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PREFACE 


The Title List of Documents Made Pubficiy Available Is a monthly publication. It contains descriptions of the in* 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency, As used here, 
docketed docs not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that arc not 
meaningful, please let us know so that we can correct the data base, In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report <ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U . Congressional/executive correspondence 

V. Licensing operators and related correspondence 
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W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the entries in the list are: 


1 , 

2 . 


3. 

4. 


5. 

6 . 

7. 


8 . 


9. 


10 . 

11 . 

12 . 


(T^ P. Operating license stage documents e& correspondence 

©_ @ 

§203090028 Responds to 820201 hr requesting documents re environ qualification of 
electrical equipment. All nonproprietary repts will be provided to Franklin Research 
Cir by 820408. Proprietary repts will be provided to NRC by 820510. 

MILLS, L.M. Tennessee Valley Authority. 82/03/04. VASSALLO, D.B. 
Operating Reactors Branch 2. Ip. 1216:254. 24XFiche: 50-259,82/03/04, 
8203090028. ^ | ^ 

@ © © © 


NRC/PDR Document category (see Appendix A). 

NRC Accession Number (year, month, day, and sequence number of item). 

Description of information contained in the document. 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or nonindividual source. 

Dale of document described, 

Recipient of document and NRC or corporate affiliation. 

Pages in this document. 

The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 
This three-digit portion of this entry is the number of the frame on which this document starts. 

The 24X Fiche designation consists of the docket number followed by the date of the document and the acces- 
sion number for the document. This designation provides the information needed by subscribers to the Na- 
tional Technical Information Service docket microfiche to locate the document fiche. 

If this space is blank, the document is available to the public only in the NRC Public Document Room, 1717 H 
St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of the document. 
The entry may be "Available at NRC" for sale; "Available at NTIS"; or "Available at GPO.” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by dale of principal items. 
Entries indented and preceded by a dash are items that were submitted as enclosures to principal items In general, 
indented items are not in accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Document 
Room, These categories and their symbols are: 

lOCFR — Commission Meeting Records 

ACRS — Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE — Financial Disclosure Information 

FOI A — Freedom of Information Act Requests and Releases 

GEN TECH IS — Generic Technical Issues 
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l&E — Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR ~ Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects — Predocket Licensing 

PT21 ~ Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM ~ Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOPREP — Vendor Reports and Related Correspondence 
WASH — Regulatory Publications— Pre- NUREG Scries 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category in the 

listing for a docket indicates that no documents in that category were filed in the lime period of the report. 


The 


1 . 

2 . 

3. 


4. 

5. 

6 . 


7. 


8 . 


9. 

10 . 

1 ). 


12 . 


13. 


principal elements of the nondocketed items are: 

NUREG— NUREG Reports and Related Correspondence 

0 © 
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8203090207 NU REG/CR- 1 672 V02 

i RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NU REG/CR- 1262. NU REG/CR- 1376, NUREG/CR-1377, NUREG/CR-1397 & 

^NU REG/CR- 1608. — — (D 

(7^ STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science Applications, Inc, 
FINB-6694. SA 1-262-81 -PA. 82/02/28. Division of Risk Analysis. 


& 123 p. 

d) 


Available at NRC. 
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Nondocketed category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and description of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number (if any). If the document has a secondary report number, it will appear 
following this entry. 

Secondary report number assigned by originator. 

Date of document described. 

NRC organizational recipient. 

Pages in document. 

All NUREG-series documents are available for purchase at NRC. Information on ordering documents is given 
below. All NUREG-series documents are also available at NTIS. Information on ordering from NTIS is also 
given below. 

Price for which NRC sells the document. 
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J4. The NRC4SX microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items pre- 
ceded by a dash are enclosures to unindented items. 


NOTES: 

I. The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington* D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calling (301 ) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to NTIS or call 
the Sales Desk at (703 ) 557-4650, Specify the NRC report number and title when you place your order. Publica- 
tions can be charged to American Express credit cards; supply the chargecard number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction charges for 
duplication are as follows: (I) paper to paper is $0.05 per page except for oversized documents and engineering 
drawings, which vary from $0.50 to $1.00 per square foot; (2) microform to paper is $0.05 a page for pages on 
microfiche and is $0.20 a square foot fora full-size print or $0.25 for a reduced-size print (18" x24") of a draw- 
ing on an aperture card: and (3) microform to microform is $0,10 per microfiche and $0.20 per aperture card. 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rate. Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will be pro- 
cessed and mailed with a bill from Literature Research Company. An account may be established with the 
Literature Research Company by calling (703)-941 -801 8. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Page 

Low Level Radwaste Disposal Sites — Docket 27 


40-8064 

Exxon Minerals Co. USA, Houston, TX 

12 

27-039 

Sheffield, IL, Nuclear Engineering Co. 

1 

40-8084 

Rio Algom Corp., Moab, UT 

12 

27-047 

Barnwell, SC, Chem-Nuctear Systems, Inc. 

1 

40-8102 

Exxon Co. USA, Houston, TX 

12 

27-048 

Richland, WA, Nuclear Engineering Co., Inc. 

1 

40-8118 

Navy, Dept, of, San Diego, CA 

13 

Domestic LIccBsiag of Source Material — Docket 40 


40-8186 

Navy, Dept, of, Alexandria, VA 

13 

40-0086 

W.R. Grace ft Co., Pompton Plains, NJ 

1 

40-8194 

Army, Dept, of. Ft. Monmouth, NJ 

13 

40-0299 

Union Carbide Corp., Grand Junction, CO 

1 

40-8200 

Cleveland-Ciiffs Iron Co., Casper, WY 

13 

40-0748 

Army, Dept, of, Lexington, KY 

2 

40-8304 

Wyoming Mineral Corp., Lakewood, CO 

13 

40-1162 

Western Nuclear Corp., Jeffrey City, WY 

2 

40-8331 

African Metals Corp., New York, NY 

14 

40-1341 

Tennessee Valley Authority, 


40-8380 

Rocky Mountain Energy Co,, 



Chattanooga, TN 

2 


Broomfield, CO 

14 

40-2061 

Kerr-McGee Chemical Corp,, 


40-8406 

Pesscs Co. , Solon, OH 

14 


Oklahoma City, OK 

2 

40-8413 

14 

Telcdync Isotopes, Inc., Westwood, NJ 

40-2253 

Army, Dept, of, Watertown, MA 

9 

40-8432 

14 

Bear Creek Uranium Co., Casper, WY 

40-2239 

Pathfinder Mines Corp., Riverton, W Y 

10 

40-8502 

14 

Wyoming Mineral Corp., Lakewood, CO 

40-3392 

Allied Chemical Corp., Morristown, NJ 

10 



40-3453 

Atlas Mineral, Inc., Denver, CO 

10 

40-8584 

Minerals Exploration Co., Los Angeles, CA 

15 

404348 

Commerce, Dept, of, Washington, DC 


40-8585 

Wyoming Mineral Corp., Lakewood, CO 

15 

11 

11 

40-8602 

15 

404492 

Federal-Amerlcan Partners, Riverton, WY 

Silver King Mines, Inc., Casper, WY 

40-6264 

Michigan Chemical Corp., St. Louis, MI 

11 

40-8610 

Stepan Chemical Co., Maywood, NJ 

15 

40-6377 

Army, Dept, of, Dover, NJ 

11 

40-8613 

Army, Dept, of, Madison, IN 

13 

404500 

Energy, Dept, of, Canonsburg, PA 

11 

40-8647 

Kerr-McOee Nuclear Corp., 



Oklahoma City, OK 

13 

404622 

Pathfinder Mines Corp., Shirley Basin, WY 

11 

40-8663 

Nuclear Dynamics, Inc., Phoenix, AZ 

15 

404639 

Army, Dept, of, Washington, DC 

Getty Oil Co. — Petrotomics Co., 

11 

40-8674 

Plateau Resources, Ltd., 

Grand Junction, CO 

IS 

404659 




Shirley Basin, WY 

11 

40-8681 

Energy Fuels Nuclear, Inc., Denver, CO 

IS 

40-7073 

Air Force, Dept, of, Kirtlond AFB, NM 

12 

40-8697 

Rocky Mountain Energy Co., Denver, CO 

16 

40-7708 

Union Carbide Corp., New York, NY 

12 

40-8698 

Plateau Resources, Ltd., Grand Junction, CO 

16 

40-8027 

Kerr-McGee Nuclear Corp, , 

Oklahoma City, OK 

12 

40-8699 

Martin-Marietta Aluminum Sales, Inc,, 

Milan, TN 

16 


ix 



Docket 

Name 

Page 

Docket 

Name 

Page 

40-8714 

Cleveland-Cliffs Iron Co., Cleveland, OH 

16 

50-142 

UCLA Training Reactor 

29 

40-8724 

Chemetron Corp., Chicago, IL 

16 

50-150 

Ohio State Univ. Research Reactor 

30 

40-8743 

Conoco, Inc., Denver, CO 

16 

50-151 

Univ. of Illinois Research Reactor 

30 

40-8745 

Ogle Petroleum, Inc., Casper, WY 

16 

50-155 

Big Rock Point Nuclear Plant 

31 

40^8768 

Kerr-McOee Nuclear Corp,, 


50-171 

Peach Bottom Atomic Power Station, Unit 1 

35 


Oklahoma City, OK 

17 







50-182 

Purdue Univ. Research Reactor 

35 

40-8771 

Arizona Public Service Co., Phoenix, AZ 

17 







50-183 

Vallecitos Experimental Superheat Reactor 

35 

40-8781 

Teton Exploration Drilling Co., Inc., 






Casper, WY 

17 

50-184 

National Bureau of Standards Reactor 

35 

40-8783 

Uranerz USA, Inc., Casper, WY 

17 

50-186 

Univ. of Missouri Research Reactor 

36 

40-8786 

Uranium Resources, Inc., Richardson, TX 

17 

50-192 

Univ. of Texas Research Reactor 

36 

40-8793 

Conoco, Inc., Denver, CO 

17 

50-193 

Rhode Island & Providence Plantations AEC 

36 

40-8801 

Radiation Management Corp., Northbrook, IL 

17 

50-199 

Manhattan College Research Reactor 

36 

Domestic Licensing of Production nnd UtUiiallon Facilities — 


50-201 

West Valley Reprocessing Plant 

36 

Docket 50 









50-206 

San Onofre Nuclear Station, Unit 1 

37 

50-3 

Indian Point Station, Unit 1 

17 







50-213 

Haddam Neck Plant 

41 

50-10 

Dresden Nuclear Power Station, Unit 1 

18 







50-219 

Oyster Creek Nuclear Power Plant 

43 

50-18 

Vallecitos Boiling Water Reactor 

19 







50-220 

Nine Mile Point Nuclear Station, Unit 1 

46 

50-20 

Massachusetts Institute of Technology 






Research Reactor 

20 

50-223 

Univ. of Lowell Research Reactor 

48 

50-27 

Washington State Univ. Research Reactor 

20 

50-224 

Univ. of California Research Reactor 

48 

50-29 

Yankec-Rowe Nuclear Power Station 

20 

50-225 

RPI Critical Experiment 

48 

50-36 

Conselho Naclonal de Pesquisas do Brasil 

22 

50-237 

Dresden Nuclear Power Station, Unit 2 

48 

5047 

Army Materials Research Reactor 

22 

50-241 

Mississippi State Univ. Research Reactor 

52 

50-59 

Texas A&M Univ. Research Reactor 

24 

50-243 

Oregon State Univ, Research Reactor 

52 

50-70 

General Electric Test Reactor 

24 

50-244 

Robert Emmet Ginna Nuclear Plant, Unit 1 

52 

50-72 

Univ. of Utah Research Reactor 

26 

50-245 

Millstone Nuclear Power Station, Unit 1 

55 

50-73 

General Electric Nuclear Test Reactor 

26 

50-247 

Indian Point Station, Unit 2 

S8 

50-83 

Univ. of Florida Training Reactor 

26 

50-249 

Dresden Nuclear Power Station, Unit 3 

62 

50-87 

Westinghouse Critical Experiment 

27 

50-250 

Turkey Point Plant, Unit 3 

65 

50-99 

Babcock & Wilcox Test Reactor 

27 

50-251 

Turkey Point Plant, Unit 4 

69 

50-111 

North Carolina State Univ. Research Reactor 

27 

50-254 

Quad-Cities Station, Unit 1 

73 

50-123 

Univ. of Missouri Research Reactor 

27 

50-255 

Palisades Nuclear Plant 

76 

50-128 

Texas A&M Univ. Research Reactor 

27 

50-259 

Browns Ferry Nuclear Power Station, Unit 1 

79 

50-133 

Humboldt Bay Power Plant, Unit 3 

27 

50-260 

Browns Ferry Nuclear Power Station, Unit 2 

82 

50-139 

Univ. of Washington Research Reactor 

28 

50-261 

H.B. Robinson Plant, Unit 2 

8S 
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Docket 

Name 

Page 

Docket 

Name 

Page 

5()-263 

Monticello Nuclear Generating Plant 

87 

50-317 

Calvert Cliffs Nucler Power Plant, Unit 1 

183 

50-265 

Quad-Cities Station, Unit 2 

89 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

187 

50-266 

Point Beach Nuclear Plant, Unit 1 

92 

50-320 

Three Mile Island Nuclear Station, Unit 2 

190 

50-267 

Fort St. Vrain Nuclear Generating Station 

96 

50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 

195 

50-269 

Oconee Nuclear Station, Unit 1 

98 

50-322 

Shoreham Nuclear Power Station 

199 

50-270 

Oconee Nuclear Station, Unit 2 

101 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

203 

50-271 

Vermont Yankee Nuclear Power Station 

104 

50-324 

Brunswick Steam Electric Plant, Unit 2 

206 

50-272 

Salem Nuclear Generating Station, Unit 1 

106 

50-325 

Brunswick Steam Electric Plant, Unit 1 

210 

50-275 

Diablo Canyon Nuclear Power Plant, Unit 1 

109 

50-326 

Univ. of California at Irvine Research Reactor 

213 

50-277 

Peach Bottom Atomic Power Station, Unlt2 

114 

50-327 

Sequoyah Nuclear Plant, Unit 1 

213 

50-278 

Peach Bottom Atomic Power Station, Unit 3 

116 

50-328 

Sequoyah Nuclear Plant, Unit 2 

2J7 

50-280 

Surry Power Station, Unit 1 

118 

50-329 

Midland Plant, Unit 1 

220 

50-281 

Surry Power Station, Unit 2 

121 

50-330 

Midland Plant, Unit 2 

225 

50-282 

Prairie Island Nuclear Station, Unit I 

123 

50-331 

Duane Arnold Energy Center 

230 

50-285 

Fort Calhoun Station, Unit 1 

125 

50-332 

Barnwell Reprocessing Plant 

233 

50-286 

Indian Point Station, Unit 3 

127 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

233 

50-287 

Oconee Nuclear Station, Unit 3 

131 

50-334 

Beaver Valley Power Station, Unit 1 

235 

50-288 

Reed College Research Reactor 

134 

50-335 

St. Lucie Plant, Unit 1 

239 

50-289 

Three Mile Island Nuclear Station, Unit 1 

134 

50-336 

Millstone Nuclear Power Station, Unit 2 

242 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

138 

50-338 

North Anna Power Station, Unit 1 

245 

50-295 

Zion Nuclear Power Station, Unit 1 

142 

50-339 

North Anna Power Station, Unit 2 

249 

50-296 

Browns Ferry Nuclear Power Station, Unit 3 

146 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

253 

50-298 

Cooper Nuclear Station 

150 

50-344 

Trojan Nuclear Plant 

255 

50-301 

Point Beach Nuclear Plant, Unit 2 

152 

50-346 

Davis-Besse Nuclear Power Station, Unit 1 

257 

50-302 

Crystal River Nuclear Plant, Unit 3 

155 

50-348 

Joseph M. Farley Nuclear Plant, Unit 1 

261 

50-304 

Zion Nuclear Power Station, Unit 2 

158 

50-352 

Limerick Generating Station, Unit 1 

264 

50-305 

Kewaunee Nuclear Power Plant 

162 

50-353 

Limerick Generating Station, Unit 2 

267 

50-306 

Prairie Island Nuclear Station, Unit 2 

164 

50-354 

Hope Creek Nuclear Station, Unit 1 

271 

50-309 

Maine Yankee Atomic Power Plant 

166 

50-355 

Hope Creek Nuclear Station, Unit 2 

271 

50-311 

Salem Nuclear Generating Station, Unit 2 

169 

50-358 

William H. Zimmer Nuclear Station, Unit 1 

272 

50-312 

Rancho Seco Nuclear Generating Station 

171 

50-361 

San Onofre Nuclear Station, Unit 2 

274 

50-313 

Arkansas Nuclear One, Unit 1 

175 

50-362 

San Onofre Nuclear Station, Unit 3 

278 

50-315 

Donald C. Cook Nuclear Power Plant, Unit 1 

177 

50-363 

Forked River Nuclear Station, Unit 1 

280 

50-316 

Donald C. Cook Nuclear Power Plant, Unit 2 

180 

50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

281 
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Docket 

Name 

Page 

Docket 

Name 

Page 

30-366 

Edwio 1. Hatch Nuclear Plant, Unit 2 

284 

5(M38 

Bellefonte Nuclear Plant, Unit 1 

350 

5(V367 

Bailiy Generating Station 

287 

50-439 

Belief onte Nuclear Plant, Unit 2 

353 

50-368 

Arkansas Nuclear One, Unit 2 

288 

50-440 

Perry Nuclear Power Plant, Unit I 

356 

50-369 

William B, McGuire Nuclear Station, Unit 1 

290 

50-441 

Perry Nuclear Power Plant, Unit 2 

360 

50-370 

William B. McGuire Nuclear Station, Unit 2 

293 

50-443 

Seabrook Nuclear Station, Unit 1 

364 

50-373 

LaSalle County Station, Unit 1 

294 

50444 

Seabrook Nuclear Station, Unit 2 

366 

50-374 

LaSalle County Station, Unit 2 

298 

50-445 

Comanche Peak Steam Electric Station, Unit 1 

369 

50^382 

Waterford Generating Station, Units 

300 

50-446 

Comanche Peak Steam Electric Station, Unit 2 

372 

50-387 

Susquehanna Steam Electric Station, Unit 1 

303 

STN-50-447 

GESSAR.238 

375 

50^388 

Susquehanna Steam Electric Station, Unit 2 

306 

50-450 

Summit Nuclear Power Station, Unit 1 

375 

50-389 

St. Lucie Plant, Unit 2 

308 

50-451 

Summit Nuclear Power Station, Unit 2 

375 

30-390 

Watts Bar Nuclear Plant, Unit 1 

310 

STN-50-454 

Byron Station, Unit 1 

375 

50-391 

Watts Bar Nuclear Plant, Unit 2 

315 

STN-50-455 

Byron Station, Unit 2 

377 

50-394 

California State Polytechnic College 

Research Reactor 

319 

STN-50456 

Braid wood Station, Unit 1 

379 

50-395 

Virgil C. Summer Nuclear Station, Unit 1 

319 

STN-50-457 

Braidwood Station, Unit 2 

379 

50-396 

Univ. ofVirginia Cavalier Reactor 

323 

50-458 

River Bend Station, Unit 1 

380 

50-397 

WPPSS Nuclear Project, Unit 2 

323 

50-459 

River Bend Station, Unit 2 

382 

50-400 

Shearon Harris Nuclear Power Plant, Unit 1 

324 

50-460 

WPPSS Nuclear Project, Unit 1 

383 

50-401 

Sbearon Harris Nuclear Power Plant, Unit 2 

326 

50-461 

Clinton Power Station, Unit 1 

384 

50-402 

Shearon Harris Nuclear Power Plant, Unit 3 

326 

50462 

Clinton Power Station, Unit 2 

386 

50-403 

Shearon Harris Nuclear Power Plant, Unit 4 

329 

50466 

Allens Creek Nuclear Station, Unit 1 

387 

50-404 

North Anna Power Station, Unit 3 

329 

STN-50-470 

CHSSAR System 80 

388 

50403 

North Aima Power Station, Unit 4 

330 

50-471 

Pilgrim Nuclear Power Station, Unit 2 

388 

50409 

La Crosse Boiling Water Reactor 

330 

STN-50-482 

Wolf Creek Generating Station 

388 

50410 

Nine Mile Point Nuclear Station, Unit 2 

332 

STN-50-483 

Callaway Plant, Unit 1 

390 

50412 

Beaver Valley Power Station, Unit 2 

333 

STN-50-484 

Tyrone Energy Park, Unit 1 

391 

50-413 

Catawba Nuclear Station, Unit 1 

334 

STN-50-485 

Sterling Power Nuclear Project, Unit 1 

391 

30414 

Catawba Nuclear Station, Unit 2 

336 

STN-50-486 

Callaway Plant, Unit 2 

392 

50416 

Grand Gulf Nuclear Station, Unit I 

338 

STN-50-488 

Perkins Nuclear Station, Unit 1 

392 

'50417 

Grand Gulf Nuclear Station, Unit 2 

343 

STN-50489 

Perkins Nuclear Station, Unit 2 

392 

50423 

Mills lone Nuclear Power Station, Unit 3 

348 

STN-50-490 

Perkins Nuclear Station, Unit 3 

393 

50-424 

Alvin W. Vogtle Nuclear Plant, Unit I 

348 

STN-50-491 

Cherokee Nuclear Station, Unit 1 

393 

50425 

Alvin W, Vogtle Nuclear Plant, Unit 2 

349 

STN-50492 

Cherokee Nuclear Station, Unit 2 

393 

STN-30437 

Floating Nuclear Plant 

350 

STN-50493 

Cherokee Nuclear Station, Unit 3 

394 
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Page 

Docket 
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Page 

50-496 

Montague Nuclear Power Station, Unit 1 

394 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

430 

50-497 

Montague Nuciear Power Station, Unit 2 

394 

STN-50-599 

Carroll Facility 1 

431 

STN-50-498 

South Texas Project, Unit 1 

394 

STN-50-600 

Carroll Facility 11 

431 

STN-50-499 

South Texas Project, Unit 2 

397 




50-500 

Davis-Bessee Nuciear Power Station, Unit 2 

399 

Domestic Licensing of Special Nuclear Material — Docket 70 


50-501 

Davis-Bessee Nuclear Power Station, Unit 3 

399 

70-0008 

Battelle Memorial Institute, Columbus, OH 

431 

STN-50-502 

Haven Nuclear Plant, Unit 1 

399 

70-0025 

Rockwell International Corp., 






Canoga Park, CA 

431 

STN-50-508 

WPPSS Nuclear Project, Unit 3 

399 







70-0027 

Babcock & Wilcox Co., Lynchburg. VA 

431 

STN-50-509 

WPPSS Nuclear Porjcct, Unit 5 

400 







70-0036 

Combustion Engineering, Inc., Windsor, CT 

432 

50-513 

WPPSS Nuclear Project, Unit 4 

401 







70-0049 

Florida, Univ. of, Gainesville, FL 

432 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

401 







70-0115 

Washington, Univ. of, Seattle, WA 

432 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

402 







70-0135 

Babcock & Wilcox Co., Apollo, PA 

432 

STN-50-516 

Jamesport Nuclear Station, Unit 1 

403 







70-0143 

Nuclear Fuel Services, Inc., Erwin, TN 

433 

STN-50-517 

Jamesport Nuclear Station, Unit 2 

403 







70-0162 

Lucius Pitkin, Inc., New York, NY 

433 

STN-50-518 

Hartsville Nuclear Plant, Unit 1 

403 







70-0263 

Army, Dept. of. Watertown, MA 

433 

STN-50-519 

Hartsville Nuciear Plant, Unit 2 

404 







70-0273 

National Carbon Co., Fosiorla, OH 

434 

STN-50-520 

Hartsville Nuclear Plant, Unit 3 

405 







70-0287 

Wyoming, Univ. of, Laramie, WY 

434 

STN-50-521 

Hartsville Nuclear Plant, Unit 4 

406 







70-0364 

Babcock & Wilcox Co., Apolto, PA 

434 

50-522 

Skagit Nuclear Power Project, Unit 1 

407 







70-0398 

Commerce, Dept, of, Washington, DC 

434 

50-523 

Skagit Nuclear Power Project, Unit 2 

408 







70-0462 

Florida, Univ. of, Gainesville, FL 

435 

STN-50-528 

Palo Verde Nuciear Station, Unit 1 

410 







70-0600 

Seattle Univ., Seattle, WA 

435 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

414 







70-0622 

Army, Dept, of, Dover, NJ 

435 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

418 







70-0649 

Army, Dept, of, Lexington, KY 

435 

50-537 

Clinch River Breeder Reactor 

422 







70-0734 

General Atomic Co., San Diego, CA 

435 

50-538 

Memphis State Univ. Research Reactor 

425 







70-0738 

Lowell, Univ. of, Lowell, MA 

435 

STN-50-545 

RESAR-35 

425 







70-0754 

General Electric Co., Pleasanton, CA 

435 

STN-50-546 

Marble Hill Nuclear Station, Unit 1 

425 







70-0820 

United Nuclear Corp., 


STN-50-547 

Marble Hill Nuclear Station, Unit 2 

426 


Wood River Junction, RI 

436 

50-548 

Fort Calhoun Station, Unit 2 

427 

70-0824 

Babcock & Wilcox Co., Lynchburg, VA 

436 

50-549 

Greene County Nuclear Power Plant 

427 

70-0854 

Isotopic Analysis, Inc., Tulsa, OK 

436 

STN-50-553 

Phipps Bend Nuclear Station, Unit 1 

427 

70-0864 

Rlpon College, Ripon, WI 

436 

STN-50-554 

Phipps Bend Nuclear Station, Unit 2 

428 

70-0920 

Rensselaer Polytechnic Institute, Troy, NY 

436 

STN-50-556 

Black Fox Station, Unit 1 

428 

70-0925 

Kerr-McGee Nuclear Corp. , 


STN-50-557 

Black Fox Station, Unit 2 

428 


Oklahoma City. OK 

436 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

429 

70-0936 

Massachusetts, Commonwealth of , 

Boston, MA 
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Docket 
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70-1068 

Florida, Univ. of, Gainesville, FL 

437 

70-2884 

Long Island Lighting Co., HicksviUe. NY 

443 

70-1075 

Chicago, Univ. of. Chicago, IL 

437 

70-2885 

Commonwealth Edison Co., Chicago, IL 

443 

70-1100 

Combustion Engineering, Inc,, Windsor, CT 

437 

70-2901 

Southern California Edison Co., 






Rosemead, CA 

443 

70-1113 

General Electric Co., Wilmington, NC 

437 







70-2902 

North Memorial Medical Center, 


70-1143 

Westinghouse Electric Corp., Pittsburgh, PA 

438 


Minneapolis, MN 

443 

70-1151 

Wesllnghouse Electric Corp., Pittsburgh, PA 

438 

70-2936 

Mississippi Power & Light Co., Jackson, MS 

443 

70-1156 

New York, State of. New York, NY 

438 

70-2948 

Niagara Mohawk Power Co., Syracuse, NY 

444 

70-1193 

Kerr-McGee Nuclear Corp., 


70-2953 

Connecticut, Univ, of, Storrs, CT 

444 


Oklahoma City, OK 

438 







Packaging of Kadloactive Material for Transport and Transportation 

70-1201 

Babcock & Wilcox Co., Lynchburg, VA 

439 

of Radioactive Material Under Certain Conditions — Docket 71 

70-1216 

Navy, Dept, of, San Diego, CA 

439 

71-0024 

Hittman Nuclear & Development Corp. 

444 

70-1220 

General Electric Co., San Jose, CA 

441 

71-0082 

Kerr-McOee Nuclear Corp. 

444 

70-1257 

Exxon Nuclear Co. , Inc. , Richland, WA 

441 

71-0231 

Chem-Nuclear Systems, Inc. 

444 

70-1271 

Sandwich High School, Sandwich, IL 

442 

71-0331 

North Carolina State Univ. at Raleigh 

444 

70-1313 

County College of Morris, Dover, NJ 

442 

71-0469 

Equitable Gas Co. 

444 

70-1342 

Coratomic, Inc., Indiana, PA 

442 

71-0470 

Pennsylvania State Univ. 

444 

70-1366 

Health & Human Services, Dept, of, 


71-0471 

Pennsylvania Power & Light 

444 


Bethesda, MD 

442 







71-4909 

Model: OR-5, Combustion Engineering Co., 


70-1426 

Transnuclear, Inc., Falls Church, VA 

442 


Inc, 

444 

70-1467 

Sherman Hospital, Elgin, IL 

442 

71-4986 

Model: RA-2,RA-3, RA-J, 






General Electric Co. 

444 

70-1470 

Veterans Administration Hospital, 






Los Angeles, CA 

442 

71-5450 

Model: RCC, -1. -2,-3, -4, 






Westinghouse Electric Corp. 

445 

70-1621 

Duquesne Light Co., Pittsburgh, PA 

442 







71-5507 

Model: HFIR Spent Fuel Element Shipping 


70-1703 

Eastman Kodak Co,, Rochester, NY 

442 


Cask, Energy, Dept, of 

445 

70-2124 

D. D. Frederick Co., Tulsa, OK 

442 

71-5607 

Model; T-2, Energy, Dept, of 

445 

70-2258 

Flint Osteopathic Hospital, Flint, MI 

443 

71-5753 

Model: ORNL Loop Transport Cask, 






Energy, Dept, of 

445 

70-2281 

Bryn Mawr Hospital, Bryn Mawr, PA 

443 







71-5768 

Model: BB-250-2, Combustion 


70-2375 

Pac ific G as & El ect ric Co. , 



Engineering Co., Inc. 

445 


San Francisco, CA 

443 







71-5796 

Model: 181375, 181361, Advanced 


70-2488 

Mercy Hospital, Portland, ME 

443 


Medical Systems, Inc. 

445 

70-2623 

Duke Power Co., Charlotte, NC 

443 

71-5805 

Model: Vandenburgh, 






Chem-Nu clear Systems, Inc. 

445 

70-2638 

DePaul Community Health Center, 






Bridgeton, MO 

443 

71-5926 

Model: GE-100, General Electric Co, 

445 

70-2752 

Warren Hospital, Philllpsburg, NJ 

443 

71-5939 

Model: GE-1500, General Electric Co. 

445 

70-2815 

New Britain General Hospital, 


71-5942 

Model: OE-700, General Electric Co. 

445 


New Britain, CT 

443 







71-5980 

Model: GE-600, General Electric Co. 

445 

70-2838 

Cincinnati Gas & Electric Co. , 






Cincinnati, OH 

443 

71-6088 

Model: D-38, Oak Ridge National Lab 

445 
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71-6144 Model: B-2, U,S. Ecology 445 

71-6227 Model: DT-2, -5, -7, Energy, Dept, of 445 

71-6345 Model: ANL-402-SPM & 403-SPM, 

E.l. du Pont de Nemours 446 

71-6346 Model: FS V- 1 , General Atomic Co. 446 

71-6347 Model: FSV-3, General Atomic Co. 446 

71-6375 Model: CNS 4-45, Chem-Nuclear Systems, Inc. 446 

71-6400 Model: 6400, Westinghouse Electric Corp. 446 

71-6568 Model: LL-60- 150, Tennessee Valley Authority 446 

71-6574 Model: HN-200, Hlttman Nuclear* 

Development Corp. 446 

71-6581 Model: 51032-1 * lA, Exxon Nuclear Co., Inc. 446 

71-6613 Model: 702, Technical Operations, Inc. 446 

71-6679 Model: 6679, U.S. Ecology 446 

71-6698 Model: NFS-4, Nuclear Fuel Services, Inc, 446 

71-6717 Model: 671 7-B, Gamma Industries 446 

71-9001 Model: IF-300, General Electric Co. 447 

71-9033 Model: 660* 660E, Technical Operations, Inc. 447 

71-9044 Model: GE-1600, General Electric Co. 447 

71-9070 Model: N-55, Energy, Dept, of 447 

71-9079 Model: HN-100, Series 2 * 2A, Hittman 

Nuclear * Development Corp. 447 


Docket Name 

71-9080 Model; 9080, Hittman Nuclear & 

Development Corp. 447 

71-9085 Model: Sentinel 8S, Teledyne Energy Systems 447 

71-9091 Model: 30A&30B, Gulf Nuclear, Co. 447 

7 1-9094 Model: CNS 1 4- 1 95-H , Chem-Nuclear 

Systems, Inc. 447 

71-9141 Model: 900, Technical Operations, Inc. 447 

71-9142 Model: MRC-20WC, Monsanto Research Corp. 447 

71-9143 Model: 920, Technical Operations, Inc. 447 

71-9147 Model: 850, Technical Operations, Inc. 447 

71-9150 Model: PAT-2, Energy, Dept, of 447 

71-9152 Model: CNS 1-13011, Chcm-Nuclcar 

Systems, Inc. 447 

71-9154 Model: 858, Technical Operations, Inc. 448 

71-9156 Model: IR-50, Industrial Nuclear Co. 448 

71-9157 Model: IR-100, Industrial Nuclear Co. 448 

71-9160 Model: 20-VS&40-VS, Gulf Nuclear Co. 448 

71-9161 Model! R, Gulf Nuclear Co. 448 

71-9162 Model: GNN-20, Gulf Nuclear Co. 448 

71-9163 Model: ONG-20, Gulf Nuclear Co. 448 

71-9164 Model: AlW-3, Energy, Dept, of 448 
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Name Docket 
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Docket 
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Low Level Radwaste Disposal Sites — Docket 27 



Federal- American Partners, 






Riverton, WY 

40-4492 

11 

Barnwell > SC, Chera-Nuclear 






Systems, Inc, 

27-047 

1 

Getty Oil Co. — Petrotomics Co., 





Shirley Basin, WY 

40-6659 

11 

Richland, WA, Nuclear 






Engineering Co., Inc. 

27-048 

1 

Kerr-McOee Chemical Corp., 





Oklahoma City, OK 

40-2061 

2 

Sheffield, IL, Nuclear Engineering Co. 

27-039 

I 

Kerr-McGee Nuclear Corp., 



Domestic LicenslDg of Source Material — Docket 40 



Oklahoma City, OK 

40-8027 

12 

African Metals Corp., New York, NY 

40-8331 

14 

Kcrr-McGee Nuclear Corp., 





Oklahoma City, OK 

40-8647 

15 

Air Force, Dept, of, Kirtland AFB, NM 

40-7075 

12 

Kcrr-McGee Nuclear Corp., 



Allied Chemical Corp., Morristown, NJ 

40-3392 

10 

Oklahoma City, OK 

40-8768 

17 

Arizona Public Service Co., Phoenix, AZ 

40-8771 

17 

Martin-Marietta Aluminum Sales, Inc. , 





Milan, TN 

40-8699 

16 

Army, Dept, of, Dover, NJ 

40-6377 

11 

Michigan Chemical Corp., St. Louis. MI 

40-6264 

11 

Army, Dept, of, Ft. Monmouth, NJ 

40-8194 

13 

Minerals Exploration Co., 



Army, Dept, of, Lexington, KY 

40-0748 

2 

Los Angeles, CA 

40-8584 

15 

Army, Dept, of, Madison, IN 

40-8613 

15 

Navy, Dept, of, Alexandria, VA 

40-8186 

13 

Army, Dept, of, Washington, DC 

40-6639 

11 

Navy, Dept, of, San Diego, CA 

40-8118 

13 

Army, Dept, of, Watertown, MA 

40-2253 

9 

Nuclear Dynamics, Inc., Phoenix, AZ 

40-8663 

IS 

Atlas Mineral, Inc., Denver, CO 

40-3453 

10 

Ogle Petroleum, Inc., Casper, WY 

40-8745 

16 

Bear Creek Uranium Co., Casper, WY 

40-8452 

14 

Pathfinder Mines Corp., Riverton, WY 

40-2259 

10 

Chemetron Corp., Chicago, IL 

40-8724 

40-8200 

16 

13 

Pathfinder Mines Corp,, 

Shirley Basin, WY 

40-6622 

11 

Cleveland'Cliffs Iron Co., Casper, WY 



Clcveland-Cllffs Iron Co., Cleveland, OH 

40-8714 

16 

Pesses Co., Solon, OH 

40-8406 

14 

Commerce, Dept, of, Washington, DC 

40-4348 

11 

Plateau Resources, Ltd., 

Grand Junction, CO 

40-8674 

15 

Conoco, Inc., Denver, CO 

40-8743 

16 

Plateau Resources, Ltd., 



Conoco, Inc., Denver, CO 

40-8793 

17 

Grand Junction, CO 

40-8698 

16 

Energy Fuels Nuclear, Inc., Denver, CO 

40-8681 

15 

Radiation Management Corp., 

Northbrook, IL 

40-8801 

17 

Energy, Dept, of, Canonsburg, PA 

40-6500 

11 

Rio Algom Corp., Moab, UT 

40-8084 

in 

Exxon Co, USA, Houston, TX 

40-8102 

12 

Rocky Mountain Energy Co., 



Exxon Minerals Co. USA, Houston, TX 

40-8064 

12 

Broomfield, CO 

40-8380 
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Docket 
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Rocky Mountain Energy Co. , 



Black Fox Station, Unit 2 

STN-50-557 

428 

Denver, CO 

40-S697 

16 







Braid wood Station, Unit 1 

STN.50-456 

379 

Silver King Mines, Inc. , Casper, WY 

40-8602 

15 







Braldwood Station, Unit 2 

STN-50-457 

379 

Stepan Chemical Co., Maywood, NJ 

40-8610 

15 







Browns Ferry Nuclear Power Station, 



Tcledyne Isotopes, Inc., Westwood, NJ 

40-8413 

14 

Unitl 

50-259 

79 

Tennessee Valley Authority, 



Browns Ferry Nuclear Power Station, 



Chattanooga, TN 

40-1341 

2 

Unit 2 

50-260 

82 

Teton Exploration Drilling Co., Inc. , 



Browns Ferry Nuclear Power Station, 



Casper, WY 

40-8781 

17 

Units 

50-296 

146 

Union Carbide Corp. , 



Brunswick Steam Electric Plant, Unit 1 

50-325 

210 

Grand Junction, CO 

40-0299 

1 







Brunswick Steam Electric Plant, Unit 2 

50-324 

206 

Union Carbide Corp., New York, NY 

40-7708 

12 







Byron Station, Unit 1 

STN-50-454 

375 

Uranerz USA, Inc., Casper, WY 

40-8783 

17 







Byron Station, Unit 2 

STN-50-455 

377 

Uranium Resources, Inc., 






Richardson, TX 

40-8786 

17 

California State Polytechnic College 






Research Reactor 

50-394 

319 

W. R. Grace & Co., Pompton Plains, NJ 

40-0086 

1 







Callaway Plant, Unit 1 

STN-50-483 

390 

Western Nuclear Corp. , Jeffrey City, WY 

40-1162 

2 







Callaway Plant, Unit 2 

STN-50-486 

392 

Wyoming Mineral Corp., Lakewood, CO 

40-8304 

13 







Calvert Cliffs Nuclear Power Plant, 



Wyoming Mineral Corp., Lakewood, CO 

40-8502 

14 

Unitl 

50-317 

183 

Wyoming Mineral Corp., Lakewood, CO 

40-8585 

15 

Calvert Cliffs Nuclear Power Plant, 






Unit 2 

50-318 

187 

Domestic Licensing of Production and Utlltzalioo Facilities — 


Carroll Facility I 

STN-50-599 

431 

Docket 50 









CmroU Facility II 

STN-50-600 

431 

Allens Creek Nuclear Station, Unit 1 

50-466 

387 







Catawba Nuclear Station, Unit 1 

50-413 

334 

Alvin W. Vogtie Nuclear Plant, Unit 1 

50-424 

348 







Catawba Nuclear Station, Unit 2 

50-414 

336 

Alvin W. Vogtie Nuclear Plant, Unit 1 

50-425 

349 







CBSSAR System 80 

STN-50-470 

388 

Arkansas Nuclear One, Unit 1 

50-313 

175 







Cherokee Nuclear Station, Unit 1 

STN-50-491 

393 

Arkansas Nuclear One, Unit 2 

50-368 

288 







Cherokee Nuclear Station, Unit 2 

STN-50-492 

393 

Army Materials Research Reactor 

50-47 

22 







Cherokee Nuclear Station, Unit 3 

STN-50-493 

394 

Babcock & Wilcox Test Reactor 

50-99 

27 







Clinch River Breeder Reactor 

50-537 

422 

Badly Generating Station 

50-367 

287 







Clinton Power Station, Unit 1 

50-461 

384 

Barnwell Reprocessing Plant 

50-332 

233 







Clinton Power Station, Unit 2 

50-462 

386 

Beaver Valley Power Station, Unit 1 

50-334 

235 







Comanche Peak Steam Electric Station, 



Beaver Valley Power Station, Unit 2 

50-412 

333 

Unitl 

50-445 

369 

Bellefonte Nuclear Plant, Unit 1 

50-438 

350 

Comanche Peak Steam Electric Station, 






Unit 2 

50-446 

372 

Bellefonte Nuclear Plant, Unit 2 

50439 

353 







Conselho Nacional de Pesquisas 



Big Rock Point Nuclear Plant 

. 50-15? 

31 

do Brasil 

50-36 

22 

Black Fox Station, Unit 1 

STN-50-356 

428 

Cooper Nuclear StatiO'Q 

50-298 

130 
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Name 

Crystal River Nuclear Plant, Unit 3 

Davis-Besse Nuclear Power Station, 
Unitl 

Davis-Besse Nuclear Power Station, 
Unit 2 

Davis-Besse Nuclear Power Station, 
Units 

Diablo Canyon Nuclear Power Plant, 
Unit i 

Diablo Canyon Nuclear Power Plant, 
Unit 2 

Donald C. Cook Nuclear Power Plant, 
Unit 1 

Donald C. Cook Nuclear Power Plant, 
Unit 2 

Dresden Nuclear Power Station, Unit 1 

Dresden Nuclear Power Station, Unit 2 

Dresden Nuclear Power Station, Unit 3 

Duane Arnold Energy Center 

Edwin I. Hatch Nuclear Plant, Unit 1 

Edwin I. Hatch Nuclear Plant, Unit 2 

Enrico Fermi Atomic Power Plant, 
Unit 2 

Floating Nuclear Plant 

Forked River Nuclear Station, Unit 1 

Fort Calhoun Station, Unit 1 

Fort Calhoun Station, Unit 2 

Fort St. Vrain Nuclear Generating 
Station 

General Electric Nuclear Test Reactor 
General Electric Test Reactor 
GESSAR-238 

Grand Gulf Nuclear Station, Unit 1 
Grand Gulf Nuclear Station, Unit 2 
Greene County Nuclear Power Plant 
H. B. Robinson Plant, Unit 2 
Haddam Neck Plant 
Hartsville Nuclear Plant, Unit 1 
Hartsville Nuclear Plant, Unit 2 


Docket 

Page 

Name 

Docket 

Page 

50-302 

155 

Hartsville Nuclear Plant, Unit 3 

STN-50-520 

405 

50-346 

257 

Hartsville Nuclear Plant, Unit 4 

STN-50-521 

406 



Haven Nuclear Plant, Unit 1 

STN-50-502 

399 

50-500 

399 

Hope Creek Nuclear Station, Unit 1 

50-354 

271 

50-501 

399 

Hope Creek Nuclear Station, Unit 2 

50-355 

271 



Humboldt Bay Power Plant, Unit 3 

50-133 

27 

50-275 

109 

Indian Point Station, Unit 1 

50-3 

17 

50-323 

203 

Indian Point Station, Unit 2 

50-247 

58 



Indian Point Station, Unit 3 

50-286 

127 

50-315 

177 

Janies A. Fitzpatrick Nuclear 

Power Plant 

50-333 

233 

50-316 

180 

Jamesport Nuclear Station, Unit 1 

STN-50-516 

403 

50-10 

18 

Jamesport Nuclear Station, Unit 2 

STN-50-517 

403 

50-237 

48 

Joseph M. Farley Nuclear Plant, Unit 1 

50-348 

261 

50-249 

62 

Joseph M. Farley Nuclear Plant, Unit 2 

50-364 

28 1 

50-331 

230 

Kewaunee Nuclear Power Plant 

50-305 

162 

50-321 

195 

La Crosse Boiling Water Reactor 

50-409 

330 

50-366 

284 

LaSalle County Station, Unit 1 

50-373 

294 

50-341 

253 

LaSalle County Station, Unit 2 

50-374 

298 

STN-50-437 

350 

Limerick Generating Station, Unit 1 

50-352 

264 

50-363 

280 

Limerick Generating Station, Unit 2 

50-353 

267 

50-285 

125 

Maine Yankee Atomic Power Plant 

50-309 

166 

50-548 

427 

Manhattan College Research Reactor 

50-199 

36 

Marble Hill Nuclear Station, Unit I 

STN-50-546 

425 

50-267 

96 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

426 

50-73 

50-70 

26 

24 

Massachusetts Institute of Technology 
Research Reactor 

50-20 

20 

STN-50-447 

375 

Memphis State Univ. Research Reactor 

50-538 

425 

50-416 

338 

Midland Plant, Unitl 

50-329 

220 

50-417 

343 

Midland Plant, Unit 2 

50-330 

225 

50-549 

427 

Millstone Nuclear Power Station, Unit 1 

50-245 

55 

50-261 

85 

Millstone Nuclear Power Station, Unit 2 

50-336 

242 

50-213 

41 

Millstone Nuclear Power Station, Unit 3 

50-423 

348 

STN-50-518 

403 

Mississippi State Univ. Research 

Reactor 

50-241 

52 

STN-50-519 

404 

Montague Nuclear Power Station, Unit 1 

50-496 

394 
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Name 

Docket 

Page 

Montague Nuclear Power Station, Unit 2 

50-497 

394 

Monticello Nuclear Generating Plant 

50-263 

87 

National Bureau of Standards Reactor 

50-184 

35 

Nine Mile Point Nuclear Station, Unit 1 

50-220 

46 

Nine Mile Point Nuclear Station, Unit 2 

50-410 

332 

North Anna Power Station, Unit 1 

50-338 

245 

North Anna Power Station, Unit 2 

50-339 

249 

North Anna Power Station, Unit 3 

50-404 

329 

North Anna Power Station, Unit 4 

50-405 

330 

North Carolina State Univ. 

Research Reactor 

50-111 

27 

Oconee Nuclear Station, Unit 1 

50-269 

98 

Oconee Nuclear Station, Unit 2 

50-270 

101 

Oconee Nuclear Station, Unit 3 

50-287 

131 

Ohio State Univ. Research Reactor 

50-150 

30 

Oregon State Univ. Research Reactor 

50-243 

52 

Oyster Creek Nuclear Power Plant 

50-219 

43 

Palisades Nuclear Plant 

50-255 

76 

Palo Verde Nuclear Station, Unit 1 

STN-SO-528 

410 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

414 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

418 

Peach Bottom Atomic Power Station, Unit 1 

50-171 

35 

Peach Bottom Atomic Power Station, Unit 2 

50-277 

114 

Peach Bottom Atomic Power Station, Unit 3 

50-278 

116 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

401 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

402 

Perkins Nuclear Station, Unit 1 

STN-50-488 

392 

Perkins Nuclear Station, Unit 2 

STN-50-489 

392 

Perkins Nuclear Station, Unit 3 

STN-5O-490 

393 

Perry Nuclear Power Plant, Unit 1 

50-440 

356 

Perry Nuclear Power Plant, Unit 2 

50-441 

360 

Phipps Bend Nuclear Station, Unit 2 

STN-50-554 

428 

Phipps Bend NuclearStation, Unit 1 

STN-50-553 

427 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

138 

Pilgrim Nuclear Power Station, Unit 2 

50-471 

388 


Name 

Point Beach Nuclear Plant, Unit 1 

Docket 

50-266 

Page 

92 

Point Beach Nuclear Plant, Unit 2 

50-301 

152 

Prairie Island Nuclear Station, Unit 1 

50-282 

123 

Prairie Island Nuclear Station, Unit 2 

50-306 

164 

Purdue Univ. Research Reactor 

50-182 

35 

Quad-Cities Station, Unit 1 

50-254 

73 

Quad-Cities Station, Unit 2 

50-265 

89 

Rancho Seco Nuclear Generating Station 

50-312 

171 

Reed College Research Reactor 

50-288 

134 

RESAR-35 

STN-50-545 

425 

Rhode Island & Providence Plantations ABC 

50-193 

36 

River Bend Station, Unit 1 

50-458 

380 

River Bend Station, Unit 2 

50-459 

382 

Robert Emmet Ginna Nuclear Plant, Unit 1 

50-244 

52 

RPI Critical Experiment 

50-225 

48 

Salem Nuclear Generating Station, Unit 1 

50-272 

106 

Salem Nuclear Generating Station, Unit 2 

50-311 

169 

San Onofre Nuclear Station, Unit 1 

50-206 

37 

San Onofre Nuclear Station, Unit 2 

50-361 

274 

San Onofre Nuclear Station, Unit 3 

50-362 

278 

Seabrook Nuclear Station, Unit 1 

50-443 

364 

Seabrook Nuclear Station, Unit 2 

50-444 

366 

Sequoyah Nuclear Plant, Unit 1 

50-327 

213 

Sequoyah Nuclear Plant, Unit 2 

50-328 

217 

Shearon Harris Nuclear Power Plant, Unit 1 

50-400 

324 

Shearon Harris Nuclear Power Plant, Unit 2 

50-401 

326 

Shearon Harris Nuclear Power Plant, Unit 3 

50-402 

328 

Shearon Harris Nuclear Power Plant, Unit 4 

50-403 

329 

Shoreham Nuclear Power Station 

50-322 

199 

Skagit Nuclear Power Project, Unit 1 

50-522 

407 

Skagit Nuclear Power Project, Unit 2 

50-523 

408 

South Texas Project, Unit 1 

STN-50-498 

394 

South Texas Project, Unit 2 

STN-50-499 

397 

St. Lucie Plant, Unit 1 

50-335 

239 


XX 
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Docket 

Page 
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Docket 

Page 

St. Lucie Plant, Unit 2 

50-389 

308 

Watts Bar Nuclear Plant, Unit I 

50-390 

310 

Sterling Power Nuclear Project, Unit 1 

STN-50-485 

391 

Watts Bar Nuclear Plant, Unit 2 

50-391 

315 

Summit Nuclear Power Station, Unit 1 

50-450 

375 

West Valley Reprocessing Plant 

50-201 

36 

Summit Nuclear Power Station, Unit 2 

50-451 

375 

Westinghouse Critical Experiment 

50-87 

27 

Surry Power Station, Unit 1 

50-280 

118 

William B. McGuire Nuclear Station, Unit 1 

50-369 

290 

Surry Power Station, Unit 2 

50-281 

121 

William B. McGuire Nuclear Station, Unit 2 

50-370 

293 

Susquehanna Steam Electric Station, Unit 1 

50-387 

303 

William H. Zimmer Nuclear Station, Unit 1 

50-358 

272 

Susquehanna Steam Electric Station, Unit 2 

50-388 

306 

Wolf Creek Generating Station 

STN-50-482 

388 

Texas A&M Univ. Research Reactor 

50-59 

24 

WPPSS Nuclear Project, Unit 1 

50-460 

383 

Texas A&M Univ. Research Reactor 

50-128 

27 

WPPSS Nuclear Project, UnU2 

50-397 

323 

Three Mile Island Nuclear Station, Unit 1 

50-289 

134 

WPPSS Nuclear Project, Unit3 

STN-50-508 

399 

Three Mile Island Nuclear Station, Unit 2 

50-320 

190 

WPPSS Nuclear Project, Unit 4 

50-513 

401 

Trojan Nuclear Plant 

50-344 

255 

WPPSS Nuclear Project, U nit 5 

STN-50-509 

400 

Turkey Point Plant, Unit 3 

50-250 

65 

Yankee-Rowe Nuclear Power Station 

50-29 

20 

Turkey Point Plant, Unit 4 

50-251 

69 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

429 

Tyrone Energy Park, Unit 1 

STN-50-484 

391 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

430 

UCLA Training Reactor 

50-142 

29 

Zion Nuclear Power Station, Unit 1 

50-295 

142 

Univ. of California at Irvine 



Zion Nuclear Power Station, Unit 2 

50-304 

158 

Research Reactor 

50-326 

213 







Domestic Licensing of Special Nuclear Malerial 

-- Docket 70 


Univ. of California Research Reactor 

50-224 

48 







Army, Dept, of, Dover, NJ 

70-0622 

435 

Univ. of Florida Training Reactor 

50-83 

26 







Army, Dept, of, Lexington, KY 

70-0649 

435 

Univ. of Illinois Research Reactor 

50-151 

30 







Army, Dept, of, Watertown, MA 

70-0263 

433 

Univ. of Lowell Research Reactor 

50-223 

48 







Babcock & Wilcox Co., Apollo, PA 

70-0364 

434 

Univ. of Missouri Research Reactor 

50-186 

36 







Babcock & Wilcox Co,, Apollo, PA 

70-0135 

432 

Univ. of Missouri Research Reactor 

50-123 

27 







Babcock & Wilcox Co., Lynchburg, VA 

70-1201 

439 

Univ. of Texas Research Reactor 

50-192 

36 







Babcock & Wilcox Co., Lynchburg, VA 

70-0824 

436 

Univ. of Utah Research Reactor 

50-72 

26 







Babcock* Wilcox Co., Lynchburg, VA 

70-0027 

431 

Univ. of Virginia Cavalier Reactor 

50-396 

323 







Battelle Memorial Institute, Columbus, OH 

70-0008 

431 

Univ. of Washington Research Reactor 

50-139 

28 







Bryn Mawr Hospital, Bryn Mawr, PA 

70-2281 

443 

Vallccitos Boiling Water Reactor 

50-18 

19 







Chicago, Univ. of, Chicago, IL 

70-1075 

437 

Vallecitos Experimental Superheat Reactor 

50-183 

35 







Cincinnati Oas & Electric Co., 



Vermont Yankee Nuclear Power Station 

50-271 

104 

Cincinnati, OH 

70-2838 

443 

Virgil C. Summer Nuclear Station, Unit 1 

50-395 

319 

Combustion Engineering, Inc., Windsor, CT 

70-0036 

432 

Washington State Univ. Research Reactor 

50-27 

20 

Combustion Engineering, Inc., Windsor, CT 

70-1100 


Waterford Generating Station, Unit 3 

50-382 

300 

Commerce, Dept, of, Washington, DC 

70-0398 
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Commonwealth Edison Co. , Chicago, IL 

70*2885 

443 

New York, Stale of. New York, NY 

70-1156 

438 

Connecticut, Univ. of, Storrs, CT 

70-2953 


Niagara Mohawk Power Co., Syracuse, NY 

70-2948 

444 

Coratomic, Inc., Indiana, PA 

70-1342 

442 

North Memorial Medical Center, 





Minneapolis, MN 

70-2902 

443 

County College of Morris, Dover, NJ 

70-1313 

442 

Nuclear Fuel Services, Inc., Erwin, TN 

70-0143 

433 

D.D. Frederick Co., Tulsa, OK 

70-2124 

442 

Pacific Gas & Electric Co. , 



DePaul Community Health Center, 



San Francisco, CA 

70-2375 

443 

Bridgeton, MO 

70-2638 

443 

Rensselaer Polytechnic Institute, Troy, NY 

70-0920 

436 

Duke Power Co. , Charlotte, NC 

70-2623 

443 

Ripon College, Ripon, WI 

70-0864 

436 

Duquesne Light Co. , Pittsburgh, PA 

70-1621 

442 

Rockwell International Corp., 


431 

Eastman Kodak Co., Rochester, NY 

70-1703 

442 

Canoga Park.CA 

70-0025 

Exxon Nuclear Co. , Inc., Richland, WA 

70-1257 

441 

Sandwich High School, Sandwich, IL 

70-1271 

442 

Flint Osteopathic Hospital. , Flint, MI 

70-2258 

443 

Seattle Univ., Seattle, WA 

70-0600 

435 

Florida, Univ. of, Gainesville, FL 

70-0049 

432 

Sherman Hospital, Elgin, IL 

70-1467 

442 

Florida, Univ. of, Gjdoesville, FL 

70-1068 

437 

Southern California Edison, Co., 





Rosemead, CA 

70-2901 

443 

Florida, Univ. of, Gainesville, FL 

70-0462 

435 

Transnuclear, Inc., Falls Church, VA 

70-1426 

442 

General Atomic Co. , San Diego, CA 

70-0734 

435 

United Nuclear Corp., Wood River 



General Electric Co., Pleasanton, CA 

70-0754 

435 

Junction, RI 

70-0820 

436 

General Electric Co., San Jose, CA 

70-1220 

441 

Veterans Administration Hospital, 






Los Angeles, CA 

70-1470 

442 

General Electric Co,, Wilmingion, NC 

70-1113 

437 

Warren Hospital, Phillipsburg, NJ 

70-2752 

443 

Health & Human Services, Dept, of, 






Bethesda, MD 

70-1366 

442 

Washington, Univ. of, Seattle, WA 

70-0115 

432 

Isotopic Analysis, Inc., Tulsa, OK 

70-0854 

436 

Westinghouse Electric Corp., Pittsburgh, PA 

70-1151 

438 

Kerr-McOee Nuclear Corp. , 



Westinghouse Electric Corp., Pittsburgh, PA 

70-1143 

438 

Oklahoma City, OK 

70-0925 

436 

Wyoming, Univ. of, Laramie, WY 

70-0287 

434 

Kerr-McOee Nuclear Corp. , 






Oklahoma City, OK 

70-1193 

438 

Packaging of Radioactive Material for Transport and Transportation 




of Radioactive Material Under Certain Conditions — Docket 71 

Long Island Lighting Co., Hicksviile, NY 

70-2884 

443 

Chem-Nuclear Systems, Inc. 

71-0231 

444 

Lowell, Univ. of, Lowell, MA 

70-0738 

435 

Equitable Gas Co, 

71-0469 

444 

Lucius Pitkin, Inc., New York, NY 

70-0162 

433 

Hittman Nuclear & Development Corp. 

71-0024 

444 

Massachusetts, Commonwealth of. 



Kcrr-McGec Nuclear Corp. 

71-0082 

444 

Boston, MA 

70-0936 

436 






Model: 181 375, 181361, Advanced Medical 



Mercy Hospital, Portland, MB 

70-2488 

443 

Systems, Inc. 

71-5796 

445 

Mississippi Power & Light Co., Jackson, MS 

70-2936 

443 

Model: 20-VS & 40- VS, Gulf Nuclear Co. 

71-9160 

448 

National Carbon Co., Fostoria, OH 

70-0273 

434 

Model: 30A & 30B, Gulf Nuclear, Co, 

71-9091 

447 

Navy, Dept, of, Sam Diego, CA 

70-1216 

439 

Model: 51032-1 &1A, Exxon 

Nuclear Co. , Inc, 

71-6581 

446 

New Britain General Hospital, 





New Britain, CT 

70-2815 

443 

Model: 6400, Westinghouse Electric Corp. 

71-6400 

446 
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Model: 660&660B, Technical 

Operations, Inc. 

71-9033 

447 

Model: 6679,U.S. Ecology 

71-6679 

446 

Model: 6717-B, Gamma Industries 

71-6717 

446 

Model: 702, Technical Operations, Inc. 

71-6613 

446 

Model: 850, Technical Operations, Inc. 

71-9147 

447 

Model: 858, Technical Operations, Inc. 

71-9154 

448 

Model: 900, Technical Operations, Inc. 

71-9141 

447 

Model: 9080, Hittman Nuclear & 

Development Corp. 

71-9080 

447 

Model: 920, Technical Operations, Inc. 

71-9143 

447 

Model: AlW-3, Energy, Dept, of 

71-9164 

448 

Model: ANL-402-SPM & 403-SPM, E.I. 
du Pont de Nemours 

71-6345 

446 

Model: B-2, U.S. Ecology 

71-6144 

445 

Model: BB-250-2, Combustion Engineering 
Co., Inc. 

71-5768 

445 

Model: CNS 1-13CII, Chem-Nuclcar 

Systems, Inc, 

71-9152 

447 

Model: CNS 14-195-H, Chem-Nuclear 
Systems, Inc. 

71-9094 

447 

Model: CNS 4-45, Chem-Nuclear Systems, 

Inc. 

71-6375 

446 

Model: D-38, Oak Ridge National Lab 

71-6088 

445 

Model: DT-2, -5, -7, Energy, Dept, of 

71-6227 

445 

Model: FSV-1 , General Atomic Co. 

71-6346 

446 

Model: FSV-3, General Atomic Co. 

71-6347 

446 

Model: OE-100, General Electric Co. 

71-5926 

445 

Model: GE-1500, General Electric Co. 

71-5939 

445 

Model: GB-1600, General Electric Co. 

71-9044 

447 

Model: GE-600, General Electric Co. 

71-5980 

445 

Model: OE-700, General Electric Co. 

71-5942 

445 

Model: GNG-20, Gulf Nuclear Co. 

71-9163 

448 


Name 

Model: GNN-20, Gulf Nuclear Co. 

Docket 

71-9162 

Page 

448 

Model: HFIR Spent Fuel Element Shipping 
Cask, Energy, Dept, of 

71-5507 

445 

Model: HN-100, Scries 2 & 2A, Hittman 
Nuclear & Development Corp. 

71-9079 

447 

Model: HN-200, Hittman Nuclear & 
Development Corp. 

71-6574 

446 

Model: IF-300, General Electric Co. 

71-9001 

447 

Model: lR-100, Industrial Nuclear Co. 

71-9157 

448 

Model: lR-50, Industrial Nuclear Co. 

71-9156 

448 

Model: LL-60- 1 50, Tennessee Valley 
Authority 

71-6568 

446 

Model: MRC-20WC, Monsanto 

Research Corp. 

71-9142 

447 

Model: N-55, Energy, Dept, of 

71-9070 

447 

Model: NFS-4, Nuclear Fuel Services, Inc. 

71-6698 

446 

Model: OR-5, Combustion Engineering 

Co., Inc, 

71-4909 

444 

Model: ORNL Loop Transport Cask, 

Energy, Dept, of 

71-5753 

445 

Model: PAT-2, Energy, Dept, of 

71-9150 

447 

Model: R, Gulf Nuclear Co. 

71-9161 

448 

Model: RA-2, RA-3, RA-J, General 

Electric Co. 

71-4986 

444 

Model: RCC, -1, -2, -3, -4, Westinghouse 
Electric Corp. 

71-5450 

445 

Model: Sentinel 8S, Teledyne Energy 

Systems 

71-9085 

447 

Model: T-2, Energy, Dept, of 

71-5607 

445 

Model: Vandenburgh, Chem-Nuclear 
Systems, Inc. 

71-5805 

445 

North Carolina State Univ. at Raleigh 

71-0331 

444 

Pennsylvania Power & Light 

71-0471 

444 

Pennsylvania State Unlv, 

71-0470 

444 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 

DOCKET 27-039 SHEFFIELD, IL, NUCLEAR ENOItCEfilNO CD 


0SO421O42O NoLl Tlcatlon of contract axacutloni Hod 4 to “ShtTfitld 
Traneh Cap Studij " Contractor Unlv of IL 

HAIRSTON, C , FLEENOBiC Tachnlcal A»al#tanca Contracti Branch FIN 
B-A9A5-2 82/03/19 OAUIS.U , SIEFKEN,D Off lea of Nuclaar 

Katarial Safaty Bafagoarda, Diractor. Ip. 12811' 128 


— 8204210424 Hod 4,antandlng maatingt It traval , providing addl fundi It 
raplacing authorltad rapraiantatlva, to "Shafflald Tranch Cap 
Study “ 

BRABV, R N . PORTER, E.N Illlnoii, Unlv of, Urbana-Champalgn, 
HATTIA>M J Tachnlcal Aiiiitanca Contract! Branch FIN 8-6859-2, 
82/03/19 2pp. 128II 12? 


8204270163 Raquaiti immadlata notification by ilta parionnal If watar 
found in any tunpt during routlna lUmp monitoring 
actlvltiai, Samp 1 Ing to ba dona undar anaarobic condition* 
w/apacial portabla aqulpmant 

8HAFFNER, U A Low Laval Uaita Licanilng Branch. 82/03/23. 

OAVNOR, R K US Ecology, Inc. (Formarly Nuclaar Engintar ingl. Ip. 
12074' 1?6 


-8204270169 Advliai that purpoit of lab flald trip to alta la to eollict 
uiatar sampla* from tavaral dltpoial ilta tranch fumpt or 
cialla 

PIETRZAK.R F Sroothavan National Laboratory FIN A-3D42 
02/03/03 BIRCHARD, 0 Dlvition of Haalth, Siting It Environmant. 

4pp 12874:197 


B204S00106 Foruardt aummary of tachnlcal updata 820325 mtatlng In 
Champalgn-Urbana, IL ra tritium migration in vaitlgation, 
prallmlnary cora daicrlptioni for USDS Boring* 967 it 958 l< 
lampllng It analyil* data for Kar 1982 

OATNORiB.K US Ecology, Inc (Formarly Nuclaar Englnitr Ing >. 

82/04/09. US Ecology, Inc. (Formarl y Nuclaar Englnaarlng) 9pp. 

12742 111 


DOCKET 27-047 BARNWELL, BC, CHEH-NUCLEAR BYSTEHS, INC 


8204010911 Rapond* to JO Dlngall raquait for commanti on H. R. Bill 4223 
ra axpadltlng licanatng of fual itoraga facility NRC oppoaa* 
bill,dua to 1 nconil itancy u/agancy licanaing rola, 

PALLADINOiN J Commi** ionari. 82/03/01 DINOELL, J. D. Kouta of 
Rap.) Enargy li Comnarca. 3pp 12492' 119 


-8204010916 Raquait* commant* r* ancl H R. Bill 4223 ra a* tab 1 1 thmant of 
Nuclaar Fual Hgt Corp. 

OINOELL, J D HDU«a of Rap., Enargy It Commarea. 81/10/01. 
Commltilonar*. 13pp 12492:118, 


8204270082 Notlfta* that 820303 raquait for walvar of adnlniitrativa 
amand faa for vandor 820216 application to amand Licania 
46-13936-01 ha* baan danlad No firm bail* for waivar axiit* 

HILLER, W.O Licanaa Faa Managamant Branch. 82/03/22. SHITH.R.D, 
Lou Laval Watta Licanilng Branch Ip 12873.091. 


DOCKET 27-048 RICHLAND, UA. NUCLEAR ENOINEERINO 00. , INC. 


0204010497 Adviia* that J Starmar li DL 8iafkan ulll vltlt low Itval 
waat* diipoial ilta on 820329, 

aiEFKEN, d:l. Low Laval Haata Licanaing Branch. 82/03/09, EASON, C, 
US Ecologg, I ne. (Formarly Nuclaar Eng Inatr ing 1, Ip 12492'093, 


8204140146 Forwardi IE Waata Packaging Inap Rapt 19000046/82-03 on 
B20329-0402 No noneomplianca notad, 

BOOK, H E. Dtviaion of Radiological Safaty It Safaguardi program. 
82/04/09 ORELLA, A Fual FaclUtlaa i Hatarlala Branch. tp, 
12669- 119 


—8204140191 IE Waata Packaging In»p Rapt 19000046/62-03 on 620329-0402 
No noncompl lanct notad Major araaa iniptc tad* vah iclt 
placarding, thlpplng racordi. It packaging condition* E 
marking* 

RIEDLINOER, B. A. , THOMAS, R 0 , BOOK, H E. Division of Radiological 
Safaty It Safiguardt Program 02/04/09. US Ecologyj 
Inc (Formarly Nuclaar Englntaring) 19pp. 12669,116. 


DOMESTIC LICENSING OF SOURCE MATERIAL 

DOCKET 40-0005 W R (JRACE It CO , POMPTON PLAINS, NJ 


8204140429 Diicussts 820329 matting in Silvtr Spring, HD ra NRC plant 
to parform radiological turvay* of Shafflald Brook 
Draft Itr notifying of p lan*i h 1 (tori cal summary to ba 
foruardid to proparty ownart It dl*cu*«lon outUna oncl. 

HAYNES, R C, Rtgion 1, Offlca of Otractor 02/04/01. HOBLEY>B. W 
R Oract I, Co 9pp. 12570,277 


8204140446 Clarlfit* 820401 Itr ra upcoming ground survtya in Wayna, 
NJ Ltr not Intandad to solicit ravlau or concurranca 
u/lmplamantatlon documant* 

HAYNES, R C Raglan 1, Offlca of Dirac tor. 02/04/06 HOBLEYiB W 
R Oract It Co Spp t8670'029 


S204I4024? Forward* draft 1 tr, Inc ludlng survay parmlsiion form It 
historical background, sant to ounar* of propartia* bordarlng 
Shafflald Brook batwaan Black Oak Rldgt Road It Saddla Rivar. 

JOYNER, J.H Dlvition of Englntaring It Tachnlcal Programs. 62/04/08. 
JASINIKI.W Mayna, NJ. 6pp, 12662.179 


8204260273 Advisai that no radloactlva matls baliivad to ba in soil 
in araa adjacant to ilta baiad on May, 1981 atrial 
radiological survay of WR (Jraea facility 

KINNEHAN, J, D Division of Englnaarlng It Tachntcal Programs, 
02/04/19, BA(^M,R AffllUtion Unknown. Ip. 12639’ 191 


S204270404 PN0-I-8I-128B on 820427, Oak Rldgt Assoc iatad Unlv* ft Rtgion 
1 will pirform datallad survay* of Bhaffitld Brooktuhlch 
runs from WR Oract proparty sita to Pompton Rivar, to 
datarmlna radiation lavalt 

CAHPBELL,H. , KINNEHAN, J Riglon 1, Offlca of Dlraetor S2/04/23. 
2pp 12648:190. 


DOCKET 40-0299 UNION CARBIDE CORP. , ORAND JUNCTION. GO 


B2040SD200 Foruards stmiannual ALARA rapt par Licania Condition 17 for 
Jan-Juna 1901. 

kUNO, T. Union Carblda Corp. 82/03/01 Uranium Racovpry Licanains 
Branch. Ip 12964' 149. 


— 0204050204 "SamUnnual ALARA Rapt Jan-Juna 1901 " 

a Union Carblda Corp 62/03/01, 400pp 12964:146 


820426090S Forwards annual land uia survay, par Licanaa Condition 97. 
MORTON, 0 L. Union Carblda Corp. 02/03/18 EADIE.O, Uranium 
Racovary Licanaing Branch, ip. 12862:198. 


— 8204260910 "Annual Land Usa Survay," 

a Union Carblda Corp. 82/03/18, 9pp. 12062:199, 


8204270066 Racommanda laid agancy eoncapt for raviaw of raclamatton 
plan for Union Carblda Inactlva tailings It haap Itach tltts. 
Hatting raquaatad to rasolva 820309 lasua* 

WONO.T, Union Carblda Corp. 82/03/24 ACKERMAN, W. C. Wyoming, 
Stata of ip, 12822:249, 


B204260348 Forwards location! It sptet for monitor yalls tabla, par 
Licania Condition 98. 

WONO.T, Union Carblda Corp, 02/03/25. KOTSCH, J, NRC - No DatailH 
Affiliation Otvan. 3pp, 12699:219 


1 



2 


DOCKETED ITEMS 


8204'200348 Rivlou* 011123- elt-nnup plan for ra«oval of radloactlv* 
con^amlnaltd •oil* In «r»a« affactaii tv ralaaaaa fron Matt 
Barm Suap (Sump Ot aubnl ttad In rtapotita to Lleanaa 
Candition 74 ra<i.i>iraainita. 

CAOtEiO 0 1 PETTCNOIL-Li H J Uranium Racovarv Lltanalng Branch 
es/03/S& BCAflANOiR A. Urantun Racovarg Llcaitalng Branch 3pp 
1S&Q4 1&3 


8204260443 Adviatf that Llcanta BUA-648 amandail bv ravltlng Llctnaa 
Condition 74 rt cleanup plan for ramoval of corttaninatad 
aolla In araaa affactad bg ralaaiai from uatt barm lump 
ecARANO.R A Uranium Racovary Licanilng Branch. 88/03/2& LYONS, P 
Union Carblda Carp 2pp. 12562 196 


9204270060 Advliri- that Licania 8UA~648 anandad by raviflng Lictnia 
Condition 42 rt monitoring program for abova grade Inactive 
tailings impoundment 

aCARAND.R A Uranium Racovery Licensing Branch 82/03/26 LYONSiP. 
Union Carbide Corp 3pp. 12573 216 


8204290109 Olicusses llcansei B11117 reguast for chengti in monitoring 
abova ground tailings Impoundmant Llcanta Condition 42(b), 
42<c)r42(f> & 42(t) should ba ravitad. 

EADIErO.O , PETTENOILL. H J Uranium Rrcovary Ucantlng Branch 
82/03/26 SCARANOiR A Uranium Racovery Licanslng Branch Spp 
12899.322 


8204290144 Advista that Llcanse 8UA-64S la anandad hy ravieing License 
Condltl-on 61 to ensure archeological sltte deilgnatad by 
MY stats archeologist on U leases of Union Carbide ulll not 
ba disturbed unless prior author 1 latlon It obtained. 

SCAPANOiR A Uranium ReCovory Llctntlng Branch. 82/03/31. LYONS, P, 
Union Carbide Corp. tp 12892 181 


8204120084 Advisee of rofuitd of fee for Amtnd 12 to Liconea &VA-64a. 
iHlLLER.M 0 License Fot Honaganant Branch 82/04/03 LYONS, P 
Union Carbide Corp Ip 12633 206 


DOCHEI 40-0743 ARHY, DEPT. OF. LEXINOTON, KY 


8204140349 IE Insp Flndlngi b Llctnsea Act dtd B20323 of Llcanta 
SUB-417 Inip flndings:no noncomp 1 lent a noted 

BROMN, R A Region 2, Office of Director 82/03/23 Ip 12662:026. 


DOCKEf 40-1162 WESTERN NUCLEAR CORP . JEFFREY CITY, WY 


82041600BO RtRvasti AO-day aetenilon for suboltttng bond to covar 
Tociamation -It daconnisi ioning of Split Rock Hill b Crein 
Mountain IX ettas. 

409DEN, 0 Meetarn Nuclear. Inc. <subs. of Phelpt Dodgt Corp. ) 
)2/02/02 SCARANO.R A Uranium Recovery Licensing Branch. Ip 
2719 154 


14030333 ForuariTi IE Insp Rapt 40-1162/62-01 on 820203-03 b notice of 
/iolation 

BROWN, 0 0 Dlvtfton of Yandor fc Technical Programs B2/03/12 
KELLER, T Western Nuclaar. tnc. (subs, of Phalps Dodat Core. )■ 3pp 
12322 342 


—6204030338 Notice of violation from insp on 820203-03. 

BROUN, 9 0 Division of Vendor b Technical Programs. 82/03/12, 
ip 12322-343. 


— 8204030343 IE Insp Rtpt 40-1162/82-01 on 820203-03 Noncompliance noted- 
failure to conduct contamination surveys of natls leaving 
restricted arte b failure to conduct wealily inapi of fire 
detection sys, 

WHITTEN. J.E . 8H0PENN>N.H , EVERETT.R.O. Division of Vendor b 
Technical Prograns, 82/03/03 6pp. 13322:346 


8204210337 Foruards ’’Mater Quality OatorJul-Dac 1981," per License 
eUA-36 Conditions 23,23 b 73. Addendum will he submitted for 
radiation, air particulotea b stact eompling when data It 
available Ho llguld effluents released to unrestricted area 
BOODEN. 0 Western Nuclear. Inc. <suba. of Phelpe Dodga Corp. I. 
82/03/19 PETTENOlLLiil J. Uranium Recovery Licensing Branch. 3pp 
12794 203. 


—8204210541 "Water Quality Data. Ju 1-Dec 1981." 

• Western Nuclear, tnc (eubs. of Phelps Dodge Carp,}. 02/03/06 
40Opp 12794.206. 


8204020086 Rocommande iaiuance of Amend 17 to Llcenee 8UA-36 for Split 
Roch Hi 11, revising License Cenditlon 39 to include es-bullt 
drawing f b dstmllt of const of new grounduetar monitor b 
puAp~hac)r wo lie. per 820304 to Icon. 

0ARC1A.P J. . PETTEN01LL.M. J. Uranium Recovery Licensing Branch 
32/03/22. -Uranium Racovery Licensing Bronch, 3pp. 12913:001, 


8204190084 Notifies that Llcsnit 8UA-S6 it amended by revising 
License Condition 23 olloulng imp lamentation of environ 
monitoring program tummarlttd in Table 3 3 7-1 of revised 
renewal application 

eCARANO, R A Uranium Recovery Licensing Branch 82/03/22 
B09DEN, 0 Western Nuclear, Inc (tubs of Phelps Dodge Corp > 2pp 
12732 029 


8204260471 Responds to 820202 rtyueit for emend to Licenee SUA-96. 
Ectanslon of date deadline to submit surety arrangements as 
reyuested In Itr no longer revuirod due to receipt of 
Bond Rider 8060-98-32 

PETTENOILL, H J Uranium Recovery Licensing Branch 82/03/29. 
B0D6EN, <} Western Nuclear, Inc (subs of Phelpt Dodge Corp 1 ip 
12862 301 


8204160113 Difcuitts statue of UNI monitoring b pumpbatk sys permit 
3B1C-A4 

FRANCIS, E Wyoming, State of 82/04/04 ACKERKAN, M C Wyoming, 
State of 2pp 12719 141 


8204290361 Advisee of Issuance of Amend 18 to Source Matl License 
8UA-36i eictend Ing deadline until 821201 to complete 
reitoratlon activities 

OARCIA, P. J , PETTENOILL.H J Uranium Recovery Licensing Branch. 
82/04/07 Uranium Recovery Licensing Branch 4pp 12892 219, 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA. TN 


8204190091 Act receipt of Itr transmitting EPA comments on TVA 
prop-used cleanup plan for Edgamont U mill Significant 
progress is being made since meeting w/utll 
SCARANO.R A Uranium Recovery Licensing Branch B2/03/i5 
RICHARDSON, C 8 Environmental Protection Agency 2pp 12731.397. 


8204210663 Responde to HJ Pettenglll 810827 Itr re development of 
operational radiological lafaty info for Edgemont 
ifecomffllsilonlng project Newly developed radiological safety 
program end 

MILLS, L M Tenneseec Valley Authority 82/04/01 SCARANO.R A 
Uranium Recovery Licensing Branch. 14pp 12787 316 


8204260031 Forwards revised cleanup criteria for proposed Edgemont U 
Hilt decommissioning Revision includes addi radiological 
Info -b d'ltcutsion of cleanup action levels 

HILLS.L M Tennessee Valley Authority 52/04/01 SCARANO.R A 
Uranium Recovery Licensing Branch 20pp 12847 297 


DOCKET 40-2061 KERR-MCOEE CHEMICAL CORP , OKLAHOMA CITY, OK 


8204230005 FOIA reguest for 11 categories of records re Kerr-McOee 
Chemical Corp & former site at 189 West Washington St, 

West Chicago, IL 

NICKLES, P J Covington b Burling BI/10/19. FELTON, J N Division 
of Rules and Records 4pp 12841. 157 


8204190020 FOIA reguest for all s tudies/ repti b surveys conducted by 
NRC/AEC re radiation levels in bldg at 18S West Weshington, 

West Chicago, IL, from 1940 to present. 

6CHAFFNER.H. Albert F. Hof eld, Ltd 81/11/02 Region 3, Chicago, 
Office of the Director (81/03/01) Ip 12708 099 


6204190029 FOIA regveet for all etudles, repts b surveys conducted hy 
NRC/AEC re radiation lavcls in Wait Chicago, IL from 1970 to 
present 

SCMAFFNEN.H Albert F Hofeld, Ltd 81/11/02 Region 3, Chicago, 
Office of the Director (51/03/01). Ip 12708-100. 


8304020570 FOIA regueet for documents b metis re health of employaet at 
West Chicago, IL facility of Ktrr-McOea Chemical Corp b 
gredteestors. 

SPELjKAN.H j Harold J Spelman b Associates 81/11/12. Office of 
Administration. 2pp. 12313 ISO. 


8204070628 FOIA reguest for PDES for Kerr-KcOae Chemical Corp 
decofflEtitalonlng plan at West Chicago, IL facility. 

SPELMAN.H j Harold J. Spaleian b Aieoclatae 81/11/12 Office of 
Administration 2pp 12396-311, 


6204020371 Responds to FOIA request for documents b other matls re 
health of entpioyats at West Chicago, IL facility of Kerr- 
McQsa Chemical Corp b pradecets ors. Ten randomly selected 
ovareapoeura repts provided on 811201 Addl record encl 
FELTON, J.M Division of Rules and Records 81/12/07 BPELMAN. H. J 
Harold J. Bpelman b Associates 2pp. 12313:132 
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— 0204020579 Repti Qvsrii>pa«ur« to uhols body r«di«tlan of tuD Ofliployotl 
during 1964 locond quarter Warohouioman rocoived 210 mrtm & 
vehicle mechanic received li 100 nireie Soth employee badget 
placed on meekly film badge eve 

SlNKCtO J American Potaih ti Chemical Corp 64/07/24 Atonic 
Energy Commieelon. Spp 12513 163 


— 8204020SS1 Reptt film badge overeipoiure during third quarter of 1970 
Overoiposure ii apparent remit of Improper etorage of badge 
during off-duty houre 

SILVERNAILt M L American Potaeh U Chemical Corp. 70/09/16. 

Atomic Energy Commieeion 4pp 12313 170 


— 8204020583 Rapt* film badge ovcreipoture to employee during third 
quarter of 1972 Employee handled monailte (and bagt 
SILVERHAIL, M American Potaih & Chemical Corp 72/11/00 
Atomic Energy Commixlon 2pp 12515 174 


0204020590 Rapts overeipoiure of employee to lehole body of 1 42 ram 
during lecond quarter of 1975 Accumulated limit not 
eiceeded 

KAClEAN. R Korr-McOea Chemical Corp (lubi of Kerr-HcOeo Corp ) 
76/10/08 KNUTHi D F Atomic Energy Commliiloni Directorate of 
Regulatory Operation* 2pp 12515 176 


6204070626 Appeal* denial of FOIA roque«t for POE0 for Kerr-KcOeo 
Chemical Corp decommleiianing plan at Ue«t Chlcagoi IL itte 
per 811116 telcon u/M Crou advising of denial based on 
status of document as "uorklng draft " 

SPEtHANiH J Harold J apelman b Associates 01/12/09. Office of 
the Executive Director for Operation* 3pp 12596.308 


8204070623 Respond* to appeal of denial of FOIA request for PDEB for 
Korr-HcOoo Chemical Corp decommissioning plan Draft Is 
predoc 1 s lonal tc lubj to verification it mod DE8 to be 
publicly available Document ulthheld <ref FOIA Exemption SI 
DlRCKSt U J Office of the Executive Director for Operation* 
Bl/12/21 BPELKAN. H. >1 Harold J Bpelman << Associates 2pp 
12596 306 


820415003S Responds to FOIA request for all studlest reft* it survays 
conducted by NRC/AEC re radiation levels In Uest Chlcagot IL 
from 1970 to present & bldg at IBS Uest llashlngton>Uait 
Chicago' IL from 1940 to preient Records listed in app end 
FELTON' J II Division of Rules and Records 81/12/21. 8CAFFNER>H. 
Albert F Hofeld. Ltd Spp 12708 101 


-0204150047 IE Inep Rept 40-2061/00-01 on 801006-07 No noncompliance 
noted Areas dl scussed ’ ini tlol decontamination plan* 

NICHOLSON' N. A • PAPERIELLO'C J Region 3' Chicago' Office of the 
Director 80/10/30 3pp 12703 137 


— 8204150054 Forwards info re thorium contamination in Uest ChlcagoiIL & 
summary of legal considerations Responsibility for 
decontamination should be assigned to DDE, 

OIRCKS' N. J Office of the Executive Director for Operation*. 
80/10/27 Office of Kanagement It Budget 3pp 12700.140 


— 0204150060 Recommends policy to require liccneeei to respond under oath 
to items of noncorop 1 lance be extended to include status of 
facility at time of release Policy should alto be extended 
to metis llcensoes completing Form 314 

KEPPLER'J 0. Region 3' Chicago. Office of the Director 00/10/14 
SNIEZEK'J H. Division of Fuel Facility It Materials Safety Ip 
12700* 145 


— 8204150068 Concludes that any haxard presentad to public from spots 
Identified by E Port docs nob exceed 77 spots Identified in 
NonEO/CR-0413 

KEPPLER'J. 0 Region 3. Chicago, Office of the Director. 80/00/06 
RCNNELS'E Uest Chicago, IL Ip 12700* 148. 


--0204150074 "Procedure for Survey* of Items U/Posslbl* Natural Thorium 
Contamination It Decontamination of Disposal of Such Item* " 

MAJORS' D Kerr-McOee Corp 00/07/02 4pp 12708.154 


— 6204130079 Forwards rept on special survey of released Kerr-HcOee 
facility In Uest Chlcagoi IL. U/o end 

KEPPLER'J. 0, Region 3, Chicago. Office of the Director 00/06/26 
SNIEZEK'J H Division of Fuel Facility it Material* Safety Ip. 
12700 158 


— 8204150087 Summary of 800605 meeting w/Kerr-MeOtt re NRC Invest Igation 
of indlcetlone of improper activities at Meet Chicago 
fact Itty 

PHILLIP'S A Region 3> Chlcagoi Office of the Dlrtckor 00/06/20 
Region 3, Chicago* Offlca of the Director* 2pp, 12708* 159. 


— 8204180092 Instructions to gulds decontamination li survey of surfaces 
or prsmlis* (i equipment prior to abandonment b release for 
unrestricted usct to bt used In conjuctlon u/dncl Table 1 
« NRC - No Detailed Affiliation 01 van 70/12/31. I8pp 

12708 163 


—0204180096 Confirms errengsments dlscuisid at 791211 masting re whdl* 
body counting of formsr Ksrr-HcOa* employ as 

KEPPLER'J. 0 Region 3, Chlcagoi Pfflc* of the Director 79/12/14. 
VOELZ' 0 L Los Alamo* adsntlftc Laboratory ip 1270S IBS 


*-8204180102 Forward* ramarks mad* at 7B1205 xntiting w/U*st Chicago city 
representatives r« thorium retiduak* 

KEPPLER'J. 0 R*gion 3, Chlcagoi Office of th* Director 78/12/06 
SNIEZEKiJ H Division of Fusl Facility it Materials Safsty ISpp 
12706 184 


— 8204180107 Summary of 780630 meeting w/Kirr McOea in Olan EllynilL re 
current status of sit* dscontamlnatlon Draft procedurs 
for rslseslng matl from sits end. 

□BEROi C T Rag ton 3i Chlcagoi Offlca of th* Dtrsetor 76/07/13. 
Rsglon 3i Chlcagoi Offlc* of the Director. 6pp. 12708 199 


"8204130116 Trip rept of 770621 Visit to perform radiation survey of 
plant 6 west* storage area Further Investigation 1< detailad 
radiation surveys should be performed to discern location* 
of plant residua used a* fill 

ORANT.U B I OBERO.C T. Region 3i Chicago' Offlc* of th* Olrsctor. 
77/06/23. Rsglon 3i Chicago, Office of the Director, App. 
13708* 207. 


— 6204150119 Forwards draft rssponit to Fuel Procsaslng ti Fabrication 
Branch request for radiation surveys of Bldgs It, 12,20 ti 21 
W/o sncl 

FISHER' U L Rsglon 3, Chicago, Fuel Facility & Materials Safsty 
Branch 76/08/12 BAV.O.U. Offlc • of Inspsctlon «• Enforcemsnt. 
Offlca of ths Dirsetor. Ip. 12708*237. 


— 6204130122 Rasponds to 760520 rsqusst that Indspandent lurvsye be 
performsd at facility. Results of lurvsys Indicate bldgs 
should not be released for unrestricted use until further 
decontamination accomplished 

RQV' 0 U Office of Inspection h Enforcement, Office of the 
Director 76/06/20 ROUSEiL. C. Division of Fuel Cycle ti Hatarlal 
Safety, epp. 12700:250. 


— 8204150128 Forwards results of radiation surVty of four bldgs at site 
Raqusst bsing mad* to rslsats bldgs from llcsnes. 

MACLEAN' R. Ksrr-HcOss Corp 76/00/14 Rsglon 3> Chicago, 

Offlca of th* Dirsetor 6pp. 12708*266. 


—8204180130 Request* rsleat* of Bldg* 11.12,20 it 21 at site for 
unrsstrlctsd use. Bldg* mset AEC 700422 guldslinet It ere 
close to ANSI std*. 

VREELAND'R J Kerr-McOea Corp. 76/08/20 CROM.U. Fuel Process. 
it Fab. Branch (Pr* 790727) Ip 12706:272 


— 8204190133 Forward* Karr McOse request to release Bldgs It, 12, 20 b SI 
to unrestricted us* b requests Region 3 conduct surveys to 
verify radiation levels w/o sncl 

CROWiUT. Fuel Process, b Fab. Branch (P re 790727 ) 76/05/20 

ROY' 0 W. Offlc* of Inspection b Enforcement, Office of th* 

Director Ip, 1270B.273. 


— 8204190140 Describes c trcumstancssi dspt actlonii present stetua b 
projected future ectlvltlc* surrounding erse of 
radioactive metl contamination In Raed-Ktpplar ParktUest 
Chicago, IL. 

BRUNNERiP.N , URIOHTiO. N Ittlnolsi State of. Dept Nuc Safety 
Iformerly Dept Public Health). 76/07/30. RANDOLPH, V Illlnais, 
State of, Dept. Nuc Bafety (formerly Dept. Public Health). 9pp. 
12708.274. 


— 6S04190142 Provides rssults of assay of ore samples from Uest Chicago 
JOROEN8EN, B. L, Region 3« Chicago, Office of the Director. 

76/07/22 PAOLIAROi J. A. Regions, Chicago, Office of the 
Director. Spp. 12708*283, 


--8204I50147 Forward* PNO-1 1 1-76-049 

ALLAN, J.H. Region 3, Chicago, Fuel Facility b Material* Safsty 
Branch. 76/07/19, RQY, 0. U. Offlc* of Inspection b Enforcement, 
Office of the Director. Ip. 12700:283. 


—8204190194 PNO-m -76-049: on 760714,95* of Reed-Keppler Park raleaeed 
for public uee, State of IL will perform grid-type lurvey of 
prime ditpoeal area 

PAOUIARO, J, A. , ALLAN, J. M. Region 3, Chicago, Office of the 
Director. 76/07/16 Ip. 12708:206 
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— 3204150164 PN 0-1 11- 76-047 on 760/14> fol louing coordination nattlng w/ 
Statf of ILiafforti util bt dlraetad touard complfting 
iurvav< at park It ralaating tannlt e-ourta at Rtad-Kappltr 
Park #or pub lie u>« Bi| 760713 j 60X park ralaaiad 
PAOLIAJiaJ A < ALt-ANi J H , KEPPLER, J 0 Ragion 3, Chicago. OfPici 
of tha Dirac tor 76/07/14 3pp 18700 807 


—0204150172 Forvarda PNO-1 1 1-76-46 

ALLAN. J H Raglan 3. Chicago. Fual Facility b Hatarlali Safaty 
Draneh, 76/07/18 ROT.O U Offica of Impaction 6 Enforc amant. 
Qfflca of tha Dlractor Ip 18703 890 


— 0204150131 PWO-Il 1-76-046 on 760709. a nonymooi allagation racaivad that 
thorium ora procaaaing raaidoa dumpad in pari in Heat 
Chicago Ercaaa radioactivity lavtli noted in eurvay 
condoctad on 760709 

PAOUIARO. J A . LONEROAN.O . ALLAN. J H Region 3, Chicago, Of flea 
Df tha Dlractor 76/07/12 Ip ]270e 891 


— 8204150183 'Ocoping Study of Corractlva Actiona on Thoriudi Raaidua*. 
Haat Chicago, IL " 

PAOLIARO/^ A Raglon 3. Chicago, Dffica of tha Director 
76/07/22- I9pp. 1870 0 892 


3204150193 Authoriiaa dtepoial of H-t eala* ofe ti lab bldg at 183 Hiit 
Haahlngtpn Street, Heat Ch icago, IL, bated on vendor 740613 ttr 
& raault* of 740387 i< D9I8 independent rediation lurveye 
State of IL 73DS89 Itr incl 

KILLER. JR Atomic Enargy Commit I i on. 74/10/24 CFtAID.L E 
Karr-KcOee Carp 8pp 18703-314 


— 3204150800 Forverda application lor ranaual of Source Hatl Licanta 
BTA-5Q3 

CRAIO.L E Karr-HcOaa Corp 74/OS/lO Atomic Energy 
Commltslon ip 1S70S 317 


— 8204150202 Application for renaual of Bourea Matl Llcenia STA-583. 
authoriilng uia of unlimited quantity of thorium for 
thlpmant of remaining inventory 

CRAfS.L E Kerr-KcOae Carp 74/05/10 3pp 18708 318 


—8204150209 Adviaei that bldg at IBS Matt Uaehington Street, V»ft 
Chicago, 1L> neeti Dec 1973 guidcllnai for decDntamlnatlon of 
facllltlaa it agulpmanti bated on reiulti of 740327 & 0718 
suTvayi performed par JE Rothflaitch 7408 07 raquaet. 

ALLAH, J K Regions, Chicago, Offlcaaf tha Dlractor. 74/10/08 
TKORRBl/no, H D Atomic Enargy Commi talon. Oiractorata of Regulatory 
Operetlona 3pp 18708 3S1. 


-9204150214 Forujfdt Kerr-KcOaa 740613 raqueat for authoritatl on to 
dftpoea of bldg uted prevlouely a* eala* ofe {< lab at 
thorium procatding facility Riglon 3 ihould conduct eurvay 
to verify raportid roeulte 

ROrHFLEiBCHi j Atomic Enargy Connilee Ion, Olracturate of Ragulatory 
Oparationt 74/03/07 THORNBURO, H D Atomic Enargy Commleaion. 
Dlractorata of Regulatory Oparationt Ip 1270B 334 


8204150218 Advliii that Item B of SoUrca Hatl Licenea aTA-S33 amended 
to Include data of 720613 All other condttione ramain. 
unchanged 

LAYFIELD, R. L Atomic Energy Commlieloni Dirac torate of Li earning. 
78/07/14 DAIOLE.O L Karr-HcOae Corp Ip 18708 389 


— B204I50232 Source Matl Llcariee STA-S83 authortilng American Potath 6 
Chemical Corp to potieii unlimited guenti ty of thorium 
NUSSBALTHEH,. D A. Atomic Energy Commlttlon 63/02/87. Ip, 

12708 330 


■6804150826 Source Matl Licanta STA-SS3 author tiing American Potath (■ 
Chemical Corp to pottett unlimited quantity of thorium. 

HARMON. D F Atomic Energy Cummiteion. 66/05/12 Ip, 1870B 331 


— 82041 9023D Forwardi application for ranaual of Source Matl Llcanga 
STA-9e3t authoriilng potieiclcn af thorium 

BENNETT. B.J Karr-MeOet Corp. 61/08/89 NUBSBAOMER, D. A Atomic 
Energy Conmitilon ip 18708' 332 


— 8204150232 Application for Mcenia to poteati 5t 919, 000 Ibt thorium 
for production of conventional thorium coMpoundt, 

BENNETT, B J Kerr-McOea Corp 61/08/89. Spp. 18708,333 


8204830008 Ratpondi to FOIA requeat for 11 eategarlat of racordi ra 
Kerr-HcOea Chemical Corp tt former ilta at 185 Meet 
Hathington St, Nett Chicago, IL. App Itatlng FOIA raquett* re 
corporation k document! provided 

FELTON, J K Dlvlilon of Rulat and Racordi, 81/18/21 NICKLES.F, J. 
Covington & Burling llpp 18841:161. 


— 01'O313O297 Retpondt to telcon ra allagationi of fenced tits contal'nnaot 
w/radioactiva matl In Matt Chicago, IL Photograph* taken of 
area Requattt viaulng to determine if photographt are of 
1 1 te in qua tt 1 on 

KEPPLEft, J O. Region 3. Chicago, Office of the Director 81/02/16 
DAIQE.K Affiliation Hnknoun Ip 69111 092 


—8110860816 Dleeusiae aorveye of reildentlal lectioni around Karr-McOea. 
IL Surveyc well dona k adequately cover purpoie Aiiuree 
cooperation L eupport ehould further etudlei be needed 
THDRNBUROi H D Dlvltion Of Safeguard! t. Radiological Safety 
Inspection 81/10/01 MIND, J A Division of Emergency 
Preparednaaf L Operational Support Ip 18043 169 


— 8204S3DOID Diecutsax A'J Kauisean grant propoial, "Potential 

Carcinogenic k Oanatic Effactx of Tritium " Concentration of 
tritium in watar mica drank ua« 3,000 timei higher than NRC 
xtd for tritium reloaaad afflufnti 

KILLS. H A Haxta Hanagamant Branch 81/11/13 DUKELLE. J 0 
IlilnoiLe, State of 8pp 18643 170 


— 8804230015 Advlxex that independent »urveyi indicate that Bldgi 11,12, 
80' h 81 xhould not be ralaaiad for unreitrlcted uee until 
radioactive surface contamination leveli meet xtd for 
decontamination 

ROY, 0-W DWlxlon of Foal Cycle k Material Safety 76/08/80 
R0U5E.E C! Division of Fual Cycle 6 Katerlal Safety 7pp 
12641: 174 


--B804830017 Forwards radiation lurvay of four bldgs at Korr-McOee 
facility in Host Chicago Request to release bldgs being 

made 

MACLEAN. R Karr-McOie Chemical Corp (subs of Kerr-McOee Corp J 
76/04/14 SCHULTZ, B Atomic Energy Commiision 7pp 18841 181 


— Sa04a30020 Forwards Kerr-McOea Chemical Corp request for release for 
unrestricted use of four bldgs on Hast Chicago site Region 
3 ehould conduct independent survey ta verify results of 
survey. H/o snc I 

CHOM.H T Division of Futl Cycls It Material Safety 76/09/20 
ROY, 0 W Office of Inspection It Enforcement, Office of the 
Director Ip 13841 168 


— 820423D081 Forwards Itr to 0 Voeli of LA9L confirming arrangements for 
0OO1D7-O9 a tam. San i tl leif version 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/12/14 
SELLERS, 8 Affiliation UnInoun Ip 12842 234 


--8204830925 Requests removal of Bldgs, 12,80 t, 81 from license Bldgs have 
been decontaminated per AEC 700482 guidelines 

VREFLAMD, R J, Merr-Mc(}Be Chemical Corp (subs of Kerr-McOea 
Carp. I 76/03/24 CROH, W Atomic Energy Commission, Directorate 
of Licensing- Ip 18841 109 


— 8804230027 Forwards Itrs to 0 Voeli.LASL tt B Sellers, atty. re esam 
on 800107-08 Sanltixed varsion 

KEPPLER.J 0 Raglan 3, Chicago, Office of the Director 79/18/14 
SlKKEtO J. Kerr-McOee Nuclear Corp ip 12842 835 


— 6804830089 Raquasts releasa for unrastrlcted use of Bldgs 11.12,80 L 
31 on Nest Chicaga. IL property Results of residual 
cpntamlnatl on survey attached are close to proposed ANSI 
stds (i meet AEC 700428 guidelines 

VREELAND, R J. Kerr-McOee Chcmlcel Carp (subs of Kerr-KcOee 
Corp I 76/04/80. CROW, M Atomic Energy Commission, Oirectorete 
of Licensing. 6pp 18641 190 


— 8804230031 Advises ihet eamplete statement re rediological condition 
of bldg must await complete survey CJPaperlello conducted 
spot check only Draft of decontamination guidelines 
attached 

KEPPLER.J Region 3, Chicago, Office of the Director 79/12/13 
MESTRUK, R Affl Hatton Unknown App 18648. 236 


— 8204230033 Authorlzas Kerr-KcOee Chemical Corp to dispose of property 
at las Mest Mashington Street, West Chicago, IL Radiation 
below permissible levels 

RANDOLPH, V Illinoit, State of. Dept Nuc, Safety (farmerly Dept 
Publ ic Heal th>, 75/09/89 CRAIO, L, E. Kerr-KcOee Chemical Corp 
Csubs. of Karr-Hc<}ee Corp. I. Ip. 18042,842 


— 8804230036 Provides background Info to define matl for dtscueelon at 
800404 meeting 

PORTiE A. American Board of Health Physic* 80/04/03 OUILD,M.L 
Meet Chicago, IL. 3pp. 18841.818. 


— B304830037 Advises that since Ll>R was aware of eilstence of tailings 
pond whan license Issued, tacit approval of disposal method 
g ranted. Lie ensee should rot be cited 

JOHNSTON, W Atomic Energy Commission 62/11/20. KIRKMAN, R W , 
BLANC, 0. A , HAOEHAN, R. C. Atomic Energy Commission. Ip 
12841.281, 
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—8204330038 Subtniti r«p<: on 740S0& radiological aurvag & 740918 followup 
survog of Karr^McOte bldg at IBS Ma«t Waahington 8traoti 
Ch leagof IL 

ALLANi J M Ragion 3i Chicaga< Offlca of bha Dlractor 74/10/08 
THORNBUROi K Atonic Cnargy cominla*ion> Dlroctorata of Ragulatorg 
Oparations 3pp 13042 344 


--8204330040 Raptf film badga avortxpoiuro on ona amplogaa during third 
guartar of 1973 Enplogao was handling nonailta sand bags 
SIUVERNAILiM Karr-'McQoc Chsnlcal Corp <subs of Ktrr-McOaa 
Corp > 72/11/08 Atomic Cnargg Commission 2pp. 13841.322 


— 6204330042 Forwards Sourca Matl Llconsa BTA~9B3 as ranouad ti modlfiad 
Plans for disposal of uasta solids containing thorium can 
ba discussed as dayelopad. 

ROUSE. L C Atomic Bnorgg Commission. Dlroctorata of Licensing 
74/08/32 CRAIO.L E Karr-KcOoa Chemical Corp (subs, of 
Korr-McOae Corp ) Ip 13843 347 


— 8304330044 Confirms 73113b telcon ra Korr-HcOaa Chemical Corp 
respons ibl 1 1 tg under license to maintain phgsical securltg 
If Invantorg of thorium maintained or to decontaminate prior 
to disposal of facllltg 

KEPPLERi U 0 Region 3. Chicago. Offlca of the Director 73/18/07 
ENOEL.J Hast Chicago. IL Ip }S841‘334 


. — 030423004b "Rad lolog leal Burveg for Karr-HcOao Facllltg. U-1 Bldg. 

West Chicago. IL *' 

OUTUEIN. E. E . TRAUTMAN.H. Eborllne Instrument Corp, 74/06/13. 

3pp 12842 •349 

—8204230048 Forwards description of procedures to reflect proceea l< 
othar changes made since data of currant llcansa 
application per Condition 0 of License 9TA-SS3. 

DAIDLE.O L Kerr-McOee Chemical Corp (subs of Korr^KcOee Corp ) 
72/06/13 HARMON. D F Atomic Enorgg Commission - Doputg Director 
for Fuels ^ Hat. S4pp 12841.236 


--‘8304330063 Forwards (L Director of Public Health 760639 Itr to 
Ksrr-tfcOce Corp reguestlng upgrading of site securltg & 
stabilisation of onsite matti 

ROV.O U. Offlca of Inspection h Enforcement. Office of the 
Director 76/07/09. StHOER.B Office of Nuclear Material Safetg 
L Safeguards. Director Ip 12041 362 


— 8204230067 Requests upgrading of West Chicago. IL facllltg site securltv 
to preclude dtecharges to offsite areas 

LA8H0F. J C Illinois. State of 76/06/39. HCOEE. O Kerr-McOea 
Corp 2pp 12841 -263 


*—8204230068 Submits rapt on radioactivity meaeuromants perforfflad on 
former amplogee of Kerr-KcOee Nuclear Corp 
VOELZ.O L. Los Alamos Scientific Laboratory 80/03/19 
FIBCHER.N. L. Region 3. Chicago. Office of the Director Spp. 
12842.271 


— 8204230071 Summarg of 760719 meotlng u/ERDA re identification of action 
to solve thorium situation In Hast Chicago part & sewage 
treatment plan Draft scope of action end 

DAVia.J 0 Commlse loners 76/07/20 THOBNSURO.H NRO - Mo 
Dctallsd Affiliation Oiven 4pp. 12841.263 


-'-8204230072 Discusses conversation w/Uestrum rt permission for 
Kerr-HcOet to dcconteminat* Hashing tan Street bldg tc for 
release of ANL tloassag results u/ Ind 1 vidua Is named to 
Kerr-McOee Corp. 

0A9I8. A B Region 3. Chicago. Fuel Facility t. Materials Safetg 
Branch. 80/09/14 Region 3. Chicago. Office of the Director 
4pp. 12842.274. 


— 8204230073 Submits data ganeratsd by aseag of samples tetan as ora from 
Hist Chicago. IL site 

J0R0EN8EN. B L Offlco of Nuclsar Material Safetg & 

Baf tguards. Director 76/07/22 PAOLIARO.J A. Office of Hue tear 
Material Safety h Safeguarde. Director 7pp 12841,269. 


-6204230091 Submits demands re Kerr-McOee facility In West Chicago on 
adequacy of air monitoring for radioactivity. securltg to 
prevent vandalism i< fire safetg plan 

RENNELS.A. E Hast Chicago. IL 79/12/28. NIXON.U. A Uranium 
Fuel Licensing Branch 2pp 12842,294 


—8304230092 Forwards Kerr-McOee Chemical Corp request for author! tetlon 
to dispose of bldg at thorium processing facility Region 3 
reauestod to conduct Indopondent survey to verify encl 
survey by Ebcrllnt Instrument Corp H/o encl 

ROTHFLEISCHi J Atomic Energy Commit* Ion. Dlrectorete of Licensing. 
74/08/07 THORNBURO.H D Atomic Energy Commission. Directorate 
of Regulatory Operations ip 12841.294 


— 8204230077 Advises that Kerr-McOee Chemical Co has begun removal of 
soil i< or# residue from ditch outside b-oundary fence, has 
been removing processing it deconten Inntlng facilities h has 
retained consultent to monitor working conditions 
KEPPLER.^I 0. Region 3. Chicago. Office of tho Director 76/07/30 
TRIUTT.R.J Hast Chicago. IL Rpp. 12841:276. 


-—8204230079 Summarlisi 760722 mgt meeting w/Karr-McOee Chemical Corp 
& Eborllne Instrument Co at Region 3 ofet re steps naeded 
to strsngthen health phgtlct program at Hast Chicago site 
LONEROAN. 0. T. Regions. Chicago. Fuel Facility 6 Materials Bafaty 
Branch. 76/08/06 Region 3. Chicago. Office of the Director. 
4pp 12841-287. 


— 8204330034 Advliet that Independent Region 3 surveys on 740827 h 0918 
Indicate that llcaneae bldg at 189 Meet Washington Straat 
meets AEC Dec 1976 decontamination guldal tnos. Smear survey 
results encl 

ALLAN. J M Atomic Energy Commission. 74/10/08 THORNBURO.H D 
Atomic Energy Commission. Oirectorate of Licensing 3pp 
13841 296 


--8304330095 Roqussts whole body count of two person* who hava been 
working In bldg formerly owned by Karr-McOee Chemical Corp 
KEPPLER.J 8. Region 3. Chicago. Offlca of the Director. 00/01/24. 
ROWLAND. R E, Argonne National Laboratory Ip 12842:296, 


—8204330082 Forwards list of 19 psrfons who currently work in former 
Kerr-McOee facility or who workad on remodeling, to determine 
body thorium count. List sanltlted. 

KEPPLER. J. 0, Region 3. Chlcego. Office of the Director. 80/08/12 
STEHNEY.A Argonne National Laboratory. 2pp. 12B42-344 


— 8204230093 Forward* law suit* filed by D Coyne against Kerr-McOee 
Chemical Corp h two const eompanl** re radioactive pilings 
at West Chicago plant EPA to Inform Coyne atty that MRC is 
rasponslble regulatory agency. 

KEPPLER.J. 0. Regions. Chicago. Office of the Director. 76/QS/17. 

THOMPSON. 0, Offlco of Inspection t. Enforcement. Office of tha 
Director Ip. 12841-291 


-8204230058 Ac k receipt of 800124 requeet re whole-body count 1. physical 
etcam* for two person*. Exams scheduled 

ROWLAND. R E Argonne National Laboratory. 80/01/29. KEPPLER.J. 0, 
Region 3. Chicago. Office of the Director. ip. 12849:297. 


— 8204230061 Submit* results of radloac tl vl ty measurements performed on 
former Kerr-McOee emp loyee*. Benltl lad verelon. 

RUN0O.J Argonne National Laboratory. 80/03/03 Argonne 
National Laboratory 9pp. 12842:2,62. 


—8204230062 PNQ-1 1 1-76-0491 on 760707. suit f 1 lad against Kerr-McOo# 
Chomlcal Corp alloging that thorium «■ other radioactive 
metis In ore residuals at Hast Chicago. IL facility are 
haierd to resltfonts !< water supply. 

STRABMA.J, . LONEROAN. 0. T . AI-LAH. J M. Region 3, Chicago. Office of 
the Director, 76/07/08. Ip 12041:261. 


— 0204230064 Forward* matl re FOIA request, for record* on thorium 
residual* in West Chicago. IL. W/o oncl. 

KEPPLER.J, e. Region 3. Chicago. Office of the Director. BO/03/ie 
FELTON, J.R Division of Bulo* and Rocords, Ip. 12842:270, 


— 6204230084 Forwards draft msmo for Commissioner Bredford legal 
aeslstant re thorium residuals in Hoot Chlcego. IL. Firm 
declylon ptoded re NRC jurlsd Ictlon. responslbl I i ty le 
Intended action 

KEPPLER.J. 0 Regions. Chicago. Office of the Director 80/08/22. 
8NIEZEK.J H Division of Fuel Fecility h Materials Befety. 4pp. 
12842:347, 


— 8204230087 Confirms that 800809 memo correctly reflect* understandings 
reached at 800729 meeting re Velslcol f< Kerr-McOee sltei. 

Hest Chicago. IL. 

FAOE.R 0. Division of Fuel Cycl* It Materiel Safety. 80/09/18. 
DAVIB.A.B, Regions. Chicago. Fuel Facility it Material* Bsfety 
Branch Ip. 12843-004. 


• — 6204230089 Forwards memos w/lnfo nsetseary to rtspond to Olbbo-n rsqusst 
re West Chicago cate 

SNlEZEKiJ.H. Division Of Fuol Cycl* 1. Material Safety. BO/lO/Ot. 
KEPPLER.J, 0, Region 3. Chicago. Office of thO Dtroctor. Ip. 

12643: 009, 


—8204230091 PNo-76-1 llAi on 760017. IE wao inform-sd by EPA atty that D 
Coyne hat filed suit against two firm* purchasing Kerr-McOee 
thorium fecility property !< ba* thraatned legal action 
against EPA unless regulatory action lab on by 760919. 

HARNICK.R.F., ROY.O.H.. THQMPBON.B. Dfflco of Inepoctlon ti 
Enforcomont, Offlco of tho Dlroctor. 76/00/20. Ip, 12841:992. 
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— 8204330092 Foru«pd« l«gal not# ritponiling fco 800337 mtuio r» NftC 
•utliorltv to ordtT cl»«nti|f of otfoif tailing* 
cotst*«.tn«ti<jw, to t* attaehod to frogototf Ce«iil»ilon P***'* 
SHAPARrH K OPfic* of th* Eitcutiv* Log* I Dip*ctor 80/03/31. 
01RCKS<M J affico of Nutl**P M4t»pl«I 8af«ttf & 

Bafagoiirilit Director 7pp 12843. OOB 


— S30433<lO?S no<^u«tt« verification of ceopletion of reetoretlon of 
client property to original condition Client fhould have 
dfrlttan a*iuran.ce tJiat cont*/»lnatlon 1* no longer preeont 
KEt-LEOHAMi T C. Kelleghan.T C 76/00/03. VRECLANDj ft Kepr-HcOo* 
Chenlcal Corp f*u6* of Kerr-McOe* Corp > If 13041.393. 


— B304230I19 Suggeitt Fermi-Lati a* alternative to ANU for teitlng of 
peraoni poislblg eipostd to radiation in Uett Chicago bldg 
OREeNUAl.T>C J. Oreenberg. Trai/rlg. AileUi Hoffixan. Lipoffi Ouentei 
b Wolff B0/07/30. PAPERIELLO. C J Region 3, Chicago. Office of 
the Director Ip. 1SB43 031 


— 0204230121 Motlce of violation from intp on 760708.09.16 t. 19 
Nonconforirance noted failure to rept personnel overexposure 
to NftC & to Individual) failure to evaluate airborne 
redioactlve contamination t. to post uernlng signs 
« Region 3. Chicago. Fuel Feellltg h Materials Bafetg Branch 
76/09/17 Ip 12841 342 


— 0204230097 Advises of D Coyne suit against Kerr-McOee Chemical Corp 
Tt allaged dunging of radioactive natls on Most Chicago. IL 
site EPA should tale ictlon in case ftesutts of any teste 
conducted on elte regussted 

POMriKES.O C. Fose. Schuman h Orate 76/07/19 TRAIN. R E 
Environmental Protection Agency 2#f 12841'294 


— 820423009S Advises that 800331 memo can apply to thorium tatlinge 
found In West Chicago Dstermlnatloni that environ 
contimlnatlon presents no health haiard i< that no remedial 
action reftulred ars not legal conclusions 

COWWIMOHArl. 0 H Office of the Executive Legal Director BO/09/23 
HIO&IM0OTHAM. L. Division of Fuil Facility 6 Materials 8*fity. 

Ip, 12843 017 


— 0204230101 Foruards draft Itr to OftB re dec antani nation of thorium 
residuals for public places In West Chicago. IL 

KEPFLEft. J 0, Region 3. Chicago. Office of the Director 80/10/27 
8TELL0.V Office of Inspection h Enforcement. Office of the 
Director 10pp. 12843 018 


— 6204230102 Foruerds IE Investigation Rapt 40-2061/76-01 on 760709. 
12-16.22 h 30. Final disposition dcpsnds on resolution Of 
jurisdictional gucstlons by State of IL.NRC 1. ERDA 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 76/09/01 
TRUITT.R. J West Chicago. IL 2pp. 12841:296. 


— 8204230104 Foruards ccoplng study of corrective actions re thorium 
residues found In West Chicago. IL per JO Davis 760720 
request 

KEPFLER. J. 0 Region 3. Chicago. Office of the Director. 76/07/02, 
THORNBURO.lt D Division of Fuel Facility 1. Materials Safety. Ip. 
12841-314 


-320423010S Raguests results on all individual* testsd by ANL 

CREENWALT. R D, Oreanberg. Traurlg. Asiski. Hoffman. Llpoff. Quentel 
L Wolff SO/03/07. PAPER1ELL0.C J. Region 3. Chicago. Office of 
the Director. Ip, 12343.023 


. — SZD4230108 'Scoping Study of Corroctlvt Actions on Thorium Residues. 
Nest Chicago. IL. " 

PAOLIARO..I A Region 3. Chicago. Office of the Director. 

76/09/02 2Ipp. 12341 -313 


— 82D4230I2G "Radioactive Contaml netion Rced-Keppler Part. West Chicago. 
IL " Position statement 

e Illinois. State of. Dept Nuc Bafely Iformerly Dept Public 
Health) 76/10/06 6pp 12841 344 


— 3204230129 Advisee that ANL hot performed bloassay /noasuromen ts for 
thorium for 13 persons Tuo ethers on list could apparontly 
not he reached by ANL 

KEPPUER. J O Region 3. Chicago. Office of the Director 00/10/27 
CREENWALT. R D Oreenberg. Traurlg. Asitcid. Hoffman. Llpoff. 
Quentel 6 Wolff Ip 12843.036 


— 82D4230I26 Advises of communications w/Korr-McOee Chemical Corp L 
Region 3 personnel re core borings 4 presence of Region 
3 personnel to observe uhen boring begins on 761013 or 18 
OBERO.C Region 9. Chicago. Office of the Director 76/10/08 
LONErtOANfO T Region 3. Chicago. Office of the Director 2pp. 
12S41 390 


— 6204230127 Clarifies points made In BOIOIS Itr which have apparently 
caused confusion 

JOHNSON. T tl Illlnalt. State of BO/tl/07 PORT. E A Radiation 
Safety Services. Inc 2pf 12843037 


— 8204230128 Advises that any solution to Ksrr-KcOee Chsmlcal Corp 
property raduaete problem that does not address 
vertical U. horliontal components of haiards waste leachate 
migration Is unacceptable 

CAVANAOH. T E Illinois, State of 76/10/13 REMPE Rompa-Sharp f. 
Assoc! ate t. Inc Ip 12641 354. 


— 8204230131 PHO- 1 11-76-073 on 761019. Region 3 informed that IL Dept of 
Public Health has taken position that thorium ore processing 
residues in Reed-Kepp lar Park should be removed 

PAOLIARO. J , ALLAH, JM Region 3. Chicago, Office of the Director 
76/IO/lS Ip. 1284J 359 


— 8204230138 Clarifies ruferencss 4 comments in 8 Ouggenhelm 800507 rept 
that was Included In E Port rept to NRC re Kerr-McOee 
Chemical Corp stab! 1 1 lation plan. 

JOHNSON.T H Illinois. State of 80/10/19. PORT, E Radiation 
Safety Services. Inc. 3pp 12843 039 


— 8204230109 Ad visa* that ANL will perform bloassay msaiuroment* for 
thorium on 19 psrsons No further persons acceptsd for 
testing until results for currsnt test can bs reviewed' 

KEPFLER.J.O Region 3, Chicago. Office of the Director. 80/00/07. 

CREENMALT. R, D. Oreenberg. Traurlg, Askew. Hoffman. Llpoff. 

Oventet 4 Wolff. ip 12843.029. 


— 8204230141 Forwerd* position statement outlining recommendetl on that 
redwesto in Reed-Kepp lor Park should be removed 
Special appropriations bill to be lubmltted to 761117 
legislative session to fund removal W/o end 

LASHOF. .7 C Illinois. State of. Dept Nuc Safety (formerly Dept 
Public Health). 76/10/18 TRUITT, R J Weft Chicago, IL. Ip 
12841 396 


—8204230110 Summerltee 761007 netting w/Kerr-KcOee Corp at Region 3 
ofes Tt status of Weet Chicago rare earth plant 
decon teal nation. 

OBEflOiC. Region. 3. Chicago. Office of the Director. 76/10/07 
Raglan 3. Chicago. Office of the Director. 4fp. 12841-336. 


— 8204230143 Foruardc preliminary data on recent surveys around Ktrr- 
HcOee facility In West Chicago. IL 

PAFEniELLO. C J Region 3, Chicago. Office of the Director 
60/11/20 HIQOtfiSOTMAH.L Office of Inspection 4 Enforcement. 
Office of the Director 10pp. 12843 049 


—8204230113 Submits coMsenti on "Scoping Study of Corrtctlvo Action* on 
Thorium Residue. Wtst Chicago. IL " Definitive IE position r* 
long-term solution not warranted because of lack of 
detailed Info. 

TKORNBURO, H. D. Division of Fuel Facility 4 Material* Safety. 
76/09/13 KEPPLER.J.O. Region 3. Chlcego, Office of the Director. 
Ip 12841 340. 


— 0204230114 Adviea* that approx alghl persons Who worked In 189 West 
Waihlngton Street bldg In West Chicago are demanding 
Immediate tectlng after having been Informed of poeslblo 
radiation exposure. 

OREENWALT. R D, fireenbarg. Traurtg. Askew. Hoffman. Llpoff. Ouental 
tc Wolff 80/07/29. PAPERtCLLD.C J, Regions, chlcego, Office of 
the Director Ip. 12843:030. 


—8204230117 Discusses IE Insp Rept 40-8061/76-01 yn 760708.09, 16 4 19 I, 
forwards notice of noncompi lance. Decontamination 4 cleanup 
discontinued pending davalopmtnt of health physlce plan 4 
review by Region 3. 

FISHER, U.L, Region 3. Chicago, Fdel Facility 4 Metorlale Bafoty 
Branch, 76/09/17. LVONB.P. D. Kerr-Mcflae Chemical Cerp, (sube. of 
Kerr-McOee Corp. ). 8pp. 18841:341, 


-8204330143 Reyueet* addl Info for evaluation of plan for health phytic* 
surveillance of decontamination at Meet Chicago, IL facility 
Proposed HP8 etd should be submitted Independent survey 
resul ts enc 1. 

KEPPLER.J. 0, Region 3. Chicago, Office of the Director. 76/10/21. 
LVONS.F D. Kerr-McOee Chemical Corp (tubs of Kerr-McOee Corp.) 
7pp. 18841:397 


—9804230149 Forwards 60092S memo re applicability of Ofc of Executive 
Legal Director memo to West Chicago environ contamination, 
per 601S1S reyueet 

DAVI6.A B Region 3, Chicago, Office of the Director (Bl/OS/Oll 
80/12/30 OUBTAFBDN.P. lUlnolt, State of Ip 12843-061 


— B804830147 Bummartre* 761006 meeting w/ANL, Kerr-HcOee Chemical Corp. 
IL EPA 4 Rempe Sharpe. Inc at ANL re hydrogeologlc Info 
needed to perform comprehensive environ aseessment for 
proposed mod of solid waste storage at West Chicago site 
COOFER8TEIM. R. Division of Fuel Cycle 4 Material Safety 
76/10/26 Otvlelon of Fuel Cycle 4 Material Safety. 7pp 
18842. OOB. 
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— 620423014? Summariiti SI 1221 talcon v/H Troutman of Eborlino Inctrumanl 
Co Compang ha« not carrlod out eomprohantlva tvaluation of 
Karr^McOat Uait Chicago alia h haa no plana to do ao 
SCHtfUTZ. W H Bag Ion 3< Ch leap Or Of flea of tba Dlraetor. 7A/12/27, 

Bagion 3i Chicagor Offlca of tha Dlraetor ip. 12B42 019 


— B204230151 Summarltaa actiona dalagatad & raportad ra Invaatlgabion of 
natla ramevad from Uaat Chicago Karr-McOaa plant. 

PHtUttPiO A Region 3i Chicagoi Office of tha Director (81/03/011 

81/01/23 Region 3i Chlcagor Offlca of tha Director (Sl/03/01>, 

ip 12843 067 


■-8204230174 Forward a draft plan "Btratagg for Raaolvlng Problem 
Aaaoelataif w/Radwaataa Praaont In Uaat Chicago^ IL " 

OUSTAFBONi P.F Argon na National Laboratorg 77/07/29. ALLANiil M 
ftaglon Sr Chlcagor Offlca of tha Director Ip. 12842.042. 


— 8204230179 Ratponda to Bt0l29 Itr aaibmittlng Kraaa Craak It DuPaga Rlvar 
agrvag find Inga. Status of Kraaa Craak to ha addraasad in 
dacomml aalonlng plan 

KEPPLERr 0. 0. Raglan Sr Chlcagor Offlca of tha Dlraetor (81/03/01) 
Ol/OS/tO KEEi D Envlronmantal Protactlon Agency. 3pp 
12843 110 


— 8204230192 Rapta on obaarvatlona mada during tour of Uaat Chlcagor IL 
facility ra llctnaaa action commitmanta Fanea modi eomplatad 
tc patrol continuing Salta contract w/Auer b Kuhn should ba 
raulauad ra third partg uaa of facllltg 

OBEROrC T Rtglon 3r Chlcagor Offlca of tha Dlraetor 77/01/17. 
Ragion 3r Chlcagor Offlei of tha Dlraetor, 2pp 12842 016 


--6204230154 Rapta 770119 talcon w/Karr-HcOsa Chamlcal Corp ra contract 
u/Auar b Kuhn Co b uaa of bldga b grounds bg third partita. 

Third partg uta to atop at onca.ATCOR health phgacta 
paraonnal preparing propoaal for decontamination 
LONEROANrO T Ragion 3t Chlcagor Offlca of the Director 
77/01/20 Ragion 3t Chlcagor Offlca of tho Director, 2pp. 

12842 Oia 


— 8204230197 Rapta on tour of Uaat Chlcagor IL facllltg bg Ragion 3 
inapoetor aftar talcon alltglng oparatlona at alts No 
significant changes or operations in progroat obtaarvad. 

OBERO, C T Ragion 3r Chlcagor Office of tha Dlraetor 77/04/13. 
LONERQANrO T Ragion Sr Chlcagor FutI Facllltg b Materials Safatg 
Branch 4pp, 12642 020 


— 8204230180 aummarg of 810120 masting u/Karr-HcOat at Ragion 3 ra 
currant statue of Heat Chicago factory alta b proposed 
UaatruRi bldg decontamination plan. 

NlCHOLSONrN Raglan 3i Chicago. Office of tha Director (81/03/01) 

81/01/29 Region 3t Chicago! Off let of tho Director (81/03/01), 

2pp. 12843' 074. 


—8204230160 Advtiea that City of Watt Chicago oppoaaa ralocatlon of matl 
from Raad-Kapplar Park to Korr-McOaa alta. 

RENNELSiA e Meat Chlcagor IL 77/06/30 PETERBONr P. Q. 

Illlnolsr State ofi Dept Nue. Safety (forqiarlg Dept. Public 
Health) Ip 12842 024 


'8204230163 Adviaas that radiation lava I a of Kraaa Craak are not ALARA. 
Data and eonfirma movsmant of rad lonuel Idas down Kraaa 
Craak b into Dupage Rlvar. 

KEEiD Enviranmantal Protection Agency. 61/01/29. DAVtSi A B. 
Ragion 3. Chlcagor Office of tho Director (81/03/01) 81pp 
12843.078 


— 8204230176 "Btratagg for Raaolvlng Frablam Aetoctatad U/Raduaotaa 
Praaantation In Watt Chlcagor ILt" draft rapt 
oySTAFBDNrP. F Argonna National Laboratorg. 77/07/26. ‘fpp, 
12842:043 


—■6204230178 Forward a P Ouatafaon of ANL draft plan for raaelvinp 
radwaataa problani In Uaat Ch Icagor IL. U/o and. 

KEPPLER.J 0. Ragion S. Oilcage. Office of tha Dir actor 77/08/02 
ROYiO W. Dlvlolon of Fuel Facllltg b Material a Safety. Spp. 
12642' 092 


—8204230163 Forwards auppl to plan for decontamination of Woatrum bldgi 
188 Naahlngton Avenue t Uaat Chicago. IL. 

SHELLEY.H. J. Karr-HcOaa Nuclaar Corp. 61/03/17 FIBHER.HL 
Raglan 3. Chicago. Offlca of tha Dlraetor (81/03/01). 7pp 
12843 119 


— 8204230194 Rapta 770923 talcon w/N Frlgarlo of ANL ra followup on EObO 
raeulta portal nlng to Uaat Chicago ARMS aurvag eampletad on 
770922. 

LONEROAKirO. T. Ragion 3. Ojileago. Offlca of tha Dlraetor 
77/09/2B Ragion 3. Chicago. Offlca of tha Dlraetor 8pp. 

12842: 099 


— 8204230186 "Ouldallnti for Dacontamlnatlon of Facllltlat It Egulpmont 
Prior to Ralaaaa for Unrostrlctod Uaa or Tarmlnatlon of 
Lleaneaa for Byproduct. Sourca. or BNH " 

a Division of Fual Cgclo b Matarlal Safety. 76/11/30, 6pp. 

12843. 122 


—8204230189 Summer lias 770986 b 27 con varaat lont u/0 Dal el dan of Lord 
Raaltori ra sign poatad on door of Karr'-HcQaa Chamlcal Corp 
plant In Hast Chicago Indicating "Oangar - Radloactlva Matl” 
b bank rafuaal to grant mortaga on nearby proparty. 

LOHEROAN. 0 T. Rtglon 3. Chicago. Offlca of tha Director. 

77/10/04 Ragion 3. Chlcagot Fual Facllltg b Ma tart ate Bafatu 
Branch 3pp 12842' 097 


--8204830190 ”Sh«rt~Tarm Radiological Survay at Uaat Chicago.” 
NIXON. M Uranium Fual Llcanalng Branch, 81/03/84 28pp 
12843. 128 


—8804230164 Forwards Intarlm rapt an Ratd-Kepplar Park b N Frlgarlo 
mamo ra Kraaa Craak housing area 

0USTAF8OM. P F Argonna National Laboratory. 77/07/01. ALLAN. U.. 
PAOLlAROi J Ragion 3. Chicago. Office of tha Director 4pp, 

12842 089 


■8204230166 "Radioactivity Survey of Retd-Keppler Park.Most Chicago. IL." 
STQUE.R 8 , FRIOERID.N A. Argonna National Laboratory 77F86 
77/07/01 tOpp 12848 029. 


■8204830167 Forward a EPA Rtglon 9 Rn-828 data for Ktrr-HeOao Uoat 
Chicago facility ptr 810127 raguatt. 

•JENSEN. L. Envlronmintal Protection Agency 81/01/02. 

NICHOLSON. N Region 3. Chicago. Offlca of the Dlraetor (81/03/01). 
6pp 12843 099. 


—8204230169 Adviaas that rapt ''Karr-HeOtt Chemical Corp - Uaat Chicago 
Charactariiatlen of Oaohydrology b Subaurfaca Chamlatry" 
plactd In PDR b tranamlttod to corporation Ropt should to 
aupplamanted w/eharactarliatlon of aurfaca liapaeta. 

ROUSE. L C. Dtviaton of Fud Cyda b Matarlal Safety. 77/07/il 
OU8TAF80N. P F, Argonna National Laboratory. 2pp. 12848:039. 


-8204830171 Propoaof atructual intp at Karr-McOat Uaat Chicago. IL 
factory to ovaluato atructural Integrity of bldg eomplai to 
dotarmlna if routine dacontamlnatlon wort It safe. 

PAPER lELLOr C. J, Emergency Prap4radnatt b Progran Support Branch. 
81/02/24. 8PE68ARO1R. L Englnatring Inspection Branch Ip 
18843 108. 


‘62042301 73 Sumnarlftp 770630 matting w/Ueat Chicago city mgt ro 
radioactive contamination foiind In tamplo of aanltary 
tludga. propottd maatlng ut/Karr-TMcOae b atato officials b 
auryoy of bldg formerlj} oaniod 'bV Korr.-NcOa# 

LONEROAN. 0 T. Region 3. Chl'cagoi Office of the Director 
77/07/12. Region 3i Ohleagot Office of the Director. Ip, 
18848: 041. 


—8804230194 Deacrlbei procedure* ra £18 that muat be folloued before 
Kirr-McOaa faetory at Ann b Factory 8 treaty In Meat Chicago 
can be torn down. 

PAPERIELLOi c. vf Division of Emorgancy Praparadnosa b Operational 
Support. 81/08/11 STENART.H. AffllUt ion Unknown. Ip. 

12843. 196 


fiotd-Kapplar Park. first guartop 1981. 

8L080DIEN.N. u. Rafton 1. Phi ladalphla. Offlca of tha Director 
(81/03/01). Bl/06/04 BCHUMACHERrM, C Ragion 3. Chicago. OffUo 

af tho Director (81/03/01). 2pp. 18843. 197. 


-Bao48aoao2 summer isat 770930 talcon w/R Franklin of Sell Fadoral 
Saving* tn Chicago. IL ro pooling of Karp-McOaa Chamlcal Corn 
w/algn "Oangar *■ Radloactlva Matl." 

LONEROAMiO. T. Ragion 3. Chicago. Fool Facility b Hatarlala Eafatu 
Branch. 77/10/11. Region 3( Chicago. Office of tha Director. 
2pp. 12842:060 


-8204230204 "TLD D I poet Radiation Haas ur amen ta for Raad-Kopplar Park 
(Karr-McOaa Sits) - Wait Chicago. IL. 001218-010408. '■ 

Si/Sz?or ‘ipf'^SeMfii?: »iT4ctop (01/03/01). 


-a AMI .1. ..z w.waaa wnicago mayor b p ouataftt 

of AHL ra ramoval of contaminated mail from Raad-Kapnler 
Park to Karr-McOaa at ta. Laglalativa package to nova matl 
daacrlbad by aiayor pranatura. 

o' -5*' *« M4tarla»* Bafaty 
Spjr "’18848^068.*^' Chicago, Office of tha Director. 


"”of*intoratfc ”“**** **'•*“* ground aurvay gf Watt Clvlcago. I' 

Argonna National Laboratory. 77/11/14. LQNEROAN. T Ha 
Chicago. Fuel Facility b Matarlala Bafaty Branch. 4pp' (2 
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8204230'213 Advltti that lufvag work cannot cantlnua w/o autharlaation 
k fundt 

» Arfonna Kitionai Laboratoru 77/11X23 I.ON£ROAN> T Rtllon 3> 
Chicaga, Fu>l Facility k Hatarlali Safety Branch 2pp 12B43:065 


6204230216 Ouounary of 771201 laaatlng u/AHL In Riilon 3 ofc» r» 
raaults of turvayi k anityaas alriady conplattil by AML 
LQMEBOANi 0 T Raylon 3i Chicago. Fuel Facility & Katirlali Safety 
Branch. SLY. 0 K. Region 3. Chicago. Office of the Director 
77/12/06. Region 3. Ghtcago. Office of the Director, 4pp 
1S843 070 


'82D4S3021B Forward* Kerr-McOee current llcenee h backup metl eicept fur 
740910 application M/o end 

PAPERIELLQ.C J Emergency Preparedntt* & Program Support Branch 
81/06/11 JEMBEN.L Enylponmental Proteetlpn Agency. Ip. 

12943 160 


-6204230320 Suiunery of 771212 meeting xj/ML at ANL re ctatu* of environ 
et«ae*«enti at Kerr'KoOee Chemical Corp elte k related 
thorium contamlneted areai in tft*t Chicago. IL 
BOUSE.L Dtvleton of Fuel Cycle k Meterlel Bifttv- 77/12/21 
Dl/ltlon Of Fuel Cycle k Material Safaty 3pp 12642,074 


-B2O42302S3 Regueeti rttponfe by 610701 to MRC k Ktrr-licOce proposal* re 
dtcontamlna tion of proparty at 169 Ue«t tfashlngton Avenue In 
(feet Chicago. 

KEPPLER. J 0. Region 3. Chicego. Office of the Director (81/03/01) 
81/06/23 MESTRUH.R Aff 1 1 iatlon Unknown Ip 12843.161 


-6304230224 Forwerdi eumnary of 771S12 meeting at AML Info re Kerr-McOee 
reorganltatton would be appreciated 

CROW.W. T. DivJilon of Fuel Cycle k Meter la 1 Safety 78/01/04 
VREELAMO.R, J Kirr-Kc0te Chemical Corp (cube of Kerr-McOee 
Corp I. Ip 12842’ 077 


-6204230226 Sunmarliet followup of aliegti contaminated fenced site in 
Meet Chlcaga.IL. 

MICKQLSON.N Region 3. Chicago. Office of the Director (81/03/01) 

61/07/21. Region 3. Chicago. Office of the Director (31/03/01) 

Ip. 12643 162 


-B204230228 Sueuniry of 771213 meeting u/AML. Karr-McOee Carp k ATCOR re 
dlspotal of Keri — McOae lite In Meit Chlcaga.IL. 

CROW.H, r Dlvlfion of Fuel Cycle k Material Safety. 77/12/10 
Division of Fuel Cycle k Material Safety. 2pp. 12642 076 


— 8204230232 Summary of 771220 meeting w/Me*t Chicago. IL mayor in Meet 
Chicago re current etatu* af radiation lurvey* completed k 
planned since Uul 1976. 

LOMERCAN.O T Ragion 3. Chicago. Fuel Facility k Material* Safety 
Branch. 73/01/12 Region 3. Chicago. Office of the Director. 
2pp 12842 OeO 


-9204230234 Confirms telcon re ecces* to contaminated area In Reed- 
Keppler Perk Radiation Hgt Carp will perform radiological 
survey in Fall to nlnimlii Impact on community 

CROM.M, T. Uranium Fual Llcenilng Branch 61/07/24 REMMELS.A, E 
Meet Chicago. IL. 3pp. 12943 163, 


-B204230239 Summariies 760118 meeting w/Remp a-Sharpe Aesoc. ATCOR. Inc k 
]L EPA In Springfield. IL re groundwater c ontemlnetion 
w/toluhle silts. 

VREELAND. R J Karr-HcO** Chemical Corp. (sub* of Ktrr-KcOee 
Corp ) 78/10/23. Kerr-JIcOee Ch arnica 1 Corp. (subs, of 

Kerr-)1cCBe Corp. }. 2pp. 12842,082 


-8204230240 Foruarda Kerr-HcOee health physic* manual.prepsred by 
Catelyticr Inc to replac* previoue manual prepared by Cham 
Nuclear Sys.Inc. M/o end. 

SCHUMACHER. M C. Region 3. Chicago. Office of the Director 
(81/03/011. 81/08/12 CROW. H T. Uranium Fuel Llcenelng Branch. 

2pp 12843 167. 


-8204230243 Speech entitled *M«tt Chicago Story.'* 

* Region. 3. Chicago. Office of the Director. 78/04/17. tSpp 
12342; 0B4 


—6204230246 Outline* course of action re ANL survey of Keppler concerns 
DAVIS. A B Raglan 3. Chicago. Office of the Director. 78/04/29, 
Region 3. Chicago. Office of the Director. tp 12B42 102. 


-8204230251 Repts rr observation of Kerr-McOee Chemical Corp waste area 
sampling & dlecuielons u/persennel. 

OeERO.C.T. Regions. Chicago. Office of the Olreetor. 78/09/29 
Region 3. Chicago. Office of the Director, 6pp 12642 138, 


— 6204230293 Repts that direct radiation survey of property at I North 
MacQuein Street.Weit Chicago. IL indicated background levels 
of redlstion 

AXEL80M. If L, Region 3. Chicego. Office of the Director 79/04/26 
Region 3. Chicego. Office of the Director ip 12842 194 


--B2042302S3 Summeriiei dlicuiijon u/R8 Keener of AML re te/nporery hold 
on ript containing results of radletlon surveys of West 
Chicego areas where thorium found 

E8SI(}. T H Region 3. Chicago. Office of the Director 78/07/13 
Region 3. Chicego. Office of the Director tp 12842 144. 


— B2042302S9 Submits items to be Included in Itr to Kerr-McOee Carp re 
decommlss ionlng plan 

DAVIB. A B Region 3. Chicago. Offlca of the Director 79/08/10 
PAPERIELLO.O , E8BI(}. T Region 3, Chicago. Office of the Director. 
3pp 12842.197 


— 8204230262 Requests response to A Brues. Arg onne Ctr for Human 
Radio log leal Biology. query re Kerr-McOee Chemical Corp 
operatlone In Chicago 

DAVIS. A B Region 3. Chicago. Fual Facility k Materials Safety 
Branch 78/1(3/16 £8810. T K . PAOLIARO, U A Region 3. Chicago. 

Office of the Director Ip 12842 149 


8204230269 Comments on matl reliaii procedure re Kerr-McOe* Chemical 
Corp in Nest Chicago. IL 

BIDINOERiO H Division of Fuel Facility k Material* Safaty 
78/10/16 DAVIS. A B Region 3. Chicego, Fuel Facility A Material* 
Safety Branch Ip 12842 146 


■8204230266 Foruiards citlien Itr to (fast Chicago mayor re Kerr-McOee 
decommissioning plan 

DAVie, A 6 Region 3. Chicago. Fuel Facility k Hatertali Safety 
Branch 79/08/23 CROW. M T Division of Fuel Cycle k Material 
Safety. Ip 12842 200 


8204230271 Summarlre* telcon w/P fiheffler re interpretation of NRC 
761229 Itr to Mayor Truitt Removal of signs on Kerr-McOe# 
fee lllty requested 

DAVIS. A B Region 3. Chicago. Fuel Facility k Materials Safety 
Branch 78/11/17 KEPPLER. J 0 Region 3. Chicego. Office of the 
Director Spp 12842 147 


■8204230272 Forwards itr to Mayor of West Chicago for transmittal to 
NRC 

EARLEY, D F. Affllietion Unknown 79/08/20 Rtglon 3, Chicago, 
Office of the Director Ip 12842 201 


— 8204230274 Confirmt info presented at 761214 meeting w/Hest Chicago 
mayor. K Arnold & IL Dept of Public Health 

KEP ‘ER,J O Region 3. Chicago. Office of the Director 76/12/29 
TRUnr.R West Chicago, IL 2pp 12042 149 


—8204230276 Comment* on Kerr-McOee Corp decommits ionlng plan for West 
Chicago site, 

EARLEY, D F Affiliation Unknown 79/08/20 RENNEL6.A E Meet 
Chicago, IL Ip 12842 202 


—8204230280 Foruiards Info sent to EPA Uaete Mgt Brancfi Other info should 
have bean included 

TEDE6CHI.P Environmental Protection Agency, 78/11/27 
DAVIS. A B Ragion 3. Chicago. Office of the Director 2pp, 

12842' ISl 


—8204230281 Summer lie* 781127 telcon w/Hayor Rannelt re EPA rapt of 
waste disposal sites around US 

DAV18.A B Riegion 3, Chicago. Fuel Facility k Materials Safaty 
Branch 78/11/28 KEPPLER, U.O Region 3, Chicago, Offlca of the 
Director tp 12842 1 93 


—8204230263 Requeeis attendance at 761205 meeting «t City Hell to 
dlecuss plan* to decontaminate areas In Mast Chicago 
containing radioactive wastes EPA prate release epaclfied 
hatardous condition 

RDIMEL&.A.E Meat Chic ego, IL 78/11/29, KEPPLER, J Region 3. 
Chicago, Offica of the Director Ip 12842 194 


— 8204230289 Outlines presently authorised activities for Kerr-McOee 
Chemical Corp at Hast Chicego facility, 

KEPPLER, J, 0, Region 3. Chicago. Office of the Director. 79/11/09. 
RENNELS.A E. Watt Chicago. IL 2pp. 12842'2ie, 


■8204230267 Summary of meeting In Meet Chicago on EPA release ra 
haiardous matl at Kerr-McOee site, 

* Region 3, Chicago. Office of the Director. 76/12/09, Region 
3. Chicago, office of the Otrsetor 9pp 12642:199, 
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— S304S30390 Summarit*! discussion of NRC positions to ts takon it 
781S04 rnsttlng cillsd by Usst Chicago mayor 

DAVI8.A 0 fioglon 3. Chicago. Office of the Director 7e/lS/0& 
Region 3. Chicago. Office of the Director Spp 12842 160 


-“0204230291 Forwards lU Dept of Public Health 7S0929 Itr providing 
author i tati on to dispose of bldg at 103 Hast Washington 
StreetiWest Chicago. lU 

DENNY. I L Rerr-HcOoe Chemical Corp (sobs of Kerr-McOee Corp. > 
79/12/04 PAPERtELLO, C Region 3, Chicago. Fuel Facility <■ 
Hatsrlals Safety Branch Ip 12042 220 


— 0204230296 Summary of 701218 meeting ui/ANL. US EPA. IL EPA t< IL Atty 
Central at 0 'Hare. Ch icago. IL re alternate disposal site for 
Kerr-McOee West Chicago, IL facility 

ES8I0, r H Region 3. Chicago. Office of the Director 70/12/20 
Region 3. Chicago, Office of the Director 4pp 12042 16S, 


"8204230301 Adv;ses that matter of eteel beam in C Went residence hat 
been referred to investigators At issue is removal of matl 
from Kerr-McOee site u/o licensee or NRC knowledge 
DAVIS. A D Region 3. Chicago. Fuel Facility & Materials 9afaty 
Branch 79/12/06 KEPPLER.J 0 Region 3. Chicago. Office of the 
Director Ip 12842 222 


—8204230302 Summary of 781205 meeting w/West Chicago officials fc Kerr- 
McOee in West Chicago re reeponee Co US EPA 781121 press 
release implying that radiation levels asssociatd u/thorlum 
tailings represent health hazard 

EBSIO. T H Region 3. Chicago. Office of the Director 79/01/02. 
Region 3. Chicago. Office of the Director 3pp 12S42 169 


-“8204230304 Summary of 790404 teleon u/0 Cata lano. West Chicago official, 
ra sampling city-owned locations Catalano would postpone 
sampl Ing 

DAVIS. A 0 Region 3. Chicago. Fuel Facility b Materials Safety 
Branch 79/04/04 Region 3. Chicago. Office of the Director 
2pp 12042 181 


— 8204230307 Summary of 790410 teleon w/Kayor Rennets Ultimatum ra 
cleaning up contaminatad areas within 90 days Issutd 
DAVIS. A 0 Ragion 3. Chicago. Fuel Facility b Materials Safety 
Branch 79/04/10 Region 3, Chicago. Office of the Director 
Ip 12042 103 


--0SO423O31O Forwards in-plant air sampling results b contamination 
surveys taken at Kerr-McOee West Chicago site during 
cleanup on wk of 790325 

PAPERIELLOiC J Region 3. Chicago, Fuel Facility b Materials 
Safety Branch 79/04/14 DAVIS. A B Region 3. Chicago. Fuel 
Facility b Materials Safety Branch 5pp 12842 184 


--8204230313 Advises that matter of alleged removal of steel beam from 
Kerr-McOee site has been referred to NRC Investigators for 
resolution 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/12/05 
MANSELL. D Illinois. State of Ip 12S42 229 


8204090339 FOIA request for documents re W Dircks statement in Dec i98i 
ttr to Congressman Ertenborn about replacement of wells In 
Weft Chicago by connections to public water supply at 
Lindsey Chemical Co expense 

8PELMAN. H J Harold J Spelman b Associates 82/01/27 Oivlsion 
of Rults and Records, 2pp 12691 222 


8204090336 Rssponds to FOIA request for records re U Dircks statement 
In Dec 1981 Itr to Congressman Erlanborn about replacement 
of wells In West Chicao. IL by connections to public water 
supply Kerr-McOee communicated info to NRC orally 

FELTON. U M Division of Rules and Records. 82/02/18 SPELMAN, H U, 
Harold 0 Spelman b Associates. Ip. t2691'221, 


8204200927 Forwards fee to cover review of 820219 request for amend to 
License STA-583, per 820309 request 

SHELLEY, W J Kerr-McOet Corp 02/03/19 WEI68, 0 License Fee 
Management Branch Ip 12B04.211 


--0204200928 Requests submittal of fee for 820219 request for amend to 
License STA-983. 

WEI8B, D License Fee Management Branch 82/03/09 SHELLEY, W J, 
Kerr-McOee Corp. SpP 12804 212. 


—8204200929 Application for Amend 2 to License 8TA-583i permltt ing 
demolition of Bldg 14 b southwest corner of factory site to 
allow for water collection b retention sys, 

SHELLEY, W J Kerr-McOee Corp 82/02/19. NIXON, M A Uranium Fuel 
Licensing Branch. 2pp 12804.209. 


8204270106 Advises that 820310 Itr b review of leu engineering rept of 
West Chicago thorium plant closure forwerded to U Fuel 
Licensing Branch for consideration 

PAPERIELLOiC J Division of Emergency Preparedness b Operational 
Support 82/03/19 PORT, E A Radiation Safety Servlets. Inc, ip 
12874 136 


6204080932 Rssponds to 020303 Itr re Insp on 020219 Declines 82030B 
request that N Nicholson sign Itr acknowledging that certain 
info was d'lscussed during 820219 insp 

KEPPUER.d 0 Region 3. Office of Director 02/03/31 SHELLEY. W J 
Karr-McOea Corp 2pp 12599 115 


8204210013 Confirms responses to NRC concerns originally transmitted in 
820330 teleon 

8TAUTER.J C Kerr-McOee Corp 62/04/01 NIXON. W A Uranium Fuel 
Licensing Branch 2pp 12612 OSS. 


8204 190319 Forwards JA Fitzgerald B20301 memo re typographical errors 
In Commission Order CLl-82-2 

EOLLWERK.P Office of the (General Counsel 82/04/19 SPELMAN. H J 
Harold J Spelman b Associates DEROHOFF. J C Chadwell. Kayser. 
Ruggles, HcBat b Hastings. Ltd. Ip 12720.004 


DOCKET 40-2293 ARMY, DEPT OF, WATERTOWN, MA 


0204210023 Addl responss to FOIA request for documents re Army Matie b 
Mechanic Research Ctr located in Watertown. MA Forwards 
documents listed in Ends 1-4 

FELTON. JM Division of Rules and Records 01/10/05 KABAT-ZINN.M 
Affiliation Unknown Spp 12609 059 24X Flche 50-047.01/10/05. 

8204210023. 


—8204210040 Submits draft comments on findings from AEC 650713. 14 b 16 
insps of activities under Licenses 8U0-23B b 20-01010-04 
Need for further health physics coverage b desirability of 
urlnanalyset discussed 

PA4E. R 9 Atomic Energy Commission 69/12/01 ROEOER.J R 
Atomic Energy Commission Spp 12809 186 


•8204210092 Forwards Itrs to licensee re AEC 650713.14 b 16 Insp of 
activities conducted under Licenses 81/0-230 b 20-01010-04 
Coneurrtnee requested W/o ends 

PAOE.R 0 Atonic Energy Commlitlon 69/10/18 ROEDER.J R 
Atonic Energy Commission, tp 12809 191 


—8204210062 DiscUtsss 650713,14 b 16 insp of activities conducted under 
License SUB-238 Reduction In personnel may cause inadequate 
health physics coverage for activities Involving 
radioactive matl 

KIRKMAN.R U Atomic Energy Commission. 69/09/17 VE8PE.V. C 
Atomic Energy Commission 2pp 12009,193 


•“0204210070 Forwards compliance insp repts from 650713,14 b 16 insp of 
activities conducted under Licenses 20-01010-04 b 6UB-236 
for appropriate enforcement action. 

CLEVELAND, R. 8 Atomic Energy Commission, 69/09/16 PAOE.R 0 
Atomic Energy Commission Spp 12B09 195 


— 8204210075 Compliance Insp repts from 690713. 14 b 16 insp of activities 
conducted under Licenses 20-01010-04 b SUQ-238 Noneompl lance 
noted failure to label neutron generator w/cautlon sign b 
failure to perform leak tests on sealsd source, 

BRE88DN. J Atomic Energy Commission 65/09/14 I4pp 12809 198 


—8204210111 Discussss IE Insp of activities cisnducted under Licenses 
8UB-230, 20-01010-04 b 8NM-244 on 700406 No noncomp 1 lance 
noted Draft rapt end, 

MCCLlNTOCKiR 0 Region 1. Philadelphia, Office of the Dlractnr 
78/04/20 WRtOHT, E 8 Army.Oept.of Bpp 12809:279 


■8204210117 Ac k receipt of 771103 b 29 Itrs Informing NRC of stops 
taken to correct violations In IE Insp Rept 40-2293/77-01 
ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
77/18/13, WRIOHT.E 0. Army, Dept, of . Ip 120O9!2a3, 


•6204210120 Responds to NRC 771117 request for addl Info, Personnel will 
be rotetid to mlnlmlit eipoturt to high beta slag, 

CHICK.EE Army.Dspt of. 77/11/29 MCCLINTOCK, R. 0 RsglonI, 

Ph 1 ladslphl a. Office of the Director 2pp 12809:264. 


•6204210126 Requests addl Info re 771012 response to NRC 771012 Itr 
documenting IE Insp Rept 40-2293/7701, Plans to assure 
against personnel exposure to radletlon levels must bs 
■ pec If ted 

MCCLINTOCK. R, 0. Region 1. Phlladelphle, Office of the Director. 
77/11/17. WRIOHT. E 6 Army, Dept, of 2pp, 12809’ 266 
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—030431013* CoTiflrmi that vacancy for haalth phytlcltt will ba filltd^In 
racponat to rWC 771013 Itr Raaponaa* to Itaaa of 
nornconpllanca artel. 

CHICK. E E. Arny.Oapt of 77r’ll/03 ORIER, B. H Raglan 1. 
fhl ladtlphla. Offlca a# tha Diroctor app 13009:280 


—0204210141 Suniniarliat 791313 Incidant involving liakaga of daplateil U 
at facility Fira pravtntad u/Katal X pauar (< furnao 
Iflutiad lata ly ihutdown Rfiultt of air ranpltc docoAanlad. 

JERMAN. P NRC - No Oatailad AFfi nation Oivan. 79/12731 NRC - 
No Datailad Affiliation Otvan Ip. 12009 291 


■0204210145 Foruards racord of 790330 talc on w7C Buchanan r* 740107 
ralaaaa of araa of unractrictad uat Clat*~out turvay 
unnacoaaarg . 

GERMAN. P C NRC - No Data! lad Afflllatloln 01 van 79/03/20 NRC 
No Da tall ad Af f 1 1 la t Un Oi van 3pp 1300? 292. 


— B20421015I Approva-i 731119 propoial to ralaaaa for unraitrl c t ad (iia, 
araa fornarly u-tad for waata tt-oraga t< procaailng of 
daplatad U 

BUCKANAN. C, n. Atomic Energy Coiiwtt laioni Diractorati of Lltonalng, 
74/01/17. LEVIN.8 ArmgiDapt.of Ip. 12009 394. 


*~Q204310I89 Provldta dotal It of *5050* rapt of filn badge over atpoaura 
Employaa did not uear badga during "over a cpaiur •" period 
No aiplanatlon aicertalned 

RYAMi R. N Atomic Energy Commiatlon *9/07/13 Atomic Energy 
Commiftlon. 3pp 13009,330 


— 02043101*3 Commant-i on *90*14 compliance Inquiry n>mo re poitlble 
eipDiure Me ttar ahoultf be revleuad during neat tntp in 
con/unetton u/ivaluetlon of sverexpotura control praetteea 
ROEOERiJ. R Atomic Energy Commiftion *9/06/30. KIRKNANi R W . 
DAVlBiJ 0, t HAOEMANiR C Atomic Energy Comnleeion Ip, 

13009, 333 


— 83048101*5 Provide* detalli re *50506 rapt of potential film badge 
overexpofure. Reading may be In error. No further action 
ntcesaary 

RYAN. A F. Atomic Energy Commitaiort *5/06/14 KJfiKMANiR W. 
Atomic Energy Conmltalon 3pp, 13809.333 


— 3304210174 Provide* date! It re 65050* rept of potential film badge 
overexpoiure Reading may be In error. No further action 
uarrantad. Karkad-up van ion 

RYAN.AF, Atomic Energy Cotpmlatlon 65/0*/14 KlRKMAN.R H. 
Atomic Energy Commiition 2pp, 13309’ 337. 


—0204310170 Present* plan* for dl*po«ition of Induetrlel aqulpnenl. 
atlpuletlon* for alpha & bate contaminatl an provided 
BiaNOFF.F.H Army. Dept, of, 65/03/03 NU9BBAUMER , D A Atomic 
Energy Cemni)«*lon. 3pp. 13009.329. 


-8SO42I01B1 Requeeti concurrence on propoied ealt of contaminated 
Induttriml equipment et facility 

FCYNH.A.N, Federal Emergency Nenagement Agency 64/13/31 
Atomic Energy Comni*«ion, Ip. 12809:330. 


—0804310184 Respond* to 641331 request for concurrence re contamination 
levels for sale of Industrial equipment, Uevel t are 
acceptable Further approval ehould be obtained from AEC. 

UClODRUPFi N. N Atomic Energy Commlsalon 69/01/14. Federal 
Emergency Nenagsment Ag ency Ip 13009’ 331 


-0204310109 Provide* info re health It safety ln*p at Natertoun Plcatlnny 
ti Frankford arsenal, in response to 641302 request. 

KIRKNANi R. M, Atonic Energy Commlislon. 69/01/20, VESPE. V C. 

Atomic Energy Cemnlsslon Ip. 13809:332, 


-8204310193 Foruardi survey rspte ef leased netl under Liceniee 0O8-4S?i 
8i)S’-339. 8UB-348 It BNH-961 

DUBIN6K1.L Atonic Energy Commlislon. *9/01/05 KIRKNANi R U. 
Atomic Energy Commies ion. Ip. 12009:333 


'—030421080* Forward* survey repte of leased matl under Licenses 8UB-4S9 
« eif0-830 

HACKAV.N H Atomic Energy Commission. *4/12/89 LOH<U. D' Atomic 
Energy Commission 3pp. 12609:334. 


-0204810837 Draft IE Imp Repts 40-8293/fil-Oli 70-03*3/81-01 li 30-04993/ 
at-01 on 81091 1-'13 No noncamp 1 iancs noted. Major areas 
Inspectedr internal audits.matisi facllltlis b instruments b 
Internel b external personnel protection,',, 

MC0INNE68. •/. . RONE. C . CObTELLOiT. NRC- Mo OetaiUd Affiliation 
Given. 81/09/82 9pp. 12009-0*3. 


—820421084* Diteusies IE Intp Repts 40-3353/70-01,30-04993/70-01 & 
70-0363/70-01 conducted on 780406 No noneomp 1 lence noted 
Major areas inspected sslectlve exams of record* b 
procedure* re previous nancompl lence 

MCCLlNIDCKiR O Region 1, Rh 1 lade 1 phla. Offici of the Director 
70/04/20 NRISHTi E 0 Army, Dept of 2p p 13B09 073 


—0204310354 Draft IE Imp Repts 40-32S3/77-0 1. 70-0363/77-01 b 
30-04393/77-01 on 770921 Nancompl lance noted failure to 
measure radiation dose to hands of personnel b failure to 
measure concentration of radiation in incinerator water 
COSTELLO. J , MCCLINTDCK. R NRC - No Detailed Affiliation Given 
77/10/03 9pp 13009 070 


--82043105*9 Discusses IE Insp Repts 40-3353/70-01,70-0263/78-01 b 
30-04593/78-01 on 700406 No noncomp Hence noted Major areas 
inspected corrective b preventive eetton re items of 
noncomp 1 lance from previou* insp 

MCCLlKTOCKi R. O Region 1, Ph i lade 1 ph la. Office of the Director 
70/04/20 HRIOHTrE.S Army, Dept of 8pp 13810 ISO 


—8304210991 0ummarixe* status of source b contract matls at arsenals It* 
response to 641803 request Activities authorlied under 
Natertoun license have not been inspected since 1963 
BRESSON, J, F Atomic Energy Cdmnlislan. *4/13/30 NELBON, P R 
Atomic Energy Commission app 13010 170 


DDCKEl 40-3399 PATHFINDER MINES COfiP , RIVERTON, WY 


0804050139 Atk receipt of 030318 Itr informing NRC of stops taken to 
correct vioLatlone noted In IE lignlfleent appraisal 
findings 

EROWM. 0 D Division of Vendor b Technical Programs 02/03/01 
NUOENT. E L. Pathfinder Mines Carp. Ip ISSIS 355 


—8204050133 Responds to NRC 011233 Itr r* violations noted In IE 
significant appraisal findings Corrective actions pumpback 
sy* b nonltorlng program iiilll continue to be maintained b 
ion exchange cell area aii 1] be modified 

NUGENT. E L. Pathology Asiaclates Medical Laboratory HonoluluiMI 
02/03/12 BROUN. O Division of Vendor b Technical Programs 
16pp 1291S 25* 


92041903*7 Forward* analytical results of tailings solution sample from 
Lucky McMIll Tailings Pond 1 per F Anastas! raquist 

NUOENT, EL Pathfinder Mines Corp 02/03/1* SOLLENBEROER Oranlum 
Recovery Licensing Branch 3pp 12731 3*5 


0204390159 Forwards Procedure 02,016 00, "Routine b Nonroutlne Urine 
Bempllrg Program, " std operating procedure used et Luck Me 
Mill to control urine samp ling program 

POYBER.fi M. Pathfinder Mine* Corp 02/04/07 SQLLENQUROER. D 
Uranium Recovery Licensing Branch Ip 12G91 349 


--92042901*5 "Routine ti Nonroutlne Urine Bampllng Program *' 
a Pathflndar Klnee Corp 92/04/01 9pp 12891 350 


DOCKET 40-0392 ALLIED CHEMICAL CORP . KQRRI8T0UN, NU 


620401003* Issues Condition 19 to License 8UD-S36, incorporating 
radiological contingency plan Into license. 

PAGE. R 0 Uranium Fuel Licensing Brench 03/03/34 CIPOLLA.A J 
Allteif Chemical Corp. 8p p 12490:335 


—9204010050 Befety evaluation supporting issuancs of Condition 19 
to License 0UB-526 Incorporating radiological contingency 
plan into 1 Icense 

DECKER. T.R Uranium Fuel Licensing Branch. 03/03/24 3pp 
12490. 337 


DOCKET 40-3453 ATLAS MINERAL, INC , DENVER. CO 


0204030070 Comments an 011204 radlutlon safety procedures manual, OA 
program b lower limits of detection for Moab Mill Program 
accep table, per Reg Outdes 4,14 b 4. 15, Listed deficiencies 
should be corrected prior to program lesuance 

OARClAiP. U , PETTENOILL, H. J. Uranium Racovery Licensing Branch. 
93/03/28. Uranium Recovery Licensing Branch, 2pp 13512- 340. 


8204160317 Forwards request for c lari f 1 cation of info in rotponse to 
rtvlew of repti "Radiation Safety Procedures Manual for 
Atlas Minerals Moab Mill " Response to be eubmltted by 
B20430.U/a end. 

PETTENOILL, H U. Uranium Recovery Licensing Branch. S2/03/32. 
BLUBAUOMiR. Atlas Minerals Ip. 12719’ 139 
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820422011? Foruards results of Pb-210 assays for CO River surface 
water tf groundwater for Oct-Dec 1901 & continuous air 
samples around perimeter for Bept 19B1 

EDWARDS/ D L Atlas Minerals 82/03/22 8CARANQ. R A Uranium 
Recovery Licensing Drench Ip 12S22 292 


— 0204220127 'CO River Water Results Pb-2i0 for Third Quarter i9Qii 
Groundwater Results Pb-210 for Third Quarter 19Bli Continuous 
Air Samples Pb-210 for Month of Sept 1981 " 

« Atlas Minerals 82/03/22 Ip 12822 293 


6204290229 Lists six items of addl info to be req,uested of Atlas 
Minerals re tailings dam in MaobrUT 

LEATHERS/ F D > CA5TR0> 0 Geotechnical Eng i neersi Inc 82/04/08 
OARCIA/P Uranium Recovery Licensing Branch 3pp 12893 031 


8204290536 Bummariies 820329 trip to Atlas Minerals U mill & tailings 
dam In MoabiUT as part of proposed 18-ft embenkment 
raising 

LEATHERS/ F D , CASTRDi 0 Geotechnical Engl neers/ Inc NRC-02-B2-03B 
82/04/09 OAHCIAiP Office of Nuclear Material Safety & 
Safeguards/ Di rec tor 3pp 12895 137 


B2042903S7 Reviews Atlas Minerals 10CFR4O 65 rept for first half of 
1981 Info should be submitted in Reg Guide 4 14 format 
Reported results should be actual value t< error estimate 
GARCIA/ P J / PETTENOILL/ H J Uranium Recovery Licensing Branch 
B2/04/12 Uranium Recovery Licensing Branch Spp 12892,223 


DDCKET 40-4340 COMMERCE. DEPT OF, HASHINGTDN. DC 


8204160095 Notification of withdrawal of 810226 application requesting 
permission to dispose of radioactive natts b 811224 
application to revise b combine License 8NM~362 

PEVEV/ L E C ommerc 0/ Dep t of 82/03/22 Division of Fuel Cycle b 

Material Safety Ip 12719,179 


DOCKET 40-4492 FEOERAL-AMER IC AN PARTNERS. RIVERTON/ MY 


8204020242 Submits environ data results for Uul-Dec 1962 

COX/E J I NATTS. K / LANE, J R Federal American Partners 82/02/25, 
Region 4. Office of Director 25pp 12565.302 


8204050445 Buirmary of 020120 meeting w/Federal American Partners in 
Silver Spring. MO re proposals b alternatives for reclamation 
of axlstlng above-grade Tailings Pond 2 

GILlENiD M Uranium Recovery Licensing Branch. 82/03/19 
SCARAND/ R. A Uranium Recovery Lieenilng Branch. 4pp, 12565:248, 


DDCKET 40-6264 MICHIGAN CHEMICAL CORP . ST LDUIB. MI 


8204120462 Requests that commitment be made to record documentation 
b warn that radioactive matl is present at site, Commitmint 
requested in response to review of proposed stabilisation 
plan for organic matls at site 

PAGE. R Q Uranium Recovery Licensing Branch 82/03/29. GRAHAM, D. 
Velsicol Chemical Corp Ip, 12653 344. 


DOCKET 40-6377 ARMY, DEPT OF, DOVER, NJ 


8204210023 Addl responsa to FOIA request for documents re Army Matls b 
Mechanic Research Ctr located in Watertown, MA Forwards 
documants listed in Ends 1-4 

FELTON. J K, Division of Rules and Records 81/10/05 KABAT-ZINNi H 
Affiliation Unknown Spp 12609 055 


— 8204210193 Forwards survey repts of leased matl under Licenses 8UB-459, 
SUB-23B, 8UB-348 b BNM-561 

DUBINSKI/L Atomic Energy Commission 65/01/05, KIRKMAN, R U 
Atomic Energy Commission Ip. 12809,333, 


DOCKET 40-6500 ENERGY, DEPT OF, CANONSBURO, PA 


8204290444 Forwards UMTRA-DOE/ALO-31, "Remedial Action Gone apt 
Papar." b UNTRA-0DE/AL0-t70, >'Englnaaring Feasibility 
Analysts for tn-Sltu StablHiatlon of Canonsburg Rasidua, " 

Ropti document recent cleanup efforts M/o end 

CAMPBELL, R H Energy, Dept of 82/04/07 NIXON, U. A. Uranium Pual 
Licensing Branch, Ip 12695:058 


DOCKET 40-6622 PATHFINDER MINEa CORP . SHIRLEY BAQIN. WV 


8204270154 Forwards Demts b Moore evaluation of seepage tailings Pond S 
embankment at Shirley Basin Mine for Pathfinder Mines Corp 
Comsents requ es ted 

UOHNSONrC e NRC - No Detailed Affillatlan Olven S2/01/14 
PE1TEN0ILL, H, NRC - No Detailed Affiliation Given Ip 12874 173. 


— 8204270158 “C ontul tat ion re Seepage Tailings Pond S Embankman t. Sh Irley 
Basin lilne. " 

TOLAND.O C Dames b Moore at/tS/09 1 7pp 18874.174 


8204290377 Provides results of review of Jul-Dec 1991 environ 
monitoring data, for Shirley Basin U mill Pathfinder should 
Identify what fraction of radionuclides analyied 
ME8TDRQ8K,K B , LINEMAN, J J Uranium Recovery Licensing Branch 
82/02/23 60LLEBEROER/ D Uran i urn Re Cover y Licensing Branch 4pp 
12892 195 


8204260048 CoTiments on Bttf fen. Robertion b Kr littn rapt. ''Investigation 
of Subsurface Containment Migration from Ta Hinge Pond S. 

Bhlrliy Basin Mine, Pathfinders Mine Corp/ " dtd Jan 1982 b 
820309 meeting w/Pathf Indcri In Mash 1 ng ton. DC 

HILLIAMS/R E Hi 11 lamS-Rob Inette b AssOdatiS, Inc 82/03/18 

BOLLENSERGER, D. Uranium Recovery Licensing Branch 7pp. 12855 089 


8204210776 Forwards "Radiometric Release Data Semiannual Rept/ Jul— Dec 
1981. 

HURDOCKia Pathfinder Mines Corp 82/03/22 EOLLENBERGER. 0 NRC - 
No Detailed Affiliation Olven Ip 12800 230 


— S2D421077B "Radiometric Release Data Bemianinual Rept, Jul-Dec 1991 '' 
* Pathfinder Mines Corp 82/03/22 Spp 12800 23i 


8204290366 Trip rept of 81 1207-11 , vlsi t to Patrotemics b Pathfinder U 
mills in Shirley Basin, MY 

60LLENSERGER, D, Uranium Rscovery Licensing Branch 62/04/07 
SCARAND. R A Uranium Recovery Licensing Branch 2pp 12B92 209 


— 8204290371 Summary of 811209 meeting w/Pathfinder Mines Corp in Shirley 
Basin. MY re proposed environ monitoring program 
a Uranium Recovery Licensing Branch 82/04/07 Uranium 
Racovery Licensing Branch Bpp. 12892 207 


DOCKET 40-6639 ARMY, DEPT OF, WABHINOTON. DC 


8204210023 Addl response to FOIA request for documents re Army Matls & 
Mechanic Research Ctr located In Watertown, MA Forwards 
documents listed in Ends 1-4 

FELTON, J M, Division of Rules and Records 81/10/05 KADAT-ZINN, M 
Affiliatian Unknown Spp 12009 055 


— 620421018? Provides info re health b safety Insp at Matertown Picatlnny 
b Frankford arsenal, In response to 641202 request. 

KIRKHAN, 8. U, Atomic Energy Commission 65/01 /SB VE8PE.V C 
Atomic Energy Commission Ip 12809 332, 


’-6204210206 Forwards survey repts of leased matl under Licensai BUD-459 
b SUB-23B. 

HACKAY, N H, Atomic Energy Commission 64/1&/29. LDHtL. D, Atonic 
Energy Cmtunlis Ion. Spp, 12809 334 


—8204210391 Bummariies stetui of source b contract matls at arsenals in 
ratponsB to 641202 request, Ac tivi ties authorlied undsr 
Watertown license have not faaen Inspected since 1962 
BRESSON. J F, Atomic Energy Commission 64/12/30 NELSON, P. R. 
Atomic Energy Gomnisslon. 2pp. 1S610 170 


DOCKET 40-6659 GETTY OIL CO - PETROTOMICB CO , BHIRLEY BASIN, MY 


6202220680 Forwards page changes to 810401 Petrotemics environ rapt. 
Pages correct typograph leal errors b do not raprssant 
Change to content of rept 

J0ME8, 8. Z Uranium Recovery Licensing Branch. 82/01/22 U’ 
Recovery Licensing Branch. 18pp. 12013 198. 


6204190376 Advises that no radionuclide liquid affluents utra 
to unrastrlctad areas during 6 nonths prior to 620101, 
PFAFF.B. J, Oatty Oil Co, (Pstrotomic s }, 82/03/02 NRC 

Detallad Affiliation Glvtn. Ip. 12731.160. 


8204210774 Forwards environ info for fourth quarter 1981. 
PFAFFifl, J, Oatty Oil Co, iPatrotomlc a I 82/03/02. BCARA 
Uranlua Recovery Lieenalng Branch Ip 12800.203. 



12 


DOCKETED ITEMS 


— 8204210777 "Environ 5«<npl* [)«ta< Fourth fluortor J901 " 

« Oott^OIl Co. IPltrotomlc*}. 82/03/02 26pp 12800 204 


8204270038 Form* rii comctpd third nuprttp environ data, fourth 
(quarter do<« ««te*eafnt li itcond quarter data it dost 
aioaastnint 

PFAFFrS J Oettq Oil Co -iPatrotomlc » >. 82/03/11 SCARAMOi R A 

Offlc* of Nueltar Material Safatv Safasuardi, Dirac tor Ip 
12873 2&8 


DOCKET 40-B0i4 EXXON MINERALS CO 08A. HOUSTON. TX 


8204070171 Foruardi 020208 rapt to WV Dapt of Environ Qualitg ra break 
in und • rground p Ipal Int. uiad to dewater underground mine, 
eubtaituent flooding of part of field area if potelble 
contaraina 1 1 on of util 

KALMANjK L . LINEMAN. J J Uranium Raeoverq Ljctnelnfl Branch 
82/03/10 SCARANO, B A Uranium Recoverq Licensing Branch 2pp 
12^33:339 


— S20427004& "Third Quarter Environ Data. Fourth Quarter Doia Aeeeeement ti 
Second Quarter Data fc Dose Aeeaesment " 

* Oattg Oil Co, tPetrotomleeJ 82/03/11 53pp 12873 23-9 

8204270206 FPruarde environ eumitiariee for third & fourth quarter 1900 & 
flrit quarter 1781 

PFAFF. 8.0 Oattg Oil Co (Petrotooilci I 82/04/06 PETTENOILL. H 0 
Uranium Retovary Lteenilng Branch. Ip 12892:296 


—8204290287 "Environ Samp la Data.Jan-Mar 19S1." 

« Oettg Oil Cd (Pf trotomlcl ) 82/04/06. I9pp. 12892 297 


— 8204090174 Formardi rapt eummarlilng line break it posiible 
contamination of solution mint observation well Details of 
analyses followup action to be included in quarterly rapt 
SHANNON. J 8 Elion Corp 02/02/16 LINEMAN. J J Uranium 
Rscovery LI cansing Branch Spp 12633 337 


8204210491 Foruards plot plans h schematic drawings of original 
pilot i< tcpanded RhD pilot U solution mining facilities, 
well completion info it production rates One overetie figure 
end Aperture card 1» available in PDR 

ESTEYi H P El-son Corp Q2/03/16 KALMAN. K L Uranium Reeovory 
Licanelng Branch 20pp 12811‘220 


•8204290293 "Environ Sample Data, Jul-Sept 1980 " 

* Oettg Oil Co CPetrotomtci) 82/04/06 24pp 12892‘317 


-8204290299 "Environ Sample Data.Dct-Dac 1980." 

a Oettg Oil Co (Petrotomtce I 80/12/31 20pp 12892 341 


8204270030 Reeponds to 820318 it 19 telcon requeits for addl info re 
airborne radl oactivitg concentrations In process bldg, 
hita/gamma survey results. employee eiternal whole bodg 
radiation aiposure maasuraments It urine sample U content 
ESTEY/H P Eimn Corp 02/03/23 KALMAN, K L Uranium Recovery 
Ltceneing Branch 7pp. 12873 325 


DOCKET 40-7079 AIR FORCE. DEPT OF, KiRTLAND AFB, NM 


B2040S0116 IE Imp Flndlngi E Llceniei Acic dtd 820224 of License 
5UB-732 Inep findings failure to melntatn site Inventories 
par License Condition 19. 

SHQPENN.R M Region 4, Office ef Director. 82/02/24. ip 
12918. 239 


8204050229 Foruards IE Insp Findings it Ulccnsea Ack dtd 820319 of 
Licanse SUB-732 

BROHN, « 0 Region 4, Office of Director 82/03/19 HDCHt^EY.J. N 
Air Force. Dept of Ip IS532 104 


8204270034 Foruards reeponss to 820319 request for addl info re 
calculated internal exposures for pilot solution mining 
operations enpioyaes at Highland 

ESTEYi H P Esjnn Corp. 02/03/25, KALMAN. K L Uranium Hacoverg 
Llcending Sranch Spp 12873’ 316 


8204270113 Advlees that EXXON responses provided necessary addl 
clarification for Annual Rept 1901 Bond submlttsd i< approved 
Will cover all reclamation coste. inc 1 uding pilot solution 
mine 

SMITH, M A Wyoming. State of 82/03/29 SHANNON. U B Ellon Carp 
3pp 12874: 1 10, 


--8204050233 IE Insp Flndlngi & Licensee Act dtd 820319 of Llcenie 
EU6~732. Inip findings site inventories not maintained 
6H0PENN, N M. Region 4. Office of Director 82/03/19 Ip. 
12932 109 


KKEI 40-7708 UNION CARBIDE CORP , NEW VORK. NY 


iiiK)4290046 Application for ranewal of Licanse 8t1B-933 authorising test* 
6 tftav* Involving quantities of residue not to exceed 10 
pound* 

BEVERLY.R.O Union Carbi d» Cor p 77/08/02. 2pp 1 2893. 149. 


CKET 40-8027 HEfiR-KCOEE NUCLEAR COftP, , CKLAHOMA CITV. OK 


04080079 Forward* radiological contingency plan for Sequoyah 
converdon facility. 

BHELLEY.WJ, Berr-HcOta Corp. 02/03/11 PACE, R F Uranium Fuel 
Licansing Branch. Ip 12619’ 174 


DOCKET 40-S'0a4 RID ALOOM CORP , MOAB, UT 


8204050347 Act receipt of 820223 Itr in re*pome to NRC B201SS Itr re 
IE mill appraltal rept No mention mad* of corrective action 
taken re liquid affluent releaies to unrestricted area* 

BROWN.O O Dlvleian of Vendor h Technical Program* 82/03/12 
LAWTON. M D Rio Algom. Ltd. Ip 12922.336, 


--02O4OSO351 Respond* to NRC 020129 Itr r* violation* noted in IE mill 
appraleal rapt Corrective action*’ i tcpi taken to restrict 
access to seepaga area Certain clatsss of workers should be 
omitted from raqulrament* for intake assctimtnt 
LAWTON. M.D, Rio Aigom, Ltd. 82/02/23 COLLI NS.JT Region 4. 
Office of Director. llpp 12922 327. 


8304290373 Review* Rio Aigom Corp 810824.820113 S. 0309 land uee 
lurvaqs Rio Aigom conformsd w/aU NRC recommendation* New 
naarest residence will not r**ult in significant statlstial 
difference to 100FR190 rapt. 

W0OL3EY.R T . PETTENOILL. H J Uranium Recovery Licensing Branch 
82/04/06, Uranium Recovery Licensing Branch. Spp 12892’ SOS 


0304080081 Radiological contitigancy plan for Sequoyah conversion 
facility Two ovarslte maps sncl. Ap ertura cards available i-n 
PDA. 

• Kerr-KcOit Corp. 82/03/lt I25pp 12619 179 


1304260393 Requetks amend be procesisd to tncorporats condition that 
Itcansae Impl emshiti main tain It exacuta rasponte maasura* of 
radiological contlngancg plan. 

FIBHER.F. D. Material Control Licanelng Branch 82/03/23 
CROWN, H.T. Uranium Fuel Licensing Branch 9pp 12061:391. 


04D9OD3S Advises of lesuance of Amend 14 to License 8UB-i010, adding 
Condition 21 to incorporate radiological contingency pla-n. 

■AOE. R. 0 Uranium Fuel Licensing Branch 82/03/29. 6HELLEY<U J, 
<arr-HcOe« Chemical Corp (subs of Kerr-HcOa* Corp.). 2pfr 
12632 306 


1204090036 Bafaty evaluation supporting Amsnd 14 to Llcsnse SUB-1010 ro 
radiological contlngtneg plan. 

DECKERiT.R. I FISHER, F.O. Uranium Fuel Lieant Ing Braneh, 82/03/25 
3pp. 12632. 300. 


0204290240 Reviewe Rio Aigom 40CFR190 rept for third quarter 1981 
Orountfiuater n onradlologla 1 analgiee info (i percent of 
applicable it»t permtisible concentretlon should bs provided 
IMOLSEVrR T t PETTENOILL, H J. Uranium Recovery Licensing Branch. 
n/04/iiS. Uranium Recovery Licanelng Branch 7pp 12893:044 


8204290460 Request* 1981 fourth quarterly rapt ti missing data from 
third quarterly rept r* environ monitoring program, 

PE1TEN0ILL. H. Uranium ReCovsry Licensing Branch. 82/04/13 
LAWTON, M.D Rio Aigom. Ltd 2pp 12099.048. 


DOCKET 40-0103 EXXON CO USA. HOUSTON. TX 


8204090099 Forwards "Airborne Emissions of Principal Radlonuclida* 
From Highland U Hilt for Jul-Oac 1981. " 

YARNICK. T. P, Exxon Corp. 82/02/19. Region 4. Office of Director 
ip, 12913:346 


— 02040S0109 "Airborne Emlfelon* of Principal Radionuclide* from Highland 
0 Hills During Jul-Dec 1961." 

» Ekion Corp, 62/02/19. 2pp, 12919.347. 
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Q8040S0189 Forward* "Highland U Tailing* Impoundment Seepage Study " 
GILCHRIST. J E EiionCorp 83/05/24 PETTENOILLi H J Uranium 
Recovery Licenilng Branch 3pp 12948 007 


— S20408019S 'Highland U Impoundment Seepage Study " Four overtiie 
figures end Aperture card* are available in PDR 

PETERS. 0 0 . DREHER. 0 B . HAMILTON. D E Exxon Production Research 
Co EPR 9E8 82 83/02/38 290pp 13948 Olli 


B2042600&B Summary of B30204 meeting w/EXXON. TUA & Silver King Mine* 
in Silver Spring. HD re possible sale of Highland U mill to 
util 

JONES. 8 Z . PETTENOILL. H J Uranium Recovery Licensing Branch 
82/03/26 Uranium Recovery Licensing Branch 2pp 12847 327 


DOCKET 40-8118 NAVY. DEPT OF, BAN DIEOO, CA 


8204230016 Respond* to FOIA request for documents re AEC license 
exempt operations from 1946-1901. qual i ty U quantity of 
radwaite disposed b related info Forwards document* listed 
in App A 

FELTON, J H Division of Rules and Records 81/11/10 WESTLAKE, U, 
Seaweeds b Constructions 2pp 12909 203 


— 8S04230t68 Endorses end application to amend Licenses 04-09414-03. 
04-09649-02, 04-09645-04, 04-13499-02,04-13499-03,04-13499-09, 
04-13499-06. 8NM-1 194 b SUB-1 113 

JOHANNESHEYER. C Navy, Dept of 77/04/21 Radioisotopes 
Licensing Branch iPre 790901) ip 12906 167 


—8204230179 Requests amend to Licenses 04-09414-03,04-09649-02, 
04-09649-04, 04-13499-02, 04-13499-03, 04-13499-09. 04-13499-06, 
SNH-lt54 b 8UB-Ilt3. ref lectlng organ! latl onal change to 
Naval Ocean 8y* Ctr 

ABBEY.E K Navy. Dept of 77/04/13 Division of Fuel Cycle b 
Material Safety tp 12906 168 


—8204230188 Application to amend Licenses 04-09414-03,04-09649-02. 
04-09649-09, 04-13499-02, 04-05649-04, 04-13499-05, 04-13499-06, 
49-16359-03. 8UB-1 113 b 8NH-1 1 94. add i ng WC Salsbury b J 
Rodriquei a* radiation officers 

DRAYTON, H E Navy, Dept of 79/09/19 ip 12906 138 


—0204290009 Application to Amend Licenses 8NM-1154, SUB-l 1 13, 04-09645-02, 
04-09649-04, 04-13499-02, 04-13499-03, 04-13499-09 b 
04-13499-06 adding CF Bourdon b R Preuitt as radiation 
safety officers 

SARVIB.R Navy, Dept of 78/01/10 Division of Fuel Cycle b 
Material Safety 2pp 12906 144 


8204140448 Responds to FOIA request for Info b documents re US Navy tlx 
Sr-90 powered radioisotope thermal generators Implanted in 
ocean floor 

FELTON. J H Division of Rules and Records at/12/31 WESTLAKE, W 
Seaweeds b Constructions Ip 12679 178 


— 0204140471 Requests WC Salsbury b J Rodriquei be added at assistant 
radiation protection officers for Licenses 04-05414-03, 
04-09649-02, 04-09649-05, 04-13499-02. 04-09649-04, 04-13499-05, 
04-13499-06, 49-16359-03, SUB- 1113 b 3NM-U94 

DRAYTON, H.E Navy, Dept of, Naval Nuclear Power Unit 79/09/19. 
Division of Fuel Cycle b Material Safety 3pp 12675 196 


DOCKET 40-B186 NAVY, DEPT OF, ALEXANDRIA, VA 


8204230016 Responds to FOIA request for documents re AEC license 
exempt operation* from 1946-1981, qual I ty b quantity of 
radwaite dlepofid b related info Forwards documents listed 
In App A 

FELTON, J M Division of Rules and Records 81/11/10 WESTLAKE, W 
Seaweeds b Constructions. 2pp 12909 293 


— 8204290212 Forwerds notice of violation from intp on 760920 

BOOK.H E Region 9, San Francisco, Fuel Facility b Materials 
Safety Branch 76/06/03 OERLACH, E K Navy, Dept of 2pp 
12907 016. 


— 8204290216 Notice of violation from insp on 760520 Noncompl lance noted, 
failure to send yearly Inventory to lab for 1974 b 1979 
» Region 9, San Francisco, Fuel Facility b Materials Safety 
Branch 76/06/03, Ip 12907' 010 


— 8204290221 Responds to 760603 request for explanation of notice of 
violation Licensee unaware of requirement re yearly 
etatement of source mat I inventory Inventory for 1974 b i979 
will be provided by 760630 

MEINIO,OR NavyiDept, of 76/06/03, BOOK, H. E Region 9, San 
Francisco, Fuel Facility b Materials Safsty Branch 2pp 
18907' 019. 


—8204290286 Ac It receipt of ttr Informing of step* taken to correct 
violetlon In response to NRC 760603 lir 

BOOK, M E Region 9, San Franclico, Fuel Facility b Materials 
Safetg Branch 76/07/06, Navy, Dept of Ip 12907 021 


—8204290231 Source Matl License SUB-1 190 for Dept of Navy Naval 8ea Bys 
Com.Tiand Is amended per 760217 eppll cation Amend 2 revises 
Conditions 8 b 9 re storage b authoriied pieces of uee 
« Radioisotopes Licensing Branch IPre 790501) 76/09/17 

Navy, Dept of ip. 12907 022 


— 0204290234 Source Metl License BUB-U90 for Dept of Navy Naval 8ea 9ys 
Command Is amended in Its entirety per 730706 application 
Amend t authoriies use of 16,900 lb depleted U as 
penetratori in ammunition rounds 

« Atomic Energy Commission, Directorate of Licensing 74/11/27 
tp 12907 023. 


— 8204290238 Source Hetl License SUB-1 190 for Dept of Navy Naval 
Ordinance By* Command, authorl t Ing use of 16,900 ib depleted 
U as penetratori In ammunition rounds, 

DAVlSiF C Atomic Energy Commietlen, Directorate of Licensing 
74/04/08 Ip. 12907 024, 


--8204290242 Dlicueste requirtments for submitting matl transfer repts 
to NRC Reporting identification symbol assigned U/o end 
DDLINSrS L Division of Saftgusrds. 76/09/29 AVER,D 
Navy, Dept of, ip 12907, 029, 


--8204290249 Forwards Info in support of 791210 application to amend 
License 8UB-1190 

HENDRIX, 9 W Navy, Dept of 76/03/08 Licensing Management 
Branch. 4p p 12907 026 


— 8204290253 Forwarde application to amend License 8Ua-1190 to allow use 
b storage of depleted U penetretor* at addl locations 
HENDRIX, O.W Navy, Dept of 76/Oi/OS Licensing Management 
Drench. 8p p 12907 030 


— 8204290297 Request* License 6UD~1190 be changed from Naval Ordance Sya 
Command to Naval Sea Syt Command 

CARLTONiR. E Navy, Dept of 74/09/12 Atomic Energy Commlesion, 
Directorate of Lleenting tp 12907 032. 


--8204290262 Endoree* Navel Ordnance By* Command 740128 Itr in reaponta 
to AEC 731012 requeet for addl Info re 730706 application 
for iourca matl llcenie for use of dapletad U 

CARLTON, R E NavyiDept of. 74/03/08 Atomic Energy Comm 1**1 on, 
Directorate of Licensing tp 12907.033 


DOCKET 40-8194 ARMY, DEPT. OF, FT MONMOUTH, NJ 


8204080394 Aek receipt of 820319 Itr Informing NRC of step* taken to 
correct violation* noted In IE insp of Llctnits 8MB-1183, 

6NM-1319, 29-01022-06 b 29-01022-10. 

martin, T,T Division of Engineering b Technical Programs 82/04/01. 

KAE8E, R W. Army, Dept of , Elec tronlc s Research & Development 
Command Ip, 12611 119 


—8204060413 Responds to violations noted In IE Insp of Licanses 
8MB-lie3i aNM-1319, 29-01022-06 b 29-01022-10 per 820317 
commltmant. Corrective actloni. comprehensive training program 
to Improve radiation protection program planned 
KAEBEiR W. Army,Ospt of lElectronl cs Research b Development 
Command 82/03/19 FRIEDMAN, L F Region 1, Office of Olraetor 

2pp 12611 <120 


DOCKET 40-8200 CLEVELAND-CLIFFS IRON CO. . CASPER, WV 


8204020067 Comment* on results of 811120 gamma radiation survey at 
North Rolling Pin Sit*. Site hat been decontaminated to 
background radiation lev* It. Lleene* way be terminated 
EADIE.O 0., PETTENOILLiH U. Uranium Recovery Liceneing Branch. 
82/03/17 POHLE, J. A. Uranium Recovery Lie entlng Branch 2pp. 
12912' 338. 


DOCKET 40-8304 WYOMINO MINERAL CORP , LAKEWOOD, CO 


6204090441 Discus*** increase In sulfate In Monitor Nell H-2tB. 
License* agreed to Increase sampling frequency, No further 
action necessary sines sulfate levels within normal 
range 

ANASTABt, F, 6. , LINEHAN, U. J, Uranium Recovery Licensing Branch. 
82/03/18. GCARANOiR.A. Uranium Recovery Llctns 1 ng Branch ip. 
129691293 
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DOCKET 40-8331 AFRICAN HETALS COUP . «EW VORKr NV 


79082303S9 Forusrdf jppllc-ition lor rcnaual of l.lcens« SUC-1211 
SDRUM. R African Hrfeati 79/07/10 Olvliion of Futl C^clt ti 

Katarlal Safa Ip 12897.181 


— 7908230399 Application for rantual of Hatl/Bgproduct Lictnit 8UC-i2il 
authorlilng uaa of natural U fc U dtpittad In U-239 iaotopa 
for itoraga 

EORUM.R African Hatal* 79/07/10 Spp 13897: 180 


DOCKET 40-8380 ROGKV MOONTAIM ENEROV CO,. BROOMFIELD, CO 


8204SA0483 Furuarifs rasulti of alpha contamination aurvag, roc lamation 
parfornanco bond poatad u/Stata of UY h NPDES Ptrmlt 
HY-0O30e30i par condltloni of Lleanaa 8UA-122a 

NEUKAMN.K R Rocky Mountain Enargg Co 83/01/19 SCARANOiR.A. 
Uranium Racovarg Llcaniing Branch 14pp 12999' 174. 


-8204260429 NPDES ParAit UY-OOSOOSO. li luad to Rocky Mountain Enargg. 
• EnvlTonnantal Protactlon Agancy. a Uyonlng, Btata of 
ei/ll/lA Bpp 12399:188 


8204020120 Rocomntnda roviting LIctnaa Conditlona 13,20 ti 36 of Lleanaa 
SUA-1238tto Incorporat* changaa rr^uaatad In vendor 811030 
Itr.U/o and 

KALMAN. K.L > LIMEHAN,^f J Uranium Racovary Llcanalng Branch 
82/03/10. SCARANO, R A Uranium Racovary Llcanalng Branch. Ip. 

12913 102. 


8204160091 Foruarda matli Intandad to facllltata NRC aaaaaamant of 
grounduatar luality at Rocky Mountain Entrgy Nina Mila Laka 
RhD projact 

NEUMANN, H. R Rocky Mountain Enargy Co. 82/03/19 SCARANO, R 
Uranium Racovary Llcanalng Branch. 27pp 1271? ISO. 


B204190093 Notlftaa that Lleanaa SUA-I310 la amandad by ravlalng 
Lleanaa Condition 10 to Incorporate 0 Chat# 820217 Itr ra 
raftnad product arta 

SCARANO, R A Uranium Recovery Llcanalng Branch 82/03/22 
BAUMANN, UF Boar Crtrk Uranium Co Ip 12732 021 


8204290096 Foruarda luppl to aamiannual rapt for Jut-Oac 1901 to ba 
addad to 820303 rapt 

O8S0M, J N Baar Creek Uranium Co. 02/04/07 FLORY. C Uranium 
Racovary Lictnilng Branch Ip 12899 272 


— 8204290104 "Suppl to Samiatinual Rapt for Jui-Dac 1981 " 
• Boar Craak Uranium Co. 82/04/07 Spp 12899-273 


DOCKET 40-8502 WYOMINO MINERAL CORP , LAKEWOOD, CO 


8204290376 Raviaua UY Mineral Corp yuartarly rapt t« coal lont atatua 
rapt for trlgaray project. No further invaat igatlon into 
Hated avanta nacaaaary since mining oparatlona have caaaad 
ANASTASIiF S t LINEMAN, U U Uranium Recovery Llcanalng Branch 
82/02/18 8CARANA1R A. Uranium Recovery Llcanalng Branch Spp 
12892. 199 


8204020079 Commamts on UY Dapt of Environ Ouallty "Irlgaray Mint Slta 
Quartarty Rap t, Oc t-Dac 1981,’' conalating of tabular data It 
graphical raprasantatlona of veil grounduatar quality 

paranitars 

ANA8TA8I, F. S. , L 1 NEMAN, U, J. Uranium Racovary Llcanalng Branch. 
82/03/18 SCARANOrR A Uranium Racovary Licencing Branch 2pp. 
12912.390 


8204090441 Diacuaaaa Increasa In aulfata in Monitor Wall M-21S 
Llcaniat agraad to Incraaae aampUng frtqutncy No further 
action nacaaiary tinea aulfato Itvtlt ulthln normal 
range. 

ANASTA8I,F 8 , LINEMAN, J J Uranium Racovary Llcanalng Branch 
82/03/18 SCARANO, R A Uranium Racovary Llcanalng Branch Ip 
12963 293 


DOCKET 40-8406 PES6E3 CO . SOLON, OH 


8011140447 Application for renawai of Matl/By product Lleanaa 8TB-t294 
authorliing U daplatad in U-239 Isotope In scrap thorium 
alloy. 

'■esSEB.M Passas Co 80/08/20 4pp 12897-177 


8204090093 Dlscuasas Incorporation of action levata Into Source Matl 
License 8UA-1341 Racointnends approval of action JtV8ls,as 
propoaad In lieansaa 820119 subml ttal , f or all ualls except 
R8-69. Raplacamant wall suggaetad for R8-69 
ANASTA8I, F, 8. Uranium Racovary Llcanalng Branch 82/03/22 
SCARANO, R A. Uranium Racovary Llcanalng Branch. 3pp 12633.201 


:KET 40-8413 TELEDVNE ISOTOPES. INC , WESTMOOD. NJ 


14200036 Act racalpt of 820219 Itr Informing NRC of final rapt ra 
ILO reading Aaslgnment of astlmatad uhola body dote required 
for tlmt period In question 8ubj will bo re viewed during 
next in«p. 

KINNEMAN, J D DIvltlon of Englnaarlng It Technical Programi. 
62/04/19 EAOLE8ON1 D H Taladyna Isotopea. Ip 12742:336 


XtCKET 40-8492 BEAR CREEK URANIUM CO , CASPER, UY 


8204090089 Forwards rovisad salf-bontflng appl ication, par 820305 taleon. 
YELLICH, J A. Rocky Mountain Enargy Co 82/03/09 BCARANO, R. 

Irani um Racovary Licensing Branch 79pp 12619' 104 


[160109 Diicuisas Baar Creak U Co taillnga dlapoial altarnatlva 
udy Raising praaant tailings dam elevation to accommodate 
lora tailings as suggastad la contldarad batter alternative 
iCCARTY,C.L Wyoming, Btata of 82/03/10 YELLICH, J A. 
iff! I lotion UnInoun 2pp, 12719 143, 


4210367 Provides Bear Creak tallinga mgt plan cost Info raqgaatad 
urlng 820317 to Icon, 

EOLOCK.H L Bear Craab Uranium Co. 82/03/19. FLORY, C. Uranium 
acovarg Licensing Branch. Spp. 12811:244, 


8204090498 Notifies that Lleanaa BUA-134I la amandad for purpose of 
incorporating action levels for ch lor Ida, conduc tl vl ty 
It total alkalinity par 820119 raRuaat 

SCARANO, R A Uranium Racovary Llcanalng Branch 82/03/22 
CONROY.B.W. Wyoming Mlnaral Corp Ip. 12633 334 


8204160071 Forwards "Camputar Simulation of Pumping to Maintain Leach 
Solution Confinanant at Irigaray Slta," "Hodlfiad Monitoring 
Plan” 6 “Statue of Reportable Walla at Irigaray Mlnaaita, ” 

In rtsponaa to 820304 commitment 

CONROY, B W Wyoming Hlnarai Corp 82/03/22 ACKERMAN, W , 
CHANCELLOR, R. Uyoailng, State of. 2pp 12719 372. 


— 8204160073 "Computer Simulation of Pumping to Maintain Loach Solution 
Conflnamant at Irigaray Slta ” One ovaraixa figure and. 

Aperture card Is available In PDR 

* Wyoming Mineral Corp 82/03/22. 6pp 12719-274 


—8204160074 "Kodlflad Monitoring Plan " 

a Wyoming Mlnaral Corp 82/03/22 3pp. 12719 201. 


-8204160075 "Status of ftoportabla Ualls at Irigaray Mlnailta " 
» Wyoming Mineral Corp 82/03/22. 3pp 12719-284 


S204370144 Forwards corrected Page 1 6 Table 1 to Document t 0 to 
820322 rapt. 

CONROY, D.U. Wyoming Mineral Corp. 82/03/29. ACKERMAN, W , 
CHANCELOR.R Wyoming, State of Ip. 12874.166 


4260420 Comments on Rocky Mountain Enargy Co 820208 submittal. 
Tailings Mgt Plan, Comment Rasponats it Corrections, 
xckat 40-6492 ” Submittal should mantton proposed wall In 
I" sand near mill site. 

imiId*>*“H*hInatte AasoelateSf Inc. 02/03/19. 
-OREYiC, Ur an lum Recovery Llcenalng Branch. Ip. 12862:319, 


10^436 Reco^tnda License BUA-1310 be amandad by changing Licana 
ndltlon 10 to incorporate llccnaaa 820217 1 hr, Amend would 
elude ntiii aatspllng location 

J. Uranium Racovary Llcanalng Branch 
/03/22. Uranium Racovary Llcanalng Branch 2pp, 12969: 294, 


—8204270190 Corr acted Paga 1 I, Table 1 to Document 1 0 
» Wyoming Mineral Corp. 82/03/29. Spp. 12874:167. 


8204270117 Farwarde ravisad Doeumant 1 0, "Computer Simulation of 
Pumping to Maintain Laach Solution Conflnamont at Irigaray 
Bit# " 

CONROY, B.W Wyoming Hlnarai Corp 82/03/31 ACKERMAN, W , 
CHANCELLOR, R. Wyoming, Stato of. 2pp. 12874:149. 


— 8204270336 "Computer Slmwlation of Pumping to Maintain Laach Solution 
Conflnamant at Irigarmy dlta, * Doeumant 1.0. 

* Wyoming Hi norm 1 Corp. 82/03/31. 8pp. 12874: 191. 



DOCKETED ITEMS 
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DOCKET 40-9504 MINEflALS EXPLORATION CO i LOS AN0ELE8, CA 


6204050370 Poruard* "Dos« Evalualiiont Tot Membar* of Public Otnaral 
EnviToni Dct-Dec 1901." par 40CFR190 l< Condition* 49.50* 51 ti 
52 of Llcansa 8L/A-1350 Summary of anvlron monitoring & 
mb taoTOl 03 ica 1 conditions of Conditions 34.43 & 40 snel. 

SNVDER.H L Onion 76 Mlnsrals Esploration Co 62/02/SS Raglon 
5. Offita of Dlractor 2pp 12529 041 


— 8204050375 "Dosb Evaluations for Mambsri of Public Oanaral Environ* 
Oet-Oec 1981 “ 

a Union 76 Hlnarals Exploration Co 02/02/25 32pp 1S5&9 043, 


6204290305 Suirmarlias 620330 trip to Caipar.llY to discuss analysis of 
tailings disposal alternativss ra tachnical aspicts of 
potential grounduatar contamination at sits 

WILLIAHS. R E wil llams-Rob Inette 8t Associatas. Inc 82/04/01,. 
8CARA^0. R A Uranium Recovery Licensing Branch 5pp. 


DOCKET 40-0505 HYDMINO MINERAL CORP . LAKEWOOD. CO 


0204050121 Foruardi semiannual affluent monitoring rapt for Jul-Dsc 
1931 

PLATZKE. R N . BERO, R E Wyoming Mineral Corp 62/03/19, Raglan 
4. Office of Director Ip 12515 350 


— 8204050126 Semiannual affluent monitoring rapt for Jul-Dic 1981 
FULLER. C Wyoming Mineral Corp 02/03/19 2pp, 12515,359. 


DOCKET 40-0602 SILVER KINO MINES. INC . CASPER. WY 


0204210031 Forwards annual land use survey. 1901 

WOLFF-C E Silver King Mining. Inc. 02/03/17 SCARANO, R A. 
Uranium Recovery Licensing Branch Ip 12611’293 


— 8204210035 Annual land use survey. 1901 Two ovtrsili map* end. 
Aperture cards are available In PDR 

a Silver King Mining. Inc 02/03/17 2pp 12011’294, 


9204290620 Forwards listed Info re comp Hanes u/dlsposal sits ownarshlp 
rei^ulrements of U Mill Tailings Radiation Control Act. 
section 202. 10CFR40. App ArCriterion 11 t< License 8UA-1356< 

Condition 18 

WOLFF.C E Silver King Mining. Inc 02/04/07 PETTENOILL. H. J. 
Uranium Recovery Licensing Branch SOpp 12097,191 


DOCKET 40-8610 STEPAN CHEMICAL CO , MAYWOOD. UJ 


0204120162 Submits check in payment of 820218 order Imposing civil 
penalties issued to Stepan Chemical Co. License 8TC-i333. 

JACOBSON. R L Mayer. Broun !< Platt 82/03/22 OEYOUNO. R 
Director's Office. Office of Inspection and Enforcement. 3pp, 
12637 133 


6204150067 Ack receipt of 020322 Ur chtek for *20,000 for pmyMsnt nf 
civil penalties Imposed by NRC 820210 order 
LIEBERMAN.J Director's Office. Office of Inspection and 

Enforcement 82/03/30 STEPAN, F Q Stepan Chemical Co ffpp, 

12691 361 


6204190166 Ack receipt of 820201 b 0322 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
40-3610/00-01 

MARTIN. T T Division of Engineering Technical Programs 62/04/13, 

O'BRIEN. J Stepan Chemical Co Ip 12732,067 


—8204190169 Responds to NRC 620105 Ur re violatloni noted In IE Inep 
Rept 40-8610/80-01 Schedule of expected completion date* for 
activitias re thorium-bearing residues onsite listed 
JACOBSON. R L Stepan Chemical Co, 02/03/22 CAMPBELL. M Rag ton 
1, Office of Director Ip, 12722 006, 


— 8204190176 Confirms inability to eompleta radioactivity survey on 
Stepan Chemical Co property in Maywood, NJ within ipeclfled 
time frame Resuming field work depends on Improved weather I* 
field condi t lone. Inter Im rept forthcoming 

MORTON.H Nuclear Safety Asfbciats* 02/02/01. KINNEMAN, J. 
Region 1. Office of Director Ip 12722!089 


DOCKET 40-8613 ARMY, DEPT OF, HADIBON, IN 


3204260051 Forward! application for renewal of License SUB-1299* 
aubhoriilng poiteislon & use nf 30 kg depleted U colllraetor 
for linear accelerator 

TARAS. D N Army. Dept of. Headyuart e rs Materiel Development t. 
Readlnese Command 82/03/16 Licensing Management Branch Ip 

12355 072 


— 8204260053 Application for renewal of Licenei 3UD-1299. autfiorlx Ing 
poseeseion (t use of 50 kg depleted U collimator for linear 
accelerator Radiation control pereonnel * resume* & list of 
radiation detection instruments enc 1 

PETERSON. I K Army.Dipt of. Headquarters Materiel Development t< 
Readiness Command 82/01/22 lOpp. 12655.093. 


-.>8204260057 "Standing Operating Procedure for Operation of 4 O MeV 
Industrial X-Ray. " 

TILLEY. A E * HUBBARD* N 3 . LOOEHQUISTiS Army. Dept of 61/06/19, 
13pp 128551 104 


— 8204260060 "Bafity lonirlng Radiation Protection " Training course for 
radiation tiorkere & emergency response personnel end. 
e Army. Dept. of 30/09/22 36pp 12855- 1 17. 


DOCKET 40-0647 KERR-MCOEE NUCLEAR CORP , OKLAHOMA CITY. OK 


6204270097 Requeet* suspension of licensing action re proposed South 
Powder River Batin Mill in Converse County* WV until further 
not Ic e 

6HELLEV. N, J, Kerr-McOee Corp. 62/03/22 MARTIN. D E Ifranlum 
Recovery Liesnsing Branch Ip 12374 090 


DOCKET 40-6663 NUCLEAR DYNAMICS, INC. , PH0EN1 X. AZ 


6204050444 Informi that docket file audited on 320311 One mlefllsd Item, 
placed in correct file & missing document replaced. NRC has 
responded to all written requests in timely manner 
POHLE. J A Uranium Recovery Licensing Branch 82/03/16 
LINEHAMrJ J Uranium Recovery Licensing Branch. Ip 12565-252 


docket 40-0674 PLATEAU RESOURCES, LTD , OHAND JUNCTION, CO 


0204050013 Correct! cover Ur of effluent monitoring rept License 
6UA-1326 Incorrectly reported as 8UA-1376 

OERDEHAN. F H. Plateau Resources. Ltd. 32/03/05, Raglan 4, Office 
of Director Ip 12321*205 


8204190370 Provides written confirmation of 020316 telcon re surety 
amount for Ehootarlng Canyon 1/ processing facility 
OERDEHAN. F N Plateau Resources* Ltd 02/03/17, ONUONOLt.O N 
Uranium Rtcovery Licensing Branch Ip 12732 102 


DOCKET 40-0631 ENEROY FUEL6 NUCLEAR* INC , DENVER, CO 


3204020529 Forwards "Monitoring Plan- Initial Phase - Tailings Mgt Sys" 
ti "Const Rept, Initial Phase - Tailings Mgt Bys " 

BAKER* C, E Energy Fuels Nuclear. Inc 32/03/01 OILLEN, D. Uranium 
Recovery Licensing Branch Ip. 12S14 146 


—8204020530 "Monitoring Plan Initial Phase - Tailings Mgt Sys. " 
* D'AppoIonla Consulting Engineers* Inc. 32/02/26 23pp 
12514- 147 


—8204020535 "Const Rept- Initial Phase - Tailings Mgt 6ys " Four overslii 
drawings an c 1, Aperture cards are available in PDR. 
a O'Appolonta Consulting Engineers* Inc- 82/02/23, 134pp. 

12514- 169 


8204020321 Forwards "Effluent ti Monitoring Rept.JuI-Oec 1981 " 

BAKERiC, E Energy Fuels Nuclear* Inc 82/03/09. OILLENtD Uran'.** 
Recovery Licensing Branch 2pp. 12515.039, 


— 8204020323 "Effluent 1* Monitoring Rep t. Jul-Dsc 1981." 

• Energy Fuels Muelear. Inc 82/03/09. B4pp. 12518-041 


8204190364 Submits summary rapt of results of regularly schedutad 
survelllanee t, Imps of Phase I tailings mgt sys. 

VINCELETTE.M D Energy Fuels Nuclear* Ine. 82/03/16 OILLEN* D. 

Uranium Recovery Licensing Branch. 4pp, 12732- 103, 
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8204210372 FernkllKi raquiit for miotlng on 820506 to diseutt propotal 
Vo ••'tabllih niw tilllngi ditpoial «ui for Hhlt» Mata 
If Kill 

BAKERiC E Enorgg Fual« Nucloifr Inc 82/03/18 OlLLENtO Uranlun 
Kacovorg Llcantlng Oranch 2pp 12811 241 


BaowS'OOao Informt that flrit aaffliatinual audit undtr raviaad tarmi of 
Ulcania Condition 18 wa« eonductad on S20217-18 
BAKER. C E Enargg Fuels Nuclear. Inc 82/04/06 VINCELETTE.K 0 
Energg Fuels Huclaar. Inc Ip 128?? 252 


"02O421OOS4 "Semiannual AI.ARA Audit Rapt for Energg Futls Nuclear. Inc 
Whits Mesa U Hill " 

8AVICMAC, N. Bavignac. N 82/03/31 lOpp 12999,233 


0204290053 Submits table of event i to aid NRC in scheduling Inapt of 
ongoing const actlvltiss 

BAKER. C E Ensrgv Fuels Nuclear. Inc 82/04/08 OILLEN. D Uranium 
Recovery Licensing Branch Ip 1289? 263 


DOCKET 4O-07t4 CLEVBLANO-CLIFFS IRON CO , CLEVELAND, OH 


9204280115 Informs of new procedure using manganeti metal to reduce 
eteeative radium concentration diicoversd during 820303 
first monthly discharge temple 

WOOEK, 0 J C 1 sve land-Cl 1 ff s Iron Co 82/03/15 WAONER. J Wyoming. 
Stats of 2p p 12876 354 


8204290113 Advises that License BUA-13S2 amended on 820310 to require 
licensee to implement proposed post-restoration monitoring 
program for B well field Amend Initiated by NRC for 
Commits ion bancflt & Is aiemp t from fats 
POHLE.sl A I LINEMAN. J J Uratii um Recovery Llcenaing Branch 
82/03/24 KILLER. M 0 License Fte Hanagsmtnt Hraneh tp 
12899' 327 


DOCKET 40-8724 CHEMETROM CDRP . CHICAOO. IL 


8204290301 Forwards anendsd memerandun of agreement affecting White 
Kesa Archeological District in UT Kemorandun of agreament 
constitutes comments raqulred by Section 106 of Natl 
Historic Preservation Act 8< 36CFRa00. 

KINO.T- F Advisory Council on Historic Preservation 82/04/12 
SCARANOi R A Uranium Recovery Licensing Branch 4pp 12892 292 


8204190390 Informs that four proposals for dacontamlnation of KeOean 
Chemical Co. Inc plant (t dump site have been racelvad from 
qua! ified contractors 

PHILLIPS, D J Chemtron Corp 82/03/12 CROW. W T Uranium Fuel 
Licensing Branch Ip 12731 163 


MCKET 40-8697 ROCKV MOUNTAIN ENEROV CO , DENVER, CO 


9204220003 Forwards Reno Crieir “Demonstrated Restoration Rept. " 
addressing leaching resteratlon it stab 1 11 tat Ion phases of 
carbonate leach test, for review 4c evaluation 

ySUHAATliH R Rocty Kountain Energy Co. 82/03/08 ACKERMAN. M C 
dyoming. Steta of Ip 12821 311 


3204220O13 Forwards Reno Cretic "Demonstrated Rastoration Rept." 
addressing leaching, restoration 4c s tab 1 1 1 lat 1 on phases of 
carborate leach teat, for review 4t evaluation 

NEOMANMi M R. Rocty Hountaln Energy Co 81/12/07 SCARANQ. fl A 
Uranium Recovery Licensing Branch tp l2S2r 312 


"8204220014 "Demonstrated Restoration Rept." for RLD U solution mining 
op era tl on. Campbell. WY 

e Rocky Hountaln Energy Co. 81/11/30. 37pp 12821,313 


8204290232 Reviews Rocky Mountain Energy Corp Rene Creak In situ leach 
RRO facility Test Pattern II restoration demonetration rept 
No further resteritlon necestary. pending receipt of 
groundwater quarterly data from two addl eampllng rounds 
ROSS. F W Vranlum Recovery Licensing Branch 82/04/12 
SCARANO. R A Uranium Recovery Licensing Branch 9pp 12893 034 


DOCKET 40-0743 CONOCO. INC , DENVER. CD 


8204210386 Forwards State of WY Land Quality Div comments on vendor 
Koore Ranch/Sand Rock Kill mine permit application 
QUIOLEY.T W CONOCO. Inc (Continental Oil Co ) 82/03/11 

FLEHINO. T E NRC - No Detailed Affiliation Oiven ISOpp 
12803 202 


6204220004 Forwards Conoco Band Rock Mill project environ rept 
Incorporated revisions listed W/o end 

QUIOLEY.T W CONOCO. Inc (Continental Oil Co > 82/03/23 

RIEDEL, W R Inter lor. Dep t of, Otological Survey 2pp 12821 309 


8204150374 DRAFT EKVIRONKENTAL STATEMENT RELATED TO THE OPERATION OF 
BAND ROCK KILL PROJECT Docket No 40-8743 (Conoco, Inc) 

« Office of Nuclear Material Safety %t Safeguarde , Dlrec tor 
NUREO-Oae? 32/03/31. 306pp Aval labia at NTI8 12690 001 


0204290521 Advises that docket ravlswed t. Dept of Agricul ture. Economic s 
6 Statistics Sve has no questions re license for Conoco, Inc 
to construct 4. operate U ml 1 1 . aesoe la ted u/open pit mine. In 
Campbel 1 County. WV 

DAVIS.VW Agricul ture, Dept of 82/04/09 8CARAN0, R A Uranium 
Recovery Licensing Branch Ip 12895 033 


IllET 40-8698 PLATEAU RESOURCES. LTD,. GRAND JUNCTION, CQ 


•04210439 Forwards decommissioning L reclamation plan for Shoo baring 
Canyon procasslng facility, 

OERDEKAN. F. H Plateau Resources. Ltd. 82/03/17 SCARAMO. fl A 
Uranium Recovary Licensing Branch, 2pp 12811 205. 


8204210442 Dteommissioning V reclamation plan for Shootartng Canyon 
proceeslng facility One overt lie figure end Aperture card 
is avaliatl e In FOR 

» Plateau Reiburees. Ltd. 32/03/17. ISfp 12eil;207. 


2040504,56 Dlscuetes possible debts for preop erab tonal IE inep 
MARTIN. D E Uranlun Raeevery Licensing Branch 82/03/18 
SCARANO.R.A, Uranium Rec ovary Licensing Branch Ip, 12565.246. 


204260024 Advleat that mod be existing aptreblonal radiologlcai 
monitoring program due to Implenenbetlon of proposed changes 
& Increased yellewcalre production unnecessery, 

PANTELL. 8 E . ONUONOLI. 0. N . MARTIN. 0.£ Urenlum fiecovsry Licensing 
Branch, 82/03/23 FLEMINO.T E, Urenlum Recovery Licensing Branch 
4pp 12847:323 


ICKET 40-3699 MARTIN- MARIETTA ALUMINUM SALES. INC. , MILAN, TN 


‘04140344 IE Insp Findings i< Llcensst Ack dbd 320312 of License 
SUB-1385 Insp findings' no neneompHence noted 
CNANXLEN. P. Region 2. Office of Director 32/03/12, la, 
12662' 063 


DQCK61 40-3745 DOLE PETROLEUM, INC. , CASPER, WV 


82042200S2 Raqueste that efficacious pump beet be performed In 
Mining Unit 2 to define hydraulic boundariee of sys Reeulte 
will focus on role of faults t< dsgree of confinement 
FRANCIS. E, Wyoming. State of 82/03/19 CATCHPOLE, 0 Ogle 
Petroleum. Inc 6pp 12822 170 


8204210654 Submits lemiannuet ALARA aud 1 t> per Condition 17 of Ltcenet 
SUA-1396 

BROWN, K J Ogle Petroleum, Inc 82/03/21 Region 4. Office of 
Director. 3pp 12737 313 


S204220084 Submits monthly rept of Monitor Well M-14 Well M-14 reported 
In excursion status on 320212 Suspected portions of Mining 
Unit 1 Incrsassd production until chi eride. sulfate It U 
concentration conductivity reduced 

LAWaONiB. Ogle Petroleum, Inc 82/03/22 SCARANO.R.A. Uranium 
Recovery Licensing Branch FRANCIS, E Wyoming, State of 2pp. 

12822, 282 


8204290644 Forwards “Evaporation Pond Const Rept, " per License 
BUA-1396, Amend 1 

CATCHPOLE. 0 J, Ogle Petroleum, Inc. 02/03/29, SCARANO. R A 
Uranium Recovery Licensing Branch. Ip 12898 044 


--8204290648 "Evap o.ra t ion Pond Const Rept," 

e Ogle Petroleum. Inc 82/03/29, 62pp. 12898 045, 


6204290224 Submits special rspt on pond monitor Well H-78, Well is 
probably not experiencing excursion but weekly sampling wilt 
be performed in attsmpt to identify trend. Raw data end 
LAWSON, B. Ogle Petroleum. Inc 02/04/09, SCARANO. R A, Uranium 
Recovery Lieenelng Branch. FRANCIS, E. Wyoming, State of. 8pp 
12893:026. 
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SS04290160 £vdluat:e« vtndor 911S09 d««ign of aquifer pump t»ft to bi 
performed for Mining Unit 2 Propoeid program acceptable to 
asfiee or* lone confinamtnt 4: hgdrologic propartlat eubj to 
agroement* reached at 620207 meeting 

JQHNSONi T L > UlHEHANi J J Uranium Recovery Licaneing Branch 
82/04/ia SCARANOiR A Uranium Recovery Liecniing BVaneh lOpp. 
12692 1S2 


DOCKET 40-e7i9 KERfi-HCOEE NUCLEAR CORP , OKLAHOMA CITTi OK 


320421062? Pofuarde "Q-sand In Situ Rt»D Project Quarterly Reptj Fourth 
Quarter 1981 “ 

SHELLEV. W J Kerr-McOoe Corp 82/03/03 SCARANOiR A Uranium 
Recovery Licenting Branch Ip 12793 307 


— 8204210636 “Q-Sand tn Situ RLO Project Quarterly Reptt Fourth Quarter 
1981 " Ont overtlte drauiing end Aperture card available in 
PDR 

a Kerr-McOee Corp 82/03/03 Slpp, 12793 308 


DOCKET 40-8771 ARIZONA PUBLIC SERVICE CO , PHOENIX. AZ 


8204210043 Foruardi reviled pages 4i tuo oven lie figures for RLO 
license application Aperture card is available in PDR 
WARD. D Nuclear Assurance Corp 82/03/02 SMITH. M Wyoming. State 
of 2Bpp 12811 297 


DOCKET 40-8781 TETON EXPLORATION DR ILL I NO CO . INC , CASPER. WV 


0204210379 Foruiards N-ione stabilization data ii Initial M-»ono 
restoration sampling data Initial restoration summary for 
M-ione at Teton Leuenberger Ranch s 1 te. Converse County. WY. 
listed 

APPEL. R R Teton Eiploratjon Drilling Co . Inc 62/03/31 
8CARAN0. R A Uranium Recovery Licensing Branch 26pp. i28t 1 136, 


DOCKET 40-8763 URANERZ U9A. INC . CASPER, WY 


B204290363 Reviews accident plan t< QA plan submitted as amend to Source 
Matt License SUA-1401 Both plans require mod before approval 
can be grsnted Addl Info needed 

BRYCKrC J Uranium Recovery Licensing Branch 82/04/13 
LINEHAN. J J Uranium Recovery Licensing Branch 4pp. 12892.213. 


DOCKET 40-0786 URANIUH RESOURCES, INC , RICHARDSON. TX 


0204270023 Forwards cultural resource Inventory rept of U test site in 
Converse County. WY Clearance recommended u/stipulati on that 
appropriate agencies be contacted if cultural matl found 
during exploration Bill for sves to be sent after 810320. 

FRANCIS. E Wyoming, State of 81/02/23, PELIZZA.M S Uranium 
Reeources, Inc llpp 12873 3 33 


0204260338 Application for amend to License SUA-1400. to require only 
bimonthly water level meaeurements within Well NPDM-1 
RELtZZA, K a Uranium Resources, Inc 02/01/19 LINEHAN. U Uranium 
Recovery Licensing Branch lOpp 12833' 202 


--8204260342 Advises that amend fee due re 620119 request for amend to 
License 6UA-1400 

WEISS. D License Fee Hanagement Branch 62/02/02. PELIZZA.M 8 
Uranium Resources. Inc 2pp, 12833,212 


--6204260343 Advises that 620119 request for amend to Licenee 8UA-1400 
classified as minor license amend Addl fee due 
WEISS. D License Fee Management Branch 62/02/23. PELIZZA.M 6 
Uranium Resources. Ine 2pp 12633 213. 


8204130416 Notifies that License 8UA-t400 is amended by mod of 
License Conditions 20 & 23. allowing monitoring of water 
level of each monitor well once dally 

SCARANO.R A Uranium Recovery Licensing Branch. 62/03/22 
PELIZZA.M 8 Uranium Resources. Ine 2pp 12689,346 


8204160213 Responds to 620119 & 0218 requosts re proposed locations 
for airborne monitoring of U-nat 4( radon or radon progeny 
Request granted 

LINEHAN. U J Uranium Recovery Licensing Branch 82/03/22 
PELIZZA.M a Uranium Resources. Ine Ip. 127i9'324 


8204190176 Supports Amend 1 to Source Matl Lleonse SUA-1400r revieing 
License Condition 20 t< 23 to change continuous water level 
monitoring requirements for wells NPDM-1 (. NPM9-1 URt surety 
Inetrument approved 

WESTBROOK. K B Uranium Recovery Licensing Branch 02/03/22, 
SCARAI40. R A Uranium Recovery Licensing Branch 4pp 12731 133 


8204290131 Espreises distress at arbitrary upper control limits for U 
at North Platt Project eat by NRC Limits will increase cost 
due to need to bring on outside lab for analysis Limits will 
also cause frequent false excursions 

PELIZZA.M 6 Uranium Resources. Inc 82/04/07 SCARANO.R A 
Uranium Recovery Licensing Branch 12pp 12S92 163 


DOCKET 40-8793 CONOCO. INC . DENVER. CO 


6204260472 Informs of 820300 telcon u/Conoco. Inc re Ruby Ranch 
evaporation pond geotechnical rapt Future meeting will 
determine If more testing is needed to adequately evaluate 
engineering properties of embantment 6 foundation matl 
VOUNO. Y A Uranium Recovery Licensing Branch, 62/03/22 
LINEHAN, J J, Ura'nium Recovery Licensing Branch 2pp 12861 360, 


DOCKEl 40-8601 RADIATION MANAGEMENT CORP . NORTHBROOK, IL 


8204190400 Summarises burial site survey project for Feb 1902 
Possibility of contract cost overruns still exists es 
previously reported 

BOOTH. L F Radiation Management Corp. 62/03/11 CROW, W T Uranium 
Fuel Licensing Branch 2pp 12731 037 


8204210347 Forwards "Rept on Site Visit ti Survey Plan for C-E Hematite 
Burial Bite " 

BOOTH. L F Radiation Management Corp 82/03/26 CROW, W T Uranium 
Fuel Licensing Branch, Ip 12800 302 


— 6204210353 "Rept on Site Visit L Survey Plan for C-E Hematite Burial 
Site. " 

a Radiation Management Corp NRC-02-06-034 02/03/31 1 Spp 

12600.303 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 

DOCKET 80-3 INDIAN POINT aTATION, UNIT 1 


F Security, medical, emergency & fire protection plans 


8204130049 Releases public version of revised emergency plan 
imp 1 ament Ing procedures 

FELTON. J.M. Division of Rules and Records 82/04/02 Document 
Management Brench. Ip 12661 233 24X Ficht 30-003.62/04/02. 

6204 130049 


'6204130053 Forwards public version of revised emergency plan 
liTiptementlng procedurae. including Procedure tP-1001 re 
mobtlliatlon of onsite emergency organliatlon Privacy info 
deleted per Oenerlc Ltr 31-27 

O'TOQUE.U 0, Caneolldated Edison Co of New York, 82/03/19. 
HAYNESiR C Region 1. Office of Director 2pp 12661 236 24X 

Fiche' 30-003,82/04/02, 8204130049 


—8204130036 Public version of revised emergency plan implementing 
procedures, including Procedures lP-1001 re mobllliatton of 
onsite emergency organization (< IP-t002 re emergency 
notification & communication 

e Consolidated Edison Co, of New York 62/02/17 lOOpp 
12661 238 24X Flehe 30-003,82/04/02.8204130049 


0 Adjudicatory correspondence 


6204280108 Order extending time until 020510 for Commission to act to 
review Director's Decision DD-02-t, 

CHILK. a J Office of the aeeretary of the Commission 62/04/26 
Comnlsslonert Ip 12070' 277 a4X Fiche 50-003,82/04/26. 
8204200108 


H Qeneral correspondence 


8204190032 Requests number of inspectors working at faetllty.to verify 
NRC 811031 statement that four resident Inspectors would be 

ase Igned 

OALEF, B. R Westchester County. NY 02/04/08. BTELLQ.V Director'! 
Office. Office of Inspection end Enforcement. Ip. 127a4'a91 24X 

Fiche' 30-003, 82/04/06.8204190052, 
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P. Qpsrdting itag* docuoifnt* b corrvi pondvnc* 


S203190001 Opntrlc Ltr S2-0& fco dll lictniaBi at op*r«tlng peuir 
r«att«r» r* po*t~THl riquir«fflint* 

eiSEIlHUr. DC DivUion et Llctnilng 83/03/19 HAU&PUROi A. 

Canto 1 Irfa tad Million Co. of M«u yorir. CLAYTONrF 1. Alobano Pouar' Co 
CAVAKAUOHrU, Arkartiai Pouar b Light Co 7pp. 13513' 138 SAX 
Flcha 50-0OD< 92/03/19, S303190001 


8204390509 SUllMARY OF THE ZION/INDtAN POth/T STUDY, 

mjRFIN.M B. Sandld Laboratorlai PiN A-1019 NUREC/CR-1A09 
92/03/31 Offica of Nuclaar Raguldtory Ra»aarch> DinctoT 70pp 
Avallabta at HTI8 13899 380 24X Plcha SO'OOOj 82/03/31,6204390909 


8204160199 Oanarlc Ltr B3’-0B to all PHR plant Hetnipaf b appllcanta ra 
trananlttal of NUREC^OYOY ralatlYa tP Qlnna tuba ruptura 
M/o and NUREC Llit at HRC raelpianta and. 

ElSEMHUr.DO Divlilon of LIcaniIng B2/04/15 HAUSPUHO, A 
Coniolldatad Edlaon Co of Haw York IftTHEPS, B.D Portland Oantral 
ClactrU Co 7pp. 13787 203 24X Flcha. SO-000. 82/04/19. 8304160159. 


8204210399 Oanarlc Ltr 82-09 to all powar raactar I Icanaaati app 1 Icanta 
for DL, N9S8 vandori b raactor vandorP ra anviron 
qualification Pf aaf aty-ralatad alactrlcal aqulpoiant, 
poaitlon ra qualification r aqulramanta and. 

EtBENHUT. 0 0. Dlvtaton of Llctniing. 93/04/20, KAU8PUfl.0,A 
Contolidatad Edlaon Co of Nau York, CLAVTONi P L Alabama Powar Co. 

JUROERBEN, R R Amarican Elaetrlc Powar Co , Inc. 18pp. 13863.337, 

24X Ptcha 50-000.83/04/30,8304210295. 


0 fnspaction raportt. IE Bullatlnt b corraapondanca 


8204150369 Forwardt IE Info Notlcai 92-09. "-Cracking In Piping of 
iKakaup Coolant Lina* at BbW Planta" b 82—10, "Following up 
Sqmptonattc Rapaira to Aaaura Raiolutlen of Probltm " No 
urlttan raiponaa raquirad. 

HAYNES, fl C Raglon 1, Office of Olraetor 83/03/31, O'TOOLE. J D. 
Conaol Idatad Eiflion Co of Nau York LUfOUALL. A E. Baltimora Oat b 
Eltetric Co KiARRlHOTON. H 0 fioiton Edlaon Co Spp 13682; 348, 
24X Flcha 50-000,83/03/31,8204150369 


8204190009 Raltatot public varalon of ravltlon to ganeratlng ttation 
tnarganci) plan anvlront group imp 1 amant ing procedure 
FELTON, J M Dlvitlon of Rulta and Racordi 82/03/29 Document 
Hanagamant Branch Ip 12731 083 24X Flcha 50-000.82/03/29, 

8204190009 


•-8204190009 Forwardt public varalon of Ravlilon 2 to Generating Station 
Emergency Plan Envlruni Oroup Implementing Procedure EO-3, 

"Flfld Team Equipment b Survey Techniquea " Receipt form 
enc 1 

CHANEY, V Common wealth Edlaon Co 82/02/18 DENTON, H R NRC - 
No Dttailad Affiliation Oivan Ip 12731 084 24X 

Flcha 90-000.82/03/38.6204190009 


— 8204190013 Public varalon of Ravltlon 3 to Oenaratlng Station Emargancy 
Plan Envlrona Group Imp lamenting Proctdura EG-3, "Field Tiam 
Equipment b Survey Techniquea " Ravlaad table of contanti 
anc 1 

BRENNER, N 8 , FLES8NER, R A Commonwealth Edlaon Co 83/03/09 
Ilpp 12731:089 24X Flcha 90-000,82/03/39,8204190005 


6304190209 Ralaaiaa public varalon of ravlaad emargancy plan 
Implementing procaduraa 

FELTON, J, M Dlvitlon of Rulaa and Racorda 02/04/06 Document 
Management Branch Ip 18687 309 34X Flcha 90-010.82/04/06, 

8204150305 


--82041S'0213 Forwardt public variion of ravlaad emargancy plan 
Implementing praceduraa, Indud Ing Ravltlon 1 to Procedure 
EPIP 400-1 re technical aupport Receipt form, procedure 
hlatory b aafaty evaluation and 

SCOTT, D J Commonwealth Edlaon Co 82/03/26 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 4pp 13667 310 34x 

Fiche: 50-010. 82/04/06.8304190205 


-8304150221 Public varalon of ravlaad emergency plan imp lament ing 
procaduraa. including Procaduraa EPIP 400-1 re technical 
aupport ctr b EPIP 3O0-T1 ra daaii f icat 1 on of generating 
atation emargancy plan condition! 

a Commonwealth Edlaon Co 83/03/24 29pp 126B7 314. 84X 

Fiche 50-010. 82/04/06. 8204190309 


B20’4190462 Forwardt IE Bulletin 83-01. “Alteration of Radlogrepha of 
Nalda in Piping Bubaiienbl j at '* No written reaponee 
required 

KAYNE8.R.C. Region 1. Office of Director. 83/03/31. O'TOOLE, J. 
Conaol Idated Ediaon Co of New York LUNDVALL.A E Baltimore Gat b 
Electric Co HARRINGTON, N D. Boaton Edlaon Co. 6pp 13683.334 
34X Fiche 90-000,83/03/31,8304190463 


8204300056 Releaaaa public veriion of raviaion to generating atation 
emargancy plan command ctr emergency plan Implementing 
procedure 

FELTON. J M Dlvlaton of Rulea and Records 83/04/23 Document 
Management Branch tp 13908 397. 24X Flch* 90-000,83/04/23, 

8204300056 


8302040143 IE Info Notice 92-11, "Potential Inaccuraclaa in Hid# Range 
Pretaure Inatrumanta l/aad In tTeitlnghouae Daaignad Planta. " 

Bvc Hat and 

ifORDAN.E.L, Divlilon of Enginaerlng b Quality Aaauranca 82/04/09. 
63pp, 13978 343. 24X FI Che: 90-000, 82/04/09. B302040I4S 


'03040143 IE Info Notice 83-13, "Surva Ik lane e of Kydraultc Snubbare " 
W/and eve list 

iJOROANrE.L Dlvitlon of Engineering b Quality Aaauranca, 82/04/31. 
64pp 12e73'001. 34X Flche:S0-OOO,e2/O4/21, 8202040143. 


OCRET 50-i0 DRESDEN NUCLEAR POWER aTATION, UNIT 1 


Security, medical, emargancy b fire protection plane 


204020279 Recognliaa util extraordinary efforta to meat Caemiaiion 
820201 deadline for inatallation b taitlng of prompt 
notification aye. 

KEPPLER, J.O. Region 3, Office of Director. 82/03/29. REED. C, 
Commonwealth Edlaon Co Ip 13903:168 34X Flehe, 50-000. 83/03/29, 

8204020279. 


-8204300064 Forwardt public varalon of Reviaion 3 to Oenaratlng Station 
Emergency Plan Command Ctr Emergency Plan Implementing 
Procedure EOF-3. “Env Iron/Emergancy Coordinator " Receipt 
form end, 

HOOREi R D Commonwealth Edlaon Co 83/04/14 DENTON, H R NRC - 
No Detailed Affiliation Given Ip 1290S 298 24X 

Fiche 50-000,82/04/33,8204300096 


— 8204300077 Public veralon of Reviaion 3 to Generating Station 
Emergency Plan Comimend Ctr Emergency Plan Implementing 
Procedure EOF-3, "Environ/Emergency Coordinator “ Revised 
table of contents and 

BARRjJ. R , FLEB8NER, R. A. Commonwealth Edison Co. 82/03/12 13pp. 

13908 299, 24 X Flcha 90-000,83/04/33,8304300056 


0, Adjudicatory corraapondanct 


8204080323 Forwarda N Stleda affidavit Informing A8LB of recant 
davalopnanta ra achad-ullng of chemical daeontamlnatlan 
Related corraapondenc ■ 

STEPTOEiP.P leham, Lincoln b Beale 6TEPT06,P P Commonwaalth 
Edlaon Co. 82/03/29. Atomic Safety and Llcanting Board Panel 
Ip. 12614 188 34X Flcha 90-010,82/03/39,6304060233 


204130475 RaltaaBS public 
emargancy plan talaphona 
FELTW, d M Divlilon of 
Kanagamant Branch. Ip 
8204120475. 


varalon of revlaad ganeratlng atation 
diractory. 

Rulaa and Racorda. 93/03/29, Document 
12654:387 24X FI chil 50-000, 82/03/29, 


— 8304080236 Affidavit of WL Stleda re davelopmanta In schedule of 
daeontamlnatlan. Util unable to dacontamifiata plant In 1983, 
due to lead time naadad to employ b train peraonnal 
STIE0E. N. L. Commonwaalth Edlaon Go 82/03/29 7pp 13614 169. 
24X Fiche; 50-010, 83/03/89,8204080333 


8204120479 Forwards public varalon of reviaad ganaratlng station 
emergency plan talaphona directory, 

CHANEY. V.L Commonwaalth Edison Co. 82/03/08, DENTON.H. R. 
Offlct of Nuclear Reactor Regulation. Dlraetor, Ip, 12654.290 
24X Fiche: 50-000. 82/03/29, 8204120475 


'04120490 Public version of ravieed generating itatlon anargeney plan 
telephone directory, 

PALMER, F. A Commenweal th Edlaon Co. 82/03/16, dlaa 13694; 291 

84X Flcha, 50-000,82/03/29,9204120475. 


I Financial Information 


9204060003 Forwards guarantee of payment of daferrad prtmlume for 19BS 
□STERid. Commonwealth Edison Co. 82/03/30, 8ALTZMAN, J Office of 
State Programs, Director Ip. 13590207 24X Fiche. 50-000, 

83/03/30, 8204060003. 


-8204060019 Bubmiti annuel financial itatement for 1981 

BEHNKE, N.B, Conmonwaal th Edlaon Co. 82/03/29. NRC - No 
Detailed Affiliation Given, 6pp, 12550: 208. 24X 

Flehe, 50-000, 92/D3/30, 8204060003. 
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J tniuranc* & Indemnity information 


6304020354 Foruardo EndorOomont* 132 «< t33 to NELIA Policy NF-43 

03TER.J Commonuioalth Edison Co 82/03/26 SALTZHANi J Antitrust 
t Economic analysis Branch (Utility Finance ) 3pp 12495 339 24X 
Flche 30-010, e2/03/26> 8304020334 


8204230371 Foruards Endorsemant 133 to NELIA Policy NF-43 

CISTERi U Commonuoal th Edison Co 82/04/13 SALTZHAN, Office of 
State Programs, Director 2pp 12813 361 S4X 
Flche 30-010,82/04/13,8204230371 


0302040142 IE Info Notice 02-11, “Potential Inaccuracies in 
Pressure Instruments Used in Uestlnghouce Designed Plants 
8vc list and 

JORDAN, E L Division of Englnetring I, Quality Assurasics 
63pp 12870 342 24X Flche 30-000.82/04/09,8202040142 


Wide Renge 
82/04/09. 


8204200102 Foruards addendum to IE Insp Repti 90-010/81-13,30-237/81-29 
Jt 30-249/81-22 foroiarded 911106 

PAPER lEULO, C. J Division of Emergency Preparedness b Operational 
Support. 62/04/13. REED, C Commonuealth Edison Co Ip 
12740*012 24X Flche. SO-OlO, 82/04/13. 8204200102 


P Operating license stage documents it correspondence 


8204140062 Responds to FOIA request for Indsi identifying OLs t< amends 
re possession, shipping, receiving <• storing of nucioar fuels 
«t Comm Ed of IL. fecilitlos Documents available at Region 
3 ofc lifted 

FELTON, J M Division of Rules and Records 82/02/04 VAN 
OEMARK.R E Mlldman, Harrold, Allen «< Dixon 3pp 12672 332 24X 

Ftcho 30-000,82/02/04,6204140062 


8203190001 Oeneric Ltr B2''0S to all llcensoes of operating poucr 
reactors r# post-TMI requirements. 

EISENHUT, 0 0 Division of Licensing. 82/03/19 HAU6PVR0,A 
Consolidated Edison Co of New York. BAUER, E 0. Philadelphia 
Electric Co HlTHERS, B D Portland Oeneral Electric Co 7pp 
12513*126 24X Flche. 30-000, 82/03/19, 8203190001 


8204220699 Notification of 820408 meeting w/utll in Bethetda,MD to 
discuss proposed hydrogen addition test 

O'CONNOR, P Operating Reactors Branch 9 82/03/24 CRUTCHFIELD, 0 

Operating Reactors Branch 3 2pp. 12832 361 24X 

Flche 30-000,82/03/24,8204220699 


8204060142 Oeneric Ltr 82-03 to oil operating BHRs re high burnup 
HAPLHOR limits Based on listed consldoratlons, plant-specific 
ref to OE position acceptable Ovarslxs list of rocipiants 
tncl Aperture cards available in PDR 

EI8ENHUT, D 0 Division of Licensing 82/03/31 DELOEOROE, L , 
SCOTT. D . STEPHENSON, B B Commonwealth Edison Co 2pp 12632 079 
24X Flche SO-000, 82/03/31 • 8204060142 


—8204200103 Addendum to IE Insp Rspts 30-010/81-13,90-237/81-29 f< 
90-249/01-22 Confirmatory meesursmtnts program and 
a Region 3, Office of Director, 62/04/13. 2pp. 12740.013. 24X 

Ficha* 90-010, 82/04/13, 8204200102 


8202040143 IE Info Notice 82-12, "Surveillance of Hydraulic Snubbers " 
U/encl SVC list 

JORDAN, E L Division of Englnetrlng 6 Quality Assurance. 82/04/21 
64pp 12873 OOl 24X Ficha 90-000,82/04/21,8202040143. 


R Periodic operating reports fc rslated eorrtspiindanco 


8204120200 Forwards "Radwasta it Environ Nonltorlng Annual Rept 1991" t, 
max dosts resulting from airborne releases b liquid 
off luantt, 1901 

SCOTT, D. J. Commonwealth Edison Co 82/04/01 KEFPLER. J 0 Region 
3, Offict of Oirsetor Ip 12636.201. 24X Flche. 90-010, 02/04/01 , 

8204120200. 


— 8204120203 Foriiiards max doses resulting from airborne releases t, liquid 
affluents, 19B1, 

FLESSNERrR A Commonweal th Edison Co. 62/03/29 KEPPLER, J. 9. 

Region 3, Office of Director 3pp 12636 202. 24X 

Ficha: 80-010, 82/04/01, 8204120200 


— 8204120207 Ha i dosas rasultlng from airborne releases 6 liquid 
of f 1 uentsr 1 9B1 

• Commonwealth Edison Co. 82/03/19 2pp 12636*203 24X 

Fiche-90-010, 32/04/01.8204120200 


8204160132 Generic Ltr 02-07 to all BUR plant licensees 6 applicants rs 
transmittal of NUREO-0909 relative to Olnna tube rupture 
U/o encl NUREO List of NRC reclpionts end 

EISENHUT, D 0 Division of Licensing. B2/04/19. Commonwealth 
Edison Co HORIflliA V Boston Edison Co JONES, J A Carolina 
Power b Light Co 7pp 12787 196 24X FI che. 30-000, 82/04/1 9, 

8204160132 


— 8204120210 "Radwasta I, Environ Non! tor Ing, Annual Rapt 1981," 
a Maialton Environmental Sciences Carp 82/03/31 114pp. 

12636* 209 24X Flche* 90-010, 82/04/01 , 8204120200. 


DOCREl 50-10 VALLECIT08 BOILINO WATER REACTOR 


0. Adjudicatory carreipondenee 


8204210293 Oenoric Ltr 82-09 to all power reactor 1 icensaes, app 1 icants 
for OL, NSSS vendors it reactor vendors re environ 
qualification of safoty-related electrical equipment. 

NRC position re qualification r oquiromonts encl 
EISENHUT. 0 0 Division Of Licensing 82/04/20 HAUSPURO.A 
Consolidated Edison Co of Now York PRICE, W 0 Dolmarva Power b 
Light Co TAUBER, H Dotrolt Edison Co. ISpp 12662*337. 24X 

Flche 30-000, 62/04/20,8204210293. 


8204290099 Responde to FOIA raquast for six catagorias of documents re 
test 6 research reactors. Forwards partial listing of 
documents b occupational radiation aiposuro data for test b 
research reactors for 1978-79. 

FELTON, J H. Division of Rules end Records 61/12/09. LEVI,H.1) 
Critical Mass Energy Project 7pp 12907*097. 24X 

Flche; 90-018, 81/12/09,6204290093. 


8204300058 Informs of possible leaks In furnace-sensitive stainless 
stesl safe snds on reactor notiles at Nino Hlle Point Util 
may be required to replace safe ends prior to return to 
power 

CRUTCHFIELD, D Operating Reactors Branch 9. 82/04/21 OELOEOROE.L 

Commonwealth Edison Co. 3pp 12890*073 24X Flchs*90-010, 

82/04/21, 8204300098 


Q Inspection reports, IE Bulletin* b corresp ondspee 


8202040113 IE Info Notice 82-00, "Cheek Valve Failures on Dltsol 
Generator Engine Coaling 8ys “ W/tvc list 
« Director's Office, Office of Inspection and Enforcement 
62/03/26 4pp 12862 339. 24X Ftch *: 30-000, 82/03/26. 8202040113 


8204200169 Forward* IE Insp R*pt» 30-010/82-03,30-237/82-04 b 
30-249/82-04 on 320129-29 No noncomp 1 tanco noted 
PAPER lELLO, C. J. Division of Emergency Preparedness b Dpsratlonal 
Support 82/03/29 REED.C, Commonwealth Edison Co 2pp 
12740.021. a4X Ficho. 30-010, 82/03/29. 8204200165 

—8204200176 IE Insp Repts 80-010/82-03,30-237/82-04 b 30-249/82-04 
on 820129-29, No noncompllanct notod. Major areas Inspsctsd 
prompt public notlf ^cat lon/warning sys b testing of tys 
JORDAN, M.J , TONGUE, T.H., PATTERSON, J. P. Division of Emergency 

Preparedness .b Operational ,'8uppo'’h, 88/03/23. 9pp 12740*023. 

34X Ftchei 80-010,82/03/29(8204800169. 


P. Operating license eteg* documents b corrsspondence 


8204290098 Responds to FOIA roquest for six categories of documents re 
test *t research reactore Forwards partial listing of 
documents b occupational radiation oxposure data for tast b 
research reactors for 1978-79 

FELTON. J H Dlvislen of Rules and Records 81/12/09 lEVI.M.D. 
Critical Mass Energy Project 7pp. 12907 087. 24X 

Flche; 90-018, 81/12/09,8204290098 


—8204290213 Forwerd* preliminary safety evaluation re geologic b 
solemologlc environ 

CASE, E Office of Nuclear Reactor Regulation. Director. 77/11/07, 
DARMITZEL. R.N. General Electric Co. 3pp 12907.243. 24X 

Flche 50-000,81/12/09,0204290093 


— 8204290220 Preliminary safety evaluation ro geologic b salsmologic 
environ. Request for add! info encl 

a Office of Nucioar Reactor Regulation, Director, 77/11/07. 6pp, 
12907, 246 24X Flche* 90-000, 01/12/09, 8204290099. 


8204140404 Forwards documents roquested in 771027 telcon w/B Bloom b 
submit! deecrlptlon of OE Vallecltos Nuclear Ctr b seismic 
Info re site W/o end. 

» NRC - No Detailed Affiliation Given. 77/12/01. DELLUM8.R.V. 
House of Rop. 6pp. 12691:008. 24X FI cho. 30-000, B1 /12/89. 

8204140396. 
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DOCKETED ITEMS 


— 7901090126 Fitruar<l» Show C«ut« Qriltr which plactd OETR in 

cold ahutdewn pindlng furthar order OE it furtlitr ordarad to 
thaw cautt uh^ tutpaniian thauld not ba cantlnuad 
CASEiE 0 Qfdlca of Nuelaar Raatior Ragulatlom Olrietor 
77/10/24. DARMITZELjR W Otnaral Electric Co ip I2A91J013 
a4X Fleht 50-000r 81/12/29.8204140396 


--7901090131 Order to Show Caus* luipandtng oparatlon of OETR on 771027 ti 
requiring OE to thou cauta uhq tutpaniian thould not ba 
contlnuad 

CASE I E 0 Of flea of fruelear Raactor Ragulatloni Dlrtetor 
77/10/24 9pp. 12691 014 24X Flcha 80 -000.01/12/29,8204140396 


DOCKET 80-20 MASSACHUSETTS INBT OF TECH, RGB REACTOR 
F, Sacurlti^i nadicali amtrgancv ti flra protactlon plana 


8204050060 Act racilpt of NRC 820311 Itr faruardlng Amand 19 to Lleanaa 
ft-37 Riqutati dtlay in Implamintatlen data for phgaical 
aacurltq plan covarad In Aitand 19 

CLARKpL Haaaachuaatti Inatltuta of Technology. B2/03/30 
HILLER. J R Standard liation (c Special Prejacta Branch Ip. 

12821 lOa 24X Flcha' 90-020, 82/03/30. 6204090060 


F Oparatlng lleanaa ataga documenta 4i eerraapondanea 


82042701 18 Forward a Amand 20 to Lleanaa R-37 tc aafaty avaluatian. 
Anand cfiangaa Tach Spec raquiramanta ra cladding thlclnaat 
HILLER. R Standardl lat Ion (c Spatial Prodaeta Branch 82/03/29 
CLARK.L Maaaachuaattf Inatltuta of Tachnelogy. 2pp 12S74 112 
24/ FICtt 30-020, 82/03/291 82042701 18 


•-620427012S Aaiand 20 to Lleanaa R-37, c hang In g raquirenanta for cladding 
tfiJctnaati paralttlng thtnnar cladding uhila maintaining 
fual cladding Integrity 

HILLER. J R. Standard 1 1 at Ion & Special Project! Branch 82/03/29 
2pp 12074.114 24X Flcha S0-020i B2/03/29, 6204270110 


—620427012? Safety avaluatian lupporting Amend 20 to Lleanaa R-37, 

e Office of Huclaar Reactor Regulation, Director 82/03/29 6pp 
12874- 116 24X Flcha. 90-020, 62/03/29, 8204270113. 


82040S0060 Act receipt of NRC 820311 Itr forwarding Amend 19 to Lleanaa 
R-37.Ragueata dilay in Inpleiaantatlon date for phgaical 
eaevrlty plan covarad In Amend 19 

CLARK.L Heaaechuaatta Inatltuta of Technology. 82/03/30 
HILLER, ,/ R Standard 1 latien U Special Projrcta Branch Ip 
12921 108 24X Flcha 30-020,82/03/30,6204030060 


3 Reportable occurreneei, LERa L related corraapondanee 


B204140093 Partial ratponaa to FQIA raguait for docunentt dlacuialng 
aaeurltv prob lama (i daierlblng or rac ommand Ing emtrgency 
plana for teat li raaaarch raaetora. Portlona of PiNB-79-096 
withheld (ref FOIA Eaeaptlon 31 

FELTON, O.M Dlvialon of Rulai and Rtcorda, 82/01/22 LEVI, H. D 
Critical Haaa Energy Project 2pp. 12672: 244 24X 

Flchc: 90-000, 62/01/22.8204140093. 


— 8204140136 PH6-79-096. on 790929, intruder cut through ftnee 6 won acceta 
to two areaa around reactor, but not to reactor, to prove that 
area could be penetrated Intruder turned aelf In to Boilen 
police Jnveat Igatlon continuing Info partially deleted. 

DREHER,FA , THORNBURO, H. , DAVIS.U, Region 1. Philadelphia, Office 
of the Director 79/09/29. Ip 12672-329 24X 

Flcha 80-020,82/01/22,0204140093. 


DOCKET 90-27 HASHIHOTON STATE UNIV. RESEARCH REACTOR 


P Oparatlng Itcanar itagi docunenta & corr aapondenca 


0204300377 Foruardt reeponit to formal rallcanaa rtviaw queatlone 
Amindad portioni of BAR It Tach Space will be aent at toon 
at poytlblt 

WILSON.N.E Uaahlngten State Unlv. 92/04/26 HILLER, J R 
Standardliatlon A Special Projeeta Branch I4pp, 12686-140, 24X 

FI she: 80-027. 62/04/26, 8204300377. 


DOCKET 90-29 YAHKEE-ROME NUCLEAR POWER STATION 


F. Security, medical, anargancy It fire protection plana 


8204070269 Forward! objactlvaa af aaiargancy axarclta, per 811026 
raquaat Info will aid paraona evaluating eaargency ratponaa 
capabllttlea 

KAY, U Yankaa Atonic Electric Co, 82/02/16. HAYME8,R. C. Raglan 1, 
Office of DlractoF, 2iepp 12809:002 24X Flcha' 90-029.62/02/16. 

B20 4070269. 


8204130014 Ralratta public varaion of ravlaad amargancy plan 
implementing precaduraa 

FELTON.U M Dlvlaion of Rule* and Racorda 02/04/02 Documant 
Manage, mant Branch Ip 12659 043 24X Ficht 50-029.82/04/02, 

6204130014. 


— 6204130016 Public varslen af raviaad amergtncg plan implementing 
pracaduraa, Including Procaduraa OP-3301 ra unuaual event. 
OP-3303 ra alta area amargancy Ravlaad table of content! 

A 1 na true t Ion ahaate end 

• Yankee Atomic Electric Co 82/03/22 90pp 12659 044 24X 

Flche 50-029.82/04/02,6204130014 


8204090192 Raquaita copiaa of Ucanate/appHcant raqueata for 
ettenaion or exemption re implementation of 10CFR73. 21 
Only Haddam Naek 8, Hillatona have aubmltted feet A fee 
forma 

TRSMPERiL Lleanaa Fee Hanagemant Branch 02/04/05 Office of 
Nuclaar Reactor Regulation, Director Ip, 12633 260 24X 

Flcha 50-000,62/04/05.8204090152 


8204130107 Forward! addl info aupporting 610631 aaiaaemant of 8EP Topic 
11-4 F ra aattlamant of foundations A buried equipment 
KAY.J A. Yankee Atomic Electric Co 82/04/06 CRUTCHFIELD, D 
Operating Reactori Branch 5 2pp 12693 007 24X 

Flcha. 90-029, 82/04/08,8204130107 


—8204130110 "Rapt on Foundation Investigation Fire Water Tank Rout 
Atomic Plan t. '' 

» Oeoteehnlcal Englnaari, tnc 80/02/22 23pp 12655 009 24X 

Flcha: 50-029.02/04/06,0204130107 


8204300272 Confirms B30309 tetcon ra actions to be taken prior to 
620601 to correct daficlancita Idantiflad during Initial 
initallatlon A taeting of prompt notification ayt 

8K1TH, O.H. Dlvleion of Emergtncy Praparadnaaa A Operational Support 
82/04/26 HEIDER, L H. Yankta Atomic Electric Co 2pp 12891-324. 
24X Flche: 50-029, 62/04/26, 8204300272 


I Financial In formation 


62040S0103 Forwards Annual Financial Rapt 1961 A financial statementa 
A summary of financial protactlon par 10CPR140 19 A 50 71 
CANNER, I Yankaa Atomic Electric Co 82/03/30 DEHTON, H Office 
of Nuclear Reactor Regulation, Director 9pp 12918 284 24X 

Flcha 90-029,82/03/30,8204090103 


—8204050106 Annual Financial Rapt 1981 

» Yankee Atomic Electric Co 82/03/30 14pp 12518.263 S4X 
Flcha 50-029,62/03/30,8204050103 


P Operating lleanaa ataga decumanta A corraapondanee 


8202090215 Forwards 01 v of Li canting safety evaluation A EOAO 
technical avaluatian ra SEP Topic V!I-2i "ESP 8yt Control 
Logic A Design, " par 811124 1 tr. Elac trical laolatton of 
ECCS logic neats currant licensing criteria 

CARUSO, R. Operating Reactors Branch 9 FIN A-6428-1. 82/02/01 

KAV.<J A Yankaa Atomic Electric Co. 4pp. 11849 316 24X 

Flcha 50-029. 82/02/01,82 02080215. 


—8202030220 "SEP Topic UII-2,E6F Sya Control Logic A Daiign. Yankaa 
Nuclear Power Station." informal rapt. 

MORKEN, 0J. EOAO, Inc, FIN A-6429-1 EOO-EA-9729 82/01/31 

SCHOLL.R.F Division of LUantlng. 12pp 11849 320 24X 

Flcha, 80-029, 82/02/01.3202060219 


8203190001 Oanaric Ltr 82-05 to all llcantsat of operating power 
reactors re post— TMI raquiramenta 

EtSENHUT.OO. Division of Licensing 82/03/19 HAUSPURO. A. 
Consolidated Edison Co of New York 7pp 12513 128 24X 

Flcha. 50-000. 82/03/19.8203190001, 


8204050146 Advises that no changes to Tach 6paca will ba necattary 
prior to next entry into boron dilution event in Hoda 6 
rafualing to ensure 3<7-mlnuta ratponta interval, 

KAY, J A. Yankee Atomic electric Co, 82/03/39. CRUTCHFIELD. D 
Oparating Reactors Branch 9. 2pp. 12819 272. 24X 

Flcha 80-029,82/03/29,8204090148. 


8204050344 Discusses single failure assumptions used in large break 
LOCA analysas Effect of mat low head safety Injection hat 
no real safety significance A no impact on current operating 
limits. 

KAY, U A. Yankaa Atomic Electric Go. 82/03/30 8PEIS, T. P. 
Ataiatant Dlraetor for Raactor Safety. 2pp. 12924i080. S4X 
Flcha; 90-029, 82/03/30, 8204050944. 
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8204070249 Foruitirdt final safety svaluatlen re SEP Topic XV-lT/re 
radiological consequences of steam generator tube failure 
No changes needed 

CARUSO. R Operating Reactors Branch S 82/03/30 KAY< J A Yankee 
Atomic Electric Co 6pp 12308 333 24X Fiehe 30-029.02/03/30. 

0204070249 


8204130121 Fowards preliminary evaluation of safety relief valves 
under sipected operating Sr accident condl 1 1 ons. in response 
to MUREO- 0737, Item 1 1 0 1 St NRC 810929 Itr Valves Installed 
at facility included in PUR Industry test program 
KAY.J a Yankee Atomic Electric Co 82/03/30 CRUTCHFIELD. 0 
Operating Reactors Branch 3 6PP 12659 263 24X 

FiChe 30-029.82/03/30.8204130121 


B204070103 Requests addl Info re SEP Topic II 4 D. "Stability of 
Slopes '' Response requested uithln 30 days of Itr receipt 
CRUTCHFIELO. D Operating Reactors Branch 9 82/03/31 KAY. U A 

Yankee Atomic Electric Co 4pp 12388 289 24X 

Flche 30-029.02/03/31,8204070103 


8204070441 Forwards Franklin Research Ctr requeet for addl Info re SEP 
Topics II-3 A. II-3 O.II-S 0 1 ti 1 1-3 C Response requested 
uithln 30 days 

CRUTCHFIELD. 0 Operating Reactors Branch 9 82/03/31. KAY. 0 A 

Yankee Atomic Electric Co llpp 12966 304 24X 

Flche 90-029.82/03/31.8204070441 


8204130107 Forwards addl Info supporting 810831 assessment of SEP Topic 
1 1-4 F re settlement of foundations ti buried equipment. 

KAY.J A Yankee Atomic Electric Co 82/04/08 CRUTCHFIELD. D 
Operating Reactors Branch 9 2pp 12699*007 24X 

Flche 90-029.02/04/08,8204130107 


— 8204130110 "Rept on Foundation Investigation Fire Hater Tank. Rowe 
Atomic Plant " 

» Geotechnical Eng Inecrs. Inc 80/02/22 23pp 12699 009 24X 

Flche 90-029.82/04/08,8204130107 


— 6204130112 "Oeology 6 Seismology Yankee Rowe Nuclear Power Plant " 
a Heston Oeophyslcal Carp 79/01/29 19pp 12699 032 24X 

Flche 90-029.82/04/08.8204130107 


8204190365 Forwards IE Info Notices 82-09. “Crackltig in Piping of 
Matcaup Coolant Lines at B&H Plants” & 02-10. "Following up 
Symptomatic Repelrt to Assure Resolution of Probleni " No 
written response required 

HAYNES. R C Region 1. Office of Director 82/03/31 O'TOOLE. J D 
Consolidated Edison Co of New York MARTIN. T J Public Service 
Electric *1 Oas Co of New Jersey TALLHAN, W C Public Service Co 
of Mew Hampshire Spp 12682 248 34X Flche 30-000.02/03/31. 

8204190369 


8204130462 Forwards IE Bulletin 82-01. "Alteration of Radiographs of 
Helds In Piping Bubassemb 1 lei. " No written response 
required 

HAYNES. R C. Region 1. Office of Director 82/03/31 O'TOOLE. J 
Consolidated Edison Co of New York RHODE. O K. Niagara Hohauk 
Power Corp KEHPER. J 8 Philadelphia Electric Co 6pp. 12633 234 
24 X Flche 90-000)82/03/31.8204130462 


S2042B0430 Forwards lE Insp Rept 30-029/82-03 on 820319-18 Ko 
noncompliance noted 

MARTIN. T T Division of Engineering t> Technical Programs 82/04/08 
KAY.J A Yankee Atomic Electric Co 2pp 12866 027 24X 

Flche 90-029,82/04/08,8204260430 


— 8204280437 IE Insp Rapt 90-029/62-03 on 820315-18 No noncompliance 
noted Major areas Inspected, fire protection program 
including fire brigade training, plant mods tc administrative 
procedures 

FUNKEL, A E , EBNETER. 5 D Division o# Engineering & Technical 
Programs 82/04/08 Spp 12866 029 24X Flche 90-029, 82/04/08, 

8204260430. 


B20204O142 IE Info Notice 02-11. "Potential Inaccuracies In Mide Range 
Pressure Instruments Used In Uestlnghousa Designed Plants " 

0VC list end 

JORDAN. E L Division of Engineering tc Quality Assurance 82/04/09 
63pp 12870 342 24X Flche 90-000,62/04/09,8202040142 


8204260046 Forwards tabulation of data o-n steam generabor InSp & maint 
reflacting operating aiperienca w/Uastlnghouse PUR steam 
ganarators through Jan 1982 

CRUTCHFIELO. 0 Operating Reactors Branch 9 62/04/12 KAY.J A 

Yankee Atomic Electric Co 4pp 12841.018 34X 

Flche 90-029) 82 /O 4/ 1 2, 820 426004 6 


--6204130119 "In Situ Velocity Measurements Yankee Nuclear Power 
Station " Info re pond borings. concrete structure support 
& foundation studies sne 1 

^ Heston Oeophyslcal Carp 79/03/30 S3pp. 12653' 051 24X 

Flche 90-029,82/04/08.8204130107 


8204260098 Forwards request for addl Info re BEP Topic III-3 C, 
"Inservlcf Insp of Hater Control Structures " 

CRUTCHFIEUO. 0 Operating Reactore Branch 9 82/04/20. KAY.J A 

Yankee Atomic Electric Co 2pp 12841*030 24X 

Flche* 30-029. 82/04/20.8204260098 


8204160159 Generic Ltr 82-08 to all PUR plant licensees t< appllcents re 
transmittal of NUREO-0909 relative to Glnna tube rupture 
W/o end NUREO List of NRC recipients end 
EISENHUT, DO. Division of Licensing 82/04/19 HAUSPURO.A 
Consolidated Edison Co of Neu York 7pp. 12787.203 24X 

Flche* 90-000, 82/04/13, 8204160139 


— 6204260061 "Hydrological Considerations. Intervlce Insp of Hater 
Control Structures." draft request for addl Info 
SCHERRER. J. S. Franklin Instl tute/Franklln Research Canter 
NRC-03-79-1 18 82/03/23 STALEY, 0 Commissioners. Spp 

12841 032 24X Flche* 90-029. 82/04/20. 8204260098 


8204190263 Forwards safety evaluation completing SEP Topic XV-12. 
“Spectrum of Control Rod Ejection Accidents " Analyses 
acceptable Topic completad 

CARUSO, R Operating Reactors Branch 3 02/04/16 KAY.J A Yankee 

Atomic Electric Co 9pp 12721 238 24X Flche 90-029.82/04/16. 

0204190263 


8204210295 Oenerlc Ltr 82-09 to all power reactor 1 icansets. app 1 icants 
for 0L.NSS3 vendors 6 reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qualification requirements end 
EISENHUT, DO Division of Licensing. 82/04/20 HAUSPURO.A 
Consolidated Edison Co of New York IBpp. 12862 337. 24X 

Flche 50-000.82/04/20,8204210299 


8204280276 Forwards evaluation of SEP Topic XV-10, “Chemical it Vol 
Control Sys Malfunction That Results in Decrease In Boron 
Concentration In Reactor Coolant." based on util 810630 it 
820329 submittals 

CARUSO, H Operating Reactors Branch 9 82/04/26 KAY.J. A. Yankee 

Atomic Electric Co 9pp 12870 019 24X Flche 90-029,02/04/26, 

8204280276 


O Inspection reports, IE Bulletins 4. correspondence 


8202040143 IE Info Notice 83-12, "Surveillance of Hydraulic Bnubfeere. " 
U/encl SVC list. 

JORDAN. E L Division of Engineering it Quality Assurance 02/04/21 
64pp 1SB73 001 24X Flche. 90-000, 83/04/21, 8202040143 


R Periodic operating reports h relatsd correspondence 


6204190339 Forwards monthly operating rapt for Feb 1982. 

MQODV.D. E Yankee Atomic Electric Co 83/03/12 Office of 
Management and Program Analysis. Ip 12683 104 24X 

Flche- 30-029, 82/03/12. 8204150339 


— 8204150349 Monthly operating rept for Feb 1982 

DOYLE, A E Yankee Atomic Electric Co 82/03/12. Spp. 12683.109 
24X Flche 90-029.82/03/12,8204190339 


8204190281 Forwards “Annual Radiological Environ Monitoring Rept. 
Jan-Dec 1981. •' 

KAY. J. A. Yankee Atpmlc Electric Co 82/04/07. HAYNE6.R C Region 
2. Office of Director Ip 12726.076 24 X Flche • 90-029. 82/04/07. 

62041 90281. 


—8204190283 "Annual Radiological Environ Monitoring Rept. Jan-Dec 1981." 
s Yankee Atomic Electric Co 82/03/31 200pp. 12736:098 . 34X 

FI che . 90-029. 82/04/07. 8204190281. 


8204080314 Forwards systematic assessment of licensee performance 
evaluation rept for Jul 1980— June 1981 bated on 810928 insp 
of facility 

HAYNES. R C Region 1. Office of Director 82/03/23 TRIBBLE. J E. 

Yankee Atomic Electric Co 29pp 12603.292 34X 

Flche* 90-029. 82/03/23, 0204000314. 


3 Reportable occurrences. LERs l< related correspondence 


8304200122 LER 81-021 hat been eanceleif. 

a Yankee Atomic Electric Co 82/04/19, Region 1. Of 
Director. Ip. 12740.016 84X Flche: 90-029. 82/04/19. 82 
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8204260368 LEft 83-003/03L-0 

AUriOiH A y^nkft Atomic Elietric Co 82/04/10 HAVNES. R C. 
Rogion ii Offltt of OlTtetor Ip 12839 208. 24X 

Fich* SO- 029< 82/04/18. e2042«26a 


"8204260276 LER e2-003/03L-0 on 820316. In rods l.auxlliarg foodwatir 
flow chinn*l 2 fafldd Cauitd by fiilad peuor tupplytKodol 
241AI2 «fp by Psuir Poe. Inc. locattd In Contrelobron Barltt 
341 flow ditplay complftar. Ini truntntatlon to ba raplacad. 

FRENCH.L D Yankaa Ataoilc ElactrU Co 82/04/13 Ragion 1, 
Off let Of Dlrtetor Ip 13839:209 24X Flcht SO-029. 82/04/13. 

8204260268 


8204260293 Faruardi LER 82-002/03 L-0. 

AUrtO. K A Yanlat Atamle Eltetrle Co S3/04/1S KAYNES.R C 
Raglan 1. Offiea of Director. Ip 12839 3 03 2 4X 

FI e b a 30-029. 82/04/13. 82042602 9 3 


— 8204210232 FoTuardi Complianca Rapt 50-047/68-03 on 681020 It 29 

KOSELEY.N C Atomic Enargy Cammlielon 68/12/31 O'REILLY../ P 
Atomic Enargg Commleilon Ip 12809 332 24X 

Flcht 30-047.81/10/03.8204210023 


•“S2042J0261 Compliance Sept 50-047/68-03 on 681028 & 29 No noncamp llprn 
notad Major araai inapectad reactor tcram*. primarij eyt. 
controlled uortha 6 fuel i tor age moni tor 1 ng 

MADSEN. 0 L ■ MOSELEY. N C Atomic Energy Cammiseion 68/11/25 
I3pp 128 0 9 333 24X Flcha 30-047,81/10/03,8204210023 


-“8204210309 Forward* Compliance Rept 30-047/68-02 on 600424-23 for 
action 

CARLSON, R T Atomic Energy Commlision 68/06/26 O'RElLLYitJ P. 
Atomic Enargg Commieiion 2pp 12810003 24X 

Flcha 30-047. 81/10/03,8204210023 


•8204260299 LER G2-002/03L-0’on 820316. during normal opera tlon. me in 
coolant loop flow Indication 4 responded erratically Cauiad 
by failure of amplifier unit 9270638 Or 1 mfg by 
UottinghousB. Amp I If iar will be raplacad during nact outage. 

KAY.E L Vanliaa Atomic Electric Co 82/04/13. Region 1, Office 
of Dirac tor Ip 12039 304. 24X Flcha 30-029.82/04/13. 

8204260293 


8204260106 Forward I LER B2-004/03L-0 

AOnO. H A Vankae Atomic Elaetrie Co 82/04/19 HAYNES. R C 
Region I. Office of Director Ip 12838,238 24X 

Flcht 30-029.82/04/19.8204260106 


——8204260111 LER 82-004/03L-0 on 620320. during optratlon In modi 1. 
auilllary faadwattr flow channel 3 failed, Causad by faliad 
powar tupp I y. mode 1 241A12, In controletron eerie* 241 flow 
dltplay (omputar In*trumentatlon will ha replaced. 

FRENCH. C. B Yanlea Atomic Elaetrie Co. 62/04/19. Region l< 
Offiea of Dlrecter Ip. 12838 259 24X Flcha 30-029.82/04/19. 

8204260106 


8204270313 Forward* LER B2-00S/03L-0. 

AUTIO.H A Yantai Atonic Electric Co 82/04/23 HAYNES. R C 
Region 1. Office of Biracter Ip. 12882:170 24X 

Flcha. 30-029. 82/04/23. 9204270313 


--8204270323 LER 82-005/03L-0 on 820323. during operation In mode 1 
prlnery vent stack nob It gai monitor Indication became 
erratic Channel high voltage turned off Cauaad by initrumant 
nalfunctton Channel readings ra-antrg li ad. 

TREJO. J C Yankee Atomic Electric Co, 82/04/23 Region 1. 
Offiea of Director ip 12882 171. 24X Flcha: 80-029, 82/04/23. 

820427031 3 


■-8204210318 Compliance Rept 30-047/68-02 on 680424-23 No noncompl lane a 
notad Major area* impacted reactor mode, emergency plans 6 
raifiatlon protaetton 

MADSEN, 0 L. . CARLSON, R T Atomic Energy Commiaslon 68/06/17. 

12pp. 128 1 0:00 6 24X Fich# 50-047, 81/10/03, 8204810023 


— 8204210324 Discutte* Compliance Rept 50-047/68-01 Plan to operate 
at 3 MW w/o prior approval evades Intent of lOCFRSO 39 
MADSEN. 0 L Atomic Energy Commission 60/03/26 MDSELEY. N C 
Atomic Energy Commission Ip 12810 016 24X 

Flcha 30-04 7,81/10/03,8204210023 


•6204210328 Forwards Compliance Rapt 30-047/68-01 on 680227-20 

MOSELEY, N C. Atomic Energy Commission 68/03/14 0 'REILLY. J P 

Atomic Energy Commission Ip 18010 019 24X 

Flche 30-047,81/10/05,8204210023 


•8204210332 Compliance Rept 30-047/60-01 on 680227-28 No noncomp 1 ianta 
noted MajO’r areas Inspected evaluation of previously 
reported personnel overecpoiure 6 review of reactor mod 
MADSEN. 0 L . SEARS. J R . MOSELEY. N C Atomic Energy Commission 
68/03/14 6pp 12810 020 24X Flehs 50-047. 81/10/03. 8204210023. 


8204210337 Forwards Complianc* Rept 30-047/67-02 on 670720 
O'REILLY. J P Atomic Energy Commission 67/08/14 HARD, J E 
Atomic Energy Commission ip. 12810 026 24X 

Fiche 30-047.81/10/05,8204210023 


—8204210341 Compliance Rept 50-047/67-02 on 670720 No noncomp I ianea 
noted Major areas inspected, review of operating 4. health 
physic* record* $. personnel interviews 

SEARS, J H Atomic Energy Commlsflen 67/08/14 llpp. 12810 027 
24X Flcha 30-047, 01/10/05.0204210023, ^ 


OCRET 30-36 C0N8ELH0 NACJONAL DE PESQUISAS DO BRASIL 
i, ^’"'‘•‘*''"•*'**1 RefPrt <CR), amends & corratpondanc* 


6204070477 Not lea of violation from Insp on 820308-12 

** *••*<*•''* Program* 82/03/2' 
12584:241 24X Flcha' 30-036. 82/03/30. 8204070474 


2pp. 


DOCKET S0-4^ARMY MATERIALS HESEARCH REACTOR 

raports, IE Builatins L egrrsspendanea 


6204210023 Addl rtipbnsa to FOIA reyuasl fer decumant* ra Army Metis 
Mschanlc Rayarch Ctr Iccatad in Hatartimni, MA. Forward* * 
documents listed In Enel* 1-4. 

Division of Rulas and Ratords 81/10/03 KABAT-ZINN, 

mSmIoms’" Ftchai 55-047, il/l5;SS: 


30-047/69-01 on 690308-09, 

ii2n7. Commission 69/07/11, 0 'REILLY. J. P, 

Agamic £ntr{^ C9Mii^'9lon IS^O? 337 24K 

Flcha: 30-047, 81/10/03. 8204210023, . 


•B204210343 Discusses Compliance Rept 50-046/67-02 Reduction of argon 4. 
stagnant baam tube water will improve operations 
BEARS. J R Atomic Energy Commission 67/08/13 Q'REILLV, J P 
Atonic Energy Commission Ip 12810 047 24X 

Fleha 30-047,81/10/05.0204210023 


— 8204210343 Forward* Compliance Rapt 30-047/67-01 on 670119 No 
none omp 1 lance notad 

O'REILLYr vl. P Atomic Energy Commieslon 67/02/10 BOYD. R 6 
Atomic Energy Commission ip 12810 038 24X 

rich# 30-047. 81 /lO/OS. 8204210023 


-aaiuawiwjss Lompiianea Rept 30-047/67-01 on 670119 No noncompllance 
noted Major areas inspicted review of operating, health 
phyaU* 6 maint record* 6 discussion w/sxpsrlmantal lets 
SEARS, J.R, Atomic Ensrgy Commission 67/01/19 Soo. 12810 039 
24X Flcha. 30-047. 81/10/08.8204210023 ^ 


•8204210331 Discusses Complianea Rept 30-047/67-01 
test in prograss Results to data are within Tech 
1 ini ts 

SEARS. J.R. Atomic Energy Commission 67/02/13 
Atomic Energy Commission ip 12810.048, 24X 

Flcha 30-047.81/10/03,8204210023 


Containment 

Spec 

ORIER.B H. 


leak 


■“notid^in.tSTSitJSn! i'W’oe-OY Nonco.pl 1. 

no«ff 0 u init« liAtioni ef adrfl ihiw rod It futl tl«ninta ^ 

w/incraasad u content 6 unauthorltad ineraast In if 

MOSELEY.N. C Atonic Energy Connleeion 69 / 07/07 
I3PP 12009:338, 24X Flcha- 50-047. 81’/10/03?B2042?0023 


-8204210224 Discuss a* Comp 1 lanes Rapt 80-047/68-03. Pr a* an e* of water i. 


“B2042103S4 Forwards Compliance Rept 30-047/66-02 on 660B03 No 
none omp 1 lance notad 

O'REILLY. J, P. Atomic Energy Commission 66/08/18 ORIER.B H 
Atomic Ensrgy Canimisslon Ip 12810.049 24X 

F i eh* ! 30-047. 81/10/03,8204210023. 


wv-vi/.oo-uw on eouuuu 
noted Major areas Inspsctidirsvieui of operating 
physlee racorde 4. personnel Intarvlau* 

^ Atomic Energy Commission 66/08/18 
84X Fich* 30-047.81/10/03.8204210023. 


noncompl iancf 
health 

6pp 12810: 030 
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-8204210362 poruards Complianc* Rapt 50-047/66-02 Lii^uid Iivil 
indication aquipmant purchaied 

6EAR8.J R Atomic Enargg Commiiaion 66/08/18 ORIERi B H 
Atomic Enargy Commisaion Ip 12B10 069 S4X 
Ficha 50-047,91/10/05,0204210023 


--02O421O365 Foriuard* Compllanca Rapt 50-047/66-01 on 660107 No 
nancomp 1 lanca notad 

a Atomic Energy Commlaslon 66/01/26 Atomic Enargy 
Commlaiion Ip 12010 070 24X Ficha 50-047,01/10/05,8204210023 


— 8204210369 Compliance Rept 50-047/66-01 on 660107, No noncomp 1 ianca 
noted Major araat Inipactad axam of oparating 4> 
health phyaice racords & paraonnal intarvieu* 

SCARS, 0 R Atomic Energy Cpmmiatlon 66/01/26 5pp 12810 07t, 
24< Ficha 50-047,81/10/05,0204210023 


—0204210376 Forwarda Compliance Rapt 50-047/65-01 on 650401. No 
noncomp 1 lanca noted 

KORNOLITH, L Atomic Energy Commlsaion 65/06/24, PRICE, E fl. 
Atomic Energy Commlailon Ip 12810 056 24X 

Flche 50-04 7,81/10/05,8204210023 


’-8204210401 Compliance Rept 50-047/65-01 on 650401 No noncompl lance 
noted Major areaa inepectid. revieu of operating & health 
phyeics recordi & Intervleui u/operating ptreonnel 
BEARS, J R Atomic Energy Gommietion 65/06/18 12pp 12810:057 
24X Flche 50-047,81/10/05,0204210023, 


— 0204210486 Fortuarde Compliance Rept 50-047/65-01 on 650401. 
Raihuffllng of beryllium reflector alamanti hai Improved 
oparating condition* 

8EARB.J R Atomic Energy Commlailon 65/04/28 KORNBLITH, L. 
Atomic Enargy Commti*ion tp 12810'076 24X 

Ficha 50-047,81/10/05,8204210023 


—8204210497 Foriuarda Compllanca Rapt 50-047/64-02 on 640924-25 No 
noncomp I lanca noted 

KORNBLITH, L Atomic Enargy Commie* ion 64/11/19, PRICE, E R. 
Atomic Energy Commliiion Ip 12010 089 24X 

Flche 50-047,01/10/05,0204210023 


— B204210501 Compliance Rapt 50-047/64-02 on 640920-29 No noncompl ianca 
noted Major area* ln*pect*d' raviau of record* t, procidura* It 
par*onnel Interview* 

SEARS, J R . CARLSON, R T Atomic Energy Commltilon 64/10/10 
Bpp 12810 090 24X Ficha 50-047,81/10/05,0204210023, 


— 8204210509 Foruard* Compliance Rapt 50-047/64-01 on 640120 No 
noncompl lanca noted. Major area* Inepactad raviau of reactor 
operational record*, hea tth physice record* Si ninutai of 
Reactor Safeguards Committee meetings 

KORNOLITHiL Atomic Energy Commission 64/02/27 PRICE, E R 
Atomic Energy Commission Ip 12810 098 24X 

Flche 50-047,81/10/05,8204210023 


-8204210515 Foruards compllanca rapt on 630722-23 No noncomp llanca 
noted Consideration should be given to use of Interlock to 
prevent fission chambsr movement during control rod 
■jilthdraual 

KORNBLITH.L Atomic Energy Commission 63/09/11 PRICE, E. R. 
Atomic Enargy Commission ip 12810' 104 24X 

Ficha 50-047.81/10/05,8204210023 


— 8204210521 Compliance rept on 630722-23 No noncompltance noted. Major 
areas inspected' observat 1 on of reactor operation review of 
operating logs Si Safeguards Committaa meeting minutes, 

SEARS, J R Atomic Energy Commission, 63/08/15 6pp 12810' 103 
24X Flche 50-047,81/10/05,8204210023 


—8204210523 Forwards compliance rept of 620926 vl»it to facility. 
bears, J R Atomic Energy Commission 62/10/29 NORRIS, P. A 
Atomic Energy Commlaslon, Ip 12810' 111 24X 

Flche 50-047, 81/10/05, 8204210023. 


—8204210530 Compliance rept of Insp on 620926 No noncomp tlanc a noted 
Major araas Inspected log books Si health physics record* Si 
panonnal interviaui, 

BEARSiJ R Atomic Enargy Commi*«tan, 62/09/26 7pp. 12810.112, 
a4X Ficha 30-047,81/10/0518204210023 


— 8204210535 Forward* compliance rapt on 611017 Continued (urveil lance of 
operation* hy lnd*p*ndent consultant endorted, 

KIRKMAN, R W Atomic Energy Commi»»ion. 61/11/16. MORRIS, P, A, 

Atomic Energy Commi**lon, 2pp 12810' 119 24X 

Fiche- 50-047. 81/10/03, 8204210023 


— 8204210540 Compliance rapt of in*p on 61101 7, Swollen control rod 
removed from core 6 replaced w/spare Reactor operation* 
norma 1 . 

SEARS. 0 R Atomic Energy Commi»»ion. 61/10/17, 4pp. 12810:191, 
24X Flche 30-047,81/10/05,8204210023. 


—8204210642 Forward* r*pt of ln*p on 610518 

KIRKMAN. R W Atomic Energy Comml»*ion 61/06/19 MORRIS, P A 
Atomic Energy Commliiion Ip 12810 123 24X 

Flche, 50-047, 31/10/03, 8204210023 


—8204210531 01 ■cusie* itatu* of leaks In swimming pool reactor Remaining 
laake do not present health haierd 

KIRKMAN, R H Atomic Energy Commlielon 60/12/02 MORRIS, P A 
Atomic Energy Commltsion Ip 12010 130 24X 

Fiche 50-047,81/10/05.8204210023 


— 8204210553 Rapt of imp on 601103 No noncamptiance notaid Major areas 
inspected reactor pool leak repairs 

KIRKMAN, R H Atomic Energy Commission 60/11/03 3pp 
12810 131 24X Fiche 30-047,81/10/03,8204210023 


— 8304210562 Inip rapt re preoparetional Si Initial startup on 600613-16. 
Major areas inspected reactor design, cant ainment Si health 
phy tics 

KIRKMAN, ft W, Atomic Energy Commit* liOn 60/06/13 Spp 
12810 136 24X Flche 50-047,81/10/03,0204210023 


— 0204210604 Ac k receipt of 771109 ttr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-047/77—01 
BRUNNER, E J Region I, Philadelphia! Reactor Operation* Nuclear 
Support Branch 77/11/22 MRlGMTiE. S ArmyiDept of. Ip. 

12810 199 a4X Flche, 30-047,01/10/05,0204210023 


— 8204210606 Respond* to NRC 771019 Itr rt violations notsd in IE Insp 
Rept 50-047/77-01 Corrective ect ions; heat tng 6 ventilation 
sys will be Inspected monthly Si radiation warning signs 
pasted 

dRtOHTiE, S Army, Dept of 77/11/09 BRUNNER, E U Region 1, 
Philadtlphl a, Riactor Operatloni Nuclear Bupport Branch. 2pp. 
12810,200 24X Fiche. 50-047, 81/10/05,8204210023 


—6204210609 Forwards IE Imp Rept 50-047/77-01 on 770922 S, notice of 
vl ola t ion 

BRUNNER, E.J Region 1, Phi ladelphla. Reactor Operations Nuclsar 
Support Branch 77/10/19 HRtOHT,E 8 Army, Dept, of Spp 
12810 202 24X Flche 50-047,61/10/03.8204210023 


— 8204210612 Notice of violation from Insp on 770922 

# Region 1, Philadelphia, Reactor Oparatlons Nuclear Support 
Branch 77/10/1? Ip 12810' 205 24X Fiche 50-047,81/10/03. 

8204210023 


—8204210616 IE Insp Rept 50-047/77-01 on 770922 None omp 1 ianca mated 
failure to perform monthly checks of heating Si ventilation 
ti failure to post warning sign In high radiation area 
ARCNITIELi R. , NORRHOLM. L . MCCABE. E C. Region 1, Philadelphia, 
Reactor Operation* Nuclear Support Branch 77/10/10 Spp 
12810.206 24X Fiche 50-047.81/10/03,8204210023 


— 8204210617 IE Insp Rept 50-047/76-02 on 760826-27 No nancomp 1 lanca 
noted. Major araas inspected licensee action on previously 
Identified Items of none omp llance, cathodic protictlon lys S, 
log* I, record* 

NORRHOLM, L Region 1, Ph lladelphla, Reactor Operations Nuclear 
Support Branch, 76/09/10 7pp 12010,213. 24X 

Ficha; 50-047, 81/10/05,8204210023 


—0204210622 Forward* IE Insp Rept 50-047/76-02 on 760B26-27.No 
noncompl lane a noted 

BRUNNER, E J. Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 76/09/13 URIOHT, E 8 Army, Dept df Spp. 
12010 211 24X Flche 50-047,81/10/03,8204210023. 


—0204210627 Forward* IE ln*p Rept 50-047/76-01 on 760113-14. No 
noncompl lance noted. 

MARTtN,U 0. Region 1, Philadelphia, Office of the Director. 
76/03/02. OQRUM.A E Army, Dept, of 2pp. 12810 221 24X 

FIcht. 50-047, 01/10/05, 8204210023 


— 82O421'0631 Page 1 of IE Insp Rept 50-047/76-01 on 760113-14. Mo 
noncompllance noted. Major area inspected: physical protection 
faclHti** 

JONEB.EU. , DEVLIN, O.U. Region 1, Philadelphia, Safeguarde Branch. 
76/02/20. Ip, 12810.223 24X Ficha; 50-047, 81 /lO/OS. 8204210023, 


— 8204210634 Ac k receipt of 760122 Itr Informing NRC of steps taken to 
correct violation* noted in IE imp rept 

BRUNNER.E J. Region ir Philadelphia, Reactor Operations Nuclear 
Support Branch. 76/02/03 OORUM.A.E Army, Dept of. Ip. 
12010,224 . 24X Flche' SO-047, 81/10/03,0204210023 
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-4204210^35 Rtip'Otidt ta NRC 7S1212 If^r r* violations noted In tE Imp 
Rapt 50-047/79-01 Corrsttiva actions Raactor Safepvardt 
Coffloilttaa miatlngs ulll bi hold ivarv 4i cientlii to audit 
actlvi ttas. 

OORUri. A E APinv.Dept of. 76/01/22 BRUNNER. E J. Raglan 1. 
Phlladalphla. Reactor Oparations Nuclear Support Branch 2pp 
I2S10 229 24X Flcha 90-047.01/10/09.8204210023. 


—0204210641 Fopuards IE Insp Rapt 90-047/79-01 on 791129 t> notice of 
violation, 

BRUNRER. E 0 Region Ir Ph t ladalpfi la. Reactor aparatiens Nuclear 
Support Branch 79/12/12 OORWI. A E Arm.^, Dept, of, 2pp. 

12810 227 24)1 Ficha 90-047.51/10/09.8204210023 


--8204210647 Notice of violation froai insp on 791129 

a Region 1. Phi lade Iph ia. Raactor Operatloeie Nuclear Support 
Branch 79/12/12 tp 12010 22 7 24X Fleha 90-047, 61/10/09, 

5204210023. 


—8204210696 Sutnlts evaluation of IE Imp 90-047/79-01 on 751125 
Principals Tatponslbla for adnlnl itration of llctnsa are 
assigned prinaru funettom In ether arias 6 appear to devote 
nlnlmal time to reactor. 

NORRHOCN. L. Region 1. Philadelphia. Reactor Operations Nucisar 
Support Branch 79/12/12 CAPHTON.DL. Ragien 1, Philadelphia, 
Reactor Operations Nucltar Support Branch ip. 12810' 230 24X' 

Ficht. 90-047. 51/10/05. 8204210023 


—9204210664 IE Insp Rapt 90-047/75-01 on 791 129 Noticomp 1 lanet noted 
failure of Reactor Saftguardi Comnlttie to conduct audits, 
failure to conduct visual survelllanet Inspi & to post 
current copy of llcenea 6 aninds 

NORRHOUK.L . CAPHTDNiD.L Region I. Philadelphia. Raactor 
Operations Nuclear Support Branch 79/12/12 7pp 12810.231. 
84X F U h e . 90- 047. 81 / 1 0/09. 62042 1002 3 


— 8204810709 insp Rept 90-047/72-01 on 720480 Noneomp 1 lance noted f«l|tia 
to take voltage & current readings oti cathodic protection 
sgs & failure to perform operability check of fire alarm 
sys 

YOUNO, r . SPESSAROiRL Region 1. Philadelphia. Office of the 
Director 72/09/18 16pp 12010 260 24X Flche 50-047.81/10/09. 

6204210023 


--B204210714 Forwards Insp 50-047/71-01 on 710329-0401 made in 
conjunction u/llcensee request to convert OL to 
"possess but not operate" category 

CARLGONi R. T Region 1. Philadelphia. Office of the Director 
71/09/21 O'REILLY. JP Atonic Energy Commiaslon Ip 
18810.278 24X Ficht 50-047,81/10/05.5204210023 


--8804210717 Discusses Insp Rept 90-047/71-01 Facility should bt 
relnspected within 1 yr 

STOHR. J P Region 1. Philadelphia. Office of the Director 
71/09/06 CARLSON. R T Region 1. Philadelphia. Office of the 

Director Ip. 12810 279 24X P le he ‘ 90-047. 61/ 10/09. 02042 10023 


—8204210719 Insp Rept 30-047/71-01 on 710329-0401 Noneomp Uance notad 
failure to maintain records of radioactive liquid waste 
ralease. operating in excess of 2 htUT 4. failure to write fuel 
handling procedures 

STQNRi J P , CARL80N.R T Region 1. Philadelphia. Office of the 
Director 71/09/06 20pp 12810 280 24X Fiche 50-047.81/10/09. 

8204210023 


6204210315 Forwards Compliance Rept 50-047/65-02 on 660424-25 Raactor 
mods conildared closad, 

NAD8EN. <9 L, Atomic Energy Commission 68/06/16 CARLSON. R T 
Atomic Energy Commission Ip 12810 003 24X Fiche 50-047. 

81/10/05. 8204230023 


— 8804210668 Act receipt of 740614 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 30-047/74-01. 

O'REILLY. J P. Region I. Ph 1 ladetpK ie. Office of the Director. 
74/08/20 ODftUH.A E. Army, Dept of Ip. I2ai0'239. 24X 

Flebe SQ-047, 81/10/09, 8204210023 


-S2042I0673 Responds to NRC 740723 Itr re violations noted in IE Insp 
rept.Correctlve act Ions . cathodic pratection restored 6 
radiation monitoring resumed on monthly beils 
OOfiUM.A E Army. Dept of 74/06/14 O'REILLY, vl. P Region 1. 
Phlladtlphla, Offlei of the Director 2pp. 12810 840 24X 

Flebe 50-047.61/10/09,8204210023. 


DOCKET 80-59 TEXAS AfcM 8NIV RESEARCH REACTOR 


9 Reporteble occurrences. LERi t. related correspondence 


9204130102 Forwards rept of contamination involving visitors k 
parsonnel on upper research level of containment bldg 
adjacent to pool 

DEIOL.H J Texas A 9 H Unlv 53/02/04 BAIRD. J B Region 4. 
Office of Director Ip 18656 294 24X Flche 50-059.88/08/04. 

8804130102 


— B204210677 Forward s IE Insp Rept 50-047/74-01 on 740710 k 12 k 
notice of violation 

O'REILLY.J P R.a 9 iDn 1. PMladatphia. Office of the Dlrictor, 
74/07/23 OORUN. A E Army, Dipt of. 3pp. 18810’ 242 24X 

Ficha 90-047,61/10/09,8204810023 


"6204810681 Notice of violation from Insp on 740710-12 

• Region 1, Philadelphia. Of flea of tha Director 74/07/29 Ip 
12610 249 84X Flche. 90-047. 61/10/09. 0204810023. 


"6204210665 Forwards IE Imp Rept 30-047/74-01 for info Annual insp wll' 
follow to assure Iteeniir adharince to Tech Specs 
BRl/NNERiE J Region 1. Phlladtlphla, Raactor Operitlons Nuclear 
Support Branch. 74/07/25 TMOfiNBURO.H D Atomic Energy 
Commission, Direetorato of Regulatory Dperations. la 12810:246 
24X Fiche, 90-047. 91/10/09.6204210023. 


DOCKET 90-70 GENERAL ELECTRIC TEST REACTOR 


A App ticatlon/coikstruction stage documents k correspondence 


6204890099 Responds to FOIA request for six categories of documants ra 
lait k raeearch raactors Forwards partial listing of 
documants k occupational radiation axposure data for test k 
reieerch reactors fo'r 1976-79 

FELTONfiJ M Division of Rulii and Records 81/12/09 LEVI.HO, 
Critical Mass Entrgy Project 7pp 12907 097 24X 

Fiche 90-070.81/12/09.6204290099 


--B204290191 Safety evaluation supporting building of expertme'ntat 30 Ki 
test reactor capabla of Irradiating fuel elements k 
components of nuclear power plants at high neutron fluxes 
PRtCE.N. L Atomic Energy Commission 97/12/02 6pp. 12907 169 
84X Flche 90-070.81/12/09,8804290099 


•6204210689 Discusses IE Insp Rept 50-047/74-01, Annual followup is 
necatsary to rasolva outstanding Items 

PLl/KLEE.K E Region 1, Phltadelphia, Office of the Director. 
74/07/89 CAPHTONiP L Region 1. PMlidelphia, Office of the 

Director Ip. 12610’ 847. 84X FI c he: 9'0-047. 81 /lO/OS, 8204210023 , 


-“8204290183 Safety evaluetlen supporting licensing of OE test reacloT. 
PRtCE.H L. Atomic Energy Commission 96/08/13 9pp 12907:171. 
24X Flche 90-070.81/12/09.6204290095 


-8204210699 I£ Insp ftept 80-047/74-01 on 740710 k 12. Noneomp 1 lance 
noted failure to perform monthly checks of cathodic 
protection sys k radiation monitoring k failure to east 
license k amindi 

PLDMLEEfK E , GAPHTON, D, Region 1, Philadelphia. Office of the 

‘“PI’’ *»BI0.848, 24X Fiche- 90-047. Bl/lO/OS, 

8204210083. 


-B204210699 Forwards Insp Rept 80-047/72-01 for info, 

« PI) ‘ • If h ‘ 04^00 of th# Dlroctor 

Atomic Energy Commlfslen, Directorate of 
‘O'** ‘P’ >8010' 290 24X FI chi’ 80-047.81/10/08 

e2u4Zl (}v8 Je 


-8804810703 Discusses IE Insp Rept 80-047/78-01. Facility is shutdown 

No SKn 06 lift, 

V£K^. T, Region 1. Philadelphia. Office of the Director. 

72/08/18. CARLSON.A T Region 1, Philadelphia. Office of the 

Olractor. ip. 18610 : 239 . 24 X Fie he: 80 - 047 . 61 / 10 / 08 . 82042 10023 


F, Security, medical, emergency k fir* pratection plant 


82040901S8 Requeste cop let of 1 ic ene««/appl leant reqoeiti for 
aatanaten or exemption re Implementation of 10CFR73 21 
Only Haddam Naek k Mllletone have submitted fees k fee 
forms 

TREKPER, L Ltce-nae Fee Nenagement Branch 62/04/08 Office of 
Nuc leer React or Ragulatlen. Director Ip. 12633:260. 84X 

Fiche: 80-000. 02/04/09. 8804090192. 


0 Adjudicatory correspondence 


8204890098 Retpondt to FOIA request for six categories of documents T» 
test k research reactors Forwards partial listing of 
documants k occupational radiation axposure data for test k 
raseerch reactors for 1978-79, 

FELTON. J N. Division of Rules and Records 61/12/09. LEVl.M. 0. 
Critical Hess Entrgy Project. 7pp. 12907,087, 84X 

Flche: 80-070. 01/12/09, 8204290095. 
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— 8204890141 06 j»eti to production of cortoin ipiclfitd NRC rocordi or 
documents on grounds that they are beyond bounds of p ti 
irrelevant toi any issues specified by Commission 700213 
memorandum tp order Certificate of 8ve end 

SWANBOMp D T Office of the General Counsel 7B/0S/01 Atomic 
Safety and Licensing Board Panel 27pp 12907 120 SdX 
Flehe 50-070181/12/09,8204290093 


—8204290183 Confirms 771021 U 25 conversations ui/FJ Coufal re order to 
shot,) cause Issued by NRR on 771024 suspending operation of 
0£ test reactor effective upon completion of present cycle 
on 771027 

CHANDLER, L. J Office of the General Counsel 77/10/26 
COUFALi F J , LINENOEROER, 0 Atomic Oafety and Licensing Board 
Panel FOREMAN, H Minnesota, Univ of, Minneapolis Ip. 

12907 200 24X Fiche 30-070,01/12/09,0204290095 


— 0204290109 Motion for extension of time until 771123 to ensuer petition 
for leave to intervene Certificate of Ovc end 
CHANDLER, L J Office of the General Counsel 77/10/26 4pp 
12907 201 24X Fiche 50-070,81/12/09,8204290095 


— B204290275 Order to shou cause uhy suspension of activities under 
License TR-I should not be continued 

CASE, E 0 Office of Nuclear Reactor Regulation, Director 
77/10/24 General Electric Co 9pp 12907*362 24X 
Fiche 50-070,81/12/09,8204290095 


H General correepondence 


8204290095 Responds to FOIA request for sit categories of documents re 
test ti research reactors Forwards partial listing of 
documents tt occupational radiation etposuri data for test 6 
research reactors for 1978-79 

FELTON, J M Division of Rules and Records, 01/12/09, LEVIrM D. 
Critical Mass Energy Project 7pp 12907.057 24X 

Flehe 50-070,81/12/09,0204890095 


--B204290132 Forwards Congressman Delloms 780612 Itr re allegations of 
unsafe conditions at OE test reactor 

TREDV, S A Office of the General Counsel 78/06/19 M08ELEY, N. 
Division of Reactor Operations Inspections Ip. 12907 184 24X 
Fiche 50-070,01/12/09,0804290095 


--0204290135 Forwards uns igned, undated Itr re structural problems at OE 
test reactor, 

DBLLUM3, R V House of Rep 70/06/18 LUTON, E Atomic Safety and 
Licensing Board Panel 3pp 12907 125 24X Fiche 30-070, 

81/18/09, 8804290095 


t) Advisory Capunittee on Reactor Safeguards reports (< corrsspendenee 


8204890095 Responds to FOIA request for six categories of documents re 
test & research reactors Forwards partial listing of 
documents & occupational radiation exposure data for test tt 
research reactors for 1976-79 

FELTON, J M Division of Rules and Records 01/18/09 LEVI.M. D 
Critical Mass Energy Project 7pp. 12907 057. 84X 

Fiche 50-070.81/12/09,8204290095 


—6204290173 Concludes that OE test reactor can be operated as proposed 
et power levels up to 50 MU for 10-yr period w/o undue risk 
to health U safety of public 

OKRENT, D ACRB - Advisory Committee on Reactor Safeguards 
66/07/22 SEABORO, 0 T. Atomic Energy Commission 9pp 
12907 190 24X Fiche 30-070,01/18/09,8204290095. 


P Operating license stage documents tt correspondanct 


8304890095 Responds to FOIA request for six categories of documents re 
test (t research reactors Forwards partial listing of 
documents ti occupational radiation exposure data for test ti 
research reactors for 1970-79 

FELTON, J H Division of Rules and Records. 81/18/09 LEVI.M 0. 
Critical Mass Energy Project 7pp. 12907.037 84X 

Fiche* 50-070. 81/12/09, 0204290095 


— 8204290146 Discusses 771089 site visit re geologic relationships. 
Oaotechnicat engineer should be assigned to project due to 
posslfalo presence of oxtremely largo It atypical landslides, 
JACKSON, R E Otose lances Branch 77/11/07, OAHMILL.U.P. 
Assistant Director for Site Technology iOpp, 12907 13S 84X 

Ficho* 50-070, 81/12/09, 0204290095 


— 8204290167 Safety evaluation supporting operation of OE beet reactor. 
Design changes will enhance safety of operation 

LEVINE, 8 Atomic Energy Commission 66/00/89. 14pp 12907:176, 
24X Flehe 50-070,81/12/09,8204290095. 


—8804290176 Expresses concern re stiimlc haiard at OE teat reactor poaad 
by Calaveras fault tone 

KELLEHER, J Oaosclances Branch 77/10/20. STEPP, J.C. 

Oeoselences Branch Ip 12907 199 24X Fiche 50-070,81/12/09, 

8S04S9009S 


— 0204290196 Forwards preliminary safety evaluations re geologic environ 
at Vallecitos Nuclear Ctr 

CHANDLER, L J Office of the Oenerel Counsel 77/11/14 
COUFAL, F J , LINENBEROER.O , FOREMAN, H Atomic Bafety and 
Licensing Board Panel 8pp 12907,205 84X Fiche 50-070. 

81/18/09, 8204290095 


—8204290225 Forward! eddl info re NRC rtview of safeguards k 
transporbat 1 0 'H aa related to Vallecitos Nuclear Ctr 
SUANSON, D T. Office of the Oenerel Counsel. 78/03/11. BOMITiJ 
Somit, J 12pp 12907*252 24X Fiche 30-070,81/12/09,8204290093 


—8204290271 Summary of 771031 public meeting re potential impact of OE 
test reactor shutdown. 

« Office of Nuclear Material Safety tt Safeguards, Dirac tor 
77/10/31 Office of Nuclear Material Safaty & 

Safeguards, Diractor. Spp 12907.357. 24X Fiche: 50-070, 81/12/09, 

8204290095 


8204140396 Addl response to FOIA request for six categories of 
documents re test 4, research reactors Documents listed In 
App A in PPR Draft of ''Dencrlc Cridlble Accident Analysis 
for TRIOA Reactors'' withheld iref FOIA Exemption S> 

FELTON I J M 01 vis ion of Rules end Records 81/12/29. LEVI.M D 

Critical Hass Energy Project, 2pp 18691 003, 24X 

Flc he: 50-000, 81 /12/29r 8204140396 


—0804140404 Forwards documents requested in 771027 telcon u/S Bloom t, 
submits description of OE Vallecitos Nuclear Ctr (t seismic 
info re site. U/o end 

* NRC - No Detailed Affiliation Oiven. 77/12/01 DELLUMS.R V. 
House of Rep. 6pp 12691 005 24X Fi ch i: 30-000, 81 /12/29. 

8204140396 


— 7809260201 Staff position re renewal DL for OETR Recommends 
continuation of llcenst until re-review ii completed 
8TELLa,V. Division of Operating Reactors 76/07/12 RUBCHE.B.C 
Office of Nuclear Raactor Regulatloni Director 2pp 12691.011 
24X Fiche 50-070, 81/12/29,8204140396. 


—7901030180 Forwards Show Causi Order which placed OETR In 

cold shutdown ptndlng further order OE Is further ordered to 
show cause why fuspanslon should not be continued 
CASE,E 0. Office of Nuclear Reactor Regulation, Director 
77/10/24. DARMITZEL,R U General Electric Co Ip, 12691*013 
24X Fiche. 50-000,81/12/29,8204140396 


— 7901030131 Ordtr to Show Cause suspending operation of OETR on 771027 b 
requiring GE to show cause why suspension should not be 
continued 

CASE, E 0. Office of Nuclear Reactor Regulation, Director. 

77/10/24. 9pp 12691.014 a4X Flehe* 50-000, 81/12/29. 8204 140396. 


8204230336 Application for amend to License TR-L changing Taeh Spec 9,3 
re design, fabrication b testing of mods or melnt to 
containment b Idg, Isolation sys.rsactor primary coolant sys 
as reactor safety sys, Expedited review requested 
DARHITZEL.R U Oenerai Electric Co 82/04/13. MILLER, J.R. 

Standard liat 1 on b Epecial Projects Branch. 2pp. 12815*310. 24X 

Flehe* 30-070 , 02 /04/13, 8204230336 


—8204230340 Proposed Tech Spec 9 3 re design, fabrication b tasting of 
plant mods or matnt, 

e Oenerai Electric Co, 82/04/15. 2pp. 12813 312 24X 

Fiche* 80-070, 02/04/18,0204230536. 


Q Inspection reports, IE Bulletins b eorresp andenee 


8204290093 Responds to FOIA request for six categories of documents r# 
test b research reactors. Forwards partial listing of 
dflcumante b occupational radiation exposure data for test b 
reeearch reactors for 1978-79. 

FELTON, J.M. Division of Rules and Records. 81/18/09. LEVI.H. D 
Critical Hass Energy Project 7pp 12907 087 24X 

Flehe: 30-070,01/12/09,8204890095. 


*8204290116 Ack receipt of Congressmen Dsllum 780616 Ur rs allegations 
of unsafe conditions at OE test reactor, Forwards Insp Rspt 
30-070/78-02 on 780426-27. 

CHANDLER, L J. Office of the Oenerai Counsel. 78/06/23 LUTON 
LIMENSER06R, 0 , FOREMAN, H Atomic Sefaty and Licanslng Board 
Panel, Ip 12907:110 24X Flehe* 50-070, 81/ 18/09, 8204290095. 
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— 9204970120 Forw*riti IE Imp R*pt 90-070/TS-02 on 75042&-27 No of 

none «jnp lionet notiil 

CREWaiJ.l. Rtpion 5. Ban Francttcoi Off let of tho Olrootor. 

70/09712 DARMITIELi R. M. Otnortl Elaetnlc Co. 3pp 12907 111. 

24X Fleht 90-070 r 81/ t2/09i8a042?00?9. 


— 9204290127 IE BpacUl Intp Rtpb 90-070/76-02 on 7B0424>-27. Mt j or trot 
Iniptcttd tptclal unannovnetd ln<p of allogationa of unaaft 
condltlona racalvtd In anony«ou< Itr. 

CODDSiR.T . CANTER.HL. r FI8H<R. Rtglon 9, Ban Franc lacoi Raactor 
Oparallona Nuetaar Support Braneli 7fl/0J/ll. tlpp. 1290'7:114 
24X Flcha 90-070rai 712/09, S204390099. 


— a20429023& ForMarda IE Intp Rapt 90-070/77-01 on 770329, 2fi> 30-31 t< 0401 
ti nottca of davlatlon. 

BDCXi H. £ Ragton 9, San Francltco, Offlca of tha Dlrtctor 
77/04719 DARHITZEL, R. H Oanaral Elaotrlc Co. 2pp 12907:320 
24X FlcRa 90-070, SI 712709, S204S90099 


—02042902411 Notlca of davlation fro« intp on 770325,28,30-31 * 0401. 
a Roglon 9, San Francltco, Qfflc* of thi Dlrtctor. 77/04/19. Ip. 
12907: 322 24X Flcha. 50-070. 81/12709. 8204290099. 


—8204290248 IE Intp Rtpt 50-070777-01 on 770329,28,30-31 1. 0401. 
Oavlatton nattd: llctnaaa fallad to follow aecaptabla 
practlca for obtaining rapraiantatlya tanpla of particulatoi 
t< radlolodlni in ttack aihautt. 

UENSLAU9KI. F A. r CURTIS. JR, , BOOK, H E. Ragton 9, San Franclaco, 
Futl Facllitg tiKatartalt Safatg Branch. 77704714 llpp. 

12907. 323. 24X Flcha: 50-070, 91712/09,8204290099 


8 Riportabta occurranett, LERt h ralattd corrttpondtnca 


8204290099 Raapondi to FOIA ra^uitt for tli catagorl** of dncumanta ra 
tatt b raaaarcih raac tort. Forward! partial lilting of 
doeiifflanti & occupational radiation atpotura data for ta«t b 
rataareh raaciort for 1978-79. 

FELTON. J H Dlvltlon of Rulat and Ricordi. 81712/09. LEVI, N D 
Critical Haat Enargy Projact. 7pp 12907:097, 24X 

Flcha. 90-070. 81 712709. 8204290099 


--820429025B RO;on 770512. during rautina thubdown, dltcovarid that atlrt 
taction of rate tor pool covar had not litan put In plact 
during pravlout raaetor thutdown. Cavaid by ptraonnal arror 
Bhutdewn ttRuanca ll«t rtvliad. 

DARMITZEL. H W Oanaral Elactrlc Co. 77706/10 BTELLO.V 
Dlvltlon of Oparatlng Raaetor*. 2pp. 12907.346 24X 

Flcha 90-070. Bl/12709. 6204290099. 


—8204290260 HO: on 770424. dvr Ing routlna ttar tup. ntutron powar indicator 
channal* trronaoutly ad juttad.rttultlng In ovarpowar trip 
aaltlngt on thraa tnatrun.*nti w/avarpow«r trip protactlon 
Gautad by partonntl arror 

DARKIT2EL, R.M Oanaral Elactrlc Co. 77/09/04. BTELLO.V 
Dlvltlon of Oparatlng Raaetor* 2pp. 12907:348. 24X 

Flcha: 90-070. 81/12/09. 6204290099 


JOCKET 50-72 UN IV. OF UTAH HEBEARCK REACTOR 


I Pariodlc oparatlng raport* h ralatad corratpondtnea 


8204260254 Conflrinc 820412 talcen rt ceautltnant to ravlio annual 
oparatlng rapt for AON-201 

BEIDLE. U. C Dlvltlon of Ratldant, Raaetor Project b Engln**rlnt 
Progrant. 82/04716 SANDOUIST, 0 N. Utah, Untv. of. Ip 
12839:361. 24X Flcha: 90-072. 82704716.8204260294, 


DOCKET 90-73 OENERAL ELECTRIC NUCLEAR TEST REACTOR 


O. Adjudicatory corrotpondtneo 


8204290099 Raipondt to FOIA roqwatt for fit catigorla* of d»cua*nta r# 
tatt b raatarch raactert Forwardt partial llttlng of 
d'oeumont* b occuoattonal r'»d4«H".« ^ 


— 0SO429O213 Forwards pralimlnary «af*ty aval nation re gaologU b 
toltnologlc environ 

CASE, E Offlca of Nuclear Reactor Regulation. Director 77/11/07 
DARHITZEL, R W Oentrel Electric Co 3pp 12907 243 24X 

flche 90-000,81/12/09,8204290099 


— 8204290220 Prollninary lafaty evaluation re geologic b teitnio logic 
environ Re<tuait for addl Info encl 

• Office of Nuclear Reactor Regulation, Director 77/11/07 6pp 
12907 246 24X Flche- 50-000, 81/12/09, 8204290099 


6204140396 Addl retponia to FOIA rcquait for tii categoriee of 
documonti ra tait b retaarch reactort Documentt listed In 
App A in POB Draft of "Generic Credible Accident Analytit 
far TRIOA Reactort” withheld (ref FOIA Eienptlon 9> 

FELTON. J M Dlvltlon of Rule* end Record* 81/12/29 LEVI, M D. 
Crltlcel Matt Energy Project 2pp 12691 003 24X 

Flche: 90-000, 81/12/29,8204140396 


--8204140404 Forwards documentt reguatted in 771027 tclcon u/B Bloom b 
tubnlti description of OE Vel lacltot Nuclear Ctr b teltmlc 
Info re site U/o end 

a NRC - No Datalled Affiliation 01 van 77/12/01 DELLUH8, R V. 
House of Rep. 6pp 12691 009 24X Flche 90-000,81/12/29, 

8204140396 


— 7901050128 Forwardt Show Cause Order which placed OETR in 

cold shutdown pending further order OE It further ordered to 
thaw cause why luipcnslon should no be continued 
CASEiE Q Office of Nuclear Reactor Regulation, Director 
77/10724 BARMITZEL.R H Oenerel Electric Co Ip 12691 013 
24X Flche 90-000, 81712729,8204140396 


— 7901050131 Order to Show Cause suspending operation of OETR on 771027 b 
requiring OE to thou cause why suspension should not be 
continued 

CASE. E 0. Office of Nuclear Reactor Regulation, Director 
77/10724 9pp 12691 014 24X Flche 50-000.81712/29,8204140396 


S Reportable occurrences, LERs b related correspondence 


82042B04B6 RO on 820412, during routine Intp prior to startup, found ana 
□ f two scram springs on safety rod 4 broken Bcratn time for 
rod atceadad Tech Spec limit Broken spring replaced on 
820412 All tprlnga will ha replaced by 820601 

DARMITZEL, R W. Oanaral Electric Co 82/04/21 DENTON, H. R OffiCa 
of Nuclear Reactor Regulation, Director Ip 12866 286 24X 

Flche- 90-073. 82/04/21.8204260486 


DOCKET 90-83 UN IV OF FLORIDA TRAINING REACTOR 


P Operating license stage documents b corraipondance 


8204270483 Forwards “Ratpontet to Formal Ouestiont Dtvalopad by NRC 
Staff b LANU Review Team,” per B20409 request 

OtAZ.N J. Florida, Oniv of, Oeinesvina 82704/23 MILLER. J. ft. 
Standardl tatl on & Bpecial Projects Branch 97pp 12893 242. 24X 

Flche. 90-083. 82/04/23, B204270483 


0. Inspection reports, IE Bulletins b correspondence 


8204210981 Addl rasponte to FOIA request for 19 categories of docuaent* 
re UCLA license renewal Forwards document* llittd In App A 
App B docueients partially withheld (raf FOIA Examptlon 4). 

FELTON, J N. Dlvlilon of Rule* ind Record*. 81/11/10 poLLOCKiM. 
Coisflltt*a to Brldg* the Oap. 3pp 12794-090 24X 

Flcha. 90-000. 81711/10. B20421D9B1 


--8204210990 Forward* IE Intp Repts 90-083/75-02.70-0462/79-01, 
70-0049/79-01 b 70-1068/79-02 on 790324-26 No noncomp 1 lance 
noted 

HOSEUEY.N. C. Region 2, Atlanta, Offlca of the Director 79/04783 
CHENiW.H Florida, l/nlv of, Oalnaivllle. 2pp 12794.093 84X 

Fit he- 90-000, 81711/10, 8204210981 


— 8204210594 IE Intp Rapt 90-063/79-02 on 790324-26. No none amp 1 lance 
noted. Major areas Intpectad recordkaeplng tys, 

HARDIN. A K , KENNA.H. 8. Region 2, Atlanta, Fuel Facility b 
Haterlala Safety Branch, 79/04/22. 2pp. 12794-099 24X 

Flcha. 50-000, 81711710.8204210981 


—8204210999 IE Inap Rapts 90-083/79-02,70-0462/79-01,70-0049779-01 b 
70-1068/75-02 on 790324-26 No noncopip tianca noted. Major 
area* inapactad. procedural. reactor thermal output b nuclear 
(tatl depletion b production, 

HODOEBt J W . KENNA.H, B. Roglon 2. Atlanta, Office of tha Director, 
79704722. 3pp. 12794 097 24X Flche. 90-000. 8171 1710, 8204210981. 
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--BaO<»aiO 690 Foruards IE In ip Rapt SO-083/77-04 on 770721-32 No 
noneomp I iancf notad 

KENNAtW 3 Rag ion 2r Atlanta. Safeguardi Rraneh 77/06/03 
OHANIAN.M J Florida. Onlv of. Oainesville 2pp 12794. 14>9. 
24X Flcho 50-000.61/11/10.8204210801 


— 8204210704 IE Imp Rapt 80-083/77-04 on 770721-22 No noncompl ianco 
notad Major aroai inipoeted iacurltg plan, iva tc araat.acceai 
control, iurval 1 lanes & tacurltp program ravlew 
ANNASTiM V . KENNA. U 8 Region 2. Atlanta. aaPaguardf Branch 
77/03/01 4pp 12794 167 24X Ficha 50-000.81/11/10.6204310881 


—8204210710 Forwardi IE Imp Rapt* 50-139/78-08 ft 70-0115/76-01 on 
760109-10 No noncomp 1 lane a noted 

NOROERHAWO. I. Region 5. 6an Francisco. Safeguards Branch 
76/01/30 CARLSON. 0 Waihlngton. UnlV Of 2pp 12794 1 71. 24X 

Flche 50-000.61/11/10.8204210361 


6204140071 Addl responia to FOIA roRUsst for info re license ranaual 
Info partlallg ulthhold <ref FOIA Eiamptlon 4) 

FELTON. J M Division of Rules and Records 01/12/29 AFTER ODQD, S 
Cofflniittee to Bridge the Gap Ip 12672 332 24X 

Flche 50-000.01/12/29,6204140071 


R Periodic operating raports 1< ralatad correspondance 


0204190169 Riquasts aitension begond B2041S daadllna for submitting 
annual progress rapt for Licenee R-79 Rapt eipected by 
S2OS03 _ 

BOUONi A E Missouri. Univ of. Rolla 62/04/13 MILLER. 0 R 
Standard! lati on & Bpacial Projecti Branch Ip. 12723- 166 24X 

Fleha 50-123.62/04/13.8204190168 


DOCKET 50-iaa TEXAS A&M UNIV. RESEARCH REACTOR 
P Operating license stage documents & eorroipondeneo 


8204260399 flupp 1 to 790702 1 1 cans o rcneual application Enel met I should 
facilitate pevlesi of fool damage rapt & dost Issue. 

RANOALU.U. 0 Te*as A 4i M Univ. 62/04/16. MILLER. J R 
Btandardl »atl »n fc Special Projects Branch Ip 12866 043 24X 

Fieha 90-128. 02/04/16. 8204260399. 


— 0204260401 "Suppl I to 1979 8AR. " 

« Te«a* A ic M Univ. 82/03/30 27pp 
Flche 50-120. 82/04/16.0204280399, 


12866 044. 24X 


"6204140061 IE Insp Rept SO-083/81-02 on 810729-31 No noncompl lance 
noted Major areas Inspected security plan. securl ty 
organliatlon. access controls, survel llance. protection of SNM. 
alarm stati on. c ommunl cations & procedures 

MOORE. D E . MCOUIRE. D R Technical Inspection Branch Si/OB/07 
6pp 12672.336 24X Fleha 50-000. Bt /1 3/29. 0304140071 


DOCKET 50-07 MESTINOHOUSE CRITICAL EXPERIMENT 


— 0204280408 Raswbmlttal of Tech Specs for nuclear science ctr. reactor 
fee 11 ltd License R-63 

* Teitee A & M Untv 02/04/30, 59pp 12866-071 84X 

mft-iaa. as/najtA. PtonAaaaaw 


— 0204280403 ''U-2rH* Alloy Properties It Use in TRIOA Fuel ” 

aiMNAD.M T OA Technologies. Inc, /General Atomic Co. 60/02/29 
98pp. 12366 188 24X FI Che- 50-128. 02/04/16. 0204280399. 


F Security, medical, emergency ti fire protection plans 


B Reportable occurrences. LERt I. related coTreipondence 


SS04090218 Foruards Revision 4 to physical security plan Revision 
urlthheld <ref 10CFR3 7901 

NARDI.A J Hestinghouse Electric Corp 82/04/05 MILLER. J R 
Standard 1 latl on 6 Special Projects Branch Ip 12624 135 24X 

Fiehe 50-087.83/04/05.8204090210 


9204130102 Forwards rapt of eontamlnatlon Involving visitors 6 
personnel on upper research level of containment bldg 
adjacent to pool. 

DEIOL.H.J. Te*a# A 6 M UnlV 02/02/04. BAIRD. JB. Region 4. 
Office of Director Ip. 12659:254 24X Fleb*! 30-039,82/02/04. 

8204 1301 OS 


DOCKET 30-99 BABCOCK 6 UILCOX TEST REACTOR 


H OecoRimlss Ion Ing Stays Documents 6 Correspondence 


8204290307 Advises that dismantling 6 decontamination of facility have 
been completed NRC verification survey & facility release 
for unrestricted use reauestad Survey results end 
DL6EN. AiF Sabcoct 6 Uilcot Co 62/04/23 MILLER, J R 
Standard liat Ion & Special Projects Branch 4pp 12684 269 SAX 
Flche S0-O99..e2/O4/23, 6204290307 


DOCKET 50-111 NORTH CAROLINA STATE UNIV RESEARCH REACTOR 


P Operating license stage documents 6 correspondence 


8204060061 Submits progress rept on decommissioning of fl-3 reactor 
Main objective is to complete decontamination 1. dismintllng 
of facility during Summer of 1962 w/termtnatlon of License 
R-63 shortly thereafter 

COCKERELL.R 0. North Carolina State Univ. S2/D4/0I ERICKBON. P B 
Operating Reactors Branch 4 2pp 12554 054 34X 

Flchs. 50-111, 62/04/01,8204060031 


DOCKET 50-123 UNIV OF MISSOURI RESEARCH REACTOR 
P Operating lieansa stage documents h correspondence 


8204140396 Addl response to FOIA request for sic categories of 
documents re test 6 research reactors Ooeumants listed In 
App A In PDR Draft of “Oanerle Credible Accident Analysis 
for TRIGA Raactore" withheld (ref FOIA Eiemption 5) 

FELTON. J. M Division of Rules and Records 81/12/29 LEVl.M. D. 
Critical Mass Energy Project 2pp 12691-003 24X 

Flche 50-000,81/12/29.6204140396 


— 6204140433 "Univ of MO Research Raactar (MURR) Annual Rept. Jul 1979 - 
Uune 1900 " 

» Missouri. Univ. of. Columbia. 77/10/24 lOOpp, 12691.023. 

24K Fleha 50-123. 81/ *2/29. 8204140396 


02040S0239 RO- on B2020S. dur ln9 initial startup. 1 1 near power channel did 
not respond. Rod withdrawal terminated. Cause i> by detector 
high detector high voltages switch in off position Training 
sBssion Implemented on monitoring of Instrumentation 
a Texas A 6 H Univ. 02/02/12 MADSEN. Q.L. Region 4. Offico of 
Director 2pp 12332 160 24X Flche- 50-1 28.02/02/12, 6204030239. 


DOCKET 30-133 HUMBOLDT DAY POWER PLANT. UNIT 3 
O Adjudicatory correspondance 


S204080319 Act receipt of petition requesting decommissioning of 
facility. Petition to t« treated under 10CFiR2. 206 6 
approprlete ectton will be taken with in reasonable tlma.FR 
notice end 

OEMTDN. H R Office of Nuclear Raactor Regulation. Director. 
82/03/26 OUENTHER. R. Affiliation Unknown. 2pp 12619.033 24 X 

Ficha: 50-133. 02/03/26, 0204000319. 


— 8204080321 Notice of R Ouenther 820220 petition under 10CFR2. 206 
for order to decaeumlsslon facility 

DENTON. H.R Office of Nuclaar Reactor Rogulation. Olrector. 
02/03/26 ip. 12619-037. 24X Flc ho- 30- I33i 82/03/26, 02040609 19. 


I Financial Information 


0204060054 Forwards Annual Financial Rapt 1901. 

CRANE. P A Pacific Oas & Electric Co. 02/04/01. Office of 
Nuclear Reactor Regulation. Director Ip 12337.221 24X 

Fiehe: 30-000. B2/04/01, 8204060054, 


--B204060Q67 Annual Financial Rept 1981 

SHACKELFORD, B pacific OOi ti Electric Co. 02/02/12 39gp. 

1 223 7 2S2 84X FicheiSO-000.82/04/01. 820 40600 54. 


U. Ineurance 6 indemnity Informetlon 


0204300246 Forwards Endorsement 97 to NELIA Policy NF*-ll3, 

CRANE. p. A. Pacific Oas 6. Electric Cp. as/ 04/20. 8ALTZHAN1 U. 
Assistant Olrector for State 6 Licensee Relations 2pp. 12091: SYT 
24 X Fiehe - 30-133. 02/04/20, 0204300246. 
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P Optratinj llcan-it itag« daeumtnti & corrtaponiltnc e 


R Periodic operating report* U related correepondence 


8S02250171 Advleai that project ha* eicalated to appro 60 to 70% 
ot currant billing* 

CLOUO.R.L Robert L Cloud Attociate*. Inc B2/02/S3 HIRAOLIA.F. 
Lleanaing Branch 3 Ip 1S031 130 24)1 Fiche; 50-000, e2/02/S3i 

6202280171 


8204060142 Oenarlc Ltr 62-03 to *11 operating BHR* re high burnup 
KAPLMSR llAit* B*»*d on 1 t*t*d con* id erat lont, p]ant-*peci Pic 
ref to OE poiltion acceptable Ovcr«lia U*t of recipient* 
end Aperture card* available In PDR 

EtSEMHUTjO 9 Divlilon of LUenelng 62/03/31 OELOEOROE. L 
Connonwealth Edlion Co JONEE, J A ■ JOMESi R Carolina Pouer & Light 
C« 2pp. 12692 07V. 24X Fiche 50-000,62/03/31^8204060142 


6204160152 Otnerlc Ltr 82-07 to all BM plant liceniee* & applicant* re 
tran»it>ttt*l of NURE0-0VO9 relative to Olnna tube rupture 
U/o end NUREO Lift of NRC recipient* end 

EISENHUTj 0 0 Olvttion of Llctn*ing 62/04/15 Connonwealth 
Edlton C«, 7pp, 12767' 196, 24X Fiche SO-ODO, 82/04/15, 8204160152 


620421OS9S Oenarlc Ltr 82-09 to all power reactor I iceneee*, app licant* 
for QLiWBBS vendor* 6 reactor vandor* ra environ 
ivallf icatlon of taf atv~related electrical equipenant 
MRC pofitlon re qualification requirenenti end 
eiSEMHliTiD S Olvitlon of Licencing 82/04/20 KAUaPimO,A 
CenaotldotecT Edlcon Co of New York. lepp 12862 337. 24X 

Fiche' 50-000, 82/04/20,8204210275 


0 Iniptctlon report*, IE Bulletin* 6 c orreap endence 


8204140406 Inform that IE Info Notice 82-oa> “Chact Valve Failures on 
Diesel Generator Engine Cooling Qy*, " ua* tint to lieted 
Itcansee* on 820326 

e Region 5, Office of Director 82/03/26. Region 5, Office of 
Director Ip. 12670: 145 24X Fiche 50-000,82/03/26,8204140406 


"8204140423 Forward* IE Info Notice 02-OS, "Check Valve Failures on 
Diesel Oinerator Cooling 6g*. ” No written retponte required 
ENOELKEN, R. H. Region 5, Offlesof Director. 82/03/26 VAN 

BRUNTiE E, Ariiona Public Service Co Ip 12670 146 24X 

Fiche- 9 0- 1 33. 82/03/26. 8 2041 404 06 


8204090354 Inform that IE Bullatln 62-01, "Altaratlon of Radiograph* 
of Held* in Piping auba«iembllai, " wai cent to lifted 
It censes i on 820331 

a Region 9, Office of Director 82/03/31 Region 5, Qffici of 
Diroetor Ip 24X Fiche 50-000,82/03/31,8204090354 


8204090360 Forward i IE Bulletin 82-01, "Alteration of Radiographs of 
Meld* In Piping Subatsemblite. " No retponea required. 

CNOELKEN, R H Rig Ion S, Office of Director 62/03/31 VAN 
BRUNTiE E Arliona Public Service Co. Ip. 12627 205 24X 
Fiche. 50-000, 62/03/31.6204090354 


•’04090396 Advise* that IE Info Notice 62-09, "Cracking In Piping of 
Makaup Coolant Line* at B6U Plant*," ha* been sent to 
listed licensee*. 

• Region 9, Office of Director. 82/03/31 Region 5. Office of 
Director Ip 12625:279 84X Fiche; 50-000. 82/03/31, 8204090396 


6204090403 Forward* IE Info Not lea 82-09, "Cracking In Piping of 
ffakaup Coolant Line* at BUi Plant* ‘ Reviow requested. 
ENOEUKENrR H Region 9, Office of Director 82/03/31, VAN 

BRUNfiE. E Ariiona Public Service Co tp. 12625.280 24 X 

Flcha- 50-000. 82/03/31,6204090396 


204090418 Advl*ai that IE Info Notice 62-10, "Following Up Bgniptomatle 
Repairs to Aiture Reeolutlen of PreblsA, " ha* baen icnt to 
listed lletnseai. 

e Region 9, Office of Director 82/03/31, Region 5, Office of 
Director. Ip. 12624:029 24X Fiche: 90-000, 82/03/31, 8204090418. 


0204050050 Forward* month Ig operating rept for Jan 1982 

WEEK8.E D Pacific Oai 6 Electric Co 82/02/03 Office of 
Management and Program Analgii* tp 12519 349 24X 

Fiche 90-133,82/02/03,8204050090 


--8204050058 Monthly operating rept for Jan 1982 

DAUH, P H Pacific Oas it Electric Co 82/02/02 4pp 12515 350 
24X Fiche 90-133,82/02/03,0204050050 


8204150295 Forwardi monthly operating rept for Feb 1982 

WEEKS, E 0 Pacific Oas 6 Electric Co 82/03/02 Office of 
Management and Program Analysis Ip 12681 342 24X 

Fiche 50-133,82/03/02,8204150295 


--B2O41503O2 Monthly operating rept for Feb 1982 

DERKSiP S Pacific Oas «, Eltetrle Co 82/03/02 4pp 12681 343 
24X Fiche 50-133,82/03/02,8204150295 


8 Reportable occurrences, LERs L rslated correspondence 


8204220356 Forwards LER B2~003/03L-0 

SHIPPER, J D Pacific Gas 8< Electric Co 82/04/16 EN0ELKEN,R H 
Raglan 5. Office of Director tp 12805 023 24X 

Fiche 50-133, 82/04/16,8204220356 


’-820422036B LER 82-003/03L-0 on 820319, w/uni t shutdown, ground detected 
at fire pump 3 motor Caused by defective stator due to age 
L deterioration Stator rewound Preventive maint schedule 
will be eetabllthed 

BAUM, P. W Pacific Oa* L Electric Co 82/04/16 Region 3, 

Office of Olrector Ip 12805 024 24X Fiche 50-133,82/04/16. 

8204220396 


DOCKET 60-139 UNIV OF HASHINOTDN RESEARCH REACTOR 


0 Inspection reports, IE Bulletins L correspondence 


B204210SB1 Addl response to FOIA request for IS categories of documents 
re UCLA lUente renewal Forward* documents listed in App A 
App B documents partially withheld (ref FOIA Eiemption 4> 

FELTON, J M Division of Rule* and Records 81/11/10 POLLOCR.M 
Committee to Bridge the Gap 3pp 12794 090 24X 

FUht 50-000,81/11/10,8204210581 


— S2042I060S Forward* IE In»p Rept* 30-139/75-01 It 70-0115/75-01 on 
750602-03 L notice of violation 

ENGELKEN.R H Region 5, San Francisco, Office of the Director 
75/06/16 HILL, R Washington, Univ of 8pp, 12794 100 S4X 
Fiche 50-000,01/11/10,8204210581 


— 8204810613 Notice of violation from ln»p on 750602-03 

* Region S, Ban Francisco, Offlcs of the Director 79/06/19. Ip, 
18794 102 . 24X Fiche- 50-000, 81/U /lO. B204210S8I 


■8204210618 IE In*p Repts 90-139/79-01 L 70-0115/79-01 on 790602-03 
Noneonpl lance noted failure to maintain written nuclear matt 
control U accounting procedures 

KOBORI,y , HAHADA.O H , RIZZOLD, V N Region S. San Francisco. 
Office of the Director 79/06/13 7pp 12794 103 24X 

Fiche - 90-000. al/ti/10, 8204210581 


"8204210621 Forwerd* IE Insp Rept 50-139/75-02 Licensee should rtvisd 
seeoritv plan to include correction of infraction tc 
significant items identified 

RlZZOLOrV.N Region 9, 8an Francisco, Office of the Director. 
75/06/25 THORNBURG, H D Office of Inspection «. Enforcement, 
Office of the Director ip, 12794 HO 24X Fiche 50-000, 
81/11/10.8204210581 


-8204090429 Forwards IE Info Notice 82-10, "Following Up Sunotomatic 
Repairs to Assure Resolution of Frebitn " Review requested. 
ENGELKEN.R H Region 9, Office of Director 82/03/31. VAN 

BRUNT, E.E. Ariiona Public Sarviee Co ip, 12624*030. 24X 
Fleho* 90-000, 62/03/31, 6204090410 


"8204210623 Forward* IE Insp Rept 50-139/75-02 on 730602-03 t notleo of 
violation. 

ENGELKEN.R H Region S, Ban Francisco. Office of the Director 
75/06/25, HILLiR Weshington. Univ of 2pp 12794*111. 84X 

Fiche* 30-000. 81/11/10, 8204210981 


6202040142 IE Info Notice 82-11, "Fotentlel tnaecuraciee in 
Preesure Instrunente Used in Hestlngheuie Deeigned Plants 
Sve list end, 

JORDAN, E.L. Division of Englnesrlng tc Ouatlty Assurance. 
63pp. 12878’ 342. 24X Fiche; SO-OOO, 62/04/09, 82020401 42. 


Hide Range 


82/04/09. 


8202040143 IE Info Notice 62-12. "Surveillance of Hudraulic 
N/encl eve llet. 

JORDAN, E, L. Division of Engineering 6 Ouallty Aeeurance, 
64pp. 12873:001. 24X FlehiiSO-OGO, 82/04/21. 8202040143. 


Snubbers. " 
82/04/21 


”8204210628 Notice of violation from insp on 750602-03, 

* Region 5. Sen Francisco, Offle* of ths Director. 79/06/25, Ip. 
12794 113 24X Flehe* 90-000, 81/1 1 /lO. 8204210581 


■8204210630 IE Inep Rept 90-139/79-02 on 750602-03 Noncompliance noted, 
failure to comply w/seeurity proetduree, 

SCHUBTERiM D , RIZZOLO, V N Region 9, Sen Francisco, Office of the 
Director. 75/06/29 6pp, 12794'114. 24X Fiche. 90-000, Bl/ll/lO. 

8204S 10581 
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■6204810633 Foruardt notice of violation from ln«|» on 790602-03 
ENCELKENi R H Region 9< San Francitcoi Office of the Director 
76/02/06 KILL. R Uaehingtan. Univ of. 2pp 12774 120 24X 

Fiche SO-000. 81/11/10. B2042i0S31 


— 0204210637 Notice of violation from ln«p on 750602-03 

• Region 9. San Franclaco. Office of the Director 76/02/06 
2pp. 12774 122 24X Fiche 30-000.01/11/10,0204210961 


—0204210642 Foruarde IE In>p Rept 50-137/76-01 of special physical 
security Insp on 760426 t< 27 Ueaknessas noted re security 
sys. access control, surveillance (. procedures 

RIZZOLO.V N Region 9, San Francisco. Office of the Director. 
76/03/29 RO/.O U Office of Inspection 6 Enforcement. Office of 
the Director 2pp 12774 124. 24X Fiche 90-000.01/11/10. 

8204210981 


— 0204210648 Foruards IE Insp Rept 90-139/76-01 on 760426-27 Ho 
noncomplianca noted 

RIZZOLO.V N Region 9. San Francisco. Office of the Director. 
76/09/26 OARLID.K L Washington. Univ of 2pp. 12774- 126 
24X Fiche 90-000.01/11/10.8204210981 


-0204210699 IE Insp Rept 90-137/76-01 on 760426 t, 27 No noncompliance 
noted Major areas Inspected security eys 1. procedures 
NORDERHAUO. L R , SCHUSTER, M. D . RIZZOLO.V N Region 9, Sen 
Francisco, Safeguards Branch 76/09/24 7pp 12774:128 24X 

Fiche 90-000.81/11/10.8204210901 


“0204210697 Forwards IE Insp Rept 90-137/77-03 on 770917-20 No 
none omp 1 lance noted 

NORDERHAUO. L. Region 9, Ban Francisco. Reactor Operations Nuclear 
Support Branch 77/07/27. CARLSON. D Washington. Univ of 2pp. 
12774 139 24X Fiche 90-000.81/11/10.8204210901, 


— 0204210667 IE Inep Rept 90-137/77-03 on 770917-20 No noncomplianca 
noted Major areas inspected security plan. syi. organ! latlon. 
accees controli. survei 1 lance 6 security program 

SCHUSTER. M D. . NORDERHAUO.L Region 9. San Francisco. Safeguards 
Branch 77/09/27, 4pp 12794 137 24X Fiche 50-000.81/11/10, 

8204210901 


—820421066? Forwards IE Insp Rept 90-137/78-04 on 780706 No 
noncomp 1 lance noted 

NORDERHAUO.L Region 9. San Francisco. Safeguards Branch 
78/07/17 HILL.R Washington, Univ of 2pp 12774.141 24X 

Fiche 50-000. 81/11/10. S2042109B1 


— 8204210676 IE Insp Rept 90-137/70-04 on 780706. Mo noncompliance noted. 
Major areas Inspected. security plan. protection of SNM.access 
control, alarm sys 6 protection against radiological 
sabotage 

MORTENSEN.W.P . NORDERHAUO.L Region 9, 8an Francisco, Safeguards 
Branch 78/07/06 4pp 12774 143 24X Fiche; 90-000, Sl/l 1/10, 

B2042 10981. 


— 8204210682 IE Insp Rept 90-137/77-02 on 770214 No noncompliance noted 
Major areas inspected security plan. protection of BNH.alarm 
sys. locks t( combinations, communications t< procedures 
POWER. E J . MORTENSEN.W . NORDERHAUO.L Region 9, San Francisco, 
Safeguards Branch 79/02/26 4pp 12794: 147 24X 

Fiche 90-000.81/11/10,0204210981 


—8204210687 IE Insp Rept 90-137/79-03 on 790214 No noncomp Hanes noted. 
Major areas Inspected lecurity plan. protection of SNM.alarm 
sys. locks t< combinations k security program review 
IVEY.L > POWER, E J, , NORDERHAUO.L Region 9, San Francisco, 
aaftguards Branch 79/11/07. 4pp 12794- 193. 24X 

Fiche 90-000,81/11/10.8204210981 


— 8204210693 IE Insp Rept 90-139/80-03 on B006I1 No nonconpllance noted 
Major areas inspected, security plan. protection of 8NM, 
security urganl lotlon. access control t. security program 
review 

MORTENSEN.N P . SCHUSTER. M. D. Region 9, San Francitco, Office of 
the Director 80/07/19. 4pp. 12794:189, 24X 

Fiche 90-000.81/11/10,8204210981. 


-0204210719 IE Insp Repts 90-137/78-02 »< 70-0119/78-01 on 780109-10. No 
noncompllance noted. Major areas Inspected. facility 
organisation 1< oparation. measurement t( controls t. Inventory. 
HAMADA.O , WIEDER.A , NORDERHAll^, L. Region 9, Ban Francisco, 
Safeguards Branch. 78/01/29. 3pp. 12774.173, 24X 

rich a. 90-000,81/11/10,8204210981. 


—8009300294 Forwards IE Insp Rapt* 90-139/80-02 k 70-0119/80-01 on 
800414t19.'No noncoinpllance noted. 

NORDERHAUO, U. R. Region 9, San Fraoeiecc, Safaguards Branch. 
80/09/09 CARLSON, D. Washlnyton, Univ of 2pp. 09144 173 24X 

Fit ho - 90-000, 81 /I v 16, 8204210981. 


— 0009300301 IE Insp Repts 90-139/BQ-02 k 70-0119/80-01 on 000414-13 No 
noncompllance noted Major areas inspected central t< 
accounting of 8NM in research reactor prugrami 
NORDERHAUO, L R Region 9, San Francisco, Safeguards Branch 
HAMADA.O . WIEDER.A Region 9. Ban Francisco, Office of the 
Director aO/09/02 3pp 12774 2 0 0 2 4X Fiche 90-000.81/11/10. 

8204210901 


DOCKET 90-142 UCLA TRAIMINO REACTOR 


A. Appl tcation/c onstruc tion stage documents b carreepondence 


02O4i4OO'72 Reepends to FOIA request for four categories of documents 
re dispasal of raduastes by Atomic Energy Project at UCLA 
Documents listed In App A end W/o end 

FELTOM.U K Division of Rules and Records 82/02/03 NELeON.R 
Loe Angeles Federation of Scientists 2pp 12672.343 24X 

Fiche 90-142, 02/02/00, 8204140072 


F Security, medical, amtrgcncy (i fire protection plant 


8204120262 Rtkeasas public version of emergency response plan. 

FELTON, J M Division of Rules and Ra cords 82/03/27 Docunint 
Managensnt Branch Ip. 12693.247 24X FI cha 90-142, 82/03/29, 

8204120262 


— 0204120264 Forwards public version of sffltrgsncy rosponss plan. Enel 
plan is first amend to renewal application eubmltted In 
Feb 1980 t< entirely replaces App IV of application 
WE03T,W F California, Univ of. Los Angelos 82/03/19 
MILLER, U. R Standardliatlon b Special Projecte Branch Ip 
12693 248 24X Flcht 90-142,82/03/27.8204120262 


— 8204120266 Public version of smergency response plan 

» California. Untv of. Los Angeles 82/03/31, 32pp. 12693 247 

24X Fiche 90-142.82/03/27,8204120262 


0. Adjudicatory correspondence 


8204090010 Response oppo'iing Committee to Bridge the Oap 820313 notion 
for dlsRUallf leatlon of Commissioner Roberts from 
proceedings. Requested relief premature ilncc no matters 
pending before Commiss Ion. Certificate of 8vc end 
TREBV.S A Hearing Branch 2. 82/03/31 Commissioner! 6pp 

12921:209. 24X Fiche ■ 90-142, 82/03/31 , 6204090010. 


8204230376 Response opposing applicant 820324 notion for protactiva 
ordar b notion for ordar compelling applicant to respond to 
certain outstanding discovery requests, Appl leant notion 
unnecessary, w/o foundation b moot. 

HIRBCHiD. Connlttee to Bridge the Oap 82/04/00. Atonic Safety 
and Ltcanslny Board Panel. 26pp 12818 130. 24X 

Fiche 90-142, 82/04/08.8204230376 


— 8204230379 Requests to be permitted entry on applicant property for 
purpose of insp, measuring, photograp h Ing k teeting. 

Dadaration of sve end 

PCX-LaCK.H Gotikmlttee to Bridge the Oep POLLOCK. M Pollock, M. 
81/09/03 California, Univ. of. Los Angeles Itpp. 12818- 163 
24X Fiche: SO-142. 82/04/08.6204230376. 


6204200361 Memorandum k order directing licensee 6 Committee to Bridge 
the Oap to execute stipulation re rslaass of 174 
photographs. 1 p stipulation Impossible, A8LB to be Infornsd. 

LVEBKE.E A , PARIS, Q.H . FRYE.J.H. Atonic Safety and Licensing Board 
Panel. 82/04/16 epp. 12733:300. 24X Fiche. 90-142. 62/04/16. 

8204200361. 


82O428002S Forwards Info rs potential socurlty witneesas. counse 1 tc 
representatives, per ASLB 82040S order 

HIRSCH.D. Committee to Bridge the Oap. B2/04/16 FRVE.J.H. Atomic 
Bafsty and Licensing Board Panel. 2pp. 12870.207. 24X 

Fiche: 90-142, 82/04/16, 8204280029. 


8204280390 Memorandum supporting proposed protective order re physical 
sscurlty plan Info.Natore b quantity of protected Info more 
limited than in Diablo Canyon Declaration of sve and. 

HIRSCH.D. Committee to Bridge the Oap. 82/04/16 Atomic Bafaty 
and Licensing Board Panel 7pp 12869-230 24X 

Ftehe- 90-142, 82/04/16.8204280390. 


8204280360 Motion for deferral of Identification of proposed counsel 
reprasaniativas L witnesses re physical security matter, 
until A8LB ruling on end proposals. Unfair b prejudicial to 
require only Intervanor to Identify persons. 

HIRBCHtD. Gommittes to Bridge the Sap. 82/04/16 Atomic Safety 
and Licenetng Board Panel. 4pp. 12870.064. 24X 

Fiche: 90-142, 92/04/16,8204280360. 
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8S042I04A3 Supp Icmtniol rasponi* to Intcrropa tor i«» 

WOODHEAB.C P. Haarlng Branch 3 88/04/19. Comml ttae to Bridfl* 

th* Oap Ip. 12802 039. 24X Flcho 50-14a> 82/04/ i9i 8204210443 


— 820421044? Affidavit r* raoults from NUReo/CR-2079 ro affoct or action 
of poiitWa tamp coaf fl 1 1 ant. Prof qualifications and 
HAHUeVtS C Conwnisslonars HAI4.EYiS C Battalia Mamortal 
Instltutar Pacific Northdieat Laboratory. 82/04/08 lOfP 
12802 040 24X Flcho. SO'142. 02/04/ 19i 8204210443 


— 8204210477 Affidavit of MA Robktn Accldants daacrlbad in rapt which 
lead to graphlta flra arr cradlbla slnca no unusual phy^ital 
phanomina r tqulrad. Prof qualifications and 

BOBKlNiM A Coramltiionars ROBKINi M A Wathlnaton. Untv of. 
B2/04/OS 3pp 12902.070 24X FI cha; 90-142, 02/04/1 9. 8204210463 


— 8204210478 Affidavit of RL Kathran ra rasults from NUREO/CR-2079 
Prompt nautron lifstlma affactad by all procasias which slow 
down fission anarqy nautrons to tharmal anargy L by avaraga 
diffusion tint U/prof qualifications U Cartlflcata of Sve 
KATHREM. R L Commisslonart KATHREMiR.L Battalia Mtmorlal 
Instltutai Pacific Morthuast Laboratory. 82/04/08 lOpP 
12802074 24X Ficha 90-142,82/04/19,8204210443 


8204300071 Advisas of trrors In intarvanor notion for dtfarral, 
ncmoranduis In support of proposal protactlva ordar, sve 
notlca, Itr to Judga Frys 4c changa of sve list 

ffIRQCH, 0 Coffimlttas to Eridga tha Oap 82/04/24 Atomic Bafaty 
and Licensing Board Pantl Ip 12890.091 24X 

ficha 90-142.82/04/24,8204300071 


8204200274 Draft protactlva ordar on security plan info Unasacutad 
affidavit of nondisclosure and. 

* Committaa to Bridge the Oap 82/04/24 Tpp, 12870" 028. 24X 

Ficha: 90-142, 82/04/24. 8204280274. 


H Oenaral corr aipondanca 


0204280030 Advises of address change t< requests Nuclear Lau Ctr ha 
added to sve list 

KIHSCH,D Coffiffllttaa to Bridge the Oap 82/0-4/14 Atomic Safety 
and Llcanslng Board Panel. ip 12870 203. 24X 

Flche 90-142, 82/04/14,0204280030. 


I Financial information 


B204270344 Responds to NRC 620323 Itr requesting addl info ra cost of 
operations, other Income, source of funds 4c annual financial 
rept 

WE-OST, H F California, Univ. of, Los Angelas. 82/04/19 
nlLLER.J.R Standard! tatlon tc Special Pro^facts Branch 4pp. 
12892,074 24X Ficha: 50-142, 02/04/19, B204270344. 


P Operating licania stage documente 8, correepondenca 


8204020243 FOIA raquact for documents ra radioactlya contamination 
incident In which Trf-8tata Motor Translant Co track 
carrying irradiated fuel elements from UCLA to Exxon Nuclear 
Co in Scovllla, ID was found contaminated at OE Ctr In CA. 
CUSHNIR.H Affiliation Unknown. 81/11/17. Office of 
Administration Ip 12514-302, 24X Ficha 50-142,81/11/17, 

8204020243. 


B2040&024S Responds to FOIA raquast for documents ra radioactive 
contanlnatlon incident In which truck carrying Irradlatad 
fuel elements ties found cantamlnatad on arrival at OE Ctr in 
CA App A lists documents end 

FELTON, JM. Division of Rules and Records. 81/12/28. CUSHNIR.H 
Affiliation Unknown 2pp. 12S1V303. 24X Flche 90-142,81/12/28, 

8204020249. 


— 8204020247 Forwards rapt of Jun* 1980 radioactive contamination 
incident involving TrI-State Motor TranepOrt truck carrying 
cask of spont reactor fuel In CA 

MCANDBEU, A. R Trenipor tatlon. Dept, of, 80/12/04. HORNORiJU 
California-, Univ of, Loa Angelas Ip, 12914 309 24X 

Flche 30-142,81/12/28,8204030249 


"8204030249 Repts radloactlva contamination/haiardous matl incident, 
No satisfactory conclusion re eourca of contaMlnatlon. 

Both In- b outbound survags should bo required. 

SULLIVAN, K. D Trenapor tatton, Dept, of 80/11/18. PIERBON, K. L. 

Transportation, Dept of. 9pp, 12914:304. 24X 

Flche 90-142,81/12/88,8304020249. 


— 8204020253 Advises of conversation u/W Qlns? Of HNBC, Burbank, CA ra 
alleged radioactive metis In-eidsnt on or about 800421. 

RDSERTS, A Trail spar tat ion. Dept. Of . 80/07/03, , 

Trans p or tet ion, Dipt of. 4pp, 1381 4t 311, 24X 
Ficbo 90-142.81/12/28.8204030249, 


--820402O2S? Forwards OA program, hsalth physics wipe survey results, 
procedures 4 checklists 4 shipper cartlf tcatton for 
radioactive metis re shipment Involved in June 1980 
contamination incident Procedures summer tied 

HORNOR.J California, Univ of, Los Angeles 80/08/07. SPIVEV.J 
Traniporta tio-n. Dept of, Fedcrel Highway Administration 9pp 
12914 319 24X Flche 90-142,61/12/28,8304030243 


— 8204020241 Forwards QA program per 790914 request 

O'NEIL.R R California, Univ of, Los Angeles 80/01/17 
MACDONALD, C E. Transportation Branch ip 12S14 320 24X 

Flche 30-142,81/12/28.0204020245 


— 8204020243 UCLA QA program submitted per 10CFR71 re univ intent to 
transfer MTR type fuel, irradiated, to carrier 

HODBONrJ N > EVRAETS, 0 C , ASHBAUOH California, Univ of, Los 
Angeles BO/01/17 4pp 12514 321 24X Flche 50-143,81/12/28, 

8204020245 


— B204020267 Requests permission to ship five Irradiated fuel bundles 4 
three irradiated fuel plates to ID Chemical reprocessing 
plant In Bee 1978 Request for DOE funds to underwrite 
transfer will be submitted fallowing transfer. 

CATION, I. Cellfornla, Univ of, Los Angeles 78/07/06 AKERS, L 
Energy, Dept of 2pp 12914 334 24X Flche- 90-142, 81/12/28, 

8204020249 


— 8204020271 Submits estimate of min cost for return of irradiated fuel 
elements to UB DOE should underwrite cost per reactor fuel 
cycle assistance contract.Part A-II lb ) (SI ( 1 ii ) 

CATTON.I. California, Univ of, Los Angeles 78/11/0? 

RQOOSA, Q. L Energy, Dept of 2pp 12SI4 334 24X 

Flche 90-142,81/12/28.0804020245 


— 8204020273 Forwards request for serial number identification of 
Individual fuel plates Small quantity of spent fuel to be 
shipped to Exxon Nuclear Co, Inc on 800421 

OSTRANDER, N California, Univ of, Los Angeles 80/05/29 
ENOELKEN.R H. Region 5, San Francisco, Office of the Director 
(81/03/01 > ip 12314.338 24X Fiche, 50-142, 81 /12/2B. 8204020345 


— 8204020275 Forwards completed DOE/NRC Form 741 Serial numbers on fuel 
plates in shipment should be determined if possible U/o 
end 

OSTRANDER, N C California, Univ of, Loi Angales. 00/09/39. 
LOHSE.O E Exxon Nuclear Co., Inc (subs of Exxon Corp ) Ip 
12514:339 24X Flche* 50-142, 81/12/28, 8204020245 


— 8204020260 Advlees that planning underway for shipment of 0 7 kg 
irradiated fuel assemblies to ID Chemical Reprocessing 
Plant. Paragraphs delated as not germane to scope of request 
CATTON.I California, Univ. of. Los Angelos 78/11/30 DENTON.H 
Office of Nuclear Reactor Regulation, Director 3pp 13514-348 
24X Flche 50-143,81/12/28,6204020245 


8304140047 FOIA request for four categories of documents re disposal of 
radwaste by Atomic Enargy Project at UCLA 

NELSON.R Los Angeles Federation of Scientists 82/01/04 Office 
of Administration 2pp 12472 341 24X Flche 50-142,82/01/04. 

8204140047 


Q Inspection reports, IE Bulletins 4 correspondence 


6304140071 Addl response to FOIA request for Info re license renewal 
Info partially withheld (ref FOIA Exemption 4) 

FELTON, J M. Division of Rules and Records 81/12/29. AFTER OOOD, B, 

Committee to Bridge the Oap. Ip. 12672:332 24X 

Flche. 90-000, ei/12/29, 82041 4007 1 . 


DOCKET 90-150 OHIO STATE UNIV RESEARCH REACTOR 


F Security, medical, emergency li fire protection plans 


8203350144 Forwards info re locurlty plan. Enel withheld 
(ref 10CFR73 21) 

REDMOND, R F Ohio State Univ 82/02/34. EVANS, L.J Fuel Facility 
Safeguards Licensing Branch Ip. 12412-087 24X 

Ficha. 90-190, 82/02/24,8203250144 


DOCKET 90-191 UNIV. OF ILLINOIS RESEARCH REACTOR 


S. Reportable occurrences, LERs I, related correspondence 


B20430O3B2 RO- on 81 1201-820307, reactor operated under supervieion of 
oenior reactor optrator w/Ucenta that expired 811201 Oaueed 
by operator oversight. Roacto_r qpei^atlng under eupervislon 
o-f other operator. Renewal a|fp 11 cation for llcanet eubmltte^i 
BECKiO.p. lUlnoU, Univ. of, UrbOno-Champaign. 82/04/29. 

Dlvition of Llcanslng. 2pp. 12BB4- 138. 24X Flche. 90-191, 83/04/39, 

8204300382. 





DOCKET 50-159 Dio ROCK POINT NUCLEAR PLANT 
F Sfcurityt medicali eoiergeneg & fire protection plans 


620^010309 Reciuestt delag in icrplenentation of OSA approved tecurltg 

storage containers Status of implementation program withheld 
(re# 10CFR73 21 ) g.amwunneto 

DEWITT. R B Consumers Power Co 02/03/83 DENTON. H fi Office of 
Nueleer Reactor Regulation. Director 2pp 18477 097 84X 

Fiehe 80-000.02/03/83.8204010309 


0804180132 Forwards emergencg plan exercise scenario. per otil 820383 
submittal, in response to NRC 880303 itr 

BORDINE.T C Consumers Power Co 82/04/01 HIND. J A Division of 
Emergencg Preparedness t. Qpsrational Support 2 pp I2ii3a 190 24X 
Fiehe 90-195. 02/04/01.8804180132 


—6204120135 "Big Rock Point 8cenerlo 
* Consumer! Power Co BRE)(-88 
Fiehe 50-158.08/04/01.0804180138 


19SB. Emergencg Esereiee " 
88/04/04 89pp 18430 192 


S4X 


— 82O40B0599 Brief in support of motion to dismiss Util has exhausted 
fxtstlng stockpile of reproccsted Pu 4. hae no plane to 
refuel w/ml xed oxide fuel All mixed oxide fuel will be 
removed from reector In Feb 1908 

HOLMES, MK . BACHELDER. J P Coneumers Power Co HOLMES. M K 
Uerner , Norc roet 4 Judd 32/01/24 U 0 Dlitrlct Court, Meetern 
District of MI. Souther Oiv llpp 18407 148 24X 

FI Che; 50-159. 88/04/08, 8804080 946 


— B204080S58 Memorandum 4 order re Amend 4 to License DPR-4 NEPA E18 
retulrenents Inapplicable to Ineraaeid uee of mixed oxide 
fuel euthoriied bg amend Higher Pu levele meg not be used 
until NEPA E18 reiguiTenents met 

CHILK.s J Office of the Becretarg of the Commission 79/00/11 
Consumers Power Co. 8pp 12407 159 24X Fiehe 90-199. 08/04/02, 

0304080944 


— 0204090543 Affidavit of FW Quefcman re Amend 4 to License DPR-4. Util hee 
eiJieusted etoekpile of mired oxide fuel I. hee no plans to 
refuel u/mixed oxide fuel Certificate of Sve end, 

BUCKHANi P H Coniumtre Power Co. 88/01/29 4pp 18407 147 24X 

Fiehe 90-199,83/04/02.8804080944 


02040901^ Requests copies of 1 icsnsce/appl leant requasts for 
extanilon or examptlon rt implementation of 10CFfi73 21 
Onlg Kaddam Neck *« Klllstone have eubmltted feet 1. fee 
forms 

TREMPER.L License Fee Management Branch 68/04/05 
Nuclear Reactor Regulation. Dlractor Ip 12433 840 
Fleha. 90-000, 88/04/09. 8204090192 


Office of 
84X 


8204140894 Forwards examptlon from IOCFR90 48 App R requirements r# 
fir# protsctlon, in response to util 080209 i> 11 requests. 

Reactor coolant pump oil collection egt thould be designed 
h tnetalled bo withstand 03E 

Nuclear Reactor Regulation, Director, 

68/04/09 VANDEHALLEi D Coneumers Power Co, 3pp, 18699,081 24x 

Flthe 90-190,08/04/09,8804140294 

— 6804140294 Exemption authoriilng mod to provide reactor coolant pump 
oil collection ege which will withstand BSE 
DENTON. H R Office of Nuclear Reactor Ragulatien. Director 
68/04/09 Consumers Power Co 3pp 18499 084 a4X 
Fiehe 50-195,88/04/09.8804140894 


0 Adjudlcatorg correspondence 


6804130099 Order teeuing eubpaen* to OP Betourna per util 880408 
request 

8LQCH.P B Atomic Safetg and Licensing Board Panel 68/04/00. Ip 
12499 242 S4X Fi cht. 90-199. 02/04/08. 0204130099 


— 0204130101 Subpaena directing OP Betourne to appear on 680409 in 
Pctoskg.Ml to testlfg on bahalf of util 

BLOCH. P B Atomic Safatg and Licentlng Board Panal. 88/04/06 
BETOURNE, 0 P Air Force, Dapt of. Ip. 12499:243 84X 

FUh# 90-198.88/04/08,8804130099 


8204140123 Application for hearing eubpoana diraetad to GP Bebourne 
Proposed subpoena I. Cartlflcata of Sve end Related 
c arrasp Qndenea 

OALLO. J Consumer 1 Power Co, OALLO. j Is ham. Lincoln & Dee la. 

83/04/08 Atomic Safitg and Licensing Board Panel. lOpp 
12449 180 S4X Fleha: 90-199, 02/04/08. 0204140188, 


0204190081 Notice of change of L Reiter 020414 dappeition from 
Hashing ton. DC to Bethesda.MD Related « orree pond enee. 

OALLO. J Consumare Power Co. OALLO. J tahan. Lincoln t. Dealt. 
82/04/18 Ip 18482.888 S4X Fic ho; 90-199. 82/04/12. 8804190061 


8204010854 Interrogatories re O'Neill Contention tl C Notice of 
appearance t< Certificate of Sve end 

BACHMANN. R 0 Hearing Branch 1 08/03/30 Consumers Power Co. 

7pp 12477 330 24X Fiehe 90-199,02/03/30,6804010294 


8804190040 Forwarde tupplemantal reeponse re Ghri s ta-Haria Contention 
9 Memorandum could not be eomplatad until 820418 
BEMMEL, H Antioch College of Law. 8EHMEL. H Chriita-Marla 
88/04/13 BLOCH. P Atomic Safetg and Llcentlna Board Panel. 1» 
12784:339 84X Fie he; 90- 193, 82/04/ 13, 82041 90040 


B80401024S Order granting applicant 820330 application for subpoena to 
HP Htckeg 

BLOCH. P 6 Atomic Safetg and Licensing Board Panel 82/03/30 
Coneumere Power Co Ip 12477 314 24X Fiehe, 90-199, 68/03/30, 

8304010268 


—8204010271 Subpoena ordering HP Hie keg of OH Air Notl Guard to appear 
on 820409 to teitifg on behalf of util 

BLOCH. P 6 Atomic Safetg and Licensing Board Panel 82/03/30, 
HICKEY, H P Ohio, State of Ip 12477’ 317 24X 

Fiehe 90-195.82/03/30,8204010266 


8SQ40102B4 Application for haaring subpoena dlracted to HP Kiektg Draft 
eubpoana It Certificate of Sve end 

OALLO, J Coneumers Power Co * Isham, Lincoln G Htale 82/03/30 
epp 18477 124 24X Fiehe. 50-195, 62/03/30, 0804010286 


6804060038 Notice of change of location for deposition Deposition of kH 
Campa wilt take place at NRC ofc In Bethtfda.NO on 620409 
Relatad correspondence 

OALLO, J Coneumere Power Co, GALLo, j Ithan, Lincoln G Btele 
88/03/30 Ip. 18404 114 24X Fiehe 80-199,08/03/30,6204080032 


S204080544 Replg to Chr l*ta-Maria 620319 oppotltien to licensee 620819 
motion to etrlite G to dismiss Christa-Marla Contention 9 
Spec of Contention 9 raised new tseuee w/o factual baiie, 

OALLO, J. , THORTON, P Consumare Power Co GALLO, J tshamr Lincoln tt 
Beale, 82/04/02 Atonic 6afetg and Licensing Board Panel tOpp 
»a6G7>I37 84X Fiehe’ 80-199, 82/04/02, 6204000944 


— 8204030590 Hotlon to ditmlss Action no longer presenti jueiieiabka 
eaic or eontrovereg within Court jurisdiction 
Holmes, H K . BACHELDER.J P Contumors Power Co, HOLMES, M K. 
Uarner. Nor c rose G Judd, 62/01/24 U 8, Oletrlct Court, Uettarn 
District of MI. Souther Div Ip 12407 147 24X 

Fichf • 50-199, 02/04/02, 6204080944 


— B8i)4190'049 Supplemental response ra baits for Chrlsta-Mar la Contention 
9 Ang change In spent fuel pool should require resultant 
change in emergencg plan Certificate of Sve end 
SEHMEL, H Chrleta-Marla BEMMEL, H Antioch Collage of Law 
88/04/13. Atomic Safetg and Licensing Board Penal 4pp 
18724 339 24X Plche. 50-199, 88/04/ 13, 0804190040. 


8204200022 Foruardi util answers to first alght of NRC 680330 
tntarroga tori ts Betsmlc analysis for overhead crane to be 
completed on 880419. Info will be provld'ed ae soon as 
possible Anewert to Inter roga tor i te 9-12 being prepared 
OALLO. J lehan, Lincoln G Beale. OALLO, J Consumers Power Co 
02/04/19. BACHMANN, R, Hearing Branch 1, 4pp 18748,330, 24X 

Fleha! 90-198, 82/04/19, 8204200022. 


— 8204200028 Atisware to 8203320 1 nterrogator 1 as 1-0, 

JENKINS, R 6, Consumers Power Co 82/04/13 Office of the 
Executive Legal Director Bpp 18742:342, 24X 

Flehl’ 90-155, 82/04/15, 0204200022, 


0204200123 Forwards AJ Eggenberger affidavit G ‘'Paremstrie atudg.Soil 
Structure Interaction," submittad par continuing obligation 
to proyieff nttai Info t* NRC lTitort* 09 *tqry 5» 


OALLO r J. 
Br«nch t 


w orv 

Isham, Lincoln G Beala 02/04/19. BACHMANN, R, Hearing 
If. 12787 210. 84X Fiehe 80-195,02/04/19,0204800183 


Affidavit of AJ Egganbarger listing corrections to 
atutfy'Soll structure Interaction," 

EOGEMBERGER, A Coneumers pouar Co EGGENBERGER, A D'Appolonta 

Consulting Engineers, Inc. 88/04/19, 3pp 18787.811 a4X 
Fiehe: 50-199, 82/04/19, 8204800123 






Erigineers7’inei 88/04730, 
18787,214, 24X Fiehe: 90-199, 82/04/19. 8204200123, 


97pp. 
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DOCKETED ITEMS 


eS0<(SO(}4?3 F»ruarii« "Stitnic of 7S-Ton Contalnmint Cratta< “ 

iubnlitad p»r centtnuing obllgaileti to proviso niw info ro 
8S033O Intorrcsatorti-i 

OM.LOrJ. l»h an. Ltneoln Gaalo OALLOi J Gonaunart Powtr Ca 
83/04/lS BACHHANN.R. Haarlng Branch 1 Ip 13743:014 34K 

Ficho 90- IBB. 83/04719.6204300493 


— 83042O049A "Salaavic Analyals of 73-70 1> Contalnnant Crani " 
* £ae. Inc 02704/14 33pp 13743.019 34X 

Fitha: 90-1 98.63704719, 8304300493 


8204310409 KanDranilt;n b ardar llAltlng Chrlita-Haria Contantlon 9 to 
llatad aulxontant loni, 

BLOCH, P B . PARIS, O.H . SHON.F J Atdnle Safaty and Licanitns Board 
Panal. 63/04/20. Clir 1 ata-Harla 14pp 12802.045 347 

FIctia 90-193, 82/04780. e3042104/)9 


6204S309S7 Advltaa that no ordar ntcaiiarg ra 0 O'Nall I 880402 notion 
for ordar raq,ulrlng NRG to aniuar cartaln Intarrogatorlai. 

NRC tc O'ilalll agrtad to llatad raaalutlont of dtieovarg, 

KODRF.OE Haaring Branch 2 62704721 BLOCH, P B. , PARIS,O.H, , 

GHOK, F J Atonic Safat.j andLletnalng Board Panol 2pp 12613.303 
S4X Flcha. 50-189. 82704/31 , B204330987 


8204300131 Feruarda B Hatur I. OH OtBartolo affidavltt on ASLD 930319 
ordar ra whithar apant dual racti would ha fabrleatad to 
nlnlalid «an« ttliatlon of ctalnlaca itaa) dua to cold usrt 
b walding. 

OALLO.U lahan. Lincoln b Baala, 63/04/27. SLOCH.P B . PAR18.0 H. . 
8H0N. F J Atonic Safatg and Llcarvilng Board Panal, 3pp. 13690 001 
34X Flcha 90-199.62/04/37.8804300131. 


— 6304300136 Affidavit of 6 Malur ra A8LB .gvastlen In BS03I9 ordar ra 
techni^uaa of nfg of apant fual rae li, Tae hntquac balng 
amplogad In fabrication of apant fual racka to avoid 
aana 1 tiiatJ on dua to cold wort. Prof qual 1 f Icationa and. 

HALURtS Conaunara Powar Co PMLUR.S HUS Corp 62/04736 7pp 
13890 003 34X Flcha' 90-198.88704/37. 6304300131 


■8304300143 Affidavit of JH DaBartoU rt QA aetivitlaa A8TH Typt 304 
atalnlata attal actuallg dalivarad to ba uaad In apant fual 
racks wai hot rolltd, annaalad. pic k 1 ad & unaanaltiitd.PTOf 
Rual 1 f 1 catl oni and 

OEBARTOLOi J, H Conaunara Powar Cd 63/04736 7pp. 12890.010, 
24X Flcha 90-199.62704737.6804300131 


6304300370 Forwards HJ Edart affidavit U "Structural Analgila of Bpant 
Fual Pool Linar (< Concrata Dui to Coolant 8ya Fallura for 
Big Rock Point Nuclear Powar Plant." Rcvlaion I Ravlilon 
corracti trrora in orginlal docunant. 

CALLOrJ. I ah an, Lincoln b Bail a. OALLOiJ Conaunara Poutr Co. 
82704736 BLOCH, P B . 8K0H.F.J , PARIS, 0 H Atonic Safatv and 
Llconalng Board Panal, 3pp 18837 338 S4X Flcha: 30-199, 63704738. 
8204300370 


■6204300363 Affidavit of HJ Eekart aiplalnlng algnlftcanea of changai 
madt in Rrvlsion 1 to frif6-3967, "StTuctura] Analgtli of 
Spent Fual Pool Liner « Concrata Dua to Coolant Sga Fallura 
for Big R oc k Point Nuclear Powar Plant * 

ECKERT.H J Conaunara Power Co, ECKERT, H 0 NUS Corp. 63/04/SB, 
9pp. 13S97.360 34X Flcha: 90-199. 62704/86, 6304300370 


■6304300389 "Structural Analgils of Spent Fual Pool Llntr I, Concrata 
Out to Coolant Sga Fallura for Big Rock Point Nuclear Powar 
Plant," Revision 1. 

OONE>l,J . 8ACRAM0, R F. . ECKERT, H J NUS Corp, NU8-39S7 ROl. 
82/04/87. lOOpp. 12867 349 24X Flclia; 90-189, 63/04/86, 

6804300370 


J. Inavrance li Indannltg information 


8204080063 Forwardt Endoraamtnt 90 to NELIA Pol leg NF-117, 
FROUNFELKERi R Csniumers Power Co. 63/03/31, 6ALTZHAN, J 
Antitrust A Econoailc analgala Branch lUtllitu Finance) Sop. 
12819.344 34X Fleha!90-189,83/03/3l, 0204090063. 


P. Operating Hcinaa ataga documents l< eorratpondance 


304130046 Forwards Amend' 44 to Licanaa DPR-6. lafatg tyaluatlon ti 
notice of latuanca & aval tabll i tg, Amend authorltaa changi In 
reactor oparating limits baaed on new LOCA analgsli, 

CRUTCHFIELD, 0. Operating Raactori Branch 9. 81/06/09 HOFF HAN, D. P, 

Conauaiari Powar Co. 4pp, 12661:339. 84X Flcha. 80-198. 61706/09, 

3204130046 


204130090 Amtnd 44 bo Licanaa DPR-6. author 1 ling change In reactor 
oparetlng limits baiad on new LCKA analgtla. 

CRWTCHFlBLD, 0, Oparating Reactors Branch 9. 81/06709. 8pp. 

12661:329 24X Flcha, 90-198, 81706/09, 8304130046 


—6304130092 Safatg avaluatlpn lupporting Amend 44 to Lletnie DPR-6 
a Office of Nuclear Raactor Regulation, Director 81/06/09 
llpp 12661 337 24X Flcha 30-199,61706709.8204130048 


— 6204130099 Notice of Itsuanca h avallabllitg of Amend 44 to Ltcenal 
DFR-6 

CRUTCHFIELD, D. Oparating Raactori Branch 5 81706709 2pp 

12661 346 24X Flcha 90-199, 81706709, 8304130048 


6203160478 Forwards Amend 51 to Licanaa DPR~6i safatg evaluation t, 
notice of latuanca Amend changtt Tech Bpaca ra degraded 
grid protection for data IE power ags 6 scram discharge 
age 

CRUTCHFIELD, 0. Operating Reactors Drench 9 03/03/08 

VANOEHALLE, 0 Cenaumars Power Co 4pp 13306 021 24X 

Flcha 90-198. 82703708. 8203160479 


—6203160482 Amend SI to Llctnsa DPR-61 revls 1 ng Tech Specs ra dagradad 
grid protaetlon for Class IE powar sgt & scram dischargt 

sgt 

CRUTCHFIELD. D Operating Reactors Branch 5 82/03708 9pp 

13306 029 S4X FI eht. 90-199, 82/03708, 8203160478 


—6203160466 Safatg evaluation supporting Amend 91 to License DPR-6 
a Office of Nuclear Reactor Regulation, Director 83703708 4pp 
13306 034 24X Fiche 50-199,83703/08,8203160479 


— 6303160491 No'tice of issuance of Amend 91 to License DPR-6 

CRUTCHFIELD, 6. Operating Reactors Branch S 62/03706 Spp 
13306 038. 24X Flehi 30-199,82703/08,0303160479 


8204090099 Forwards evaluatlen ef SEP Topic VI-10 A re electrical 
Instrumentation t, control portions of testing of reactor 
trip sgt bi ESF 

VINCENT. R A Consumers Power Co 62703729 CRUTCHFIELD, 0 
Operating Reactore Branch 9 e2pp 12931 109 SAX 
Fiche. 90-199, 63703729, 6204090099 


8204060009 Forwards util comments on NRC svaluatlons of SEP Topics 
V-IO B.RHR re I labil Itg, V-1 1 A. requirements for Isolation of 
high tc low pressure sgs,V-ll B.RHR Interlock requirements t, 
VII-3i ags rtqulrad for safe shutdown 

VINCENT, R. A Conaomers Power Co 82/03730 CRUTCHFIELD. D 
Oparating Reactors Branch 9 4Bpp 13993 060 24X 

Flcha^ 90-199, 83703/30,8304060009 


8204060142 Oanaric Ltr 82-03 to all operating DNRs ra high burnup 
HAPLHOR Ilmltf Based on listed considerations, p lant-spac if ie 
ref to OE position acceptable Ovtrslta list of recipients 
end. Aperture cards available in PDR 

EISENNUT, 0 O Division of Licensing 83/03/31 DELOEOROE.L . 
KALIVANKA8. N Commonwealth Edison Co HARTMAN, C J Consumars Power 
Co 2pp 12692 079 34X Fiche 90-000,63703/31,8304060142 


6304080343 Advises that shift technical advisor program, par NURE0-0737i 
Item I. A. 1 1 Is acceptable Definition of cqulvaleneg 
unaecaptable. New NRC guidance on shift staffing 
qualtf 1 catlone mag be forthcoming 

CRUTCHFIELD. D Operating Reaetore Branch 9 83703731 

VANDENALLE. 0 Consumers Poutr Co, 4pp, 12602:393 24X 

Plche:90-198, 02/03731, 6304080343. 


8204060144 Forwards detailed rspts re evaluation of operator actions tc 
skills required to respond effectlvelg to transient & 
accident cord itions. per Oenerlc Ltr 81-10 

VANDEHALLE, D. J Con tumtrs Power Co 82/04701 CRUTCHFIELD, 0. 
Operetlng Reactors Branch 9. 9pp 12996' 109 24X 

Fiche. 90-199. 82/0 4701 , 8204060144. 


— 8204060199 "Assessment of Shift Steffing Requtrsments for Big Rod 
Point Nuclear Powar Plant" 

a Hood-Lea vtr 4 Aasoelates, Inc HLA-2-R-e2-09 82/03731 

190pp 12998:111 24X Fiche 90-199,82704/01,8204060144. 


—8204060198 “Operator Action Event Trees for Big Rock Point Nuclear 
Plant. " M/apps. 

BRINBFIELO, H. A. . BROOAN, B A . BROWN, R 0. Weod-Ltavar It Aiseclatae. 
Jne HLA-8-R-82-03 81/12731 400pp 12999 047 24X 

Flcha;B0-199, 82/04/01,8204060144 


8204070199 Forwards addl info at raquastad In 820224 ltr ra environ 
qua 1 1 f leatlen of safetv-rslated alectrleal equipment. 

BORDINErT.C Consumars Power Co, 82704/01. CRUTCHFIELD, D. 
Operating Raaetora Branch 9 900pp, 12989'232 24X 

Flcha. 90-199. 82704/ 01, 8204070199. 


S20408038I Forwards Amend 92 to License DPR-6. aafatg evaluation It 
notice of tsauance h avallabllitg Amend changee Tech Specs 
to ravlsa present reactor vsssat pressure tamp limits 
CRUTCHFIELD, 0, Operating Reactors Branch 9, 82/04/02 

VANDEWALLC. D Coneumers Power Co, 3pp. 12600.310, 24X 

Fiche; 90-199, 82704/02. 6204090381 
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■0204080384 An (nit 52 tg Llccntt DPfl-6 changing Ta*h 6»ief ra rtactar 
t^atial prf f tura-tamp llmita 

CRUrCHPIEtDi D aparating Raactori Branch 8 82/04/02 4 pp 

12600 313 24X Flcha 30-153i 82/04/02. B2O4OBO301 


-82040S03Q6 Safety evaluation supporting Anand 58 to Licansa OPR-6 
• Operating Raactort Branch 5 82/04/02. 7pp 12600' 317 . 24X 

Flcha SO-1 33, 82/04/02. 8204080381 


•6204030390 Not lea of Itiuanca of Amend 82 to Lie ana a DPR-6 
CRUTCHFIELD, D Operating Reactor* Branch 9 82/04/02 

12600 324 24X Flcha 50-133,02/04/02,8204080331 


2pp 


B2041601S2 Oanarlc Ltr 82-07 to all BHR plant llcontaa* ti applicant* re 
transmittal pf NUREO-0909 ralatlva to Qlnna tuba rupture 
H/o end MUREO List of NRC rociptont* end. 

EtSEiNHUT. D 0. DivUlon of Licensing 32/04/13. Commonuoa 1 th 
Edison Co. BECKMAN, J.r Oeorg la Pouar Co, PILANT.U M. Nabraska 
Public Pouar Dlstrtet. 7pp 12787 196 24X Flcha: 80-000, 32/04/15, 

8204160132 


8204200123 Forward* AJ Egganbargar affidavib t, "Pararnatrle Study, Soil 
Bbructura Interaction," submittad par continuing obligation 
to provldt naw Info ra NRC Intarrogatory 3, 

OALLOiU. tsham. Lincoln h Baal a 82/04/lS. BACHMAN M, R. Kaaring 
Branch i. Ip 12787-210 24X Flcha: 80-133, 62/04/13, 8204200123 


-8204080392 Nagatlva dadaratlon ra Amend 82 to Licansa DPR 
EISENHUT, D 0 Division of Ltcanslng 32/04/02. 4pp 
24X Flcha. 80-135, 82/04/02,8204000381 


-6 

12600' 326 


--B3042102D0 "Parametric Study, Soil Structure Interact ion " 

u D'Appolonla Consulting Englnaors, Inc. 82/04/30 S7pp 
12787 214 24X Flcha. 30-193, 92/04/13, 8204200123 


9204090272 Advises that Multiplant Item B— 17 considered ratolvad based 
on util 600720 Hr Indicating no hydraulic snubbers on 
safstv-'rslatsd sgs KultlpUnt I tan* F-43 L F-43 also 
roselvod 

CRUTCHFIELD, D Opsrating Rtactors Branch 3. 62/04/02 

VANDENALLE, D Consumtr* Power Co 3 pp 12627 340 24 X 

Flcha 80-153.32/04/02,6204090272 


6204200493 Forwards "Salimlc Analysis of 73-Ton Centa Inman t Crane, " 
submittad par continuing obligation to provldt nou Hfo ro 
820330 Intorrogatorlos. 

OALLO, J Isham, Lincoln 3 Boats OALLO, J Consumers Pouar Co 
62/04/13. BACKMANNrR. Hearing Branch 1 Ip 12743-014 B4X 
Flcha - 30-133, 82/04/13.8204200493 


8204120143 Forward* evaluation of SEP Topic 11-2 C ro atnospharlc 
transport k diffusion charactaristte* for aecldont analysis 
VINCENT, R A Consumir* Pousr Co 82/04/06 CRUTCHFIELD, D 
Operating Raactor* Branch S. 3pp. 12638 137 24X 

Flcha 30-138,82/04/06,8204120143 


6204130310 Confirms 820414 matting in Jackson, HI betutan Region 3 li 
util ra ravlau of systanatic assestmant of llcansea 
parforraanca for Jul 1980 - June 1961 

KEPPLER, J 0 Region 3, Office of Director 32/04/06 DEMITT, R B 
Consumer* Power Co Ip 12634 007 24X Flcha* 80-000. 62/04/06, 

6204120310 


— e2O42‘0a496 "Seismic Analyst a of 73-Ton Containment Crane. " 
• £QE, Inc. 32/04/14. 33pp 12743 OlS S4X 
Flcha; 30-133, 62/04/13, 6204200493 


6304210267 Forwards "Big Rock Point Physics Methodology Rapt, " 
Revision I,por NRC 810424 roqtiest for addl Info. 

BaRDINE, T. C Consumars Power Co. 62/04/13 CRUTCHFIELD, D. 
Operating Reactors Branch 3 Ip 12302 311. 24X 

Fich«‘S0-lS3. 62/04/ 1 3 , 62042102 67 


— 8204210271 "Big Rock point Physic* Methadoiogy R*pt,'< Revision 1 
• Consumtr f Power Co 02/04/13 31 pp. 12902 312. 24X 

Flcho: 90-133, 62/04/13. 6204210267 


8204090390 Forward* safety evaluation ra SEP Topic XV-9 review, * ter tup 
of Inactive loop at incorrect tamp Evaluation will be basic 
input to integrated saftty assfssmant for facility 
CRUTCHFIELD, D Operating Reactors Branch 5. 82/04/07 

VANDEWALLEi D J Consumir* Power Co 7pp 12623 249 24X 

Flcha 30-133,82/04/07,8204090390 


3204160426 Forward* Amend S 3 to License DPR-6, safety evaluation li 
notle# of issuance & availability Amend revise* Tech Bpec* 
far core thermal limit* to accemmodata deuterium fuel 
CRUTCHFIELD, D Operating Raactort Branch 3. 02/04/08 

VANDEUALLE, D Consumer* Power Co 3pp, 18706*041 84X 

Flcha. 30-133, 88/04/08, 8204160426. 


8204160434 Amend 33 to Licansa OPR-6, revising Tech Spec* far cor* 
thermal limits to accommodate deuterium fuel 
CRUTCHFIELD, D Operating Reactor* Branch 3. 82/04/08. 8pp. 

12706*044 S4X Flch* 30-133.82/04/08,8204160426 


"B2041 60443 Safety evaluation supporting Amend 33 to License DPH-6 
* Office of Nuclear Reactor Regulation, Director. 82/04/08. Spp. 
12706 049 24X Flcha. 30-133, 82/04/03, 6204160426 


8204200260 Advise* that submittal of Tsch Specs change request r* 
NUREO-0737, Item I A. 1 1. "Shift Technical Advisor,” has baan 
delayed until sacond quarter 1962 Delay caused by two 
studies to ba discus tad u/NRC on 320311 

SORDINE. T.C Consuaiars Pouar Co. B2/04/16 CRUTCHFIELD. D. 
Operating Reactors Branch 3 2pp. 12737*217. 24 X 

Flcho . 30- i 93. 82/04/16, 8204200260. 


8204810190 Forwards draft safety evaluation l< technical avaluatlon rapt 
of SEP Topic I II— 1, qual 1 ty group claaslflcatlon of 
comp'onantt & tys. Requests licensee to asamine facts upon 
Which staff baa ad avaluatlon. 

CRUTCHFIELD, D Operating Reactors Branch S 82/04/16. 

VANDEUALLE, E. Consumors Power Co. 8pp. 12603*133 24X 

Flcha 30-193,82/04/16,8204210190 


6204130330 "Quality Oroup Classification of Components It By* 

(SEP lll-l) Consumers Power Co Big Rock Point Nucloar 
Plant," technical avaluatlo'n rapt. 

TIKOOiS. , OONZALSZ.A , BERKOMITZ, L Franklin Ine tttute/Frank 1 In 
Rate arch Canter NRC-03-79-11B TER -08297-4 34, 62/04/09 BDYLE, M. 

NRC - No Datalled Affiliation Otvan. 16Spg. 12303,141. 24X 

Flcha; 80-183, 88/04/16, 6204210193, 


‘6204160430 Notice of Iteuance h availability of Amond S3 to L leant* 
DFR-6. 

CRUTCHFIELD, D. Operating Raactere Branch 3 62/04/04. 2pp 

12706 034 24X Flcha 30-133,82/04/08,6204160426. 


6204140346 Forward* Info on SEP Topic 111-2 r* wind E ternoda loadings, 
for inclusion in BAR Leading combination* should have 
explicit antriai for all wind 6 tornado off eete, including 
dynamic 6 dlffarantlal prateurae Ic missile Impact loads. 

CRUTCHFIELD, D. Operating Reactor* Branch 3. 63/04/12. 

VANDEUALLE, 0 Consumer* Power Co. Spp 12662.069 24X 

Flcho. 30-133, 82/04/18, 8204140346 


6204160469 Advise* that on* of two containment prassurs monitors 
commlttsd for installation by 620101 per NURE9-0737 Item 
11 F 1, remains Inoparab la. Operation w/n*lthor monitor 
operobl* 1* accaptatl* par 810^06 tsleon w/NRC. 

VANDEUALLE, D J Consumer* Power Co 62/04/13 CRUTCHFIELD, D 
Operating Reactor* Branch S. ip. 12706 069. 24X 

Fieha* 30-183, 82/04/13, 820416048!?. 


8204200313 Inform* of fee dop for review of 620206 requaet for approval 
of route to tranepori spPnt fuel 

MILLER, UO Lieaneo Fee. Managament Branch 82/04/13 SORDINE, T.C. 
Consumers Power Co Ip 12787.137. 24X FI ehti 30-133, 62/04/13, 

8204200313 


8204210295 Ooncrlc Ltr 02-09 to all pousr roaetor licansoos, app llcants 
for OL. NB89 vendors 4, r*aeto>p vendors P* environ 
qualification of aafaty-ralated electrical equipment, 
hwe position re qualification roquiramants and. 

EIBENfHUTrD 0. Division Of Licensing. 82/04/20. HAUBPURO.A. 

Consolidated Ed lean Co. of New York. OPRBA,e. H. Houston Lighting 6 
Power Co lapp 12662'337 24X Fiche; 80-000, 82/04/20i 6804210293 


8204290268 Forwards comments on NBC draft avaluatlon for 9EP Topic 
VI 11-2. "Onsite Emsrjency Power 8y* - Diesel Oentrator " 

VINCENT, R. A Consumer* Power Co. 82/04/21. CRUTCHFIELD. D. 
Operating Reactors Branch 3. SSpp 12663,321. 24X 

Fiche; 30-153, 82/04/21,8204290266 


...iTu ■avioiTying actions so st caken to I 
racammindationa of MUREO-0313 ra minimising safe-tnd stress 
corrosion cracking, per NRC 810807 ltr re deletion of 8EP 
Topic V-4 review. ’ 




EI86NHUT, D 0, , LAINAa, 0. C. 
Opereting Reactor* Brench 8. 
Power Co. 4 pp. 12684-8ie. 


Division of Licensing. CRUTCHFIELD. 0, 
88/04/26. VANDEUALLE. D. J, Consumsre 
24X Fiche: 50-158, 62/04/86, 6804290328, 


rurwaras . — > amuavit « ’ ocrvcsurai Anaiu; 

Fuel Pool Lintr * Concrete Due to Coolant 8 yt Failure for 
Big Rock Point Nuclear Power Plant." Revision {.Revision 
correct* error* in orglntel doeumtnt. 

*2,'' •• OHJLO, ^}, Qon*(i«*r* Poiyir Co. 

W/04/20. BLOCH, P B. , BHON.F. J. , PARI 81 Q. H. Atomic Safety and 

‘«®«7.888 84X Fiche: 90-1 B9“82/04/8fl. 





34 


DOCKETED ITEMS 


—0204300369 "Structural Analvilt ot Bptnt Fual Poul Linar (> Conerata 
Du« to Coolant Btfi Failurt 4or Blfl Rock Point Nuclaar Pouar 
Plantr" Rarldon 1 

OCWENrJ . SACRAHO.fl F ■ ECKERTfH J NJS Corp NUS'3367 ROl. 
e?/0<l/27 lOOpp 12087 S«9 24X Fteha 90-189.82/04/26, 

8204300370 


0 Impaction raporta. IE Bullatlni «< c orraip andanc a 


8204820206 FoPWardi IE Imp flapt S0-1S9/8I-19 on 611216-620130 No 
nancamplianc ■ noted 

SPESSARDin L Divialon of Projact fc Rafldant Praprame 82/02/25 
DSHITT. R 6 Conaunar* Power Co 8pp 12808.331 24X 

Flcha 80-188.82/02/25.8304220266 


8204220301 IE Intp Rapt 90-158/01-19 an 011216-820130 Wo none oaip 1 ianea 

notad Major araaa impaebad oparatlanal aafetg varlflcatlen. 
nialnt 6 aurvalllance ob tarvat I an.r arl aui of NUREO-0737 tael 
action itam b IE bullatln foliewup. 

HRIOHT. O.C . PARKER.M E i BOYD. D C OivUtan of Projact b Raaidant 
PTBjrami. 82/02/25 7pp 12809-333 84X Flc6e 50-195.82/02/29. 

8304220266 


8204130447 PoTwardf IE Inap Rapt 50-155/82-02 on B2022S No 
noncenpElanca noted 

NOREUIUS.C E Div-ltion of Eniinairinp U Tacfinical Progrant 
82/03/24 DEWITT. R B Caneumir* Pc:uer Co 2pp 12639 162 243( 

Flehe 90-138.82/03/24.6204120447 


— 8304120480 IE Inip Rapt 90-188/02-02 on 820228 No nonconp I lance notad, 
Major araat Inapectad tnaaonrg laall dtilgn per IE Bulletin 
80-11 

NORTON. J F . WILLIAMS. C C Oivltten of Englnttrlng b Technical 

Prograni 82/03/22 3pp 12639 164 247 Flcha. 90-189. 62/03/24, 

8304120447 


8202040113 IE tnfa Notice 62-08. "Check Valve Falluree on Dlaeel 
Oinerator Engine Coo ling 8g» “ W/evc llet 
a Olractor't Office. Office of Inepactlon and Enforcemant 
62/03/26 4pp 12062 39 9 24 X Fteha 90-000,62/03/26.8202040113 


6204160(370 Foruardi IE Inep Rrpt 50-155/82-03 on 820131-0306 No 
noneoAp 1 lance noted 

BPE8SAR0. R. U- Divlilon of Project b Reildant Program 83/04/01. 
DEWITT, R B ConiuBtr* Power Co. 2pp 12707.214 24X 

fteha 90-199. 02/04/01,0204160370 


—8204160366 IE Inep Rept 50-159/82-03 on 820(31-0306. No noneonpl 1 ance 
noted Major areai Inipaetid rafuiling tnai nt.inanthlv paint 
obeervation. lurvei 1 lance. IE bulletin followup & NUREO-0737 
revl cu 

WRICHT. 0 C , PARKER.M E . BOVD.O C Divlelon of Project b Realdent 
Prograne 62/03/30 9pp 12707 216 24X FIche 50-185.82/04/01. 

6304160370 


9202040142 IE Info Netlea 82-11. "Potantlal tnaccuraclee In Wide Range 
Preieura tnetruraanta Head In Wattlnghouea Dailgned Plante " 

9ve liet end. 

./□ROAN. E L Divlilon of Engineering b Qualltg Aieurancr 62/04/0? 
63pp 12076:342 34X Flehe' 90-000, 02/04/09, 0303040142 


0202040143 IE Infn Nstica 02-12. "Surveillance of Hydraulic Snubber t " 
ll/ancl eve llet. 

dORDAN.E. L Divlelon of Engineering b Qualltg Aeiuranca. 82/04/21 
64pp 12873 001 24X Flcha 80-000.02/04/21.8202040143 


R Periodic oparatlng reporte b ralatad eorraepondanea 


8204090204 Forward* "Environ Man! boring Rapt, 1981 " 

SORDINE. T.C Coneunare Pauar Ca 02/04/01 KBPPLER.J 0 Ragien 3, 
Office of Director Ip. 12627.347. 24X FI che; 80-158. 62/04/01, 

6804090204. 


—0204090288 “Environ Monitoring Rapt. 1931 " 

» Caneumtre Power Co. 02/04/01 Spp 12627' 349 24X 

FUh* 50-195,82/04/01.0204090204 


S Rapartibl# aceurrencae. LERe b related earraipondtnce 


6204050150 PoTUarde LER e2-006/D3L-0 
'VANDEHALLE, 0. J Coniutiari Power Co, 62/03/24. KEPPLER.OO Region 
3, Office of Olreetar Ij, 12523 010. 24X FIche 50-155,82/03/34. 

62040501 58. 


■8204050164 LER 02-006 /03L-0' on 830224. rtac t of cleenup age rteln elulca 
valve CV4093 leaked In exeeei of Tech Spec 3 7(bJ 
reRuirenenti Cauee not deteralned Valve leat replaced Valve 
eupplled bg Worreeetor Model 446. 

• Coneumtre Power Co. 63/03/24 Region 3. Office of Otrecter. 

Ip 12923 Oil. 24X Flchi' 50-189, 62/03/24.62040501 98 


8204090222 Foruarde LER 82-OlO/OlT-O 

BORDINE, T C Coneunere Power Co 02/03/31 KEPPLER, V 0 Region 3. 
□ffte* of Dlrocter 2pp 12629 210 24X Flcha 90-199,82/03/31, 

B20 4090222 


— 8204090227 LER 02-DlO/OlT-O on 020318, during Tgpa C cumponant leak 
rate taete, 10-lnch faadwater contalnmant check valve VFW 304 
aihlbitad exceeeiva leakaga Cauead bg iron oxide ecala 
depoelt on valve eaat Beat cleaned b diec replaced 
a Coneumere Power Co 62/03/31 Region 3. Office of Director 
2pp 12629 Sll 24X Flehe 90-159,82/03/31.8804090222 


8204120357 Foruardi LER 03~OO7/O3L-O 

BORDINE, T C. Coneunere Power Co S2/04/01 KEPPLER, J 0 Region 3, 
Office of Diractor tp 12641'194 24X Ficha. 80-199, 82/04/01, 

8204120397 


—0204120364 LER 82-007/03L-0 on 030302. teat method for conducting 
component tgpe C valve leak rate taste far three of 2-tneh 
proctie llnae through containment found to be inadaciuata 
Cauead bg ovareight in dtvalopment of tai t mathod In 1977 
a Coneunare Power Co 02/04/01 Ragien 3, Office of Oiractor, 
Ip 12641:155 24X Flcha 90-195. 02/04/0 1 , 0204120397 


0204120377 Forwards LER 82-009/oaL-0 

SORDINE, T.C Coneunare Power Co 82/04/01 KEPPLER.J 0 Region 3, 
Office of Director ip 12640 179 24X FIche’ 50-159, 82/04/01, 

0804120377 


--B20412038B LER 82-009/03L-0 on 020303, enubb ar P8-U9G judged inoperable 
due to accalaratlon beet failure Exact causa of failure not 
known Snubbar raplaead 

a Coneumars pouar Co 62/04/01 Raglan 3, Office of Director 
Ip 12640.180 24X Flcha 90-193,02/04/01,8204120377 


8204120376 Forward's LER 82-O0e/D3L-O 

BORDINE. T C Coneunere Power Co 82/04/02 KEPPLER.J 0 Region 3. 
Office ef Director Ip 12640 177 24X Flcha 30-193,02/04/02, 

8204120376 


— 8204120305 LER 82-O0a/O3L-0 on 820309. during routine teetlng of 
actuation time delage unite in reactor dapreesurixation *ge 
input chann ale, t Inl ng for two of four channels exceeded Tech 
apace Cauead bg electronic drift Unite adjusted 

* Coneumars Power Co 02/04/02 Region 3, Office of Director. 
Ip 12640.170 24X Flcha. 50-193, 82 /04/02,8204120376 


0204220397 Foruardi LER 82-013/011-0 

BORDINE. T.C. Coneumare Power Co 02/04/16. KEPPLER.J 0. Raglan 3, 
Office of Oiractor Ip 12006 209 24X F icha' SO-ISS, 82/04/ 16. 

0204220397 


—6204220401 LER eS-OlS/OlT-O on 020326, d uring drainage of primarg ige 
watar level, etaam drum level Indication failed to ragleter 
proper water level. Cauead bg inadaROate procedure re filling 
level tranemittar rtf llnae Procedural will be revised 
a Coneumars Power Co 82/04/16 Region 3, Office of Director 
2pp 12006 290 24 X Flehe 50-135,82/04/16,6204220397 


8204270320 Forwards LER 82-011/03L-0 

BORDINE, T C Coneumare Pouar Co 82/04/19 KEPPLER.J 0 Region 3. 
Office of Director. Ip 12848 338 84X Flcha 50-155,82/04/19, 

0204270320 


— 0204270330 LER 02-O11/O3L-O on 820321 , remote manuallg actuated valve 
failed to open during oparabllitg check Cauead bg splice in 
power circuit to mot«r operator occurring during refueling 
outag a, Sp 1 1 cee raptaced. 

* Coneumare Power Co 02/04/19 Region 3, Office of Director, 
tp. 12840 339 24X Fi eh a. 50-199, 82/04/1 9. 8204270320 


T Hearing transcripts on non-ant 1 trust mat tare 


6204160020 Forwards transcript of KM Campa 020409 deposition b 
correction shoot W/o deposition. 

6ACHMANN, R O Hoarlng Branch 1 62/04/14. OALLO, J Isham, Lincoln 

b Beale Ip 12690 206. S4X Flehe- 50-155, 82/04/14. 8204160026 


—0204160031 Transcript corrections ts KM Campt 820409 deposition 
a Office of the Esacutlve Legal Director. 82/04/14. Ip 
12698 207 24X FIche. 50-155, 82/04/14, 8204160028 
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DOCKET 80-171 PEACH BOTTOM ATOMIC POWER STATION. UNIT 1 


I Financial inforinatlon 


8204080042 Foruiapd* Annual Financial Rapt 19BI 

BRADLEY. E J Philadelphia Electric Co 82/04/09, DENTON. H R 
0##lc# of Nuclear Reactor Repulatlon. Director Ip, 12608,097. 24X 

Flche 80-000.82/04/08.8204080042 


P. Operating Itcenee etage docutnanti 1. Correepondence 


6204290095 Reeponde to FOIA riRueit for fix categoriee of doctinantc re 
teet t< rexearch reactore Forward* partial lifting of 
documents ti occupational radiation exposure data for test t. 
research reactors for 1970-79 

FELTON. U H Oiviston of Rule* end Record* 61/12/09 LEUI. M D 
Critical Has* Energg Project 7pp 12907 037, 24X 

Ficha 80-183.01/12/07.0204290093 


— 8204080081 Annual Financial Rept 1981 

OILKESON. R, F . EVERETT, J L . AUSTIN, J H Philadelphia Electric Co 
82/04/03 43pp 12603 058 24X Flche 80-000,82/04/05, 

8204080042 


— 8204290213 Forwerds preltminarg lafetv aveLuatlon re geologic (. 
seledvolog 1 c environ, 

CASE. E Office of Nuclear Reactor Regulation. Director 77/11/07 
DARKITZEL. R U Oenaral Electric Co 3pp 12907 243 24X 

Flche. BO-OOO, 81/12/09. 0204290093 


Q Inspection report*. IE Bulletin* 4: correspondence 


8202040142 IE Info Notice 82-11. "Potential Inaceuracle* in Wide Range 
Pressure Instruments Used in Westinghouie Deeigned Plant* " 

Sve lift end 

JORDAN. E L Division of Engineering fc Qualltg Assurance 02/04/09 
63pp 12878 342 24X Flche 80-000,02/04/09,8202040142 


0202040143 IE Info Notice 82-12. "Burvei 1 lane e of Hgdraullc Snubbers." 
U/encl SVC list 

JORDAN. E L Division of Engineering k Quelltg Assurance 82/04/21 
64pp 12873 001. 24X Ft c he 80-000. 82/04/2 1 . 82020401 43 


—0204290220 Prellminarg safetg evaluation re geologic 4 seiimologic 
environ Reiiuett for addl Info end 

a Office Of Nuclear Reactor Regulation, Director 77/11/07 6pp. 
12907' 246. 24X Flch e. 30-000, 81/12/09, 8204290098. 


8204140396 Addl response to FOIA request for six categories of 
documents re test Ic research reactors Oocumente llstad In 
App A in PDR Draft of "Oenarlc Credible Accident Analgsle 
for TRIOA Reactors" uithheld Cref FOIA Exemption 81. 

FELTON. J, M Division of Rules and Records at/12/29 LEVI, M D 
Critical Hass Energg Project 2pp 12691 003 24X 

Ficha: 80-000. 01/12/29,0204140396 


R Periodic operating reports b related correspondence 


8204070D96 Fdrwerds 1981 decommleeion annual rept b corrected 1980 
decommission annual rept W/o corrected copg 

ALDEN.W M Philadelphia Electric Co. 82/04/02 Division of 
Licensing Xp. 12388*293, 24X Flch e ' SO-1 71 , 82/04/02, 8204070096, 


— 6204070098 Decommission Annual Rept for 1981. 

« Philadelphia Electric Co 82/04/02 Ip 12388 294 24X 

Flche 80-171,82/04/02.8204070096. 


S Reportable occurrences. LER* b related correspondence 


0204150109 Reiponds to FOIA request that OECD Incident Reporting Sge 
rept* be placed In PDR Documents listed in app available In 
PDR Other pertinent document* completetg oilthhald (ref FOIA 
Exemption 4) 

FELTON, J M Dlvleion of Rulee and Records 81/11/09 CONNOR, L 
Doc-Beerch Asiodatea 3pp 12708 339 24X Flche 80-000.81/11/09, 

8204180109 


— 8204180218 Incident Reporting Sve Rept 28 2. re turbine disc cracts in 
Mesttnghouse PWR* 

-a Organisation for Economic Cooperation b Development (Parle) 
81/03/13 2pp 12709.261 24X FI ch e 50-000, Bl/1 1/09, 8204 1 50109 


DOCKET 50-182 PURDUE UNIV RESEARCH REACTOR 


— 0204140404 Foruardt documanti requasted In 771027 talcon u/8 Bloom b 
submit* description of GC Vallocltos tfuclaar Ctr b seismic 
Info re sits. W/o and 

« NRC - No Detallad Affltlatloxi Given 77/12/01. DELLUMS, R V 
Houee of Rsp 6pp 12691 008 24X Flch e ■ 30-000. 01/12/29, 

8204140376 


— 7901050128 Foruards Shau Cauea Order uhtch placed OETR In 

cold shutdown pending furthar order GE is further ordered to 
shoo cause cthg suspension should no be centinusd 
CASE, E 0 Office of Nuclear Reactor Regulation. Director. 
77/1-0/24 OARMITZEL.R H General Electric Co Ip 12691' 013. 
24X Flch* 30-000. 81/12/27,8204140396. 


— 7901090131 Order to Show Cause suspending operation of OETR on 771037 S 
raquirlng OE to ehou causa uhg suepentian should not be 
continued 

CASE.E G Office of Nuclear Reactor Regulation. Director. 

77/10/24 9pp. 12691 014 24X Flche 80-000,81/12/29,8204140396. 


DOCKET 50-184 MATtONAL BUREAU OF STANDARDS REACTOR 


D NRC Draft/Final Environmental Statements, supple b curretpondence 


9204070902 Comments on 820218 Itr transmitting DE8 re license renewal 
ft power increase. 

BLANCHARD.B interior. Dept of. 82/04/02 HILLER, J.R. 
Standardiiati on b Special Projects Branch. Ip. 12578' 228. 24X 

Flche 90-184, 82/04/02. 8204070902. 


8. Reportable occurrencei. LER* b related correspondence 


82O4140093 Partial response to FOIA request for documents discuiiing 
securitg problem* b describing or recommending emergeneg 
plant for test b research reactor*. Portions of PNS~79-096 
withheld (ref FOIA Exemption 3) 

FELTON, J H Division of Rules and Records. 82/01/22. LEVI, M D. 
Critical Hasi Energg Project 2pp, 12672' 244. 24X 

Flche' 50-000. 82/01/22, 8204140093 


— 0204140129 PNS-76-Olron 760329. Purdue lAilv received general bomb 
threat against four univ bldgs Bldgs evacuated b learch 
underway 

WARNICK.R F . ROYiO H. , THOMPSON. D RaglonS. Chicago, Office of 
the Director 76/03/29 Ip 12672 328 24X 

Flche* 30-182, 02/01/22, 8204140093. 


DOCKET 50-183 VALLECITOB EXPERIMENTAL SUPERHEAT JREACTOfi 
0 Adjudicatory correspondence 


8204290098 Respond* to FOIA request tor six catagories of documents re 
test b reseerch rsectnr*. Forwerds partial listing of 
document* b occupational radiation exposure data for test b 
resaerch reactor* for 1978-79, ...... 

FELTON. J H Oivitlen of RuUi fqd Records 81/12/09 LEVI, N. D. 
Critical Mess Enorgy 12907 087. 24X 

Flche* 8Q-073. 81/18/09, 8204290<?98, , 


6204160615 Comment* on DES re license renewal b pouar Increase 
(NLrREG-oe77> Anaigses for specific radlanuc ltdei considered 
sufficiently Inclusive to verify that liquid b gaseous 
amissions meet applicable radiation protactloT* stde, 

VILLFORTH, J. C Food b Drug Arfmlnlstratlan. 82/04/12 MILBON.J.H. 
Office of Nuclear Raactor Ragulatlon, Director. 2pp. 12700*097. 
24X Flche* 90-104. 82/04/12. 8204160619. 


&204190048 Foruardt commsnts on E18 re license renewal tt pouar incraaaa 
for NBB raactor 

LQCHSTET. W A Pennsylvania State Univ. 82/04/12. Dlvleion of 
Llcenelng 4pp. 12724:334. 24X Flche 50-184,82/04/12,8204190040. 


8204230417 Commente an DEG (NVf{EG-0B77) re license renewal b power 
Increase for reactor Document adequately covara all phases 
of proposal, 

BIBKO, P. N Environmental Protactlon Agency. 82/04/19, MILLER, J.R. 
Standardiiatlon b Special Projects Branch. Ip 1S016;217. a4X 
Flche. 90-184, 82/04/19,8204230417. 


P, Operating 1 i canae stage documents b corras pondsnee 


8204010403 Advlaes that Ileanea renewal b power increase of raactor 
will have no affect on historic resources. 

LITTLE, J.R. Maryland, State of. 82/03/26, MILLER, J.R, 
Standardiiabton b Special Projects Branch, 1«, 12476:199. 24* 

Flche: 90-184, 82/03/26,8204010403. 



9S04S0OD39 ror«i«r(is rtiponii to 81I3ZS rO'quttt for «cfdl Info r* 
■pplicition for llcinio roniual & pou»r Incrtatf Minor 
corractioni & raviatont to priyicwilv propoiad 7*eh Spac 
changai anci 

CASTCRjR S <;omiiitr<*> 0»pt ofi National Suriau of Standard*. 
a2/04/iS HlLLERiJ fi Standard! i«tl on S< SptclaJ Projact* Branch 
29pp 12742.172 2aX Flcfca 30-1B4. 82/04/1 2. B2042000B3 


8244210439 Confirai undar* tanding ra ranovat of tnnar it outar p lantta 
ctiaclr vaJvai Valva ramoval conat undar provitloiti of 
lO-CritSO 97 tc raqulra* no prior NRC authorl lat Ion 
CARTERiR 8 Comaarca.Ofpt ofi National Soraau of Standard* 
62/04/18 JfILLCRtJ R Standard 1 la ti on & Spaclal Projact* Branch, 

ip 12002.2741 24!C Flch a 50-184,82/04/12, 8204210439 


0 Impaction raporti, (E Sollattni i< correfp ondanca 


62040701.&4 Foruard* 1C Safasuard* inap Rapt S0-184/Q3-Q1 on 820299 No 
noncooip lianca notad 

MARTlNi T T Olvtfton of Enplntaring h- Tachnlcal Program 82/03/24 
CARTER. R 3 Conffiarca, Orpt of. National Buroau of Standardi 8pp 
12A24 140 24X Ficha 90^184.02/03/24.8204090144 


—6204090173 IE Bafiguard* Inip Rapt 50-164/62-01 on S2022S No 
nonconp 1 lanca notad Raior araai Impactad Organ! lati on, 
ihlpping it racalvlnQ.tto-raga & Intarnal c ontrol , phgs 1 cal 
tnvontorig it racord* DatalU wlthJiald Iraf 10CFR2 790) 

ZIBULSKV.H . RATTA.AO,. (WiV.A Ragion t, Offica of Olractor 
88/03/82 Ip 1 2824 142 34X Ficha 50- 164. 82/03/24. 8204090164. 


R Parlodle oparating rtporti A ralatad corraapondanca 


63040A0010 Foruard* 'Baoiannual llparatlng Rapt. Jul-Dac. 1961 " 
CARtER.R 3, Coaaarca.Oopt of. Natlpnal Buraau of Standard* 
67/03/30 MILLER, if R Standard 1 tation A Spaclal Projact* Branch 
Ip 12930 146 24X Ficha 90-164.62/03/30.8204060010 


DOCKET 50-199 MAMHATtAM COLLEGE RESEARCH REACTOR 


F Sacuritv, «adlcal> anarganeg h fira protaction plan* 


8204300260 Act racaipt of 680311 Itr approving ravifad tacurllv flf* 
for Licanta R-94 NRC pailtlon ra raltaslng tacuritg Info to 
local govt* raguaatad 

HANEiR 8 Hanhattan Collaga. 82/04/22 HILLER, 3. R 

Standard 1 latl on ft Bpaelal Projact* Branch 2pp 12866 019 817 

Ficha 50-199.62/04/22,6204300260 


DOCKET 90-201 WEST VALLEY REPROCESSINO PLANT 


0 Adpudicatorg cor raapondanca 


8204070979 Foruard* Siarra Club thou cauia patltlon rd Chang* 4* 
Lic«n(* CSF-I,p*r Not# 2 of aSLB 611231 mamorandum & ordar 
directing filing Of Porthar info It Ittuanca* Cartlflcat* 
of 8vc and 

KLUCSIK, J. F. Offica of th# Eiacutlv* Lagal Olractor. 62/04/02 
BRENNER, u < MORRIS. P A , HARBOUR. J Atomic Bafatg and Li cam In | 
Board Pantl. 3pp. 12976 329 24X Flch* 90-2ol, 62/04/02, saOtOrCS'l 


— 8204070360 Foruard* ahou caui* patitlon on whu Chang* 32 is Llctrit 
C8F-i thovld not be ratcindad panding public maatlng 
RESNJKOFF.M Siarra Club S3/03/26 CUNNINGHAM, R . E. DlvlUpnlf 
Fual Cgcla ft Hatarial Safatg ip 12S76 332 24X 

Flch* 90-201. 82/04/Oat8204O7O97S, 


— 9204070585 8hou cau** patltlon on uhg Chang* 32 to Llcan** CBF-l ih'i" 
not b* r**c{nd*d pending public haarlng Tarmlnatlon of NFS 
lic*n*a raipontlbll Itla* l* major NRC action approval! u/o 
prior FR notlc* of racaipt It availabilltg of application 
* Siarra Club. 82/03/26 Olvlilon of Fual Cgcla A Hatarial 
Safatg. 9pp 12S7A. 333 24X Ficha 50-201. 82/04/02. e204071»f 4 


— 8204060019 "Saffllannual Oparatlng Rapt, Jul -Bat, 1981 “ 

CARTER.R 8 Cnmmrc*. Dtpt of. National Buraau of Standard* 
S2/O3/30 Spp 12990 147 24X Flch* 90-184.62/03/30,8204060010, 


DOCKET 90-106 UNIV. OF MISSOURI RESEARCH REACTOR 


P Oparatlng ilcant* stag* docunant* & corratpondanca 


8204140396 Addl rafpont* to FOIA rtg.u**t for tlx catagoria* of 
docuoants ra ta*t I. raiaarch raactor* Secunanti il<tad in 
App A In PDA Draft of "Oanaric Cradlbl* Accldant Analgtl* 
for TRtOA Raactorf" ultApiid (p*f FOIA Exanptlon 91 
FELTON, J M. Oivl«i«n Of Rulaa and Record* 61/J2/29. LEVI.M D 
Critical Mast Enargg Project 2pp 12691.003 24X 

Fl«h* 30-000,81/12/27.6204140396 


■8204140433 "Unlw of MO ftatiarch Raactor IMURRl Annual Rapt.Uul 1779 - 
June 1780. " 

a Mltiourl, Unlv cf, Columbia 77/10/24 100pp. 12691 023 

24X Ficha 90-123.81/12/29.6204140396 


6204230467 Foruard* NRC 820303 Itr to NFS counaal r* Indamnltg 
Imuranca, provided per ASLB 811231 memorandum A ordar. Not* 

8 . 

KLUCStK. vf F. Office of the E«*cutlv* Legal Director. 02/04/2). 
BRENNER.L , M0RRI8.P A , HARBOUR. U Atomic Safety and Llcandlng 
Board Pant! 3pp 12817 190. a4X Ficha- 90-201, 02/04/21. 6204230447 


— 8204230479 Advi»*» that NRC ulll not raqulr# NFS to maintain micll+f 
indtmnltg Inauranc* during time DOE pos****** facility par 
Llcan** CSF-1. Chang* 31 

SALT2MAN. U. Afddtant Director for State (. Llcan*** Raletlon* 
S2/03/03 HIESTANO.O 8 Morgan. Leul* I. Bochiui. HlEBtAUD.OS 
Nuclear Fuel Service*. Int (tub* of Oatty Oil Co 1 Ip. 

12617 161 24X Flch* 30-201.82/04/21,8204230467. 


x) Inturance & indamnlty information 


BSO4140461 Raipond* to FOIA raquaft for BECV-80-46a (. SECY-61-547 
Fo-ruard* documapt* lifted in App A 

FELTON, J M Olvifion of Rule* and Record* 61/11/13. 
ARKSTRONo. K A. Oabavola* (. Liberman 2pp. 12679.091. 24X 

Ficha: 80-000, 61/11/13,0204140461 


DOCKET 90-192 UNIV. OF TEXAS RESEARCH REACTOR 
R Periodic operating report* 1. related corr* ipondanca 


0204120369 Forward* “Annual Rapt of Unlv of TX at Au*tln Nuclear 
Engineering Teaching Lap, |9B1 ' 

KLEIN. 0 Taiat, Unlv of B2/04/06 Olractor'* Office, Offlc* of 
Impaction and Enforcanent la 12639 053 24 X 

Flch*' 90-192, 62/04/06.8204120367 


-820412038) “Annual Rapt of iA»iv of TX at Auttln Nuclaar Enginaarlng 
Teaching Lab, 1981 

KLEIN. D E . BAUER, T L. Taia*. Unlv of 82/03/31 60pp 
12639 094, 24X Flch* 90-172.02/04/06,6204120369, 


— 6204140466 Raquatt* ravialon of FR notice on axtanaion of fln*flcl*1 
protaction li indamnity raqulramant* to W**b Valley <• Morrli 
par SECY-00-468 Po**lbtiitg of DOE l< State of NY bacoming 
llcan**** for Waet Valley thould b* atatad. 

CHILK, 6, J Office of the Secretary of th# Comml*«ion 01/01/22. 
DIRCKB.W J, Office of th* Eeacutlv* Director for Oparatloni Ip 
1267s. 147. 24X Ficha; 90-201.81/11/13.6204140461 


0204230467 Forward* NRC 820003 Itr to NFS counaal ra indtmnity 
Inturanca, provldad par A&lB 811231 mamorandum h ordar.Not* 

3. 

KLUCSIK, UF. Offica of th* Enacutiv* Lagal Director. 82/04/81 
BfiENMER.L, , NORRIS, P, A,. HARBOUR, J Atomic Bafoty and Llc*n*lnj 
Board Panal. 3pp 12817:198. 34X Ficha- 90-201, 88/04/31, 880483O4M 


M^ET 50-I9^RH0D£ island t. PROVIDENCE PLANTATIONS AEC 
8 ^RaportebU Occurraoc**, lER* h ralatad corratponddne* 


8204300277 RO, on 820416, during etartup of reactor, p arlod circuit* i 
uid* rang* lag N cbannal failed *o a* to provide no period 
Info to operator or ccran c trcult*. rtiultlng in ihutdoun of 
Tractor. 

pIMCOLIOaA F Rhode tciand. State of 62/04/16, Divldon of 
Licin«lng Ip. 12737 218 84X Flch*. 90-193, 82/04/16, 920420027 


— 8204230479 Advltai that NrC will not raqulra NFS to maintain nuelPee 
Indffflnltil ln*uranc* during tlmo DOE poisa**** facility par 
Llcan** CBF-t, Chang* 31 

SALTIMANr J. Aiaittant Olractor for State 8 Llcan*** R***^^*'’!- 
83/03/03 HIESTAHD.O.S Morgan. Laul* 8 Bockiu*. HIE8TAN5.D 5. 
Nucjtar Fual Service*. Inc (tub*, of Oatty Oil Co.). Ip 
13817-161, 34X Flcho- 50-201. 83/04/31.8304830467. 


P, Operating llcan** ftag* documante 8 corfospondand* 


8304190363 Forward* monthly rapt oif ln*p 8 aya^Uatlon of NuctdnF Pud 
8vc* high taval watt* ctoraga ty* for pah 1982 par raquaat. 
OelCHMAN. J. L. Rochwall International Corp. 82/03/19,' CLARK, A. T. 
Office of Nuclaar Material Safaty 8 Safaguarda, Director. 4pp 
12731; 268. 24X Flch*' 90-201,82/03/19. 8804190363. 



UUUKbl bU 1 1 bJVis» 
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S2040S0450 Sumraarg of S20322 moeting u/Siorra Club re basis for 
issuance of Change 32 

Cl-ARKiA T Advanced Fuel Si Spent Fuel Clcenslng Branch 02/03/23 

ROUSE I L C Advanced Fuel & Spent Fuel Licensing Branch Ip 

I25i9 247 24X Fiche 50-201i 82/03/23, 0204030450 


DOCKET 50-206 SAN ONOFFIE NUCLEAR STATION, UNIT I 


F Securltg, medical, emergency Sc fire protection plans 


8204120411 Submits rep t of upgraded emergency plan full-scale eiercisss 
at fael llties, in response to 020309 request Rancho Beco 
esercise scheduled for June 1982 Improvement areas noted 
Benefits from issuing NUREO rapt seen as minimal 
SPENCER, 0 S Division of Radiological Safety & Safeguards Program 
02/03/30 OR IHES, B K Division of Emergsncy Preparedness 3pp 
12639 139 2 4X Fiche 50-000,02/03/30,0204120411 


0204000003 Releases public version of revised emergency plan 
implementing procedures 

FELTON, JM Division of Rules and Records 02/03/31 Document 
Management Branch Ip 12615 277 24X Fiche 50-206,02/03/31, 

0204080080 


--82O4O0OO95 Foru/ards public version of revised emergency plan 
procedures, including Procedures 80t23-VIII-U re 
recognition U c laeeif icat ion of emergencies Proprietary info 
deleted per Oenerle Ltr 01-27 

BASKIN, K P Southern California Edison Co 02/03/24 
CRUTCHFIELD, D Operating Reactors Branch 5 Ip 12615 280 24X 

Fiche 30-206,02/03/31,8204000008 


8204080099 Public version of revised emergency plan procedures, 
including Procedures a0123“VI 1 I-l 1 re recognition L 
clastif icatlen of emergencies li SOI-VlII-ll 1 re 
classification of emergencies 

* Southern California Edison Co 02/08/23 300pp 12615 201 

24X Fiche 50-206,82/03/31,0204000000 


8204070301 Foruards changes to physical security plan Changes withheld 
(ref 10CFR73 21) 

BASKIN, K P Southern California Edison Co 02/04/01 EISENHUT,D 0 
Division of Licensing Ip 12566 001 24X Fiche 50-206,82/04/01, 

B2O4O7O301 


8203190001 Generic Ltr 02-09 to all licensees of operating power 
reactors re post-TMI requirements 

ElSENHUnDO Division oP Licensing 82/03/19 HAUBPURO, A 
Consolidated Edison Co of New York 7pp 12513 120 24X 

Fiche- 90-000, 02/03/19, 8203190001 


8304050029 Summary of 820302 meeting ui/utll re emergency procedures 
for mitigating postulated steam line break at facility 
PAULBON, U A aperating Reactors Branch 9 02/03/26 Operating 

Reactors Branch 9 Spp 12521 OOi 24X Fiche 50-206,62/03/26. 
020405002? 


0204070467 Submits results of 020227 hot safety Inyectlon sys mad teat 
BASKIN,K P Southern California Edison Co 02/03/26 
CRUTCHFIELD, D Operating Reactors Branch S 2pp 12579 300 24X 

Fiche SO-206, 02/03/26,0204070467. 


0204070925 Forwards info re evaluation of valve seat faces MOV-SSOA, 
HQV-SSOB ti M0V-B5ac contact strsis. Re suits of evaluation 
prior to power operation from current outage ti any 
corrective actions will be submitted 
BASKtN,K P. Southern CaltPornie Edison Co 82/03/26 
CRUTCHFIELD, D Operating Reactors Sranch 5 2pp 12578' 226. 24X 

Ficht 90-206.02/03/26,0204070525 


0204210708 Notification of 020330 site visit in Orange County, CA to 
walkdown drainage areas, f 1 oodua 11, accost openings in 
safety-related bldgs 6 other features re SEP Topics [1-3A, 

11-33.11-30 1 t, n-3C 

PAULSON, N. A Operating R a actors Branch S 03/03/29 CRUTCKFIELO, 0. 

Operating Reactors Branch 9 2pp 12794 007 24X 

Fiche 50-206.02/03/29,0204210700 


6204070432 Advises that util has completed bid evaluations re safety 
injection sys mods Schedule for delivery & Initallatlon 
cnc I 

BASKIN, K P Southern California Edison Co 02/03/30 
CRUTCHFIELD, 0 , Operating Reactors Branch 5 4pp 12567 246 24X 

Fiche 90-206,82/03/30,8204070432 


0204090002 Forwards 6-ino'nth general Info rept addressing Section 2.1 
info in NUREO-0612 re control of heavy loads 
DABKItfiK P Southern California Edison Co 02/04/01 
CRUTCHFIELD, S Oparattng Reactors Branch 5 27pp. 12510 tSO, 24X 

Fiche 90-206,02/04/01,0204050002 


0204200290 Notifies that changes have been made to physical security 
plan Changes cover temporary security processing b 
rsloeation of vital aria fencing per 791212 U B10B14 Itrs 
BASKIN, K P Southern California Edison Co 02/04/01 
CRUTCHFIELD, D Opsrating Reactors Branch 5 Spp 12736 255 24X 

Fiche 50-206.02/04/01,8204200290 


8204090247 Forwards info in tabular form requested In NRC 010709 ltr on 
Unresolved Safely Issue A-44, station blackout, for 1976 
through 1960 re diesel generator performance 
GASKIN, K F Southern California Edison Co 02/04/07 
CRUTCHFIELD, D. Operating Reactors Branch 5 14pp 12629 163 24X 

Fiche- 50-206, 02/04/07.8204090247 


0 Adjudicatory correspondence 


8204860101 Order ektandlng time until 820503 for Commission to act to 
review Director's Decision DD-ai-20 

CHILKi 8 J Office of the Secretery of the Commission 02/04/26 
Gommissiontrs ip 12071 054 24X Ficht 90-206,62/04/26, 

8204200101 


8204050249 Submits design for prt imp 1 emantatlon design rtvieu, in 
response to THI Action Plan Item II 8 1 re RCB vents. 

Three overslis drawings end, Ap srturc cards are avaitablc in 
POR 

BASKIN, K.P. Southern California Edison Co 62/04/01 

CRUTCHFIELD, D Operating Reactors Branch 5 16pp. 12531:219 24X 

Fiche 50-206.02/04/01,8204050249 


8204050270 Forwards preliminary evaluation of EPfll program tost 
rasults, demonstrating capability of Crosby 3K6 safety valves 
& Mueseo poue-r operated relief valves, per NUREO-0707, Itsm 
II.D. 1 Fl-nal rept will be submitted by 020701 
BASKIN, K.P Southern California Edison Co 02/04/01. 

CRUTCHFIELD, D Operating Reactors Branch 5. Spp 12926-062 . 24X 

Fiche 90-206,02/04/01,0204090270. 


8204060022 Forwards reactor coolant tub cooling monitoring sys error 
analysis per 800213 k 0411 Itrs Info reflects sys upgrade 6 
provides basis for accuracy of sys 

BASKIN, K. P Southarn California Edison Co 02/04/02. 

CRUTCHFIELD, 0 Operating Reactors Branch 5 13pp 12949 308. 24X 

Fiche 90-206.02/04/02,8204060022 


8204200105 Order ectending time until 820503 for Commission to ect to 
review Director's Dteiflon DD-81-19 

CtiILK. S J, Office of the Secretary of the Commission 02/04/26 
Commissioners Ip 12871:093 24X Fiche 50-206,82/04/26, 

6204200105 


0204070092 Forwards Class III fet for activities re Amend 102 to 
fac i 1 1 ty lice nse. 

BASKIN.K.P Southern California Edison Co 02/04/02. OENTaNtH.R. 
Office of Nuclear Reactor Regulation. Director. 2pp 18566:295. 
24X Fiche' 50-206. 82/04/02. 8204070092. 


I Financial Information 


8204020396 Forwards Annual Rept to BEC for FVBl ti cash flow statement 
for CY01. 

HUOHES, M 0 Southern California Edison Co 82/03/29 SALTZHAN, J 
Antitrust 6 Economic analysis Branch iUtility Finance), 39pp, 

12903 087 24X Fiche- 50-206, 82/03/29, 0204020396. 


P Operating license stage documents (t correspondsnee 


8204140990 “Tech Specs for Redundant Decay Heat Removal Capability, 
San Onofre Nuclear Oanerating BtationrUnit 1." technical 
evaluation rept 

VOOELiL J , 8TEVER0ON.U A EOltO, Inc FIN A-6429 8204140590 

02/02/28, DONOHEU, J N Division of Ltcene Ing. 16pp 12606.050 
24X Fiche 50-206,02/02/25,0204140590 


0204090293 Notifies that proposid B4X tube degradation plugging limit 
for sleeved tubas, per Amend 55 to License DPR-13juill not 
maintain margin of three against burst during normal 
operation. Limit should remain at 40X, par Reg Guide 1.121 
CRUTCHFIELD, 0 Operating Reactors Branch 3 02/04/02. DIETCH, R. 

Southern California Edison Co 3pp 12627:206 24X 

Fleha 90-206.82/04/02,6204090293 


8204090313 Requests addl info re capability of facility to accommodait 
steam line braak, & nonlinear inelastic tlmt history 
analysis nethodcrlagy used for masonry wall evaluation I, 
quail ft eat ion > by 020430 to determine license status. 
eiSENHUTi D 0. Division of Licensing. 02/04/02 OIETCH, R. Southern 
Catlfornie Ed lion Co. 6pp, 12627-291. 24 X Fiche- 90-206, 82/04/02. 

8204090313 
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820407Ot03 FoTU*rd 4 final topiie avaluationt fop SEP Topic XV-4* "Loia 
of Non“Ei«ap»ine(j AC Posiar to Station Auiiliarlaa, “ Topic 
XV-lSt "Bpaclrom of Control Rod Ejoctlon Ac c (<l«nt». " & Topic 
XV-lAi “Radiological Com aiiuancaf of Faiiurt of Snail.. ■’ 

PAULSOMi W Oparating Roactor* Branch S BS/04/09 DlETCHrR 
Southarn California Edi-ion Co. tOpp. f296B 27S 24X 

FlcJif 30-20*. 82/04/03. 8204070403 


8204070402 Fnrwardt pacofflffiandatlon for frea flal4 notion to ba waad In 
aolanlc ra-avaluatl on NRC poaltlon r« 0 *7g Hauancr cpactra 
u/nai lOX aicaedancaa avb/ to racalpt of confirmatory Info 
by 82041* Ra 4 .ueit for conf 1 raiatory Info and 

CRlfTCHFIELO. D Oparating Raactora Branch 5 92/04/03 DIETCK. H 

Southarn California Edison Co. 6pp 12578 339 24X 

FIcha 50-20*. 82/04/03, B2040704B2 


0204080272 Forwards application to amand tlcansa DPR-13> consisting of 
proposad Tach Spac Chang# 109 ravlslng APP B Ttcb Spac 4. 2 1 
ra safaty Injactlon b contalnmant spray sys parlodlc tasting 
accaptancB crltarla hl/Class III amand fta 

DIETCK, R Southarn California Edison Co B2/O4/0S. OENTON. H R 
Offlca of Nuc loar Rtactor Ragulatlon. Dlractor Ip 12*13 147 24X 

FIcha 90-20*. 82/04/09, B2040S0272 


— B2040a027& Application to anand Llcansa 1)PR-13. consisting of propaaad 
Tach Spac Changa 10? to ravlta App B Ttch Spac 4 2 1 ra 
safaty injactton * contalnmant spray ays parlodlc tasting 
accaptanca critarla Cartiflcata of Svc and. 

DIETCH.R Southarn California Edison Co CQTTON.O D Ban Diaga 
Oas li Elactrlc Co 82/04/03 Tpp 12*13 14S. 24X 

Ficha 30-20*. 82/04/03. 8204080272 


02040902*1 Forwards commants on "San Onofra Unit 1 Loss of Salt Uatar 
Cooling Evant of 800310.'' par B20403 raqvast 
BASKIN.K P Ssutharn California Edison Co. B3/04/07 
CRUTCHFIELD. D. Opiratlng Raactors Branch S HICHELSON. C 
Dlractor*! Offlca 3pp 12*29:098 24X Ficha: 30-20*. 82/04/07. 

82040902*1 


“8204200214 Ravil lon 1 to amargancy oparating instruction. "Tsunanl 
Warning " 

BrUNET.R R . CURRAN. J K Southern California Edison Co Bl/03/04 
llpp 13736 244. 24X Ficha 50-306.82/04/12,8204200207 


02041*0133 Canaric Ltr 82-08 to all PUR plant llcansaas it applicants ra 
transmittal of NUBEO-O909 ralatlva to Olnna tuba rupture 
hl/o and NUREO List of NRC rsciplants tncl 

EI8EHHUT. D O 01 vis Ion of Licensing 92/04/15 HAUSPURO. A 
Consolidated Edison Co of Ntu York 7pp 12787-203 24X 

Ficha 30-000. 83/04/13. 8204160133 


8204200192 Inform! that chlorldt monitoring capability uill bi 
Inatallad per MUREO-D737> Item II B 3.10 response to NRC 
820119 ltr raj-acting util daclaton to allmlnata chloride 
manltoring Ad.!! dtslgn Info ulll ba submitted by 820801 
BASKIN. K P Southarn California Edison Co 82/04/13 
CRUTCHFIELD. D Oparating Rasctors Branch 3 2pp 12739 310 24X 

rich# 30-206. 82/04 / iS.B2042001?2 


8204200029 Foruards TERA Corp & Wooduard-Clyd t Consultants repts 
supporting results of util 820234 rapt that 0 *7 g Housnar 
response spectrum Is sufficiently c onsarvat Iva, In response 
to 8204Q3 reyuast for addl info Spectra comparisons and 
BASKIN. K P Southarn California Edison Co 82/04/13 
CRUTCHFIELD. D. Operating Raactors Branch 3 lOpp 12734.037 24X 

Ficha: 30-20*. 82/04/13. 8204200329 


— 8204200333 "Dev* lopmant of Instrumental Response Spectra for Ban 
Onofra Site “ 

a Uooduard-C lyda Consultants. Inc 82/04/12 30pp 12734 047 
34X Flche. 50-306.82/04/15.8204200329 


--02O42OO342 "Camparativa Analysis of Oround Notion Nodalt of TERA 
Corp «< uses ’■ 

# TERA Corp B-Bl-la7 82/02/19 39pp. 12734 077. 24X 

Flche- 50-2 06,82/04/13. 8204300 329 


— BS0409O26S Forwards preliminary rapt re loss of salt uatir coding 
event of 800310 for comment on accuracy tc complstcneis of 
technical dstalls 

HICHELSON.C. Oiredor's Office BZ/03/04 RAT, H B. Southern 
California Edison Co Spp 12*29 101 24X Ficha- 30-20*. 82/04/07. 

8204090261. 


— 82040902*7 Prallalnary rapt. "Lost of Balt Hater Cooling Event on 
800310 " 

ORNSTEIN. H L Director's Office. 82/02/26 9*pp 12*29 103 
24X Flche- 30-20*. 82/04/07.82040902*1 


— 8204200350 ''Estimation of Peak Horliontal Oround Acceleration at San 
Onofre Nuclear Oanaratlng Station " 

a TERA Corp B-82-74 82/02/19 *Spp 12734 11* 24X 

Ficha' 50-20*, B2/04/I3. 8204200329 


8304200422 Bubmlts addl Info ra Tfil Action Plan Items I A 3 1.1 1 B. 2 , 
tl.E 3. II B 4. II £ 1.2 & II E 4 2 * II F. 1 <NUREO-0737>. 

KRIEOER.R U Southarn California Edison Co 82/04/1* 

CRUTCHFIECO, 0 Oparating Raactors Branch 5 4pp 12743' 145. 24X 

Ficha 30-206, 82/04/1*. 8204200422 


620412040* Advistt that addl Info par NRC 820223 ratuast re inviron 
g.uallflcation of aqulpatnt Installed as part of TNI 
rcgulramtnts will not ba submitted until 820433. 

KRIEOER.R U Boutharn California Edison Co 82/04/07 
CRUTCHFIELD, D Oparating Raactora Branch 5 Ip 13*40.207 24X 

Ficha, 30-20*. 02/04/07. 820412040* 


43041*0403 Forwards raquast for addl Info ra steam Una break 
Ins Ide/outs Ida containment Response requaitad by 030430 
CRUTCHFIELD, 0. Operating Raactors Branch 5 82/04/07. DIETCH.R 

Bputhern California Edison Co 4pp 13707:139. 24X 

Ficha 30-306.82/04/07.82041*0403. 


8204300173 Advises that schedule for Implaisantlng proeeduraa ra crane 
Dparator training, per NUREO-O*13. "Control of Heavy Load# 
at Huctaar Power Plants." will ba conplatsd by B20931. 

BASKIN. K P. Southern California Edison Co 83/04/09. 

CRUTCHFIELD. D Oparating Reactors Branch 5, Ip, 13740*039 S4X 
Ficha 30-30*. 62/04/09 . 6204300 1 73. 


B20416031S Forwards rssponsss to NRC 830119 cosHsenti ra &EP Topic 
111-6. “Salaisic Daslgn Contidarationt " Responta to Item 1 
will be provided by 830*04. 

MEDFORD. H. 0. Southern California Edison Co. 82/04/12. 

CRUTCHFIELD, D Oparating Reactors Branch 9. 4pp. 12*93 233. 24X 

Ficha* 30-20*. 62/04/12. 62041*0315. 


--82041*0316 "Ra-avaluatlon Crltarla for Anchoraga li Support of Bafatu- 
Related Elactrical Eyvlpment. * 

e Bachtal Corp. 81/09/01. l*pp 12*93:237. 24X 

Ficha- 90-20*. 62/04/12, 82041*0319. 


8204220336 Foruarda markad-up tablet in rasponia to A Uang raquaat for 
addl Info re ays It componant complianct u/SRP 

KRIEOER.R.H Southern California Ed 1 eon Co 82/04/19. PAULSON.U 
NRC - No Detallad Affiliation Given lOpp 1280*- 120 24X 

Flch# 90-206,82/04/19.8204220336 


820-4220402 Forwards Info ri conceptual daslgn for undervoltage 
protection sys tt draft Tach Bpacs 

BASKIN. K P Southern California Ediaon Co 82/04/19. 

CRUTCHFIELD, D. Operating Raactora Branch 3 31pp 1280* 303 34X 

Flche. 90-206. 82/04/19. 8204320402 


— 8204230409 Draft Tach Specs 3, 9 B * 4 19 for undervoltage protectisn 
scheme 

» Southarn California Edison Co. B2/04/19 3pp. 1280* 319 24X 

Ficha - 30-206, 88/04/19, 8204220402, 


6204210295 Oenaric Ltr 82-09 to «kl powar reactor 1 icensoos, app llcanta 
for OL. N888 vanfors & reactor vandora ra environ 
qualification of oaf aty-ralatad alactrlcal equlpmant. 

NRC position ra quallf tcatton raqulramanta ancl 

EISENHUT, D. O Division of Llcanatng. 82/04/30 HAUSPURO. A. 

Consol Idatad Edison Go. of New York. 18pp 128*2:337. 24X 

Ficha. 90-000 . 82 /04 / 20. 8204210399 


82042*0095 Forwards eafaty evaluation of SEP Topic XV-10. “Chemical 1. 
Vol Control Sys flalfunctton That Rasulti in Dacreata In 
Boron Concentration tn Reactor Coolant," 

PAULSON, K. Oparating Raactors Branch 9. 82/04/20, DIETCH.R. 

Southern California Ediaon Co. 9pp. 12841.001 24X 

Ficha: 90-206, 82/04/20, 82042*0059 


830-4200207 Forwards addl info for ravlaw of 8EF Hydrology Topics 
11-3 B ti ri-3, B. I Emergency operating tnetructlons * 17 
ovaralia drawings and. Aperture carde are aval I Able In PDR. 
KRIEOER.R H, Southern California Edison Co. 02/04/12, 

CRUTCHFIELD, 0. Oparating fioac'torg Dratlch 9. 7pp 1273* 233. 24* 

Ficha. 90-20*. 62/04/12,8204200207. 


82042*0073 Forwards safety evaluation of SEP Topic XU-tS. "Inadvertent 
Dponlng of PWR Bafety/Raltaf Valve Prosaurl «er, " 

PAULSaN.M. Operating Reactors Branch 3, 82/04/20. DIETCH.R. 

Southern California Edison Co, App. 13840:078 24X 

Flc h o: 90-206, 82/1^4/20. 6204260073 


--B204200210 Emorgoncy operating Instruction, "Coisdonaer Bey Flooding. " 
BRUNETiB R. . CURRAN, J.M. Southern California Edison Co. ai/Ol/22 
2pp. 1 2736: 242 24X Flche ; 50-206, 82/04/ I2i 8204200207, 
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8204S£00S4 Advit*« that tfchnlcal baiti Ufad in rtaehing eaneluilona In 
Enel 1 ef util 880S0S raiponte ts NRC rti^utit for addl Info 
ra ataam Hna braak accident ara inadaquata Suffielant 
tachnical baaaa raquaatad uilthin 30 dagt 

CAUTCHFIELD. 0 Oparating Raactora Branch 9 SS/O4/S0 DIETCHtR 
Southarn California Edlaon Co 3pp 18340 130 S4!( 

Fleha 30-206. 32/04/20. 0204260084 


B2042601 12 Foruardi corrected Page 3 to Amend 104 to LIcinaa DPR-13> 
incorporating App A Tech Space Correction due to editorial 
error In attg title 

KRIECER, R W Southern California Ed i eon Co 82/04/21 
CRlfTCHriELD. 0 Operating Raactora Branch 5 3pp 12B40.3S9 24X 

Fleha 30-206.02/04/21.9204260112, 


8204270207 Foruardi application for amend to Ulcanaa DPR-13>to Imprava 
methoda to control peraonnel acceei to high radiation areae 
& to conform to practlcss to be followed at other unite 
OIErCH. R Southern California Edleon Co 82/04/22 BENTON. H R 

Office of Aluclaar Reactor Regulation. Director ip 12853 026 S4X 

Ficha 30-206,62/04/22.8204270207 


—6204270211 Application for emend to Lieenee DPR-13 to Improve methods 
to control pereonnil ecceee to high radiation areae li to 
conform to practice! to be follouid at other unite 
Certificate of 8vc end 

OIETCHi R Southern California Ediion Co 62/04/22 7pp 
12053 029 24X Fiehi 80-206.82/04/22.8204270207 


— 6204270214 Propoeed change! to Tech Spec Pagee 6 11 1 tc 6 11. 8 re 
pcreonnel aceeee to high radiation areae 

e Southarn California Edleon Co 82/04/22 3pp 12053 036. 24X 

Ficha 30-206. 82/04/22. 6204270207 


6204300400 Foruardi egstamatlc aieteinvent of lleenece performance for 
t/nit 1 for 600316-610630 (i for Unite 2 1. 3 for 
600601-610630. 

ENOBLKEN. R H Region S, Office of Director. 02/04/86. PAPAV, U. T. 
Soothern California Edleon Co 73pp 12908.060. 847 

Ficha 30-206. 82/04/86,8204300406 


8804300338 Advitee thet reeponee to NRC 020407 requeet for info re 
emergeneg procedure! upgrade will be deferred until uk of 
820917. Raanalvtii of large number of tranelanti required for 
p lant-ipecl f ic guidellnai neceoeltatie deferral 
BASKIN, K P Bo u them California Edleon Co 82/04/87 
CRUTCHFIELD. D. Operating Reactor* Branch 5 2pp 18889 837. a4X 
Ficha: 90-806. 68/04/87,8204300338 


O Inspection reporte, IE Bulletine ti e orreepondance 


8204070360 Foruerd IE Inep Rapt SO-806/B3-OS on 680828-26 ti notice of 
violation 

STERNBERO. 0. H Division of Reeldent, Reactor Project ti Engineering 
Program*, 88/03/19. PAPAY, L T. Southern California Edlion Co. 

2pp 18579 146 a4X Ft eh# ' 50-806, 88/03/19, 8804070360. 


— 6204070367 Kotlc* of violation from ln*p on 880288-86 

HORNOR. J if Oivl4len of Resident, Reactor Project It Engineering 
Programi 68/03/19. Ip. 13375:146. 84X Flchl 50-206,88/03/19, 
8204070360 


— 6204070377 IE Insp Rapt 50-206/82-05 on 820882-86, Noncomp U an ca noted, 
failure to follou maint procedures 

HORNORiJU I 2UETZI0,O, B. Dlvleion of Resident, Reactor Projset l« 
Engineering Programs 82/03/19. tOpp 12975:149. S4X 
Flehe. 50-206, 62/03/ t9i 8804070360. 


8204300434 Forward* NRC Taek Force on Preeeurlied Thermal Shoci audit 
rept re adequaeg of Robinson 2 in-plant training programs 6 
operating procedures Simitar audit will be performed at 
San Onefre 1 in near future 

CRUTCHFIELD. D Operating Reactors Branch 9 62/04/22 OIETCH, R 

Southern California Edleon Co 2pp 12636 266 24X 

rich* SO-000, 82/04/22. 8204300434 


—8204300453 Forward* "NRC Staff Audit of Rob ineon 2 Procadure* it 
Training for Preeeurlied Thermal Shock." conducted during 
620409-07 ilti visit Control room emergeneg procedures 
weighted toward core cooling 

HAZETIS. O R Raactor Sgstemi Branch 82/04/19 THOMPSON, H L 
Division of Human Factors Safetg 2pp 12086 271 S4X 
Fiche 50-000,82/04/22. 0204300434. 


—8204300459 "NRC Staff Audit of Roblneon 2 Procedure* & Training for 
Praesurised Thcrmel Shock " 

HAZETIS, O Reactor Sgeteme Branch 02/04/19 36pp 12886' 873. 
84X FlchO 90-000.82/04/22,0204300434 


0204280269 Forward* final safetg evaluation ef BEP Topic 1 1 1-7 D. 
"Containment Structural Integritg Test," Structure! 

Integrltg test compares favorablg w/current criteria 
PAUL60N, U A Operating Raactor* Branch 9 82/04/23 DIETCH, R 

Southern California Edison Co 4pp 12870 049 S4X 
Ficha 50-206,82/04/23,6204280269 


6804070447 Forward* IE Insp Rept 30-206/82-06 on 880801-86 No 
none amp 1 lane t noted. 

STERNBERO. D. M, Region 9, Office of Director. 82/03/19. PAPAY,L. T 
Southern California Edison Co ip 12566' 01 3 24X 

Fiehi, 50-806, 88/03/19, 8204070447. 


— 8804070449 IE Insp Rapt 50-806/82-06 on e20201-86.No noneompl lanca 
noted Major areas inspected: resident operational safetg 
verification, Monthlg surveillance it malnt O'bservati one 6 LER 
f ol louup 

MILLER. L . ZMETZIO.O.B Region 5, Office of Olrecto'r. 88/03/19. 
Bpp. 1896 6 014 S4X Flcht ' 50-806, 88/03/ 19, 8204070447. 


8204130297 Forward* IE Inep Rapt 90-806/82-09 on 880307-11 No 
noneompl lance netsd 

BOOK, H E, Division of Radiological Safetg 6 Bafeguards Program 
88/03/26 PAPAY, L.T. Southern California Edison Co. Spp. 
12697 066. 84X Flc he: 90-806, 08/03/26, 8204130857. 


—8204130260 IE Insp Rapt 90-206/82-09 on 880307-11. No noncompliance 
noted Major areas insp seted : review ef Ileaneee 
implementation of commitments In raeponss to findings of 
health phvetc* appraisal insp 

YUHAS,0P., UEN8LAU8KI,F. A. , BOOK, H E Division of Radiological 
Safetg it Bafeguards Program, 88/03/85, 18pp. 18657:060. 24 X 

Fiche: 90-206,08/03/26,8204130297. 


0204280932 Forwards reviaw of NRC 810620 safe ehutdeun eg* rapt re 
evaluation of SEP Topics V-10 B,V-11 B i< UII-3 Revised 
procedures, one evereiie drawing t< 44 overiltt drawing 
change notice* end Aperture cards are in PDR 
KRIECER, R H Southern California Edison Co 02/04/26 
CRUTCHFIELD, D Operating Reactor* Branch S Ip 13291 168 a4X 
Flehe 90-206, 82/04/26, 0204880992 


“82042B0S&5 Revision I to "Plant Bhutdown From Full Powar to Hot 
Btandbg " 

MOROAN, H E Southarn California Edleon Co 01/11/19 16pp 
13291:163 24X Fiche 90-206,82/04/26,0204200992 


B2O41404O6 Inform* that IE Info Notlca B8-OB, "Cheek Valv* Failures on 
Diesel OeneratoT Engine Cooling Bys, " uai sent to listed 
licensee* on 820386 

a Rtglon 9, Office of Director. 82/03/86. Region 9, Office of 
Director Ip. 18670:149, 84X Fiche. 90-000, 82/03/86, 0804140406. 


8804080387 Respond* to request for Info re possltli rediatlon etposure 
to U Berry Forwards NRC 880288 transmittal Itr to utili 
IE Inep Rept 90-806/88-03, notlc e of violation ti util 880323 

responie 

BQOKtH, E, Region 5, Office ef Director, 88/03/31 KORPERiA Orey 
4, Oring. 2pp 18618:181. 84X Flche;5O-806, 88/03/31,8204080327. 


— 8204880959 Rivliion t to "Plant Shutdown From Hot Standby to Cold 
Shutdown " 

MOROAN, H E Southern California Edieon Co 81/11/19 14pp. 

13891 179. a4X Fiehi' 90-206,82/04/26,6204800992 


—0204880968 Revision 1 to "Emergency Shutdown " 

BRUNET. R R Southern California Edleon Co. 81/09/04 App. 
13891:193. 24X Flch#' 90-806, 02/04/26. 8204800992 


"0204880564 Revision 1 to "Bhutdown From Outside Control Room, " 
BRUNET, R. R Southern California Edison Co 61/09/04. 4pp. 
13891' 199 a4X Fiehi' 90-206. 02/04/26, 6204200992 


—8204880569 Rsvision 2 to "Los* of Off sit# Powtr/Statlon Blackout. 
Comment* on safe shutdown sg* topic asstssment end 
MOROAN, H E Southsrn California Edison Co 81/12/10 33p p 

13891 '803 84X Flehe 90-206,82/04/26,8804860998 


8204090354 Informs that IE Bulletin 02-01, "AlteTatlon of Radiograph* 
of Held* In Piping aubassamblies, " was shnt to llstad 
licensees on 820331, 

a Region 9, Office of Director. 88/03/31. Region 5, Office of 
Director Ip 24X FI the: 50-000, 88/03/31, 8204090394 


8304090396 Advise* that IE Info Notlca 08-09, "Cracking In Piping of 
Makeup Coolant Lines at 91,14 Plants," has bean sent to 
llstad Itcensaes, 

* Region 9, Office of Director, 88/03/31. Region 5, Office of 
Director. ip. 18685:279. 84X Fiche: 90-000, 88/03/31, 8204090396. 


8204090418 Advlste that IE Info Notlca 88-10, "Following Up Bymptomatlc 
Rapaire to Assure Resolution of Problem," has been tenb to 
I ts tod I Icsnsoss, 

a Rtglon 9, Office of Director 88/03/31. Region 9, Office of 
Director. Ip. 18684.089 a4X Fiche: 90-000, 88/03/31, 8204090410. 
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a2CAU02iO For«.r-. IE In.p fi.pt, 50-206/62-07 6 30-361/98-13 on 

5:;' 


te In.. fi.Dl, 50-206/82-07 6 50-361/02-13 on 920315-19 Ho 

enplni.ring Progr.., e2/«/3‘ 
rich. 50-206. a 2/04/0! I 8804140250 


fi P.rlodie operating report, 4t related cerre«pondenc« 


8204150260 Foruard, monthlg operating rept for F.b 1992 

RAV.H S Southern California Edison Co B2/03/1S Office of 
Management and Program Analgtie Ip 12693 020 24X 

Fiche 30-206. 92/03/ 1 5. 6204150260 


— 8204150262 Honthlg operating rapt for Feb 1982 

RAIDYrT Southern California Edleon Co 62/03/01 5pp 
12693.021 24X Ficht 50-206.92/03/15.8204150260 


6204120117 Act r.t.lpt of 820329 Hr I**'' * 

correct violation, noted In IE In,p ftipt °1., 

6TERMBERO.O M ftigUn 5, Office of 
Seutbirn Californli Edlion Co Ip 12637.099 24X 

Fiche 60-206.82/04/05.8204120117 


bait in to 
PAPAY. L. T 


— S204120122 Hfipond, to NftC 020302 Ur r, violation, notad In IE tn.p 
Aeet 50-206/82-04 Corr.ctlvi action, tiil water lupplg 
vaWii k *tt4chtd piping T««ov«d k thnadid plug initalltar 
Initruaent 6 tut Preeedur. 801-I1-I 4 
P^AY.L T aeuthern California Bdlion Co 82/03/29 
^ELKmfi H Region 5, Office of Director 4pp 12637-099, 24X 

Fiche 50-206.92/04/05.8204120117, 


6202040142 IE Info Motice 88-11, "Potentlel Ineecurecle, in Wide Range 
Praeture Initruaent, Uied in Ueetlnghoute Designed Plant,. ” 

JORDAH.E L Divlilen ef Engineering t Quelltg Aiiurenee. 82/04/09 
63pp 18078 342 24X Fiche 50-000.88/04/09.8202040142. 


8 Reportable eccurrinca,. LERe k related correepandenee 


8204150109 Respond* to FOIA request that QECO Incident Reporting 8gs 
rapt* be placed In PDR Documents listed in epp available in 
FDR Other pertinent documents campletctg withheld <ref FQIA 
Exemption 4). 

FELTOMi J M Division of Rule, and Record* 91/11/09 CONNOR, L 
Doe-Search Associates 3pp 12709 339 24X Fiche 30-000.91/11/09, 

6204150109 


— S204150234 Incident Reporting Sifs Rept 31 re personnel overexposure 
during steam generator repair 

» Organiiatlon for Economic Cooperation li Development (Peris) 
81/03/23 3pp 12709 275 24X Fiche 50-000.81/11/09,6204150109. 


—8204150277 Incident Riportlng Svs Rept 64 re PUR pressure vessel 
embr 1 1 tlament 

* Organiiatlon for Economic Cooperation 1< Development (Paris) 
01/09/29 3pp 12709 345 24X Fiche 30-000. 81 /I I/09i 8204 130109. 


BW4270361 Forward* IB In,p flept 50-806/82-10 on 820301-31 11 notice of 
violation 

DTERNSERD.D K Division of fieiidint. Reactor Project (< Enginatrlng 
Pregrea, 62/04/09 PAPAY.L T Southern Cellfornie Edison Co. 

2pp 12048 340 24X Fiche 50-206,62/04/09.8204870361 


6204070346 Foruerd* LER 92-003/031.-0 Detailed event analysis submitted 
RAY, H D Southern California Edison Co 82/03/25 ENOELKEN.R H 
Ragion 5. Office of Director 4pp t2S7S 161 24 X 

Fiche 50-206,82/03/25.8204070346 


—8804270379 Notice of vlolitlon froei imp on 820301-31 

Nll-LER.L f Region 5. Office of Director 82/04/09 Ip 
12948 342 24X Fiche. 50-206, 82/04/09.8204270361 


—8204270391 IE Insp Rept 50-206/82-10 on 820301-31. Noncompt lance notad 
failure to epirett alxed bed dexilnireilier, per design 
criteria 

MILLER. L . lUCrZlO.O B Division of Rtildent. Reactor Project << 
Engineering Progria, 82/04/09 lOpp 12048.343 24X 

Fiche 50-206,02/04/09.8204270361 


02O486OOS2 Forward, tebulitlon of date on itian gentretor insp k malnt 
reflecting operating experience w/Heitlnghouie PUR steam 
generator, through Jen 1962 

CRUTCHFtB.D. D Operating Reactor, Drench 5 82/04/12 OIETCH. R. 

Southern CaltfoTnie Edison Co 4pp 12841 [OIQ 24X 
Fiche 50-806,82/04/12,8204260052 


8204300208 Forward, IE Insp R,pt 50-806/82-12 on 880329-0402 No 
noncoapl lince notid 

»16HDP,T.H Division of Resident, Reactor Projoet 6 Engineering 
Prairim. 88/04/13. PAPAY.L T. Southern Celifornle Edison Co 
2pp 12890.150. 24X Fiche 50-806,82/04/13,6204300808. 


-8204^810 IE tnep Rept 50-206/02-18 on 020389-0402 No noneomplianci 
noted Major ertes Inspected' const aetlvltle, associated u/ 
seisalc upgrading of turbine bldg 

HAO^R.W J , ECKHARDT, J H Division of Resident, Reactor Projaet 
Englmerlng prefreas 02/04/18 4pp 12890:152, aay 
Fiche 50-20 6,02/04/13, 8204300208 


HydreuUg Bnubbars, ’ 

*'•***» Assurance 92/04/81, 
64pp 12073 001. 34X Fiche: 50-000, 82/04/21, 6202040143 


r.c.ipt af 8M413 Hr infor.lng MIC of steps taken to 

pJ^MM 82/04/M M «•«*»'■ Project k Engineering 

talsfl Mij; 1. ^ Southern California Edison Co, I 

12988 006 24X FUh*l50-a06, 82/04/22, 8204300363 


— 9204070393 LER 92— 003/03L-0 on 980236, during normal pouier operetiorii 
containment lia).ation valve SV-70ZC felled to close on 
demand Possibly caused by contaminants in valve soft good* 
Bolenold valve or soft goods to be replaced 

RAYiH B Southern California Edieon Co 92/03/25 Region 3j 
Office of Director Ip 12575 165 24X Fiche 90-206, a2/03/29j 

9204070346 


6204070871 Forurarifs LER 82-OO0/O3L-O Detailed event analysts submitttd 
RAV.H B Bouthern California Edison Co 92/03/29 ENOELKEN,R H 
Region S, Off let of Director 2pp 12971 392 24X 

Fiche, SO-806. 82/03/89, 080407027 i 


“-08O4O7O862 LER 08— 008/03L-0 on 920227, during performance of tptcial 
engineering safety injection test, safeguard load sequencer 
failed to activate X subchannel tys relay* Gaustd by power 
transistor failure Circuit card replaced 

RAY, H 9 Southern (ielifornia Edison Co 63/03/29 Region 5. 
Office of Director tp 18571 354 S4X Fiche 50-306,93/03/89. 
9204070271 


9204160600 RO* failed attachment welds revealed on feedwater sy* pipe 
support* l-RBO-39l-i ti l-KD(7-393-l during Inservice Insp 
visual axen Cause not steted, Investigation In progress LER 
will be foTuarded within 14 days 

RAY,H B Southern California Edison Co 62/04/09 ENSELKEN.R H 
Region S, Office of Director. ip 12700 350 84X 

Fiche 50-206,62/04/05.0204160600. 


0204220322 Forwards LER 03-009/017-0 Detailed event analysis submitted 
RAY.H 8 Southern California Edison Co 93/04/16 ENOELKEN.R H 
Region S, Office of Director. 8pp 12006 119 24X 

Fiche: 50-206, 02/04/16, 9304320322. 


•9304220328 LER 02-009/017-0 on 0HO4O5, fei led attachment weld* on four 
feedwiter eys pipe support* discovered during scheduled 
insp Cause undetermined. Metal lurgieal & design analysts in 
progress. Fa i 1 ed supports being replaced 

RAY.H 6. Southern California Ediion Co. 02/04/16 Region 5, 
Office of Director, tp 18006 117 84X Fiche. 50-206, 02/04/16, 

0204280322 


F^^AYjL T. Southern Celifernia Edlien Co 82/04/13 ' 

Sirootor, 3pp. 12090:087. 


8204280431 Forwards LER 82-0il/O3L-0 Detailed event analyst* submtttef 
RAY.H. B Southern California Edison Co. 92/04/16. ENOELKEN.R.H 
Region 5, Office of Otrictor, 8pp 12606' 206. 24X 

Fiche 90-206, 82/04/16. 0804220431. 


—6204280434 LER 08-OH/D3L-O during power operation* from 811815 unlll 
plant entared mod# S on 030220. surveillance tests Table 
4 i.4-l<a) (( aeetion 4 1. 6 A lie) were not performed Caused 
by Ineufflclent communication k coordination between dapts. 

RAY.H. B Southern California Edison Co. 92/04/16 Ragtsn 5. 
Office of Director, ip 12006:210. 24X Fiche; 50-206. a2/04/I6i 

0204220431. 
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S304250462 PNO-V-82-ie on 820422, San Diego Local 89 called I trike (t 
eatabliehed picket line acroee road leading outelde contt 
site Basil for strike Involves use of licensee emplogees 
in warehouse It ofc const Plant operations not affected, 

ZWETZIO, 0 B , CHAFFEE, A E Region 5i Office of Director B2/04/'22 
Ip 128ii7 236 24k Flche 90-206,82/04/22,8304280463 


DOCKET 30-213 HADDAM NECK PLANT 


F Security, medical, emergency ti fire protection plans 


8204070448 Forwards scenario for 620206 emergency preparedness 
erercisc Info withheld (ref 10CFR2 790) 

COUNSIL, U 0 Connecticut Yankee Atomic Power Co 81/12/24 
HAYNES, R C Region 1, Philadelphia, Office of the Director 
(01/03/011 2pp 12579 234 24X Flche 90-213,81/12/24,8204070440 


8204070450 Forwards emergency preparedness exercise controller manual 
for station corporate emergency ctrs for 820206 exercise 
U/o end 

CQUNSIL, H 0 Connecticut Yankee Atomic Power Co 62/02/01 
HAYNES, R C Region 1, Office of Director 2pp 12577 108 24X 

Flche 50-213,82/02/01,8204070458 


6204080075 Forwards Revision 2 to safeguards contingency plan Revision 
withheld (ref 10CFR2 7901 

COUNSILtU 0 Connecticut Yankee Atomic Power Co 62/03/31 

CRUTCHFIELD, D Operating Reactors Branch 5 2pp 12605 211 24X 

Flche 50-213,82/03/31,8204080079 


8204090152 Reguests copies of licensee/applicant reguests for 
extension or exemption re implementation of 10CFR73 21 
Only Haddam Neck t. Millstone have submitted fees (< fee 
f orms 

TftSMPER.L License Fee Management Branch 82/04/09 Office of 
Nuclear Reactor Regulation, Director Ip 12633 260 24X 

Flche 50-000,82/04/09,8204090192 


8204290261 Forwards updated info originally submitted in 820309 Itr re 
status of prompt notification sys as of 620331 Updated 
project schedule end Monthly status repts will be submitted 
until sys are declared operable 

COUNSILiN Q Connecticut Yankee Atomic Power Co C0UN8IL, U S 
Northeast Nuclsar Energy Co (subs of Northeast Utilities) 

82/04/23 EI6ENKUT, D 0 Division of Licensing 3pp 12884 019 
24X Fiehe 50-000,82/04/23,8204290261 


I Financial information 


8204060076 Forwards Annual Financial Rept 1981 

BISHOP, R U Connecticut Yankee Atomic Power Co 62/04/02 Office 
of Nuclear Reactor Regulation, Director tp 12994 164 24X 

Fiche 90-213,82/04/02,8204060078 


—8204060084 Annual Financial Rapt 1981. Aud 1 tors rept end 
» Connecticut Yankee Atomic Power Co 82/02/04 t9pp 
12994 185 24X Flche 90-213,82/04/02,8204060078 


P Operating license stage documents & correspondence 


B303190001 Generic Ltr 62-05 to all licensees of operating power 
reactors re post-TMl regutrements 

EISENHUT, D 0 Division of Licensing. B2/03/t9 HAUSPURO.A 
Consolidated Edison Co of New York LEASBURO, R H Ulrginia 
Electric t. Power Co DUR6TEIN, 8 Ulsconsin Electric Power Co 7pp 
12913 128 24X Flche 50-000,82/03/19,8203190001 


8204020531 Comments on 811223 draft evaluation for SEP Topic VI 1 1-4, 
"Electrical Penetrations of Reactor Containment. " 

Containment integrity will be maintained during fault or 
overcurrent event w/prlmary protective device failure 
CaUNSIL.W 0 Connecticut Yankee Atomic Power Co 82/03/22 

CRUTCHFIELD, D Operating Reactors Branch 9. 3pp 12900 004 24X 

Flche 90-213.82/03/22,8204020331. 


8204050160 Forwards safety evaluation (• technical avaluation rept re 
adeguacy of station electric distribution sys voltages 
Offsite (t onsite power sys capable of providing acceptable 
voltages for worst cess electric load fc grid voltages 
CRUTCHFIELD, D, Operating Reactors Breneh 5 82/03/23. C0UN8IL, M 0 

Connecticut Yankee Atomic Power Co 7pp 12519 208 24X 

Flche 90-213,82/03/23,0204050160 


— 8204080166 "Technical Evaluation of Adeguaey of Station Electric 
Distribution Sys Voltages for Haddam Neck Nuclear Power 
Plant, 

SELANiJ C Leurenee Livermore Laboratory. UCID-19124 82/02/Ot 

llpp 12919' 219, 24X Flche 90-213,82/03/23,8204090160 


8204060142 Osnerle Ltr 82-03 to all operating BHRs re high burnup 
KAPLHOR limits Based on listed considerations, plant-spedf Ic 
ref to OE position acceptable Oversiie list of recipients 
end Aperture cards available in PDR 

EISENHUT,DO Division of Licensing 82/03/31 DELOEQROE. L 
Commonwealth Edison Co OUCWAr L T , MAhflY, M Oeorgla Power Co 
2pp 12692 079 24X Flche 50-000,82/03/31.0204060142 


8204070946 Provides addl info supplementing util 810831 safety 
assessment rept for SEP Topic lit 4 A re tornado missiles 
Haint in hot shutdown precludes need for primary sys maksup 
during worst case sc enarlo 

CCUNSILi H 0 Connecticut Yankee Atomic Power Co e2/0'3/3t 
CRUTCHFIELD, D Operating Reactors Branch 9 3pp 12976-349 24X 

Fiche 90-213,82/03/31,8204070546 


8204080437 Advises that training program re NUREO-0737, 1 1 em 1 A 1 1 it 
acceptable New NRC guidance on shift staff qualifications 
may be forthcoming. 

CRUTCHFIELD, D Operating Reactors Branch 9 02/03/31 COUNSIUiMO 

Connecticut Yankee Atomic Power Co 3pp 12601 114 24X 

Ffehe 90-000, 82/03/31,8204080 437 


8204070934 Forwards Info in response to SEP Topic 11-3 D re flooding 
potential & protection requirements, per 811214 submittal 
Flood protection barriers will be available by 820901 
Emergency procedure re flooding of CT River end 
COUNSIL.U 0 , CAONETTA, J P Connecticut Yankee Atomic Power Co 
82/04/01 CRUrCHFIELDi D Operating Reactors Branch 9 16pp 
12979 060 24X Fiche 50-213,02/04/01,8204070934 


0204080309 Comments on 020208 review results of TMI Action Plan Items 
I A 1 3 re shift manning, I C 5 re procedure for feedback of 
operating experience to plant staff 4 I C 6 re procedures to 
verify performance of operating activities 

C0UN3IL, H 0. r CAONETTA, J P Northeast Nud’ear Energy Co <iubs of 
Northeaet Utilities) CQUNSIL, H 0 Connecticut Yankee Atomic Powur 
Co 82/04/01 CRUTCHFIELD, D Operating Reactors Branch 5 
CLARK, R A Operating Reactors Branch 3, 4pp 12603 327. 24X 

Flche 90-000,82/04/01,820408030? 


8204130117 Forwards addendum to B112I4 BAR re SEP Topic III-2 "Hind & 
Tornado Loadings." 

COUNSILiW Q Connecticut Yankee Atomic Power Co 02/04/06 
CRUTCHFIELD, D Operating Reactors Branch 9 23pp 12653:114 24X 

Flche 50-213,02/04/06,0204130117 


8204160228 Forwards SAR for BEP Topic XV-17, "8team Generator Tube 
Failure " Original analysis did not assume loss of offsite 
power or iodine spiking 

COUNBILrN.O Connecticut Yankee Atomic Power Co 62/04/07 
CRUTCHFIELD, 0 Operating Reactors Branch 9 17pp 12696 257 24X 

Flche 50-213,82/04/07,8204160228 


B204200200 Submits addl Info requested In NRC 620129 ltr to complete 
evaluation of SEP Topic 1II-3 B, "Structural 1, Other 
Consequences of Failure of Underdrain Sys '' One oversize 
drawing end Aperture card is available In PDR 
COUNSIL.U 0 Connecticut Yankee Atomic Power Co 82/04/07 

CRUTCHFIELD, D Operating Reactors Branch 5 3pp 12730 191 84X 

Flche 50-213, 02/04 /07,8204200200 


8204150320 Forwards evaluation of 810930 safety assessment of SEP 
Topic XV-IO, "Chemical b Vol Control Sys Malfunction That 
Results in Decrease In Boron Concentration In Reactor 
Coolant " 

CRUTCHFIELD, 0 Operating Reactors Branch 9 B2/04/I2 COUNBIL, H 0. 

Connecticut Yankee Atomic Power Co 9pp 12603 229. 24X 

Fiche' 50-213, 82/04/12,0204190320. 


8204260029 Forwards tabulation of data on steam generator insp & 
malnt, ref leet Ing operating experience w/Hes tinghous e PtfR 
steam generators through Jan 1982 

CRUTCHFIELD, D. Operating Reactors Branch 9 82/04/12, C0UN8IL, U. 0 

Connecticut Yankee Atomic Power Co 4pp 12841 037. 24X 

Flche 30-213,82/04/12,8204260029. 


8204230917 Submits generic best program results per requirement of 
NUREO-0737 Item 11 D I, performance testing of PHR relief 6 
■afety valves, In response to 010929 ltr. 

COUNSIL.N 0 Connecticut Yankee Atomic Power Co. CQUNSlLiU 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 
82/04/13. EISENHUT. DO Division of Licensing 3pp 12814,206. 
24X Flche 50-000, 92/04/13,8204230917, 


8204260207 Forwards Amend 48 to License DPR-61 6 notice of Istuance U 
availability, In response to 820304 eppllcot Ion Amend 
approves App A Tech Spec changes clarifying wording for ECCB 
pumps U reflecting orgenl leti onal title changes 

CRUTCHFIELD, 0 Operating Reactors Branch 9 82/04/13 COUNCIL, H.O 

Connecticut Yankee Atomic Power Co 3pp 12039,187 24X 

Flche. 90-213, 82/04/13,8204260207 



42 


DOCKETED ITEMS 


— 02O4B<«O2IS Am«nd 40 to Li cento Df’R-61i opppovi nj flpp A Toch Spot ehangot 
elarifvt'’9 wording for ECCS puiftpi b rifloctlng 
organs cat ionat title changoi 

•CBOrCHFIELD, D flprratinj Reactora Branch 5 82/04/!3 Sp p 

13035 IW 24X fich# 30-213, B2/'04/ 13. 8304240307 


— SSOdS-bOSl? Notice of Isiuanco b availability of Amand 49 to Llctno* 
DPfi-il 

CRUTCHFIELD, D Opopatlnj Roattor* Branch 5 03/04713 3p P 

12635 195 24K fiche 50-213,62/04/13,0204240307 


8204200410 Forward* draft evaluation of SEP Topic VI-7 D. "E8F 
Bwltthower From Injection to Recirculation Mode fAutomatlc 
ECCB Real ianment )“ for coninent within 30 day* Evaluation 
will provide baile for Integrateil eafatg etteK-nent 

CRUTCHFIELD, D Operating Reactori Branch 5 62/04/14 COUNSEL, W 0 

Connecticut Tantee Atomic Power Co 5pp 12743 209 34X 

Flehe 90-213, 92/04/14,0204300410 


9204220418 Comment* on draft evaluation of SEP Topic VI-7 A 3, "ECCB 
Actuation 9ig* " 

COUNSIL.U 0 Connecticut Tankee Atomic Power Co 82/04/14 

CHOTCHFfELD. D Operating Riactori Branch 5 3pp 12806 327 34K 

Flehe 90-213. 82/04/14,8204220418 


9204260049 Forward! requeet for addl info re lecondaru water cherrilatrg 
control b monltorlna progreni 

CRUTCHFIELD, D Opera ting Reactor* Branch 5 82/04/14 COUNSIL, M 0, 

Connacticut Yankee Atomic Power Co 4pp 12841 014 24X 

Flehe 90-213,62/04/14,8204260049 


8304160155 Oeneric Ltr 82-08 to all Pi4R plant llceniee* b applicant* re 
tranemlttal of NUREO-090? relative to Oinna tuba rupture 
U/o enci NUREO Li*t of NRC reclpitnti end 

ElSENHUTrDO DivUlon of Llctnelng B2/04/I5 HAUSPURO, A 
Consol i dated Edison Co of New York UOOLEVER, E J Duquesne Light 
Ca UHRIO, R E Florida Power b Light Co 7pp 12787 203 24X 

Flehe- SO-000, 82/04/19, 62041601 S3 


8204200135 Motlficatlon of 820428 meeting w/u t i 1 tn Betheida.HD to 
discus* mall break LOCA modeling ae required bg TKI Action 
Item II K 3 30 b App K to I0CFR50 

TROPFfC Operating Reactor* Branch 5 82/04/19 CRUTCfIFlELD. D 

Operating Reactors Branch 9 Epp 12787 194 24X 

Flehe. 90-213. 82/04/19,8204200139 


8204200097 Forward i safetg evaluation repb re EEP Topic XV-S, "Loss of 
Normal Feedwater Flow" b SEP Topic XV-IS, "Inadvertent 
Opening of PWR Pre»»orii«r Saf e t g/Rel 1 e t Valve '' Design 
acceptab 1 e 

CRUTCHFIELD, D Operating Reactor* Branch 5 82/04/16 COUNSiLiNo 

Connactlcut Vanita Atomic Power Co 12pp 12743.095 24X 

FIcha 50-213.82/04/16,8204200097 


8204260225 Forward* respond ei to Generic Ltr 82-09 ra post-TMI 
requirement* imp limentat ion Continued safe operation aiiurad 
w/erl*ting Implenentatlon statu* 

COUNSIL.H 0 , OPEKA, J F Northeaft Nuclear Energy Co. (sub* of 
Northeast Utllltlet) COUNSIL.H C Connecticut Yankee Atomic Power 
Co 82/04/16 EI8ENHUT, D 0 Divlilon of Licensing 42pp 
12835 137 24X Flehe 50-000,82/04/16,8204260225. 


8204370274 Forward* "Control of Heavy Loadi" in responee to NRC 801222 
ltr Addl Info will ht provided by 820615 

COUNSIL.H 0 Hortheaet Nuclear Energy Co (tubs, of Northaaet 
Utilities) COUNSlLiU 0 Connecticut Yankee Atomic Power Co 
82/04/16 EISENHUr.D 0 Division of Licensing 3pp 12848 143 
24X Flehe 50-000,82/04/16,8204270274 


— 6204270281 "Control of Heavy Load* " 

s Northeast Nuclear Energy Co, (subs of Northeast Utilities) 
Connecticut Vankee Atomic Power Co 82/04/30 9pp 12048 146, 
24X Flehe- 50-000, 82/04/16, 82D4270274 


8204200908 Notification of 020420-21 meet Inga w/gtll, Btructural 
Mechanics b EObO ID in Barlln, CT to discuss SEP Topic 
in-6, "Betimle Analysis. " 

TROPF.C Oparatlng Reaetor* Branch 5 82/04/16 CRUTCHFIELD, D 

Operating Reacters Branch 3 2pp 12878 338. 34X 

Flchaj9Q-2t3, 82/04/16, 8204280508 


8204210293 Generic Ltr 82-09 to all power reactor 1 Icensaas, app 1 leant* 
for OLtflSSS vtndors b reactor vendors r* environ 
qualification of eafety-related electrical equipment. 

NRC position re qualification requirements end 
EI8ENHUT, D 8 DiYlilon of Licensing 82/04/20 HAUSPUROiA 
Conioltdatid Edison Cd of New York, ARNOLD.R C, Osneral Public 
Utilities - OPU Service Corp GUTHRIE, B.M Gulf Power Co lapp. 
12862:337 S4X Flehe; 50-000, 02/04/20, 8204210299, 


8204300228 Forwards ad’d} info re degraded grid voltage protection b 
adequacy of station electric distribution tys voltages. In 
response to NRC 820313 ltr 

COUNSILi W 0 , CAONETTA.J P Connecticut Yankee Atomic Power Co 
CQUNSIUi W 0 Northeast Nuclear Energy Co fsubs of Northeaat 
Utilities! 82/04/21 CRUTCHF lELD, 8 Operating Reactor* Branch 9 

CLARK.R A Operating Reactors Branch □ 57pp 12890 093 24X 

Fiche. 50-000 , 82 / 04/21 , 8204300320 


8204260089 Forwards safety evaluations of SEP Topics II-l A, !l-i B, 
II-l C b in-4 D Topic Il-i C does not meet current 
licensing criteria Assurance that potential Impact will not 
adversely affect safe plant operation requested 

CRUTCHFIELD, D Oparatlng Reactors Branch 5 02/04/22 COUNSIL.H G 

Connecticut Yankee Atomic Power Co I6pp 12840 136 24X 

Flehe 50-213, 82/04/22,8204260069 


8204280441 Forward* draft, ‘'Review of Operating Eiperlence History of 
Haddam Neck Through 1980 for NRC SEP, " Comment* rsquestsd 
within 30 days of ltr receipt 

CRUTCHFIELD, O Operating Reactors Branch 5 82/04/22 COUNaiL-HO, 

Connecticut Yankee Atomic Power Co 2pp 12867 341 24X 

Flcht S0-3I3, 82/04/22 , 6204280441 


— 8204280448 "Review of Operating Eiperlence History of Haddam Neck 
Through 1980 for NRC SEP," draft 

SEAGRENiR D , MAYS. O T Oak Ridge National Laboratory HEDER. D J 
JBF Associates NSIC-203 DRFT 02/04/02 Offict of Nuclear 
Reactor Regulationr Director lS4pp 12S67 343 24X 

Flehe 50-213,82/04/22,8204280441 


8204280227 Forwards safaty evaluation rapts based on util 810930 b 1007 
safety assessment rept* re SEP Topics XV-9, “Startup of 
Inactive Loop," IX-4, "Boron Addition Sys, " b XV-14, 

"Inadvertent Operation of ECCS b Chemical b Vol Control " 
CRUTCHFIELD, D Operating Reactor* Branch 5 82/04/26 COUNSIL.H 0 

Connecticut Yankee Atomic Power Co i3pp 12870 278 24X 

Flehe 50-213,82/04/26,8204280227 


8204290077 Forward* revised evaluation reflecting new low population 
rone distance In 8EF Topic 11-2 C, "Atmospheric Transport b 
Diffusion Characteristic* for Accident Analysts " 

CRUTCHFIELD, D Operating Reactors Branch 5 82/04/26 CQUN8IL, H. 0 

Connecticut Yankee Atomic Power Co 4pp 12683 294 24X 

Flehe 50-213,82/04/26,8204290077 


Q Inspection reports, IE Bulletins b correspondence 


8204020201 Forwards IE Irsp Rept 50-213/82-05 on 020208-12 No 
naneotnp 11a nee no tad 

MARTIN, T T Division of Englnaerlng & Technical Programs 82/03/19 
COUNSILit; G. Connecticut Yankee Atomic Power Co 2pp 12498.308 
24X Flehe 50-213,82/03/19,8204020201 


—8204020207 IE Insp Rept 50-213/82-09 on 820208-12 Ho none amp I lance 
noted Major areas 1 nspsc ted' local leak rate testing, training 
qual t f Icatl «n, C'Ontrol r oom ac 1 1 vl 1 1 as b p ost-raf uil Ing 
startup te* ting. 

PETRDNE.C D, , CHUNO, J H , BETTENHAUSEN, L Division of Englnsering 
b Tschnlcal Programs 62/03/12 8pp 12498 310 24X 

Fiche 50-213,82/03/19,8204020201 


B20415036S Forward* IE Info Notice* 82-09, "Cracking In Piping of 
Makeup Coolant Lines at BbU Plants" b 82-10, "Following up 
Symptomatic Repairs to Assure Resolution of Problem ” No 
written response required 

HAYNEB.R.C Region 1. Office of Director 82/03/31 O'TOOLE, JO 
Consolidated Edison Co of New York CIXJNBIL,H 0, Connecticut 
Yankee Atomic Power Co. CAREY, J, J Duquesni Light Co Spp 
12682.248 24X Fiche: 90-000, 82/03/31 , 82041 50369 


8204150462 Forwards IE Bulletin 82-0i> "Alteration of Radiographs ot 
Hsld* in piping Subassambliss, " No written response 
required, , 

HAYNEB.R.C, Region 1, Office of Director 62/03/31 Q'TOOLE, J. 
Consolidated Edison Co. of New York CCXINBIL.U 0 Connecticut 

Yankee Atomic Power Co. CAREY, J, J. Puquesne Light Co 6pp 

12683,234. 24X Fie he. 90-000, 82/03/31 , 82041 90462. 


8204080482 Ack receipt of 820329 ltr informing NRC of stsp* taken to 
correct violations noted in IE Imp Rapt 50-213/81-19 
MARTIN. T.T. Division of Englnesring b Technical Programs. 62/04/01 
C0W8IL, W O, Connecticut Yanks* Atomic Power Co Ip 1299? 093 
24X Fiche 90-213,82/04/01,8204080482 


—8204080486 Responds to NRC 820224 Ur re violations noted in IE insp 
Rept 50-213/ei-lB Corrective actions: procedure identifying 
Shift flseton chamber 1 oca t ion, container Identification b 
offslt* shipping date wilt be implamented by 820430 
COUNSIL.H. G. Connecticut Yenkee Atomic Power Co 82/03/25 
MARTIN,?, T Division of Engineering b Technical Programs 3pp 
12S99 093. 24X FI che. SO-213, 82/04/01 , 8204000482 



DOCKETED ITEMS 


43 


fl20S040l42 IE Info Notice 02~lli "Potential Inaccuracies In Wide Range 
Pressure Instruments Used in Heutinghouse Designed Plants " 

8vc list end 

JOfi04H<E L Division of Engineering ti Quality Assurance S2/04/09 
&3|ig 12078 342 24X Fltne 80-000,02/04/09,8202040142 


8204270249 Foriuards IE Insp Rept 50-213/82-06 on 820222-0320 & notice 
of violation 

STAROSTECKl, R Division of Project t Resident Programs 02/04/09 
COUNBILtW 0 Connecticut Yankee Atomic Pousr Co 2pp 12852 313, 
S4X Flclie 80-213,83/04/09,0204270249 


— 0204270252 Notice of violation from Insp on 020222-0320 

8TAR09TECKli R Division of Project li Resident Programs 02/04/09 
Ip 12052 315 24X Pi she 50-213,82/04/0910204270249 


-0204270258 IE Insp Rept 50-213/02-06 on 820222-0320 Honeompl 1 ance 
noted cable penetration fire barrier net sealed 

SHlTHi T H , EUSASSER, T C Division of Project i Resident Programs 
82/04/07 app 12052 316 24X Flehe 50-213,02/04/09.0204270249 


8204260029 Forteards tabulation of data on steam generator insp 
maint, reflecting operating eiperlence u/Wes tinghoust PWR 
steam generators through Jan 1982 

CROTCHFleUD, D Operating Reactors Branch 5 02/04/12 COUNSIUiWO. 

Connecticut Yankee Atomic Peuer Co 4pp 1204i 037 24X 

Flchs- 50-213, 82/04/12,8204260029 


8204300207 Forulards IE Insp Rept 50-213/02-07 on 020308-12 t< notice of 
vi elation 

MARTIN, T T Division of Engineering «i Technical Programs 82/04/15 
COUNBIL, W 0 Connecticut Yankee Atomic Power Co 2pp 12809 213 
24X Flehe 80-213,82/04/15,0204300287 


—0204300292 Notice of violation from Insp on 020308-12 

MARTIN, T T Division of Engineering fc Technical Programs 
82/04/15 app 12889 215 24X Flehe 80-213,02/04/15,0204300287 


— B204300300 IE Insp Rept 50-213/82-07 on 020300-12 Noncomp I lance noted 
failure to establish (i Implement surveillance test 
procedures 

EAPEN, P K , OUUMBERO, N . CAPHTON, D L Region 1, Office of 
Director. 02/04/07 iSpp 12009 217 24X Fiche' 50-213, 82/04/15, 

8204300287, 


B202040143 IE Info Notice 02-12, "Surveillance of Hydraulic Snubbers " 
W/encl SVC list 

JORDAN, E L Division of Engineering Si Quality Assurance 82/04/21 
64pp 12873 001. 24X Flehe 80-000.82/04/21,8202040143 


R Partodlc operating reports tt related correspondence 


8204190105 Forwards monthly operating rept for Dec 1981 

GRAVES, R H Connecticut Yankee Atomic Power Co 82/01/12 Office 
of Hinagement and Program Analysis. Ip 12725 060 24X 

Flehe 50-213,02/01/12,8204190105 


—8204190107 Monthly operating rept for Dec 1901 

ANDERSON, D Connecticut Yankee Atomic Power Co. 82/01/12 iOpp 
12725 061 24X Flehe 50-213,02/01/12,8204190105 


8204150466 Forwards monthly operating rept for Feb 1902 

GRAVES, R H Connecticut Yankee Atomic Power Co 82/02/10 Office 
of Management and Program Analysis Ip 12603 247 24X 

Flehe 50-213.82/02/10,9204180466 


—8204150460 Monthly operating rept for Feb 1902 

ANDERSON, D Connecticut Yankee Atomic Power Co 82/03/12 9pp 
12603 240 24X Fiche’ 50-213, 02/02/10, 0204150466 


8204140412 Forwards "Annual Environ Operating Rept Part B,Jan~Dec 
1901 

COUNSIUtW 0 Connecticut Yankee Atomic Power Co 82/03/26 
HAYNES, R C Region I, Office of Director Ip 12670 174 24X 

Flehe 50-213, 82/03/26, 8204140412 


— 82041403*5 "Annual Environ Operating ReptiPart A Nonrad iolag leal 
Rapt, 1961 " 

« Connecticut Yankee Atomic Power Co 02/03/31 84pp. 

12662 000 24X Fiche 50-213,02/03/31,0204140363 


S Reportable occurrences, LERs ti related correspondence 


B2041S0109 Responds to FOIA reguest that OECD Incident Reporting Sys 
repts be placed In PDR Documents listed In app available in 
FDR Other pertinent documents completely withheld Iref FOIA 
Exemption 4> 

FELTON, J M. Division of Rules and Records 01/11/09 CONNOR.L 
Doc-Search Associate* 3pp 12708:339 a4X Fiche 80-000,81/11/09. 
02O41SOiO9 


— 8204150215 Incident Reporting Sve Rept 28 2, re turbine disc cracks in 
tJestinghouse PWRs 

* Organliation for Economic Cooperation t< Development IParitl 
01/03/13. 2pp 12709 261 24X FI che 50-000, 01/ 11/09, 8204150109 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


D NRC Oraft/Flnal Environmental Btatements, suppis k correspondence 


8204160342 Requests eonflrmatian that increase in vol of domestic >< 
sanitary wastes does not materially affect determination of 
FES k that wastewater from unrestricted nonrad toact ive areas 
rents In classified as nonradloac tlve d 1 s charge 

LACEY,R K General Public Utilities - CPU Ssrvlce Corp 82/04/08. 
CRUTCHFIELD, 0 Operating Reactors Branch 5 2pp 12706:316 24X 

Fiche 50-219 , 02/04/00,0204160342 


F Security, medical, emergency ti fire protection plane 


6204060152 Forwards objectives for 920316 NRC /FEHA observed emergency 
exercise 

CARROLL, J T Oeneral Public Utilities -CPU Service Corp 02/01/21 
HAYNES, R C Region i, Office of Director Spp 12557 212 24X 

Flehe 50-219,82/01/21,8204060152 


— 0204060134 Conflrme 820200 tele on between QL Snyder k RE Regan re 
staffing k communications for emergency control ctr 
Configuration of emergency response organliation end 
FIEDLER, P D Oeneral Public Utilities - GPU Service Corp 
82/02/23 HAYNES. R C Region 1, Office of Director App 
12357:217. 24X FI ehe: 50-219, 02/01/21, 0204060152 


8204050087 Ac k receipt of 020225 response to 820218 request for add! 
Info re upgrading near-slte emergency operations facility. 

Update of 010911 Itr will include schedule showing 
milestones for completing mods 

SMITH, 0. H Division of Emergency Preparedness k Operational Support 
82/03/30 FIEDLER, P B, Oeneral Public Utilities - GPU Service 
Corp 2pp 12813 301 24X Fiche 50-219,02/03/30,8204050007 


— 92040S0111 Confirms 820218 notification of discrepancy in eo'mpletlon 
date of Item 1(d) "Upgrading of Near-8lte Emergency 
Operations Facility " Submittal dtd 810911 will be modified 
to reflect echedullng changes, 

FlEOLERiP B General Public Utilities - OPU Oervlce Corp 
02/02/23 HAYNES. R C. Region 1, Office of Director, 2pp. 

12515 303 24X Fiche 50-219,02/03/30,8204050067 


G20413D040 Provides status of emergency operating facilities k 
conceptual deilgn criteria for technical support ctr, in 
response to 820218 request Ohteldlng study results provided 
by 820531, Computer data sy* operational by Feb 1905 
CLARK, P R Oeneral Public Utilities - CPU Service Corp 02/04/01. 

Office of Nucleer Reactor Regulation, Director 4pp i263S’8aS 
24X Fiche. 50-219,82/04/01,0204130040 


0204120156 Release* public version of revised emergency plan 
implement Ing procedure*. 

FELTON, J.M. Division of Rule* and Records, 02/04/06 Document 
Management Branch Ip 12653 001 24X Fi ch«! 50-219, 02/04/06, 

0204120156 


—8204140417 “Annual Environ Operating Rept Part B, Jan-Dec 19Bi " 
e Northeast Utilities asrvlce C,o, 02/03/26 97pp, 12670.175 

24X Fiche 50-213,02/03/26,0804140412 


0204140363 Forward* "Annual Environ Operating Rept, Part A 
Nonradlologtcal Rept, 1981, ' > 

COUNSIU.W, 0. Connecticut Yankee i^tomic Power Co 02/03/31 
HAYNES, R.C. Region i,. Office'iof Director Ip 12662.079, 24X 

rich* 30-213,82/03/31,0204140363. 


—■0204120150 Fo-rwarde public verelon of revised emergency plan 
implementing procedure*, Including Proesdures EPIP-Oi re 
class! f Icat ion of emergency conditions, EPIP-02 re unusual 
event k EP1P-03 re alert, 

FIEDLER, P.H, Oeneral Public Utilities - GPU Birvle* Corp. 
02/03/24 HAYNES, ft. C. Region 1, Office of Director. Ip 
12633.004. 24X Fiche 50-219,88/04/06,0204120136. 


—0204120160 Public version of emergency plan implementing procedupee, 
including Proceduree EPlP-Ol re classification of emergency 
conditions, EPlP-02 re unusual event k EPIP-03 re alert. 

• Oeneral Public Utilities - OPU Service Corp, 82/03/12. 175# 

12633:005 24X FI ehei 30-219, 82/04/06, 0204120136 





DOCKETED ITEMS 


J Cnturance- h inifimnitv inforAiation 


6204270418 Forwards EndorsBisent &4 to ddAELU Policv HF-44 it Endorsoftents 
45 t< 4fa tp MftELU Poll Cl) MF-73 

nOdEAUiW M General Put He Utilities - GPU Service Corp 62/04/20 
SALTZMAI;, J Antitrust fc Economic enelysls Branch CUtilltg Finance) 
6fp 12S4S 163 24X Flche SO-ai?! B2 /04/80 1 8204270410 


6204270486 Forwards Endorsements 7/8. '7. 57 & 63 to ANI Binders EB-65, 
Efl-i3 & Efl~56 fa Policies NF-220 fa NF- 1 64( r# sp act i velg 
MOREAUi H N General Public Utilities - CPU Service Corp 62/04/21 
SAUTZMAN. J Antitrust fa Econotsic anelgsis Branch (Utllltv Finance) 
9pp. 12B53 343 24X Flche SO-000. 82/04/21 - 6204270480. 


P Operetlaig license etege d'ocumcttts & correspondence 


02O324O339 Forwards technical evaluation reptt "Comparison oP Plant fa 
Hodel Radiological ETSr " dtit 020127 fa revised 620210 fa 
sunuserg of B20203~04 meeting RcAuests final submittal within 
60 dags W/o end 

CRUTCHFIELDj 0 operating Reactors Branch 9 62/03/16 FIEDLEfliP. B 

Jerseg Central Pouer fa Eight Co Spp 12619 026 24X 

Fich • 50-219 . 82/03/ 1 b. B20324O359 


— 8203100222 "Comparison of Plant fa Hodel Radiological Effluent Tech 
SpecsiOPU Nuclear Corp> " draft radiological effluent Tech 
Spec implementation 

FERNANDEZ. C Franklin Ins t I tute/Franll 1 n Research Center. 

NRC-03-01-130 B2/D2/1B COHOEL. F r WILl-IB, C NRC - No Detailed 

AffHlation Olven 72pp i2613 03i 24X Flche 50-219. a2/03/i6i 

6203240399 


B'2040S0085 Requests add! info re NUREO-0737. I tim I A 2 1. "Immediate 
Upgrading of Reactor Operator fa Senior Reactor Operator 
Training fa Qual 1 f teat ions" fa Item H. B 4. "Training for 
Kltigating Core Damage " ftepig required within 30 dags 
CftUfCHFlELDi D Operating Reactors Branch 9 92/03/29 FIEDLER. P Q 

Jerseg Central Powar fa Light Co Spp 12919 300 24X 

Flche. 90-219, 82/03/29.82040500 6 5 


6204060142 Oentric Ltr 82-03 to all operating BfaRs rt high burnup 
KAPLHCR limits Based on listed conslderati ons. p lant-ipeci fie 
ref to OE position acceptable Overiite list of recipltnts 
sncl Aperture cards available in POR 

eiEEIfaiUT. D O Division of Licensing 62/03/31 DELOEORCE, L 
Commonwealth Edison Co HERRMANN'. H . MACKON. R 0 Dosten Edison Co 
2pp. 12652 079 24X Fichs 90-000.02/03/31.0204060142 


B20 40 60396 Responds to 020223 ltr providing affirmation that util 
sampling equipment u/design capabllltg of sampling at 
concentrations of 100 uCi has been installed fa sehedulad for 
final hookup Licansst commitment acceptable, 

CRUTCHFrELO, D Operating Reactors Branch S 92/03/31 FIEDLER, P B 
Jerseg Central Pouer fa Light Co 2pp 12611 117. 24X 

Flche 30-219. 82/03/31. 9204000396 


0204000404 Notification of 020406 site visit to meet w/J Knubrl to 
review fa discuss active Regional/IE fa NRR requirements 
imposed on util re fac i 1 1 tg Meeting w/plant personnel 
requested on 020407 to discuss ventilation, igs 

CRUTCHFI ELD, 0. Operating Reactors Branch 9 02/03/31 FIEDLER. P B 

Jerseg Central Power fa Light Co FIEDLER. P B General Public 

Utilities - OPU Btrvice Corp 2pp 12611, f65 24X 

Flche- 50-219. 02/03/31,0204000404 


6204210512 Notification of 820419 matting w/util in Bethesda.MD to 
diicuss draft SEP integrated isscssment schedule of events 
LOMBARSQ. J J Operating Reactors Branch 5 B2/C4/06, 

CRUTCHFIELD, 0 Operating Reactors Branch 5 2pp 12011 '195 24X 

Flchf90-2I9, 02/04/06, 0204210512, 


6204090366 Foruards proposed schedule of events lilting cqurse of 
action to complete draft BEP integrated assessment Meeting 
to be held 020419 In Betheida.ttD to alloy util to present 
vleus on proposed course of action. 

CftUrCHFIELD.D Operating Reactori Branch 9, 02/04/07. FIEDLER, P,B, 

Jerseg Central Power fa Light Co, 3pp 12627 190, 24X 

Flche. 50-2i9r 62/04/07,620409036 6 


0204150361 Confirms arrangimenls for IE mgt meeting on B20416 at lite 
to discuss assessment of facllitg reguletorg performance. 

Agenda end 

HAVNE8.R C, Region 1, Office of Director 6.1/04/09 FIEDLER. P B 
Oeniral Public Utitlttee - OFU Service Core, 2pp. 12602.091 24X 

Flche; 50-219, 62/04/09, 02041 5036 1 . 


8204190241 Forwards draft lafetg evaluation ra SEP topic Ill-l, 

"Qualltg Group Clasalf tcatlon of Componentb fa Sgi, " 
tachnlcal avaluation rapt. Reipensa requutad within 30 dags 
of raceipt of evaluation, 

I", CROrCKFIELD.D. Optra king Raact era 'Branch 5. 92/04/12, FIEDLER, P.B 

Jerssg Central Power fa Light Co,, ’7pp ' 12722^296,' 24X 

Flche 50-219,82/04/18.8804190241. 


— 8203290190 "Qualltg Group Classification of Components fa Sys. “ 
technical e valuation rept 

riHODi S I OONZALEZ.A . BERHOHITZ.L Franklin I n s t > tu te/Franh 1 in 
Research Center NRC-03-79- 1 10 TER-C9257-43I 02/03/24 

BOVLE, M NRC - NO Detailed Affiliation Given t03pp 12722 263 
24X Flche 50-219,82/04/12.8804190241 


6204260013 Informs that 800623 fa 0926 submittals re NUREO-0737 
Item II K 3 17 , comnor* ref level, are acceptable Item 
closed for fac i 1 1 tg 

CRUrCHFIELO. D Operating Reactors Branch 5 02/04/13 FIEDLER.P B 

General Public Utilities - GPU Service Corp 2pp 12041 052 24X 

Fiche 50-219,82/04/13,0204260013 


6204160152 Generic Ltr 02-07 to all BUR plant licensees fa applicants re 
transmittal of NUREO-0909 relative to Glnna tube rupture 
M/o end NUREG List of NRC recipients end 

EIBENHUT. D, O Division of Licensing 02/04/15 Commonwealth 
Edison Co 7pp 12707 196 S4X Fiche 50-000,02/04/15,0204160152 


8804230361 Submits addl info on eailbr of containment high range 
radiation monitor, In response to NUREG-0737 Item II F 1 3 fa 
NRC 82G235 ltr 

FIEDLER, P If General Public Utilities - GPU Service Corp 02/04/15 
CRUTCHFIELD. D Dparating Reactors Branch S Ip 12B16 046 24X 

Flche 90-219,82/04/19.0204230361 


8804210395 Generic Ltr 82-0? to all power reactor 1 ic ensees, app licants 
for OL. N33S vendors fa reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qua I If 1 cation r equl remen ts end 
EISENHUT, D D Division of Licensing 82/04/20 HAU5PURG, A 
Consolidated Edison Co of New Yorh ANGEL ERG, □ Puerto Rico 

Electric Pouer Authority i0pp 12062 337 24X 

Fiche 50-000.82/04/20,8204210295 


8204260135 Faruards current status of applicable NUREO-0737 items, 
completing response to Generic Ltr 02-05 Proposed completion 
dates enc 1 

FIEDLER. P, D, General Public Utilities - GPU Service Corp 02/04/20 
EISENHUT. D 0 Division of Licensing 3pp 12838 165 24X 

Flche 90-219. 02/04/20.0204260139 


6204270332 Notifies that App J to lOCFRSO Tech Specs will not be 
submitted within 30 dags Mods to plant will not be completed 
until Cycle 10 refueling outage 

FIEDLER.P B General Public Utilities - GPU Service Corp 82/04/20 
CflUTCIfFIELD, D. Operating Reactors Branch S ip 12840 I9S 24K 
Fiche- 90~2W, 82/04/20. 0204270332 


0. Inspection reports, IE Bulletins fa correspandence 


3204090191 Forwards IE Insp Rept 50-219/01-09 on 010427-30 No 
noncomp 1 i ancs noted 

MARTIN, T r Division of Engineering fa Technical Programs 02/03/24 
FIEDLER.P 0 General Public Utilities - GPU Service Corp 2pp 
12629 013 24X Flche 50-219,82/03/24,0204090191 


— 8204090197 IE Imp Rapt 50-219/01-09 on 810427-30 No noncomp I lance 
noted Major areas inspected radiation during refueling, 
including p roe »d ure s* training, esposure control . resp ira torg 
protection fa labeling of radioactive matls 

PLUMLEE. K E , KNAPP, P J Division of Engineering fa Technical 
Programs 82/03/23 12pp 12629 015 24X Fiche 50-219.02/03/24. 

02040901 91 


8204090394 Forwards IE Insp Rept 50-219/01-19 on 810430-0501 
No non comp liance noted 

MARTIN. T T Division of Engineering fa Technical Programs 82/03/24 
FIEDLER.P- B, General Public Utilities - GPU Service Corp 2pp 
12629 205 24 X Fiche 50-219,82/03/24,8204090394 


— 0204090397 IE Insp Rept 50-219/01-15 on 010430-0501 No noncomplianca 
noted Major areas ins pected. i dantl f 1 cation of interfaces 
between nonradloactive fa radioactive sys fa IE Bulletin 80-11 
actions 

PLUMLEE. K E . KNAPP. P J Division of Engineering fa Technical 
programs 02/03/23 6pp 12625 207 24X Flche 50-219,62/03/24, 

0204090394 


0204150365 Forwards IE Info Notices 82-09, "Cracking in Piping of 
He'keup Coolant Lines at Dfau Plants" fa 82-10. "Folloulrtg up 
Symptometic Repairs to Assure Resolution of Problem " No 
uirittar response required 

HAVNES. R C, Region 1, Office of Director 02/03/31 O'TOOLE. J D 
Consolidated Edison Co at New Ynrk HLMILL.H D General Public 
Utilities - GPU Service Corp LEMPGES, T E Niagara Mohawk Power 
Carp 9PP t2692r24a 24X Fi Che- 50-000, 02/03/31, 8204150365 
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820*)150462 ForuArdt IE dutl«<;in 82-01< "AHeratlon of Radiographs of 
HaJds in Piping Subassemb 1 1 as " No written response 
reiiuired 

KAYNE9>R C Region i< Office of Director B2/03/31 O'TOOLEiJ 
Consolidated Edison Co of Nsui York HUKILL. H D . BARTON. J J 
Oaneral Public Utilities - CPU Service Corp 6pp 12A83 234 24X 

Flche 50-000.02/03/31,8204150462 


8202040142 IE Info Notice B2-li, "Potential Inaccuracies in tilde Range 
Pressure Instruments Used in Ucstlnghouse Designed Plants " 

Sve list end 

JOROAN.E L Division of Engineering t Quality Assurance 82/04/0? 
63pp I287B 342 24X Flche SO-COO, 82/04/0?. 8202040142 


8204270443 Forwards IE Insp Rtpts 90-219/81-21 << 50-21?/B2-0Q on 
311103-1231 ft 820302-17 

STAROSTECKl.R Division of Project ft Resident Programs 82/04/12 
FIEDLER. P S Ocnaral Public Utilities - OPU Service Corp 3pp 
12894 223 24X Flche 50-219, 82/04/12. 0204270443 


— 8204270446 1£ Insp Rept 90-219/82-08 on 820302-17 None omp 1 lance noted 
Improper assembly of reactor bldg to suppression chamber 
air-operated vacuum breaker 

TH0M49, J A , TRIPP, L E Division of Project ft Resident Programs 
82/04/09 9pp 12894 226 24 X Flche 30-219,02/04/12,8204270443. 


--B2042704SS IE Insp Rapt 50-219/01-21 on 811103-1231 Noncompliance 
noted surveillance test performed on 811203 Indicated failed 
valve ft remedial action not performed 

THOMAS. J A , LAZARUS. W J , CREENtlAN, E 0 Division of Project ft 
Resident Programs 82/02/26 i3pp 12894-231 24X 

Flche 90-219,82/04/12,0204270443 


8204270462 Forwards IE Insp Rept 90-219/82-09 on 820200-11 ft 16-19 
ft notice of Violation 

MARTIN. T T Division of Engineering ft Technical Programs 82/04/12 
FIEDLER, P B General Public Utilities - OPU Service Corp 2pp 
12893-321 24X Fiche 30-219,82/04/12,8204270463. 


8204030031 Forwards monthly operating rept for Jan 1982 

FIEDLER. P B Qaneral Public Utilities - OPU Servico Corp 82/02/23 
Office of Management and Program Analysis ip 12923 330 24X 

Flche 30-219^02/02/29*3204030031 


— 8204050035 Monthly operating rept for Jan 1982 

YOUMO, O W Oeneral Public Utilities - OPU Service Corp 82/02/03 
12pp 12923 231 24X Flche 30-219,82/02/29.8204050031 


8204190235 Forwards monthly operating rept for Feb 1982 

FIEDLER, P B Oeneral Public Utilities - OPU Service Corp 02/03/17 
Office of Management and Program Analysis tp 12682 361 24X 

Fiche 50-219,82/03/17,8204150233 


— 8204150237 Monthly operating rept for Feb 1982 

VOUNO, O W Oeneral Public Utilities - OPU Service Corp 82/03/08 
llpp 12683 OOl. 24K Flche 30-219,82/03/17,8204150293 


8204020348 Forwards "1901 Annual Environ Operating Rept " 

FIEDLER, P B. Oeneral Public Utilities - OPU Service Corp 02/03/26 
HAYNES, R C Region 1, Office of Director Ip 12499 001 24X 

Flche 90-219,82/03/26,8204020348 


— 0204020392 "1981 Annual Environ Operating Rept '* 

a Oeneral Public Utilities - OPU Service Corp 82/03/31 ISOpp 
12499 O03. 24X Flche 90-219.82/03/26,0204020548 


8 Reportable occurrences, LERs &t related correspondence 


82041SD109 Responds to FOIA request that OECD Incident Reporting Bys 
ropts be placed in PDR Documents listed In app available in 
POR Other pertinent documents completely withheld (ref FOIA 
Exemption 41. 

FELTON, J M Division of Rules and Records 01/11/09 CONNOR, L 

Doc-Search Associates 3pp 12708 339 24X Fiche . 30-000, 81 /1 1 /OV. 

8204150109 


— 820427046S Notice of violation from insp on 820208-11 ft 16-19 
MARTIN, T T Division of Engineering ft Technical Programs 
82/04/12 3pp (2853 323 24X Flche 90-219,82/04/12,8204270462 


—8204270476 IE Insp Rept 50-219/82-05 on 820208-11 «, 16-19 
Moncomp 1 lance noted failure to establish admlnlstrativa 
procedures ft failure to rept facility changes to NRO 
BLUMBERO.N , CAPHTON, 0 Division of Engineering ft Technical 
Programs 82/04/07 llpp 12893 326 24X Flcha- 30-219, 82/04/12, 

8204270462 


8204300480 Forwards IE Health Physics Appraisal Rept 50-219/80-17 on 
800312-23 ft significant appraisal findings 

SMITH, 0 H Division of Emergency Preparedness ft Operational Support 
82/04/16 FIEDLER. P 0 Oeneral Public Utilities - OPU Service 
Corp. 6pp 12886 199 24X Fi che 90-219, 02/04/16. 0204300430 


— 8204130197 Incident Reporting Sys Rept 26 ro 810210 overflow of liquid 
waste tank at facility 

• Organliatlon for Economic Cooperation ft Development (Paris) 
81/03/09 2pp. 12709-250 24X Flcha 30-000, Bl/t 1/09, 0204130109 


8204010393 Forwards LER B2~OOB/03L-0 Detailed event analysis end 

FIEDLER, P D Oeneral Public Utilities - OPU Service Corp 82/03/19 

HAYNES, R. C Region 1, Office of Director Opp 12476 001 24X 

Flche- 90-21?, 82/03/19, 8204010353 


— 8204010399 LER S2-O0G/03L-O on 820210, monthly channel check of 
secondary I th ermocoup las ) safety ft relisf valve position 
monitoring sys not performed as required by Tech Bpec 
Caused bv lack of administrative ft procedural controls 
RIOOLE, E 1 Oeneral Public Utilities - OPU Service Corp 
82/03/19 Region 1, Office of Director Ip 12476 004 24X 

Flche 50-219,82/03/19,8204010333 


— 8204300462 IE Health Physics Appraisal Rapt 90-219/80-17 on 800912-23 
Noncomp 1 lance noted comprehensive QA aud I t/survel 1 lance Insp 
program of health physics activities not implemented ft beta 
exposures not evaluated 

NEELY, D R , DONALDSON, D E , TERC, N M Division of Emergency 
preparedness ft Operational Support 82/04/13 63pp 12806.209 
24X Flche 90-219,02/04/16,0204300498 


8202040143 IE Info Notice 82-12, "Burvell lance of Hydraulic Snubbers •• 
U/cncl SVC list 

JORDAN, E.L Division of Engineering ft Quality Aesurance. 82/04/21 
64pp 12873 001 24X Ficha 90-000.82/04/21,8202040143 


8204120418 Forwards LER 32-O13/O3L-0 Detallsd event analysis end 

FIEDLER. P.B General Public Utilities - OPU Service Corp 82/03/29 

HAYNES, R. C Region 1, Office of Director 4pp. 12639.047 S4X 

Flche 30-219,82/03/29.8204120418 


— 8204120427 LER B2-0'13/03L-0 on 820128, low voltage annunciator relay 
setting for ntain station bettartes 6 & C ft dlesal generator 
2 battery relay ft setting found below Tech Bpecs limit, 

Caused by annunciation setpoints out of spec 
DESHHUKHiS R Oeneral Public Utilities - OPU Service Corp 
82/03/29 Region 1, Office of Director Ip 12639.091 S4X 
Flche 90-2 19, 82/03/29, 8204(20418. 


R Periodic operating reports ft related correspondence 


82041?0194 Forwards monthly' operating rept for Jul 1981 
CARROLL, J.T Jersey Central Power ft Light Co, 81/08/24 
of Management and Program Analysis ip 12723-124 24X 

Flcbs. 30-219. 81/08/24,8204190194, 


Office 


8204120305 RO 50-21 9/ 82- 1?/0 IP. on 820331, resu 1 ts of leak rate testing 
on main steam Isolation drain valves Identiflsd abnormal 
degradation of primary containment Cause unknown. Valve 
V-1-106 repaired ft valve V-l-ll 1 will be replaced, 

FIEDLER, P B. Oeneral Public Utilities - OPU Service Corp 82/04/01 
HAYNES. R C. Region 1, Office of Director. 3pp. 12634 013 24X 

Flche, 30-219, 82/04/01,8204120309. 


-8204190199 Monthly operating rept for Jul 1981, 

SKLAR.J B Jersey Cantrel Power ft 01/08/20. 

1*723' 123 24X Fiche. 90-219, 01/09/24, BS0419O194 


lOpp 


H204I90202 Forwards month I'y "operating' rept for _ 

CARROLL, J.T Jersey Central Power ft Light Co, 81/11/10 
of Management end Program Anelysie Ip. 12723.203 24X 

Fleh e! 30-219, 01/U/^0,BaO^>9f(8O*^ , ■" 


Offics 


8204120439 RO 9O-2l9/03-2O/OtP- on 820401, abnormal degradation of 
primary containment identified, based on MSI V leak rates 
outside of acceptable limits. Causa under investigation llBlVs 
adjusted ft repaired 

FIEDLER, P B. Oeneral Public Utllltlet - OPU Service Corp 82/04/02 
HAYNES, RC. Region 1, Office of Director Opp. 12639. 1B7 24X 

Fiche: 30-219, 82/04/02, 0204120439. 


—0204190203 Mr of I, -:e-«tii,i 

BKLAR. J. B jeise, 'eiilral "i,*rr 
127tf3'204 2*x « I'lie 80-219 01' 


ifc I till 

I. I. yi-' ' 81/11/12 

I I 'IT ".''4 '90202 


12pP 


8204260041 Forwards LER 82-0 15/03U-0. Detailed event analysts end. 
FIEDLER. p B Oensral Public Utllltlss - OPU Service Corp. 82/04/14. 

HAYNES.B.C, Rsglan 1. Office of Director. Opp. 12841:022. 84X 

Fiche. 30-219, 82/04/14, 0204260041 
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—0204260044 LER 8S'015/03L-0 an eZOSISi during offgas holdup va lv» 
isolation tsst>tloi»r RN23 tiinad out SS-s in sicass of Tsch 
Sp*c limit Causad hg Instrumant drift Timer reset 
Surveillance test uill be performed prior to everg startup 
RIOOLE, E I , 8ULLIVAN.F X Oenerat Public Vtititiei - CPU Service 
Corp 83/04/14 Region 1> Office of Olrietor Ip 13B41 OSS 
24X Fiehe 50-219,02/04/14,0204260041 


8204060142 Oenerlc Ltr 02-03 to all operating DWRs re high turnup 
MAPLHOR limits Based on listed cons id orations, p lant-spee i fi c 
ref to OF position acceptable Oversize list of recipients 
end Aperture cards available in PDR 

EI5ENHUT, D 0 Division of Licensing 82/03/31 DELGEORCE. L 
Commanuea 1 bh Edison Co JOhES, J A , JONES, R Carolina Potuer & Light 
Co 2pp 12652 079 24X Fiche 50-000,82/03/31,8204060142 


8204270315 Foruards UER 82-019-/01T-0 Detailed event anaLgsis end 
FIEDLER, P.B. General Public Utilities - GPU Service Corp 82/04/15 
HAYNES, R C Reg tan 1, Office of Director 3pp 12849 047 24X 

Fiehe SO-219 , 82/04/13,8204270315. 


— 02O4S7O33B LER a2-Oi?/01T-0 on 820331. local leak rate tost far valves 
V-1-106 & V-l-ill found leakage exceeding Tech Spec limit 
Caused bg deterioration of valve internals Valves repaired 
MOLHAR, J General Public Utilities - OPU Service Corp 82/04/15 

Region 1, Office of Director Ip. 12849 090 24X 
Fiehe 50-219,82/04/15,8204270319 


8204300011 Forwards LER e2-02O/OIT-O Detailed event analgcis end 

FIEDLER. P B General Public Utilities - GPU Service Corp 82/04/16 
HAYNES. R C Region 1, Office of Director 3pp 12691.101 24X 

Fiehe 50-219,83/04/16.8204300011 


—8204300014 LER 82-020/01T-0 on 820328. MSI V leak rate testing disclosed 
deterioration of valve Internali on NS03-A 6 packing leak on 
outboard valve HG04-A Cauied not stated N803-A disassembled 
L repaired N804-A repacked 

MOLMARjJ. General Public Utilities - OPU Service Corp 62/04/16 

Region I, Office of Director. Ip 12891-104 24X 

Fiehe 50-219,82/04/16,6204300011 


DOCKET SO-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F Securltg, medical, energeneg fire protection plans 


6204060151 Notifies that response to NUREO-0737, 1 1 em 11 K 3 18. 
“Automatic De pressur i la 1 1 on 8gs Logic," re proposed mod 
has been delagsd begund committed date of 620401 Description 
of proposed mod will be submitted bg 830930 

DtSE, D P Niagara hohauk Peuer Corp 82/03/31 EISENHUT.D 0 
Division of Licensing ip 12553 121 24X Fiehe 90-220,83/03/31, 

8304060151 


8204060097 Foruards supplemental info re NUREO-0737 TMI Action Plan 
Item II B 3, “Post-Accident Sampling Capabilitg" 6 Item 
II 0 1, *’Perf ormanee Testing of DWR 6 PWR Relief 6 Safetg 
Valves " 

DIEEi D P Niagara Hohauk Pouer Corp 83/04/01 EISENHUT.D 6 
Division of Licensing 3pp 12590 140 24X Fiehe 50-220,82/04/01, 

0204060097 


8204080349 Forwards revised sgs/camponent ovaluablon work sheets L addl 
justification for continued operation per 620302 transmittal 
rt environ ^ua 1 £ f i cations of saf etg-re lated electrical 
eiiulpment 

LEHPGEB,T E Niagara Mohawk Power Corp 82/04/02 VA8SALL0, D G 
Operating Reactors Branch 2 354pp I2S99 392 24X 

Fiehe. 50-220, 82/04/02,8204000349 


6204190070 Discusses contingency plan to replace recirculation nozzle 
safe-ends due to numerous indications Unit will be shutdown 
for approx i gr acheduls end 

DI0E, D P Niagara Hohawk Power Corp 82/04/13 VAS8ALU0, D B 
Operating Reactors Branch S 2pp 12724 217 24X 

Fiehe 50-224,82/04/13,8204190070 


6204060147 Discusses schedule for procuremen t , 1 ns ta 1 1 at (on t< operation 
of upgraded mebsorological sys In accordance w/modeling 
requirements of App 2 to NUREG-0694 Estlmeted completion of 
sgi set for 8S0930 

DISE, D P Niagara Mohawk Power Corp. 62/04/01 EISENHUT, D 0 
Division of Licensing 2pp 129S3 20S 24X Fiehe 50-220,82/44/01, 

8204060147 


6204090152 Requests copies of 11 censee/appb Ic ant requests for 
extension or exemption re implementation of 10CFR73 31 
Only Haddan Neck (< Millstone have submitted fees 6 fee 
forms 

TREMFERi U License Fee Management Branch 63/04/05 Office of 
Nuclear Reactor Reguiabion, Director, Ip. 12633 260 24X 

Fiehe 90-000. 82/04/09, 62040901 53 


J Insurance 6 indemnity information 


8204050273 Forwards Endorstment 8 to ANI Binder EB-13. 

RUSMHORE, J H, Niagara Mohawk Power Corp 82/03/31 BALTZMAM, J 
AntitTuet it Eeonontc anaigsie Branch lUtlllty Finance). 3pp 
12926 069 24X Fiehe. 50-220, 82/03/31, 8244050273 


8204050290 Forwards Endorsement 78 to ANI Pol icy NF-167. 
ftUSHMORE, UH Niagara Mohawk Power Corp. 62/03/31 SALTZMAN. J 
Antitrust 6 Economic analysis Branch {Utility Finance). 2pp 
1SS36 007 34X Fiehe 90-220,82/03/31,8204050290. 


P Operating license stage documants 6 eorrespondance 


8303190001 Generic Ltr 82-05 to all licensees of operating power 
reactors re post-TMI rtqu iremants, 

EISENHUT, D 0 Division of Llcanslng 82/43/19. HAU8PUR0, A 
Consalldatid Edison Co. of New York 7pp 13513.128 84X 

FUho! 90- OOO, 82/03/ 1 9, 8203 1 9000 1 . 


8204270269 Informs that delivery of equipment required to Implement 
10CFR73 21 requirements has been delayed until 820531 
SUN8ER, J J Niagara Mohawk Power Corp 82/04/14 VASSALLO, D 
Operating Reactors Branch 2 Ip 12848 096 24X 

Fiehe: 54-220, 02/04/14. 8204270209 


8204160152 Generic Ltr 82-07 to all OUR plant licensees t> applicants Tl 
transmittal of NUREO-0909 relative to Otnna tube rupture 
H/o enc I NUREG List of NRC recipients end 

EISENHUT, D O Division of Licensing 82/04/15 Commonwealth 

Edison Co RENDEROERiD L Washington Public Power Supply System 
PARRIS, H 0 Tennessee Valley Authority 7pp 12707 196 24X 

Ficha 50-000, 82/04/15,8204160193 


8204200401 Forwards response to 820317 request for info re completion 
dates 5/pr schedules far implementation of various THl 
1 tens, 

LBHPGES, T E Niagara Mohawk Power Corp 02/04/16 EISENHUT.D 0 
Division of Licensing. 14pp 12743 212 24X Fiehe 50-220,82/04/16, 

8204200401 


62042iO295 Generic Ltr 62-09 to all power reactor 1 tcensees, app llcants 
for OL, NSSS vendors 4« reactor vendors re environ 
qua 1 1 f ica t Ion of safety-related electrical equipment 
NRC position re qualification requirements enc 1 
EISENHUT.D 0 Di vis ion of Licensing 82/04/20 HAUSPURO.A 
Consolidated Edison Co of New York LEASBURGiR H Virginia 
Electric 4i Power Co RENOERGER, 0 L Usshington Public Power Supply 
System IBpp 12863.337 34X Fiehe 54-000,02/04/20,8204310295 


8204290409 Notification of 820422 meeting w/util in Bethssda.MD to 
discuss current status of facility 6 plans 5, schedules for 
ehangeout of ric Ircu lation sys sensitized safe ends 
POLK.P J Operating Reactors Branch 2 82/04/20 VASSALLO. D B 

□pirating Reactors Branch 2 3pp 12899 113 24X 

Fiehe 50-320, 82/04/20,8204290409. 


9204070498 Forwards INPO "Evaluation Rapt.Nlne Mil* Point Nuclear 
Station Unit I," per NC Moseley 810906 request 6 V Stello 
310626 memo. 

Emergency Preparedness 6 Optratlonal Support. 
92/03/29. J N- ' Division of Program Oavelopeient 6 Appraisal 

Ip. 12578.229. 24X Fiehe, 50-224, 82/03/29, 8204070496 


-8204070504 Forwards INPQ "Evaluation Rapt, Nina Mile Point Nucltar 
StaTl-on Uni t 1 " 

LEMPGES, T E. Niagara Mohawk Powar Corp. 82/03/23 HAYNES, H C 
Region 1, Office of Director. Ip." 12S78£230 24X 

Fiehe- 50-320i 93/03/29.8304070498, 


-8204070549 "Evaluation Rspt.Nine HtU Point Nuclear Gtation Unit I 
* Instltuta Bf Nucltar Power Operations 82/03/31, SGoo 
12578.231 24X Ftchs: 50-220. 92/00/29, 9204070498 


0 Inspaetion reports. IE Bulletins L correspondence 


8204030230 Forward t IE Insp Repts 50-220/82-02 on 820208-28 No 
non comp 1 1 anee noted 

STAROSTECKI. R Division of Project & Resident Programs 82/03/15 
LEMPGES, T E Niagara Mohawk Power Corp 2pp 12498 190 S4X 
Fiehe 50-220, 82/03/15,8204020230 


—8204020235 IE Insp Rept 50-230/83-02 on 820208-28 No noncompliance 
noted Major areas Inspected licensee action on previous 
insp f 1 nd in gs. opera tlenal safety verification. physical 
security 6 periodic repti 

HUDSON, 3. D , DDERFLEIN, L, T , KlfiTER.H.B Division of Project * 
Resident Programe. 82/03/13 13pp 12498 192 24X 

Fiehe: 50-220. 63/03/15, 8204020230. 
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8204150365 ForuardS IE Info Notices 83-09. "Cracking in Piping of 
Kahaup Coolant Llnps at BbN Plants" t< 82-10. "Folloulng up 
Sgraptomatic Repairs to Assure Resolution of Problem " No 
uiritten response required 

HAVNES.n C Region li Office of Director 83/03/31 O'TOOLE. J D 
Consolidated Edison Co of Neu York DRONB. J C . MCNEILL. C A Pouier 
Authoritg of the State of Neu York Spp 12682 34B 34X 

Flche 50-000.82/03/31.8304150369 


R Periodic operating reports & related correspondence 


6304130499 Forwards month Ig operating rept for Feb 1981 

LEMPOES. T E Niagara Mobaiak Power Corp Bl/03/10 Office of 
Management and Program Analgsis ip 12670 193 24X 

Ftche 30-220.81/03/10.0204180499 


9204190462 Foriaards IE Bulletin 82-01. "Alteration of Radiographs of 
Helds in Piping Bubassemb 1 1 es " No written response 
required 

KAYNEB.R C Region 1. Office of Director 82/03/31 O'TOOLE, J 
Consolidated Edison Co of New York DALTROFF. S L Philadelphia 
Electric Co QRONS.J C Power Authoritg of the State of New York. 
6 pp 12683 234 24X Fiche 30-000.82/03/31.8204130462 


— 8204150503 Monthlg operating rept for Feb 1981 

HOMAN. T Niagara Mohawk Power Corp 81/03/10 4pp 12670 194 
24X Flche 50-220,01/03/10,8204130499 


0204150327 Forwards monthlg operating rept for Mag 1981 

LEMPOES. T E Niagara Mohawk Power Corp 81/06/09 Office of 
Management and Program Analgsis Ip 12683 133 24X 

Flche 50-220,01/06/09.0204150327 


B202040I42 IE Info Notice 82-11, "Potential Inaccuracies in Uide Range 
Pressure Instruments Used in Uestinghouse Designed Plants " 

Svc list end 

JORDAN.E L Division of Engineering ic Qualltg Assurance 82/04/09 
63pp 12678 342 24X Fiche 50-000,82/04/09.8202040142 


— 8204130344 Monthlg operating rept for Hag 1981 

ROMAN. T Niagara Mohawk Power Corp 81/06/06 8 pp 12603 136 
24X Fiche 50 - 220 , 01/06/09. 82041 50327 


8204270472 Forwards request for addl Info re inscrvice imp program 
Response requested within 60 dags of receipt of Itr 
VASSALLO. D B Operating Reactors Branch 2 82/04/14 DIBE. D P. , 

SEIBERT. C R Niagara Mohawk Power Corp 9pp 12874 235 24X 

Fiche 50-220.82/04/14.8204270472 


8204300397 Forwards IE Insp Rept 50-220/82-03 on 820301-05 «i notice 
of violation 

MARTIN. T T Division of Engineering 6 Technical Programs 02/04/16 
LEMPOES, T E Niagara Mohawk Power Corp 2pp 12886 316 24X 

Flche 30-220.82/04/16,8204300397 


— 0204300400 Notice of violation from Inep on 820301-05 

MARTIN. T T Division of Engineering S' Technical Programs 
B2/04/I6 2pp 12886 318 24X Flche 50-220, B2/04/16. 8204300397 


— 8204300405 IE Insp Rept 50-220/82-03 on 920301-05 NoncOmp I lance noted 
failure to provide effective corrective action on licensee 
Identified findings 

MEYER, 0 , SHAUB.E T . CAPHTON. 0 Division of Engineering U 
Technical Programs 82/04/14 9pp 12086 320 24X 

Flche 50-220.82/04/16,0204300397 


8204150382 Forwards monthlg operating rept for Juno 1981 

RHODE. 0 K Niagara Mohawk Power Corp. Bl/0>7/10 Office of 
Management and Program Analgsis Ip 12682 277 24X 

Fiche 50-220.01/07/10,8204150382 


— 8204150389 Monthlg operating rept fo-r Juno 1981 

ROHAN. T Niagara Mohawk Power Corp ai/O'7/lO 7pp 1268 2 278 
24X Fiche 30-220.91/07/101.8204150382 


8204150378 Forwards monthlg operating rept for Jul 1981 

DtSEi D P Niagara Mohawk Rower Corp 81/08/17 Office of 
Management and Program Analgsis Ip 12682 226 24X 

Flche 50-220,81/08/17.6204150378, 


— B204150379 Monthly operating rept for Jul 1981 

ROMAN. T. Nlagare Mohawk Power Corp 81/08/10 3pp 12682 227 
24X Fiche 50-220.81/08/17,8204130378 


8204150373 Forwards monthlg operating rept for Nov 1981 

LEMPOES, T e Niagara Mohawk Power Corp 81/12/00 Office of 
Management and Program Analysis Ip 12602 219 24X 

Fiche 30-220,81/12/08/8204190373 


8204260166 Aek receipt of 02O21B >t 0330 Itrs Informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-220/02-18 

SMITH. 0 H Division of Emergency Preparedness t< Operational Support 
82/04/20 LEMPOES. T E Niagara Mohawk Power Corp if 12038 007 
24X Flche 50-220,82/04/20.8204260166 


— 8204260170 Responds to NRC 820129 Ur re violations noted in IE Insp 
Rept 90-220/02-18 Corrective actions procedure developed to 
dilute energencg drgwell air samples for analgsis 
LEMPOES. T E Niagara Mohawk Power Corp 82/02/lB HAYNES. H C 
Region 1. Office of Director 2pp I2B38 008 24X 

Flche 90-220.82/04/20,8204260166 


— 9204150376 Monthlg operating rept for Nov 1981 

ROMAN. T Niagara Mohawk Power Corp 81/12/07 6 pp 126BH 220 
24X Fiche 30-220.81/12/08.0204190373 


8204190099 Forwards monthlg operating rept for Dec 1981 

LEMPOES, T e Niagara Mohawk Power Corp 82/01/08 Office of 
Management -and Program Analysis Ip 12726 007 24X 

Flche 50-226, 82/01/08. 020.1190099 


— 0204190101 Monthlg operating rept for Dec 1981 

ROMAN. T Niagara Mohawk Power Corp 82/01/07 Spp 127S6 088 
24X Flche 30-220.82/01/08.8204190099 


— 8204260173 Responds to NRC 820125 Itr requesting previouslg submitted 
evaluation for field detection ti measurement of airborne 
radlolodines per IE Inep Rept 50-220/91—18 Re— evaluation 
of procedure end. 

LEMPOES, T E Niagara Mohawk Power Corp 82/03/30 HAYNES, R C 
Region I. Office of Director lOpp I283B 090 24X 

Flche 90-220,82/04/20,8204260166 


9202040143 IE Info Notice 82-12. "Surveillance of Hydraulic Snubbers 
U/encl svc list 

JORDAN.E L Division of Engineering V Quality Assurance BZ/04/2I 
64pp 12073 001 24X Flche 30-000.82/04/21.8202040143 


8204300328 Aek receipt of 011120 Itr Informing NRC of steps 
correct violations noted In IE Insp Rept 50—220/01—10 
MARTIN. T T Division of Engineering it Teehnl cal Programs 
LEMPOES. T E Niagara Mohawk power Corp Ip 12838 279 
Flche 90-220,82/04/23,0204300320 


taken to 

82/04/23 

24X 


9204090342 Forwards monthly operating rept for Jan 1902 

DI 8 E. D P Niagara Mohawk Power Corp 82/02/08 Office of 
Management and Program Analysis Ip 1S323 273 24X 

Flche. 90-220. 02/02/08, 8204030342 


— 0204050349 Monthly operating rept for Jan 1982 

ROMAN. T N. Niagara Mohawk Power Corp 82/02/04 4pp 12923 274 
24X Flche 90-220) 82/02/03, 8204090342 


B2041SO52B Forwards monthlg operating rept for Feb 1982 

LEMPOES. T E Niagara Mohawk Power Corp 82/03/0B Office of 
Manegeroent and Program Analysis Ip. 12677 230 24X 

Fiche 90-220,82/03/08,8204190528 


— 6204190S30 Monthly operating rept for Fob 1982 

ROMAN. T U. Niagara Mohawk Power Corp 82/03/08 4pp 12677:231 
24X Flche SO -220 ,82/03 /Oa, 82 04 1 50528. 


-8204300339 Responds to NRC 011022 Itr re violations noted in IE Insp 
Rant 80-220/81-10 Corrective actions, training raquirementi 
incorporated Into all applicable surveillance checklists by 

810621 Annual audits of radwoete mgt 1"'°*’''? ' brunneb f i 

LC^(P 0 £ 8 i T E Corp 01/11/20 flRUNNERi E, J 

Pro J«ts Branch 12PP 12688 280 24X Flche 50-220.02/04/23. 

8204300328 . 


8204140462 Forwards "Nine Mile Point Aquatic Ecology Studies. 1981 » 
LEMPOES. T E. Niagara Mohawk Power Carp, 82/03/31. HAYNES, R C 
Region 1, Office of Director, Ip 12669.239 24X 

Flche' 50-220, B2/03/31r 8204 140462 


—0204140468 "Nine Mile Point Aquatic Ecology Studies. 1981. " 
* Ecological Anal gets. Inc. NMPtlK 02/04/30, 163PP. 

12669 240 24X FI cha. 50-220, 82/03/31. 8204140462 


S20412O216 Foruiards monthly operating rept for Mar 1982 

LEMPOES. T.E Niagara Mohawk Power Corp 80704/06 Director's 
Office, Office of Inepection end Enforeement Ip 12637 191 24)1 

Fiche 90-220,82/04/06,8204120216. 
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— Ba0+1B025I N»r 1902 

iROMAN.T.W Ni«g«r* Mohiuk Pouir Corp SZ/04/01 flpp 12&37 133 
24X FJckt S0^220<B2/047DA,SS0412021& 


8 Siportablt occuTTi-nci*) LE8s ti rdattil corrtspondtnc* 


8304030449 Fpruardi LER 83-D0B701T-0 

LEUPOEBjT. E Nl4B*ra Mohawk Powpr Corp BB/03/30 HAYNESi R C 
Raflon It Offlc* of Director ip 12601 |46 24 X 

FiChe SO-BSO. B2/03/'30i 8304080449 


— 8304080437 LER 83-008/0 IT-O or\ 820317 > revktu of lur vet Hence teet 
Nl-ST-B? reveeleil potenttal for reactor eteem to leak to 
aknotpher* fron imergenev condenser vents Ceusad by 
potential sys leeks ■ modi fled per M/REO-0737 Item II B 1 
MCLAUOHLINt K Niagara Hahawk Power Corp 82/03/3? Region li 
Off lea of Director 3pp 12601 147 BAX FJehe 50-220,82/03/30, 
S204080449 


8204120477 Riiponds ta 820308 draft Cammlislen pepar proposing that 
Ccnmlssloners approva ca t igori i a t ion of deficltnciei In logt 
controls at Pilgrim Unit 1 at AO Ecpllcit criteria ihould be 
developed for such deterni nation 

DEMTQN. H R Office of Ktuclcar Reactor Regulation, Director 
82/03/31 mCHELSONfC Ot rec t op 's Of f ic e Ip 1S6S8 314 24X 

Flchc 50-000,82/03/31,8204120477 


— 8304120478 Foruiardi draft Commission paper racommend ing approval of 
AO dettrftinat Ion for major daf id enc I ei in mgt control* at 
facility Conisenti b concurranci raquasted by 8S0314, 
illCHELSOK, C OlractDT't Office 82/00/08 DENTON, H R. Office of 
Nuclear Reactor Ragulatlon, Director IBpp- 12658 316 24X 

F I c h e : 50- 000, 82/03/3 1 , 83041 204 77 


8304140402 Forwards LER 82-009/01T-0 

LEHfOESrT E Niagara Mohauk Power Corp 82/04/05 HAYNES, R C 
Region 1. Office of Director Ip 12670 345 24X 

F I C h e 50-250, 82/04/05, 820 4140402 


— 8204140405 LER 82-009/01T-0 on B20323ruhile conducting routine reactor 
viisal hydrostatic tasting prior to startup, water obiervad 
leaking from insulation on recirculation piping Cause being 
investigated, 

MCLAUOHLIN, K Niagara Mohawk Power Corp 82/04/05 Raglan 1, 
Office of Director 2pp 12670 346, 24X Fiche 50-220,82/04/05, 

S204140403 


8204204126 LER 81-025 has bsen canceled 

s Niagara Mohawk Power Corp 82/04/15 Region 1, Office of 
Director Ip 12740 036 24!t Fiche 50-220,82/04/15,8244200126 


8204374148 PNQ-I-B2-031 on 820418, surface Beams conducted on Inside 
of discharge piping of reactor circulation pump is Two 
llniar Indications dlicovsred 

KI8TER, H . BRUNNER, E- Raglan 1, Office Of Director 82/04/21 Ip 
12853.143, 24!( Fiche' 50-220,82/04/21, 8204270148 


DOCKET 50-223 UNIV OF LOHELL RESEARCH REACTOR 


H Oeneral correspondence 


8304120282 Requaits license be amended to reflect recent administrative 
changii in organliatton 6 mgt. Amend doei not present ang 
safety Issue Resumes end 

BEOHtAN, L E Lowell, Unlv of, 82/03/25. HILLER, J. A 
Btandarditatlon it apscial Projacts Branch. IBpp 12637-21? 24X 

Fiche, 50-223, 83/03/25, 8204120282. 


P Operating llcinse stage documetits b correspondence 


B204070633 Forwards Amend 6 to Llcensa R-125 Amend changes numbering 
placement given In Amend 5 

HILLER, 3 H Standard! letion b Special Projects Branch. 83/03/24, 
BEOHIAN, LE Lauell, Univ of 2pp. 12597:092. 24X 

Fiche; 50-223, 82/43/24,8201070635 


■“8204070637 Amend 6 to Llcenit R-t2S, chang tng numbering pjacamant given 
in Amend 3. 

HILLER, J.R. Sbandarditatlon iiBpaclil Projects Branch. 82/03/24 
2pp. 12597-094 84X Fiche- 50-223, 82/03/24, 8204070635. 


8204260368 Advise* that Caamls«|on haa Issued Amend 7 to Licanaa 
R-125 for OE hTR reactor Amend change i flr*t sentence in 
Section 2 B 

MILLER, J ft, Standard! latlon b Bptclal Projects Branch. 82/04/ 16, 
BEOHIAN, L E Lowall, Unlv. of. Ip. 12855:352 24X 

Fleha- 50-223, 82/04/16, 8204260360. 


— 8204260369 Amend 7 to Licortse R-125, chang Ing first sentence In SecUo' 
2 8 

MILLER, J ft standard! latlon L Special Projects Branch B3/04/li 
Ip 12855 353 24X Fiche 50-223, 83/04/16, 8204260368 


ODCHET 50-224 UNIV OF CALIFORNIA RESEARCH REACTOR 


O Inspection reports, IE Bulletins b correspondence 


8204070453 Forwards IE Safeguards Insp Rept 50-224/82-02 on 820334 
Ho noncompHance noted 

NORDERHAUO.L R Region 5, Office of Director 82/03/26 
PI8TER,K 8 California, Unlv of, Derkcley 2pp 13584 248 24x 

Fleha 50-224,82/03/26,8244070453 


— 8204070464 IE Safeguards Insp Rspt 50-224/02-02 on 820326 
n oTicomp I la n c e noted Major areas inspected security plan b 
organ 1 1 at 1 0 n, pTotec t Ion of SNM b protection against 
sabotage Details withheld (ref I0CFR279O) 

MCQUEEN, A D , SCHUSTER, M D Region 5, Office of Director 
82/43/26 ip 12584 250 24X Fiche 50-224,82/03/26.8204070453 


DOCKET 50-225 RPI CRITICAL. EXPERIMENT 


F Security, medical' emergency b fire protection plans 


820'1070540 Forward* physical security plan, per 810302 itr Plan withhild 
(ref 10CFR2 7901 

HICKS, F ftensselaer Polytechnic Inst 82/03/26 TEDESCRO.R.L 

Assistent Director for Licensing Ip 13584 245 24X 

Fich* 50-223,82/03/26,8204070500 


8204300393 Forwards physical sicurlty plan replacing plan submitted 
on 820326 Plan withheld <rtf 10CFR2 790) 

UICKS.F Renssaiaer Polytechnic Inst 02/04/36 TEDESCO.R L 

Assistant Director for Licensing Ip 13886 335 24X 

Flch* 50-225,82/04/26.8204300393 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency b fire protection plans 


8204020279 Recognlies util e itraordinary afforts to meat Commission 
620201 deadline for installation b testing of prompt 
notification ays 

KEPPUER,J 0 Region 3, Office of Director 82/03/2? REED. C 
Commonwealth Edison Co ip 12503 168 24X Fiche 50-000,82/03/39, 

8204020279 


8204060096 Forwards proposad agenda for 82040 8 meeting in BethesdaiHO 
ra hydrogen addition pro-jact "Compendium of Safeguards re 
Info for Dresden 3. Kydrogan Addition Test" end 

RAUSCH, T J Commonwealth Edison Co 82/03/29 O'CONNOR, P NRC - 
No Detailed Affiliation Given 3pp 12550 219 24X 

riche 30-237,82/03/29,6204060098 


— 8204460104 ''Compendium of Bafeguardi re Info for Dresden 2 Hydrogen 
Addition Test ’’ 

EUSLEV.E U , SIEOLER.H , COWAN, R L. General Electric Co 
01/05/31 1 43pp. 125 50.222 24X Fiche 50-237,82/03/29, 

BB0406009B 


8244120475 fteleases public version of revised generating station 
emergency plan telephone directory 

FELTON, J M Oivlelon of Rulis and Records. 82/03/29 Document 
Management Branch ip. 12654 267 24X Fiche 30-000.82/03/29, 

6204120479 


— 8204120479 Forward* public version of revised generating station 
emergency plan telephone directory 

CHAN£Y,V,L. Commonuaa 1 th Edl son Co 83/02/08 DENTON, H R. 

Office of Nuclear Raac tor Regulation, Director ip i2654'294. 

34)1 Fiche 90-000,82/03/29,8304130475 


— 8204120460 Public verelan of revised generating station emergency |Iii 
telephone directory 

palmer, F A Commonwealth Edison Co 82/03/16 41pp 12654-291 
24X Fiche: 50-000, 82/03/39,8204120475. 


6304190005 Releases public version of revision to generating fteblen 
emergency plan environs group Implsmsntlng proesdure, 

FELTON, J, M. Division of Rules and Records 82/03/29 Documsnt 
Management Branch. Ip 12731 083. 24X Fiche 50-000,82/03/89, 

0204190005 
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—8204190008 Foriuards public verilon o# fievision 2 to 0Bn»r«t»na Station 
Emarfisncv Plan Environs Oroup Imp 1 emintlng Procedurs EO-3. 

"Plaid T(am Equipment (i Surveg Techniquai " Receipt form 
enc 1 

CHAHeV. V Comraonueallh Edison Co 82/02/18 DENTON. H R NRC - 
No Detailed Affiliation Qlven Ip 12731 084 24X 

Fiche 50-000,82/03/29,0204190003 


— 8204190013 Public version of Revision 2 to Oeneratinp Btatlon Emergency 
Plan Environs Croup Implementing Procedure E0~3i "Field Team 
Equipment t< Survey Techniques " Revised table of content! 
enc 1 

BRENNER. W B , FLEBSNER.R A Commonwealth Edison Co 82/02/09 
llpp 12731 003 24X Fiche 50-000.02/03/29,8204190003 


8204SS020S Releaees public version of revised emergency plan 
Implementing procedures 

FELTON* vl M Division of Rules and Records 02/04/06 Document 
Management Branch Ip 12607 309 24i( Fiche 30-010.82/04/06, 

8204150205 


— 8204150213 Forwards public version of revised emergency plan 
implementing proc edures. inc 1 ud Ing Revision 1 to Procedure 
ePIP 400-1 re technical support Receipt f orm, procedure 
history it safety evaluation end, 

SCQTT.D J Commonwealth Edison Co 02/03/26 DENTON, H fi Office 
of Nuclear Reactor Regulation, Director 4pp 12687 310 24S( 

Fiche 50-010, 02/04/06, 8204150205 


p Operating license stage documents & correspondence 


8204140062 Responds to FOIA request for Inder identifying OL* & amends 
re pois ess ion, ihlpp 1 nfli Tece Ivl ng h storing of nuclear fuel* 
at Comm Ed of IL facilities Documents available et Region 
3 ofe 1 Isted 

FELTON, J M Division of Rules and Records 02/02/04 VAN 

DEHARKi R E Mildoian, Harrold, Allen i* Diion 3pp 12672 352 24X 

FUhe. 30-000, 02/02/04, 0204140062 


8203190001 Generic Ltr 32-05 to all licensees of operating power 
reactors re post-TMl requirements 

EI8ENHUT, 0 0 Division of Licensing 02/03/19 HAUSPUfiO, A. 
Consolidated Edison Co of New York DERRY, O T Power Authority 
the State of New York LEE.D Public Service Co, of Colorado. 
13513 120 24X Fic he. 50-000, 32/03/1?, 0203190001 


of 

7pp 


B204060016 aubmlts add 1 Info on SEP Topic 11 1-4, A re tornado misallas. 
In response to NRC B20201 request 

RAUSCH, T U Coiwnonwea 1 1 h Edison Co 02/03/23 O'CONNOR, P NRC - 
Mo Detailed Affiliation Given 4pp 12350 153 24X 

Fiche 50-237,82/03/23,0204060016 


8204060056 Responds to request for addl 
tornado miesl les 

RAUSCHrT J Commonwealth Edison Co. 
Mo Dstalled Affiliation Given 4pp 
Fiche 50-237.82/03/23,0204060056 


info re SEP Topic II1-4 A, 

82/03/23 O'CONNOR, P NRC- 
12553 200 24X 


— 8304150221 Public version of revised emergency plan Implementing 
proceduret. Including Procedures EPIP 400-1 re technical 
support ctr h EPIP 200-TI re classification of generating 
station emergency plan conditions 

« Commonwealth Edison Co 02/03/24 29pp 12687 314 24X 

Fiche 50-010,82/04/06,8204150205 


8204220699 Notification of 82040B meeting w/utU In Betheeda.MD to 
discuss proposed hydrogen addition test 

O'COMNORiP Operating Reactors Branch S 02/03/24. CRUTCHF lELD, D 
Operating Reactore 0ranch S 2pp 12032 361 24X 

Fiche 50-000.82/03/24,0204220699 


6204260130 Forwards Amends 69 L 61 to Licenses DPR-i9 6 DPR-2S, 
respectively i. notice of issuance k availability Amends 
modify Tech Specs ra approved fire protection sys 

CRUTCHFIELD, D Operating Reactors Branch 5 02/04/12 DELOEOROE, L 

Commonwealth Edison Co 3pp 12838 040 24X Fiche 50-237, 

02/04/12. 0204260150 


0204060024 Bubmlts addl info on 8EP Topics 1 1 -4 D, "Btabllity 
Slopes" % ir-4 Fi "Settlomant of Foundations t. Burled 
Equip men t," in responie to NRC 0201 19 requeit 
RAUBCH, T J Commonwealth Edison Co 02/03/26 O'CONNOR, P 
No Detailed Affiliation Given 15pp. 12554 204 24X 

Fiche 50-237.82/03/26,8204060024 


Of 


NRC - 


—8204260157 Amends 6? t, 61 to Licenses DPR~i9 t< DPR-25, mod If y 1 ng Tech 
Specs to Incorporate limiting conditlohs for operation ti 
surveillance requirements re fire protection mode 
CRUTCHFIELD, D Operating Reactore Branch 5 02/04/12 34pp 

12838 051 24X Fiche 50-237.02/04/12,8204260150 


8204200094 Advises that Amends 42,51 t, S6 to License DPR-t9 satiefy 
station security aspects of 8EP Topic XI II-2, safeguards/ 

Industrial security Fuel accountability aspects adequately 
addressed by Tech 0pecs 

□ ■'COMNOR, P Operating Reactors Branch 5 02/04/14 DEL8EOROE, L, 

Commonwealth Edison Co 2pp 12739 321 24X Fiche 50-237,02/04/14, 

0204200094 


8204300056 Releases public version of revision to generating station 
emergency plan command ctr emergency plan implementing 
procedure 

FELTOM, J H Division of Roles and Records 02/04/23 Document 
Management Branch tp 12908.297 SdX Ft ehe 50-000, 02/04/23, 
0204300056 


0304290523 Forwards Amends 67 ft 59 to Licenses DPB-19 & DPR-25, 
respec fcl vely, saf « ty evaluation fc notice of Issuance t< 
availability Amends eipand Tech Specs for scram discharge 
vol to Include surveillance requirements for 6DV vent 
HEONEH, J D □perabing Reactors Branch 2 02/03/26 DELOEQRGE, L 

Commonwealth Edison Co Upp. 12094 186 24X Fiche 50-237,02/03/26, 

8204290523 


— 8204290545 Amends 67 ti 59 to Licenses DPR-19 i< DPR-25, respect ivtly > 
eipandlng Tech Specs for scram discharge vol to include 
surveillance requirements for BDV vent drain valves 
CRUTCHF TELD, D. Operating Reactors Branch 5 VA88ALL0, D D 
Operating Reactors Branch 2 82/03/26 30pp 12894’ 100 24X 

Fiche; 50-237, 02/03/26, 8204290523 


— 8204290552 Safety evaluation supporting Amends 67 6 59 to Licenses 
DPR-19 k DPR-25, respect Ively 

• Office of Nuclear Reactor Regulation, Director 82/03/26, 
lepp 1209 4 210 34X Fiche 50-237,82/03/26,0204290523 


— 9204300064 Forwards public version of Revision 3 to Oeneriting Station 
Emergency Plan Command Ctr Emergency Plan Implementing 
Procedure EOF-3, “Environ/Emergeney Coordinator " Receipt 
forai end 

HOOREi R D Commonwealth Ed lion Co 02/04/14 DENTON, H, R NRC - 
No Detailed Affiliation Given. Ip I290S 298 24X 

Fit h e 50-000, 02/04/23, 0204300056 


— 8204300077 Public varslon of Revision 3 to Generating Btatlon 
Emargeney Plan Command Ctr Emergency Plan Implementing 
Procedure EDF-3, "Envlron/Emergsncy Coordinator " Revised 
table of contents encj 

BARRfU R , FLE8BNER, R A Commonwealth Edison Co 82/03/12 
12908 299 24X Fiche 50-000.02/04/23,8204300056 


13pp 


t Financial Information 


— 8204290563 Notice Of Issuance 6 availability of Amends 67 L 59 to 
Licenses DPR-19 b 0PR-2S, raipec tlva 1 y. 

VASBALLQ, D. B Operating Reactors Branch 2, 02/03/26 2pp 

12094:236 24X Fiche 50-237,82/03/26,8204290923. 


B204060D9B Forwardi proposed agenda for 020408 msstlng In Betheeda.MD 
re hydrogen addition project "Compendium of Bafsguardi re 
Info for Dresden 2 Hydrogen Addition Test" sncl 

RAUaCH, T J Commonwealth Edison Co 02/03/29 0 'CONNOR, P NRC - 

No Detailed Affiliation Given. 3pp. I2S50'219, 24X 

Fiche 50-237,82/03/29.8204060090 


— 8204060104 ''Compendium of Safeguerds re Info for Dresden 2 Hydrogen 
Addition Test " 

BURLEY, E L. . SIEOLERrH. . COWAN. R L General Electric Cd 
81/05/31 143pp 12550:222 24X Flch a: 50-237, 82/03/29, 

S2D 4060 098 


8204060003 Forward t guarantee of 
aSTERaO Commonwealth Ediidn 
State Programs, Director Ip. 
82/03/30, 8204060003 


payment of deferred premiums for 1902 
Co 82/03/30 SALTZMAN.J Office of 
12550 207 24X Fiche 50-000, 


B204060017 Bubmlts annual financial e ta terns nt for 
BEHNKE.W B Commonwealth Edison Co, 82/03/29. 
Detailed Affiliation Given APP 12550 208 
Fiche 50-000,02/03/30,8204060003 


1901 

NRC - No 
24X 


8204060114 Application to amend Licenses DPR- 19, DPR-23. DPR-29 ti DPR-3D, 
incorporating metal surveillance capsule programs It App O 
min temp requirements into Tach Specs 

RAUSCH, T.J Commonuealth Edison Co. 02/03/31 DENTON, HR. Office 
of Nuclear Reactor Regulation, Diractor 2pp. 12553.235 24X 

Flcha 50-000,02/03/31,8204060114 


— 8204060126 Tach Specs 3 6 I, 4 0 re surveillance rsqulremants for 
prsseur I tat ton temp. 

• Commonwealth Ed 1 eon Co 82/03/31. 3pp. 12553.237 24X 

Fiche: 50-237,82/03/31, 82040601 14 
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— eS04'D&'OE33 Ttch Sptc* 3. & b 4 0 ra survelll anca raiiulranent tor 
prtiaurlitr tamp 

* Coaifflanuaalth Edlaon Cp. 88/03/31 3pp 18993 840 84X 

Fieha 50-837.62/03/31432040*0114 


— 62040*0141 Tacli Spaca 3 */4 *-8 & 3 */4 6-21 A pa cpolant chaialstpg & 
Tati a 4 8 * re nautrcn flui U aamptaa 

» CooMiipniiieal th Bdtspil Co 02/03/31 3pp 18S93 843 84X 

Flcha 50.-837. 62/03/31. 82040*01 14 


— 62040*0140 Tach Spaca 3 6/4 6-8 t< 3 6/4 6-21 A ra coolant chamlatpg fc 
Tabla 4 2 i pa neutron flo« 6 saiaplaa. 

* Commonuea 1 th Edison Co. 83/03/31 3pp 1S9S3 846 a4X 
Flcha 5 0-33 7. 62/03/3 1 . 62040 60114. 


3204190448 FopuardS draft evaluation rept of SEP Topic lX-5. 
"Vantllation Sga •’ Requeatt Info re difference* w/llcantlng 
basil mlthin 30 dags of receipt of Itr Evaluation 1* belle 
draft unless changed 

0''CaN^’0!l.P U Operating Reactor* Dranch 9 82/04/13 OELOEORGE.L 

Coiemonwealth Edison Co 90pp 12684 3TO 24X Flche 50-237. 
88/04/12.8204150449 


6204260150 Fo.pwards Amends 69 t< 61 to Licsnaei DPH-19 {. DPR-29. 
respectivelg 4. notice of iituance 6 availabilitg Amends 
nodlfg Tech Specs ra approved fire protection «gi 

CRUTCHFIELCIt. 0 Operating Reactor* Oranch 9 62/04/12 DELOEOROE.L 

Cammonuiaa 1 th Edison Co 3pp 12835 048 24X Flcha 90-237. 

82/04/12. 6804260190 


B204060148 aenarlc* Ltr 82-03 to all oparating BMRs ra high burnup 
KAPLKSR limits Sasad on listad consldaratlon* . plant-sp tc If ic 
ref to OE posttion acceptablt Ovartite list of pcclpltnts 
end Aperture carda avallatta In FOR 

EI8ENKUT.Q 0 division of Licensing 82/03/31 OSLO FOR CE. L > 

SCOTT. D . STEPHENSON. J B Commonwealth Edison Co 2pp 18692 079 
24X Ficho 90-000.88/03/31.8204060142 


8204060196 Submits rasponstt to NUREO-OTS? items r squiring 820401 
submittals Itams II B 8. II. B 3. II D 1. It F 1. Ji K 3 18. 
tl D 3 b It K 3 30 discussod 

SWARTZ. E D Commonwealth Edison Co 88/03/31 EISENHUT.O 0 
Division of Licensing 7pp 18957 262 84X Flcha: SO-OOO. 82/03/31, 

8204060196 


82040B0279 Forwards response to NyfiEO-0737 Item* requiring 820401 
submittal 

SWARTZ. E 0 Commonwealth Edison Co 82/04/01 REED. C . A6EL.J a . 
BLISS. H E NRC - No Data II ad Affiliation 01 van. Ip 1S603 879. 

S4X FUht 90-000.82/04/01. 0204080279 


-8204060283 Provide* raiponia to NUREO-0737 Item* II.B.8,II.D 3. li D 1. 
11.0 3. tl.F 1 3. II F 1. 9. tl K 3 18 6 M K 3 30 Conmltmant 
date for completion of post-aecldant templing capability 
will be provided bg B20416 

SKARTZ. E C Commonwealtb Edison Co 82/03/31 E18ENHUT. 2> 0 
Dlvlilon of U can ting. Bpp 18603 seO 24X Flche 50-000, 

62/04/01. B2040S0275 


04180042 Forwards Amends 68 t. 60 to Licences DPR-19 It OPR-29, 
respicfelvslg. tafatg evaluation & notice of issuance It 
availability Amend* change Tach Specs re primer g contiinmant 
Intagratsd leak rate test raqulrenaents It. schedules. 

NECNER.J D Operating Reactors Branch 2 82/04/01 OELOEOROE.L 

Commonwealth Edicon Co 2pp 12698 886 S4X Fi che: 90-837. 82/04/01. 
6204180042 


•-B204I80047 Amends 68 u 60 to Licenses I}PR~I9 it OPR-29. respective Ig, 
changing Tech Specs to provide for primary containment 
Integrated teat rate test requirement* 6 schedules 
consistent u/App %l to 10CFR90. 

CiROrCHPlELD, D Operating Reactors Branch 9 88/04/01 16pp. 

18692 S30 24X Flcha 90-837.82/04/01,8304120048 


-8204120098 Safety svaluatlon supporting Amscidi 6a 6 6o to Licenses 
CFfi-l? t SFR-29j respect Ivaiy 

* Office of Nucliar Reactor Rogulatlon. Olrtctor 82/04/Ot. 3pp. 
1 8658: 84* 24X Flche. 90-837. 82/04 /0 1 , 8804 180042. 


•82041S009* Notice of Istvance It availabilitg of Amend* *6 6 60 to 
License* DPA-t9 it DPR-S9, rasp actively. 

VASSALtO. D B Operating Reactor* Branch S 88/04/01. 2pp 
12692:848 S4X Flche: 90-237. 82/04/01, 8204 130048. 


S2C4190391 Submit* siod to SEP Topic Vl-4 re contalnsiant Isolation tys 
Nod 1118-8-81-9 ha* been completed l< provide* control 
circuity for Oroup Ii isolation 

RAU3CH.T J ConooniMoaltJi Edison Co. 88/04/09 CRUTCHFIELD. C, 
Optretlny Reactors Branch 9 Ip. 1272? 140 34X 

Flche 90-237, 88/ 04/08. 8204 190391 


8204190214 Reafflro,* SHOOS paeltion re lubmlttal of plant-unique 
analyias. In reiponce to KRC 820119 Itr concerning ffloiflfled 
Mart I orderi. Analyses will he tubeiltted In conjonetlon 
u/remafning mod c Insure dates 

RAUSCH. T.J CoRuCiOntusaltli Edison Co 88/(74/06 VA88ALLO1 D 
Operating Raectora Branch 2. 8pp, 18780*192 S4X 
Flche: 90-000, 08/04/06,8204190214. 


8804190283 Conm ante en NRC analysis r# BEF Topic Vl-a. 0 . "Maes 6 Energy 
I!!*!!**!!..**!! ^®**‘^*4 Braat Inside Containment." ti Topic 
Vl- 3 , Cuntainaent Praitura fc Heat Removal Capability " NRC 
jnalv*!'* coTi« i-dtrad ovtrly cotiiarvativt 

RAUSCH. T J Comaanwea 1 1 b 'Edison Co, 88/04/06. 0 'CONNOR, P. 

Operating tteactore Branch 9. 3pp, 187811 SOi. 84X 
FI Che: 90-837.88/04/06,8204190223; 


— 0804260197 Amends 69 4 61 to License* DPR-19 ti DPn-29. modifying Tech 
Specs to Incorporate limiting condition* for operation 4 
surveillance requirement* re fire protection mod* 

CRUTCHFIELD, D Operating Reactor* Branch 9 82/04/12 34pp 

18838 D91 24X Flche 50-237. 52/04/ 12, B204S601 SO 


— 8204260169 Notice of Isiuance l> availability of Amend* 69 1< 61 to 
Llcen*ea DPR-19 it DPR-29, reap tetive ly 

CRUTCHFIELD. D. Operating Reactor* Branch S 82/04/12 2pp 
18835 085 24X Flche 50-237.82/04/12,8204260150 


B204160530 Forwards final evaluation of SEP Topic 1 1 1-7 D. conta Infflent 
itructural integrity test Structural integrity test 
performed compares favorably u/current criteria 
O'COMWOfl.P Operating Reactor* Branch 9 82/04/13 DELCEOROE. L 

Coiroonuea Ith Edison Co 5pp 12701 031 24X Fiche 90-237. Q2/04/13, 

8204160530 


8204160152 Oenerlc Ltr 82-07 to all DWR plant licensees It applicant* re 
transnlttal of NURECi-090? relative to Oinna tube rupture 
U/o end NUREO List nf NRC recipients end 

EI8ENHUT.D O Division of Licensing 02/04/19 Commonwealth 
Edison Co M0RI8I. A V Cotton Edison Co JONES. J A Caroline 
Power It Light Ce 7pp 12787 196 24X Fiche 90-000.82/04/19, 

8304160192 


8204230931 Forwards response to Generic Ltr 82-09 re implementation, 
statu* of NUHBO-0737, Including Items I A 3 1 re simulator 
eiamtill B 2 re plant shielding*, II D 3 re poit-acc ident 
sampling & II D 4 re training for mitigating core damage 
8UARTZ.E D Commonwealth Edison Ce 82/04/13 EI8ENHUT. 0 O 
Division of LI cansing S3pp 12819 273 24X Fiche 90-000,82/04/1$, 

820423 092 I 


8204290274 Advise* that review of power monitoring «gs design mod* 
rtvceled problem* re undervoltage, overvoltage It 
uniferf requeney setting* n# EPA Revised Implementation 
schedule to be submitted u/problem resolutions by Jul I9B2 
RAUSCH. T J Commonwealth Edison Co 82/04/19 VASSALLO. D 
Operating Reactors Branch 2 2pp 12031 321 24X 

Flche 50-000,82/04/19.0204290274 


6204210299 Oenoric Ltr 82-09 to all power reactor 1 leansea*. app licanti 
for OL.NSSS vandors t< reactor vendor* re environ 
qualification of sa f atg-related electrical equipment 
NRC position re qualification requirement* end 
EI8ENKUT1D 0 01 vision of Licensing 62/04/20 HAUSPURO, A 

Consolidated Edison Co of New Vork PRICE. W 0 Detmarva Power I. 

Light Co TAUBER, K Detroit Edison Co IBpp, 12862 337 24X 

Flche: 50-000, 82/04/20, 82D4210299 


8204280906 Forward* addl info re NUREO-0737. Item II B l.RCS high polnl 
vents, in raiponta to 820308 I. 23 requeett Inherent design 
features grecludo need for addl vent paths 

SNARTZiE D. Commonwealth Edison Co 82/04/20 EtSENHUT. D. 0 
Division of Licensing. 5pp 1SB67 294 24X Flche 90-000i 83/04/ 20> 

8204280906 


8204300387 Advise* that TMI Action Item II K 3.3, "Reporting Relief 
Valve (1 Sefety Valve Failure* 6 Challenges. " considered 
resolved 

CRUTCHFIELD. D. Operating Reactor* Branch 9 82/04/21 DELOEOROE.L 

Commondiaalth Edison Co 2pp 12886 124 24X Fiche 50-000. 

82/04/81, 8204300387 


8304260099 Forwards ravised safety svaluatlon for BCP Topic VI-10 B. 
"Eloctr leal. Instrumentation 6 control Portions of Sharod 
Bysi " rcflsetlng addl info developed duping review of 
vantllation *y* *t completion of Topic* vl-7 c 1 6 VlI-3 
O'CONNOR, P Operating Reactor* Branch 9. 82/04/82. DELOEOROE.L 

Commonwealth Edison Cc. App 12840.169 24X Fiche. 50-237, 82/04/2f. 

6204260099 
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0204290281 Advises that SEP Topic V-4, “Piping ti Safe-End Integrttg, " 
has been reopened for facllltg Info requested ulthin 30 dags 
on actions to be taken to mlnimiie safe-end stress corrosion 
cracking 

EISEMHUT. DO Division of Licensing 82/04/26 DELOEOROE. L 
Cor-nonuealth Edison Co 3pp 12601 314 24>f Plche 90-237. S2/04/26< 

8204290201 


0 Inspection reports. IE Bulletins S< correspondence 


— 8204200103 Addendum to IE Insp Repts 90-010/01-13.50-237/31-2 9 l< 
80-249/01-22 Confirmatory miaiurementt program end 
a Region 3« Office of Director 02/04/13 2pp 12740 013 24X 

Flche 90-0l0i B2/04/13. 8204200102 


3202040143 IE Info Notice 82-12. *'8ur ve 1 Uane e of Hydraulic Gnubbers " 
H/encl SVC list 

JORDAN. E L Division of Engineering 1. Quality Assurance 02/04/21 
64pp 12073 001 24X Flche 50-000,82/04/21.8202040143 


62O4DSO200 Foruards safety evaluation (. technical evaluation rept re 
revletir of util response to IE Bulletin 80-06. "ESF Reset 
Controls " 

CRUTCHFIELD, D Operating Reactors Branch 5 02/02/28 

DELOEDRGE.L 0 Commonwealth Edison Co Spp 12929 144 24X 

Flche 90-237,82/02/20,820409028 8 


"8203090800 "Licensee Response to IE Bulletin 80-06 re ESF Reset 
Controls,” interim technical rapt 

KDUNTANIS, B E0«<0, Inc FIN A-0290 EOO 1183-4211 01/05/31 

BENDER, P Instrumentation (, Control Systems Branch 9pp 
12929 191 24 X Flche 90-237,82/02/28,8204050200 


0202040113 IE Info Notice 02-08, "Check Valve Failures on Diesel 
Generator Engine Cooling Sys " N/svc list 
* Director's Office, Office of Inspection and Enforcement 
82/03/26 4pp 12S62 395 24 X Flche 50-0 00,02/03/26,8202040113 


8204200169 Forwards IE Insp Repts SO-OlO/82-03, 50-237/02-04 «< 
30-247/82-04 on 820125-29 No noneorapl lance noted 
PAPERfELLO.C J Division of Emergency Preparedness 1, Operational 
Support 82/03/29 REED. C Commonwealth Edison Co 2pp 
12740 021 24X Flche 50-010, 82/03/29, 8204200169 


Periodic oparating reports fc related correspondence 


8204120200 Forwards "Radwaste l< Environ Monitoring Annual Rept 1901" t< 
mai doses resulting from airborne releases 8< liquid 
effluents. 1931 

SCOTT. D J C ommonuie al th Edison Co 82/04/01 KEPPLER.J 0 Region 

3. Office of Director Ip 12636 201 24X Fiche 90-010.02/04/01. 

0204120200 


— 8204120203 Foruiards mai doses rasultl 
affluents. 1981. 

FLESGNERiR A Commonwealth Edison 
Region 3, Office of Director 3pp. 
Flche 90-010,82/04/01.8204120200 


ng from airborne releases 

Co 82/03/29 KEPPLEB, J 
12636 202 24 X 


ic liquid 
0 


— 8204120207 Mai doses resulting from airborne releases 1< liquid 
effluents, 1981 

• Commonwealth Edison Co 02/03/17 8pp, 12636 203 24X 

Flche- 50-010,82/04/01. 8204120200 


— 8204120210 "Radwaste 1< Environ Monitor ing, Annual Rept 1901." 
a Haielton Environmental Seienees Corg 02/03/31 tl4pp 
12636 209 24X Flche 50-010,82/04/01.0204120200 


--8204200176 IE Insp Repts 90-010/82-03,50-237/02-04 t< 50-249/02-04 
on 020125-29 No none omp 1 1 anc s noted Maior areas inspected 
prompt public noti f ica t ion/uarnlng sys & testing of sys 
JORDAN, M J , TONOUE, T M , PATTERSON, J P Division of Emergency 
Preparedness b Operational Support 02/03/23 9pp 12740 023 
24< Fiche 90-010,82/03/29,0204200169 


6204000323 Ack receipt of 820315 Itr re violation noted in IE Insp 
Repts 90-237/81-31 «, 90-249/81-23 Violation withdrawn 
Interim approval of inservice test program granted by NRR 
NORELIUSiC E Division of Engineering t. Technical Programs 
02/04/01 REED.C Commonwealth Edison Co Ip 12612 140 24X 

Flchs 90-237,82/04/01.8204080323 


— 8204080329 Revises 811231 original response to NRC 011204 Ur re 
violations noted In IE Insp Repts 50-237/01-31 (< 

90-249/81-23 Nlthdrawal of notice of violation based on 
inservice test program status requested 

RAUSCH, T J Commonwealth Edison Co 82/03/19 KEPPLER.J 0 
Region 3, Office of Director 2pp 12612 141 24X 

Fiche 30-237,82/04/01.8204000323 


S Reportable accurrsneas, LERs t< ralatad correspondence 


8204150109 Responds to FOIA request that OECD Incident Reporting Sys 
rapts be placed in PDR Documents listed in app available in 
PDR Other pertinent documents conplabety withheld (ref FO|A 
Exemption 4) 

FELTON. J M Division of Rules and Records 81/11/09 CDNNDftiL 
Doc— Search Associates 3pp 12708,339 24X Fic he. 90— OOO. 81 /1 1/09, 

8204190109 


— 0204190271 Incident Reporting Sys Rept 97 re 810309 employee 
radiation exposure event due to low water level in reactor 

vesse 1 

a Organiiatlon for Economic Cooperation & Development (Paris) 
81/09/22 Opp 12709 329 24X Flche 90-000. 81/11/09,8204 1 90107, 


8204220312 Forwards LER e2-00B/03L-0 

SCOTT. D J Commonwealth Edison Co 02/04/13 KEPPLER.J 0. Region 
3, Office of Director Ip 12806 137 24X Flche 90-237.82/04/13. 

8204220312 


0204210231 Forwards IE Insp Repts 90-237/82-03 b 90-249/02-09 
on 820218-0302 No noncomp 1 lance noted 

ROY. 0 W Region 3. Office of Director 02/04/02 REED.C 
Commonweal th Edison Co 2pp 12001 000 24X Fiche 90-237,02/04/02, 

0204210231 


-8204210241 IE Insp Repts 50-237/82-03 b 50-249/82-05 on 820210- 
0302 No non comp 1 lance noted Major areas inspected mgt 
training, ALARA procedures, eiposure controls b posting 
Details withheld (ref 10CFR73 21) 

PAUL, R A . OREOERiL R Region 3. Office of Director 02/04/02 
Ipp 12001 090 24X Flche 50-237,82/04/02,0204210231 


— 8204220325 LER 02-OOa/O3L-O on 020317. monitor surveillance DI9 1700-7, 
refueling floor channel A Hi Red monitor became inoperable 
Caused by wire inadvertently broken while removing 
connectors Mire repaired b surveillance completed 

RHEE.S Commenwealth Edison Co 82/04/13 Region 3, Office of 
Director. Spp 12806 138. 24X Flche- 90-237. 82/04/13, 0204220312 


0204220404 Forwards LER 82-007/03L-0 

8C0TT. D J. Commonwealth Edison Co 82/04/13 KEPPLER.J. 0 Region 
3. Office of Director. Ip 12806-292 24X FI Che. 90-237. 82/04/13. 

8204220404 


8204160306 Documents results of operability assessment of affected 
walls in response to IE Bulletin 80-11. "Masonry HaU 
Dastgn “ Interim operability criteria developed pending 
repair of affected walls 

SWARTZ. E 0 Commonwealth Edison Co 82/04/08 ® 

3, Office of Director 2pp 18693 017 24X Fiche 90-000,82/04/08, 

8204160306 


--8204220409 LER 82-009 /03L-0 on 020317. refue 1 floor hi rad surveillance 
B SHOTS failed A SBOT8 did not start upon failure of B. 

Caused by blown gasket on Foxboro Control ler. Model 130M 
A SROTS failure due to short initiation signal. 

ANAMOAFPA, A Commonwealth Edison Co 82/04/13 Region 3. 

Office of Director 2pp. 12806-293 24X Flche 50-237.83/04/13. 

8204220404. 


8202040142 IE Info Notice 82-11. "Potential Inaccuracies In Wide Rang# 
Pressure Instruments Used In Westlnghooie Designed Plants " 


Sve list and 

JORDAN. E L Division of Engineering 
63pp 12078 342 24X Flche 50-000, 


b Quel Ity Assurance 
82/04/09. 8202040142 


02/04/09, 


0204200102 Forwards addsndom to IE Insp Repts 50-010/01-15,50-237/81-29 
b 90-249/01-22 forwardid SI 1106 , 

PAPERIELLO.C J Dlviiio.n of Emsrgency Preparednass b Opsratlonal 
Support, 02/04/13 REED, C Commonwealth Edison Co. Ip 
12740-012 24X Fiche SO-OlO, 02/04/13, 0204200102 


8204300379 Forwards LER 0a-OlO/O3L-O 

8C0TT,DJ Commonwealth Edison Co 02/04/20 KEPPLER, J Q. Region 
3, Office of Director tp. 12096-149. 84X FI ehs- 90-237. 82/04/20, 

8204300379 


—8204300390 LER S2-010/03L-0. on 620325, while Unit 2 was In normal 
operation b Unit 3 In refuel, pilot cell voltage readings 
were not taken for Units 2 b 3 dc bat feerl es. Caused by 
operator error. 

MOROAN.H. E Comfsonuieal th Edison Co 82/04/20 Region 3. Office 
of Director, 2pp 12006,146. 24X Flche , 90-237, 62/04/20, 

8204300379, 
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DOCKETED ITEMS 


docket 50-241 HlSaiSSIPiPl STATE UNIV "ESEARCH^fiEACTDR 
P C|)«ratin} lie»n*« *ta9« Jocuri*n't'i i torrgspond^nee 


B204140179 tJotiflVd That contaralnatfil research raackor coirponent* 
rspioweil fron catupui t* diipoaad of Termlnatioo of CP fc 
docket nurahor Tsqutstei* ur. . m io 

HE /MOLDS. R 5 MU»l»»lPP* Skate Onlv SSfOd/O* HILLER. J R 
Stendamiiotion 4 Special Project* Branch Ip 12665 aoo Z*** 
Flche 50-241. 62/04/06. 8204140176 


DOCKET SO-243 OREDOM STATE ON IV RESEARCH BEACTOfi 
P Operating license stage documents O correspondence 


8204190277 BeHiuasts transfer of 98 std TRIOA fuel elements to 
Hastinghouts Hanford Co . ™ 

UANO.C H Oregon State Wnlv 62/04/12 HILLEP. J R 
Standard I lat ion & Special Pr{»jects Branch ipp 12722 250 
Ficpe 50-243.82/04/12.6204190277 


8451 


Q Inspection reports. IE Biilletlns E coTTesponlence 


62O4070487 Foruards IE Safejoards Insp Heft S0-843/B2-0I on 820324-25, 


tin none omp I lance noted 
NORDERHAUO. L R Region S. 
Oregon State Unlv 2pp 
0204070487 


Office of Director 62/03/30 SHITH.C 
12584 228 24X FKhe 50-243.82/03/30. 


V 


I Piitaneial imformatton 


8204140397 Annual Financial Aept 1981 

AMISH. K.W . BRIOOB. P H Baches tor Oas P Electric Corp 82/03/02 
4tpp 12670 094 24 X Flche 30-000,32/03/02,8204140397 


J Insurance t» indemnity information 


8204020314 Forteards Endorsements 78,79 6 BO to NELIA Polled NF-17D 
SUflSI.J M Marsh *. McLennan. Inc . M «< H Nuclear Consol tants, Jne 
Dlv 82/03/29 SALTZMAN, J D Assistant Dir sc tor for State & 
Hceneae Relations 4pp 12499 191 247 Flche 50-244.82/03/29, 

8S040S03U 


B204210301 Forwards End orsenorits 66 t> 67 to MAELU Polled MF-47 
SIKISI. d M Marsh h McLennan, Inc > M t< H Nuclear Consultants, tne 
Dlv 82/04/1 S 0AUTrMAN.J D Assistant Director for State 6 
License# Relatione 3pp 12803 005 24X Flche 50-244.82/04/15. 

8204210301 


p Operating license stage documents 6 correspondence 


8202090346 Forwards response to 601222 itr re NllREO-0613 "Control af 
Heavd Loads." Response identifies extent to uhich facllltd 
conforms to Section 3 1. "Ocneral Requirements for Overhead 
Handling Sd< '* 

HAIER. J E Boehestor Oat Ck Electric Carp 82/02/01 EISENHUT.DC 
Division of Licensing 73pp 11870 067, 24X Fiche 50-244,82/02/01 

8202070246 


-- 6204070491 IE Safeguards Insp RSpt 30-243/62-01 on 820324-29 No 
noncompliance noted Major areas Inspsttsd phdslt*! barriers 
alarm sgs L lock U teg control. Details olthheld 
(ref I0CPH73 21) 

SCHUAH.C A . SCHUSTER, M 0 Region 5, Office of Director 

62/03/30 Ip 12584 227 24X Flche 80-243. 93/03/30. 8204070487 


8202240001 Forwards draft saPetd evaluation of SEP Topic UI-l, organic 
matls 4. post-accident chsmlstrd. hated on util 811106 t< 16 
<. Uan 1982 submittals Dlffersncas between as-built facllltd 
6 assumed licensing basis requtsted within 30 days 
CRUTCHFIELD, D Opaeatlng Reactors Branch 5 02/02/19 KAlEft.JE 

Rochester Oas & Electric Corp 9pp 12026 339 24X 

Fiche. 90-244. 02/02/19. 8202840001 


DOCKET SO-244 fiOBEBT EMMET OltCM NUCLEAR PLAMT. UNIT I 
F Seeunty, medical, emergencd t< fire protection plant 


6204120269 Relsaies public version of revision to snergencd plan 
Impieistntlng procedure 

FELTON. J H 01 vision of Rules tnd Records 62/03/27 OocumSht 
Manesenert Branch Ip 12652 110 24X Flche 50-244. 63/03/89, 

8204130269. 


—8204120271 Forwards public virslon of Rowliion 21 to Emergent d Plen 
Imp lamenting procedure SC-t 15. "Insp of Energincy 
Equlpnent “ 

KAIERiU E Rochester Oas 6 Electric Carp 82/03/18 
CRUTCHFIELD. D Operating Reectors Branch 3 Ip 12692 117 84X 

Fiche 50-a4- 4. 82/03/39 , 82041 20269 


--8S04I20274 Public version of Revision 21 to Eeitrgencd Plan Imp lamenting 
Prccedurs SC -1 IS. "Insp of Enirgtncd Equlpmsnt " 

SOOIHE. JC RochestsT Oes 6 Electric Corp 62/03/13 ?pp. 

12652 120 24X Fsche 50-244.62/03/29.8204120269 


0304260318 Releases public version of rcvltioh to emergency plan 
Imp I cnent I ng procedure 

FElTOH.UH Division of Rules and Records. 82/04/13 Documint 
Manatement Branch Ip 12661341 34X Flche. 30-344.82/04/13. 

8204260318 


—6204260332 Forwirds public version of Revision 38 to Emsrgsncy Plen 
laplementfng Procadurt 3C-I 126, "Station Call List." per 
IOCFR90 App E 

MAlERrJ E Rochester Oss 6 Electric Corp. 62/03/31. 

CRUTCHFIELD. 0 Operating neactors Branch 9 Ip 12861 343. 34X 

Fiche 90-34 4, 82/04/ 13 . 02042603 18 


—8204260325 Public version of Revision SB to Emergency Plan Implementing 
Procedure SC-l 12B. "Station Call List " 

BOOINE.O C Rochester Oas 6 Electric Corp 62/03/27 3pp 
12861.343 24 X Flche 30-244,62/04/12,8809260318 


8S042S0219 Appllcstton for amend to Licensi DPR-18a allowing cantalnsiRi)! 
fire detection instruments to be mads inoperable during 
containment lest rate tost Amend fea sncl 

HAiea.UE Rochester Oas 1< Electric Corp. 63/04/33 OENTQN.H.n. 
Office of Nuclear Reactor Regulation. Director. 4pp. 12870.274, 

34X F t c h e ; 90-244/ 83/04/3J< 8204280217 


■8304280383 Propotad Tech Specs allowing containment fire detection 
instroflients to be made Inoperable during containmint teak 
rate test 

e Rocha I ter Qat «t Electric Corp 82/04/23 flpp. 188701296, 84X 

Fie ho 90-244, 02/04/33.8804380217 


8204230047 FOIA request for eumnary Qf NBC 880301 meeting w/Rocheitsr 
Oas D Electric Corp 

MERT.M Oaiinett Roc hatter Newspaper. Rochester. NY 82/03/01 
FELTON. J M Dlvleinn of Rules and Racordi Ip 12832 114, 24X 

F f c h a 90-24 4. 82 / 03/0 1 . 0204220 047 


8204020007 Foruards fee to cover NRR staff review of 801121 regueit 
Por Changes to QA program 

HAIER, U E Roe heater Oas & Electric Corp 82/03/17 DIOSS. B M 

License Fee HanagamenC Branch Ip 12312 307 24X 

Flche 90-24 4 . 82 /03/ 1 7. 8304020007 


0303190001 Otneric Ltr 02-09 to all liceitsccs of operating power 
reactors re post-TMl requirements 

EISENHUT. D 0 Division of Llctnslng 82/03/1? HAUSPURO.A 
Consolidated Edison Co of New York 7pp 12913 128 34X 
Fie hi 80-000,82/03/19.8303190001. 


6204060312 Testimony of NU palladinD on NRC FVBS budget requetl btferi 
Subcommittee on Energy 6 Hater Development fc Committee on 
Appropriations 

PALUAOINO.N j Commissioners 82/03/82 17pp 12619 040 24X 

Flche. 90-000, 02/03/28, 8204080212 


— 8204030233 Forwards response to questlont posed in KK Udall 03030! If 
re event at facility. 

PALLADINO, H U Commissioners 82/03/22 UDALL, M K House of 
Rep., Interior h Insular Affairs. 23pp 12617 079. 24X 

Flche: SO-DOO. 62/03/22. 8804080213. 


—8204080836 Informs Commission of prtllmlnary svaluatian of steea 
generator tube rupture event at facility 

OtRCKS. H 0 Office of the Executive Director for OpepatloOS. 
6ECY-e8“08B 88/08/10 3pp 18619 098 84X 

Flche . 90-84 4, 88/03/88, 8804080812 


eSOARSOOSO Responds to FOIA request for summary of NRC 630301 msitln) 
U/Rochester Oas t. Electric Corp Summary end. 

FELTON, U H Division Of Rules and Records 83/03/22 HERT.N 
Dennett Rochester Newspaper. Rochester, NY Ip 12822 119. 34X 

Flche: 80-844, 92/03/88, 08O42SQO9O 


8204080299 Forwards Sdsnee Applications, Inc request for addl inf* « 
TMI Action Plan Itams 1 A 2. 1 It II B 4 re upgrading of 
roactor 9 senior roactor optrator training I, training for 
mitigating core damage Response requested within 30 days, 
CRUTCHFIELD, 0, Operating Reactors Branch 9. 83/03/83 MAIEB'd 

Rochestor Oas 6 Electric Corp 3pp 12926:117 24X 

Flche. 90-844, 88/03/33, 6304080899 



DOCKETED ITEMS 


63 


Approves licensee 020323 plen to remove 24 struetorollv 
tubes from B steam generator NRC should be InPormed 
^ L 1 nondegraded tubes necessarg to gain access to 

gilleil tubes 

Operating Reactors Branch 3 82/03/23 MAIER. J 

Bt Electric Corp 2pp 12B21> 001 24X 

50-244. 62/03/23.8204050209 


a^^HiPJELO.D 
O/^Oter Oas 


s Forwards Systematic Assessment of Licenses Performance root 

l?GO~\/4jni0 19B1 No rspig r 0 t(uir 6 d 

Region 1. Office of Director 82/03/26 MAIER. J E. 
^*tor Oas 5t Electric Corp 26pp 12709 223 24X 

ft" 30-244. 02 /03 /26 . 820 4 1 604 4 2 


8204160277 Forwards "Incident Evoluatidn Oinna Stoam Oanorator fubt 
Foilure Incident. 820123 “ Rept on steam genaretor insp> 
evaluation U repair program will be submitted saparateig 
KAIER.J e Rochester Oas «i Electric Corp 82/04/13 CRUTCHFIELD. D 
Operating Reactors Branch S Ip 12703 293 24X 

Flcho: 30-244. 82/04/13. 0204160277 


— 8204160281 "Incident Evaluation Oinna Btean Oenorator Tube Failure 
Incident. 820129 ” Twelve overslie graphs end Aperture cards 
are available In FDR 

e Rochester Oas & Electric Corp 02/04/12 200pp 12703 294 

24X Ficha- SO-244. 02/04/13.8204160277 


O 4 Forwards final safetg evaluation t. technical evaluation rept 
Topic lX-9. ventilation sgs 8gs in conformance 
criteria eicept for potential backflow problems 
llary bldg sgs 

operating Reactors Branch 9 82/03/29 HAIER. U E 

^#*tcr Oas & Electric Corp Spp 12481 092 24X 

ch.* 32/03/29. 8204010269 


Technical evaluation rept. "Review of Design t< Operation of 
Sgs for SEP Plants " 

jlfflCK. R C Franklin Institute/Franklin Research Center 
WRC'Y3-79-1 IB TeR-C5257-409 82/03/10 BROWN. 8 NRC ~ No 

tailed Affiliation Given 26pp 12481 lOO 24X 
p-^eh® 50-244,82/03/29. 82040 10269 


8204220242 Responds to NRC 820408 1 tr re MJREO-0909 Util it Mestlnghouse 
have reviewed NUREO-0909 ic have found nothing of propriitarg 
nature In text 

KAlERrU E Rochester Oas & Electric Corp 82/04/13 HAYNES. R C 
Region 1, Office of Director. Ip 1280S 320 24X 

Fiche 30-244.82/04/13,8204220242. 


8204160139 Generic Ltr 82-08 to ali PWR plant licenseec b applicants re 
transmittal of NUREO-0909 relative to Oinna tuba rupture 
M/o end NUREO List of NRC recipients one 1 

EIGENHUT. D. 0 Division of Licensing 02/04/13 HAUGPURO.A 
Coniolldated Edison Co O’f Nsu York HAlER, J Rochester Oas b 
Electric Corp MAYER. L. O Northern Btates Power Co 7pp 
12787 203. 24X Fiche 30-000,82/04/13.0204160133 


1*00'62 STRUCTURAL REVIEW OF THE ROBERT E OINNA NUCLEAR POWER PLANT 
DEF* coho I NED loads FOR THE GYSTEMATIC EVALUATION PROORAM 

O ' OANON. H Lawrence Livermore Lahoratorg FIN A“0436 

82/03/31 Division of Licensing 73p» Available 
r^TlS »4 75 12713 296 24X Fiche 50-244. 82/03/31. B204i 60062 


B2042303S1 Submits prellmlnarg evaluation of capabllltg of safetg & 
relief valves to operate under expected operating b accident 
conditions, per NURE 0 - 037 e b NUREQ-0737. Item II 0 t 
Evaluation based on EPRI valve test program results 

MAIER. JE Rochester Oas b Electric Corp 8S/04/19 CRUTCHFIELD. D 
Operating Reactors Branch S 3pp 12818' 179 24X 

Fiche 50-244.82/04/19.8204230391 


210780 Notifies of placement on distribution list for elt repts 
strtn.g notices b- summaries re 020125 steam generator tube 
> .fc ur a event 

Ser-lHVfT. D 0 Division of Licensing 82/04/02 CAPLAN. R N Sierra 
al>- 3pp 12800 181 24X Fiche 90-244.82/04/02.6204210780 


>3090124 Requests notification of meetings held re 820129 facility 
sc c I'd ent. Minutes b records also requested 

:rAPI_AN, R M Sierra Club 82/03/02 DENTON. H R Office of 
Joe l*ar Reactor Reguletion. Director Ip 12BOO 104 24X 

' i c ha 90-244, 82/04/02. 8204210780 


>"70392 Informs that all necessarg Info re environ quell fication o# 
asetion plan items transmitted in 011106 ltr 

vl E Rochester Oas b Electric Corp 02/04/05 CRUTCHFIELD, D 
••■F-Ating Reactors Branch 9 Ip 12627 063 2ax 
h e 50-244. 02/04/09, 0204090392 


*■90451 Forwards reeolutlone of 8EP topics per verbal agreement 
lEP Integrated assasement review team 

vJ E Rochester Oas b Electric Corp 62/04/09 CRUTCHFIELD, D 
si-Atlng Reactors Branch 5 2pp 12624 064 24X 

h • : 50-244, 82/04/03, 8204090491 


820419'0259 Forwards eafaty evaluation re BEP Topic II 1-4 A. "Tornadn 
Jlisslies ” Portions of sgs Important to safety not 
adequately protected 

CRUTCHFIELD. O. Operating Reactors Drench 9 02/04/16 NAIER.J E 

Rochester Oas b Electric Corp lOpp 12721 264 24X 

Fiche 30-244, 82/04/16, 8204190239. 


8204210171 Informs that Meetinghouse has been contracted to porform 
detailed review of E8F switchover procedure Intent of ravlaw 
Is to eliminate unnecessary etepe b streamline required 
operator actions Recamme'ndatlons will be sent by 820630 
MAIER.J. E Rochester Gas b Electric Corp 82/04/16 CRUTCHFIELD. D 
Operating Reactors Branch 5 tp I2S04 003 24X 

Fiche 50-244,82/04/16,8204210171 


8204300063 Forwards 820125 task force rept. MUHEO-0909 re steam 
generator tuba rupture Submittals should indicate where 
findings have been addressed or provide suppl addrosslng 
item 

CRUTCHFIELD, D Operating Reactors Branch 5 02/04/16 hAIER.J E. 

Rochester Oas b Electric Corp 2pp. 12090:067 24X 

Fiche 50-244,02/04/16,8204300063 


*700*6 Forwards c lari f 1 cation of util reepanese re NUREO-0737, Items 
3. 1, "Upgrading Reactor Operator b Senior Reactor 

Training Quallf Icatlons" b Item II B 4, "Training 
F'e'tlgata Coro Damage " 

ER, o E Rochester Oas b Electric Corp 82/04/06 CRUTCHFIELD, D 
* seating Reactors Branch 5 25pp 12724 219 24X 

Me* : Sa-244, 82/04/06,8204190066 


8204260194 Forwards calculation of internal friction ang le. cohe slon b 
travel distance of mud wavo genorated from slope failure for 
8EP Topic tl— 4 D. stability of slopes, in response to NRC 
S20219 ltr. Slopes are stable 

ftAIER. J E Rochester Oas b Electric Corp 02/04/19. CRUTCHFIELD. D. 

Operating Reactors Branch S 8pp 12836' 207 24X 

Fiche 50-244,82/04/19.8204260194 


A0143 Forwards App B to evaluation of BEP Topice VI-2. D. "Mas# b 
^■91/ Release for Possible Pipe Break Inside Containment." 

* 3. "Containment Pressure b Heat Removal Capability " 

^20201 main stcan line break analysis acceptable 
^■‘'•^F’IE'LD, 0 Operating Reactors Branch 5 82/04/12 MAIER, 0. E 

Gas b Electric Corp lOpp 12666 12B 24X 

50-244.82/04/12,0204140143 


82042J0295 Oonerlc Ltr 32—09 to all power reactor 1 Icenstes, app 1 Icants 
for OL. NSSS vondore b reactor vendors re envirDn 
qual 1 f icatlon of saf ety-relatod electrical equipment. 

NRC position re qualification requirements end 
EISENHUT, D o Division of Licensing 82/04/20 HAU3PUR0. A 
Caneelldated Edison Co of New York lepp 12Q62'337 24X 

Fiche 90-000.82/04/20.8204210293 


Notifies of 820408 meeting in Bethesda.HD to diicuss 
^"^^Wral upgrade for loads b load comblnatians 

risk analysis results will be presented et 
meeting. 

•^HfrieLD, D Qparatlng Reactors Breneh 9 82/04/12 MAIER.O E 

Oas b Electric Corp 2pp 12670 068 24X 

50-244,82/04/12,8204140460 


8204260147 Informs that end cannectiono of turbine bldg structural 
member 25 will resist setsmlc raembor forces No mods will be 
made for Open Iseua 2, in response to BEP Topics III-6 b 
III— 11 re seismic design consld erat ions 

MAIER, J E Rochaeter Oas b Electric Corp 82/04/20 CRUTCHFIELD, 0 
Operating Reactors Qranch 3 6pp. 12838' 292 24X 

Fiche 30-244. 82/04/20, 8204260147. 


Forwards final evaluation of SEP Topic VI-4, "Containment 
.pinion- 8ys," b revised topic difference summery 

D. Operating Reactors Branch 9 82/04/12, MAIER. J.E. 

Oas b Electric Corp. 44pp 12722.186. 24X 

" • 5 50-244, 02/04/12, 8204190280, 


8204230880 Forwards application for amend to License DPR- i&, r ev Is Ing 
App A Tech Bpact to Incorporate plant syt mods for 
containment isolation valve. Table 3 6-1 Class III amend 

wncip 

M HacRae 02/04/22 DENTON. H H. 

''***'' Regulation, Director. Ip. 12B14.213 24X 

Fiche* 30-244, 82/04/22.0204230300. 
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— 6204330533 App]ie*t;6on for amefliJ to Licen** DPH-IS. opdst inj App A 
T*eh Spit Tam* 3 6-1 r • Eontalnuiant Isolation valva 
KAIgR-J E RDCh»»tir Oas b Elsctrlc Carp 03/'O4/16 3pp 

12314 214 Z4X Fich* 50-244 j 03/04/23- 3204230580 


— 02O433OS8B R*vl»*<i T»eh Spac Table 3 6-1 re containiinnt Isolation 
valve 

a Jtochoeter Oa-s b Electric Corp 62/04/16 lOpp 12814 217 
24X Flet# 50-244- 92/04/22, 6204230580 


8204260219 Application for anend to Ulcenie DPfi-lB, alloul nj containment 
fire detection initrumenti to be made inoperable during 
containment leak rat* teet Amend fee end 

MA1ER,J E Focheetir Oaf b Electric Carp 62/04/23 OENTQN-H R 

Office of Nuclear Reactor R*}ulatiani Director 4pp 12870 294 

24X Flche 30-244, 82/04/23- 9204200219 


— 8204280223 Pr opDSed Tech Speci alloutng containment fire detection 
instruments to be made Inoperable during containment leak 
rate test 

e Rochester Ois & Electric Corp 63/04/23 3pp. 12870 299 24X 

Flebe 50-244,92/04/23,9204280219 


B204280440' Forwards responia to 020317 Oeneri c Ltr 32-05 requesting 
that util confirm campletlon of cartain post-TNI 
requirements & schedule for imp 1 emen t a tion 

HAIER.J E Rochester Oat S Electric Corp 92/04/23 CR6TCHFJELD, D 
Operating Reactors Branch 5 4pp 12869 147 24X 

Flche 50-244,92/04/23.9204260440 


8204290205 Forwards results of st'am generator tube metallurgical tsam 
HAIER-JE Rochester Oai b Electric Carp 92/04/23 CRUTCHFIELD, D 
Operating Reactor* Branch 5 S5pp 12692^206 24X 

Flche 50-244,92/04/33,620429029 5 


—8204020436 IE Irstp Rept 50-244/82-03 on 820101-0226 None omp H ante 
noted failure to establish bearing temp values I, limits far 
pumps In insarvlce pump test program 

riMNEHMAN, R P , HtSTER-H B 01 vis ion of Project b Resident 

Programs 62/03/16 lOpp 12503 027 24X Flche 60-244,82/03/18. 

8204020426 


6204210352 Notification of 620323 meeting u/util in Sethesda.MD to 
provide current status of steam generator Insp b util plans 
for current refueling outage 

LYONS, J E Operating Reactor* Drancb 5 62/03/18 CRUTCNFIELO.O- 

Operating Reactors Branch 5 2pp 12000 2 9 7 24X 

Flche 50-244. 92/03/19,8204210352 


9203250308 Discusses eddg current testing method used to inspect steem 
generator tub* degradation, in response to Ctr 620215 ltr 
recommending NRC mandate fiber optic Insp in PHRs Fiber 
optic Insp Incapable of detecting all form* of degradation 
OENTDNi H R Office of Nuclear Reactor Regulation, Director 
82/03/19 MQLHOLT, 8 Public Interest Law Center of Philadelphia 
Ip 12413 268 24X Flche 50-000,82/03/19,6203250308 


— 6203250311 Recommends that NRC mandate complete fiber optical Insp of 
steam generator tubes on all extant Pl-fls in U0 at nest 
rafue ling 

NOLHOLT.B Public Interest Law Center of Philadelphia 62/02/15 
PALLADINO-N J Commiss lonert Ip 12413 269 24X 

Ftcbe 50-000.62/03/19,9203250306 


6204O1ODOB Responds to 620213 ltr ra steam generator tube inip results 
Primary means to inspect tube degradation is eddy current 
testing flethipd detects b measures depth flaws in tubes 
DENTON, H R Office of Nuclear Reactor Regulation. Director 
B2/03/19, MOHOLTiB Center for Environmental Health 3pp 
12496 129 24X Flche 50-000,82/03/19,8204010006 


62043D02S2 Forwards NURE0-O9D9 H/o end 

MAR TUI, T T Division of Engineering b Technical Programs 92/04/23, 
LAND-L Rochester Oas b Electric Corp tp 12SB9 194 24X 

Flche 90-244,02/04/23,9204300282 


8204290217 Sunmariies final dUpaeitloii of SEP Topics 11-3 A, II-3 B, 
11-3 Bib 11-3 C re hydrology Flnel safety svaluatinn 
being prepartd b will be sent in near future Topic 
aval-uatloni are consldarid final 

CRUTCHFIELD, D Operating Reactors Branch 5, 82/04/26 MAIER.U E. 

Rochester Oas b Electric Corp 5pp 12870 302 24X 

Flche 50-244,02/04/26,6204290217 


0204280230 Forwards summary b evaluatioit of sequence of events, opaTator 
actions, eirarg snrg procedures, equipment performance, 
radiological assiisment b recommendations re B2D12S fi steam 
generator tube failure 

HAIER.J E Rochester Oas b Electric Corp, 82/04/26 CRUTCHFIELD, D 
Operating Reactors Branch 5 Ip 12863 001 24X 

Flche 30-244, 92/04/26,9204280230 


— 0204280234 "6taan (generator Eva luatton, Oinna Steam, Tube Rupture 
fncldent, 820I2S, RE Oinna Nuclear Puuer Plant " 

* Rochester Oas b Electric Corp 82/04/26 4O0pp. 12063,003, 
24X Flche 50-244,92/04/26,0204290230 


8204300454 Forwards info to luppl 920413 Incident evaluation rapt. Info 
updates Section 5.2, ''Pressurized Power Operated Relief 
Valves," manufacturer bulletin for AaCO three-way solenoid 
valve b outline drawing of steam line safety valve 

HAIER, J E Rochester Dai & Electric Corp 82/04/26 CRUTCHFIELD, D. 
Operating Reactors Branch 3 8pp 12BS6' 191 34X 

Flche 50-244,82/04/26,0204300454 


e2042l0'73t NRC REPORT OH THE JANUARY 25,1992 STEAM OENERATOR TUBE 
RUPTURE AT R E DINNA NUCLEAR POWER PLANT 
MARTIH, T T. Division of Engineering b Technical Programe, 
NURE0-09O9 82/04/30 339pp 10798,063 24X Flche 50-244. 

82/04/30, 8204210731 


0 Inspection reports, IE Bulletins b corresp ondenct 


820402'0397 Ack receipt of 920319 ltr informing NRC of steps taken tg 
correct violations noted In IE Insp Rept 50-244/81-10 
MARTIN, T T Division of Engineering b Technical Programs 02/03/29, 
MAIER, J.E Rochester Oas b Electric Corp Ip 12503 320 24X 

Flche 50-244,82/03/29,9204020397 


— 8204020399 Responds to NRC 820210 ltr re violations noted in IE Imp 
Rept 50-244/61-10 Corrective action* air handling equipment 
was in place during operation providing adequate protection 
Air samples evaluated b compliance achieved 810526 
MAIER, J E Rochester Oas b Electric Carp 82/03/19 MARTtN.TT, 
Division of Engineering b Technical Programs 2pp, 12503 321, 

24X Flche SO-244, 82/03/29, 9204020397 


8204130365 Forwards IE Info Notices 82-09, "Cracking In Piping of 
Makeup Coolant Lines at DbW Plants" b 82-10, "Following up 
Symptomatic Repairs to Assurs Resolution of Problem “ No 
written response required 

HAYNES.R C Region 1, Office of Oirsetor 02/03/31 a'TOOLEiJD 
Consolidated Edison Co of New York CIRITIS, N W, Pennsylvania Pouer 
b Light Co KEMPER, US Philadelphia Electric Co Spp 12602 249 
24X Fiche 50-000,82/03/31,8204130365 


82041S046S Forwards IE Bulletin 82-01, "Alteration of Radiographs af 
Melds in Piping Bubassemb 1 las " Mo written response 
required, 

HAYNES, H C Region 1, Office of Director 82/03/31 0 'TOOLE. J 

ContoUdatid Edison Co af Ne(u York, TALLMAN.W C. Public Service 
Co of New Hampshire POLLOCK, M 5 Long Island Lighting Co. 6;p 
12603,234 34X Flche 50-000,82/03/31,8204150462 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies in Wide Range 
Pressure Instrument* Used In We*tinghou*e Designed Plants " 

Bve lilt enc 1 

JORDAN. E L Division of Engineering b Quality Assurance, 82/04/09 
63pp 12878.342 24X Flche 50-000,82/04/09,8202040142 


8204270220 Forward* IE Insp Rept 50-244/62-03 on 820315-17 No 
noncomp llance noted. 

MARTIN, T T Divlelon of Engineering b Teehnlcel Progrem* 02/04/09. 

MAIER. J. E Rochester Oas b Electric Corp. 2pp. 12853’ 013 24X 

Flche 50-244, 82/04/09, 6204270226 


8204020426 Foruirds IE Insp Rept 50-244/82-03 an 020101-0220 b notice 
(jf violation 


8TARQBTECK1, R Division of Project 
MAIER, J E. Rochester Oas b Electric 
Flche- 50-244, 82/03/18, 6204020+26 


b Rasidint Programs. 02/03/18, 
Corp 2pp. 12303.023 24X 


— 0204270230 IE Insp Rept 50-244/62-05 on 820315-17 No noncomp 1 tanc* 
noted Major area* inspec ted' r efuel ing activities b outage 
malnt, 

PETRDNE, C. D, . BETTENHAUBEN, L Division of Engineering bTacbnicil 
Programs 82/04/02. 6pp 12853 017 24X Flche, 50-244, 82/04/09, 

6204270226 


■0204020428 Notice of violation from insp on 020101-0228, 

STAROBTECKI.R, Division of Project b Resident Prog rami. 82/03/18 
2 pp 12503 023 24X Flche' 30-244, 62/03/10, 8204020426. 


0204260281 Forwards data on steam generator Insp b maint in tabular 
form re operation experience w/Mastlngh ousa PMR itaam 
generators through Jan, 1982 

CRUTCHFIELD, D, Operating Reactors Branch 3, 02/04/12. MAIER, J 

Rochester Oas b Electric Corp, 4pp. 12839! 179. 84X 

Flch*' 50-244, 82/04/12, 0204260261. 


DOCKETED ITEMS 


BE 


9S04S'&0t2S Suinm«rg of 020323 msetlng u/util b UcEtinghout* r* proposed 
repair activltiei for ^actiltg tteam genarat^or tubaa 
Vi«uireph« and. 

LY0M9< J E Operating Reacton Branch 9 82/04/14 Operating 

Reactor* aranch 9 3pp 12840 244 24X Flche 90-844,02/04/14, 

B20426012S 


3204300499 Foruardt IE tn«p Rept 90-244/82-04 on B20822-24 No 
noncompliance noted 

HART I II, T T Dlvlilon of Engineering ti Technical Program 02/04/19 
MAIER.JE Rocheeter Oa« «c Electric Corp 2pp 128B6 173 24X 

Flche 90-244, 82/04/19,8204300499 


0204270480 Foruiardi LER B2-009/03L-0 

riAIER, E Rochettep Oaa & Electric Corp 02/04/16 HAYNES, R C 
Region 1* Office of Director tp 12B94 289 24X 

Flche- 90-244, 82/04/ 16, 8204270400 


— 0204870490 LER a2-009/03L-0 on 020380. »afoguard bus 17 mat out of *vc 
for more than 7 dage due to Initallatlon of nsu undervoltaga 
eg* on buiee 16 fc 17 Bute* returned to *vc on 020326 1, motor 
driven fire pump returned to operable «tatu* 

NEED I E i DODINE, J C Rocheeter Oa* t< Electric Corp 02/04/16 

Region I, Office of Director Ip 12894 290 24X 

Fiche 50-244.82/04/16.9204270400 


—0204300461 IE tnep Rept 50-244/82-04 on 020222-24 No noncompl lance 
noted Hajor area* Inspected Implementation of corrective 
actions for radiation protection program deficiencies 
identified during NRC health phgclcs appraisal 
NIMlrz.R L , ROWE,C A . KNAPP, P J Region 1, Office of Director 
02/04/13 14pp 120B6 179 24X Flche- 90-244, 82/04/19, 8204300499 


8204190271 Feruardt safetg evaluation re SEP Topic III-07.A, "Inserylee 
Inpp Including Prestressed Concrete Containments H/Eithcr 
Grouted or Ongrouted Tendons, ” Safetg evaluation assumes 
resolution of tendon relaiation problem, 

CRUTCHFIELD, D Operetlng Reactors Branch 9 82/04/16 hAIER,vI E 

Rocheeter Oae & Electric Corp 12pp 12722 238 24X 

Flche 90-244,82/04/16,8204190271 


0204260126 Summerg of 020406 meeting u/utll,BNL It Franklin Research Ctr 
re metallurgical results of facllitg steam generator tube 
insps per 820129 event Neit meeting tentatively set for 
820420 in P 1 t tsburgh, PA 

LYONS, J, E Operating Reactors Branch 9 02/04/16 Operating 

Reactors Branch 9 4pp 12040 240 24X Flche- 90-244, 82/04/16, 

0204260 i 28. 


8204260081 Responds to FQIA rei^ueit for four categories of info re 
Uan incident at facllitg NRC did not investigate use of 
alcohol *• or drugs or conduct ang type of medical 
Investigation List of technical staff contacted onci 
FELTON. J M Division of Rules and Records, 08/04/20 LEE. 0 E. 
Affiliation Unknown Ip 12876 336 24X Fiche S0-'244, 82/04/20, 

8204280001 


T Hearing transcript* on non-ant itrust matter* 


8204080212 Teitimong of MJ Palled ino on NRC FVB3 budget request before 
Subcom/ol ttee on Energy & Uater Development «< Committee on 
Appropriations 

PALLADINO, N. J Commissioner* 02/03/22 17pp. 12619 048. 24X 

Flche 90-000.02/03/22.0204080212 


—8204080282 Requests info re llcentlng of plant* to provide background 
info for discussions 

AHEARNE.J Commissioner* 02/02/19 Office of the Eiecutlvc 
Director for Operation*. 2pp. 12619 066 84X 

Flche 90-000,02/03/22,0204000212 


0202040143 IE Info Notice 82-12, "Surveillance of Hydraulic Snubbers " 
H/enc 1 SVC list 

JORDAN, E. L Division of Engineering t, duality Assurance 82/04/81 
64pp 12073 001 24X Fiche 80-000,02/04/21,8202040143. 


8204030402 Partial transcript of 264th ACRB general meeting on 020401 
in Meshing ton. DC Pp 1-176 

* ACRB - Advisory Committee on Reactor Safeguards. 02/04/01 
177pp 12923.012 24X Fiche 90-244,82/04/01.0204090402. 


R Periodic operating report* it related correspondence 


S204190329 Forward* monthly operating rapt for Feb 1982 

SNOU. 0 Rochester Oas 6 Electric Corp 82/03/09, Office of 
Henagement and Program Analysis tp 12683.127 24X 

Flche 90-244,82/03/09,0204190329. 


— 8204150333 Monthly operating rept for Feb 1902 

MCNAMARA. A E Rochester Oss fc Electric Corp 82/03/10 6pp 
12683, 120 24X Flche- 90-244, 82/03/09,0204190329 


8 Reportable occurrences, LERt Ic related correspondence 


8203290372 Forwards compilation of preliminary Info re 020129 steam 
generator tube rupture event, consisting of chronology of 
notiflcatlo’ti' reactor sequence of events, rad iologleal 
coneideratlon* b other documentation 

M1LL8.M R Division of Engineering h duality Assurance 02/02/03 
JORDAN. E L. Di vie Ion of Engineering (■ duality Assurance. 19pp 
12089.290. 24X Flche! 30-244, 02/02/03, 8202290372 


0204300029 Transcript of 820414 public meeting in Washington, DC re 
discussion of rept on task force on evaluation of Oinna 
event Fp 1-04 

* Gonmiss loners 02/04/14 9app 12920 292 24X 

Fiche- 90-244, 82/04/14. 8204300029 


U. Congresslonal/Esecutlvc Correspondence 


0204220063 Responds to 820128 Itr espresting concern re manner in which 
NRC deals u/problam. of steam generator tube Integrity NRC 
is adequately addressing problem Bteam generator Insp 
history , abstract of NUReO-0886 It NRR budget analysis end 
PALLADINO, N vl Commissi oners 82/03/31 MARKEY, E J House of Rep. 

193pp 12022 aOl 24X Fiche 90-244,02/03/31.8204230063. 


— 0802290230 Comments on 820123 radioactive release caused by steam 
generator tube leak Budget priorities should take back seat 
to safety concerns Specific info on steam generator tube 
integrity requested 

MARKET. E J House of Bep. 82/01/28 PALLADINO. N J 
Commissioners. 3pp. 12023 1 97 34X Flcht 90-244,02/03/31, 

8204280063 


0204090024 RQ 82-OlO/OlT on 020323, local radiation emergency declered. 
Including conflrmetloD of 24-h notification re evacuation of 
fir* ttiotche* from inoperable ion* S-019,Cau*e4 by Increase 
in airborne activity associated u/mod in B steam generator 
NQOMi J. C Rochester Oa* b Electric Corp. 82/03/24. HAYNES, R C 
Region 1, Office of Director ip. 12921.087 24X 

Flche: 90-244, 02/03/24, 0204090024 


0204800086 FOIA request for identification of person* contacted re 
820129 incident at facility, info concerning NRC , . 

ofi of drug or olcohol w** porionnol « ir 

medtcel investigation ™ ... 

LEE.D E. Affiliation Unknown. 88/03/29 BELTON. J M Division of 

Rule* and Records, 2pp. ia876!337, 24X Flche: 90-244, 08/03/29, 

8204280006 


8204190386 Forward* LER 82 - 010 / 01 T-0. 
KAIE8, J.E. Rochester Oe* b Electric 
Region 1, Office of Director. ip* ' 
Fiche - 90-244. 02/04/06, 8204180306 . 


Corp 02/04/06 
18602/874, 24X 


HAYNES, R C 


DOCKET 30-249 MILLSTONE NUCLEAR POWER STATION, UNIT 1 
F Security, medical, emergency Si firs protection plant 


8204060102 Forwards station b corporate emergency organ! latlon orerclse 
ob jsctlves 

COUN0TL. W O Northeast Nuclear Energy Co isubs of Northeast 
Utilities) 82/01/08 HAYNES. R.C Region 1, Philadelphia, Office 
of the Director <81/03/01}. 4pp. 12956:169 24X 

Flche- SO-249, 83/01/00, 8204060103. 


02O4O6QOSS Forward* •cenerlo for emergency preparedness exercise 
scheduled for 82031 9. Eicp ed 1 1{ out review b concurrence 
requested 

COUNRIL.N. O Northeast Nuclear Energy Co <tub* of Northeaat 
Utllltlei), 83/02/23 NAYfEB. n C. Region 1, Office of Director. 
9pp 12991:139. 34X Fiche. 90-249. 82/02/23,0204060008. 


-8204190392 LER 08-010/01 T-0 1 on 820323, diiring local radiation emergency 
In intermediate hldg north, fir* Watch evacuated from area 
Fire watch returned to Inojjerabl'* fire #oppre**ion ereei 

I, Office of Director, 8pp> '12683: 279, aw ricpie ao aae, 
82/04/06,8204130306. 


0204230493 Forward* "Crerclaa Controller Manuel for 820319 E«er cite 
of Emergtncy Plant. " 

COUNSIL.W 0, , CAONETTA,*) P, Connecticut Yankee Atomic Power Co. 
COUNSIL, H. 0. Northeast Nuclear Energy Co (subs, of Northeast 
Utilities). 02/03/12. HAYNES. R C. Region 1, Office of Director 
app 12817 191. a4X Flche- 90-249, 02/0-3/12,0204230493 
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— 0204S304S8 ''Eterclll Contraller Manual for 620319 Ei*rcisa of 
Eraarjency Plan* “ 

• Connocticut Yankaa Atomic Pouer Co • N'orthaait Nucloar Energy 
Co (subs of NortKoast Ubilitissl B2/'03/l9 40p|) 12B17 193 

a^X Flche 90-S45. 93703/13. 6204230433 


8204090224 Foruard* Ajsond S3 to Llesnso DPR-21 t< FR notice of 1 isuanca 
Amend change* Tach Sfacs by incorporating llRilting 
conditions for operation U surveillance requlrsAents for 
fire protection mod* 

CRUTCHFIELD. D Operating Reactors Branch 9 GS/O^/Oa COUMBIL.W 0 
Mortheast Nuclear Energy Co Isubs of Northeast Utilities) 4pp 
1Z629 177 2 4X Flche 30-245. BZ/OA/Oa. 6204090224 


8202110074 Order modi Tying 610113 order. conti nvlng ecemptlon & 
estinding completion date for installation of plant mods 
needed to comply U/NURE0-06&1 App A acceptance criteria 
EISENHUT. D O Division of Licensing 82/01/19 Northeast Nocicar 
Energy Co (subs of Northeast Utilities) 5pp 11932 053 24X 

Flche 50-243.62/01/19.6202110074 


8204150050 Summary of 620119 meeting u/util in Bethesda.ND re 
opposition to requirement for diverse scram level sensing 
Instr umentatl on In scram discharge lys Vleugraphs end 
SHEA. 0 J Operating Raactori Branch 9 82/02/11 Operating 

Reactors Branch 5 3pp 12709 348 24X Fiche 50-243,82/02/11. 

8204130050 


— 8204090228 Amt nd 83 ta License DPR-21 . Incorporat log limiting conditions 
for operation & eurvaillance requirements for fire 
protection mods 

CRUTCHFIELD. 0 Operating Reactors Branch 5 62/04/02 14pp 

12529 101 24X Flche 30-243.62/84/02.6204090224 


8204030109 Requests addl info re NUREO-0737. I tern II D 1. "RCS Vanti 
Reply requested ulthln 50 days 

CRUTCHFIELD, 0 Operating Reactors Branch 5 82/03/25 COUNSIL.HO 

Northeast Nuclear Energy Co Csubs of Northeast Utilities) bpp 
12513 294 24X Flche 30-249.62/03/29,8204050109 


B304090152 Requests copies of llcsnsse/appllcant requests for 
titenslon or oiemption re Implementation of 10CFR73 at 
Only Haddan Nock & Hlllstonc have submitted fees 8 < fee 
forms 

TREMPER.L License Foe Management Branch 92/04/05 Office of 
Nucleer Reactor Regulation. Director Ip 12533 250 24X 

Flche 90-000/82/04/03.8204090152 


8204300305 Forwards IE Insp Repts 30-245/62-05 h 50-335/82-07 on 
620207-0327 No nonconp 1 lance noted 

STAROSTECKI. R Division of Prolect & Resident Programs 62/04/19 
C0UN8IL.U 0 Northeast Nuclear Energy Co isubs of Northeast 
Utilities) 2pp 12889 193 24X Flche 90-343.82/04/19,8204300303 


—8204300314 IE Itiep Repts 30-249/82-09 ic 50-335/62-07 on 820207-0327 
No nonconp 1 lane e noted Major areas inspected evaluations 
of plant Optra t ions. equipment alignment b readiness. physica 1 
security b fire protection 

SKEOLOSKY.U T. . LIPINSKI.DR , ELSASSER. T C Division of Project b 
Resident Program* 82/04/14 18pp 12889 195 24X 

Flche 50-349.62/04/19.8204300305 


8304290261 Forwards updated info originally submittsd in 620309 Itr r« 
status of prompt notification tys at of 830331 Updatad 
project schedule encl Monthly status repts will he submitted 
until sys an declared operable 

CQUNSlLiH 0 Connecticut Yankee Atomic Power Co COUNSIL.M 0 
Northeast Nuclear Energy Co (subs pf Northeast Utilities) 

82/04/23 EtSENIdUr, 0 0 Division of Licensing 3pp 12884 019 
24X Fiche 90 '000. 82/04/23. B 204390251 


I Financial information 


8204060142 Qeneric Ltr 02-03 to all operating DURs re high burnup 
MAPLHOR limits Based on listed considerations, plant-specific 
ref to GE position accaptabls Overslie list of racipienti 
sncl Aperture cards available In POR 

EtSENHUT.DO Division of Licensing 82/03/31 OELOEOROE. L 
Commonwealth Edts-on Co KINECK.D L Iowa Electric Light b Pouer Co. 
BERRY. O T Power Authority of the State of New York 2pp 
12692 079 24X Flche 30-000,62/03/31,8204050142 


6204070362 Forwarde evaluation of util safety assessment of SEP Topic 
ttI-3 Srptpe break outside containment b requests 
clarlf Icatlon, 

CRUTCHFIELD, D. Operating Beactors Brancli 5 82/03/31 COUHSJL.M « 

Northeast Nuclear Energy Co isubs of Northeast Utilities) 1 Ipp 
12374 297 24X Flch O. 80-245. 62/03/31 , 8204070362 


8304000309 Comment* on 82020B review results of TMI Action Plan Itsmi 
I A 1 3 re shift manning. I C S re procedure for feedback of 
operating eiperianco to plant staff b 1 C 6 re procedures to 
vtrify performance of operating activities 

CQUN3IC. W 0 > CAONETTA. J P Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNBIL. U 0 Connecticut Yankee Atomic Powir 
Co 62/04/01 CRUrCHFIELD.D Operating Reactors Branch 3 
CLARK. R A Operating Reactors Branch 3 4pp 12603 327 24X 

Flche 30-000.62 /04 /0 1 . 820408030 9 


8204090224 Forwards Amend 83 to Ulcanse DPft-21 b FR notice of issuance 
Amsnd changes Tech Specs by incorporating limiting 
conditions for operation b surveillance requirements for 
fire protection mods 

CRUrCHFIELD.D Operating Reactors Branch 9 82/04/02 COUNSIL.M 0 

Northeast Nuclear Energy Co (subs of Northeast UtilitlesI 4pp 
12529 177 2 4X Flcbe 30-243. 62/04/02, 0204090224 


8204050108 Forwards Annual Financial Repts 1961 

BISHOP, R. 14 Northeast Utilities 62/04/02 Office of Nuclear 
Reactor Ragulatlon. Director Ip 12397 271. 24X 

Flche 50-249.62/04/02,8204050106 


— 8204050113 Annual Financial Rapt 1981 

ELLI 8 .U B , StLLIN.L F Ifestern Maisachusatts Electric Co. 
82/03/19. 24pp 12357 272 24X Fiche 30-249.82/04/02.0204060108 


8204050120 Annual Financial Rapt 1901. 

ELLI 81 U 0 , SILLIN.L F Hartford Electric Light Co 82/03/12 
7lpp 12557 300 24X Flche 90-249.82/04/02,8204060108 


— 0204060127 Annual Financial Rapt 1981 

ELLIS.ir B I SILLIN.L F. Connecticut Light b Power Co, 81/12/31 
83pp 12950 014. 24X Flche 30-245.82/04/02,0204060100. 


— 8204090223 Amend 83 to License DPR-21, incorporating limiting conditio'.^* 
for operation b surveillance requirement* for fire 
protection nod* 

CRUrCHFIELD.D Operating Reactors Branch 3 82/04/02 14pp 

12629.181 24X Flcha 50-249.62/04/02.8204090224 


—8204090233 Notice of Issuancs of Amend 83 to License DPR-2t 

CRUTCHFIELD, D aperating Reactors Branch 9 02/04/02 2 pp 

12529.199 24X Fiche 30-249,82/04/02.6204090224 


8204250142 Ferwards "Final Rule on Interim Requirements Re Hydrogen 
Control." preliminary evaluation for facility Final rapt to 
be submitted upon completion of eva luations . approi 820701 
COUNSiLiU G , CAONETTA. U P Northeast Nuclear Energy Co isubs ef 
Nerthsast Utl lltles) COUNStL. W. Q Northeast Utilities. 82/04/02. 
DIRCKSi M J Office of the Eiscutive Director for Operations 9pp 
12938 207 24X FI chei 90-249, 82/04/02. 8204260142 


P Operating llcenss stage documents b corres pondenes 


8204220363 Risponds ts FOIA rtqueit for seven categories of dociincnti 
r* Tfll action plan 

FELTON.J.M Oivisien of Rules and Records 81/11/12 OHOLLV.S.C, 
Union of Concerned Bcisnttsts 6 pp. 12824.100 24X 

Flche 50-000. 01/11/12,8204220363 


-8003130391 Discusses Jan 1980 site visits to vtrify imp lamentation o 
Category A Lessons Liarned requirementi, Requtit* that DIv of 
Opirating Reaetdrs projact managars b IE regional director 
participate in site visits 
® Division of Operating Reactor* BO/Ol/lO 
sfoJv.. Operating Reactors Branch 1 iPre 800428) 

IPPOLITO, T Operating Reactors Branch 3 (Pre D00428), ZIEMANN. D 
2 *PTi 8004291 9pp, 12024. 139. 24X 

Flchi; 50-000.81/11/12,6204820385 


— 6204250145 "Final Rule on Interim Requirements Re Hydrogen Contra).* 
preliminary svaluatlon for facility 

» Northeast Nuclear Energy Co isubs of Northeast Utilitlai) 
62/04/30 40pp 12838.212 24X Flche. 50-245, 62/04/02. 6204250142 


0204120279 Offar* no comments on draft evaluation re SEP Topic 
Vltl-2j "ESF 8 ys Control Logic & Design " Rspt factually 
correc t, 

COUNSIL.U 0 Northeast Nucltar Energy Co (sub* of Northiast 
Utilities). 62/04/09. CRUTCHFIELD Operating Reactors Branch 9 
ip. 12630:030 24X Flche- 90-249. 82/04/09, 6204120279 


B204090377 Confirms completion of electrical section of SEP Topic Vl't. 
containment isolation sys, per 820401 request Containments 
must be isolated on high radiation 

BKEA<J. J Operating Reactor* Branch 9 02/04/07 COUNStL. M, 

Northeast Nuclaar Energy Co isubs. of Northeast Utilities) 2pp 
12627. 120. 24X Flche, 30-249. 02/04/07,8204090377 



DOCKETED ITEMS 


B7 


830419044^ Advi let of iiii«undor« tend Ing re NRC rovited tafitg evotuation 
concerning SEP Topic I!I-IO A. “Thermal -Over load Protection 
for Motor-Operated Valves “ Verification needed that proper 
thermal-overloads have been selected 

SHEAiJ J Operating Reactors Branch S QS/04/1S C0UN5IL. U 0 
Northeast Nuclear Energg Co (subs of Northeast Utilities) Spp 
12684 339 24X Fiche 30-245,82/04/12,8204130446 


8204220342 Advises that NRC evaluation of SEP Topic IV-3, "BWR Jet Pump 
Operating Indications," factual Ig correct Util has no 
comment 

COUNSTLaU 0 Northeast Nuclear Energg Co (subs of Northeast 
Utilities) 82/04/13 CRUTCHF lELO, 0 Operating Reactors Branch S 
Ip 12006 173 84X Fiche 50-243,02/04/13,0204220342 


8204270366 Foriuards safetg assessment rept for SEP Topic 1 1 1-4 C, 
"Internallg Generated Missiles," per NRC 810707 Itr Rept 
demonstrates plant capabllltg to achieve cold shutdoun 
condition follouilng generation of missile 

COUNSILiU 0 Northeast Nuclear Energg Co (subs of Northeast 
Utilities) 02/04/13 CRUTCHF lEUD, D Operating Reactors Branch 3 

t6pp 12832 OSe 24X Fiche 30-243,82/04/13,0204270366 


Q Inspection reports, IE Bulletins i correspondence 


8204070345 Ac k receipt of 820126 Itr informing NBC of steps taken to 
correct violatlone noted In IE Saftguerds Insp Repts 
50-245/01-12 «< 50-336/81-11 

MARTIN, T T Division of Engineering k Technical Programs 02/03/23 
C0UN8IL, U 0 Nerthsast Nuclear Energg Co (subs of Northeast 
Utilities) ip 12974 278 24X Fiche 50-245,82/03/23.0204070345 


8204090361 Forwards IE Insp Repts 50-245/82-06 2 50-336/82-08 on 
820301-04 No noncomp 1 lane e noted 

MARTIN, T T Division of Engineering 6 Technical Programs 82/03/24 
COUNSILfH 0 Northeast Nuclear Energg Co Csubs of Northsact 
Utilities) 2pp 12627 160 24X Fiche 50-245,82/03/24,8204090361. 


— 8204090367 IE Insp Repts 50-245/82-06 t< 50-336/82-00 on 820301-04 No 
noncompllaneo noted Major areas inspactsd OA program (t 
QA/QC administration program 

FETRONErC 0 , BETTENMAUBENi L Division of Engineering k Technical 
Programs 88/03/23 4pp 126 27 1 62 2 4X Fiche 50-245, 82/03/24, 

8204090361 


8204270383 Foruards BAR for 8EP Topic I II-S A, "High Energg Pipes “ 
CDUNSIUaN 0 Northeast Nuclear Energg Co (subs of Northeast 
Utilities) 82/04/13 CRUTCHFIELD, D Operating Reactors Branch 5 
200pp 12854 012 24X Fiche 50-245,82/04/13,8204270303 


82Q4220424 Submits comments re draft evaluation of SEP Topic VI-4i 
"Containment Isolation ” 

COUNStLfH 0 Northeast Nuclear Energg Co (subs of Northeast 
Utilities) 02/04/14 CRUTCHF lELD, D Operating Reactors Branch 5 

3pp 12806 257 24X Fiche 50-245,82/04/14,8204220424 


8204160152 Oeneric Ltr 82-07 to all BWR plant llcensaes 1< applicants re 
transmittal of NURE(5-0909 relative to Olnna tube rupture 
U/o end NUREO List of NRC recipients end 

EtBENHUT. D 0 Division of Licensing 82/04/15 Commonweelth 
Edison Co 7pp 12787 196 24X Fiche 50-000,02/04/15,8204160152 


8204150365 Foruards IE Tnfo Notices 82-09, "Cracking in Piping of 
Makeup Coolant Lines at SLN Plants" k 82-10, "Following up 
Sgmptomattc Repairs to Assure Resolution of Problem •' No 
written response required 

HAYNES, R C Region i. Office of Director 82/03/31 O'TOOLEtJD 
Consolidated Edison Co of New York UDERITZifl A. Public Bervleo 
Electric L Oas Co of New Jersey MAlERiJ E Rochester Oas & 
Electric Corp 5pp 12682.248. 24X Fiche 50-000,82/03/31, 

8204 1 50365 


8204150462 Forwards IE Bulletin 82-01, "Alteration of Radiographs of 
Melds In Piping Subassemblies " No written response 
required 

HAYNES, R C Region I, Office of Director 82/03/31 O'TOOLE, J 
Consol ide ted Edison Co of New York MCNEILL, C A Power Authority 
of the State of New York UD£RITZ,R A Public Service Electric & 
(7as Co of New Jersey 6pp 1S6B3 234 E4X Fiche SO— 000, 62/03/31i 
8204150462 


8204260103 Advises of accep tab! 1 1 tg of responses to NUREC-0737 Item 
III D 3 4 h proposed schedule to install automatic control 
room isolation k provide self contained breathing apparatus 
for each person in control room during emergeneg conditions 
CRUTCHFIELD. D Operating Reactors Branch 5 02/04/16 COUNSIL.We 

Northeast Nuclear Energg Co (subs of Northeast Utilities) 6pp 
12840 201 24X Fiche 50-245,82/04/16,8204260103 


8202040142 IE Info Notice 82-li, "Potential Inaceuraeies in Hide Range 
Pressure Instruments Used in Mestlnghouse Designed Plants " 

8vc list and 

JORDAN, E L Division of Engineering k Qualltg Assurance 82/04/09 
63pp 12870 342 24X FI che' 50-000, 02/04/09, 0202040142 


"8204260105 Discusses control room habltabilitg evaluation Safe 
conditions found under both normal (< accident conditions 
Program meets criteria identified in hLIREO-0737 Item 
111 D 3 4 

MURPHY. D W Battelle Memorial Institute, Pacific Northwest 
Laboratory ai/ll/20 HOUSTDN.R W Accident Evaluation Branch 
2pp 12040 207 24X Fiche 50-245,02/04/16,8204260103 


8204260225 Forwards responses to Oeneric Ltr 82-05 re post-TMI 
requirements implementation Continued safe operation assured 
u/ealstlng implementation status 

COUNSIL, H 0 , OPEKA, J F Northeast Nuclear Energg Co (subs, of 
Northeast Utilities) COUNBIL, W 0 Connecticut Yankee Atomic Power 
Co 82/04/16 EISENHUT, DO Division of Licensing 42pp 
12835: 137 24X Fiche 50-000,82/04/16,8204260225. 


8204270274 Forwards "Control of Heavg Loads" in response to NRC 801222 
ltr Add! info will be provided bg 820615 

COUNSIL. W,0 Northeast Nuclear Energg Co (subs of Northeast 
Utilities) COUNSIL.W 0 Connecticut Yankee Atomic Power Co 
82/04/16 EIBENHUT, D 8 Division of Licensing 3pp, 12040 143 
a4X Fiche 50-000,82/04/16,8204270274 


— 8204270281 "Control of Heavg Loads " . 

# Northeast Nuclear Energg Co (subs of Northeast '^*J******' * 

Connecticut Yankee Atomic Power Co 82/04/30 9pp 12848 146 
a4X Fiche 50-000,82/04/16,0204270274 


8204210295 Qenaric Ltr 82-09 to all power reactor 1 leensees, app lieants 
for OL. N8SS vendors k reactor vendors re environ 
q.UAti'fi cation of tof Jttd tltctrlcol teiuipJBtnt. 

KRC position re qualification a 

EI8ENHUT. D 8 Division of Licensing HAUSPURO, A 

Consolidated Edison Co of New York BWiSTEIN.B Hlseonsin Electric 
Power Cq MATHEWS, ER 

12862.337. 24X Fiche 50-000,82/04/20,8804210295 


8204300305 Foruards IE Insp Repts S0-24S/S2-0S (t 50-336/82-07 on 
820207-0327. No noncomp 1 lance noted, 

STAROSTECKl.R Division of Project L Resident Programs 82/04/15 
COUNSIL, M 0 Northeast Nuclear Energg Co (subs of Northeast 
Utilities) 8pp 12889 193 24X Fiche 90-245,82/04/15.8204300309 


— 8204300314 IE Insp Repts 50-245/82-05 k 50-336/82-07 on 820207-0327, 
No noneampl lance noted Major areas inspected evaluations 
of plant op eratlons, equipment alignments, readinessi phgsical 
security S, fire protection 

SHEDLOSKY.J T . LIPINSKI.D.R , ELSASSER. T. C. Division of Project »■ 
Resident Programs, 82/04/14 IBpp 12889* 195. 24X 

Fiche 50-245,82/04/15,8204300305 


8202040143 IE tnfo Notice 52-12, "Surveillance of Hydraulic Snubbers ” 
H/enc I SVC list 

JORDAN, E L. Division of Engineering Si Oualitg Assurance 02/04/21 
64pp 12873 001 24X Fiche 90-000,62/04/21,8202040143 


R. Periodic operating repo'rts L related correspondence 


8204130397 Foruiards monthly operating rept for Sept 19Bt 

HROCZKA.E J. Northeesi Nuclear Energy Co (subs, of Northeast 
Utilities) 81/10/13, Office of Menegement and Program Analysis, 
ip. 12698.128 24X Fiche ' 90-2 49, 81 /10/13, 9204130387. 


--8204130392 Monthly operating rept for 8ipt 1981, 

HCMBUROH.O Northeast Nuclear Energy Co (subs of Northeast 
Utilitlas) 81/10/02 7pp. 12690 129 24X Fiche: 50-249, 

81/10/13, 8204130387 


8204150322 Monthly operating rept for Aug 1991. 

HARRANiO Northeast Nuclear Energg Co (subs, of Northeast 
Utilities) Bl/ll/02. App 12683:221 24X Fiche; 00-249, 81 /I 1/02, 

8204190322 


0204300228 Forwards addl info re degraded grid voltage protection Si 
adequacy of station electric distribution sgs voltages, in 

response to NRC 820312 Hr , i. „ • a a , b 

COUNSIL, H 0 , CAONETTA.J P Connecticut Yankee Atomic Power Co 
COUNSILaH 0 Northeast Nuclear Energg Co (subs of Northeast 
Utilities) 02/04/21. CRUTCHFIELD, D, Operettng Rsactors Brench 
CLiRA. R A Operating R.dc tor. Branch 3 57pp 12090 093. 24X 

Fiche- 90-000, 02/04/21,0204300228 


8204130365 Forwards monthly operating rept for Oct 1981 

KROCZKAiE J Northeast Nuclear Energy Co (subs, of Northsast 
Utilities) 8L/ll/{3 Office of Management and Program Analysis, 
Ip. 12698 080 24X Fiche, 90-246, 01/ 1 1/13, 8204130365. 



6S 
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— 830*130370 Month Iv ofttratlns rept #or tJ<t 1981 

KAftSANiO North**»t Nuciior EnoPja to (»o6< o# Horth««ft 
ytIHtii*) 01/11/09 Bpp 12699 001 24X Fltln 90-245, 
01/11/13.8204130365 


8204130406 ForwiPj# rtojithly «p»r«tln 9 pept for Dtc 1901 

MfiOC2KA> E J M9Pth»4*t Nu«li»r En4r;v Co f»ub* oP NPPthtPtt 
U 6111 tl»»f 02/01/13 OMlce oP M»n«8«m»nt and Proina* Analy^l* 

Ip 12690 219 24X Fltha SO-249, 92/01/13. 0204130*06 


--02O413O4O7 Menthly opanating rapt Por Ofc 1981 

HARfiAN.O Morthaaat Kwclaar Enarfli/ Co (n/bi oP Northeast 
l/timies) ea/Ol/09 SPP 126S0 220 24X Flehe 30-249, 
82/01/13. 0204130406 


8204090371 Forwarili aisnthly operating rept Per Jen 1982 

H0OC1KA, e J Marthiest Muelsar Energy Co Ctubs of Mprtheaet 
Utilities) 82/02/11 OPPlct eP Mpnasenent and Program Analysii 
Ip 12929 011 24X Fieha 50-249.82/02/11, B204OSO37I 


—8204260002 UER S2-0OB/O3L-0 on 820310, treat ers for mam stearnllne 
drain va 1 ve, 1 nboard torus spraig stop valve (< inboard 
drywtll spray stop valve Pound tripped Caused by uatsr 
soaking through environ end penetration seat 

BIOIAFEULI.H Northeast Utilities 03/04/16 Region 1, Offiri 
Dp Oireetor Ip 1294 1 060 24X Ftche 90-249,03/04/16, 

8204260001 


DOCKET 50-247 INDIAN POINT STATION, UNIT 2 


F Security, medical, emergency & Pire protection plans 


8204060042 NotiPics oP 8S0302 drill to test onsite {< oPPslte emerginty 
p Ians, organ! I a 1 1 ons 6 integrated response c apab i I 1 ty, par 
001224 Itr 

BAVNE, J P Power Authority op the State of New Vork O'TOOLE, J D 
Consolidated Edison Co of New Vork 81/08/09 CRIER, 0,H Region 
I, Philadelphia. Office of the Director (81/03/01) Ip 12993 340 
24X Fich# 90-247.81/00/09,8204060042 


— 3204090378 Monthly operating rept for Jan 1902 

H^RAN, 0 Northeast Nuclear Energy Co (subs of Morthiast 
Utilities) 92/02/06 Bpp. 12929 013 24X Flehe 50-249, 
32/02/11,8204050371 


8204150299 Forwards monthly operating rept for Feb 1902 It corrected 
rapt for Jan (903 

KROeZKA, E J Northaast Nuclear Energy Co (subs of Northeast 
Utilities) 83/03/11 Offic* of Manegeeient and Program Analysis 
Ip 126B3 012 34/ Flehe 50-349,83/03/11.8204180239 


— B2041SD263 Carrie ted Monthly operating rapt for Jan 1902 

marram, 0 Northeast Nuclear Energy Co (subs of Northeast 
Utllltllf) 82/03/06 Ip 12603 013 24X Flehe 90-245,82/03/11, 

03O41SO25? 


— 6204190369 Monthly opsratlng rept for Fei 1903 

HARRAN, 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities). 82/03/06 bpp 12693 014 24X Flcht 50-249, 
62/03/11, 8204190299. 


S2021I03I4 Submits list of NRC sponsored personnel who will ha visitiri 
Unit 2 to observe 020200 emergency preparedness eierclse 
Eipedttad' unescorted access to protected 6 vital areas 
renul red 

HAVNESi R C Region 1, DPflte of Director 03/02/05 0'TODUE,JD 

Consolidated Edison Co of New York 4pp 11919 370 34X 

Flcha 90-247.82/02/05,8202110314 


0304130049 Releases public version of revised emergency plan 
Imp lementlng procedures 

FELTON, J M Division of Rules and Records 02/04/02 Document 
Management Branch Ip 12661 235 34XFiche 50-003. 02/04/02. 
8204130049 


--8204130093 Foruiardi public version of revised emergency plan 
Implementing procedures, including Procedure IP-lOOt rs 
iTieb i 1 1 la t lo n of onsite emergency organllation Privacy Info 
deleted per Oenertc Ltr 01-37 

O'TOOLE, J 0 Consolidated Edison Co of New York 83/03/19 
HAYNES, R C Region 1. Office of Director Spp 13661 236 24X 

Flehe 90-003,83/04/02,8304130049 


8304140328 Forwards “Annual Environ Operating RiptiPart S. 1981 “ 
C0UN3II.,U 0, Northeast Nuclear Energy Co (subi of Northeast 
Utilities) 02/03/36 HAYNES, R C Region 1, Office of Director 
ip 12663 249 24X Flehe 90-249,82/03/26,8304140320 


— 830*140332 "Annual Environ Oparatlng Rept, Part 8,1981 " 

« Northeast Nuclear Energy Co, (suPs of Northeast Utilltlee) 
83/03/26 lOOpp 12663 3S0 24X Flehe 50-249,82/03/26. 

S2Q4H033S 


03040903*0 Forwards "Monitoring Marine Environ of Long Island Bound at 
Hillstona Nuclear Powar Plant, Annual Rept 193] " Rept should 
be Incorporated Into proceedings for Unit 3 

COUNSIL.N 0 , cACKErrA>J P Northsast Nuclaar Energy Co (subs of 
tlsFtbsast Utl Vltles). B3fO*/Oi HAYME8,R C Region I, Office of 
DlriCtar Ig 18611 108 24X Flehe 90-245. 83/04/01, 0304000340 


—8304080341 "Monitoring Marins Environ of Long island Sound at 
Millstone Nuclaar Fower Plant, Annual Rapt 1901 “ 

» Nertheait Utlllflei. 83/03/31 350pp 13611,190 84X 

plcha 50-249,82/04/01,3204080340 


8304140308 Forwards annual environ oparatlng rapt, ''Msmtoring Marina 
Environ of Long Island Sound at Nlllstona Nuclaar Powar 
Etstion " M/o snei 

C0UM9JL. W 0 J CAONGTTA, J P, Northeast Nuclear Energy Co Isubs of 
NotHtest UtlUtias). 82/04/01. HAVHEB.R C, Region ), Office of 
DJractor Ip. 136631 333 24X FUha 90-249.02/04/01.8204140300 


8 Rafortiblc occurrancas, LERs 6 related cor reapondenea 


0804090406 forwards LER e2-007/03L-0, DstaUed svent onalyils and 
MROCZKA.E J Northeast UtlKtiai 82/04/02 HAVNEB, R C. Region 1, 
OffUs of Director, app. 1262* 132 24X FUtif 90-245, 02/04/02. 

0204090406 


—8204090409 LER a2-007/O3L-0i on 020319, whi It performing isolation 
eshdansar Isolation instrument functional L callbr test, 
switch 13908 tripped at 147 Inches of wattr Caused by 
satpotnt drift Switch reesllbr' 

BCHHEIKBRT-THUL Northeast Utllftlai. 83/04/02 Raglon 1, 
Office Pf Dirictor. ip 12624' 134 24X Flchs 80-248.82/04/02, 

0204090406. 


74260001 For wards LEO 82-O0a/03L-O Detailed event analysis sticl. 
W002KA.E J. Northeast Utllltias. 82/04/16 HAYNES, R.C. Region 1, 
Iffle# of Director. 3pp 13041-05 7 24X Flchs, 90-249, 82/04/16, 

)30426000t 


—0204130096 Public version of revised emergency plan implementing 
procedures, including Procedures tP-1001 re mobllltatlon of 
onsite emergency organization L tP-1002 re emergency 
notification 6 communication 

• Consolidated Edison Co of New Vork 82/02/17 lOOpp 
13661 233 24 X Flehe 50-003.82/04/03,8204130049 


0 Adjudicatory correspondence 


6203080100 Ansuar to NRC 820310 motion to strike UCS/NV PIRO 
objections to NRC It licensee answers to Commission 
puestlpns UCS/NY PIRO do not need standing to reply to 
pleadings In nature of contentions 

BLUM, J M Union of Concerned Scientists POTTERFIELD, A , HOLT. J 
Public interest Research Sroup, New York 82/02/26 Atomic Safely 
and Licensing Board Panel App 12194 109 24X 

Flehe 90-247.02/03/26,8203000100 


0203080112 Corrections tO' UCS/NY PIRO response to objections 
Certificate of Sve end, 

BLUMiJ M Union of Concerned Scientists HOLT, J . POTTERFIELD. A 
Public Interest Research Croup, New York 02/02/19 6pp 
12154 113 24X Flehe, 90-247, 82/02/26,8303080100 


8204010303 Correettd memorendum & order denying lletniee 011129 motien 
for stay of Commission 010100 6 0910 orders or 
at ternatd V* ty , f or car t if 1 cation to Commission ASLB has nP 
jurisdiction to Issue stai|. Served 020330 

PARlS.O H , SHON.F J , CARTER, L J Atomic Safety and Licensing Board 
Panel 02/03/29, Consolidated Edison Co of New York 6pp. 
12476,010 24X Fiche. 50-247. 83/03/39, 0304010303 


0304080009 Ores ter NV Council on Energy (ONVCE) amend to contintioni ti 
response to KRC 02OS11 reply to ONYCE 020119 answer to 
objections to contentions re economic impact of shutdown 
Certificate of five end, 

CITRREN. 0. R Orta ter Naw York Council on Energy. 03/03/29. 9pp. 
12609' 147 2 *X Fi Che 90-247,62/03/29,8204000009 


0204070891 Re<iueste list of documents FEMA Is preserving per 020229 
it 1 pulatlon, so that NRC can respond to ASLB 020310 
flisaorandum It order. 

CHRISTENBURY, E. Hearings Division 02/04/01 PERRY, S Federal 
Eaergancy Management Agancy Ip 13977 079 24X 

Flehe 80-247, 02/O4/Oi, 0204070391, 
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S2O‘IOBO0O4 Initial re«pon<e to AQLO 8S0310 meoiorandum & order approving 
itipulatiene & regueottng info Info order should apply to 
potential Intervinors as uell as to applicant Certificate of 
Sve end 

BRANDENBUftOi fl i LEVINi J J Consolidated Edison Co of Neu York 
LEVIHtJ J Morgan Associates Q2/04/02 Atomic Safety and 
Licensing Board Panel Bpp 12606 100 24X Fiche 30-247.82/04/02, 

8204080004 


8204060544 Ansuier opposing UC8/NY PlflO motion for expedited order on 
standing commencement of discovery Recent action by ASLO 
rendered motion moot Commencement of discovery will be 
dtseufied at prehearing conference Certificate of Svc end 
BRANOENBORO, B Consolidated Edison Co of New York LEY IN, J J 
Power Authority of the State of Neu York LEVIN, J J Morgan 
Afioclatee 02/04/02 Atomic Safety and Licensing Hoard Panel 
6pp 12607 171 24X Fiche 30-247,82/04/02,8204090544 


8204080342 Memorandum acknoul edg ing receipt of E Cionicier 820330 
executed affidavit Receipt does not change results of ASLB 
820402 memorandum ti order 

PARIS, 0 H » SHDNrF J Atomic Safety and Licensing Board Panel 
82/04/05 2pp 12612 148 84X Fiche 50-247,82/04/05,8204080342 


S204190047 Augmentation by Greater NY Council on Energy of basis for 
first content lorn per ASLB 820402 order Establishment of 
reasonable alternative energy supply strategy fc economic 
impact on NY City necessary to address ASLB Question 6 
CORRENtO R Creator New York Council on Energy 82/04/09 Atomic 

Safety and Licensing Board Panel. 7pp 12729 251 24X 

Fiche 50-247,82/04/09,8204190047 


S204260216 Notices of appearance in proceeding on behalf of 
netropd Itan Transportation Authority 

SCHWARTZ, R . CHESSIN, P , SCHWARTZ, L R Affiliation Unknown 
82/04/09 3pp 12835 184 24X Fiche 50-247,82/04/09,0204260216 


8304140115 Notification that NRC does not intend to respond to U8C/NV 
PIflO 820322 motions to strike licensee answer li for 
expedited order on standing & commencing discovery 
Cartlficate of Svc 

MCOUfifiEN, H J Hearing Branch 1 82/04/12 4pp. 12665 210 24X 

Fiche 60-247. 82/04/12, 92041401)5, 


8204190090 Bubmittal supporting objection to Contention 4 1 or any 
contention that sixe of plume exposure pathway emergency 
planning tone be expanded beyond 10 miles Certificate of Svc 
•ncl 

BRANDENBURO, D Consol Ida ted Ed I son Co of New York MOROAN, C 
Power Authority of the State of New York MOROAN, C Morgan 
Associates 82/04/15 44pp 12725 346 24X Fiche 50-247,02/04/13, 

8204190090 


82D4230393 Notice of appeal of ASLB order granting intervenor status to 
listed groups li denying PASNY rectusst for evidentiary 
haar ing 

MOROAN, C Power Authority of the Stats of Neu York MOROAN, C 
Morgan Associates 82/04/19 3pp 12816 219 24X 

FIcbs 50-247,92/04/19,8204230383. 


--B204230387 Brief supporting appeal of ASLB order granting intervenor 
status UCS has no standing since persons UCB purports to 
represent ars not msmbsrf of group Certiflcais of Svc and 
MQROANiC Power Authority of the State of Neu York. HOROAN.C 
Morgan Associates 82/04/19 Atonic Bafsty and Licensing Appeal 
Panel 32pp 12816 222 24X Fiche 50-247.82/04/19,0204230383 


S204260211 Advises that State of NY emergency planning witness will be 
available to present testimony wk of 620622 It 0706 Uncertain 
whether witness will be available on 820723 or wk of 0726 
FEINBERO.J D New York, State of 82/04/19 CARTER. L U , 

PARIS, 0 H . 8H0N, F. U Atomic Safety end Licensing Beard Panel Ip 
12839' 131 24X FI ehs. 50-247, 82/04/19, 820426021 1. 


8204380541 Motion for directed certtf icatton of notion for stay of 
Commission BtOlOB It 0918 orders or for dismissal of 
proceeding or alternatively, for cartl f ieati on. ASLB wrongly 
concludsd that ASLB lacks jurisdiction to stay htaring 
HOROAN.C, Power Authority of the State of New York MOROAN, C 
Morgan Associates 82/04/20 , Commiisionsrs 3pp 12866357 

24X Flehs 50-247,82/04/20,8204280541 


— 0204880540 Memorandum of law supporting motion for directed 

certification ASLB wrongly concluded that ASLB docs not havi 
jurisdiction to issue stay in .proeteding Commission review 
apprnpriats since ASLB failed to certify motion 
MQRO.'S ' ' u.er A.io' i ly »f 'SS’S ■' **•■' York MOROAN. C, 

Morg,t -SI* ales :„m.-Msi e-s. lipp 12866,360 


82042B0037 Restart Ousstion 7 of Commission 810108 order in order to 
ascertain uhethsr Governor of State of NY desires to express 
official position r« long-term operation of facilities 
CARTER. L J . PARIS, 0 H « SHON. F J Atomic Safety and Licensing Board 
Panel 82/04/23 CAREY. K L New York, Btate of 2pp 12866 345 
24X Fiche 50-247,82/04/23.8204280037 


8204280364 Memorandum Ic order formulating contentions, as si gning 
Interveners * setting schedule 

CARTER. L J r PARIS, O.H . SHON, F J Atomic Safety and Licensing Doerd 
Panel 88/04/23 24pp 12863.309 24X Fiche 50-847,33/04/23, 

8304280264 


6304290296 Memorandum li order amending svc list as indicated t< 
correcting typographical errors in 020127 order 
PARIS, Q H . SHON, F J Atomic Safety and Licensing Board Panel 
82/04/26 3pp 12382 174 24X Fiche 50-247.82/04/26.8204290296 


H General corr espondenc e 


8204190052 Requests number of inspectors working at facility. to verify 
NHC B11031 statement that four resident inspectors would be 
assigned. 

6ALEF. 8 R Hoitehoster County. NY 82/04/08 STELLO, V Director's 

Office. Office of Inspection and Enforcement Ip 12724 291 24X 

Fiche 50-003.83/04/00,8204190052 


P Operating license stage documents b correspondence 


8204220385 Responds bo FOIA request for seven categories of documents 
re TMI action plan, 

FELTON. J M Division of Rulas and Records 81/11/12 8H0LLV. 8 C 
Union of Concerned Scientists 6pp 18634 100 24X 

Fiche 50-000.81/11/12.8204220385 


— 8003130391 Discusses Uan 1960 site visits to verify implementation of 
Category A Lesions Learned requirements Requests that Dlv of 
Operating Reactors project managers b IE regional director 
or resident inspector participate in site visits 
EISENHUT. D 0 Division of Operating Reactors QO/Oi/lO 
aCHWENCER, A Operating Reactors Branch 1 (Pre B0042B1 
IPPQLITO. T Operating Reactors Branch 3 iPrs 800428 > ZIEKANNiD 
Operating Reactors Branch 2 <Pre 8004381. 9pp 12824 135 24X 

Fiche 50-000.81/11/12,8204220389 


8204090076 Advises that util approach for compliance u)/NUnEC-0737 Items 
II F 1 1 & II F I 2 acceptable Schedulor deviation request 
of 030204 re noble gas monitor drain tine design problem 
repairs will be addressed separately 

UAROA, 8 A Operating Reactors Branch 1 82/03/17 O'TOOLE, UO 

Consolidated Edison Co of New York. 2pp 12633 200 24X 

Fiche 50-247, 82/03/17,8204090076. 


8203190001 Generic Ltr 82-05 to all licensees of operating power 
reactors re post-TMl requirements 

EISENHUT. D 0 Division of Lietnilng 83/03/19. HAUSPURO, A 

Consolidated Edison Co. of New York CLAYTON, F.L Alabama Power Co 

CAVANAUGH, N Arkansas Power & Light Co 7pp. 12513 128 24X 

Fiche, 50-000, 83/03/19, 8203190001 


8204010368 Farwards application for amend to License DPR-86 consisting 
of changes to Tech Specs Clarifies (< tuppls limiting 
conditions for operation b surveillance requlrsments for 
safety injection sys boron injection tank. 

□'TOOLE, J D Consolidated Edison Co of Nsw York 82/03/23 
VARGA, 8 A Operating Reactors Branch 1 ip 12476 1S3 24X 

Fiche- 50-247. 82/03/23. 8204010360 


— 8204010370 Ap pi i cation fo-r amend to License DPR-26 consisting of 
changes to Tsch Specs 3 3,3 5 l< 4. 1 Clarifies b supply 
limiting conditions for operation b surveillance 
requirements for safety injection tys boron injection tank 
□ 'TOOLE, J D Consolidated Ed icon Co of Neu York 82/03/23 Spp 

12476; 154. a4X Fiche ■ 50-247, 82/03/23, 8204010360 


—“0204010373 Proposed Tech Spec changes rsvltlng limiting conditions for 
operation b surveillance requirements for safety Injeetlan 
sys boron Injsctlon tank. 

a Consolidated Edison Co of New York. 83/03/31 t3pp. 

12476-160. 24X Fiche 50-247,82/03/23,0204010360 


8204150354 Application to amend Tech Specs, tx tending for one time only, 
interval betwasn turbine stop & control valve closure tests 
for 15 days bseause of inoperable test mschan ism. Prop osed 
Tech Specs end. 

O'TOOLE, J. Consolidated Edison Co of Naui York 82/03/24, 

VARGA, 8.A Opirating Reactors Branch 1. ip 12604; 107. 24X 

Fiche 50-247,82/03/24,8204150354 



so 


DOCKETED ITEMS 


— 8204150359 Pr'Opo»i(J T«eh Cjiee ehangt to Taliil« 4 1-3 r« cqulpmant taat 
fr«tutncl»i r •! t inif ing for ant tint gnlv<aa> Intarval tatiiraan 
turb'lnr ttian itop 6 control valve teitt #Qr 15 dags, 
a Consol idatad Edlion Co of Ntu Yorli 02/03/34 Sp 12£04 lOB 
S4< PlehK 50-247.02/03/24,0204150354 


02042704*1 Soromarg of Q20408 mee t Ing u/u 1 11 * in Bat ho. rt- hi% 
taehnfcal a. pacts of probatUl.tU sefotj study 
HANNON, J N Operating Reactor. Branch l' e2?04/t6 


0304290071 ConMrn* 030334 authorliatien to allow on ons-tline basil 
addl 15-dag aitinslon to aiii felaia batuian tests ipaclfiid In 
Tabla 4 1-3 for turbine stop (< control valve closure 
NOVAK, 7 K AsiUtant Director for Qparatlng Reactors 83/03/35 

O'TOOLE, J 0 Consolidated Edison Co of Hew Yort. 3pp 12099 2*3 
24X Ft Che 50-247,32/03/25,8304290071, 


rvociPication of 820408 meeting u/utiU in BnH...., 
P''“'>-‘>n,.?ic saf^g stLJ 

HANNON, JN Operating Reactors Branch I 83/04/01 ^vaho* « » 
Operating Reactors Branch 1 4pp 12095 i 20 sai VAflOA.S* 
FlCha 50-24 7,82/04/16,0304290461 


"8304290074 Tech Spec Table 4 1-3 re enulpmint test frequencies 

a Office of Nuclear Reactor Regulation. Director 02/03/35 Ip 
12899 271 24)1 PIcha- 50-247, 02/03/25, B204290071 


B30401D314 Forwards application to amend Llcsnei DPR-26, changing Tech 
Spec on one-tine only basis for addl iS-dag eitenslon to ma> 
tine heturan tests for turbine stop & control valve closure 
D'TOOLC, J.D. Consolidated Edison Co of Hew York 82/03/26 
VAROA, a A. Operating Reactors Braneh 1 Ip 12477,252 24X 

Picks 50-247.03/03/26,0204010314 


— 0204290478 Forwards sampling of questions to 
meeting 

HANNON. J N Operating Reactors Branch I 
NRC - No Detailed Affiliation Olven ip 
Flch* 50-24 7,32/04/16,0204390461 


be discussed at Apr 


02/03/27 
12095 124 


O ' TOOIC. J 
34X 


—8204290406 Submits list of questions 6 corrmen 
Itr rapt, per 020309 1 tr 

0AV18, P R Affiliation Unknown 02/03/22 
- Advisory Committee on Reactor Safeguards 
Plche 50-247,02/04/16,0204290461 


ts condensed fron Pr]|)| 

ORIESMCYEn, u( N pr|| 
7pp 13095 125 J«| 


— 8304010317 Application to amend License BPR-86, al lew! ng one-time only 
IS-dag ettenslon of tine between teste for turbine stop l< 
contrO'l valve closure. 

O'TOOLE, if D Consolidated Edlion Co of Hsu York 
12477 233 34X FIche- 50-247, 83/03/S6i 0304010314 


03/03/26 2pp 


—0804010321 Revised Tech Spec Table 4. 1-3, ax tending to 60 dags, mac time 
between turbine stop I, control valve closure teste Safety 
tveluation 6 affidavit of ivc end. 

* Conealldated Edison Co of New Verl 82/03/86 
12477 359 241 Flch# 50-347,83/03/36,8204010314 


Opp 


-0204010333 Affidavit of sve re application for amend to OL 
LOfOf, if H Coneolidated Edison Co of New York 63/03/26 

12477 263 24)( Flche- 50-347, 03/03/26,0204010314 


0204210295 Oenerlc Ltr 88-09 to all power reactor lir.o.. .. 

for 0L,N55S vendors 6 reactor vendors re environ slip UteUi 

s-sf'stg-relatBd electrical equipment 
'■* TU^lifleation requirements end 
EIBENHUTi D Q Division of Licensing 02/04/20 a 

Consolidated Edison Co of New York CLAYTQN#F L Aiah * e 
ilUROENBEN.R W American Ele^dc Power CoT inc tooe"”* ! 
24X Flche 80 -00 0,83/04/30,8204210295 180M Jji 


8304300407 Informs that responses to Questions 1,2,3 s, n r 
haavg loads will be provided bg 020930 t, responses to 
aufsttons 4,5,6 S, 7 bg 031130 ^ *“ 

D'TOOLE.J D Consolidated Edison Co of New York fla/na/ai 
VAnOA,8 A Operating Reactors Branch 1 ip 13807 30I 341 

Flcha 50-347, 02/04/21,0204300407 ^ »7 SOI 34X 


con trol If 


8204030106 Forwardi request far addl Info re NVREO-0737 Item I A 2 1 
*, II a. 4 concerning upgraded letilar reactor operator & 
reactor operator training b training for mitigating core 
damage. Response required within 30 days 

VAROA, 8 A Operating Reactors Branch 1 83/03/26 D'TOOLE.J P 

Consolidated Edlian Co of Niu York 4pp 13513 021 
Fithe 50-247,83/03/26,8304030106 

0304270055 Forwards request tor addl gustff icatlen needed to support 
ditlgn diffcrtncii Open Items cannot be deferred until ^ 

preliffllnarg risk eisesiment reviewed 

VAROA, B A Operating Reactors Branch 1 68/03/30 D'TDDLE. J n 

Consolidated, Ed Ison Co. of Nsw York 7pp 13873 219 S4X 
Fiebe 50-247,62/03/30,8304270055 

8204290505 SUMMARY OF THE ZIOH/IHDIAM POINT STUDY 

mJm/O? ® ‘■f 2''“^''*'^ MUftEO/CR-1409 

S2/03/ai OIIU# 0^ NucImt n»gti|atoru Rassarcha niT-rtjtn 

Available at NTJ6 12895.280. a4X Flche- 50-000, 02/03/31, 0204290505 

0204130150 Submite Info re test results deeionstritlng capatilltu of 
pressurlter relief I, eafetg valves to operate under ^ * 

operating b accident conditions, pir Tfi/Aetlon Item 
It D I « Eva 1 U’fl tion Aay continut 83D701 dtArficnai 

° « Consoltdated EdlsonVe ? ? ^2/04/01 

R««*‘'7S Branch I 3pp wsg ai5 24Y 

Flche. 50-34 7, 83/04/01,0304120150 24X 

8304190421 Dleeuiees review of reipohie to Oenerlc Ltr ai-ia ».• 
quailf cation of auxiliary feedwater sg. ResJ^nL ^ 

'‘■'■‘'leitUn requeeted'^Jn !«ne areas 
Addl Info requasted within » days ' *r#as 

VAROA, 8 A Qparatlng Reactors Branch I 82/04/06 a'Tfxtu i n 

New Vort 3pp 12731031 ^ 

Flcha* 50-347, 83/04/06, 0304190421. 03l 24X 

S2041601S5 Oenerlc Hr 03-00 to all pud i. <> 

br 

Eieetrle Co 7pp, 137S7 aoa a4y ci.k an Ji5«® Portland Oeniral 
/Pf. aoa. a4X Flche, 50-000102/04/15,0204160153 

8204200305 ftespondi to Oenerlc Ltr 62-05, “Pasb-TMt e , 

Forward, table estatllskln, .ch.dul, for c«;u?i«S'2?‘fm* " 

EI8eHHUTl^b!^b. ^^Olvlilen^of Lleensln!' 

FUhe-SO-247, 92/04/16. 0204280306^ ^' 


Q Inspactlon reports, IE Bulletins 6 corresponder 


B2O4O7O40B Fouard. IE Insp Ropt 50-247/02-03 on 820201-38 (, noticiif 
® notice of violation 6 rept withheld (ref 

rams 

3pp 12504 SIB 


10CFR2 790) 

^ Project i. Resident Programs Q3/0]/lf 

0 TOOLE, J P Consolidated Edison Co of Now York 
24X Flche 50- 24 7,02/03/19.0204 0 70480 


0204070490 Notice of violation from insp on 620201-20 

BTAROOTECKf. n Division of Project 6 Resident Programs 03/Bl/lf 
' 24X Flche 50-247,02/03/19.8204070480 


app 


12504 231 


0204090271 Forwards response to 820223 request for verification of 
submlttale 6 020222 request for addl Info re inservlce insp 
program 

^ Consol Idatod Edison Co of New York 02/03/31 
VAROA, S A Operating Reactors Branch 1 13pp 12627 337 24]( 

Flche 50-247, 02/03/31,8204090271 

0204150365 Fnruierdi IE Info Notlcee 02-09, "Cracking In Piping «f 
Makeup Coolant Lines at BLM Plants" «. 82-10. '‘Following up 
Symptomatic Repairs to Assure Resolution of Problem " No 
written response required 

HAYNES, R C Region 1, Office of Director 82/03/31 Q'TOOLB.J 4 

of N»w York FIEDLER, P D General PublH 
Utilities - OPU Bervlce Corp OARRITY, J H Maine Yankee Atonic 
Power Co 3pp. 12682 248 24X Flche 50-000,02/03/31,0204150345 

8204IS0462 Forwards IE Bulletin 82-01, "Alteration of Radiograpbe ff 
Haldi In Piping Subassemblies " No written response 
required 

WYNES.R C Region 1, Office of Director 02/03/31 D'TOOLE.J 

, FIEDLER. P B Oeneral Public 

Utilities - OPU Service Corp OARRITY, J H, Maine Yankee Atoalc 
Power Co 6pp. 12683.234 S4X Flche 50-000,82/03/31, 03O415O44J 

BS02040f42 IE Info Notice 82-11, "Potential Inaccuracies in HideRfi'M 
Pressure Instruments Used In Heitinghouse Designed Plants " 
avc list en«l 

^RDAN, E L 01 vision of Engineering t, Quality Assurance C2/04/M 
63pp 18878 342 24X Flche 50-000,02/04/09,8202040142 

6304200377 Ack receipt of 020318 Itr informing NRC of itsps taken U 

*"*P 50-247/82-01 

Olvlslon of Project «< Resident Progpami 08/04/11 
Coneolidated Edieon Co of New York tp 12743 S57 
24X Flchei 50-247, 82/04/13, 0204200377 


DOCKETED ITEMS 


61 


“-0SO42OO397 Rt$ponds to NRC 820318 Itr re violationo noted in IE Imp 
Kept SO— 247/82-01 Corrective actions admi niitrative 
directive revised to require semiannual revieui of all 
controlled procedures uithln operations section 
O'TOOLEiJ D Consolidated Edison Co of New York 88/03/10 
STAROSTECKt , R Division of Project (< Resident Programs 4pp 
12743 238 24X FUhe 80-247.32/04/13.8204800377 


&2042li'0ISB Ack receipt of 880217 Itr informing NRC of steps taken to 
correct violatlone noted In 16 Intp Rept 80-247/BI-22 
STAROSTECKIi R Division of Project (i Resident Programs 82/04/20. 
D'loOLE.J D Consolidated Edison Co of Neu York Ip 12B38 177 
24X FI Che 90-247.82/04/20.0204260158 


8204260160 Responds to NRC 820115 Itr re violations noted In IE Inap 
Rcpt 30-S47/81-22 Corrective actions program for marking 
ramalnlng control room draulngs ulll be developed bg 820301 
O'TOOLE. J D Commonuoalth Edison Co 02/02/17 STAR03TECK1. R 
Division of Project t< Resident Programs 4pp 12838 178 24X 

Flcho 50-247. 03/04 /20.82042601S8 


0202040143 IE Info Notice 82-12. "Gurve i 1 lane e of Hydraulic Snubbers " 
Vl/encl SVC list 

JORDAN. E L Division of Engineering 6 Oualltg Assurance 82/04/21 
64pp 12873 001 24X Flche 90-000.82/04/21.8202040143 


ft Periodic apereting reports fc rotated correspondence 


320418013? Foruardi monthly operating rept for Jul IfSl 

O'TOOLE. J D Consolidated Edison Co of Neu York BI/oa/17 
MCDONALD. W 8 Office of Management and Program Analysis Ip 
12723 262 24X Flche 50-247.81/08/17.820419018? 


S. Reportable occurrences. LERs t. releted correspondence 


8204220302 FQIA request for records re 760812 radiation ciposure evant 
at facti Ity 

LONDON. 0 J Lester. Sehiiiabi Keti t. Duyer 81/07/14 Office of 
ffanagement and Program Analysis 2pp 12820 204 24X 

F I c h a 90-247, Q 1 /07 / 1 4 , a 204320302 


8304220308 Responds to FOIA request for records ra 760313 radiation 
etposure event at facility Forwards documents listed in 
AppS A b 0 U/o enels 

FELTON. J M Division of Rules and Records 81/08/26 LONOaN. S J 
Lester. Schuab. Kati 6 Oiuyer 3pp 12020 286 24X 

F i e h e 50-8 47, 81 /OB / 26. 8204220308 


820419010? Responds to FOIA request that OECD Incident Reporting 8ys 
rapts ta placed in POft Documents listed in app available in 
POR Other pertinent dexumente completely withheld (ref FOIA 
Eiemption 4) 

FELTON, J H Division of Rules and Records 81/11/09 CONNOR, L 
Doc-Soarch Associates 3pp 12703 33? 24X Flche ’ 90-000. 81 /1 1/09. 

820419010? 


— 8204190187 Incident Reporting Sys Rept 21 re BO 1017 sve uatcr flooding 
incident at facility 

* Organ! lation for Economic Cooperstlon b Development (Par is) 
81/01/80 7pp 1270? 839 24X Flche 90-000, 81/1 1 /O?. 8204 1901 Q? 


-—6204190190 Incident Reporting Sve Rept 21 re 801017 Incident at 
facility 

a Organisation for Economic Cooperation b Development (Parle) 
81/07/28 4pp 18709.846 24X FlC he 50-000, 81/1 1 /09. 0204 1 9010? 


--8804!?OH?8 Monthly operating rept for Jul l?8l 

EICH. E Consolidated Edison Co of New York 01/08/05 9pp 
13723 263 24X Flcho 90-247,81/00/17,8204190189 


8204090171 Forwardi LEH 82-009/01 T-0 

Q'TDOLE. J D Conool (dated Edison Co of New York 82/03/1? 
HAYNES. R C Region Ir Office Of Director Ip 12529 302 24X 

Ficho 90-247,82/03/19.8204050171 


B204I9O253 Forwards monthly operating rept for Oct l?ai 

O'TOOLE, J D Consolidated Edison Co of New York 81/11/13 
MCDONALD. Id D Office of Management and Program Analysis Ip 
12721:275 24X Flche 90-247. 01 /1 1/13, 8204l?0253 


— 8204t?025B Monthly operating rept for Oct 1981 

EICH.E F Consolldatad Edison Co of New York 81/11/0? 5pp 
12721 276 24X Flcho 50-247. 81/1 1/13, 0204190293 


S204190286 Forwards monthly oparating rapt for Dee 1981 

O'TOOLE, JD Consolidated Edison Co of Mew York 82/01/19 
MCDONALD. W 9 Office of Management and Program Analysis Ip 
12722 177. 24X Flcho 50-247.02/01/19,8204190206 


— S2O40S01S0 LER 82-0D9/01T-0 on 020309. d uring power operation, nitrogen 
pressure reduction required corrective measures to prevent 
op era ti on in manner less contcrvatlve than assumed in FBAR 
Caused by malfunction of nitrogen regulator valves 
SKITH.M C Consolidated Edison Co of New York 82/03/19 
Region 1. Office of Director Spp 12929 303 24X 

Flche 90-847,82/03/19.8204090171 


8204090185 Forwards LER e2-0O7/0aL-0 

O'TOOLE. J D Consolidated Edison Co of Now York 82/03/19 
HAYNES. R C Region 1. Office of Director Ip 13326 127. 84X 

Flche 80-247,82/03/19.8204050109 


— B2041902BB Monthly oparating rept for Dec 1981 

EICH.E F Consolidated Edison Co. of New York 02/01/09 Spp 
12722 17a 24X Fiche 30-247. 82/01/15, 8204170286 


0SO4DSOOO1 Forwards monthly operating rept for Jan 1702 

□ 'TOOLE. J D Consolldatad Edison Co of New York 82/02/16 
MCDONALD. Id 0 Office of Management and Program Analysis Ip 
12918.174 24X Flche 50-247.82/02/16,8204090001 


--0204090003 Monthly operating rapt for Jan 1982 

EICH.E F Consolidated Edison Co of New York 02/02/04 5pp 
18910 175. 24X Flcho 90-247,82/02/16.8204090001 


8204130248 Forward e monthly operating rept for Feb 1982 

O'TOOLE, J D ConeeUdated Edieon Co of Now York 03/03/15 
MCDONALD, Id 0 Distribution Services Branch Ip 12602 318 24X 

Flche 90-247.82/03/19.8204150248 


—0304030176 LER B2-007/03L-0 on 020217. during visual Insp of Npraber 21 
battery cell, Number 31 cell found leaking b exhibiting low 
alcctrolyte level Caused by cell casing crack due to 
expansion of positive plates Cell replaced 
SMITH, M C Consolidated Edison Co of New York 82/03/19. 

Rtglon I. Office of Director Ip. 12926 128 24X 

Flche 50-247. 02/03/19. 8204090189 


8204090214 Forwards LER 82-013/03L-0 

O 'TOOLE. J O Consolidated Edison Co of Now York 82/03/23. 
HAYNES. R C Region 1. Office of Director Ip 12531 161 24X 

Flcho 90-247,82/03/23.8204050214 


“8204050229 LER 82-013/O3L-0. on 820221 , during normal operational 
testlns. Number 83 sve water pump indicated vibration of 4 6 
nils. Caused by high vibration In pump gland seal area 
Packing b latern ring removed. Inspected b pump repacked 
SMITH, li C Consolidated Edison Co of Now York 82/03/23, 
Region 1. Office of Oiraetor Ip 12531.162 24X 

Fieha- 50-247, 02/03/23, 0204090214 


— 8204150292 Monthly operating rept for Feb 1982 

EICH.E F Consolidated Edison Co of New York 02/03/15 9pp. 
1 2682 319 24X Flcho 50-247.82/03/19.8204190248 


8204270303 Forwards monthly operating rept for Mar 1982 

O'TOOLE, J.O Consolidated Edison Co of How York 82/04/19 
MCDONALD. M 0 Office of Menagement and Program Analysts Ip. 
186 92: 209. 2 4X F 1 e h o , 90- 247, 82 /04/ 1 9, 8204270303 


--8804270308 Monthly operating rept for Her 1982 

FICH, F F Consolidated Edison Co of New York 82/04/05 
12858- 206 24X Flche 30-247. 82/04/ 1 9, 020 4 270303 


9pp 


8804000103 Forwards LER 88-010/01 T-0 

O'TOOLE, J 0 Consolidated Edison Co of New York 82/03/24 
HAYNES, R C. Region 1. Office of Director Ip 12606,085 84K 

Flche: 90-847. 82/03/84, 8804000109. 


— 3804080113 LER 0a-OlO/OlT-O. on 820310, determined that existing 
operating procedures required necessery sefeguards equipment 
to be opereblt prior to bringing reactor critical but did 
not ostablifh specific requirements in hot shutdown 
SMITH, H C Consolidated Edison Co of New York. 83/03/84. 
Region I, Offlco of Diroetor. Spp. 18606 086 24X 

Flcho 50-847,82/03/84.0804080100 


Mu-r.KWKsa roruares U«-OUB/03L-0 

Consolidated Edison Co of New York. B2/03/26. 
TOYNESrR C Region 1, Office of Director Ip 12634.001 a4X 
Flcho. 50-847, 82/0-3/86, 0804120203. 



60 


DOCKETED ITEMS 


— a204tB0359 Propood 7»eh Spec ehanpe to Tabl* 4 1-3 ra c<ii;ipinent t#»t 
Praqvanc ias> (1 tandlTig tor oor tint onlyrnai Intarval ftattfcan 
turbini itaaiin *bop b control valva taitt for 19 day* 
a Coniolldatad £dlian Co of Nau Yort @2^03/84 Ip. 12&B4 108 
24X Flcha: 90-247i e2/'03/24< BS041903 94 


BSOtZTOO?! Conflraic 980324 author Ization to allou on ona-tlna basii 
aifdl IS-dii^ Bittnaion to nai ttma batwaati tarti (pacified In 
Table 4 1-3 for turbin* atop b control valve cloaure. 

HOVAKrT K Aiilitant Director for Oparatlnp Rtactora B8/D3/S9 
O'TOOLE. J D Conaolldatrd Edlion Co of Neu Yort 3pp 1809? 849 
84 X F I ch a SO- 847 . 92/03/ 25. 82042 90071 


—8204890074 Tech Spec Table 4 1-3 re e^ulpnent te«t fr<(iuencic* 

« Office of Nuclear Reactor Regulatiotii Director 92/133/29 Ip 
12999 271 24X Flche 80-247. S2/03/29,92042'?00'71 


B204010314 Foruardi application to anend Llcenee DPR-2&. changing Tach 
Spec on one-tlni only bail* for addi IS-dey eitenflon to nax 
tleie batueen taeti for turbine atop b control valve cloture 
O'TOOLE, J D ConfoUdated Edteon Co of flew York 92/03/86 
VARDA. 9 A Operating Reactore Branch 1 Ip 1S477 852. 24X 

Flche 90-247. 82/03/26. S204010314 


8204290461 Sure'eary of S20409 meeting u/utllt in Betheeda.MO re 
technical aapecta of probabilistic safety study 

KANNONrJN Operating Reactors Branch t 82/04/16 Operating 
Reactors Branch 1 4pp 1 2699 116 a4X Flche 90-247. 82/04/ 16. 

8204290461 


— 9204290471 Motiflcatlon of 020400 meeting w/utlls in Qethesda.HD te 
diicuaa technical review of probabilistic safety study 
HANNON. J N Operating Reactors Branch I 88/04/01 VAROA.S A 
Operating Reactors Branch I 4pp 12895 120 24X 

Flche 90-247,82/04/16,8204290461 


— 8204290478 Foruardi sampling of questions to be discussed at Apr 
meat 1 ng 

HANNON. J N Operating Reactors Branch 1 82/03/29 O'TOOLE. J 

HRC - No Detailed Affiliation Oiven Ip 12895 124 24X 

Flche 50-247,82/04/16,8204290461 


— 8204890486 Submits list of .(ucstlons b comments condensed from 92ai|j. 
Hr rept.per 020309 Itr 

OAVIB.F R. Affiliation Untnown 82/03/22 ORIESMEYER, J M AtRS 
- Advisory Committee on Reactor Safeguards 7pp 12995 1 2 5 24x 
Flche- 50-247. 02/04/16, 8204290461 


— 8204010317 Application to amend Llcenie DPR-26i al lowing oni-time only 
19-dey extiniion of tine between teste for turbine stop Ic 
control velva closure 

O'TOOLE, J D Coniolldated Edison Co, of New York 92/03/86 2pp 
18477 293 24X Flche 30-247, B2/03/26. 8204010314 


—8204010321 Revised Tech Spec Table 4 1-3. ex tending to 60 days, max time 
between turbine stop & control valve closure tests Safety 
evalvatlon b affidavit of ivc end 

a Censolldatad Edison Co of Neu Tort 62/03/26 5pp 
12477 299. Z4X Flche 90-247,68/03/26.8204010314 


— 8204010323 Affidavit of ivc re application for jmend to OL, 

LDNK, J H Consolidated Edison Co. of New York 82/03/26 ip. 
12477 863 24X Flche 90-847.68/03/26,0204010314 


9204020106 Forward t request for addl Info re NURE4-0737 Item 1 A 8 t 
it II B.4 concerning upgraded senior reactor operator & 
reactor operator training b training for ml tlgat 1 ng core 
damage. Response required within 30 days. 

VAROA.B a Operating Reectors Branch I 82/03/26 O'TOOLE. J P 
Consolidated Edison Co of New Yo-rt 4pp. 12913 081 S4X 
Flche: 90-247. 82/03/26,9204020106 


8204870059 Forwards request for addl pustlfi cation needed to support 
design dlfferencci Open Item cannot be deferred until 
prcllmlnarg riik esBessment ravleued 

VAROA.S A Operating Reactors Brinch 1 88/03/30 O'TOOLE. J D 

Consolidated Edison Co of New York 7pp. 18973 219, 24X 

Flche. 50-247, 88/03/30, B204270093. 


9204290909 BVMtlARY OF THE ZION/ INDIAN POINT 9TUBY 
HURFtN.H.B Sandla Laboratories FIHA-1019 NU1RE0/CB-14D9 
82/03/31 Office of Nuclear Regulatory Rsitarchr Director. 70pp 
Available at NTIB. 12999-280 24X Flchs; 90-000. 82/03/31. 8204890909. 


9804210899 Oenerlc Ltr 82-09 to all power reactor 1 Icensees. app 1 Uxnli 
for OL. NSBS vendors b reactor vendors re environ 
qualification of sa fety-re lated electrical equipment 
NRC position re qualification requirements end 
EISENHUr, D -O Division of Licensing 82/04/20 HAUSPURO. A 
Consolidated Edison Co of New York CLAYTON. F L Alabama Power Co 

JLIROENSEN.R W American Electric Power Co , Inc ISnp 12062 337 

24X Flche 90-000,02/04/20.8204210295 


8204300407 Informs that responses to Questions 1,2.3 b 8 re control of 
heavy loads will be provided by 920930 b responses to 
Qufsblnns 4,9.6 b 7 b y 021130 

O’TOOLEiJ D Consolidated Edison Co of New York 82/04/21 
VAROA.S A Operating Reactors Branch 1 Ip 12997 201 24X 

Flche 50-247.82/04/21,8204300407 


0 Impaction reports. IE Bulletins b correspondence 


S2040704S9 Fowards IE Insp Ropt 90-247/92-03 on 920201-28 b notice of 
violation App 8 notice of violation b rept withheld (ref 
10CFR2 790) 

aTARDSTECKI. R Division of Project b Resident Programs 82/03/19 
O'TODLE, J. D Cnnio 1 idated Edison Co of Naw York 3pa 12984 828 
24X Flche. 50-247. 03/03/19, 6204070499 


— &20407'0490 Notice of violation from insp on 820201-29 

STAROaTECKI r R Division of project b Resident Programs 02/03/19 
2pf, 12904:231. 24X Flche- 50-247,92/03/19. 8204070409 


9204090271 Forwards response to 020223 request for verification of 
lubmlttals b 020222 request for addl Info re Inservlce Insp 
program 

O'TOQLE. J 0. Consolidated Edison Co of New York 82/03/31 
VAROArS A. Operating Reactors Branch 1, 13pp. 12627 327 24X 

Flche: 90-247, 08/03/3 1 , 020409027 1 


9204120190 Submits info re test results demonstrs t Ing cafeblllty of 
pressurlxer reilif b lefety valves to operate under eipected 
operetlng & accident conditions. per TMI Action Iten 
II B 1 Evaluation may continue beyond 820701 deadline, 

O’TtXlLEiO D. Consolidated Edison Co of Neu York 92/04/01. 

VAROA.S A Operating Reactors Branch 1. Spa. 12430' 215 24X 

Flche. 90-847. 98/04/01,8204120190. 

0204190481 Dlicuists review of response to Oenerlc Ltr 8I-14 re seliml 
qualification of auxiliary feedwater sys. Reeponse 
ncoBplete Tachnlcel clarification requested In eaxie areai. 
dl info requested within 30 daye 
OA.B.A Operating Reactors Branch I 08/04/06 O'TOOLEiJ.D 
solldated Edison Co. of New York 3 bd. I273]:031 aax 
ha 50-847, 92/04/06. 9804170481. 


WIM Oenerlc Ur ffi-Oa to all PWH plant licensees b applicants 
nsnlttil of NUREO-0907 rslatlv* to Oinna tube rupture 
end NUREO, List of NRC recipients end. 

ENWT. DO Division of Li cane In 1 98/04/19 HAU8PLIR(3,A 

solld.ted Edison Co of New York. WITHERS, a D Portland Oenara 
etrlc Co, 7pp, 13797,203 a4X Flche: 90-000, 92/04/19, 020416019 


8204150369 Forwards IE Info Notices 82-09/ "Cracking In Piping of 
Hakiup Coolant Lines at B&M Plants" b 92-10. "Following up 
Symptomatic Repairs to Assure Rssolutlon of Problem." No 
written response required 

HAVNE9.R C Region 1, Office of Director 02/03/31 O'TOOLE, JD 
Consolidated Edison Co of New York FIEDLER, P B Oeneral Public 
Utilities - OPU Service Corp OAHRITY, J H Heine Yankee Atomic 
Power Co. 5pp 12602 248 a4X Flche 90-000,02/03/31,8204190349 


9204180442 Forwards IE Bulletin 88-01, "Alteration of Radiographs of 
Melds In Piping Subaeiemb 1 1 » " No written reeponse 
requ Irsd 

HAVNE8/R C. Region I, Office of Director 82/03/31 0 'TOOLE, V 

Coniolldated Edison Co of New York FIEDLER.P B Oeneral PublK 
uttlltifi - OpU Ssrvlce Corp OARRITV.UH, Maine Yankee Atomic 
Power Co 4pp. 12693 S34. 24X Flche 90-0 00,92/03/31,8204190462 


9202040142 IE Info Notice 82-11. "Potential Inaccuraclee in Mide Ranje 
Pressure Instruments Used In Mestinghouse Deilgned Plants " 

8vc list end. 

UOROAN, E L Olvlelon of Engineering b Quality Asiuranea 92/04/09 
63pp. 12870:342. 24X Flche 90-000, 82/04/09. 0202040142 


B0309 Rei ponds to Oenerlc Ltr 92-05, ' 
wards table estibllshing schedule for 

M. 


'Post-TNl Rsquirement 
cempletlon of TNI 


SOLEtU D, Consolidated Edison Co 
ESWT.D 0. Divlilen of Licensing, 
tej 90-247. 92/04/16, 9204260309 


of New York. 02/04/16. 
3pp, 129691036. 24X 


0804200377 Act rpceipt of 820319 ltr Informing NRC of steps teken ts 
correct violation noted in IE Insp Rept 90-247/82-01 
STAROSTECKI. R . Division of Project b Resident Progrems 82/04/13 
D 'TOOLE, J 0 consol Ida ted Edison Co of New York Ip, 12743 297 

a4X Flche I 90-247, 62/04/13. 0204200377 
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--8204300387 Responds to NRC B20318 ttr re violations noted in IE Intp 
Rept SO-S'lT/’SS-Ol Correttive actions administrative 
directive revised to require semiannual revleui of ail 
controlled procedures ulthin operations section 
D'TOOLEtJ D Consolidated Edison Co of Neu Vork Q2/03/1B 
STAROStECKI • R Division of Project t< Resident Programs 4pp 
12743 2SB 24X Fiche 30-247. 82/04/ 13i 0204200377 


S2042A01S6 Act receipt of 820217 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept SO-247/61-22 
STAROSTECKI. R Division of Project & Resident Programs 02/04/20 
O'TOQLE. J D Consolidated Edison Co of Neu York ip 12838 177 
24X Flchc 30-247. 82/04/20. 82043601 SB 


—0204260160 Responds to NRC 8201 19 I tr re violations noted in 16 Insp 
Rept 90-247/01-22 Corroetive actions program for marking 
remaining control room draulngs uill be developed bg 820301 
O’TCOUE.J D CommonueaUh Edison Co 82/02/17 STAROSTECKI. R 
Division of Project ti Resident Programe 4pp 12B3B 178 24X 

Fiche 30-247,82/04/30.8204260198 


8202040'143 IE Info Notice 82-12. "Burve i 1 lane e of Hgdraullc Snubbers 
W/encl SVC list 

JORDAN. E L Division of Engineering S, Quatttg Assurance 82/04/21 
64pp 12073 001 24X Fiche 90-000,82/04/21.8202040143 


ft Periodic operating reports b related correspondence 


B Reportable oecurrencee. UERs fc related correspondence 


8204220302 FOIA request for records re 760012 radiation esposure event 
at fad lltu 

LONJMJM.B.J Lester, Schwab, Kats fc Duger 81/07/14 Office of 
Management end Program Analgsii 2pp 12820 284 24X 

Fiche 80-247,81/07/14,8204220302 


8204220308 Responds to FOIA request for raeords rt 760812 
eiposure event at facllitg Forwards documents listed in 
Apps A ti 8 M/ a ends 

FELTON. J M Division of Rules and Records 81/08/26 
Lester. Schwab. Kati t< Dwger 3pp 12820 206 24X 

Fiche 30-247.81/08/26.8204220308 


rad la tion 
LONODN, S J 


82041S0109 Responds to FQIA request that OECD Incident Reporting figs 
repts be placed in FDR Documents listed in app available in 
PDR Other pertinent documents completely withhold <ref FOIA 
El emp tion 4) 

FELTON. J. M Division of Rules and Records. 0t/ 11/09 CONNOR. I. 
Doc— Search Associates 3pp 12708 339 24X Fiche 90-000.81/11/09. 

820419010? 


— 6204190187 Incident Reporting Bga Rept 21 re 801017 sve water flooding 
Incident at facility 

• Organliatlon for Economic Cooperation tc Devolopnent fParlel 
ai/Ol/20 7pp 12709 239 24X Fiche 90-000,81/11/09.8204100109 


8204190189 Forwards monthly operating rept for Jul 19B1 

O'TOOLErti D CDnio 1 Ideted Edison Co of New York 81/08/17 
HCDDNALD.M 0. Office of Management and Program Analysis Ip 
12723 262 24X Fiche 90-247,01/08/17.8204190189 


— 0204190190 Incident Reporting Bve Rept 21 re 801017 incident at 
fac 1 1 ity 

a Organliatlon for Economic Cooperation & Development (Paris) 
01/07/20 4pp 12709:246 24X Fiche 30-000, Bl/1 1/09, 0204180109 


--8204190192 Monthly operating rept for Jul 1901 

EfCN. E Consolidated Edison Co of New York 01/08/08 9pp 
12723 263 24X Fiche 90-247,81/00/17.8204190109 


8204030171 Forwards LER 82-009/01 T-0. 

O'TOOLE. J D Consolidated Edison Co of New York 02/03/19 
HAVNES.R C Region 1. Office of Director Ip 12929 302 24X 

Fiche 50-247.02/03/19.8204060171 


8204190293 Forwards monthly aperating rept for Oct 19B1 

0 'TOOLE, J D Consolidated Edison Co of New York 81/n/i3 
KCDQNALD. M 0 Office of Management and Program Analysis Ip 
12721 27S 24X Fiche 50-247,81/11/13.0204190253 


~&2041'9025B Monthly operating rept for Oct 1901 

EtCH. E F Consolidated Edison Co of New York 01/11/09 5pp 
12721 276 24X Fiche 30-247,01/11/13,0204190283 


8204190236 Forwards monthly operating rept for Dec 1981 

O'TOOLE, J D Consolidated Edison Co of New York 82/01/19 
KCDONALD. N 0 Office of Management and Program Analysis Ip 
12722 177. 24X Fiche 90-247,82/01/13.8204190206. 


— 8204190288 Monthly operating rept for Dec 19B1 

EICH.EF Consolidated Edison Co of New York 82/01/09 3pp 
12782 178 24X Fiche 30-247,82/01/13,8204190206 


8204030001 Forwards monthly operating rept for Jan 1902 

O'TOOLE. J D ConsolldatBd Edison Co of New York 82/02/16 
MCDONALD.W 0 Offlci of Management and Program Analysis Ip 
12518 174 24X Fiche 50-247,02/02/16.8204090001. 


—8204050003 Monthly operating rept for Jan 1902 

EICH. E. F Consolidated Edison Co of New York 82/02/04 6pp 
12310 173. 84X Fiche 30-247,82/02/16.8204030001 


8204130240 Forwards monthly operating rept for Feb 1902 

O'TOOLE. J D ConsolldatBd Edison Co of New York 82/03/15 
MCDONALD.W O Distribution 8ervlces Branch ip 12602 3i8 24X 

Fiche. 90-247. 82/03/13, 8204190248 


—8204150252 Monthly operating rept for Feb 1902 
EICH. E F Consolidated Edison Co of Hew York 
12602 319 24X Fiche 80-247.82/03/19,0204130248. 


02/03/15 


Spp 


8204270303 Forwards monthly operating rept for Met 1902 

O'TOOLE. J 0 Consolidated Edison Co. of New York 82/04/19 
MCDONALD.W 0 Office of Management and Program Analysis Ip. 
12052.209 24X Fiche- 80-247. 82/04/19. 0204270303 


0204270308 Monthly opsrating rept for Mar 1982 ao/na/ns 
FICH.F.F Consolidated Edison ^o of New York 02/04/03. 
I2B52 206 24X Flchf 30-247.82/04/19.0204270303 


9pp 


— 8204050180 LER B2-009/01T'0 on 020305. durin g pouter operation, nitrogen 
pressure reduction required corrective measures to prevent 
operation in manner less conservative than assumed In F8AR 
Caused by malfunction of nitrogen regulator valves 
SMITH, M C Consolidated Edison Co. of Now York 82/03/19. 

Region 1. Office of Director 5pp 12529343 24X 

Fiche 50-247,82/43/19.0204050171 


8204050183 Forwards LER 02-OO7/O3L-O 

0 'TOOLE. J D Consolidated Edison Co of New York 02/03/19 
HAYNES, R C Region 1. Office of Director Ip 18526 187. 84X 

Fiche 50-847.82/03/19,0204030183 


--B204094196 LER e2-007/03L-0'on 020217, durin.g visual Insp of Numter 21 
battery cell. Number 31 cell found leaking & exhibiting low 
electrolyte level Caused by call easing c rac k due to 
expansion of positive pie tes, Cell replaced 
SMITH, M C Consolidated Edison Co. of New York 82/03/19 
Region 1, Office of Director ip 18986:128 24X 

Fiche 80-847.08/03/19,0204050185 


8204030214 Forwards LER a2-OI3/O3L-0 

O'TOOLE, J 0 Consolidated Edison Co of New York 02/03/23 
HAVNES.R. C Region 1. Office of Director Ip 18331 161 24X 

Fiche: 90-847. 02/03/83. 0204030214 


—0204050289 LER e2-013/03L-0: On 020881 . during normal operational 
test 1 ng. Hunt er 23 sve water pump Indicated vibration of 4 6 
mils Caused by high vibration In pump gland seal area 
Packing 4c latern ring removed. inspected L pump repacked 
SMITH, M C Consotidated Edteon Co. of New York 82/03/83 
Region t. Office of Director Ip 12531:168, SAX 
Fiche 50-847.08/03/23.0204030214 


0204080103 Forwards LER 82-OlO/OlT-O 

O'TOOLE. J 0. Consolidated Edison Co of New York 02/03/24 
HAYNES, R C Region 1, Office of Director. Ip. 18606-089 SAX 
Fiche 90-247,82/03/84,8204000105 


—8204000113 LER B2-010/01T-0 on 820310. dstermlned that exietlng 
operating procedures required necessary safeguards equipment 
to be operable prior to bringing reactor critical but did 
not establish specific rsqulrements In hot shutdouin 
SMITH. H C. Cansolldated Edison Co of New York 82/03/24 
Region I. Office ef Director. 2pp 12606-006. 24X 

Fiche: 90-247.82/03/244 0804080103 


0804120283 Forwards LER e2-00a/03L-0 
O'TOOLE. J D. Consolidatsd Edison Co 
HAVNE8. R C Region 1. Office of Dlrec 
Flchs, 80-247, 02/03/26.8204120203 


of New York. 02/03/26 
tor Ip. 12634,001 


24X 
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—320^120296 LER Sa-OOS/OOL-O on 02OZ24i d ur 1 ng routine in»p* three lints 
In Reel 15- of ueld channel U eDntainnitnt penetration «gt 
utre Itolatid Cause not stated Affected 1 Inee pronptlij 
returned to tve igi chected to attura proper llne-upt 
SMiTHiMC Cansolldatad Ediion Co of NeuYork B3fQ3/36 
Ragion 1. Office of Director Ip 12634 002 24X 

Fie he 90-24 7, aa/03/26, 8204120383 


8304160261 Foruiards LER 32-01 IfOOL-O 

O’TO0LE,J' Q Conioll dated Edlion Co of New York 82/04/07 
HAYNES. R C Region 1. Office of Director Ip 12696 003 24X 

Ficfte 90-247. 82/04/07. 0204160261 


— 8204190013 Pofrlle version of Revision 2 to Generating Station Eatrir 
Flan Environ* Croup Imp I ement mg Procedure EO-3, "Field Teia 
Equipment & Survey Techniques " Revised table of contenti 
• nc 1 

BRENNER. W B- , FLESSNEB. R A Comoionuea I th Edison Co 82/02/09 
lipp 12731 085 24X Flche 50-000,82/03/29.8204190005 


02O41SO2O'5 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J M Division 0 # Rules and Records 82/04/06 Oocuainl 
Management Branch Ip 12687 309 24X Flche 30-010,02/04/06. 

8204190205 


— B2041602<|7 LER 82-01 1 /OSL-O on 020303, boric acid c oncen tra tlon sn boron 
iniection tank found above Tech Spec limits Caused by 
evaporation 6 leakage through safety valve 1028 Valve IB2B 
scheduled for repair during neit cold shutdoun outage 
SMITH. M C Consolidated Edison Co of Neu York 02/04/07 
Region 1. Office of Director 2pp 12696 304 24X 

Fiche 50-247.82/04/07,8204160261 


6204260267 Forwards LER 82-0 1 2/03 U-0 

O 'TOOLE, D Consoll d.-] ted Edison Cp of New York 82/04/08 
HAVNE3, R C Region 1, Office of Director Ip 1ZB39 305 24S 

Fiche 30-247.82/04/08.0204260267 


—8304260271 LEH 82-012/031.-0 on 820309. boron indactlon tank Jtvel 
Channel 944E signal drifted down to 407. level Caused by 
sol ( d if lea t Ian of boric acid in Instrument impulse line 
resulting In erroneous Indlcatlan level. Line cleared 
SMITH. M C Consolidated Edison Co of New York 82/04/00 
Region 1. Qfflce of Director Ip 12839 306 24X 

Fiche SO-347. 82/04/00. 0204260267 


T Hearing transcripts on non-ant i trust matters 


62041S028B Transcript of 820413 special prehearing conference In 
Hhite Plains. NY Pp 532-733 

a Atonic Safety and Licensing Board Panel 02/04/13 201pp 

12603 264 24X Flche 90-247,92/04/13.8204150208 


8204160136 Transcript of 920414 hearing in IJhlte Plain*. NY Pp 734-'934 
■ Atomic Safety and Licensing Board Panel 82/04/14 202pp 

12697.264 24X Flche 50-247, 8Z/04/14, 0204160156 


lOCKET 50-249 DRESDEN NUCLEAR POUER STATION, UNIT 3 


Security, medical, emergency 6 fire protection plans 


1204020279 Recogniiei util « itraor d 1 nary efforts to meet Commission 
820201 deadline for Installation 6 testing of prompt 
notlf Ication'sys 

KEFPLER.iJ 0 Region 3. Offlcs of Director 82/03/29 REED. C 
Commonweal th Edison Co ip 12903 160 24X Flche 50-000,82/03/29, 

0204020279 


8204120475 Releases public version of revised generating station 
emergency plan telephone directory 

FELTON. J H Division o-f Rules and Records 82/03/29 pocunierit 
Hanagement Branch Ip 12654 807 24 X Fiche 50-000.02/03/89. 

0204180479- 


— 820412047? Forwards public version of revised generating station 
emergency plan telephone directory 

CHANEY. V L Commonueal th Edison Co 02/02/03 OENTaNiH H 

OPflce of Nuclear Reactor Regulation, Director Ip 12654 290 

24X Fiche 90-000,02/83/29.0204120475 


-S2041204QO Public version of revised generating station emirgency plan 
tslaphone ifirectary. 

PALMER. F A 0 ommonuea 1 th Edlion Co. B3/02/16 4tpp 12634*291 
24X Fiche 90-000.82/03/29.8204120479 


041900DS Rfliaiai public version of revision to generating station 

emergency plan environs group implementing procedure 

FELTOW, J M Dlvlslbn of Rules and Records 02/03/29 Document 

Management Branch. Ip 1273liO&3 24K Fi che* 50-000, 82/03/29, 

6204190005. 


3204190008 ForwariJi public version of Revision 2 to Generating Station 
Emergency Plan Environs Group Implementing Procedure EO-3, 

•'Field Team Eq^uipoeivt tt Survey Tichnlquee, “ Receipt form 
end. 

CHANEY, V Co«.morii,e*lth Edison Co 92/02/10 DEWTON.H.R NRC - 
No Detailed AFPlIlatlon Given Ip, 12731 004 24X 

Flche 50-00 0, 02/03/29, 8204 190005 


■8204150213 Forward* public version of revised emergency plan 
implementing procedures , me luding Revision 1 to Procedure 
EPIP 400-1 re technical support Receipt f orm. proc edure 
history 6 safety evaluation end 

8C0TT.D J Commonwealth Edison Co 82/03/26 DENTON. H R Qffiis 
of Nuclear Reactor Regulation. Director 4pp 12607 310 2it 
Flche 50-010.02/04/06,0204150205 


■8204150221 Public version of revised emergency plan Implementing 
procedures, including Procedures EPIP 400-1 re technical 
support ctr ti EPIP 200-Tl r« classification of generating 
station emergency plan conditions 

» Commonwealth Edison Co 02/03/24 29pp 12607 314 34K 

Flche 50-010.02/04/05,8204150205 


0204260150 Forwards Amend* 69 61 to Licenses DPR-19 L DPft-23, 

respectively «, notice of issuance i availability Amends 
modify Tech Specs re approved fire protection sys 
DRUTCHFIELD, D Operating Reactors Branch 3 82/04/12 OELOEOIKE.l 

Commoniuealth Edison Co 3pp 12038 048 24X Flche 50-237. 

02/04/12, 8204260190 


’B204S6D157 Amends 69 6 61 to Licenses DPR-19 & DPR-SS, mod i fyi ad Titk 
Specs to incorporate limiting conditions for operation 6 
surveillance requirements re fire protection mods 
CRUTCHFIELD. D Operating Reactors Branch 5 02/04/12 34p( 

12038 OSl 24X Fiche 50-237,02/04/12,0204260150 


8304300056 Releases public version of revision to generating etatios 
emergency plan command ctr emergency plan implementing 
procedure 

FELTON, J M Division of Rules and Record* 82/04/23 Docuaint 
Management Branch Ip 12900: 297 24X Flche 30-000,82/04/23, 

8204300096 


-8204300064 Forwards public version of Revision 3 to Oeneratlng fllHc 
Emergency Plan Command Ctr Emergency Plan Implementing 
Procedure EOF-3. "Environ/Emergency Coordinator " Receipt 
form end 

MDaBE,R D Commonwealth Edison Co 82/04/14 DENTON. H R Ifflf - 
Mo Detailed Affiliation Given Ip 12908 290 a4X 
Flche 50-000,82/04/23,0204300056 


■8204300077 Public version of Revision 3 to Oonerating Station 
Emergency Plan Command Ctr Emergency Plan Implementing 
Procedure EOF— 3, ''CnvirDn/Cmargency Coordinator " Revised 
table of contents end 

BARRiJ R . FLEESNERiR A Commonwealth Edison Co 82/03/12 I3)p 
12908,299 24X Flche 50-000402/04/23,8204300056 


1 Financial Information 


0204060003 Forward's guarantee of payment of deferred premiums for ItH 
DSTER,8 Commonwealth Edison Co 02/03/30 SALTZMAN, J Office *f 
State Program*, Director Ip 12530 207 a4X Fich* 50-000, 
82/03/30, 8204060003 


— 0204060019 Submit* annual financial itatsmint for 1901 

BEHHFE, W B. Cammonwialth Edison Co 02/03/29 NRC - No 
D«tail(d Affiliation Given 6pp <2550 208 24X 

Flche: 50-00 O, Q2 /03 /30, 8204060 003 


P Operating licen** *tag* documents i correspondence 


8204140062 Respond* to FOIA request for index Identifying OL* t a**hll 
re poscee it on, ship p Ing, receiving h storing of nuclear fuels 
at Comm Ed of IL facilities Doeuitients available at Region 3 
ofc listed. 

FELTON, J H Division of Rules and Record* 82/02/04 VAN 

DEMARK. R E Ulldman, Herrold, Allen (t Dlson 3pp 12672.392 ZN 

Flche. gO-OOG, 02/02/04,0204140062. 


9203190001 Generic Ltr 82-09 to all licensees of operating power 
reactor* re poet-TMl requirement*. 

EISENHOT, DO D1 visl on of LI cen* Ing 82/03/19 HAUSPURG.A 

Consolidated Edison Co of New York BERRY, 0 T, Power AwthflMty 

the State of New York LEE.O Public Service Co of Colorad# III 
12513; 12B 24X Fiche 60-000,82/03/19,8203190001. 
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8204220699 Notification of 820408 meeting u/util in OethetdaiND to 
dlecutt proposed hydrogen addition test 

O'CONNOR. P Operating fieactori Branch 9 S2/03/'84 CRUTCHFIELD. D 

Operating Reactori Branch 5 2pp 12832.361 24J( 

Fiche 90-000. 82/03/24. 8204220699 


8204290923 Forioarde Amends 67 U 59 to Licenses DPR-19 & OPR-29. 
respectively, safety evaluation ti notice of issuance t. 
availability Amends erpand Tech Specs for scram discharge 
vol to include surveillance requirements for SOU vent 
HEONER.J 0 Operating Reactors Branch 2 82/03/26 OELOEOROE. L 

Commonuealth Edison Co 2pp 12894 186 SAX Fiche 50-237.82/03/26, 
B204290923 


8204120042 Foruardi Amends 68 Ic 60 to Licenses DPfi-l9 «< DPR-23. 
respectively, safety evaluation 6 notice of Issuance fc 
availability Amende change Tech Specs re primary containment 
Integrated leak rata teet requirements & schedules 
HEONERr J D Operating Reactore Branch 2 82/04/01 DELGEOROE.L 

Commonwealth Edison Co 2pp 12692 220 24X Fiche 50-237,02/04/01, 

8204120042 


— 8204120047 Amends 60 it 60 to Licenses DPR-19 ti DPR-25, respectively, 
changing Tech Specs to provide for primary containment 
integrated leak rate test requirements & schedules 
consistent u/App U to 10CFR90 

CRUTCHFIELD, D Operating Reactors Branch S 82/04/01 t6pp 
12652 230 24X Fiche 50-237.08/04/01,8204120042 


— S20429094S Amends 67 t 59 to Licenses DPR-19 Ic DPR-25, respect Ively. 
etpanding Tech Specs for scram discharge vol to include 
surveillance requirements for SDV vent {< drain valves. 
CRUTCHFIELD. D Operating Reactors Branch 5 UA8BALL0. D B. 
Operating Reactors Branch 2 S2/03/26 30pp, 12894 188 24X 

Fiche 50-237,82/03/26,8204290523 


— 6204290552 Safety evaluation supporting Amends 67 t< 59 to Licenses 
DPR-i9 tc DPR-25, respect ively 

< Office of Nuclear Reactor Regulation. Director 82/03/26 
18pp 12874 218 24X Fiche 50-237,82/03/26.8204290923 


— 8204290963 Notice of issuance 1: availability of Amends 67 t: 99 to 
Licenses DPR-19 Ic DPR-2S. retp ec ti ve 1 y. 

VAS8ALLO. D B Operating Reactor* Branch 2 82/03/26 2pp 

12894 236 24X Fiche 90-237.82/03/26.8204290923 


8204060006 Submits response to question re Cycle B licensing analysis 
All nsutronlcf calculations have been performed for OE tc 
ENC fuel assscmblles 

RAUSCH. TJ Commonuealth Edison Co 82/03/29 DENTON.HR Office 
of Nuclear Reactor Regulation. Director Ip 12590.181 SAX 
Fiche 90-249.82/03/29,8204060006 


8204130478 Forcuards request for addl Info re XN-NF-81-76 "Dresden Unit 
3 Cycle 8 Reload Analysis," Revision 1 

VA68ALL0, D D Operating Reactors Branch 2 82/03/30 DELQEOROE.L 

Commonuealth Edison Co 4pp 12661 138 S4X Fiche 50-249.82/03/30. 
8204130478 


8204060114 Application to amend License* DPR-19, DPR-29. DPfi-29 tc DPfi-30. 
incorporating metal surveillance capsule programs t< App 0 
min tamp requirements into Tech Specs 

RAUSCH. T U Commonuealth Edison Co 82/03/31 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 2pp 12553 235 24X 

Fiche 50-000.82/03/31,8204060114 


— 8204120092 Safety evaluation supporting Amends 60 Ic 60 to Licensee 
DPR-t9 Ic DPR-25. respect ively 

• Office of Nuclear Reactor Regulation. Director 82/04/01 2pp 
12652 246 24X FI che; 90-237, B2/04 /Ol, B204120042 


— 8204120056 Notice of Isawance tc availability of Aminds 60 Ic 60 to 
Licenses DPH~19 tc DPR-23t respec t Iv# 1 y 

VASBALLOi 0 D Operating Reactor* Branch 2 82/04/01 2pp 

12652 248 24X Fiche 50-237,02/04/01,8204120042. 


8204190214 Reaffirm* BllOOB position re submittal of plant-unique 
analyses. In rispcnse to NRC 820U'9 Itr concerning modified 
Kart 1 order* Analyse* luill be submitted in conjunction 
iir/rema t n Ing mod closure dates 

RAUSCH. T J Comnionuealth Edison Co 82/04/06 VA88ALL0.D 
Operating Reactor* Branch 2 2pp 13720 192 24X 

Fiche 90-000,82/04/06,8204190214 


S204260150 Foruardi Amends 69 Ic 6t to Licenses DPR-19 tc DPR-29. 
respectively Ic notice of iseuance tc availability Amends 
modify Tech Specs re approved fire protection sye. 

CRUTCHFIELD. 0 Operating Reactors Branch 9 82/04/12. DELOEOROE. L. 

Commonuealth Edison Co 3pp 1 2838. 040, 24X F i ch*. 50— 237. 

82/04/12. 8204260190 


— 8204260157 Amends 69 Ic 61 to Licenses DPR-19 Ic DPR-29. modi fy 1 ng Tech 
Specs to Incorporate llcnltlng conditions for operation Ic 
surveillance requiremante re fire protection mods 
CRUTCHFIELD, D. Qporatlng Reactors Branch 5 B2/04/12 34pp 

12838.091 24X Ficha 50-237,02/04/12.0204260150 


— 8204260169 Notice of Issuance tc availability of Amends 69 Ic 6 1 to 
Licenses DPR-19 Ic DPH-29, respec t ive 1 y 

CRUTCHFIELD, D Operating Reectors Branch S 02/04/12 2p p 
12838 089 24X Fit h o. 50-237. 02/04/ 1 2, 8204260150. 


— 8204060133 Tech Bpece 3 6 tc 4 0 re eurveillanct requirement for 
pressurlzer temp 

• Commonuealth Edison Co 82/03/31 3pp. 12993.240. 24X 

Fiche 90-237,82/03/31,8204060114 


8204060142 Oenerlc Ltr 82-03 to all operating BNRs re high burnup 
HAPLHOR limits. Based on lifted considerat ione. plant-epec if ic 
ref to CE position acceptab Is, Dversl le list of recipients 
end Aperture card* available In PDR 

EI8ENHUT, D 0 Division of Licensing 82/03/31 DELOEOROE. L. 
Commonuealth Edison Co MIKCCK, D L loua Electric Light tc Pouer Co 
BERRY. 0 T Power Authority of the State of Neu York 2pp. 

12652 079 2 4X Fiche* 50-000, 82/03/31 . 8204060142 


8204060196 Bubmit* responits to NUREO-0737 items rsquirlng 820401 
submittals Items It B. 2. II. B 3, tl D 1. II F, 1, II K 3 18, 
tl 0 3 t. It K 3.30 discussed 

SHARTZ.E D. Commonwealth Edieon Co. 82/03/31 EISENHUT.D 0 
Division of Licensing. 7pp 12597 261 24X Fiche* 50-000. 82/03/31 . 

8204060156 


8204080275 Forwards response to NUREO-0737 iteais requiring 820401 
submittal 

BWARTZ.E 0 Commonwealth Edison Co 82/04/01 REED.C , ABEL, J. 8. , 
BLISS, H.E. NRC - Ho Data! led AffHl«tlob Olven, Ip 12603' 279 
24X Fiche 50-000.82/04/01.8204080275 


— 8204080263 Provides response to NUREO-0737 Items II.B 2. II B 3,11 0, 1. 
II D a. n F. I. 3, |I F. 1. 5, It. K. 3. 18 6 JI. K. 3 30 Commitment 
date for completion of poet-accident sampling capability 
will bs provided bu 8S0416> 

BWARTZ.E D Sommonusalth Edison Co. 88/03/31 EtSENH^.D 0 
Division of Licensing. Bpp. , 126031280 24X Fiche. 50-000. 

82/04/01,8204080279. ' 


8204090209 Requests r*»ci»slon of dl0109 order* requiring InetaUatlen 
of eutomatlc air header dump eye. Improved hydraulic coupling 
roeoUing from permanent mode «»U « 

RAUSCH. T J, Commonwealth Edieon Co 82/04/01 EIMNHUT.D.O, 
Divlelon of Ltcenelng, 2pp. 12689S087, 24X Fiche; 90-249. 82/04/01 . 

8204090205. 


8204210256 Dlicuieai effect of NUREO-O6ao. "Cladding Sueltlng ic Rupture 
Models for LtJCA Analysis. '> can Unit 3 ECCB analysis Ic 
coenpares resulti u/E>ian Nuclear Co ONR clad tuelling tc 
rupture model Both methods in egreememt 

OWSLEY, 0 F Exxon Nuclear Co i Inc (tub* of Exxon Corp 1 
82/04/14 RUBENBTEINi L 8 Assistant Director for Cora & Plant 
Systems 2pp 12B03'074 24X Fiche 50-249.82/04/14,8204210296 


8204160132 Oenerlc Ltr 82-07 to a U BWR plant licensees t> applicants re 
transmittal of NUftEO-0909 relative to OInne tube rupture. 

H/o end HLIRE5 List of NRC reciplenti end 

EISENHUT.D 0 Division Of Llcenelhg 82/04/15 Commonwealth 
Edison Co tlORIBIiA U Doston Edison Co JONES. J A Carolina 
Pouer Ic Light Co 7pp. 12787 >96 24X Fiche 90-000.82/04/19. 

8204160152 


3204230521 Foruards response to Generic Ltr 82-09 re invplemente tlon 
status of NURE0-O737. including Items I. A 3 1 re simulator 
exams. tl B 2 re plant sh 1 elding *< H- D 3 re post-eec Ident 
sampling tc 1 1 B 4 re training for mitigating core dacnagi 
BWARTZ.E D Cocmmonusal t h Edison Co. 82/04/19 EIBENHUT. D 0. 

Division of Licensing 23pp. 12815*273 a4X Fiche 50-000.82/04/15, 

8204230521 


8204220390 Advl eei that OE will perform p lant-epec if tc main eteace line 
break ana lyei s. scheduled to be completed In early Bummer 
1982 

RAUSCH, T J Commonuealth Edison Co 82/04/16. UAQ8ALL0, D. B. 
Operating Reactors Branch 2 Ip 12809.030. 24X 

Fiche* 90-000, 82/04/16, 8204220390. 


8204290274 Advises that review of pouer monitarlng eye design mod* 
raveeled prablam* re undervoltag e. overvolta go It 
underfrequenc y settings of D‘A Revised implementation 
schedule to b B submitted u/problem resolutions by Jul 1982 
RAUaCH, T. J Commonwealth Edieon Co 82/04/19 VABSALLQ. 0 
Operating Reactors Branch 2, 2pp. 12881 321. 24X 

Fiche; 50-000. 82/04/19, 8204290274 
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02O«IO29S Oinrrlc Lfer 82-09 to 4ll pou»r no c top lie tn*#**, «pp I leant* 
pgr OL. NBSS Vender* 4 reector vindor* p* environ 
■(Vilification of laf ets~r*lated electrical >q.ulpa*nt 
NRC position re qualification r eqvireAient* end 
EI6ENHUT.D 0 Division of Licensing 62/04/20 HAUSPl/flOr A 
Cgniolldattif Edison Co of Neu Vopli PARKER. H D Dute Power Co 

DUNM. C N Ouquesne Llgiit Co lapp 12662 337 24X 

Flche’ SO-OOOi 62/04/20. 8204210299 


6204260927 Advises that leak rate test prior to Cgcle 6 operation will 
be perforniif in less that 24-h> in response to 620420 
request Criteria ultl be In accordance y/BN-TOP-l. 

Revision 1 

RAUSCH, r. si CoiMionueelth Edison Co 82/04/21 EI8ENHUT. 0 0 
Division of Licensing. ip 12966 311 24X Flche 90-249.82/04/21. 

8304280927 


6204300367 Advises that THt Action tten If K 3.3. "Reporting Relief 
Valve b Befetg Valve Failures 4 Challenges. " considered 
resolved 

CRUrCKFIELD. D. Operating Reactors Branch S 82/04/21 DELOEaROE, L 
Ceamanuealth Edison Co 2pp 12886 124 24X Flche 90-DOD. 

B2/04/2t ,8204 300387 


Q Inspection raportti IE Bulletin* b eorretpondenee 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies in Wide Range 
Pressure instrument* Used (n Westinghouse Designed Plants " 

Sve list anc 1 

UORDAN.E L Division of Engineering I, Quality Assurance 92/04/09 
63pp 12878 342 24X Flche 80-000.82/04/09.8202040142 


8204220406 Ack receipt of 820318 Itr informing NRC of steps taken to 
correct violations noted in IE Intp Rept 90-249/81-30 Addl 
steps to be taken, per B2040S te icon, c onflrmed 

KEPPLER.U 0 Region 3, Office of Director 82/04/09 RCEB. C 
Commonwealth Edison Co tp 12806 299 24X Flche 50-249.82/04/09, 

8204220406 


—8204220412 Responds to NRC 820216 Itr re violations noted in !E Insp 
Rapt 90-249/81-30 Corrective actions developed surveillance 
program For special work permits in high dose radiation 
fields tc Issued self reading dosimeters 

BTIEDE. H L Comnonuealth Edison Co 82/03/18 KCPPLER. U 0 
Region 3, Office of Director 6pp 12806 296 24X 

Flche- 90-249, 82/04/09, 8204220406 


8204200102 Furuards addendum to IE tnsp Repts 90-010/81-19,90-237/81-29 
4 90-249/81-22 forwarded 811106 

PAPERIELLO, C 0 Divteion of Emergency Preparedness U Operational 
Support 82/04/13 REED. C Commonwealth Edison Co tp 
12740 012 2 4X Flche 90-010,82/04/13.8204200102 


8204090288 Forwards tafety evaluation (. technical evaluation rept re 
raviau ef util response to IE Bulletin 80-06. "E8F Rciet 
Controls " 

CRUTCHFIELD. D. Operating Reactors Branch S. 82/02/28 
OELOEOROE.L 0 Commonwaa I th Ed 1 son C o gpp 12929 144 24X 

Flche 90-237.82/02/28.8204090288 


—8204200109 Addendum to IE Insp Rept* 50-010/81-15.50-237/81-29 b 
90-249/81-22 Confirmatorv measurements program one 1 
a Region 3, Office of Director 82/04/13 2pp 12740 013 241 

Ficht 90-010.82/04/13.8204200102 


— 8203090800 "Llcensca Reiponaa to IE Bulletin BO-06 re EBF Reset 
Contrsls." interim technical rept 

HClUHrANtS. B. EObOr Inc. FIN A-0290 EOO 1183-4211 81/09/31 

BENDER. P Instrumentation b Control Systems Branch 9pp. 

12989- 151 24X Flche 90-237.82/02/28.8204090288 


8202040113 IE Info Notice 82-08. "Cheek Valve Failures on Diesel 
Oencrater Engini Cooling 8ys. " kf/svc list 
» Director's affica. Office of tnepection and Enforcement 
82/03/26 4pp 12862.353 24X Flche 90-000,62/03/26, B2020401 13 


8204200165 Forwards IE Insp Repts 90-010/32-03. 90-237/82-04 b 
90-249/82-04 on 820189-29. No noncompliance noted 
PAPERIELLD.C J Dlyiilon of Emirgeney Prcparidneif tc Operational 
Support 82/03/29 REEO.C Commonwealth Edison Co, 2pp, 

12740 021, 24X Flche; 90-010, 82/03/89. 8204200169 


— 8204200176 IE Insp Repts 90-010/82-03.90-237/82-04 b 90-249/82-04 
ois 620129-89. No noncompliance noted, Major areas Inspacted: 
prompt public notlfication/warnlng sys b testing of sys. 

JORDAN. H J . TONOUE.T.M , PATTERSON. J P Division of Emergency 
Preparedness b Operational Support 82/03/23, 9pp. 12740:023 
24X Flche 90-010,82/03/29,8204200169 


804090323 Ack receipt of 820319 Ur re vloUtlen noted in IE Insp 
Repts 90-237/01-31 b 90-249/81-23 Violation withdrawn 
Interim approval of Insarvlea test program granted by NRR 
NORQ.IUa.C £, Division of Enginearlng b Technical Programi, 
82/04/01 REEO.C. Commonwealth Edison Co, Ip 12612 140, 24X 

Flcba- 90-237. 82/04/01. 8204080323 


"8204090389 Ri visas 811831 original response to NRC 811204 Itr re 
vlalalion* notid in IE Insp Repts 50-237/81-31 b 
90-249/81—83 UltJidrawal of notice of violation based on 
InservJca test program status requested 

RAUSCH. T.U Commonwealth Edison Co 82/03/19 KEPPLER, 0 0 
Regions, Office of Director 2pp 12612' 141. 24X 

Flche. gD-23 7,82/04/01. 8204080323 


8804810231 Forward* IE Insp Repts 90-237/88-09 b 90-249/88-09 
on 820818-0302 No noncomp 1 lance noted 

ROV, 0 W Region 3. Office ef Director 82/04/08 REED, C. 
Commonwealth Edison Co 2pp 1 8801. 080 24X Flche 90-237.88/04/02, 


8208040143 IE Infe Notice 08-18. ‘'Surveillance of Hydraulic Snubbers " 
H/encl SVC list 

JORDAN, E L Division of Engineering b Quality Assurance 82/04/21 
64pp 12873 001 24X Flche 50-000,82/04/21.8202040143. 


R Periodic opereting reports & related correspondence 


8204120800 Forwards "Radwaste b Environ Monitoring Annual Rept 1981" b 
«iei doses resulting from airborne release* b liquid 
effluents, 1981. 

SCOTT.D J Commonwealth Edison Co 82/04/01 KBPPLER, J 0 Region 
3, Office of Director Ip 12636 201 84X Flche 90-010,82/04/01. 

8204120200. 


— 8204120203 Fo.rwards mac dose* TBSoUlng from airborne releases b liquid 
affluents, 1981 

FLE66NER.R A Commonwealbh Edison Co 02/03/29 KEPPLER, J 0 
Region 3. Office of Director, 3pp 12636 202 24X 

Flche 90-010.82/04/01,8204120200 


— 0204120207 Mas doses resulting from airborne releases b liquid 
effluent*. 1981 

♦ Ccnmonwealth Edison Co. 08/03/19 2pp 12636 203 24 X 

Flche 90-010.82/04/01,8204120200 


—8204120210 "Raduiaste U Environ Monl taring. Annua I Rept 1981 " 
e Haiti ton Environmental Sciences Corp 88/03/31 il4pp 
12636 209. 24X Flche 90-010.82/04/01.6204120200 


9 Reportable occurrences. LER* b related correspondence 



8204120236 Forward* LER 82-014/03L-0 

SCOTT. D, J Commonwealth Edison Co 82/03/30 KEPPLER. J 0 Region 
3. Office of Director Ip 12637,196 24X Flche 00-249,82/03/30, 

8204120236 


--8204120240 LER B2-014/03L-0 on 020317, creek discovered in head teal 
leak detection piping Cause undetermined. Leakage located In 
ssctlon of pipe that cannot be Isolated Analysis b repairs 
to be done following cavity drain down 

BEROAN. 0 W. Gommonuealth Edison Co 02/03/30 Region 3, Office 
of Director 3pp 12637' 197 24X Flche 90-249,82/03/30. 

8204120236. 


-8204210241 IE Insp Rept* 90-237/82-09 b 90-249/82-09 on S2021B- 
0302 No noncompl lance noted. Major areas Inspactsd. mgt 
training, ALARA protadurei, exposure control* b pot tine 
Details wlthhald Iraf 10CFR73.2i> 

PAUL. R A., OHEOERiL. R Region 3, Office of Director 82/04/02 

1 pp. 12801 090. 24K Flche' 90-237, 82/04/02, 8204210231 


S2O41M306 Docunent* retulti of operability assessment of effected 
walls In rasponse to IE Bulletin 80-U, "Masonry Nall 
Oaslgn " leiterin operability criteria developed eendlna 
repair of affected wall* 

SWARTZ, E D. Coesmonwialth Edison Co. 82/04/08. KEPPLER. *I O Reoian 
9204160306*^ 01 r • e t o r 2p p 1 2693 ;017 8 4X Flche. 90-000 , 82 /04 /OB. 


8204270262 Fopwerd* LER 82-01 8/03L-0 

BCOTT.D J Commonwealth Edison Co 02/04/20 KEPPLER, JO Region 
3. Office of D1 roe tor ip. 12893 137 84X Flche 90-249.02/04/20. 

8204270262. 


—020427026? LER 62— 019/03L— 0. on 020323. during routine auto blowdown 
logic test, one-time delay relay did not trip within Taeh 
Spec limit. Caused by Instrument setpoint drift Time relays 
recallbr 

KIN, 0 Commonwealth Edison Co. 82/04/20. Raglon 3, Office of 
Director, 2p. 12693' 136 84X Flche, 90-249, 62/04/20, 8204270262 
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Bso^aooa?? p-arunnl* LEfi eZ-OiO/OSL-O 

SCOTT, a J CommoTiuealth Editon Co 82/04/20 KEPPLEfi, J 0 RogJon 
O. Offlct af Oiroctor Ip 12886 145 24K Flch« 50-237.02/04/20. 

0204300379 


DOCKET 50-230 TURKEY POINT PLANT. UNIT 3 


F Sicuritv. medical. Bmergencg ti flr> protgctlon plant 


8204230308 Discutias Inherent ptobl»m w/ 4 -ii>iT» tmargeocg notiftcatlap 
tv* tclaphoni circuit To prevent lockup. util should ensure 
that saconil call is not ettablished uilthin ZO-s after 
orlflliral call 

STDHR. 0 P Division Of Emergencii Preparedness h Operational Buppopt 
82/01/29 UHRIG.R.E Florida Power I, Light Co MCDQMALD.ft P 
Alabaise Power co JONES. J A Carolina Power 4i Light Co 4pp 
tZBlA- 13S 24X Flche 50-000,02/01/29,0204230300 


0204230420 Responds to ((uestions re nature of response during 
eeiergencg.NRC role during emergency It need to effectively 
Interface w/licansee organiiation at technical support ctr •< 
anergencg operations facility during response to emergency 
STOHR, vf P Division of Emergency Preparedness ti Operational 0upport 
82/01/29 UHRIO.R £ Florida Power t< Light Co, MCDONALD. R P 
AJabara Power Co JONES. J A Carolina Power It Light Co 7pp 
12815 264 24X riche 50-000,82/01/29.0804230420 


6204230472 Dlscueses schedule of Info to be submitted by util* in 
advance of emergency preperedness eierctse Appropriate state 
It local agencies should be informed well in advance of 
crercises to Pacilttlate participation 

STDHR. ^ P Otvliion of Emergency Preparedness It Operational Bupport. 

82/01/29 UHRIC, R £ Florida Power It Light Co MCDONALD, B P 
Alahaira Power co JONES, J A Carolina Power It Light Co 4pp 
12914 294 24X Flche 50-000.82/01/29,8204230472 


3204090152 Rag.uesta copies of He ensee/appl ic ant reguests for 
eitension or ecemptlon re implementation of 10CFR73 21 
Only Ifaddam Neck 1. Millstone have submitted feet S< fee 
forms 

TREHPER.L License Fee Management Branch 08/04/05 Office of 
Nuclear Reactor Regulation, Director Ip 18633 260 84X 

Flche 50-000.82/04/09,0204090152 


0204300380 Dlicustts Status of assasiment 

ventilation on postulated loss of all ac , I 

Fatlllty environ conditions for lose of ventilation will 

complsted by end of May *988 n3/oa/26 EIBENHUT, D O 

UHRIO.R E Florida Power fc Light Co 08/04/26 38 i 

Office of Nijclear Reactor Regulation, Director p 
Flche 50-250,02/04/26.0204300390 


P Operating license stage documents^t^cot^aepondence 

8204220305 Responds to FOIA request for .evon categarle. of document. 

BHOULY.a C 


re TMI action plan ^ 

FELTON, J M Division df Rules and Recoils 
Union of Concerned Scientists 6pp 
Fiche- 50-000, 81 / 1 1 / 1 8, 0204220309 


01 /11/12 
12024 100 24X 


-8003130391 Oi.cue... J-r 1900 .it. visits 
C^sgors A Lessors L.arn.d reiol-'-h'onts 
Operating Reactors project managers 
or resident Inspector par 1 1 c ipate in 

eiSEMHUr, D 0 Division of Operating Reactor ^ 9p p 

srHWENcERi A Operating Reactors Branch 1 
^aaflSS Z4X Flche 50-000. 91/11/12,020 4220385. 

SU04230544 Ecpr psses gratltutfe for use of util video tape cassette 

ai/l2/30 UHBIO. R E Florida Power li Light Ca Ip 12B15. 9 
24X Flche 50-290.01/12/30,8204230544 


B204080103 Forwards Amends 79 1. 73 to Licenses 0PR-3t l< DPn-4t. 
Tssoectively, safety evaluation I, notice of issuance *< 
availahlllty Amends define RCPB integrity 

alt. mate means of assuring l 82/03/00 UHRIO.R E 

OROTENHUIB.M Operating R«*tfcore Dranch U 82/03/00 UHMlw.n 

Florida Pouer 1: Light Oo Zpp 12614 196 24X 

Fit he- 50-250, 02/03/00, 8204000103 

-6204080100 Amend. 79 & 73 to License. DPR-31 K pPR- 41 . r ..pec t ively , 
chanolng Tech Spec, to define RCFS Integrity fc provide 
«lt.?nat. means of 

makes administrative correetlGns *«> Tech .... 

VAROArB A Op stating Reactor* Branch 1 02/03/08 llpp 


S204140339 Ack receipt of 820315 itr informing NRC of step* taken to 
correct violations noted In IE Emergency Preparedness 
Appraisal Rep t. 50-250/01-24 h 50-251/81-24 

LEWIS. R € Region 2, Office of Director 82/04/05 UHRIO.R E 

Florida Power #, Light Co Ip 12664 199 24X Fiche SO-290, 

82/04/09. 8804 140239 


— 8204140247 Responds to NRC 811113 Itr re Violation* noted In IE 
Emergency Preparedness Appraisal Rspt* 50“250/Bl'’24 It 
30-291/01-84- corrective actions revision to emergency plan 
completed by 020301, as agreed v 

UHRIO.R E Florida Power L Light Co 88/03/15 0 REILLY, J P. 

Region 2. Office of Director Ip 12664 199 24X 

Fiche 90-350,82/04/09,8204140239 


— 8204140256 Forwards IE Emergency Preparedness Appraisal Rept* 
50-250/01-84 & 50-251/81-24 on 811026-1106 6 list of 

Improvement items nunta.e w 

O'REILLY, J-P Region 2, Office of Director 82/02/01 UMRIQ.R E 

Florida Power & Light Co 7pp 12664 200 24X 
Flche 50-250.82/04/05,8304140239 


— 8204140266 IE Emergency Preparedness Appraisal Rept* 50-250/0 
50-251/81-24 on BU026-1106 Deficiencies noted In areas or 
a.sassnent ae tions, general public Info 6 onsite 

organliation augmentation Faaraeneu 

PESBOTTl.D . 8TAN8BERRV, W W. , ^ENKINSjO B Division 
Preparedness |< Operational Support 88/01/29 5 pp. 

24X Flche 50-290,82/04/05.8204140239 


0804190003 Forwards Amends 82 6 76 t, 

respectively, safety evaluation It notice 
availabllltu- Amends modify Toch 8p*es App A to op a 


availability. . . 

emergency power sys eurveillancs 
OROTENHUI6, M Operating 
Florida Fauer It Light Co 3PP> 1*^* 
Flciia- 50-250. 02/04/05,0204190003. 


83/04/05 

24X 


—0204000112 Safety avakuatlon supporting Amende 79 6 73 to License. 

Ice^'of «utie*r "Reactor ft*B»»l»t ion* Director 02/03/00. 3np 
12614209 24X Fiche 50-290,02/03/08,0204000103 

6204030115 Notice of issuance li avallahllltv of Amends 79 & 73 to 

Licau.es OPR-31 U DPR-4 1 , reip ec t i v« 1 y. 

VAROA, S A aperating Reactor. Branch 1 82/03/08 2pp 

12614 213 24X FIc he. 80-250, 02/03/00,8204000103 


1204210745 gummary of 820304 Si 05 meeting* w/util 6 EOLO in Miami. FL re 

CROTEMHUISrll Operating Reactor. Drench I 02/03/10 

Reactors Branch I 21pP 12300 184 24X Flche 90 - 000 . 02/03/ lO, 


a*if^WI evC^'l-T/l A 


204020066 Forwards request for addl Info re TMI Action Plan Item* 
II F I 4, !I F 1 S fe II F 1 6 re sy* monitoring Ra.pcin** 
within 49 day* riqUlred . „ 

VAROAi S A Dp .rating RBactori Branch 1 82/03/16 UHRIO.R E 

Florida Power It Light Co, 9pp 12812 333 24X 


9204220607 Forward* Amends BO 6 74 to Uicen.e* PFR-Ol I, DPR-4Z 
reepec tively, safety evaluation It notice of i.«uanc* 

6 ava t lability. Amend, revise Tach Specs to specify new power 
distribution limit* for base load, 

ORQTEflHUrS, H Operating Reactors Branch 1, 02/03/17 UHRIOiR K 

Florida Power b Light Co 3pp. J283i 302 SAX 
Flchei 50-290, 82/03/(7. 820 4220607 


—0204220610 Amends 00 t> 74 to Llcen.e* nPR-3t li DPB-41, r esp ec 1 1 valy , 
revising Tech Specs to specify neu power distribution Jimite 
for base load & radial burndown oparatlou. 

VAROA.B, A. Operating Reactors Branch 1 82/03/17 19pp. 

12B31;309 24X Flch* 50-230.82/03/17,0204220607 


-8204190006 Amend. 82 6 76 to DW -31 6 ^fi-4i.r..MctiY.ly, 

modifying Tech Bp.c. App A to «|)d.ts emergency power sys 
surveillance tests. _ , . l 82 / 04/05 gap. 

VAROA. S A. Operating = m0419^3 

12731:099 24X Flche; 50-250, 82/04/09.0204190003, 


— 82042206(6 Safety evaluation supporting Amends 80 1< 74 to Licensee 
DFR-31 6 DP8-41, respectively 

a Office Df Nuclear Reactor Regulation, Director 82/03/17. 7p 
12831 329 24X Flche: 30-250.02/03/17, 0204220607 


— 0204220619 Notice of Iseuance li eva liability of Amend* BO It 74 to 
Licenses DPR-3i h OPR-41, respectively, 

VAROA, 8 A, Operating Reactors Branch 1 82/03/17. 2pp. 

12031:332 24X Flche , 50-250, 02/03/ 1 7, 02O4K2O6O7. 
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B203l9000i 0»n»rlt Ltr 82-05 to «ll Kc •»*••• o# operating pou»r 

rtACtori f* po-»t-TMI rt 4 i#lr«®* 0 1* 

£ISENHUT<0 0 Dlvlllon o-f Llttntlng 82/03/17 HAl(SPUR0< A 
ConioIldJttd Editott Co o# N«ii» Vork 7pp 12313 128 24X 

Flche 50-000, 02/03/19, e203l90001 


62041200E4 Foruardi r»(iue*t for addl info n adfiquacg of tloctrlcal 
diitrltautlon lyf voltagdi /Trdponir roqolTtd ulthin 43 dagt, 

VAROAi S A Oporatlng Rddctord Branch 1 82/03/19 OHRIO, H E 

Florida poutr t. Light Co 3pp 18652 212 24X 

Flth* 30-250, 88/03/19,0204120064. 


6204200103 Forujrdi Aoitnd# 61 * 75 to Llctmif DPR-Sl t, DPR-41, 
ra>f«ctf/aly, tafatq tvaluation 6 nolle* of ioiuance (, 
aval 1111 Htg Amend* Incorporate steam generator Jniervlce 
tnso r iqi/lrani*nt into Tdcli Specs 

0H0TENHUl8,H Operetlng Reaetore Branch I 02/03/84 UHfllO,R £ 
Florida Fouar & Light Co 2pp 12670 013 24X 

Fiche 30-250,62/03/24,0204260103 


B204I90003 Forwards Amends 82 «< 76 to Licenses OPR-31 «, Dpr- 41, 
respec 6( ve Ig > safetu evaluation L notice of issuance & 
availebllttv Amends modify Tech Specs App A to update 
tnergeneg powar sys surveillance tests 

OBOTENKUISrM Operating Reactor* Branch 1 62/04/05 UHRIO,R E 

Florida Power L Light Co 3pp 12731 096 24X 

FI c he 30'-230, 62/04/05, 8204 190003 


— 0204190006 Amend* 62 *, 76 to Licenses DPR-31 t< OPR-41. respect Ively, 
moiflfylng Tech Specs App A to update emergency pouer sys 
surveillance tests 

VAB0A>6 A Operating Raactars Branch I 02/04/05 9pp 
12731 099 24X Flcbe 50-250, 83/04/03,8204190003 


--8204190007 Safety evaluation supporting Amends 02 & 76 to Licenses 
DPR-31 & DPR-41, re epee t Ively 

e Office of Nuclear Reactor Regulation, Director 02/04/03 3pp 
12731 108 24X Fiche 50-230.02/04/05,0204190003 


—0204209117 Amend 1 01 «< 75 to Hcenees DPft-31 6 DPR-41, 

respectively, incorporating fteam generator inservice insp 
reRUirements into Tech Specs 

WAHOA.S A Operetlng Reactors Branch 1 02/03/24 ISpp 

12870 015 24X Fiche 50-250.82/03/24,8204280103 


— 6204200187 Safety rveluatlon supporting Amends 01 & 75 to Licensee 
DPH-31 6 DPR-41. respect Ively 

e Office of Nucleer Reactor Regulation, Dlractor 62/03/24 2pp 
I2B7B 030 24X Fiche 50-230.82/03/24,8204200103 


— 8204190009 Notice of issuance t< availability of Amend* 02 t, 76 to 
License* DPR-31 tt DPR-4 I , r**p ec 1 1 vel y 

/AROA. S A Operating Reactor* Dranch 1 02/04/03 2pp 

1273J lit 24X Fiche 50-230, 02/04/05.8204190003 


8204260018 Confirm* 820409 telephone author 1 1 at 1 on for change in 
Tech Specs re boric acid transfer pumps per 820405 telecopy 
request Amend uilll be foruarded 

NOVAK.T H Assistant Director for Operating Reactor* 82/04/06 
UHRIO, R E Florida Power & Light Co 2pp 12843 361 24X 

Fiche 50-250. 02/04/06. 8204260018 


-8204200134 Notice of Issuance t< availability of Amends 81 L 75 to 
Llcens** DPfi-3i t< DPR-41, respect) vely 

VAROA, S A Operating Reactor* Branch I 62/03/24 2pp 
12873 037 24X Fiche 90-230,82/03/24,8204200103 


204020404 Forwards rasponte to NHC 620211 request for addi info re 
NUREO-0737, Item II K 3 2 re power operated relief valve 
isolation sys 

UHRIO.R E Florida Power 6 Light Co 82/03/26 VAROA,S A 
Operating Reactors Branch I Spp 12503 330 24X 

Fiche 50-250, 82/03/26.8294020404 


B2040S040B Informs that requirement* of TNI Action Plan Item It E 4 1, 
dedicated hydrogen control pene tratlons.have been met 
VAROA, S A Operating Reactarc Branch 1 02/03/26. UNRIO, R E 

lorlde Power & Light Co. 2pp 12565 269 24X 

Iche 50-250.82/03/26,8204050408 


1210331 Forwards request far addl Info to camplet* review of 810211 
0413 response* to IE Bulletin BO-11 re masonry walls 
dlOA>8 A Operating Reactor* Branch I 82/03/29 UHRIO.R E 
orida Power {< Light Co Spp 12811 026 24X 

Che 50-250, 02/03/27. 8204210331 


060079 Responds to Oineric Ltr 81-36 re subnlttsl of preliminary 
aluatlan supported by test result* ta denonftrate 
pabillty of FIfR relief k safety valvts Plant-specific 
aluation win be submitted by 820901 

RIO, fi £ Florida Power t> Light Co. 82/04/01 EISENHIIT. D 0 
vision af Licensing 3pp 12550 143 24X Fiche 50-250, 02/04/01. 

>4060079 


1070426 Suhmtts update re implementation af containment high range 
idlatlon monitors Caltbr af Unit 4 channels rescheduled far 
•it outage, for health physics reasons Unit 3 callbr 
Offlp late 

«R10, R e Florida Power t, Light Ca 02/04/02 ElSENHOT-O 0 
ivlslon of Licensing Ip 12566,303 24X Fiche 50-250. B2/04/02, 

204070426 


B204130327 Forwards status of Post-Till Items II D 1,11 D 2. It D 3, 
ir. B. 3, II £ 1 1, II e 1 2. (S C> «, 1 1 E 4 2 Details on open 
items will be submitted in response to Oeneric Ltr 82-05 
by 02D421 

UHRIO.R E Florida Power «• Light Co 02/04/08 EISENHUT, D 0 
Division of Licensing 2pp 12657 200 24X Fiche 50-250,02/04/00, 

B204 130327 


6204140304 Requests permission to retain cnntamlnated soil onsite. 
Evalustlnn of potential migration from contaminated soil 
enc I 

UHRIO.R E Florida Power k Light Co 02/04/08 EISENHUT, D 0 
Division of Licensing 3pp 12662 240 24X Fiche 50-250,02/04/08, 

8204140304 


0204210417 Advises that Ofe of Controller will be refunding fee for 
Amends 81 i< 79 to Licenses DFR~31 f. DPR-41, respectively 
HILLER, HO Lictnss Fee Hanageoient Branch 82/04/08 UHRIO.IT E 
Florida Power & Light Co Ip 12811 243 34X Fiche 30-250, 

B2/04/0S, B20421C417 


0204210079 Forwards Amends 63 8, 77 to Licenses DPR-31 6 DPR-41, 
respac t ively, safety evaluation L notice of Issuance & 
availability Amend updates Tech Specs for containment Ik 
control room filter syi 

OROTENMUIB, M Operating Reactors Branch 1 82/04/09 UHRIO.R E 

Florida Power L Light Co 2pp. 12012 014 24X 

Fiche 80-250,82/04/09.0204210079 


—0204210005 Amends 83 tc 77 to Licenses 0PR-3t k DPR-4t, respectively, 
updating Tech Specs for containment L control room filter 

sys 

VAROA, 8 A Operating Reactors Oranch 1 82/04/09 14pp 

12812-016 24X Fiche. 50-250, 82/04/09,0204210079 


— 8204210093 Bafety evaluation supporting Amend* 03 k 77 to Licenses 
OPR-al «t OPR-41. respect Ively 

• Office of Nuclear Reactor Regulation, Director 82/04/09, 
12pp. 12812 030. «4X Fiche 50-250.02/04/09,8204210079 


4120186 Submits procedures to preclude effect* of foreign natl In 
rlmary coolant tys k not retrieved per steam generator 
epair program 

•iRIO.R £ Florida Fewer & Light Co, 82/04/05 VAROA, 8 A 
berating Reactors Branch I 2pp 12636 168 24X 

Iche 50-250,82/04/05.8204120186 


20324 Application for amend ta Lion*** DPR-31 I. DPR-41 changing 
t Specs to authorise use of two boric acid transfer pumps 
period of 54-h during tow power physics testing of Unit 
ifety evaluation enci 

to. B E Florid* Power k Light Co 82/04/05. HaVAK.T M Office 
u tear Reactor Regulation, Director. 3pp 12642-110 24X 

I. 50-250, 82/04/0918204123324 


20328 Proposed Tech Spec Pago 3 6-2 re use 

Ip* 

Florida Power 6 Light Co 82/04/05 ip, 
ha 50-250, 92/04 /05, 020 4 1 20324. 


of boric acid transfer 
12642- 1 13 24X 


'0204210099 Notice of issuance t, avaflablllty Of Amends 83 k 77 to 
Licenses OPB-31 l« DPfl-4 1, reap ec t ive ly 

* Opsrating Reactors Branch 1 02/04/0? Ip 12812 042 S'dX 

Fiche. 90-250, 82/04/09, 0204210079. 


SR-OfODOOdA Forward* request far addl info re auxiliary feedwater eye 
design Info required within 4S day* 

VAROA, 8 A Opsrating Reactor* Branch 1 82/04/09 UHRIO.R E 

Florida Pauaf t: Light Co 4pp 12900 293 34X 

Fiche 50-250.82/04/09,8204300044 


82Q41601SB Oeneric Ltr 82-08 to alt PHR 
transmittal of NUREO-0909 relative to 
U/o sncl hlUREO, List of NRC recipients 
EISENHUT. 0, 0. Division of Licsnslng, 
Consolidated Edison Co of New Tork 
Fiche, 90-000, 82/04/19,8204160159 


plant liceniees L applicant* rt 
Olnna tube rupture 
enc 1 

02/04/19 HAU9PUR0, A 
7pp 12787, 203. 24X 
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82042&0S01 Application for liimend to App A Toch Spocs Of Licenses 
OPR-31 & 0Ff)-4l> incorporating 9X steam generator tube 
plugging EC66 analysis 

UHRIG.R E Florida Power 1. Light Co 82/04/13 6I6ENHUT.D 0 
Office «f Hue tear Reactor Regulation) Director 2pp 1SB39’ OIA 
34X Flche 90-350. 83/04/19. 82042A020J 


—8204260302 Proposed change, to Tech Spec Pag* 3 3-3 t< Figure 3 2-3a re 
etcair generator tube plugging limit Safetg evaluation It raw 
data end, 

e Florida Pouer k Light Co 82/04/19 90pp 12839 018 24X 

Fiche SO-230. 82/04/13. 8304260201 


8204140432 Forward* IE Insp Rept* 80-2SO/B2-06 L 30-291/82-06 on 
620118-0329 No noneomp 1 lane# noted 

UQMO.F J Dtvlston of Projoet & Resident Program* 82/03/16 
UHRtO.R E Florida Power & Light Co 2pp 12669 209 24X 

ca9#A'l/1 


-6204140440 IE Inep Rept. 90-250/82-06 1. 30-281/02-06 on 820118-0228 
No noneomp 1 lance noted Major aroaa inepeeted po»t-TMi 
impIeffentaHon followup, p lant operations, survoi Hanee test 
operation* k plant tour ^ „ ..,,.^ 1 . 

VOaT-LOHELL.R J. DANCE. H C Division «<' ‘‘oS oin So/o-s/ifl 

Programs 62/03/19 Bpp 12669 211 24X Flche 30-230. 82/03/ 18. 

a^Ajt i 


8204200485 Advlta* that response to Oencrlc Ltr 82-05 will be submitted 
bg 820436 

UKRI9.R E Florida Pouer << Light Co 83/04/16 EISENHUT. D 0 
fl I Vi* ion of Licensing Ip 12743 088 24X Flche 90-290.82/04/16. 

8204200 4S9 


3204210295 Generic Ltr 62-09 to all power reactor 1 tcenseet. app Heants 
for OL. NBB3 vandors U reactor vendors re environ 
gualtf > cati on at i af (tg-relatcd electrical equipment 
NRC position r* qualification r eguirsisants end 
EfSENHOT. D O Division oF Licensing. 83/04/20 HAUSPURO. A 
Consolidated Edison Co of New York ANDERSON. R L New York State 
Electric (.Oat DI6E. D P Niagara Mohawk Power Carp i8pp 
I2S62 337, 24X Fiche 90-000,82/84/20.8204210299 


8204010427 Ack receipt of 320301 ltr 

correct violations noted In IE Insp Rapt* 50-230/81 33 Si 

L£U?I,^R^C ^^ivlslon of Project b Reiident Programe 32/03/23 
UHRIO. R £ Florida Power b Light Co Ip 12464 139 a4X 
Riche 90-250.82/03/23.8204010437 


—8204010429 Reeponds to NRC 020121 ltr re violations noted In IE Insp 
Reptf 30-290/191-33 b 80-251/81-33 Corrective actions 
procedure change* made to addres* k*mp testing of BIT lines 
b administrative lantrol* anhanced n.fiiMi 1 v J P 

VHRIO.R 6- Florida Power b Light Co B2/03/01 0 REILLY. J P 

Region 2. Office of Director 6pp 12404 136 24X 


B204290053 Application to amend Lie*n**i DFS-31 b DPR-41 Tech Spec, re 
daicriptlon of hot channel factor narmattied operating 
envelope curve 

UHRIO.R E Florida Pouer «> Light Co 82/04/21 EISENHUT. D 0 
Division of Ulcanslng Ip 12892 264 24X Flche 90-230.62/04/21. 

9204290093 


e2'0'4010433 Ack 820222 discussion w/lnspeetor re IE Insp Repts 

90-290/81-33 &• 50-231/81-33 Agree* to provide response bg 


CneWKCrCI . . .msm 

UHRIOifi E Florid* Power ^ 82/02/23 

Region 2. Office of Director ip. 12484 141 
Flche SO-aSO. 82/03/23. 8204010427 


O'REILLY. J 
a4X 


P 


— S204290056 Proposed Tech Specs re curve deeeriblng hot channel factar 
normal tiad operating envelope 

• Florida Power b Light Co 02/04/21 3pp 12892 269 24X 

Fiche 50-250.82/04/2 1,8 204290093 


S204270205 BuppI to 820421 proposed amend to QL* re hot channel factor 
normallifrd operating envelop* 

VHRIO, R E Florida Power b Light Co 82/04/22 EISENHUT.D 0 
Division of Uicensinp Spp 12893 090 24X Fich* 90-290.62/04/22, 

8204270205 


-8204010438 Forward* IE Intp Repts 30-290/91-33 t* 90-251/81-33 on 
811026-1139 b 1207-18 & notice of Violation 

LEU16.P C Division of Rosidant b Reactor Project Inspactlon 
82/01/21 UHRIO. R. E Florida Power b Light Co 2pp 12484 143 
-tAti ca.k. mm/na/an. 8r.a40ta4S7 


-62040.10449 Notice of violation from Insp on 011026-1129 *< ^207 Ifi 
a Division of Rasldent b Reactor Project Inspection 88/01/21 
2 pd 124B4 149 24X Flche 90-290,62/03/23.8204010427 


O Inspection reports. IE Bulletins b correspondence 


8804140371 Forward* lE Insp Rept* 50-290/82-05 fc 50-291/88-05 on 
620216-1? No noneomp 1 lance noted, 

LONO. F J Division of Project b Reel dent Program* 02/03/19 
UNftlO. R E Florida Power b Light Co 2pp 12663 324 24X 

Fi e h a • 9 0-2 50, 6 2/03/ 1 5, 8204 140371 


-8204140374 IE Insp Rept* 90-250/02-05 b 90-251/82-09 an 820816-19 No 
none amp 1 lane e noted Major area* inspected radloectlve liquid 
b gaseous effluent re leaset, effluent control Instrumentation 
b reactor coolant chemlstrg 

WRAY. J R . BARR.K P Division of Engineering b Technical Program* 
88/03/12 7pp 12663 326 24X Fieha- 90-250. 82/03/15. 8204140371 


8204020071 Forwards request for addl info re Inservice Insp progrart* 


Response within 30 dags required 
VARGA, S A Operating Reactors Branch I 82/03/16 
Florida Power t Light Co. 7pp 12512 342 24X 

Flche. 30-290. 82/03/16.8204020071 


UHRIO.R. E 


-8204010440 IE Insp Repts 9O-250/©l"3a b 01-891/01-33 on 011086-1125 b 
1807-10 Noncompliance noted failure to detect or correct 
deterioration of lagging on. portion of boron Injection tank 
suction pipo tracing n 

VQOT-LOWELL.R . DANCE. M C Division of Reeldent b Reactor Project 
InepecClon 02/01/20 8pp 12484' 147 24X Fiche 90-290. 

02/03/83. S2040I0427 


8204140376 Forwards IE Insp Rept* 90-290/02-10 b 90-291/02-10 on 

820284 No noneomp 1 lanes notfd 

LONO. F J Division of Project b Resident ProBTfm*. 02/03/24 
UHRIO.R E Florida Power b Light Co app 12663' 290 a4X 
Fiche S0'25Oi 02/03/24. 8204140376 


— B2041 40377 IE Insp Repts S0-250.^6a“l0 b 50-251/02-10 on 820224 No 
noneomp Itance noted Major area* Inspected emergency 
planning. Interface b arrangements tetusen licensee 
organliatlon b NRC Region II 

TAYLOR, P A . JENKIMS.O. R Division of Emergency Preparedness b 
Operational Support 82/03/23 4pp. 12663,272. a4X 
Fleh* S0-2S0. 82/03/24, B204 140376 


0204140364 Forward* l£ Insp R»pt* 90-250/82-00 b 90-251/82-06 on 
e2Q223«-26 No ooncompliane# noted 

t-QNO.F 0 Division of Project b Resident Prograae 02/03/17 
UHRIO.R E Florida Power Carp app. 12663 270 24X 

Flche 90-290,82/03/17.8204140364 


— 0204140368 IE Insp Rept* 90-250/82-08 b 90-291/62-08 on B20223-26. No 
noneomp! ianee noted. Major area* ln*p*ctid •team generate 
repair pro.gram b preeervlce b *'”**’''**• '*'*?• . x.ri.»ir.i 

BLAKE. J.J . HERDT.A.R. •’‘''telon of Engineering b Tec hMca I 
Programs. 02/03/16 9pp 12663 272 24X Flche 50 290,82/03/17, 

B204 140364 


6204140370 Forwards lE Insp Rept* 90-250/82-12 b 50-251/02-12 on 
020224-26.410 noneomp I lance "oJ»«P . . oa/oa/iH 

LONO.F J. Division of Project 02/03/18 

UMHIOtR.E Florida Powar fc Light Co 2pp 12670 134 247 

Flche- 50-250. 82/03/10,8204140390. 


-8204140395 IE Insp Rept* Jw**Mi?mic*aMlu*ls*^ 

ar*‘«' tei 


la* 


nonenmp 

for *a*i*cv 
using c u* ■ • ' e 
AHO.l. t‘ Ml til/’ 
82/03/17. 4pp 


arc ' 

ii tiji. kf rn,! leering b Technical programs 

126/0. tue. 24X I .c;.a. 50-250. 82/03/10, 8204140390 


S30428O103 Forwards Anefid* El b 75 to Licenses DpR-3i b DPR-41. 
re* pact! vel g. safety evaluation b notice of issuance b 
availibifity Amend* Incorporate steam generator Inservice 
insp requirement into Tech Bpece 

SRQTENHUIB, Ii Operating Reactors Branch I 82/03/24 UHRIO.R E 
Florida Power b Light Co 2pp 18B7D 013 StS 
Flche 50-250. 82/03 /24 . 820 4200 1 03 


8204140372 Forwards IE Info Notice 82-00. “Check UoLve Failure* on 
Diesel Oenerator Engine Cooling Sg* " No actibn or responso 
reqwestod 

O'REILLY. J P. Region 2. Office of Director 02/03/26 UHRI0.8.E 
Florida Power b Light Co. MCDONALD, R P Alabama Power Co. 
>/0NE9,U.A Carolina Power b Light Co. 4gp 12670 311 24X 

Flcha 50-000,02/03/26.8204140372 


0204230236 Forward* IE Insp Repts 50-2S0/B2-09 b 90-251/02-09 on 
820222-25 No noneomp llanea noted 

LONG. F. J Division of Project b Resident Program* 02/03/29. 
UHRIO.R e Florida Power b Light Co. 2pp 12017-347. 24X 

Flc ho: 50-250. 82/03/29. 0204230236 
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—0204230250 IE Ini(i R«pt4 50-250/S2-09 b 50-251 /'e2-09 on 820222-23 No 
none ootpJ Ion ce notoil Mjjor arooi Iniptctsd revliw of 
prooptrationol procpdurci b tour of control roomi 

JuilEiary bldg b containment bldg 

FlEDLERiR L > JAPEi F Division of Englnearing b Ttchnical 
Program* 02/03/26 9pp 12817 349 24X Fich* 50-250.02/03/27, 

0204230236 


8204140435 Foruards IE Infa Notlca 83-10, ''Follouing Up Sgmp tonat i c 
Rapairi to Aiiura Raiolutlon of Problatn " 

O'REJLLr.JP Region 2, Office of Dtretkor 02/03/31 UHRIO.R E 
Florida Pouer b LigPt Co MCDONALD, R P Alabama Poiiiar Co 
JOMES.^/ A Carolina Pouer b Light Co 4pp 12670 005 24X 

Ftche 50-000.82/03/31,0204140435 


0204230566 Forward* IE In«p Rapt* 50-250/02-14 & 50-251/82-18 on 
020327-2? No roncomp 1 1 a nc a noted 

LQMO, F J Oi vision of Project b Resident Programi 02/04/02 
UHRIO.R £ Finrida Power & Light Co 2pp 12016 001 24X 

FI Che. 50-250, 02/04/02,8204230566 


—8204230571 IE Imp Bepti 90-290 /B2- 14 b 90-251/02-10 on 0EO327-29 
Ua noncomp 1 lane t notad Major areas inspected conti inment 
integrated leatage rate teetlng 

BROOKSiC , JAPEiF Division of Engineering b Technical Programe 
82/04/02 3pp 12816 003 24X Flche 90-250,02/04/02,8204230966 


020414023? Act receipt of 820319 Itr info rating NRC at stepi taken to 
correct violatfone noted In IE Emergancg Preparedneee 
Apprelsal Repte 90-290/01-24 b 50-251/81-24 

LEHIS. R C Region 2, Office of Director 02/04/09 UNRIO.R E 

Florida Pouer b Light Co Ip 12664 178 S4X Flche 90-250, 

82/04/09, 0204140237 


R Periodic operating reports b related correspondence 


8204000390 "Annual Nonrad 1 ologlca 1 Environ Monitoring Rept, 1901 " 

* Florida Pouer b Light Co 01/12/31 290pp 12602 040 24X 

Fleha 90-250,81/12/31,0204000390 


8204090147 Foruards monthly operating repts for Jan 1902 b corrected 
Unit 4 rapt for Dec 1981 W/o St Lucie Unit 1 rept b 
cor rec ted rapt 

NILLIAMR, J U Florida Pouer b Light Co 02/02/16 Office of 
Management and Program Analysts Ip 12522 360 24X 

Flche. 50-000, 02/02/16, 0204050147 


— 0204090357 Monthly operating repts for Jan 1902 

PACE, P Florida Power 6 Light Co 02/02/15 9pp 12523 001 
24X Flche 90-000,02/02/16,8204050147 


8204050149 Forwards monthly operating repts for Jan 1902 W/o repte for 
Turkey Point Units 3 8< 4 

WILLIAMS, J W Florida Power b Light Co 82/02/16 Office of 
Management and Program Analysis Ip 12919 202 24X 

Flche- 50-000, 02/02/16, 830 4 050149 


— 8204050152 Monthly operating repts for Jan 1902 

PACE, P Florida Power b Light Co 82/02/19 9pp 12919 203 
24X Flche 90-000,82/03/16,0204090149 


82041SQ472 Forwards motithly operating repts for Feb 1902 b corrected 
pages to monthly operating repts for Dec 1901 b Jan 1982 
WILLIAMS, J W Florida Pouer b Light Co 82/03/19 Office of 
Management and Program Analysis Ip 12670 099 24X 

Flche 50-000, 02/03/15,0204150472 


— 8204140247 Responds to NRC 811113 Itr re violations noted in IE 
Emergency Preparednese Appreleal Rept* 90-290/01-24 b 
90-291/01-24 Corrective action* revision to emergency plan 
completed by 820301, as agreed 

UHRIO, ft E Florida Power i Light Co 82/03/15 O'REILLY, J P 
Region 2, Office of Director Ip 12664 1?9 24X 

Fiche 50-250, 92/04/09, 9204140239 


— 9204140256 Forwards IE Emergency Preparedness Appraisal Repts 
50-290/01-24 b 50-251/81-24 on 811026-1106 fa list of 
improvement items 

a'RElLLV, J P Region 2. Office of Director, 82/02/01 UKRIOtR E 

Florida Pouer b Light Co 7pp 12664 200 24X 

Flche 50-290102/04/05.8204140239 


— 0304150476 Monthly operating rept* for Feb 1902 

PACE, P Florida Power b Light Co 62/03/15 lOpp 12670 100 
24X Flche 50-250,02/03/15,0204150472 


— 0204150400 Corrected page to monthly operating rept for Doc 1901 

PACE, P Florida Pouer b Light Co 62/03/19 Ip 12670 100 241 

Fiche 90-000,02/03/15.0204190472 


— B2O41S04B2 Corrected page to monthly operating rapt 
PACE, P Florida Peuar b Light Co 02/03/19 ip 
Fiche 90-000,82/03/15,8204190472 


for Jan 1902 
12678 107 


24X 


— 82<>4I402&6 IE Emergency Preparedness Appraisal Rept* 90-290/01-24 b 
50-29I/B1-34 on 811026-1106 OcficlBnclcs noted in areas of 
assessment actions, general public info & onsite 
orgentiatlon eugmentation 

PERROTTI,D < STANSBERRY, W W , JENIi I NS, 0, Jt Oivtilon of Emergency 
Preparedness b Operational Support 82/01/39 9 Spp 12664 209 
24X Fiche 9 0-290,02/04/09,0204140239 


)20S040142 IE Info Notice 02—11, ''Potential Inaccuracies in Wide Range 
Preeiure Instruments Used in Westlnghoute Designed Plants " 

Sve list end, 

JORDAN.E L Division of Engineering b Ouallty Assurance 02/04/09 
63pp, 12870 342 24X Flche 80-000. 02/04/09, 0202040142 


0204150916 Forwards monthly operating repts for Feb 1982 b corrected 
monthly operating repts for Dec 1901 b Jan 1902 
WILLIAMS, J W Florida Pouer b Light Co 82/03/15 Office of 
Management and Program Analysis Ip 12677 223 24X 

Flehe 50-000, 82/03/1 9, BEOAlSOgiS 


--02O41&O522 Monthly operating repts for Feb 1902 

PACE, P Florida Power it Light Co 82/03/15 4pp 12677 224 
34/ Fiche 50-250,02/03/15,0204190918 


— 8204150535 Corrected monthly operating rept for Dec 1901 

PACE.P Florida Power b Light Co 62/03/10 Ip 13677 22S 241 

Fleha 90-250,82/03/19.0204190518 


8204140401 Forwards IE Bulletin B2-01, "Alteration of Radiograph* of 
Weld* in Piping Subassemblies " 

O'REILLY, J P Rtglon 2, Office of Director, 82/04/13 UHRIO, R E 
Florida Fewer & Light Co MCDONALD, R.p Alabama Power Co 
JOMEB, J. A Carolina Pouer b Light Co 5pp 12670 390 24X 

Flche 50-000,82/04/13,8204140401 


8204140442 Forward* IE Info Notice 82-09, "Craetlng in Piping of 
Makeup Coolant Lines at BbW Plants," to be pevieuad for 
possible applicability 

O'REILLY, J P Region 2, Office of Director 02/04/13 UHRIO, R E 
Florid* Pouer b Light Co HAMCOCK.J A Florida Power Corp 
MCDONALD, R P. A 1 abaci i Power Co 4pp 12666.391 24X 

Flehe 90-000,82/04/13,0204140442 


— 820'4150527 Corrected monthly operating rept for Jan 1902 

PACE, P Florida Pouar b Light Co 02/03/10 Ip 12677 239 24X 

Flche 90-290,82/03/13,8204190910 


6204120214 Forward* "Steam Oenerabor Repair Program, Radi otog lea 1 
Progress Rep t , 01 1231-620303 " 

UHRIO, R E Florida Powtr b Light Co 62/04/09 YAROA, S A. 
Operating Reactors Branch 1 Ip 12637 161 24X 

Fiche, 50-250, 82/04/03, 8204120214 


,0204120220 "Steam Oenerabor Repair Program, Radiolog leal Progress Rtai, 
611231-820302 " 

e Florida Power b Light Co 82/04/05 22pp 12637 162 24X 

Fiche 50-250.02/04/05,8204120214 


11202040143 IE Info Notice 02-12, "Surveillance of Hydraulic 
W/entl fvc lilt. 

JORDAN.E L Division of Engineering b duality Asiuranca 

64pp 12373,001 24X Fi che 50-000. 02/04/21, 6202040143 


Snubber* " 
62/04/21 


0204270269 Responds to 830316 request for info re Inservice ins a 
program Info will not be provided until 820601 due to 
aitenilve emaunt of mat! b detailed nature of subj 
UHRIO.R E Florid* Power b Light Co 82/04/22 VAROA, fi A 
Operating Rtactori Branch 1 ip, 12853,096 24X 

Fiche- 50-290, 82/04/22, S204270268 


S, Reportable occurrenc as, LERs b related correspondence 


9204020212 Forwards LER 02-OO2/O3L-O, 

WILLIAMB, J. W, Florida Power b Light Co 02/03/18 0 'REILLY, J P. 

Region 2, Office of Director. ip 12490.306 S4X 
Ficht;S0-290, 82/03/18, 0204020212 


■8204020221 LER 02-OO2/O3L-O. on 6302l6,while performing periodic test ef 
fire pumps, west pump failed to automatically start at min 
accepted starting pressura Caused by trip switch b gauge 
being out of cal Ibr. Race 1 Ibr performed b pump tested. 

PACE, P. L. Florida Powar b Light Co 02/O3/1B Region S, OPfice 
of Director. Ip, 12498,307, 24X Flche* 50-250, 82/03/18. 

8204020212. 
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aa04l604'97 Forwards LEfi e2-003/03L-0 

WILLIArt3, J H Florida Power tc Light Co 92/03/31 O'REILLY, J P 
Region 2i Office of Director tp 1270i 090 24X 

FIche &0-2S0. 82/03/31. 8204160497 


— 8204J6O5O6 LER Ba-003/03L-0 on 020301 , lehi le performing hot fiinctionsl 
testihigh point vent In normal charging line to RC3 loop A 
cold leg found u/cracked lueld Stress from line vibration 
suspected Crack repaired bg plugging vent line 

PACEiP L Florida Powor t. Light Co 02/03/31 Region 2, Office 
of Director Ip 12706 091 24X Flche 90-250, B2/03/3I, 

0204160497 


S204190003 Forwards Amends 02 tc 76 to Licenses DPR-31 L DPR—Al, 
respectlvelg, safetg evaluation 4 notice of lieuance L 
avallabilitg Amends modlfg Tech Specs App A to update 
emergeneg power sgs surveillance tests 
0ROTENHUia,M Operating Reactors nranch 1 
Florida Power L Light Co 3pp I273I 096 


B2/04/OS 

SAX 


UHRIO.R E 


--8204190006 Amends 02 fc 
modlfglng Tech Specs 
survei 1 lane e tests 
VARSA/S A Operating 

I273I 099 24X Flche 


76 ta Licenses DPR-31 L DPR-41 
App A to update emergeneg powe 

Reactors Branch 1 02/04/09 

90-230, 82/04/09,8204190003 


■ respect ivelg, 
r sgs 

9pp 


0204200444 PMO- 1 1-02-037 on 02041 4, contractor securltg guard 
accidentallg shot self in teg while working w/gun 

TILLHAM, A D , MCOUIRE, D R Region 2, Office of Director 02/04/14 
Ip 12067 31 9 24X Flche 80-290,02/04/14,8204200444 


0204280131 PKO- 1 1-02-045 on 020421, onj den tlf i ed man telephoned Crisie 
Intervention Ctr in Htaini,FL stating that bomb was planted 
in fossil or nuclear units No bomb found Normal operations 
resumed 

TILLHAM, A . HCOUIRE, D R Region 2, Office of Director 02/04/22 
2pp 12870 24B 24X Flche 90-290,02/04/22,0204280131 


DOCKET SO-aSI TURKEY POINT PLANT, UNIT 4 
F Securltg, medical, emergeneg L fire protection plans 


9204300390 Discusses status of assessment re effect of loss of 
ventilation on postulated loss of all ac power eyont 
Facllltg environ conditions for loss of ventilation will bo 
completed bg end of Mag 1932 

OHRrO,R E Florida Power L Light Co 82/oy26 
Office of Nuclear Reactor Regulation. Director. 

Flche 90-290,02/04/26,0204300390 


EISENHUr. D O 
tp 12006 396 


P Operating license stage d.oeum9nts U correspondence 


0204220305 Responds to FQIA rsnuest for seven categorlei 
re THI action plan 

PELTONf J M Division' Rul*s and Record’S BWlwl2. 
Union of Concerntd Scientists 6pp 12924.100 24X 
Flche 90-000,01/11/12,0304220399 


of documents 
BHOLUY, B C. 


0204230300 Discusses Inherent problem w/4-wire emergeneg notification 
sgs telephone circuit To prevent lockup, util should ensure 
that second call is not established within 20-s after 
original call 

STOHRi J P Division of Emergeneg Preparedness 6 Oparatlonal Support 

62/01/29 UHRIO, R E Florida Power 6 Light Co MCDONALD, R P 

Alabama Power Co UONES, 0 A Carolina Power & Light Co 4pp 
12016 132 24X Flche 90-000,02/01/29,0204230303 


0204230420 Responds to questions re nature of response during 
emarg eneg I NRC role during emergeneg L need to effectivelg 
Intorface w/licensea organliation at technical support ctr i 
emergeneg operations facilltg during response to emergeneg 
STaHR,J P Division of Emergeneg Preparedness b Operational Support 

82/01/29 UHRIO, R E Florida Power 4 Light Co MCDONALD, R P 

Alabama Power Co JONES, J A Carolina Power b Light Co 7pp. 

12019 264 24X Flche- 50- 000, 02/01/29, 0204230420 


0204230472 Discusses schedule of Info to be submitted bg utils In 
advance of emergeneg preparedness exercise Appropriate state 
L local agencies should be Informed well In advance of 
exercises to facilitate participation 

STOHR.J P Division of Emergeneg Preparedness b Operational Support 
82/01/29 UHRIO.R E Florida Power b Light Co 4pp 12814:294 
24X Flche 90-000,82/01/29,0204230472 


0204090192 fteqvBsti copies of 1 ic ensee/applicant requests for 
• stenslon or exemption re implementation of 10CFR73 21 
Dnlg Haridam Neck & Millstone have submitted fees & fee 
•f orfns 

TREMPER.L License Fee Management Branch 02/04/05 0# 

Nuclear Reactor Regulation, Director Ip 12633 260 24X 
Flche. 90-000, 82/04/09.8204090152 


—8003130391 Discusses Jan 19B0 site visits to verifg imp iBhieistatlon of 
Categoru A Lessons Learned requirements Requests that Dlv of 
Operating Reactors project managers b IE regional director 
or resident inspector par t Icipate 1 n 

EISENWUT, D 0. Division of Operating Reactors 00/01/10 
BCHWENCER.A Operating Raaefcors Branch i (Pre 800420) 9pp 
12024' 199 24X Flche 50-000,81/11/12,0204220309 


0204000103 Forward i Amends 79 b 73 to Licenses DPR-31 b 
respeellveig, safetg evaluation b notice of Issuance b 
avallabilitg Amends define RCPD integrltg & provide 
alternate means of assuring proper valve position 
0R0TENHUI8, H Operating Reactors Branch I 82/03/09. 
Florida Power b Light Co 2pp 12614 196 24X 

Flche 90-290.82/03/08.0204000103 


DPR-41, 

UHRIO, 


R. 


E 


3204080100 Amends 79 b 73 to Licenses tPR-3t & DPR-4t.pesp9etlvelg« 

Changing Tech Specs to define RCPB Integrltg b provide 
alternate means of assuring proper valve pos Itlon. Also 
nekes administrative corrections to Tech Specs 
VARGA, S A Operating Reactors Branch 1 82/03/00 tlpp 

12614 190 24X Flche 90-290,82/03/09.8204000103 


8204080112 Safetg evaluation supporting Amends 79 b 73 to Licenses 

DPR-31 b DPR-41 j respecttvelg 

* Office of Nuclear Reactor Regulation, Director 02/03/08 3pp 
ISA I a 569 24X Flche 90-250,82/03/00,6204000103 


— 8204080119 Notice of lieusnee b availabllltg of Amends 79 b 73 to 
Licenses DPft-31 b DPH-41 , respective! g. 

VAROA. a A Operating Reactors Branch I 82/03/00 2pp 
12614:212 84X Fiehe: 80-290, 02/03/00,8204000103 


0204140239 Ack receipt of 020319 Itr informing NflC of steps taken to 
correct violations noted In IE Emergeneg Preparedness 
Appraisal Repts 90-250/81-24 b 90-251/01-24 
LEWIS, R C Region 2, Office of Director 
Florida Power b Light Co Ip 12664 199 
02/04/09, 0204 140239 


02/04/09 UHRIO, R. 
24X Flche 90-250. 


-8204140247 Responds to NRC 011113 Itr re vielatieni noted In IE 
Emergeneg Preparedness Appraisal Repts 90-290/01-24 b 
90-291/81-24 Corrective actions revlelon to amergeneg plan 
completed bg 020301 , as agreed n.crti i v jp 

UHRIO.R E Florid* Power b Light '’E*LLY, J 

Region 2. Office of Director if 12**^ 

Fiche 90-290,82/04/09,0204140239 

-8204140296 Forwards IE Emergeneg fiepts 

90-290/81-24 b 90-291/81-24 on 011026-1106 b lilt of 

S'ShK."',"';:,.., !. o-'i,* •' s 

Florida Power b Light Co 7pp I26M 200 24X 

Fiche 90-290,02/04/03,8204140239 


-8204140266 IE Emergeneg Preparednefi ''<‘J^****[ 

SO-291/01-24 on 811026-1106 * •** ^ 

aesessmant actions, general public infob oneitt 

P«SSrT?*D‘"' S^SmoJJ^rEm.rg.neg Preparedness b Operational 
KSrl B 2 /Sl /8$ mJp. 12664 209 24X Flche 90-250, 82/04/09. 

8204140239 


0204210749 Summarg of 820304 b 09 meetings u/uttl b EObO in Miami, FL re 
radiological ETB review 

ORQTEMHUIE.M Operating Reactors Drench 1 02/03/10 Operating 

Reactors Branch 1 2lpp 12000 194 24X Flche 90-000,02/03/10, 

8204210749 


@204020066 Forwards request for addl info re TMI Action Plan Iteme 
II F. 1. 4, II F 1 9 & tl F. 1 6 ra sgs monitoring Response 
within 49 dags required 

VAROA, 8 A. Operating Reactors Branch 1. 02/03/16 UKRIO. R. E 

Floride Power b Light Co 3pp, 12912 333 24X 

Fiche' 90-250, 82/03/16,8204020066. 


0204220607 Forwards Amends 80 b 74 to Licenses DPR-31 b DPR-41 
respectlvelg, safetg evaluation b notice of Issuance 
b availabllltg Amende revise Tech Specs to speclfg new power 
distribution limits for base load. 

OfiOTENHUIBrM Operating Reactors Branch 1 02/03/17 VHRIO.R- E 

Florida Power b Light Co. 3pp. 12831.302. 24X 

Fiche 90-290,82/03/17,0204220607 


— 8204220610 Amends BO b 74 to Licenses DPR-31 b DPR-41, rccpactlvelg, 
revising Tech 8pecs to speclfg new power distribution llmite 
for base load b radial burndown operation 
VAROA, S A. Operating Reactors Branch 1 82/03/17 19pp 

12831 ' 309 24X Flche: 90-290, 82/03/17,9204220607 
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— 020+220616 SifBtd Bvaludtion supportitij A(ii»nit* ao ti 74 to Lteir»*#s 
l>PR-3l 6 DPR-41. r»spo<tlvelv 

* OffKt of Ni/eltap R»«ctor Rpgulationi Director 02/03/1" 7pp 
12831 325 24 X Ficho 50 - 280 . 82/03/ 17. B204220607 


—'0204220617 notice of iseoance t avallabilitij af Amentfe BO fc 74 to 
License! DPR-31 U DPR-41 1 resp • c tl Ve 1 g 

VAflOA. S A Operating Reactor* Branch I 82/03/17 2pp 
12031 24X Ftche 50-230.82/03/17.8204220607 


8803170001 Oeneric Ltr 82-03 to all llceniae* of operating power 
reactors re post— THI remi Ireiren t • 

EISEMHOTiD 0 Division of Licensing 02/03/17 HAU3PUR0. A 
Conioltdated Edlion Co of New York 7pp 12513 123 24X 

FUhe 90-000.82/03/17.8203170001 


8804120064 Foruardt renuest for addl info re adenuacg of electrical 
diitrlbutloti sgs voltages , Response re^iuired uithin 45 dage. 

VAR 0 A. 6 A Operating Reactors Branch 1 02/03/19 UHRIO. f? E 

Florida Power 6 Light Co 3pp 12652 212 24X 

Fiche. 50-250. 82/03/19. 8204120064 


8204200103 Foruardt Anenda 01 t. 75 to Licenses DPft-Sl Ic DPR-41. 
respective Ig. safety evaluation & notice of isiuance tc 
avatllbllltg Amend* Incorporate tteeir gtnerator iniervlce 
ln*p rec^ulrencnt Into Tech Spec* 

CROTENHUIS. H Operating Reactor! Branch 1 82/03/24 UHRIO.R E 

Florida Power & Light Co 2pp 12870 013 84X 

Fiche 90-290. 82/03/24.0204290103 


— 8204280117 Amend* 91 6 75 to Llcentes DPR~31 fc BPH-41. 

r**p*ctiv*l g, incorporating etaam generator Inserviee Imp 
req.ulranient* into Tech Specs 

VAROA. 8 A Operating Reactors Branch 1 02/03/24 ISpp 

t207e'01S 24X Fiche;SO-2SO.82/O3/24.02O42SOlO3 


— 8204200187 Safety evaluation supporting Amends 81 6 75 to Licenses 
BPR-31 l< BPR~41 f respect Ivetg 

e Office of Nuclear Reactor Regoletion. Director 82/03/24 2pp, 
12078' 030 24X Fiche: 90-250. 02/03/24. 8204280103, 


"0204280134 Notice of Issuance fa avatlebllitg of Amends 81 fa 75 to 
Licenses DPR-31 fa DPR-4 1. respec llvelv- 

VAROAiS, A Operating Reactors Branch 1. 02/03/24 2pp 

12870 037 21X Fiche- 50-250. 82/03/24.8204200103 


8204020404 Forwards rtiponse to NRC 020211 rtRuast for addl Info re 
NiyRE0-a737. It im II. K 3 2 ri power operated relief valve 
isolation sgi 

UHRIO.R 8 Florida Pouar fa Light Ce 82/03/26 VAROA. S A 
Operating Reactors Branch 1 Spp. 12903:330 24X 

Fiche 50-250. 82/03/26, 8204020404. 


S04050408 Informs that reiiMirtinints of THI Action Plan Item 11, E 4 1, 
dedicated hgdrogen control ptnetra t io-ns, have bean net 
VAROA 1 3 A Operating Reacton Branch 1 02/03/26 UHRIO.R E 

Florida Power fa Light Co 2pp 18369 269 24X 

Fiche 90-290. 02/03/86.0304090400 


3304310331 Forwards request for addl info to complete review of 010211 
fa 0413 refpontes to IE Bulletin 80-11 re masonry walls 
VAROA. S A. Operating Reactors Branch 1 08/03/29. IWRIO.A E 

Florida Power fa Light Co. Spp 12011 026. Z4X 
FUhe: 50-250. 02/03/29.8204210331 


02O4O6OD77 Raspondf to Otneric Ltr 81-36 re euhnlttal of prelinlnarg 
evaluation supported hg test results to demonstrate 
capahilltg of PWR relief & safety valves Plant-spec If i c 
evaluation will be eubnlbtad bg 820901 

UHRIO.R £ Florida Power fa Light Co. 02/O4/OJ eISEKHUT.B 0. 
Division of Licensing. 3pp 12990-143. B4X Ftcha 90-250.62/04/01. 
8204060079. 


0204070426 Submits update re Implementation of containment high range 
radiation monitors, Cal Ibr of Unit 4 channels reschaduted for 
Hast outage, for health physics reasans, Unit 3 callbr 
tomplete, 

OHRIO.R.E Florida Power fa Light Co. 82/04/02 EIBENMUT.D, 0 
Olvlelon of Uicenelng tp 12966303 24X Fiche- 50-250.82/04/02. 

6204070426 


8204120324 Application for amend to Llcei^sis DPR-3t fa DPR-41 changing 
Tech Specs to authorise use of two boric acid transfer pumpi 
for period of S4-h during low, power phytic* testing of Unit 
3 Bafaty evaluation and. 

UKftie.R.E. Florida Power fa Light Co. 02/04/09 NOVAK. T, M, Office 
of Nuclear Reactor Ragulatlon. Director, 3pp. 12642,110, 24'X 

Fiche- 50-290, 82/04/05.8204120324. 


— 8204120328 Proposed Tech Spec Page 3 6-2 re use of boric acid tranif,T 

puPps 

» Florida Power fa Light Co 82/04/05 Ip 12642 113 24X 

Fiche 50-290.82/04/05,0204120324 


8204170003 Forwards Amends 82 fa 76 to Licenses DPR-31 fa DPR-4 1, 
resp ec 1 1 velg, saf c ty evaluation fa notice of issuance fa 
availability Amends modify Tech Specs App A to update 
emargencg power sgs surveillance tests 

0R0TENHUI8, M Operating Reactors Branch 1 82/04/09 UHRJO.R E 

Florida Power fa Light Co 3pp 12731 076 24X 

Fiche 50-250.82/04/05.8204190003 


— 8204170006 Amends 62 fa 76 to Licenses DPfi-31 fa DPfi-41. respect ivelg. 
modifying Tech Specs App A to update emergency power sgs 
survel 1 lane e tests 

VAROA. S A Operating Reactors Branch 1 82/04/05 9pp 

12731 097 24X Fiche 50-290, 02/04/09. 8204 1 90003 


--B204170007 Safety evaluation supporting Amends 82 fa 76 to Llcanees 
DPR-31 fa DPR-41i respectively 

a Office of Nuclear Reactor Regulation, Director 62/04/05 3pp 
12731 106 24X Fiche 90-290.82/04/05,8204170003 


— 8204170009 Notice of issuance fa availability of Amends 82 fa 76 to 
Licenses DPR-31 & nPR-41. respectively 

VAROA. 8 A Operating Reactors Branch 1 82/04/05 2pp 

12731 111 24X Fiche 50-290,82/04/05,8204170003 


8204130327 Forward* status of Poit-THl Items 11 B 1. II B 2. 1 1 0 3. 

II B 3. II E 1 1. II E 1 2. (2 C) fa It E 4 2 Details on open 
items will be submitted in response to Generic Ltr 62-05 
by 020421 

UHRIO.R E Florida Power & Light Co 82/04/00 EIS8NHUT, D 0 
Division of Licensing Spp 12657 200 24X Fiche 50-250.82/04/08. 

8204130327 


0204140304 Requests permission to retain contaminated soil onsite, 
Evaluation of potential migration from contaminated soil 
end 

UHRIO.R E Florida Power fa. Light Co 82/04/08 EISENHUT, D 0 
Division of Licensing 3pp 12662 240 24X Ftche 90-290, 82/04/00. 

8204140304 


020-1210417 Advises that Ofc of Controller will be refunding fee fpr 
Amends 81 & 79 to Clcensei DPR-31 fa OPR-41. respec tively 
HILLER. W 0 License Fee Management Branch 02/04/00 UHSIOiR E 
Florida Power & Light Co Ip 12811 243 24X Fiche 50-290. 

82/04/08.0204210417 


8204210079 Forwards Amends 03 fa 77 to License* DPR-31 fa DPR-41, 
respec t Ive ly. sa fety evaluation fa notice of Issuance fa 
avallablilty Amend updates Tech Specs for containment fa 
control room filter sys 

GRDTENHUIS.H Operating Reactors Branch 1 82/04/09 UHRIO.R E 

Florida Power fa Light Co 2pp 12812 014 24X 

Fiche 50-290,02/04/07.8204210079 


--0204210085 Amends 83 fa 77 to Licenses DPR-31 fa DPR-41 , respec t Ive 1«. 
updating Tech Specs for containment fa control room filter 
sgs 

VAROA. S A Operating Reactors Branch 1 62/04/09 14pp 

12612-016 24X Fiche 90-230.82/04/07,0204210079 


— 0204210073 Safety evaluation supporting Amends 03 fa 77 to Licenses 
DPR-31 fa DPR-Al. respectively, 

» Office of Nuclear Reactor Regulation. Director 82/04/07 
t2pp 12812 030 24X FI ch *' 90-250. 82/04/09, 0204210077 


--62042I0D79 Notice of issuance fa availability of Amends 83 fa 77 to 
Licenses OPR-31 fa DPR-4 1 . respec t Ive ly 

s Operating Reactors Branch 1. 82/04/09 Ip, 12812-042 34X 

Fiche 90-250,82/04/07.8204210079 


6204300044 Forwards request for addl Info re auilllary feedwater eye 
design Info required within 45 dags, 

VAROA, 8.A Operating Reactors Branch 1 82/04/09 UHRIO.R, E 

Florida Power U Light Ca 4pp 12908 293 24X 

Fiche, 50-250, 82/04/09,8204300044 


820416015S Qencrlc Ltr 82-08 to all PHR plant licensees fa applicants re 
transmlttel of NUfleo-0709 relative to Oinna tube rupture 
M/d end NUREO.Llst of NRC recipients end 

EieENHUTfD 0 Division of Licensing 82/04/15 HAUSPUR9, A 
Consolidated Edison Co of New York, 7pp 12787 203 24X 

Fiche, 50-000. 82/04/19, 8204160155 
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8204260201 Application #or omtnd to App A Toeh Bpoct o# Liconttt 
DPH-3i b DPR-Ai I incorporating 9X •team gonorotor tut* 
plugging eCCS anaigiis 

UKRIOafl e Florida Power b Light Co 32/0 A/ 15 EISENHUT. D 0 
Off Ice of Nuc l«ar Reactor Regulationi Director 2dd 12039 01* 

a4)t Flche: 50-280. 82/04/19,8204260201 


—0204140399 IE Imp Heptt 80-250 /B2- 1 2 b 90-231 /B2-1 2 on B20224-26 No 
none ompl lance noted Hajor artat Intpected lelenlc analytle 
for •afetg-reUted piping It pipe lupport hateplate* detigne 
utlng concrete eipancion anchor boltf 

ANO.W P > HERDT, A R Olvitlon Of Engineering U Technical Program* 
82/03/17 4pp 12670 1 36 24X Plche 90-290. 02/03/18, B204 140390 


-8204260202 Propoced change* to Tech Spec Peg* 3 2-3 b Figure 3 2-1 
<t«an generator tub* plugging limit Safety evaluation b raw 
data end 

* Florida Power b Light Co S2/04/i3 90pp 12339 018 24X 

Fieh* 30-230, 82/04/19,0204260201 


8204140432 Forwarde IE ln«p Repte 90-290/82-06 b 90-291/82-06 on 
620118-0223 Ho nonconp 1 lance noted 

LORO, F J Dlvlfion of Project b Rcildant Program* 82/03/18 
UHRlO.ft E Florida Power b Light Co 2pp 18669 209 24X 

Flche. 90-290, 02/03/10,8204140432 


0204200485 Advl*#* that retpon** to Generic Ltr 02-09 will be lUbmlttcd 
by 820426, 

UHRIOiR E. Florid* Power b Light Co B2/04/16 EIGENKUT, D 0 
Glvlsion of Llc*n»lng. Ip 12743 008 24X Flche 90-290,02/04/16. 

S804S0048S 


32O42t029S Oencrlc Ltr 82-09 to *11 power reactor 1 Icemt**, app licants 
for OL.NSSB vandor* b reactor vender* re environ 
yuatlf icatlon of •afety-related electrical eyuipmant 
HRC poiitlon re yuallf Icatlon requirement* end. 

EISEMHUr, D O Divltlon of Llcinilng. 012/04/20 HAUSPURO, A 

Con«oiidat*d Edison Co of New York ANDER80M. R L New York State 

Electric b Oa* DI8E, 0 P. Niagara Hohawk Power Core I8pp 
12B6S. 337 24X Flche 90-000,82/04/20,8204210299 


0204140440 IE ln«p Rapt* 90-290/02-06 b 90-251/82-06 on 020118-0223 
No noncempl lance noted Major area* Inipectad post-TMI 
implementation followup, plant op*r4tlans, turvalllanca test 
operation* b plant tour 

VOOT-LOUELL.R DANCE, H C Division of Project b Reiidint 
Program* B2/03/19 8pp 12669 211 24X Fich# 50-290,82/03/18, 

8204 1 40432. 


8204010427 Ack receipt of 820301 ltr Informing NRC of step* taken to 
correct violations noted In IE Insp Kept* 90-250/81-33 b 
90-251/81-33 

LEUIS.R C Division of Project b Resident Program* 02/03/23 
UHRIO.R E Florida Power b Light Co tp 12484 139 24X 

Fich* 90-290, 02/03/23, 82040 1 0427 


8204290053 Application to amend License* DPR-31 b DPR-41 Tech Spec* r* 
description of hot channtl factor normallied operating 
onvelopa curve 

UHRIO.R E. Florida Power b Light Co 82/04/21 EISENHOT.D a 
Division of Llcsntlng Ip. 128S2 264 24 X Ftch* 30-230. B2/04/21, 

9204290053 


'9204290056 Proposed Tech Specs re curve describing hot channel factor 
normaliiod operating envelope, 

• Florida Power b Light Co 82/04/21 3pp. 12802 269 24X 

Flche 90-250,82/04/81.0204290093 


8204S7020S Supp 1 to 820421 proposed amend to OLi re hot channel factor 
normallied aparating onvelopo 

UKRIO, R E Florida Power b Light Co 92/04/22 EISENHUT.O 0 
Division of Licensing 2pp 12893 090 84X Fichs 90-250.82/04/22, 

8804270209 


0 Inspection report*, IE Bulletins b corrsspondencs 


—8204010429 Respond* to NRC 9201 21 ltr rs violation* noted in IE Insp 
Repts 90-250/81-33 b 50-291/81-33 Corrective actions 
procedure changes made to addrsst temp testing of BIT lines 
b admlnistretlve controls enhanced 

UHRIO.R E Florida Power b Light Co 62/03/01 O'REILLY, J P 
Region 2, Of flee of Director 6pp 12484 136 24X 

F t C H e 90-250, 82/03/23, 8204010437 


— 8204010433 Ac k 620222 diicuieion w/lnspactor ro IE Inep Repts 
90-250/01-33 b 90-291/81-33 Agrses to provide responet by 
820226 

UHRIO.R £ Florida Power b Light Co 02/02/23. O'REILLY, J P 
Region 2. Office of Director If 12404 141. 24X 

Flche; SO-250. 82/03/23, 8204010427 


—8204010438 Forwards IE Insp Rspts 90-290/81-33 b 90-391/81-33 on 
811026-1129 b 1207-10 b notice of violation. 

LEUIS, R C Division of Resident b Reactor Project Inspection 
82/01/21 UNRIG. R E Florida Power b Light Co 2pp 124B4 143 
24X Fiche 90-290.82/03/23.8204010427 


8204830523 Responds to IE Bulletin Bi-01, “Survelllsnce of Mechanical 
Snubliers. '* New steam generators w/U tube design hsadsri 
should prevent future watarhemmer transients 
UHRIG, R. E Florida Power b Light Co 82/02/19 O'REILLY, U P. 
Region 2, Office of Director 4pp 12814:209 24X 

Fichs 90 -25 1 , 82/02/ 1 9, 020 4230923 


8204140371 Fur wards IE Insp Rspts 90-290/82-09 b 90-251/82-09 on 
920216-19 Nu noncompl lane • noted 

LONG, F O Division of Project b Resident Programs 82/03/19. 
UKRIO.R.E Florida Power b Light Co. 2pp. 12663 324 24X 

Ftch* 90-850.82/03/19,0204140371 


—8204010449 Notice of violation from insp on 811026-1129 b 1207-10 
• Division of Resident b Reactor Project Inspection. 92/01/21. 
2pp 12484 145 24X Flche 90-290,82/03/23,8204010427 


—8204010440 IE Insp Rspts 50-290/61-33 b 61-291/81-33 on 611026-1125 b 
1207-16 Noncompllanee noted. failure to detect or correct 
deterioration of lagging on portion of boron injection tank 
suction pipe tracing. 

VOOT-UOVIELL,R , DANCE. H.C Division of Rssldant b Reactor Project 
Inspection 62/01/20 Bpp 12404-147 84X Flche- 90-250. 

82/03/23, 8204010427 


— 8204140374 IE Insp Repts 90-290/82-05 b 50-291/82-05 on 620216-19 No 
noncompllanee noted Major areas inspected radioactive liquid 
b gaseous effluent releases, effluent control instrumentetion 
b reactor coolant chemtetry. 

WRAY. J R. , eARR.K P Division of Englnssrlng b Tschntcal Programs 
92/03/ 18 7pp 12663 326 84X Fich* 50-250,62/03/19,8204140371 


8804020071 Forwards request for addl Info rs ineervic* Insp progrems 
Rseponse within 30 days required. 

VARGA. 8 A. Operating Reactor* Branch 1. 82/03/16 UHRIO.R E 

Florida Power b Light Co 7pp. 12812.342 84X 

Flche 50-290, 92/03/16,8204020071 


8204140376 Forwards IE Insp Repts 90-290/82-10 b 90-291/82-10 on 
820224 No noncompl lane • noted. 

LONG. F J Division of Project b Resident programs B2/03/24. 
UHRIO.R E Florida Pliwsr b Light Co 8pp 12663 290 84X 

Flcho: 90-250, 82/03/24. 9204140376 


—8204140377 IE Insp Rspts 80-290/02-10 b 90-291/92-10 on 020224 No 
noncompllanee noted Major arses tnspsetsd. emergency 
plaisntng, interfees b arrangements hstween llcsnsse 
organiiatlon b NRC Region II 

TAYLOR, P A I UENKIN8, 0 H Division of Emergency Prsparsdness b 
Operational Support 82/03/23 4pp 13663-392. 34X 

Pic ho - 50-290, 82/03/84,8204140376 


9204140364 Forward* IE Inep Repts 90-890/62-08 b 80-291/82-08 on 
820223-26. No noncompllanee noted. 

LOHOrF. J. Division Of Project b Resident Pregrens 92/03/17 
UKRIO.R E. Florida Power Corp 8pp 12663 270 24X 

Flche - 50-250. 82/03/17, 8204140364. 


-8204140368 XE Insp Repts, 90-290/82-00 b' 90-291/82-08 on 620223-26 No 
noncamp 1 i«nc« notfadsHajor nr#** Intptcttd’ Htnaratto 
rmpalr program b preservlee b inservles Insp 
BLAKE, J J . HERDT, A R. Dlvlslpn E"**"”***"*,** Il'i' "‘‘Si 
Programs. 82/03/16. 9pp. 12663' 272 24X Flche, 90-290, 82/03/17, 

0204140364. 


8204140390 Forwards IE Insp R*pts '50-290/02-12 b 90-291/82-12 an 
820224-26 No noncompllanee notefl.,, . 

LQNO.F J, Division of Proioet b Rosldent 

UHRIO.R. E, Florida Power b Light Co. 2pp. 12670:134. 24X 

Flche- 90-290. 92/03/18,6204140390. 


0204290103 Forwards Amend* 81 b 79 to Liesnsss DPR-3t fa DPR-41i 
respsctively, safety evaluation b notice of istuanct b 
aval lab llltii Amends incorporate eteam generator insarvlee 
insp requirement into Tech Specs, 

GROTENHUIS.M. Operating Reactors Branch 1 82/03/24 UHRIO.R. E 

Florida Power b Light Co 2pp 1287S 013 24X 

Flche: 50-290, 02/03/24.8204280103 


•6204280117 Amends 81 b 79 to Licenses DPR-31 b DPR-41, 
respectively, incorparatlng steam generator Inservlc* Imp 
requirements into Tech specs 

VARGA, 8 . A Dperatlng Reactors Branch 1 02/03/24. ISpp. 

12878 018 24X FI Chf 90-250, 82/03/24, 8804280103. 
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6204140372 Fftrw*r(f* IE Info NoUc» 0S~O8r "Chtck Vilv» Fdilurot on 
Oioitl Ofntraiar Engin« Cooling Sy* " No action or roipont* 
rt^uottotf. 

O'fiElLUV. J P flojion 2f Offleo of Dirtetor 02/03/26. OMRIO.H E 
Florida Pouir it Light Co 4pji 12670 311 24X 

Flcha SO'OOO. 62/03/26.6204140372 


8204230236 Foruardi IE Imp Rapti 80-250/82-09 b 30-281/82-09 on 
620222-28 Ho none amp I lane a nottd 

LONOiF, J Dlvltlon of Projact It Raatdant Programa 62/03/29. 
UKRIO.R E FlorUa Pewtr & Light Co. 2pp. 12617.347 24X 

FiOht. 90-280. 82/03/29.8204230236 


— S2042302SO l£ Inap Rapts S0-2SO/82-O9 6 50-291/82-09 on 820222-28 No 
■toncomplianea notad Kajor araaa Inapactad. ravl lu of 
praoparatl onat ttit proeaduraa h tour of control room, 
auxiliary t Idg & contalnmant bldg 

FlErLER.R.L , JAPE.P Olvlalon of Enginatrlng b Tieholcal 
Programt 82/03/26 9pp 12817 349 24X Fieht 90-290.02/03/29. 

8204230236 


8204140439 Foruardt IE info Not let 8S~10. **Foi laying Up Symptomatic 
Rapalra to Aaauri Rtaolutlon of Prcblam " 

O'RElLLy. J P. Rag Ion 2> Of flea of Dlractor 82/03/31- UHRtO, R E. 
Florida Powar b Light Co 4pp 12670 009 24X 

Flcha. 80-000. 82/03/31, 6204140439. 


6204230566 Foruardi IE Inap Ripti 90-230/82-14 b 50-281/82-18 on 
620327-29. No notveomp I Ifnca notad 

LONO. F U Oivialon of Projact b Raaldant Programa 92/04/02 
UHRIOiR.E Florida Powar & Light Co 2pp 12616.001 24X 

Flcha 90-290.82/04/02.6204230966 


6204270478 Retiucita that facility ba authorliad to oparata for addl 4 
a q,ul valent ful 1 -power months prior to performing next 
steam genarator imp Request classifies as Class III 
Fat anel 

UKRIO.R E Florida Power b Light Co B2/04/21 EI8ENNUT.I) 0 
Division of Lleenitng 3pp 12093 310 24X Ftche 90-831,92/04/21, 

8204270470 


6204270268 Responds to 620316 request for Info re inservlce insp 
program Info will net be provided until 620601 due to 
axtansive amount of matt b detailed nature of subj 
UHfilO, R E Florida Power b Light Co 82/04/22 VAROA. 8 A 
Operating Reactors Qranch 1 Ip 12053 096 24X 

Fiehe 80-250.82/04/22.8204270260 


R Periodic operating reports b related correspondence 


8204080390 "Annual Nonrad 1 ologica 1 Environ Monitoring Reptit9at " 

4 Florida Power b Light Co 01/12/31 250pp 12602 040 24X 

riche 90-850,01/12/31,8204080390 


0204090147 Forwards monthly operating repts for Jan 1902 b corractai 
Unit 4 rapt for Dec 1901 N/o St Lucie Unit 1 rapt b 
corrected rapt 

HILLIAHS, J N Florida Power b Light Co 82/02/16 Office of 
Management and Program Analysis Ip 12922 360 24X 

Flche,9O-OO0. 02/02/16 . 820 4 090147 


— 88040S0397 Monthly operating repts for Jan 1962 

PACE. P Florida Power b Light Co 82/02/19 9pp 12923 001 
24X Fiehe 90-000.62/02/16,0204090147 


“8204230971 IE Insp Repts 90-290/02-14 b 50-891/02-10 on 820327-89 
No noncompliance notad Major areal Inspee tad’ containment 
integrated leakage rate teatlng 

BROOKS.B > JAPErF Division of Englnairlng b Technical Programs. 
62/04/02 3pp. 18816 003 84X Fiehe 00-890.82/04/02,6204230966 


6204090149 Forwards monthly operating repts for Jan 1962 W/o repts for 
Torksy Point Units 3 b 4 

UILL1AM8. J N Florida Power b Light Co 62/02/16 Office of 
Management and Program Analvsls Ip 12919 202 24X 

Fiehe. 90-000, 02/02/16, 8204050149 


6204140239 Ack receipt of 620319 Itr Informing NRC of steps taken to 
correct violatfoni noted In IE Emergency Preparedness 
AppraUal Repts 90-290/61-24 b 90-251/61-24 

LEUI8. R C Region 2. Office of Dlractor 62/04/09 UHRIO, R E 
Florida Power b Light Co Ip. 12664 198. 24X Fiehe 50-290, 
62/04/09, 6204140239. 


8204190472 Forwards monthly operating repts for Feb 1982 b corrected 
pages to monthly operating repts for Dec 1901 b Jan 1902 
NILLIAMS, J. N Florida Power b Light Co 02/03/19 Office of 
Management and Program Analysis Ip 12678 099 24X 

Fiehe 50-000,82/03/13.8204150472 


--8204140247 Retponde to NRC Bill 13 ttr re violations notad In IE 
Emirgsneg Prsparadntis Appraisal Repts 90-290/61-24 b 
90-891 /ei'-34, Corrsctlva aetlonseravl slon to emergsney plan 
completed by 820301jai agreed 

UHRIO. R E Florida Powar b Light Co 82/03/19 O'REILLY. J P 
Rtglon 2, Off lea of Director, ip 12664: 199 84X 

FIche 90-2S0. 62/04/09, 8204140239 


— 6204140896 Forwards IE Emergancy Prapartdnati Appralial Rapts 
90-230/01-24 b 90-291/61-24 on 811026-1106 b lilt Of 
improvament Itimi 

O'REILLY, J P. Region 2. Office of Oireetor 82/02/01 UHRIO, R E 
Florida Powar b Light Co, 7pp 18664 200 24X 

Flcha. 90-290.62/04/09. 8204140239 


-8204140266 IE Emirgsncy Prtparadnese Appraisal Rspta 90-250/61-24 b 
50-291/01-24 on 61 1026-1 106. Dtf Icleneies notad In areas of 
aaSfssmant actloni. general public infob onslta 
orginliation augmentation. 

PERROrri.D. . STANSBERRY.M M . JENKINSrO.R Division of Enargincy 
Preparsdnaas b Dparatlonal Support. 68/01/29 SSpp 12664:809. 
84X FIche’ 90-290. 62/04/09. 6204140239 


8208040142 IE Inf® Notice 88-11, "Potential Insceuraclts In Ulde Range 
Pressure Instruments Utsd In Nsitinghoute Dislgned Plants '' 

Bve list and, 

JORDAN.E L Division of Englnstrlng b Oual Ity Assurancs 62/04/09 
63pp 12670 342 84X Flcha 90-000.62/04/09.0202040142, 


— 6204190476 Monthly operating repts for Feb 1962 

PACE.P Florida Power b Light Co 82/03/19 lOpp 12670 100 
24X FIche 90-290,82/03/19.0804190472 


—8204150480 

Corrected page to monthly 

operating 

rspt 

for 

Dec 

1961 


PACE. P 

Florida Power b Light Co 

02/Od/lS 

Ip 

12670 

100 

241 

Flche-SO- 

-OOO, 02/03/19, 0204190472 






—0204190462 

Correctsd page to monthly 

operating 

rept 

for 

Jan 

1782 


PACE, P. 

Florida Power & Light Co 

82/03/15 

Ip 

12670 

109. 

24X 


Fiehe 80-000,02/03/19,0204130472 


8204190910 Forwards monthly operating repts for Feb 1962 b corrected 
monthly operettng repts for Dec 1961 b Jan 1962 
NILLIAMS.J N Florida Power b Light Co 02/03/13 Office of 
Management and Program Analysis, Ip 12677 223 24X 

Fiehe’ 90-000, 02/03/19, 0204150918 


6 Reportable d cc urrences, LERt b related correspondence 


B2041S0109 Responds to FQIA request that OECD Incident Reporting Sys 
repts be placed In POR Documents listed In app available in 
PDR Other parttnant documents completely withheld iref FQIA 
Exemption 41 

FELTON.J.M Division of Rules and Records 81/11/09 CONNOR, L 
0oc-8iarch AsseeUtas. 3pp 12706.339 24X Flcha 50-000,61/11/09, 

6204190109, 


0204140401 Forwards IE Bulletin 62-01, "Alteration of Radiographs cf 
Helds In Piping Suhaisemh 1 let, " 

O'REtLLV.%/ P Region 8. Offlca of Oireetor. 62/04/13 UHRIO, R.B. 
Florida Power b Light Co. 9pp, 12670:396 24X 

Plche 90-000,02/04/13,6204140401. 


—6804150277 Incident Reporting Bys Rapt 64 re PNR pressure vessel 
smhritt lame nt, 

s Organisation for Economic Cooperation b Development (Paris) 
81/09/29. 3pp 12709,3 4 9 84X Flcha, 90-000, 81/11/09, 0204 180109. 


6204140442 Forwards IE Info Netlcf 82-09, "Cracking In Rising of 
Makeup Coolant Lines at 0bN Plants." to be reviewed for 
poislbla applicability, 

O'REILLY, J.P. Ragion 2, Offict of Dlrtetor, 02/04/13 UHRIO, R.B, 
•• HANCOCK. J, A, Florida Power Corp 

MCDDNALD.R P. Alabaai Power Co 4pp 18666' 291. 24X 

FIche: 90-000. 62/04/13, 8204140442 


8202040143 IE Info Notice 82-18, "Ourve I llance of Hydraulic 
W/snel SVC 11*4 


J0R0AN.E.L. Division of Engineering b auallly Asiuranc 
64pp. 12673 ! 001 . 84X FI ebe- 90-000, B2/<H/81, 6202040143 


Snubbers, " 
62/04/21 


6204160492 Forwards LER 82-002/01T-0 
NILLIAM0,JH Florida Power b Light Co. 02/03/31. O'REILLY, J.P 
Region 2, Offict ef Director tp. 12704 2 0 4 24X 
Fiehe. 90-291, 02/03/31,8204160492. 


— 8204160901 LER 02-002/01 T-0 on 680317, while transferring water froa 
Unit 3 refueling cavity to Unit 3 refueling water storage 
tank iRHSn.uatar Inadvertently directed to Unit 4 RNST 
Caused ty Improper procedure Procedure corrected. 

PACE.P L Florida Power b Light Co 82/03/31. Region 2, Offlcs 
of Director 2pp. 12704 209. 24X Fiehe 90-291,62/03/31. 

6804160492 
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0204260331 Eoruiard* LER 82-003/01 T-0 

WILLIAMS. J H Florida Power «. Light Co 02/04/14 0 'REILLY. J P 

Region 2. Office of Dirac ter Ip 15865 360 24X 

Flcha 50-201.85/04/14.8204280331 


—8504130480 Publ It vartlon of rovlood generating itation emergancg plan 

PALMER. F A Commonwealth Ed lean Ce 02/02/16 4lpp 12*84 B9l 
24X Fie he 30-000. 08/03/39. 8204120473. 


— 8204230340 LER aS-003/01T'0 on 820331 . deflc lancg InvOWlnp lupporte 
aiioctated w/cemponsnt cooling water ig» found Hai street 
would eiceed acceptance criteria on supports Cause not 
stated Mod iinplemented to support piping 

PACE. P L Florida Power 6 Light Co BS/04/14 Region 2. Office 
of Director Spp 12863 361 24X Flche 90-331.82/04/14. 

8204280331 


8204280444 PNO- 1 1-82-037 on 820414, contractor eecuritg guard 
accidentally shot self in leg while working u/gun 

TILLMAN. A D . HCOUIRE. D R Region 2. Office of Director 82/04/14. 
ip 12867315 24X Flche 30-250,02/04/14.0204280444 


8304190003 Release* public vorelon of revision to generating station 
emergency plan tnviront group implementing proceduro 
FCLTQN.J M 01 Vision of Rules and Re cords 08/03/29 Document 

Menaaement Branch Ip 12731 083 24X Fiehe 30-000.02/03/39. 

BSAAlonnAft 


•&;}O4l90O0B p-ublic v»r*tofl af Rttvl-iion 2 to 0»n»T«Hn5 Station 

Emergancy Plan Environs Otoup Implemontlng Procaduro EG-3, 

"Field Teem Equipment tc Survey Technique a " Receipt form 

CHAUEY. V Commonwealth. Edison Co 82/08/18 DENTON, H R NRC 

No Detailed Affiliation Oiven. Ip. 1273 1 004. 24X 

F i c h e SO-00 0 , 02/03/29 , 320 4 1 90003 


8304280131 PNO- 1 1-02-045 on BS0421 • ullid enti f i ed man tolaphoned Crisis 
Intervention Ctr in Miami. FL stating that bomb was planted 
in fossil or nuclear units No bomb found Normal operations 
resumed 

TILLMAN, A . HCGUIftE. D R Region 2, Office of Director 82/04/22 
2pp 12070 248 24X Flche 50-250.02/04/22,0204260131 


“0204190013 Public version of Revision 2 to Oenerating Station Emergency 
Plan Environ* oroup Implementing Procedure EO-3. “Field Team 
Equipment t< Survey Technique* " Revised table of conbante 

BRENNER. W B Cpmmonuealth Edison Co B2/02/09 Upp 12731:083 
24/ Flche 50-000.82/03/29,0204190003 


DOCKET 50-254 QUAD-CITtE8 STATION. UNIT 1 
r Security, medical, emergency << fire protection plant 


6204090242 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J H Division of Rules and Records 02/03/18 Document 
Management Branch Ip 13631 282 24X Flche 30-234. 02/03/18. 

0204090242. 


'•-8204090249 Foruiardt public version of revised emergency plan 
implementing procedures. including Procedure QEP 120-0 re 
operations dlrector.QEP 140-0 re malnt director L OEP 130-0 
technical director Receipt form end 

KOVACK, T J Commonwealth Edison Co 02/02/16 DENTON, H ft NSC - 
No Detailed Affiliation Given lOpp 136St 283 24X 

Flche 50-254. 82/03/18, BS0409D242 


'■~a204'090253 Public version of revised emergency plan unplementing 
procedures QGP 120-0 re operations director. OEP 140-0 r» 
malnt director * OEP 130-0 re technical director 
a Commnnue al th Edison Co 82/02/16 93 pp 12691:294 24X 

Flche 50-35 4.82/03/18.8204090242 


0204020279 Recognlias util eitraord inary efforts to meet Commission 
820201 deadline for Installation 1. testing of prompt 
notification sys 

KEPPLER. J 0. Region 3, Office of Director 02/03/29 REED. C 
Commonuealtli Edison Co Ip 12903 168 24X Flche 30-000.82/03/29, 

0204030279 


8204120177 Release* public version of revised emergency plan 
imp lamenting procedures 

FELTON, vl M Division of Rules and Records 82/03/29 Document 
Management Branch Ip 12654 167 24X Flche 30-254, 82/03/29. 

8204120177 


—8204120184 Forwards public version of revised emergency plan 
Impl eeieittin g procedures. Including Procedures 330-6 re air 
eampllng under accident conditions L 330-T2 re dose factors 
for gasaouB rtleascs Receipt form snel 
KOVACK, OERUER.L F Commonwealth Edison Co 82/03/10 
DENTON. K R NRC “ No Detailed Affiliation Olvtn Ip 12654 170 
a4X Flche - 50-234. 82/03/29.8204120177 


-8204120188 Public version of revised emergency plan Implementlns 
procedures, including Proeedur* 330-6 re air sampling under 
accident eondltlone & 330-T2 re dose factors for gaseous 
releases Revised list of assessment actlone 
a Commonuealth Edison Co 82/03/10 lOpp ». 12654.171 

Flche - 30-254. 82/03/29. 8204120177 


S4X 


0304120475 Releaiie public version of revised generating station 
emargonev plan telephone directory — 

FELTON. 0 H. Division of Rults and aa/na/au * 

Management Branch Ip 12654' 287 84X Flche 80-000, 02/03/29. 

8204120479 


-8204120479 Forwardi public verelon of revised generating station 
emergency plan ttlephone directory ncurnu u o 

CHANEY, VL Commonwealth Edison CO »>D 
Office of Nuclear Reactor Regulation. Olractor Ip 12634 290 
24X Flche. 50-000.82/03/29,0204120479 


8204070107 Forwards util response to Improvement Itams Identified in 
Keppler 820310 Itr re tmerponcy preparotfness appraisal 
RAUSCH. T d Commonwealth Edison Co 82/03/31 if ® 

3. Office of Dlreetor *PP 12576 395 34X Flche 50-354.82/03/31. 




8204130075 Relcasas public version of revised emergency plan 
implamentlng procedures, 

FELTON. J M Division of Rules and Records 82/04/01 Document 
Management Branch Ip 12661 307 24X Flcho 90-254.82/04/01. 

8204130079 


—8204130078 Forwards public version of Revision 3 to Emergsney Plan 
tmglsmenting Procedures 330-0 re recommendations for 
offsite protective actions L 390-TI r« recommondBd 
protective actions for gaseous release _ ^ 

OERNER.L F Commonwealth Edison Co “ 

No Detail od Affiliation Oiven Spp 
Flche 50-294,82/04/01,0304130079 


US/UkJ/tV 
12*61 208 


UC.N I WMi M tt 

24X 


— 8204130080 Public version of Revision 3 to Emergency Plan Implementing 
Procedure* 380-0 re recommendations for offsite protective 
ections * 390-Tt re rocommendod protective actions for 
gaseous release 

e Commonwealth Edison Co 82/03/18 2pP 12661 310 34 X 

Flcho 50-254. 82/04/01, B 20413007 5 


0204260347 Releases public version of revised emargency plan 
implementing procedure* 

FELTON. >1 M Division of Rule* and Records 82/04/12 Document 
Management Branch Ip. 12858 331 84X Flche 30-254.32/04/13. 

8204260347 


--8204360353 Forwards public version of revised emergency plan 
Implementing proeadura*. consisting of Procedures QEP-llO-l 
re station dlreetor implementing procedure 1. aEP-360-t2 re 
evacuation rautes by wind direction Receipt form oncl 
OERNER.L . KOVACK. T J Commonwealth Edison Co. 82/03/19. 

DENTON, H R NRC - No Detailed Affiliation Oiven 2pp 12898 392 
a4X Flche 50-254,92/04/12.8204260347 


— 8204260339 Public version of revised emergency plan Implementing 
proc eduras. con* 1st i ng of Procedures OEp-llO-1 ri station 
director implementing procedure R QEP-360-t2 re evacuation 
routes by wind direction 

* Commonwealth Edison Co 82/03/19 Opp. 12058*394 24 X 

Flche 50-354,82/04/12. 8204260347. 


B204270078 Releases public version of revised emergency plan 
implementing procedurss 

FELTON. J M Division of Ruls* and Records 82/04/18 Documont 
Management Branch. ip 12873 092. 24X Flche 50-294.02/04/19. 

8204270078 


—8204270081 Forwards P'ubllc varslon of revised emergency plan 
imp Isms At in g procedure* , inc lud ing Procedures QEF 310-0 rs 
notification of responsible authorities fc OEP 320-1 re 
activation of tmergoncy organization Receipt farm tnci 
KOVACK. r.J , OERNER, L. F Commonwealth Ed Ison Ca 82/04/01 NRC 
- No Detailed Affiliation Given 2pp 12873' 093. 24X 

Flche 30-294.82/04/13. 8204270078. 
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— 0204370084 ytrsiort at rtvi%»d emsrgancy pltn impl itntnt ing 

p70C»durli< inc lyif Ing Prac«dur«f OEP 310-0 ri notiMe^tlon 
of (-(ogontltilo outhorttla* & OEP 330-1 rt JCfciv«tion of 
omirgineq orgpni lafclon 

• Ocin'Tonutalth Edt»on Co 03/04/01 13pp' 12S73 093 34X 

Fitfi# 30-25 4.03/04/13.0304370073 


&20430005A R<lt 4 <«t pwbllc ver*lon of p»vl»lon to genoratitig station 
«mrrgin<v pl«n romniattif ctr (msrgsncg plan i inpl>/ii*nting 
procadure 

FELTQM. J « Division of fluUi and flacords 03/04/23, Documont 
Manaflaraont Branth Ip 12903 297 24XFlcha SO -000, 02/04/23. 

320 43000 3 & 


— 8204300064 Foruardf public vars 1 on of flrvlslon 3 to OtneratlriiS Etatton 
Ertarpaneg Plan Cdiiwnand Ctr Enarganev Plan Jmpl amant Inj 
Procaifura EOF-3. "EnvlTon/Enargancg Coordinator " Racalpt 
forn and 

MDOfl£,R D CoPifflonuBaltJ) Edison Co 62/04/14 DEWTOM, H fl WRC - 
No Dotallad Affiliation Oiyan. ip J290S 290 24X 

Fleha 30-000,02/04/23,0204300056 


— B20-4300077 Public varalon of Ravislon 3 to Oanaratlnj Station 
Emargancg Plan Command Ctr Emarjant^ Plan Implamantlng 
Pracadura ECF-3, "Enyirori/Eoiirgancv Coordinator.'’ Rtvliad 
tabla of contants and 

BARR. <J fi Connmniiiaal th Edlion Co 32/03/12 13pp 12903 299. 
24X FicAa SO-OOa, 02/O4/23.S2O43OOOS6 


0 Ad jvdl catorg eorriapondanca 


8204080245 Conflrns RFC poiitlons takin In 020310 tilcon ra spant Futl 
pool nDif 

OODDARO/R J Haarlng Braneb 2 02/03/15 KELLEY, J L , MORRIS, P A , 

FOSTER. R Atonic Safitg and Lt cans log Board Panil 2pp 12614 130 
Six Fleha 50-254,82/03/15,0204000245 


8204080129 Confirms 820325 talcon K Singh praparad urlttan tastimong 
will ba filtd 2 laks prior to data of daposltlon Ralatad 
corraspondancB 

FirTOrBBDNS, R iihapir Lincoln It Beal a 82/03/29 CGLLrifS.D 
Affiliation l/nknoun 2pp 12606 000 24X Fleha 50-254, 82/03/2?, 

9204060129 


0204010259 Forwards HR Shaw affidavit as B£R Input on Contantlon 6 re 
fuel channal bowing Bocumant should ba ravl iwad to daclda 
If only unansutrad guastloni on contanbton rinain 
eODDARD,/! J Hearing Branch 2 02/03/30 RW1IC, R. Ouad-Citg 

Alllanct for Safa Enargg STEP TOE, P. P Ishan, Lincoln It Baala 
COLLINS, D Cittians for Safa Enargy Ip. 12477 324. 24X 

Ficha 50-254,82/03/30.8204010259 


— 6204010262 Affidavit of HR Shay ra cpntantlon on fual channel bputng, 
No safety cencarns result from posalbllltg of Intarferance 
developed betucen walls of fuel asaemblias b storage calls 
In spant fuel racks 

SKAU, H K Oparatlng Reactors Asstssnant Branch. 02/03/30 3pp 
12477 325 24X Ficha 50-254,02/03/30.8204010259 


8204O7D512 Forwards NRC safety evaluation of structural Integrity of 
new fuel storage racks under all loading cond It ions, Proposed 
mod poses no threat to public health 

COBOARD. R J Hearing Branch 2 92/03/31 ROfllC, R Ouad-Cl ty 

Alliance for Safe Energy. COLLINS, 0 Cl ti tens for Safa Energy, Ip 
12976 353 24X Fl cha. 50 -254, 82/03/31, 8204070SJ2 


—8202240060 Forwards safety evaluation supporting propasad spent fuel 
mod from structural aspect 

KNICHT, J P Assistant Director for Coeiponants t< Btructuras 
Englnierlng 82/02 /OS NOVAK, T Assistant Director for 

Licensing ip 12576 354 24X Fi cha, 50-254, 02/03/31, 0204070512 


—0204070524 Safety evaluation eupparting praposid spant fual etaraga 

flod. 

a Division of Englnaarlng 82/02/DB 42pB. 12S76-35S 24X 

FI c h e. 90-254, 02/03/3 1 . 8 2040705 1 2 


9204140127 List af aipart wltnassas to ha prisanted an Indicated 
conlantleni, p ar ASLB 820324 order, Cartiflca ta af Sve ancl. 

8TEprOE,P P Coamonueatth Ed 1 eon C« BTEPTOE, P P. laham, Lincoln a 
Baal*. 82/04/07 3pp 12665 10? 24X FIcba 50-254,82/04/07, 

8204140127 


6204130J16 Order reflecting 020407 taican Intarvanore reyuaetad 
kulthdraual af Contanllan 9, Partlae to asat on 820413 in 
Rack telanl to dlscuet withdrawal af reaialnlng contantiaas 
It raquast for hearing 

KELLEY, J L Atomic Safety end Licensing Board Panil. 82/04/0B, 

2pp. 12659.' 193 24X Fit ha 50-254. 82/04/06, 02041301 16 


0204190076 Forwards flnatl provided to intarvanori prior to dacUipn t* 
withdraw Contention 9 NRC supports motion to withdraw as 
contention is u/o merit 

OODOARD.R J Hearing Branch 2 62/04/09 KELLEY, J L , MQRRIB.P A, 

FOSTER, R F Atomic Safety and Licensing Board Panel 2pp 
12726 027 24X Fjche 50-254,02/04/09,0204190076 


0204200411 Order granting actaniions of tlma Data for completing 
lattlamant diicoseians Is 020423 b for filing written 
direct taitlmony, 820505 

KELLEY, J L Atomic Safety and Licensing Board Panel 82/04/16 Jp. 
12743 210 24X Flche 50-254,02/04/16.0204 200411 


8204290341 Forwards draft order per ASLB request at 820423 confiriwa 
call It draft procedural re racking operation 

FlrzOlBBONS, R. Isham. Lincoln & Beale 02/04/26 Atomic Bafity 
and Licensing Board Panel 41pp 12802 119 24X 

Ficha. 50-254, 82/04/26, 0204290341 


I Financial information 


8304060003 Forwards guarantee of payment of deferred premiums for 1962 
□3TER, J Commonwealth Edison Co 82/03/30 8ALTZHAN, J Office of 
State Programs, Director ip 12550 207 24X Ficha 50-000. 

02/03/30. 0204060003 


— 8204060019 Bubmits annual financial statement for 1901 

BEHNKEi W B Commonwealth Edison Co 82/03/29 NRC - No 
Detailed Affiliation 01 von 6pp 12550 208 24X 

Flche 50-000, 82/03/30.82040600 03 


P Operating license stage documents ft correspondence 


0204140062 Responds to FOTA request for indei identifying DLs 6 amapis 
re possess Ion. Shipp i ng. rec « lying 6 storing of nuclear fuels 
at Comm Ed of IL facilities Documents available at Region 3 
ofc listed 

FELTON, J H Division of Rules and Records 02/02/04 VAN 
DEMARK, H E Mlldman, Harrold, Allen &Dl*on Opp 12672 352 34X 

Ficha 50-000,02/02/04,0204140062 


8203190001 Denarlc Ltr 02-05 to all llcensaei of operating power 
reactors re past-TMI requirements 

eiEENHUT. D 0 Division of Licensing 82/03/19 HAU8PUR0, A 
Consolidated CirtsDA Co of Now York DIETCHiR Southern California 
Edison Co PARRIS. H 0 Tennessee Valley Authority 7pp 
12513' 128 24X Flehe 50-000.82/03/19,8203190001 


8204120458 Discusses c one 1 u slons per review of THI Action Plan Ite*S 
I A 1 3 "Shift Manning," 109 "Feedback of Operating 
Eiperience" t, I C 6. "Verify Perfamanee of Operating 
Eiperience " rtems considered resolved 

VA&SALLD, D Operating Reactors Branch 2 02/03/23 DEUCEORCE.L 

Copimonwea 1 th Edison Co 3pp 12693 349 24X Flche 50-254,82/03/33, 

8204120458 


8204220699 Notification of 820400 meeting w/u til in Bethesda, HD to 
discuss proposedi hydrogen addition test 

0 'CONNOR, P Operating Reactors Branch 5 02/03/24 CRUTCHF lELO, D 

Operating Reactors Branch S 2pp 12832 361. 24X 

fiehB'50-000, 82/03/24. 0204220699 


0204060007 Forwards commitment to confirm presence of strong ahiorbsT 
In facility spent fuel racks by performing verification 
tasks at manufacturer or plant eite to show sufficient 
amaunt of neutron ebsorber In racks 

RAUSCH, T.J Commonwealth Edison Co 02/03/31 ErSENHUr.OO 
Division of Licensing. 2pp 12551 127. 24X Flche 50-254,02/03/31. 

0204060007 


8204060114 Application to amend Licenses DPR-19r DPR-25, DPfi-29 6 DPR-W. 
Incorporating metal surveillanca capsule programs «< App 0 
min temp requirement* into Tech Spec* 

RAUSCH, r J Commonwealth Edison Co. 82/03/31 DENTON.HR. OffU* 
of Nuclear Reactor Regulation, Director. 2pp 12953 235 S4X 
Flche- 90-000. 82/03/31. 02040601 1 4. 


—0204060141 Tech Bpacs 3 6/4 6-2 & 3 6/4 6-21 A re coolant chemistry ( 
Table 4 2 6 re neutron flue fc lamplci 

e Commonwealth Edison Co 82/03/31 3pp. 12553 243. 24X 

Flche 50-237.02/03/31.8204060114. 


0204060142 Oeneric Ltr 82-03 to a 1 1 operating BWRs re high bornup 
KAFLHOR tlmits Based on listed consl derations, p lant-spec If ic 
ref to OE position accep tab le. Oversi i e list of recipients 
end Aperture cards available In FOR 

EISENHOT, D, 0 Division of Licensing. 82/03/31, DELOEOfiOE. L. . 
fiCOTTrD. . STEPHENSON. B B Commonwealth Edison Co. 2pp 126921977. 
24X Flehe 50-000, B2/03/3£, 8204060142 
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9204060S3i Submits responses to NUREG-0737 items requiring B20401 
submittal# Items II B a. 11 B 3, 1 1 0 I, II F 1,11 K 3 10, 

1 1 0 3 1 1 K 3 30 discussed 

SWARTZjS D Commonwealth Edison Co 03/03/31 EISENHOT,!) 0 
Division of Licensing 7pp 13987 363 24X Fiche 50-000,03/03/31, 

8304060196 


B204S70374 Advises thet revletu of power monitoring agt design mods 
revealed problems re undervol tag*, overvolta ge U 
underf requenc V setting* of EPA Revised Implementation 
schedule to be submitted u/problem resolutions bg d'ul 1?03 
RAUBCH, T J Commoniueatth Edison Co 03/04/19 VAS0ALLQ.D 
Operating Reactors Branch 3 3pp 13801 321 34X 

Fiche; 90-000, 03/04/17, 8204390374 


8204070312 Forwards NRC safety evaluation of structural integrity of 
sew fuel storage racks under all loading conditions Proposed 
nod poses no threat to public health 

40DDARD, R J Hearing Branch 3 82/03/31 ROHIC, R Quad-City 

Energy COLLINS, D citizens for Safe Energy 1 
12976 853 34X Fiche 50-354,83/03/31,8304070513 


9202340060 Forwards safety evaluation supporting proposed spent fuel 
mod from structural aspect 

KfffOHT. J P Assistant Director for Components l< Structures 
Engineering 82/03/00 NOVAK, T Assistant Director for 
Licensing. ip 13576 354 34X Flchc 50-254,82/03/31,0304070512 


- 8204070534 Safety evaluation supporting proposed 
mod 

a Division of Engineering 03/02/08 43pp 
Fiche 50-354,02/03/31,8304070513 


spent fuel 
13576 355 


s torage 
34X 


0204000275 Forwards response to NUREQ-0737 items 
lubmi ttal 

SWARTZ, E D Commonwealth Edison Co 82/04/01 
BLIEB.H E NRC - No Detailed Affiliation Olven 
24* Fiche 30-000,03/04/01,8204000275 


requiring 020401 

REED, C , ABEL, J 
Ip 13603 27? 


0 , 


0204310295 Generic Ltr 02-09 to all power reactor 1 1 consaes, ap p 1 i cants 
for OLj N 8S8 vendor# raactor vendor# re environ 
qua liricatien of eafety-ralated electrical equipment 
NRC position re qualification requirements end 
EISENHUT.DQ Division of Licensing 82/04/20 HAUSPUROiA 
Consolidated Edison Co of New York PARKER. W 0 Duke Power Co 

DLINN,C N Duquesne Light Co 18pp 13862 337 24X 

Fiche 50-000,02/04/30.8204210295 


8204200506 Forwards addl Info re NVREO-07374 I tem II B t.RCS high point 
vent#, In response to 020300 (, 33 request# Inherent design 
features preclude need for addl vent paths 

SWARTZ. E D Commanusalth Edison Co 83/04/30 EISENHJT.D 0 
Division of Licensing Spp. 12867 374 34X Fiche 50-000,02/04/20. 

8204200506 


8304300387 Advises that TNI Action Item II K 3.3, ''Reporting Relief 
Valve Si Safety Valve Failures S< Challenges," considered 
reso 1 ved 

CRUTCHFIELD, D Operating Reactors Branch 5 B2/04/S1 DELOEOROE.L 

ComniDnuiealth Edison Co. 2pp 12886 1 24. B4X Fiche 90-000, 
82/04/21, 82043a03a7. 


-8204000283 Provides response to NUREO-0737 Items II B 2, 1 1 □ 3,11 D I, 
II D 3, II F I 3, ir F 1 9, n K 3 10 A n K 3 30 Commitment 
date for completion of post-accident sampling capability 
will be provided by B3D416 

SWARTZ, e D Commonwealth Edison Co 03/03/3! EISENHUT, D 0 
Division Of Licensing 8pp 13603 200 34X Fiche 50-000, 

82/04/01, 8204080275 


Q Inspection report#. IE Bulletins L correspondence 


0302040113 IE Info Notice 82-08, "Check Valve Failures an Diesel 
Generator Engine Cooling Sgs. " W/svc list 

* Director's □ffice. Office of Inspection and Enforcsment 
82/03/26 4pp 12062355 24X Fiche 50-000,82/03/36.8202040113 


3304190314 Reaffirms 011000 position re submittal of plant-unique 
analytes, in response to NRC 930117 ltr concerning modified 
Mark 1 orders Analyses will be submitted in conjunction 
w/ren-aining mod closure dates 

RAUaCrt, T J Commonwealth Edison Co 03/04/06 V AS BA LUO, D 
Operating Reactors Branch 3 2pp 12730 152 24X 

Fiche 50-000. 82/04/06,0304190214 


0204290462 Forwards safety evaluation fc EIA supporting proposed 
facility mods to increase capacity of spent fuel storage 
pool Final approval of actions cannot be granted until 
issues currently before ASLB are resolved 

VA9SALL0. D 0 Operating Reactors Branch 3 03/04/07 DELOEOROE.L 

Commonwaalfch Edison Co 3pp 13873 060 34X Flcha 50-354,83/04/09, 

0204370462 


B2D4S9O460 Safety evaluation supporting mod of spent fuel storage 
pool 

• Office of Nuclear Reactor Regulation, Director 03/04/07 
10pp 13893 062 34X Flch# 50-354,02/04/07,8304290462 


— 6204290472 EIA supporting mod of spent fuel storage pool 

* Office of Nuclear Reactor Regulation, Director 82/04/09 
IBpp 12892 080 24X Fiche 50-254.82/04/09,8204390462 


B20416023B Foruards IE Insp Repts 50-254/83-05 %> 50-365/83-06 on 
B202S3-26 Mo none oinp 1 lari c a noted 

ROY, O W Division Of Engineering & Technical programs 02/03/31 

REED, C Cocnmonueal th Ed t son Co Spp 12701 018 34X 

Fiche 50-354,62/03/31,8304160238 


— 8204160242 IE Insp Kept* 50-354/83-05 & 50-365/83-06 on 830223-26 Nia 
niancomp 1 lance noted Major areas Inspected . act 1 ons taken In 
response to post-TMI r equ t raments (■ leaking Xe-133 callbr 
source, 

HUETER, L U , OREOER, L R Region 3, Office gf Director. 82/03/29 
0pp, 12701 030 34X Fiche 50-294,82/03/31,8204160338 


0304160306 Documents rosults of operability assessment of affected 
walls In response to IE Bulletin 60-11. "Masonry Wall 
Design " Interim operability criteria developed pending 
rapair of affected walls 

SWARTZ. E D Commonwealth Edison Co 82/04/08 KEPPLEft. J O Region 
3, Office of Director 3pp 13693 017 24X Fiche 50-000.02/04/00, 

8204 i 60306 


8302040142 IE Info Notice B2~ll, "Potential Inaccuracies In Wide Range 
Pressure Instrument* Used In Westlnghouie Designed Plants " 

Sve 1 1st enc 1 

JOROAMiE L Division of Engineering It Quality Aesurancs. 02/04/09 
63pp 12878 342 aqx Fiche 50-000, 83/04/09 . 8202040142 


8204160152 Generic Ltr 82-07 to all BWR plant licensees li applicants re 
transmittal of NUREO-0909 relative to Cinna tube rupture 
U/o encl tIUREO List Of NRC recipients end 

EIBENKUT. D 0. Division of Licensing 02/04/19 Commonwealth 
Edison Co LINDER, F Dairyland Power Cooperative BOROHANNiE A 
Cincinnati Oas tt Electric Co 7pp 127B7 196 S4X 
Fiche 90-000,02/04/15,8304160152 


8204300265 Forward# IE Insp Repts 50-294/82-07 & 50-265/03-00 
820311 1, notlct Of Violation 

LITTLE.W S Division flf Engineering t. Technical Prograin* 
REED, C. Commonwealth Edison Co 3p p 13669 286 24X 

Flcha 50-254,02/04/19.8304300265 


on 

82/04/15 


6204230921 Forwards response to Generic Ltr 82-09 r* implemintation 
status of MUREO-0737. tne lud Ing Itsms I A3 1 re simulator 
exams, II, 0 3 re plant shl eld 1 ng t , 1 1 B 3 re post-accident 
sampling S< II a 4 re training for mitigating care damage 
8MART2,E D Commonwealth Edison Co 83/04/19 ElSENHUTiDO 
Division of Licensing 23pp 1 20 i 8, 273 24X Flch# 80-000,03/04/19, 

0304330521 


8204220390 Advises that OE will parforai plant-specific main steam line 
break analysis, scheduled to be completed in early Bummer 
1982 

RAUSCH, T J Commonwealth Edison Co 03/04/16 VABSALLO.D, B 
Dpcrattng Reactors Branch 2 Ip 12009 030 24X 

Fiche- 50-000, 02/04/16, 0304230390 


— 8204300271 Motiee of violation from Insp on 830311, 

LITTLE, W- a, Division of Engineering & Technical Program# 
82/04/15. Spp 12889 280 24 X F 1 che. 50-254. 02/04/15. 0204300265 


— 8204300274 IE Insp Repts 50-854/82-07 ti 50-263/B2-0B on 620311 
Noncofnfk 1 i jn c * notail IniSdBqujtfV fir* pTot^vetton of QA 
rflcor di 


HOLZMER.M M , SHAFER, W. D 
Program# 62/04/09 4pp. 
8204300265 


Division of Engineering & Technical 
12089 290 a4X Fiche 50-254.02/04/19, 


ifc. jnfo Notice 82-12, 
W/enc 1 SVC list 


"Burve 11 lane e of Hydrauli 


^^OAN, £ L Otvislan of Engineering & Quality Assuranei, 
64pp 12073:001. 24X FI ch e ■ 90-000. 02/04/2 1 , 0202040143, 


Snubbers ■* 
82/04/21, 
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S p«r(o<(lc op•^«felng rapart:! & rtlatad eorratpondsncr 


S2040S0091 Foruardi "Oparational £nviron Hani taring R«pt an MS RWir 
N«ar Quad-Cltlai Stattani 1981 ^ 

RAUSCH. T J Caranantfvalth Edlspn Co B2/0S/S9 DEMTOH.M R Offica 
at NucJtar Reactor Regulation. Riractor Ip 18517 008 24X 

F I c h • 50 -254. 02/03/ 23. 830 4 0500<? I 


' — 82040S007S "Oparatlanal Environ Honltorint Rapt on KS Rlvar Near 
Quad-Citiei Station. 19SI “ 

• Envlronnantal Rasaarch $i Tachnologv. fne 82/03/23 520pp 

12517 OlO 24X FicKo 50-234. 82/03/23. 8204050 09 1 


S20412032A Forwardt Part 3 of itatlon oparatlng rapt ra reiultl of 
anviron radiological k aiatoorologlcal monitoring 
KALIUIANAKI 8 . N Cofunonwaaltb Edlion Co B2/04/01 KEPPLER. J 0 
Ragion 3. Offlca of Olractor Ip 12640 028 24X 

Flcha 50-254,82/04/01.8204120326 


8204090452 Foruarda rtaponsas to NRC ravlau of App C emergancu 
praparadnroa evaluation rapt t. amarganeg praparednaxs 
toot lat 

JOHNSON, B 0 Conawmart Pouor Co 92/03/31 KEPPLER, J o RaoUnS 
Of flea of Dirac tor 40pp 12622 202 24X Flcha 50-235,02/03/31 

8204070452 “ 


9204090152 Raguaita copla* of 1 Ic aniea/appl ic ant requests for 
attanilon or azanptlon ra Icipladiantatlon of tOCFR73 3 i 
Onig Haddaoi Mack ti Hlllstonr hava submitted faas I< fee 
forma 

TREMPER. 1. l^lcanae Fae Hanagamant Branch 62/04/05 Ofl 

Nuclaar Raactor Regulation. Director Ip 12633 260 a 4 X 
Flcha 50-000.82/04/05,8204090152 


8204130072 Forwards update to util 811216 Itr ra sacurltu alarm 
annunciator panel Details withheld (ref 10CFR73 21) 

VANDCUALLE, 0 J Consumers Power Co 82/04/07 CRUTCHFIELD, D 
□panting Reactors Branch 9 Ip 12655 002 24X 

F 1 c h « 30- 2 99. 82/04 /07 , 820 4 1 30072 


— 8204120333 Forwards “Hai: Doses Resulting From Airborne Releases, 
IT'S! " 

FLESSNER.R a Commonuealtb Edison Co 82/03/29 KEPPLER. J 0 
Region 3. Office of Director ip 12640 029 24X 

Flcha 50-234.82/04/01,8204120326 


— 8204120340 "Mai Oosoa Resulting From Airborne Relaaias. 1981 *’ 
a Conmonwealth Edison Co 02/03/16 2pp 12640 030, 24X 

Fi Cho' 50-254. B2/04/0I, 8204120326 


8204160274 Forwards request for addl Info re design doscripHon of 
mods needed to satisfy Section III 0 3 of App R to lOCFRSO 
Rewording of Oeneric Ltr 81-12 request for Info end Bafatu 
evaluation ra safe shutdown mods deficiency alio end ^ 
LAIMAS, OC Assistant Director for Safety Assessment 82/04/07 
VAHOEHALLE.D Consumars Power Co 50pp 12693 263 241 

Flcha 50-255.82/04/07,8204160274 


0 Adjudicatory corraspondenca 


— 8204120345 "Radwasta ft Environ Monitoring Annual Rapt, 1981 “ 
a Haialton Environmental Sciences Corp 82/03/31 127pp 

12640 032 24X Flcha 50-254. 82/04/01,9204120326 


8204190221 Forwards monthlg operating rapti for Mar 1982 

KALIVIAHAKIB, N Commonwealth Edison Co. 82/04/01 Dirretor's 
Office, Office of Impaction and Enforcement Ip 12722 04S 24X 

Flcha 50-254,82/04/01,8204190221 


— 8204190225 Monthly operating rapts for Mar 1982 

HEIMFURTER. E Commonwealth Edison Co 82/04/06 23pp. 

12722 046 24X Flcha 50-234.82/04/01,8204190221 


6204050045 Decision ALAB-670 reversing A9LD 810731 order which IsnJtd 
petition for hearing ft Intervention challenging Director. IE 
confirmatory order restricting overtime limits Case remanded 
proceedings consistent u/opinion 

SHOEMAKER, C J Atnmic Safety and Licensing Appeal Panel 82/03/31 
30pp 12521 059. 24X Flch* 50-253,82/03/31.8204050043 


8204080030 Hotlce of ASLfl r eedns 1 1 tut ion JA Laorenson, chairman. PA 
Morris ft JR K 1 1 no. members. 

COTTER, P B Atomic Safety and Licensing Board Panel 82/04/02 
2pp 12606 113 24X Flcha 30-233,82/04/02,0204080030 


8204190249 Forwards listing of changes, tests ft eipsriments completed 
during Mar 19B2 

KALIVIANAKIS. M CoiMionuaai tb Edison Co 82/04/01 CA 8 E, E 0 
Office of Nuclear Reactor Regulation, Director 4pp. 12721 '2S1 
24X FIcbf 30-254. 82/04/01, BB04I90249 


S Reportable occurrences, LERs ft related correspondence 


B204130109 Responds to FOIA request that OECD Incident Reporting Bys 
Tcpti be placed in PCR Documents listed In app available In 
PDR Other pertinent documents complottly withheld Irtf FOIA 
Eiffflptian 4) 

FELTON.J.M Division of Roles and Rstortfs Bl/ii/G9 CONNOR.L 
Doc-Saarch Assoc tatas 3pp. 12708 337 24X Flcha 30-000. B1 /I1/09, 

8204190109 


-8204150219 Incident Reporting Bve Rapt 2 fl 2rrB turbine disc cracki in 
Uestlnghouse FWRs 

a Organliation for Economic Cooperation ft Oevalopmant {Paris) 
Bl/03/13 2 pp. 12709 261 24X Flcha 58-000.81/11/09,8204150109 


J Insurance ft Indemnity Information 


8204090137 Forwards Endorsement 8 to AMI Binder ED-80 

FROUMFELKER.R Consumers Power Co 82/03/31 8ALT2HAN. J 
Antitrust ft Economic analysis Branch lUtlllty Finance) Qae 
12515 285 24X Flcha 90-255,02/03/31,8204090137 


02O4OSD1B2 Forwards Endorsement 74 to ANI Policy NF-179 
FROUMFELKER.R Consumars Power Co 82/03/31 SALTZHAN.J 
Antitrust ft Economic analysis Branch (Utility Finance) gpp 
12929 315 24X Ficha 50-295,02/03/31,0204030182 


P Operating license stags documents ft correspondence 


8204220383 Responds to FOIA request for seven cetagories of dacveinli 
Tt TMl action plan 

FELTON. J M. Division of Rulaa and Records 81/11/12 8K0LLV.S C 
Union of Concerned Scientists 6 pp. 12924 100 24X 

Ficha 50-000,81/11/12.0204220305 


S204120422 Forwards LER 02-084/031.-0 
KAL1VIANAKI8. N Commonwealth Edison Co. B2/03/25 KEPPLER, J. 
Region 3. Office of Olractor Ip 12639 1 49. 24X 

Flehs! 30-234, 82/03/23, S204 120422 


“8204120431 LER 82— 004/03L-0 on 820307, raac t or core Isolation cooling 
ftasn Una was Isolated whsn high steam line differential 
pressure alarm rscalved Caused by Instrunant drift of 
pressure switch DPI8-1-I360-IA Switch raeallbr 
WEIKFUSTER, E. Commonwealth Edison Co 82/03/23 Region 3. 

‘2*3’- »W- MX Flcha: 30-234, 82/03/23, 


lOCKET 30-235 PALiaADES NUCLEAR PLANT 


. Security, madicel, emergency ft fire protection plans 


i"?**"*"** tie's <t* fiSA approved security 
(rJf lOCFRTS 2ir*'^*** Inptteantetlon program withheld 

DEMITTrR.B Consumors fowar Co, 82/03/83. DENTON.H R Office ol 
Nuclaar Reactor Regulation, Dir fetor. Sep, 12477- 097 24X 

Flcho! 50-000, 82/03/83,0204010305 ^ 


--8003130391 Dlscustas Jan 1980 site visits to verify impltmentaClsh ef 
Category A Loseons Learned requirements Requests that Div of 
Operating Reactors project managers ft IE regional director 
or resident Inspector participate in site visits 
EISENHUT, D. 0 Dlvlalon. of Operating Reactors 80/01/10 
SCHNENCERaA. Oparatlng Reactors Branch 1 (Pre 800428) 9pp 
12024:139. 24X FIche: 30-000. 81/11/12,8204220385 


8202060159 Forwards final evaluation of BEP Topic 111.4 A, "Tornelg 
Httsllasi" concluding that portions of safety-related syt 
are inadequately protected from tornado missiles Assessment 
may be revised If facility design is changed 

HAMBACH.T. V Oparatlng Reactors Branch 3 82/02/02 HOFFMAN, 5 P 

Consumere Power Co 22pp. H047 037 24X Ficha 50-255,82/08/05, 

8202080153. 


8204030361 Confirms that 3-inch presswrlilng line Is only piping 
penatratton in air Inclr which has threadod joints or caps 
graater than 2 -lnch nominal pipe site, per 820318 discussion 
on containment penetration 19 pertaining to SEP Topic Vl-4 
VINCENT, R A. Consume re Power Co, 02/03/28, CRUTCHFIELD, D 
Operating Reactors Branch 8 , Ip. 12324 068 24X 

Fie he: 90-293, 02/03/85,0204030361. 


i 
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SS040S0194 Coni' irms 820319 talcon r< 820331 meeting at /aeilitg to 
rfvlcu regulatorg performance 

K£PPLEn.^> 0 Region 3. Office of Director QS/03/26 SELaY>J D 
Contumen Pouer Co Ip 12S15 197 24X Fiche 50-2S9i e2/03/26> 

8204090194 


8204020091 STRUCTURAL REUIEH OF THE PALISADES NUCLEAR POWER PLANT UNIT 
1 CONTAINMENT STRUCTURE UNDER COMBINED LOADS FOR THE 
SYSTEMATIC EVALUATION PROORAM 

LIAWiC Y I DEBELINOiA i TSAI>N C Laurence Livermore Laboratory 
FIH A-0436 NURE0/CR-29a3 02/03/31 Division of Llcenilng 
9epp Available at NTIS »4 90 12492 131 24X 

Fiche 90-255. 83/03/31 1 S204020091 


6204210131 Foruardt NUREa-0B09, "Safety Evaluation Review of Resiatance 
Temp Detector Time Reeponae Characteristic* " NURE0-0BO9 
provided a* early notification of po»»ltle significant 
matter H/o end. 

CRUTCHFf ELD. D Opera t Ing React or* Branch 9 B2/04/0A 

VANDSWALLE. D Coniumar* Power Co 3pp 12B12 Oifii 24X 
Fiche 50-299.82/04/06.8204210131 


820414049S Forwards draft integrated plant safety assossmont ropt 
CNUflE0-0B20) <■ notice of availability Rept docytnents review 
completed under SEP H/o rept 

CRUTCHFIELD. D Operating Reactors Branch 9 82/04/08 

VANDEWALLE. D Consumer* Power Co 4pp 12*72 353 24K 

Fiche 90-299.82/04/08.8204140499 


B204050262 Forward* proposed schedule for completion of outstanding — BS>oai40497 Notice of availability of draft integrated plant safety 

SEP topics listed in util 820816 Itr T 

VINCENT, R A Consumers Power Co 82/03/31 CRUTCHFIELD, D operating Reactors Branch 9 82/04/00 app 

Operating Reactors Branch 9 6pp 12923 2*2 24X ioA 7 a 3*2 24X Fiche 90-299.32/04/08,6204140495 

Fiche 90-299. 82/03/31,8204090262 


3204130480 Forwards proof t< review copy of Tech Specs, incorporating 
changes to permit 43-h bypass of reactor protection syt k 
E8F actuation sys inoperable channel Design criteria 
permitting bypass for indefinite period one 1 

CRUTCHFIELD. 0 Operating Reactors Branch S 62/03/31 HALLE, 0 V 
Consumers Power Co 3pp 12**1 142 24X Fiche 90-299,88/03/31, 

B2041304S0 


— B2041304B* Pages 3/4 3-4 & *-7 to proof L review copy of Tech Specs, 
Incorporating changes to permit 40-h bypass of reactor 
protection syi k E8F actuation sys Inoperable channel Design 
criteria permitting bypass for indefinite period end 
« Operating Reactors Branch 5 82/03/31 Spp 12*61 145 24X 

Fiche 50-259,82/03/31.8204130400 


7611010203 Review* results of imp following 780809 flood In auilliary 
feed pump room Concerns Include single entrance to room 
which is secured w/water tight doortfloor drain is not 
adtRuate to discharge pipe release, lack of alarms 
HUNTER. D R , JORGENSEN, B L Rtglon 3, Chicago, Safsguards Branch 
78/09/27 IJARNICK, R F Region 3, Chicago, Office of the Director 
Ip 12920 098 24X Fiche 90-000,02/04/02,8204300003 


8204220284 ForuardSi "Physics Testing Rept for Cycle 5 Etart-up Rept " 
JOHNSON. D 0 Consv/ner* Power Co 62/04/14 KEPPLER. J 0 Region 3. 
Office of Director. Ip 12609 340 24X Fiche 90-295,82/04/14, 

8204220264 


— 6204220289 "Physic* Testing Rept for Cycle S Start-up " 

e Consumers Power Co 62/04/14 82pp 12809 341 24X 

Fiche 90-299,82/04/14,6204220284 


62042*0131 Forward* Amend 70 to License DPR-aO, safety ovaluation !« 
notice of Issuance ti availability Amend clarifies 
Impleneniatton of Tech Specs re shutdown margin ro^uiTometits 
w/less than four primary coolant pumps operating 
CRUTCHFIELD, D Operating Reactors Branch S 02/04/14 
VANOEHALUE, D ConsumoTS Power Co 2pp 12338 OSS 24X 
Fiche 90-293,82/04/14,62042*0131 


— 62042*0132 Amend 70 to License DPR-20. clar i f y Ing Impl ementation of App 
A Tech Specs re ehutdoun margin requirement* u/1b«b than 
four primary coolant pumps operating 

CRUTCHFIELD. D Operating Rea c ter s Branch 9 82/04/14 4pp 

12630 040 24X Fiche 90-299.02/04/14.6204260131 


--790301012* Responds to items in proposed circular only 4 sites using 
Continental Equipment Type 9220 butterfly valves, end memo 
re surveillance testing of air sys k end proposed revision 
ii valua/lmpact statement Circular issuance unnecessary 
JORDAN, E L Office of Inspection b Enforcement, Office of the 
Director 79/02/02 WARNICK, R F Region 3, Chicago, Reactor 
Operations Nuclear Support Branch Ip 12920 071 24X 

Fiche 90-000,82/04/02,8204300003 


— 79030101*4 Forward* memo describing problem w/generle applications 
which should be brought to attention of other regions ti 
licensees Enel draft circular for consideration 

HARNICK. R F Region 3, Chicago, Reactor Operation* Nuclear Support 
Branch 76/07/12 WOODRUFF, fl H Division of Reactor Operation* 
Inspection* Ip 12920 069 24X Fiche 90-000,02/04/02, 

8204300003 


— 020426013* Safety evaluation supporting AmontS 70 to License DPR-aO 
• Office of Nuclear Reactor Rogwlatlon, Director 82/04/14 8pp 
12630 04 4 24X Fiche 90 - 2 SS, 82/04/1 4, 02 0 4260131 


— 0204260139 Notice of issuance h availability of Amend 70 to LicanoB 
DPR-20 

CRUTCHFIELD, D Operating Reactors Branch 3 02/04/14 app 

12830 04* a4X Fiche 90-299.02/04/1410204260131 


82041601SS Oenerle Ltr 82-06 to all PMR plant lieensaes b applicants re 
transmittal of NUREO-0909 relative to Olnna tube rupture 
W/o end NUREO Llet of NRC recipients end 

EISENHUT, D O Division of Licensing 02/04/19 HAUGPURO, A 
Consolidated Edison Co of New YorX 7pp 12707 203 24X 

Fiche: 50-000, 62/04/19, 02041*0199 


— 7903010167 Informs of generic problem at feeility re possible failure 
of air supply to containment ventilation isolation valve* 

Requests othsr facilities review safety related velvet to 

insure class 1 air supplies available to all components 

HUNTER, D R Region 3, Chicago, Office of the Director 70/06/14 

WARHICK. R F Region 3, Chicago, Reactor Operation* Nuclear Support 

Branch Spp 12920 064 24X Fiche 90-000,82/04/02,8204300003 


9204200299 Dlscussas two proposed mods committed to in util 791227, 
800304 b 1219 ltr* re NUREO-073 7, 1 tern 111 Dll. "Intogrity 
of Bys Outside Centainnsnt Likely to Contain Radioactive 
Matl* for PWRs k DWRs " Mod* not required 

VANDEWALLE, 0 J Consumers Power Co 02/04/16 CRUTCHFIELD, D 
Operating Reactors Branch 9 Spp 12737 096 24X 

Fiche- 90-299, 62/04/16. 3204200299 


— 8204300042 Advises that passible unmonitored fellure modes ei ist within 
2,400 k 4aO“Volt ae switchgear b certain 480-volt ae motor 
control etrs Lack of monitoring appears to be generic 
HUNTER. 0 B , JORGENSEN, 0 L Region 3, Chicago, Office of the 
Director. 70/12/19 HARNICK, R F Region 3, Chicago. Office of 
ths Director Spp 12920 099. 24X Fiche 90-000,82/04/02. 

8204300003 


0204210295 Generic Ltr 62-09 to all power reactor 1 (eensees.app llcants 
for QL, NBS0 vendors b reactor vendors re onviron 
qualification of safety-related electrical equipment 
NRC posttlon re qualification r equiremenbs end 
EIBENHUT.D 0 Division of Licensing 62/04/20. HAUSPURO.A 

Consolidated Edison Co of New York OPREA.O.H Houston Lighting t. 

Power Co ISpp. 128*2-337 24X Fic he. 90-000, 02/04/80, 02042 1029S 


8204090211 Responds to 810929 request for Info In respans# to TMI 
Action Item II D 1 re relief b safety valve 
Fonetlonabdlty of selected test valve* for PHR facilities 

VANDEWALLE. 0 J Consumsrs Power Co 82/04/09 CRUTCHFIELD, D 
Operating Reactor* Branch 9. 2pp 12629 199 24X 

Fich* 90-299,82/04/09,8204090211 


8204290337 Application to amend License DPR-20. chang ing Tech Specs to 
dallnerate conditions of plant instrumentation b control syt 
necessary to assure reactor safety 

VANDEWALLE, 0 J , DEWITT. R B Consumer* Power Co. 02/04/21 
CRUTCHFIELD, D Operating Reactors Dranch 5 Spp 12880 001 24X 

Fiche- 90-259, 82/04/21 , 8204290337 


6204120310 Confirm* 920414 meeting in daekson.MI bstwstn Rtgion 3 I 
util r* review of systematic assessment of licensee 
oerformance for Jul 1980 — June 19S1 

KEPPLER, J 0 Region 3, Office of Director B2/04/06 DEWITT, R 
Consum.;* Power CO ip. 12634 007 24X Fiche. 90-000. 82/04/06, 


6204120310. 


—8204290339 Proposed Tech Spec change* re instrumentation b control 

sys. 

• Consumer t Power Go 62/04/21 12pp 12800 006, 24X 

Fiche 90-299,82/04/21.6204290337 
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6204200498 Ooci/iiifntt contltt*<ant rtacAcd during di«<ui'S{ons re ecfciont 
util plant Vo Vet* prior to returning unit Vo ivr Addl eddg 
current vetting of etaejo gcnaretor tubes will be conducted 
Util Stending Order 41 end 

VANDEWALLE.S J Consumers Power Co &2/’04/26 CRUrCHFIELDi D 
Operating Rea c ton Branch 9 Opp 12867 309 24X 

Flche 30-299. 82/04/2618204200490 


8204160032 IWTEOSATED PLANT SAFETY ABSESStCNT BV8TEMATIC EVALUATION 
PROOflAK FOR PALISADES PLANT Doc let No 90-299 (Consumers 
PpLter Company I 

e Division of Licensing NVRE0-Oa20 DRFT 82/04/30 479pp 

Available at NTIS 12714.082 24X FUhe 90-299. 82/04/30, 8204160032 


Q. IntpaeVton reports. I£ Bulletins 6 correspondence 


8204090376 Foruardi IE Imp Rcpt 90-299/92-02 on 820121,27 & 30 No 
none onp Hence noted 

PAPERIELLO.C J Division of Emergancg Preparedness & Operational 
Support 82/03/16 DENITT.R B. Consuntrs Power Co 2pp 
I2S28 390 24X Fi c he: 90-259. 82/03/J6,82040S0376 


— 8204090380 IE Insp Rept S0-2S5/82-O2 on 820121,27 6 30 He nonconipl lance 
noted Major areas inspected prompt public notification/ 
warning sgs la testing of sgs 

JOROENSEN.B L . HELLER, O. K , PATTERSON. J P Division of Emirgeneg 
Preparedness I, Operational Support 82/03/lS Spp 12320 352 
24X Fichc 50-299, 82/03/16.8204090376 


8204270413 Forward* IB Intp Rept 90-295/82-07 on 820315-17 & not let a, 
violation 

MOREL IU3. C E Division of Engineering 6 Technical Programs 
B2/04/12 DEWITT. R B Consumers Power Co 2pp 123S2 123 24X 

Fieha 90-299,82/04/12.8204270413 


■ — 8204270420 Notice of violation from imp on 820319-18 

N0RELIV9.C E Division of Engineering % Technical Programs 
82/04/12 Ip 12892 1 25 24X Fiche 50-299, 82/04/12, 0204370413 


-—0204270426 IE Insp Rept 50—255/82—07 on 820315—19 Noncomp 1 lance pete 
failure to caltbr hgdrometers used to measure specific 
gravltg of electrolyte in station battery cells 
CONWAUGHTON.K , SHAFER, W D Division of Engineering 6 Technical 
Programs 82/04/09 3pp 12832 126 24X Fiche 50-235,82/04/1}, 

8204270413 


8202040143 IE Info Notice 02—12, '*6ut ve 1 1 lane e of Hydraulic Bnubbirs ** 

N/encl SVC list 

JORDAM.E L Division of Engineering 6 Duality Assurance 82/04/2( 
64pp 12073 0(71 a4X Fiche 50-000,82/04/21,8202040143 


8204300419 Submit* supplemental response to IE Bulletin 80-04. 
‘’Analysl* of PUR Main Steam Line breali U/Contlnued 
Feedwater Addition" & NRC 820308 request for info re main 
feedwater pump runout flows 

d'ilHNSDN. 0 D Consumers Power Cu 82/04/26 CRUTCHFIELD. D 
Operating Reactors Branch 5 2pp 12807 042 24X 

Ficbe- 90-258- 82/04/26.8204300419 


8204090110 Forwards IE Mgt Meeting Rept 90-299/02-06 on 820217 No 
noncomp I iance noted 

KEPPLERjJ 0 Region 3. Office of Director 82/03/17. DEWITT, R.B 
Consumers Power Co. 2pp 12923 221 24X Fiche 5(7-299,82/03/17, 

8204090(10 


—8204090131 IE Ngt Meeting Rept 50-299/82-06 on 820217 Ho noncompliance 
noted Major areas discussed current statue of util program 6 
plans to meet 810309 conf Irmatory order re oporator 
licensing 

BOVO. 0 C . SPESSARD.R L Region 3, Office of Director 82/03/17 
4pp 12933 223 24X Fiche 90-299,82/03/17,8304050110 


8304090208 Forwards final Inservice Insp Rapt 7 for 810713-1222 

JOHNSON. B.D Consunars Power Co, 82/03/22 XEPPLER.J 8. Region 3, 
Office of Director. Ip 12933 18? 24X Fiche 30-295,82/03/32. 

8204050209 


R Periodic operating reports * related correspondence 


8204090397 Forwards "Environ Monitoring Rept, 1981 " 

JOHNSON. 0 0 Consumers Power Co. 82/03/31 KEPPLEB. J 0 Region} 
Office of Director Ip 12627 279 24X Fiche 90-255,82/03/31, 

0204090297 


— 8204090303 ''Environ Monitoring Rapt, 1981 ■' 

» Consumer* Power Co 82/03/31 lOpp 13627 276 24X 

Fiche 90-233, 02/03/31 . 0204090297 


0304160432 Forwards monthly operating rept for Mar 1982 

VANDENDEROi 0 Consumers Power Co. 82/04/12 NRC - No Detailed 
Affiliation Given Jp 12706 058 a4X Fiche 50-299,82/04/12, 
8204160432 


— 8204050219 Final Inservice Insp Rept 7 for 810913-1222 

VAN WAGNER. B V , ADAMS, H E . PALMER, A J Consumers Power Co. 
82/03/17 30pp 12323 190 24X Fiche 30-299,82/03/23.8204090209 


B2D2040H3 IE Info Notice 82-00, “Chact Valve Failures on Diesel 
Generator Engine Coaling Sgs " H/sve list. 

• Director's OFfice. Office of Inspection and Enforcement 
83/03/26 4pp 12062 399. 24X Fiche 90-000, 82/03/26, 8202040113 


— 8204160444 Monthly operating rept for Mar 1982, 

PETERSON. D consu/ners Power Co 83/04/12 4pp 12706 099 241 

Fiche 50-2S9. 32/04/12. 0204160432 


62043D0414 Foruards annual environ operating rept. 1981 

JOHNSON, 0 D Consumers Power Co 82/04/22' KEPPLER, J 0 Region 3 
Office of Director ip 12887 052 a4X Fiche 50-299,82/04/23, 
8204300414 


8204130168 Forward* IE Insp Rept 90-259/83-05 on 820201-09,08-12 & 
16-26 & notice of violation 

9PE8SARD, R L Division of Project It Resident Programs 83/03/26 
DEUITT.R. B Consvaert Power Co 2pp 12636;096 24X 

FUhe 50-299,82/03/26.8304120168 


— 8204300420 Annual environ operating rept. 1981 

« Consumers Power Co e2/-04/30 6pp 12887 033 a4K 
Fiche; 50-299, 02/04/22. 8204300414 


S Reportable occurrences, LERs t< related correspondence 


— 8204120169 NO'tlca of violation from Insp on 820201-05,08-12 li 16-26, 
BPESSARD.R L Division of Project t, Resident Program* 82/03/26, 
ip. 12636 098 24X Fiche 90-299,33/03/26.0304120168 


— 8204120174 IE Insp Rapt 90-253/82-05 on 820201-05,08-12 & 16-26 
HnncoApl iance noted. tiposurt reporting under 10CFR2O 400 6 
I0CFR19 13 eiceeded 90-day reporting requirement. 

JORGENSEN, B.L Division of Project 6 Resident Program* 82/03/22 
?pp, £2636.097 24X Fiche. 90-293,82/03/26, 8204120168. 


8304220296 Forwards IE tnsf Rept 90-299/62-03 on 830222-23 b 0309 b Apa 
A, exercise ifef Ici encles Ko noncampi tanc e noted, 

HIND, J A DivlitPn of Emergency Prsparednesi 6 Operational Support 
83/04/02 DEWITT, R 8 Consumer* Power Co 6pp. 12006; 090 24X 

Fiche. 90-293. 02/04/02,8204229296. 


-8204330304 IE Insp Kept 50-299/03-03 on 830222-23 b 0309 Me 
noncgapllance noted, Major area* inspected technical b 
operatione support ctr, interim b near-slte e»*rg«mcu 
operattone facility It poat-acetdent sampling b suTvev*. 
NICHQLSOHrN,, ROZAK.S. , SCHUMACHER, M Division of Eeieraencu 
Preparedness It Operational Support. 02/03/29 13pp 12806.096 
aiX Fiche 90-259102/04/02,8204220296 


5202040142 IE Info Notice S2-llr 'Potential Inaecuracte* in Hid* Rani 
Pressure Instrument* Ueed in Hestinghoute Designed Plant* " 

Sve list encl 

JORDAN, E L. Olvlsion of Engineering fc Quality Assurance 82/04/09 

63pp. 13870:342. 24X Fiche, 90-000, 92/04/09, 8302040142. 


830419010? Responds to FOIA request that OECD Incident Reporting 8ys 
rept* be placed In PDR Documents listed in app available in 
PDR Other pertinent documents completely withheld (ref FOJA 
Eiemption 4) 

FELTTXN. J (1 Division of Rules and Records 81/11/09 CONNDR.L 
Doc-Search Associates 3pp 1270B 339 24X Fiche' 50-000, 81 /I i/D9. 

8204 1 SO 10 9. 


—8204190215 Incident Reporting 8vc Rept 2S 2, re turbine disc cracls In 
Meitlnghousc PMRs. 

• Organiiation for Erononlc Cooperation b Development (Parlst. 
81/03/13 2pp 12709 261 SAX Fiche- 90-000, Bl/1 1/09. 82O4JS0109 


— 8204150249 Incident Reporting 6ys Rept 54 re 810106 inadvertent 
disconnection of station batteries at facility. 

» flrgani la tion for Economic Cooperation b Development (Farit) 
81/09/08 3pp. 12709 317 84X Fiche 90-OQO, 01/1 1/09, 8204 19010? 


8204270325 EN-e2-13 on 820421, Reg ton 3 admlmi stratlon modi f lad order 
Issued to llcencae on 310309 Condition B relaxed to allow 
licenead operators to work overtime, per Commission general 
policy on nuclear power plant staff working hour* 

CRAIO, J • LIEBESMAN, J. Director's Office, Office of Inspection and 
Enforcement 82/04/21. ip 12092; 163. 24 X Flehe- 90-255, 02/04/21, 

B20A27032S. 
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DOCKET 50-25<? 0HOWNB FERfiV NUCLEAR POWER BTATION, UNIT I 


F Sicurifegi medicdli eiiierc)Bncu & fire protictlen plent 


0204230308 Discusses Inherent problem iJ/4-wire emergencg notification 
sgs telephono circuit To prevent lockup<otil should ensure 
that second call Is not established within 20-s after 
original call 

&I0HR« J P Division of Emergenci; Preparedness (i Operational Support 
e2/01/?7 UHRIO, R E Florida Power J< Light Co 4pp 1SB16 i33 
24X Flche 50-000,83/01/29,6204230308 


B20423042D Responds to (luestions re nature of response during 
•mergencg, NRC role during etnergeneg I* need to effectlvelg 
interface w/llcensee organiiation at technical support ctr & 
exiergencg operations f ac 1 1 1 tg during response to emergencg 
&TOHR, U P Division of Emergencg Preparedness ti Operational Support 
82/01/29 UHRIO, R E Florida Power t< Light Co 7pp 12B1 5' 264 
24X Flche 50-000,82/01/29,9204230420 


02-04230472 Discusses schedule of info to be submitted bg utils in 
advance of emergencg preparedness esercise Appropriate state 
4i local agencies should be informed well in advance of 
•lercises bo facilitate participation 

8T0MR, J P Division of Emergencg Preparedness & Operational Support 
B2/01/29 UHRIO, R E Florida Power fc Light Co 4pp 12814 294 
24X Flche 90-000,82/01/29,8304230472 


0204230208 Confirms 820302 arrangements for 82030? meeting u/ubil In 
Atlanta. OA bo discuss inadequate compliance w/regulatorg 
reauiremants re plant socurltg 

O'REILLV, J P Region 2, Office of Director S2/03/04, PARRIS, H 0 
Tennessee Valleg Authorltg 2p p 1S8I7.2B6 24X 

Fiche 50-259,82/03/04,8204330208 


0204130001 Informs that 811233 submittal re interim eompensatorg 
actions in lieu of final implementation of measures 
comriltted' to in facllitg securlbg plan is acceptable 
VABSALLO. D 8 Operating Reactors Oranrh 3 02/03/13 PARISH, H 0 

Tennessee Ualleg Authorltg 2p p 13' '9 333 34X 

Flche 90 -259 . 82/03/ i 2, 8304 1 3000 1 


SS04]60624 Advises that App R analgsis i ill be submitted bg 820601 
Final responses to Prof Loss Control,! c (PLCi audit wilt be 
submitted bg 820631 

MISEMBURO.M R Tennessee Valleg Authoritg 03/03/31 O'REILLV, U P 
Region 3, Office of Director Ip 12700 093 34X 

Fi«he 50-259. 82/03/31,0204160634 


03O4ISO33O Forwards revision to phgslcal lecurltg plan Revision 
withheld iref 10CFR73 31) 

HILUB. L h Tennessee Valleg Authoritg 83/04/01 NOVAK, T M 
Assistant Director for Operating Reactors Spp 13640 348 2+X 

Fiche 50-259. 82/04/01, 8304130330 


8204130179 Advises that addi info re detailed design of emergcncv 
response facilities will be provided when NRC has Issued 
final guidance tt requirements Schedule for Implementation 
transmitted 810603 

fICLLB.I- M Tennessee Valleg Authoritg 03/04/06 VASSALLO. D 
Operating Reactors Branch 3 Ip 12636 319 24X 

Flche 90-239,83/04/06.8304130179 


0204230258 Bummarlios discussions w/NRC re requirements of lOCFft73 li 
svcuritg storage containers Steel filing cabinet w/steel 
locking bar I< three-position, changeab le combination, CSA- 
approved padlock in controlled access area adequate 
nil-LB, L II Tennessee Valleg Authoritg 03/04/19 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 12818 047 24X 

Flche 50-000, 82/04/19,8304330358 


Q2O4270327 Requests add! extension until 830630 to complete analgals 
of fire protection for safe ihutdown capabilltg 
KILLS, L rt Tennessee Valleg Authority 33/04/32 

Office of Nuclear Reactor Regulation, Director Ip 12093 1 65 24X 

Flche 90-259,82/04/23,8304270337 


8204290429 Releases public version of revised radiological emergeficy 

plan implementing procedures 

FELTON, J M Division of Rules and Records 83/04/33 
Management Drench Ip. 12903,009 S 4 X FI che 50-000. 92/04/22, 
8204290429 


0204890433 Forwards public version of revised radiological emargencg 

plan Implementing procedures, Incl ud ing procedures for 
central emergencg control ctr. Muscle Shoe Is emergency 
control ctr $< Knoxville emergency 
MILLS, L II Tenneseee Valley 

Rt€ctor R*qwl«tiofn Dirtctor Ip 
24X Flche 30-000,82/04/32,8204390429 


DENTON, H R, 
12903:010. 


8304290499 Public version of revleed rad lol og i c.., i 

Implement lug procedures I Inc ludifig procedui uc , 

emergency control ctr, Muscle Bhoale emergoncg , , 
Knoxville emergency control < tr 

* Tennessee Valley Authority 82/04/02 GOOpp 
Flche 50-000,82/04/22,8204290429 


I p 1,111 


0 Adjudlcetory correspondence 

8204260230 Brief opposing petition to Intervenco Glu, 
Interest do not meet standing test Petitioners sh,.ii 
allowed to reply on geographic proximity where tasu- 
level raduaite storage Certificate of Svc encl 
BANOER.H a , WALLACE, L E . BUROER, 0 F. Tennesseo ” , 
02/04/13 Bpf 12838 120 BAX Flche 50-2 99, 82 /0>. 

8204210146 Order listing two issues to be reviewed ir 
of A5LAB decision stayed until Commission docisiiii 
announced Add 1 cofimants of Comml es i oners Aho.riiu i 
separate views of Commissioner OtllrsVy enc 1 
CHILK, S J Offlca o# the Secretary of the Cnmmi' .i ' 
*pp 12804 000, 24X Flche 50-359. 03/04/16* HPU ‘ 


8204210514 Order vacating schedules ostabllsherf in tl, 01' 
conference order Commission 820416 order granted pdtn 
for review of I. stayed effectiveness of ALAD-664 
FRYE,.) H Atomic Safety ntid Hconoing Board Pei 
.3003 ana. nax Fiche 90-259,02/04/19,820421051' 


P Operating license stage documents 6 correspond i 


8204230541 Requests to be notifieil 1# NRC und erstaiiding . 
to be taken to correct MSIV leakage te Incorrect 
LEWrs.H C- Division of Resident 6 Reactor Projr, t ' i. , 
82/01/21 PARRTB.H 0 Tennessee Valleg Authority 'i 
a4X Flche' 90-259, 03/01/31. 820423054 1 


111, I 


M r i on & 


1 > . li(> 


&20433L,''95 Ffirwards summary Of B20'«!w .lee’ing re I 
prob 1 ‘01 

LEWI'^.R C Division of Project », tc^sldont Pro, 
PARRt8.H 0 Tennessee Valley Authority 4pp 
Fiche 90-P99, a2/03/12.8?0423029 9 


8203190001 Oeneric Ltr 82-05 to all licensees of , i>,,, j -ii -i 

reactors re post-THI requirements 
ElBEfJlUT, 0 O Division of Licenii., , [ 3/O..J/19 

Consolidated Edison Co of New York 7pp iS'i i> 

Flche SD-OOO, 82/03/19, 8303190001 


8304270062 Forwards request for addl info re roofi, ' n 
Items 1 1 F 1 4. containment pressure monitor, II i l > 
containment water level monitor l< 1 1 F 1 6. cant j im lUi.t 
hydrogen monitor 

VASSALLO, D B Operating Reactors Branch 2 OB/iH'.,' 

Tennessee Valley Authority Spp 12073 213 r'*;-, 

Fiche 50-359, 82/03/23, 8204270062 


' Fi 1 


\ 


8204130485 Bequests author i Xation to obtain design ,|iIj i 
in establishing ref plant ■data base for DWR/4 pi iuL. i ■ 
requirements end 

VASBALLO, D B Operating Reactors Branch S 8.’, '' J 

Tennessee Valleg Authority. 27pp 12661 160 
Flche 50-359,82/03/23,8204130485 


8204060143 Oeneric Ltr 03-03 to all operating DtlH-i i, h.yi, 

HAPLHOR limits. Based on listed cons 1 deratlonSi P i 'i«' 

ref to OE position acceptable Oversite list of , ,, 

end Aperture cards available in PDB 

elSENHUTiD. O Division of Llcansing B2/03/31 Ul ( riMJl,'. .1 
Commonwealth Edison Co. WATSON, 0 D Nebraska t'i,i 1 i, . In ,i. irt 

BECKHAM, J T Oeorgla Power Co. 2pp 13652 079 '1' 

Flche 50-000,83/03/31,8204060143. 


8204190306 Discusses review of 001323 response to 1ltl Ac<ll,m I‘1<i<i 
I tem II.K3. 3, “Reporting Relief Valve L Safety V.il'. 

Failures fc Challenges '' Due to commitment to moot 
reporting requirements, action item resolved 

VASSALLO, D B. Operating Reactors Dra-neh 3 02/0)/. 11 u/NKl'I.K 0 

Tannessts Valley Authority 2pp 12731 209 34X 

Fiche. 50-SS9, 83/03/31,8204190206 


8304130089 Forwards Amend 82,79 6 S3 to Llcensos Dl’l' 6 

DRR-68. resp tc t Ival g, safety evaluation ti noLirr, n. , i' 

6 avail abil 1 ty. Amends change Tech Specs to clai , 1 1 | 
definition of secondary containment integrity 

CLARK, R J Operating Reactors Branch 2. 0.!/ti4.('i l*. ,i,li r ,, 31 0 

Tennessee Valley Authority. 2pp. 13659 001 
Fiche 50-259,83/04/01,8204120089 
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■&a<»4iaOOW Afflcndt 62.79 & 83 to Lleonioi DP6-33. DPR-S2 i DPH-iB. 
rotpoctivcl y, Chong ing Ttch Cp«e« to clarify ioflnltlon of 
taconiary contalnnant intagrlty 

VASS^^LLOrD B Op « rating Raactor* Branch 2 eS/04/01. iSpg 

18699 003 S4X Ftcha. SO-S99. a2<'04/0i > BS04 120089 


— B204I80097 Safety a .valuation eup porting Ana n if 82.79 t< 53 to Liceneao 
DPR-33. Df>R-52 & DPR'68i retfac lively 

a Office of Nuclear Reactor Regulation. Director 82/04/01 4pp 
12659 021. 84X Fi ch f : 50-299 . 82/04/0 1 . 8204 1 200S9 


—8204130100 Notice of ieeuance 6 avatlatlllty of Amenilt 63.79 fc S3 to 
Llceniec 0PR-33t CPR-52 6 Of>R-68i reipect 1 valy. 

VASSAL LQi 0 B Operating Reactore Branch 2 62/04/01 2pp 

12659 025 24X Flehc- 50-259. 82/04/01.6204120089 


8204230252 Cnnfirme 620205 arrang entente for 030211 meeting 
Atlanta. OA to dlecuie recent Inep finding* re eccendmg 
limiting condition for aperatlone 6 failure to follou 
procedure Prapeaed agenda end 

D'REtULV. J P Region 3. Office of Director 82/02/08 
Tennaatce Valley Authority 2pp 12817 304 34X 

Fiehe 90- 2S9, 92/02/ oe. 8204230252 


w/utll In 

PARR 16. H « 


8204230238 Requeeti relief from testing reguirements of IE Bulletin 
80-ir.8oppl 3, "Fat lure of 76 of 185 Control Rod* to Iniert 
Ourinl Scram at BUR ■' Completed mod* preclude neceseltu 
of teito ’’ 

HILLS. L M Tenneatea Valley Authority 82/02/10 O'REILLY. JP 
Region 2. Office of Director ip 12817 355 24 X 

Fichi 50-299.82/02/10.6204230238 


6304190338 Reguetti addl info re reiponie to NURE6-0737 Itemi I A 8. 1 
6 II D. 4. upgraded senior reactor operator Ic reactor operator 
training ti training for mitigating core damage Racponst 
e>p acted ulthln 30 dayi 

VASSALLO.D 8 Operating Reactors Branch 2 82/04/02 PARRIS. H 0. 

Tenntssat Val Isy Authority. Spp 1273120? 24X 

FI chs. 90-259. 82/04/02. 8204190236 


8304230294 Forwards soppl to 810313 response to IE Bulletin 61-01 ra 
sni/tber Insp results Addl rspt for Unit 2 will be submitted 
after Ineps Wnlt 3 Insp results end Unit 1 results provided 
by 810723 Itr 

HlLUSi L H Tennessee Valley Authority 92/02/10 O'REILLY VP 
Region 2. Office of Director 2pp 12816 199 24X ' 

FI Che. 90-289. 82/'02/l0, 0204230294 


6204120390 Advises that rapt* referenced in electrical aqulpnant 
anvlron yuali f Icatlon rapt have been provided to Franklin 
Rosearch Ctr. in raiponsa to RRC 820201 reyuist. Sevtral rspts 
ro cemponants dalotod from list not provided 

MILLS.L.H Tonneaseo Valloy Authority 62/04/06 VASSALLO. 0. B 
Optrating Reactors Branch 2 Ip 12642 114 24X 

Flche 90-259.82/04/06,8204120350 


8204190282 Advise* that info ro N!UREO-O612. "Control of Heavy Loads at 
Nuclear Power Plants." will be submitted for Sactlon 2 1 by 
820526 6 sections 2 2.2 3 «< 2 4 by 620715. per 601222 
reyvf st 

HILLS. L N Tannsssea Valley Authority 88/04/12 VAS8ALL0. 0, B 
Operating Reactors Branch 2 Ip 12722 189 24X 

Ft c h I 90-259, 82/04/ 1 2. 8204 1 9028 2 


8204210076 Confirms 820104 ti 0413 discussions rt ts sting of supply 6 
path which deaonstrata teuist voltagos In analysis Test 
will be performed during upcoming Unit 2 Cycle 4 outage 
HILLS. L K Tonne IS ee Valley Authority. 82/04/13 VASSALLO. 0 B 
Oporatlng Rtactori Branch 2 Ip. 12803 305 84X 

Flche 90-259, 82/04 / 13. 820 4 2 10076 . 


8204200344 Responds to Oenoric Ltr 82-05 roquesting addl ichedular Info 
ro NUftE6-0737 Items Enel list confirnt prsvtous reiponsos 
Util 811028 & 1103 requests for schadular deferral 
reaff irmid. 

KILLS. L.H Tennsssee Valley Authority 82/04/14 DENTON. H R. 

Office of Nuclear Reactor Rtgulatlon. Director, 3pp 12736 304 
24X Flcha: 50-299. 82/04/14. 6204200344 


8204160158 Oenoric Ltr 82-07 to all BUB plant llcansost V applicants ra 
transmittal of NUREO-0909 rflattva te Olnna tube ruptura 
H/o and NURE9- List of NRC recipients end, 

BISEflHur. D 0. Division of Lictnslng 82/04/15 Cemmonueaith 
Edison Co. 7pp 12787-196. aW Flehs 90-000. 02/04/15, 8204160192 


8204210295 Oenerlc Ltr 82-09 to all pousr reactor llcsnse ea. app 1 leant* 
for OUNSsa vendors 6 reacter vendors rt environ 
qualification of safety-related elactrlcil equipment. 

NflC position re qualification piqutranenti and. 
eiSENHUTiDO. Division of Licensing 62/04/20 HAUSPURO. A 
Consolidated Edison Co of New York, ]Bpp 12862 337 24X 

Flche: SO'OOOi 82/04/20.8204210295. 


0 Inspection rsparts. IE Bulletins It correspondsnet 


8204010331 Forwards IE In»p Rapts 90-259/62-07,50-860/02-07 
90-296/62-07 on 620186-0229 Mo noncompliance noted 
CANTRELL.F 8 Division of Project k Resident Programs 
PARR13. H C Tennessee Valley Authority 2pp 12476 027 
Flche 90-899.02/03/18,6204010381 


k 

82/03/12 

34X 


-8204010365 IE Insp ReptS 50-859/82-07,50-860/02-07 k 80-296/62-07*1, 
B30126-0228 No noncompUance noted Major areas inspected 
operational safety, surve lllanct testing, maint. previous inso 
followup. THI action Items 6 reactor trips 

SUUU1VAN.S F. , CMASe, J U , PAULK. 0 L Division of Project k 
flasident Programs 62/03/18 ]4pp 18476 029 24X 

Flche 90-899.62/03/18.8204010361 


8204140464 AeJc receipt of 080303 ltr Informing NRC of steps taken le 
correct violations noted In IE Insp Repts 50-259/81-37, 
90-260/81-37 k 90-296/81-37 

LEUI6. R C Division of Projiect k Resident Programs 02/03/18 
PARRIS. H 0 Ttnnassea Valley Authority Ip 12666 227 84 X 
Flche! 90-299, 62/03/18, 8804140464 


'0804140472 Ra spend • to NRC 820121 ltr re violations noted in 10 
Repts 90-299 81-37.90-260/81-37 6 90-296/61-37 Corrective 
actions 01—77 revised to include all mods performed k 
valve check lilt run on raduaste sys 

HILLS, L M Tannessae Valley Authority 62/03/03 0 'REILLY, J 

Region 8. Office of Director 6pp 12666 228 24X 

Flche 90-299,82/03/18,8204140464 


Imp 


P 


-8204140478 Forwards IE Insp Rspts SO-859/81-37, SO-260/81-37 6 
50-896/01—37 on 811136-1289 ti notice of violation. 

LEWIS, H C Division of Rasidant k Reactor Project Inspeetto 
62/01/21 PARRIS, H O Tennessee Valley Authority 8pp 
12666 234 24X FI che* 90-259, 82/03/18, 8204140464 


'6204140430 Notice of violation from insp on 61 1186-1225 

e Region 3, Atlanta. Office of the Director (81/03/01) 82/l)l/!l 

If. 12666:836. 24X Flche- 90-299, 82/03/ IB, 8204140464 


6204140902 IE Insp Rspts 50-299/81-37,90-260/81-37 6 50-296/61-37 
on 811 126-1289. None amp 1 lence noted* failure to Incorporate 
mod Into operating Instruction 01-77 6 failure to provide 
accurate procedure for eentainmant atmosphere dilution 
SULLIVAN, R. F. . CHABE, J H. . PAULK.O L Division of Resident i< 
Reactor Project Inspection 88/01/10 9pp 12666*237 24X 

Flche 90-299, 82/03/18. 8204 140464 


0204230914 Forwards response to IE Bulletin 80-13 re Insp of core spr* 
spargirs. Rsiolutlon of camera sys used for visual Insp 
dsmenstratsd by underwater viewing of metel lurgicat sample. 

No abnormal 1 ties found 

MILLBiL.M. Tennaisea ValJty Authority 88/01/04. O'RREILLY. J. P. 
Rtgion 2. Atlanta. Office ef the Director 181/03/01) Sdb 
18814: 360. 24X Flche: 90-889, 82/01/04, B204a3'0 914 ** 


8204230464 Suppls 790213 response to IE Bulletin 7B-0I re flammabl* 
contact arm retainers In OE CR12CA relays Addl research 
psrforoied to detarmlne location of relays possibly 
overlooked. Drawings ravlaued 6 addl relays identified 
HILUB.L K. Ta'nnesses Valley Authority 82/03/24 O'REILLY. JP 
Region 2, Office of Director. tp 12814 396 84X 

Fichi 90-299, 82/03/24. 9204230464 


" 

KlLLSdie.H Tfnn«it«* Viilttu Au^h«r|tu 02/01/04. O'ftEILLVj J P 
R9fll«n 2f Q4^ict of tihf Dlroctor (Bl/C 2 / 0 £l Sab 

12813:360. 247 FIcho : 50-899. Ba/Ol/o”0»4MOB2f. 


8204010185 Aek receipt of revised response to 820311 ltr informing 
of steps taken te correct violations noted In IE Insp Rspt* 
50-299/81-19,90-260/01-19 k 90-296/81-19 

CANTRELL, F. 8. Division of Project k Resident Programs 62/03/al 
PARAia.H 9 Tenneasea Valley Authority. Ip 12478 039 24X 

Flche; 90-299. 82/03/29, 8204010198. 


--8204010188 Forwards revised responta to 811106 ltr forwarding !£ 
Insp Repts 90-299/01-19,90-260/81-19 k 90-296/81-19. 

Cerrectlve actions. protective action guides will be 
Incorporated into HSECC IP-10 

HILLS, L.K Tonnes see Vet ley Authority 82/03/11 O'REILLY,/. I 

Region 2, Office of Director. 8pp 12478:040 24X 

Flche: 90-299, 82/03/29.8204010199 
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♦ MWTZ Foruardt lE Info Notlc* B2“O0) "Check Valve Failure) on 
letel Oenarator Engine Cooling 8g) " No action or ra«pon«e 
tiiuaitad 

'REILLYjJ P Region Si Office of Director 02/03/26 UHRIO/R E 
lorHa Power t< Light Co Opp 12670 311 24X 

lehe 90-000. e2/03/26< 0204140372 


4140411 Ack receipt of 820319 Itr informing NRC of ftepi taken to 
orrect violation noted in IE In»p Rapt) S0-a59/82“01i 
0-260/02-01 i 90-296/02-01 

EifISp R C Dlviilon of Project 6 Resident Programe 82/03/26 
ARRIS.H 0 Tennessee Valleg Authorltg Ip 12670 334 24X 

Iche 90-259. 02/03/26. 020414041 1 


204I404I6 Responds to NRC 820222 Itr re violations noted in IE Imp 
Reptf 90-239/02-01,90-260/82-01 «< 90-296/02-01 Corrective 
actions instrument isolation valve checked h proper valve 
alignment verified 

MILLS, L II Tennessee Valleg Authorltg 02/03/19 O'REILLV.JP. 
Region 2. Office of Director 3pp 12670 339 24X 

Ftche 50-299.02/03/26,0204140411 


Z04140420 Forwards IE Insp flepts 50-259/02-01,90-260/02-01 8, 
50-296/02-01 on 020106-08 t, notice of violation 
LEUISiR C Division of Project & Resident Programs 02/02/22 
PARRIS.H 0 Tennessee Valleg Authoritg 2pp 12670 330 24X 

Flche 90-299,82/03/26,0204140411 


784140424 Notice of Violation from Inip on 020106-00 
* Region 2, Office of Director, 02/02/22 Ip 12670 340 34X 

Flche 50-239,02/03/26,0204140411 


J04140429 IE Insp Repts 50-299/02-01,80-260/02-01 tt 50-296/02-01 
on 820106-00 Noncomp 1 lance noted failure to have tug 
operable channels per trip sgs for PB-64-90 
SULLIVAN, R F , CHASE, J N , PAULK, A K Division of Project 1* 
Resident Programs 02/02/19 4pp 12670 341 24X 

Fiijie 90-259,02/03/26,0204140411 


8204230409 Act receipt of 820406 Itr Informing NRC of steps taken to 
correct violations noted in IE Imp Repts 90-259/82-04 t, 
80-296/82-04 

LONOiF U Division of Project 6 Resident Programs 02/04/13 
PARRIS, H 0 Tennessee Velleg Authoritg Ip. 12014 293 S4X 
Flche 90-299,02/04/19,0204230409. 


— 6204230499 Responds to NRC 020223 Itr re violations noted in IE Insp 
Repts 90-239/82-04 «< 50-296/02-04 Corrective actions Insp 
form in OA instruction Itr revised to Include certification 
1 eve 1 

MILLS, L H Tennessee Valleg Authorltg 02/04/06 O'REILLV.JP 
Region 2, Office of Director 3pp 12014'2a4. 24X 

Flche 50-299,02/04/1510204230407 


— 8204230502 Forwards IE Insp Repts 50-259/02-04,50-260/02-04 b 
30-296/82-04 ols 820126-29 b notice of violation 

CANTRELL, F 8. Division of Projsct b Resident Programs 82/02/23 
PARRIS, H 0 Tsnnessee Valleg Authorltg 2pp 13014 297 24X 

Flche 30-299, 32/04/19. 8204230487. 


— 0204230500 Notice of vlolatign from insp on 820126-29 

» Region 2. Office of Director 02/02/33 Ip 12014 259. 24X 

Fiche 90-259,02/04/19.0204230409 


— 8204230911 IE Insp Repts 50-259/32-04,50-260/02-04 b 90-296/02-04 on 
320126-29, Noncomp 1 lane e noted failure to fotlaw welding 
b nondestructive ecam procedures 

KLEJWaOROE, H P , HERDT, A « Division of Englmerlng b Technical 
Programs 62/02/17 7pp 12814^260 24X Fi c he; 90-299, 82/04/19. 

8204230489 


B20423D396 Ack receipt of 620225 Itr informing NRC of steps taken ta 
correct violations noted in IE Insp Repts SO-257/01-34. 

50-260/81-34 b 50-296/81-34 

D'REILLV, U P Region 2, Office of Director 63/O4/S0. PARHI9.H.0 
Tennetiee ValUg Authorltg 2pp 12013'20O. 24X 

Fiche 50-359,62/04/20,8204230336 


1140435 Forwards IE Info Notice B2-10, "Following Up Bgmptomatlc 
.pairs to Assure Resolution of Problem " 

'flElLLY.J P Region 2, Office of Director 82/03/31 UHRIOiR E 
lorida Pouar b Light Co 4pp 12670 009 24X 

iche 30-000. 02/03/31,0204140435 


’040142 IE Info Notice 02-11, "Potential Inaccuracies In Hide Range 
■assure Instruments Used In Nestinghouse Designsd Plants " 

,c list end 

)RDAN,E L Division of Engineering b Oualitg Assurance 82/04/09 
)pp 12070 342 24X Fiche 50-000, 02/04/09, 8202040142 


1230302 Bubmits final response to IE Bulletin 00-25, "Operating 
•oblems Ji/Target Rock Safotg-fiel 1 ef Valves at DWRs" Unit 3 
live SN 1010 tasted luccessfullg during Cgcle 4 refueling 
(tags 

LLS.L M Tennassee Valleg Authorltg 02/04/09 O'REILLY, JP 
igian 2 , Office of Director Ip 12316 276 24X 

Che 90-259. 32/04/09, 0204230332 


1190254 Bubmits addl Info re 010702 Itr w/propoiad program re 
iplementation of NUREO-0313 Implementation of alternate 
isp program expected during upcoming Unit 2 Cgcle 4 outage 
LLS. L M Tennessee Valleg Authority 02/04/12 DENTON, H R 
'flee of liuclaar Reactor Regulation, Director Ip 12721 274 24X 

Che 90-259. 02/04/12,8204190254 


1140401 Forwards IE Bulletin 82-01, "Alteration of Hediographi of 
■Ids In Piping Bubassemb 1 ies " 

REILLV.J P Region 2, Office of Director 02/04/13 UHRIO.fi E. 
orida Power b Light Co 5pp 12670 390 24X 

c h a 50-000. 82/04/1 3, 0204 1 4040 1 


H40442 Forwards IE Info Notice 02-09, "Cracking in Piping of 
ikeup Coolant Lines at BbN Plants," to be reviewed for 
issible appl icablittg 

REILLV.J P. Region 2, Office of Director. 62/04/13 UHRIO.R E. 
orida Power b Light Co 4pp, 12666 291 24X 

Che. 50-000. 02/04/13,0204140442 


■200409 Forwards revised responses to IE Bulletin 79-00 b NUREO-0737 
eoi I C 6, clarifying policy rs critical safatg sgs b 
imponent status control. 

LLS.L M. Tannsssae Valley Authoritg 02/04/13 DENTON,H.R 
'fice of Nuclear Riactor Regulation, Director 6pp 12743 226 
tX Fieha 30-239,82/04/13,0204200409 


— B2D4230360 Responds to NRC 620126 Itr reitueetlng supplemental responto 
to Violation 8 noted In IE Insp Repts 30-239/81-34, 

90-260/81-34 b 90-296/81-34 Response withheld 
(ref I0CFR7a, 21) 

MILLS, L H Tennessee Valley Authority 02/02/25 O'REILLV.JP 
Region 2, Office of Director Ip 12013*202 24X 

Flche 50-239, 02/04/20, 6204230396. 


0202040143 IE Info Notice 82-12, "Surveillance of Hydraulic enubbtrs. " 
H/enc 1 SVC list 

JORDAN, E L Division of Engineering b Oualitg Aeeurance 82/04/21. 
64pp. 12073 001. 24X Flche 90-000,82/04/21.6202040143 


R Periodic epe.ratlng reparts b related correspondence 


82041S0319 Forwards tnorthlg operating rapts for Feb 1982 

JONES, 0 T Tenntssee Valleg Authoritg 82/03/10 Office of 
Management and Program Analysis Ip 12601,249. 24X 

Fieha 90-299.82/03/10,8204150319. 


— 6204150326 Monthly oparating rapts for Fab 1902. 

BYNUM. J.R., THOM, T Tsnnessaa Vail ay Authority 82/03/01 OSpp, 
£2691-280 24X Flche- 50-239, 82/03/10,620 4190319 


S Reportable a ceurrencae, LERs b relatad corraepondanca 


8204020396 Forwards updated LER 61-071 /03X-t, 

OREEN, H J Tennassee Valleg Authority 82/03/19. O'REILLY. J P 
Region 2, Office of Oirector Ip 12493 362. 24X 

Flche 90-259,82/03/19.6204020386 


—8204020361 Updated LER ai-071/03X-l on 01 lUl, level Indicating switch 
I— LIB— 3— 2038 switch 2 eccseded Tech Spec limit for operating 
above vessel itro. Caused by callbr drift Switch recallbr b 
will be replaced u/alactronie switch sys 

HOLDER,©. Tennessee Valley Authority. 02/03/19 Reg Inn 2, 

□ fflet of Director 4pp 12496:001 24X Fich S’ 90-299, 02/03/19. 

B204020356 


0204020490 Forwards updated LER at-072/03X-l Detail ad event analagsis 
and 

OREEN. H J. Tennetiae Vallay Authority, 62/03/16 O'REILLY. J. P. 
Raglan 2, Office of Director. 2pp, 12900 270 24X 

Fieha! 90-297. 82/03/16, B204O20490, 


,190220 Forwards addl Info re raqussts for relief from Inservlea 
isp program for fae 1 1 1 1 1 es, In response to NRC 020224 Itr 
le pvarsiia drawings sncl Aperture cards art available In 
«. 

LLS.L M Tannsssts Vallsg Authoritg 82/04/14. VAS8ALL0, D B. 
arating Reactors Branch 2 27pp 12729-112. 24X 

Che- 90-299. 02/04/14,0204190228 


-W2D4UWU47B Updattii LER ai-072/03X-l on eillt2.RHn loop B discharge 
prassya transmitter l-PT-74-69 found out of tolerancs by 
9 9X Caused by instrument drl f t, Tr ansml tt ar recallbr, tested 
b returned to syc 


HOLDER,© Tannessaa Valley Authority 
Office of Director. Ip 12900-272 
8204020490. 


62/03/16 Region 8, 
24X Flche; 90-299.62/03/16, 


QZ 


DOCKETED ITEMS 


B20';i' . I I u, 1 32-0li/()3L-0 

CRKE-d. I I.nnn'i'i.s VaMtV AuthoTitij SS/OS/l? 0'RErLl.y»J P 
r’. <ii . lee Ml [UrffCtor tp 12494:269 24)C 

Fi (,'• • I 0204020334 


— t- < 


I . Jl 


It 

a 


' /, I 


> '031.-0 on 82D817i d'jrins oporat 1 or>i rt »c tor loui 

■ i.i‘ I 1 1 -LI8-3-203C I tiad at-fo-jod caUbr of 

• 1 bii tnitrupunt drift Switch racaUftr 

ll, »!l 

'hii ' Va 1 1 ly AMthorltV BZ/03/17 flag Ion 2i 

<.< 4pp 12494 366 24X Pi c ha 30-29?. 32/ 03^ 1 7> 


6204230200 Confirm* 020302 arranj »n>»nt» for B20309 meatins w/util in 
AtlantaiOA to discu** inadaquat* eompllanca u/regula Corq 
raquiramanti r« plant ascurity 

O'REILi./. J P Rtgion 3< Office of Director 03/03/04 PARRIS, HO 
TennB»*ee Oallei; Authority app 12817 306 24X 

Fiche 30-259, 03/03/04 , 0204230208 


0204130001 Inform* that 811 223 lubmlttal ro interim compensatory 
action* in lieu of final t mplementat 1 on of measures 
committed to in facility security plan is acceptable 
VASSALLO. D D Operating Reac '* Branch 2 02/03/12 PARISH. HO 

rennes»BB V/alleg Authority r, , 126S9 323 34X 

Fiche 90-39?, e2/O3/12,02O4I3Ouvl 


G205l''i' I,,, ,1 t2-O17/03L-A 

fiUi -- I I I /alley ^utr ity 82/04/05 D'RCIL’V. J 

r.uji, • I. rec'-rr 1 12700 Oh-- 047 

Fi.', ,•■'1)5,3304160999 


— aOij.’l ' I Mr' . )!7/0-3L-0 on 830303, d ur Ins normal operation, reactor 
u.i , 1 I ,, LI 3-46A read 0 Inches Other indicator* 

Ten' iif.i. . IJ J-'16A. farwag Motfal 4459. level indicator 

signjl .Lie fciund unplugged In rear of panel ?‘'9 

Cit,''l'' 11 , T rennosse* i/ailey Authority 62/04/03 fisgipn 2, 

r.fri f. . m.rrtor 2pp 12700 061 24X Fi ch e' 90-299, 02/O4/O9i 


0204160634 Advises that App R a yals util b« submltteif by 020601 
Final respansei to Prof Loss < .trol.Inc <PLC) audit uill be 
submitted by 820621 

WISENBORO.HR Tennessee Valley Authority 02/03/31 O'HEILLY.JP 
Region 2, Office of Director Ip 12700 093 24X 

Fiche S0-3S9. 02/03/31 . 0204160624 


6204130330 Forwards revision to physical security plan Revision 
withheld iref 10CFR73ai) 

MILLS, L M Tennessee Valley Authority 02/04/01 NOVAK. T K 
Assistant Director for Dperatlng Reactors 3pp 12640 340 24X 

Flch* 90-339.02/04/01,0204120330 


620<}lh0Jfn /ti II Is tFH 02-<M9/O3L-O 

G9F.-,|, ti / , M.iossue Vallsg Authority. 62/04/00 D^REILLV, J P 

Ron CM ’ rj, I, sf Director Ip 12694:010 24 X 

Ficlic '111 I' (.‘I/Oa, 03O4J6029O 


— FIT- -I ' 111 

I I. 

by e ,1 1 ' L , 

h “ 1 n I . 

iUi,.ii [ • 
Orfl, , 
t ''J ,1' ' 


O)9/03L-O on 320310, calculated R factor iFRP/CMFLPDJ 
Mctnr used to sat scram i rod block Caused 
during startup due to RifM sequence not 
M, -lire loading RlfH siqutnee being rivleed 
.iisM’-ee Valley Authority 02/04/00 flag ton 2, 

■„ 2 pp 12694 on 24X Fiche 90-299,82/04/00, 


r Ilea um tr 


' cn n«n-antltrust matters 


6204120179 Advises that addl info re detailed design of emergency 
reiponee facilities biilJ be provided when NRC has issued 
final guidance & requirements Schedule for implementation 
transmitted G1060S 

MILL8,L M Tennessee Valley Authority 83/04/06 VAS8ALLQ, 0 
Operating Reactors Branch 3 Ip 12636 319 34X 

Fiche 90'-2a9r 82/04/06, 0304120179. 


0204230298 Summarlles discussions ui/NRC re requirements nf 10CFR73 t 
security storage containers Steel filing cabinet u/steel 
locking bar V three-pos i t ion, changeab le comb ination, OSA— 
approved padlock In controllad access area adequate 
MILLS.L M Tennessee Valley Authority 82/04/19 OENTON. H R 
Office of Nuclear Reactor Regulation, Director ip 12810-047 2tT 
Flch*. 9Q-000, 02/04/19, S204330298 


6204v'j 0') ,'i li ri nipt Of 830401 prehearing conference in Huntivill*, AL 
re acpl I' ■’*!' ,1 “'ir amend to DLs Pp 106-198 
0 - Af ' u I I md Licensing Board Panel 82/04/01 SOpp 

12 * 10.1 .,'.1 ( iche 50-899,82/04/01,0204060049 


X Onal 'e Jllur , , ..f 1 Gu Level Mfite 


8204270327 Requests add] ei tension until 020630 to complete analysis 
of fire protection fur safe shutdouin capability 
KILLS, L H Tenneisea Valley Authority 82/04/22 OENTaN, H R 
Office of Nuclear Reactor Regulation, Director Ip 12092 169 241 

Fiche 50-239,83/04/22.8204270327 


03O4l4itC'.'" N'li'-i, .tlun of contract es leut 1 On, Hod 4 to "Environ 
Acse'j',,- ,it , , I I true! Uasti Storage at TVA Broune Ferry 
No.t ar i ‘ 1 . [ t -L>atone County, OA " Contractor Science 

Apj 11 . 1 1 ,, 

IIAiII‘,TIiN, r > 1 - Li'jii Technical Assiitancr Contracts Branch, 
N,TC“F' 111 » ,1 L"i/08 DAVIS, V , LOYSEN, P, Off lc» of Nuclear 

riateriAi s, , * ‘ guards, Director Ip. 12671-399 24X 

Fiche j!' ."v ' /■ ,’304140029 


— 03,j/,I'liM‘r > ' , V, u-itnniJ ing period of performance to 620430. to "Environ 

An- -Li, I,, t au Level Hast* Storage at Browns Ferry 
Ni't I j ' C'ltr' 11 - I imestone County, OA " 

r-irJl' ’ ,. !• ■ Science AppIIcationi, Inc KATTIA, K J. Technical 
A&os.f.iic i n iti acta Branch MfllC-02-ei-090 62/04/00 Ip 

1 '|» V'V fiche 50-259,03/04/08.6204140029 


OCJhGT 'I---'" PRIMNF fERfiV NUCLEAR PONER STATION, UNIT 2 


Bc’Tit'j. '”,i,cal. ’lergency I, fir* protection plans 


ao4::ir) 'i"i fiM „-so3 inherent problem w/4-wir* anergency notification 
sys trl,-[r,T,,> .irrci’ To prevent loclioprutll should ensure 
that G(nri.,i i .,1 I I, at established Within 20-s after 
or 1 y ii, 1 1 .11 

STfDiR, f •’ f'lMsi, (It Energency Preparednesi ti Opirettonal Support 
02/01,.'/ ‘'H'lIP, Florida Fewer li Light Co 4pB, 18016,132 

a-IX F n.r,', < I -I E /29, S2O42303O8, 


8204290429 Releases public version of revised radlolaglcal emergency 
plan implementing procedures 

FELTON, .7 M Division of Rules end Record* 82/04/22 Decunent 
Kanagement Branch Ip 12943 009 24X Fiche 90-000,82/04/22. 

8204290427. 


— 02O429O43S Forwards public, version of revlsid radlolaglcal emergency 
plan Implsmenting procedures, Including procedures far 
central emergency control ctr, Muscle Shoals emergency 
control ctr it Knaxvtlla emergency control ctr 
KILLS.L M Terntdsee Valley Authority 02/04/02 DENTON, H R 
afflee of Nuclear Reactor Regulation. Director Ip 12903 010 
24X Fiche 90-000.92/04/22,8204290429 


— 8204290495 Public version of revised radlnloglcal emergency plan 
implementing proc edur* i , i ncludlng procedure* for central 
fmergsncg control ctr.Muscle Shoals emergency control ctr t 
Knoxvl lie emergency con trol c tr 

« Tsnnttiee Valley Authority. 82/04/02 0OOpp 12903 012 241 

Fiche: 90-000, 02/04/22.8204270429 


0 Adjudicatory correepondence 


8204260230 Brief apposing petition to intervenes Oenerat a I legations «l 
interest do not meet standing test Pstitionsr* should not be 
allowed to reply an yaographic proximity where issue is low 
level radwast* s tarage. Cer t if ic at* of 8vc end 

SANOER.HB , WALLACE,L,E . BLIR0ER,J F Tanneissa Valley Authority 
62/04/13. 0pp 12638-120 24 X Fiche 90-3 59,02/04/13,8204260230, 


82042 L*1. .1 I' 

BniiiT 3 i.i,'i.,l 
into r f li , 
emOTg ' i.i-i, 

STOHR. ‘ I 
02 /ril 
24 X FU f.i 


’ T' lir jestlon* r* nature of response during 
r, f I 5l« . Lng imirgency I, need to effectively 

u/lirjn-.i, organltstion at technical support ctr <* 
ipi.' *ir„s facility during rsiponse to smargeney. 
r laioion of Emergency Prepsrsdnesi t, Operitional Support 
E Florida Power ((Light Co 7pe, 12619.S64 
'I 'O, 82/01/29,8204230420. 


8204210146 Order listing two issues to be rsvisued Effectiveness 
of ASLAB decision stayed until Commission dscislon 
announced. Add 1 comments of Comm t sil oners Ah earna i< Roberts t< 
separata views of Conunls* i oner Olllnsty sne 1 

CWILK, 0.J. Office of the Secratery of the Commission S2/04/16 
6pp 12804-008 a4X Flc he: 50-257, 82/04/16, 8204210146. 


G 304 P 11 J.,,, 
ad vein Li! II 

6 llii.ii I 
ecerc i "cs 

sroH'L J 1 ' 
&2/01/;'. 
34X Pi he 


1 , 1 . 1 , UKses .chedule of info to be subaittsd by util* In 
1 rn eigen,- preparedness exerclst Appropriate state 
gar in* ti. ,.id be Infornsd well In advene* of 
•■I, iitii *t* participation, 

Preparadnii* » Operational Support. 
VHRl®, F' F Florida Power b Light Co, 4pp, 1231 4; 274. 

•vr. ODO.il' 111/29,0204230472. 


0204210914 Ordar vacating *cJ>«(tutas established in 820406 prehearing 
conference order Commission 820416 order granted petition! 
for review of a, itayed ef fee tivono* * of ALAB-664 
FRYE,*/. H. Atomic Bafoty and Licensing Board Panel. 82/04/17 Ip 
12802:203 24X FlChe- S0-'297, 82/04/19, 02042 10514. 



DOCKETED ITEMS 


83 


P Operating licence etage document* tc corretpondence 


S204230541 Request* to be notified if NRC understanding re util actions 
to be talcen to correct MBIV leakage i* incorrect 
LEUfSiR C Division of Resident t< Reactor Project Inspection 
B2/01/S1 PARRlStH 0 Tennessee Vat leg Authority ip 12014 SB6 
24X Piehe 90-239.62/01/21.8204230541 


6204230293 Faruards surrmarg of 820202 meeting re MSIV leak rate 
grab 1 em 

LEMISiR C Division of Project fc Resident Programs 02/02/12 
PARRIS.H O Tennessee Valleg Authorltg 4pp 12016 191 24X 
FI c h e 30-259. 82/02/12. 820423029 3 


0203190001 Generic Utr 82-OS to all licensees of operetlng power 
reactor* re post-TMI requirement* 

EI&ENHliT. D 0 Division of Licensing 82/03/19 HAU9PUR0.A 
Consolidated Edison Co of Neu Vork 7pp 12513 120 24X 

Flche 50-000,02/03/19.8203190001 


Sa042’70062 Forwards request for addl info re response to TMI Action 
Items II F 1 4. containment pressure monitor. II FIS 
containment water level monitor fc II F 1 6. containment 
hvdrogen monitor 

VASSAL LOi B a Operating Reactor* Branch 2. 82/03/22 PARRIS, H 0 

Tennessee Valleg Authorltg 3pp 12S73 213 24X 

Flehe 50-2 39, 82/03/22, 8204270062 


6804130409 Requests authori latlon to obtain design data from OE for use 
in esteblishing ref plant data base for BWR/4 plants List of 
requirements end 

VASSALLO, D B Operating Reactors Branch 2 82/03/23 PARRIS, H 0 

Tennessee Velleg Authorltg 27pp 12661 160 24X 

Fiche: 30-299, 82/03/23, 0204130483 


B204060142 Generic Ltr 82-03 to all operating BHRs re high burnup 
HAPLHOR limits Based on listed eonsid erat ions, p Ian t-speclfie 
ref to GE position acceptable Oversita list Of recipients 
cnc I Aperture cards available in PDR 

EISENHOr, D O Division of Licensing 82/03/31 DELOEORCE.L. 
Cammonwealth Edison Co (dATSON, 0 D Nebraska Public Power District 
BECKHAM, J r Oiorgia Power Co 3pp 12632.079 24X 

Flehe 30-000, 82/03/31, 6204060142 


6204190206 Discusses review of 801223 response to TMI Action Plan 
Item II K 3 3, "Reporting Relief Valve (< Safitg Valve 
Failures 8. Challenge* " Due to commitment to meet 
reporting requirements, ac t ion item resolved 

VASSALLO, 0. ft Operating Reactors Branch 2 82/03/31 PARRIS, H O 

Tennessee Valleg Authorltg 2pp 12731 289 24X 

Flehe 50-259,82/03/31,8204190206 


6304120089 Forward* Amend 02,79 (< S3 to License* DPfi-33, DPR-52 & 
DPA-6B> respec tivelg. safetg evaluation & notice of issuance 
t: availabllltg Amends change Tech Specs to clarlfg 
definition of secondarg containment integritg 

CLARK, R J Operating Reactor* Branch 2 82/04/01 PARRIS, H 0 

Tennessee Valleg Authorltg 2pp 12639,001 24X 

Flehe 50-239,82/04/01,8204120039 


S20 4 120092 Amends 02,79 1. 53 to License* DPR-33, DPR-S2 ti DPR- 60, 

reepactlvelg, changing Tech Spec* to clarsfg definition of 
secondary containment integritg 

VASSALLO, B B Opirating Reactors Branch 2 62/04/01 16pp. 

12699 003 24X Flehe 50-259,82/04/01,0204120089 


8204120097 Safetg evaluation supporting Amend* 62.79 ti 53 to Licenst 

OPR-33, 0PR-S2 1( DPR-68, rtspectivelg 

* Office of Noelsar Reactor Regulation, Director 82/04/01 4pp 
1 2659 021 24X Flehe’ 50-259 , 82/04/0 1 , 8204120089 


8204190282 Advises that info re NUREO-0612, "Control of Meavg Loads at 
Nuclear Power Plants." will be submitted for Sectlan 2 1 bg 
020528 U Sections 2 2. 2 3 L 2 4 bg 820713. per 801222 
request 

MILLS. L M Tennessee Valleg Authorltg 82/04/12 VASSALLO. 0 0 
Operating Reactor* Branch 2 Ip 12722 183 24X 

Flehe 30-259.82/04/12.8204190202 


8204210076 Confirms 820104 b 0413 discussions re testing of supply b 
path which demonstrate lowest voltages in enelgses Test 
will be performed during upcoming Unit 2Cgcle 4 outage 
MILLS.L H Tennessee Valleg Authorltg 82/04/13 VABSALLO. D B, 
Operating Reactore Branch 2 ip 12S03 305 24X 

Fiehe 50-259.82/04/1310204210076 


8204200344 Responds to Oenorte Ltr B2-0S requesting addl sehadular info 
re NUREO-0737 item* End list confirm* previous responses 
Util 011028 b 1103 request* for scheduler deferral 
reaffirmed. 

MILLS.L M Tennessee Valleg Authorltg 02/04/14 DENTON. H R 
Office of Nuclear Reactor Regulation, rireetor 3pp 12736.304 
24X Flehe 50-289.82/04/14,8204200344 


8204160152 Oeneric Ltr 82-07 to all DWR plant licensees b applicant* ro 
transmittal of NUREO-0909 relative to Oinna tube rupture 
W/o end NUREO List of NRC recipients end 

EI6ENHUT, D 0 Division of Licensing 82/04/15 Commonwealth 
Edison Co 7pp 12787-196 24 X Flehe 30-000, 82/04/15.8204160152 


8204210295 Generic Ltr 02-09 to all power reactor 1 icensees . app I leant* 
for OL.NBBS vendors b reactor vendor* re environ 
qual if leatlon of safety-related electrlcel equipment 
NRC position re qualification requirements end 
EIBENHUT, D 0 Division of Licensing 02/04/20 HAUSPURO. A 
Consolidated Edison Co of New York 18pp 12862 337 24X 

Flehe 50-000, 82/04/20, 8204210295. 


0 Inspection reports, IE Bulletins b correspondence 


8204230514 Forward* response to IE Bulletin 00-13 re insp of core spray 
spargers Resolution of camera igs used for visual insp 
damonstrated bg underwater viewing of metallurgical sample 
No abnormal itles found 

MILLS.L M Tennessee Valley Authority 82/01/04 O'RREILLY, J P 
Reglait 2. Atlanta, Office of the Director {01/03/011 Bpp 
12814 360 24X Fiche 50-259,82/01/04,8204230514 


8204230526 Forwards response to IE Bulletin 00-07 re insp of jet pump 
structures Resolution of caraora *g* used for visual tnsp 
d'emonstrated bg underwater viewing of metel lurg lea 1 sample 
No abnormal 1 1 ies found 

MILLS.L H Tennessee Valleg Authorltg 02/01/04 O'REILLY, J P 
Region 2, Atlanta, Office of the Director (01/03/01) 2pp 
12813 360 24X Flehe 90-259,02/01/04,8204230526 


0204230238 Requests relief from testing requlrsments of IE Dtilletin 
00-17, Suppl 3, "Failure of 76 of 165 Control Rods to Insert 
During Bcram at BHR " Completed mod* preclude necessity 
of tests 

MILLS, L.M Tennessa* Valleg Authority 02/02/10 O'REILLY, VP 
Region 2, Office of Director. Ip 12017335 24X 

Fiehe 50-259,82/02/10,8204230238 


9204230294 FoT'Wards suppl to 810313 response to IE Bulletin 01-01 r» 
snubber Insp results Addl rept for Unit 2 will be submitted 
after Insps Unit 3 insp results sncl Unit 1 results provided 
by 810723 ltr 

MILLS.L M Tennessee Valleg Authority 82/02/10 O'REILLY. U P 
Region 2. Office of Director 2pp 12016 195 24X 

Fiche 50-259,82/02/10.6204230294 


B204190238 Requests addl Info re response to NORBO-0737 Item* I A 2 1 
b H 0 4, upgraded senior reeetor operator b reactor operator 
training & training for mitigating core damage, fieiponse 
■ epected within 30 dag* .. „ 

VA88ALL0, D 8 Operating Reactors Branch 2 82/04/02 PARRIS, H.O. 

Tennessee Valleg Authorltg 3pp. 12731 20^ 24X 

Fiche 50-259, 82/04/02, 8204190238, 


8204120350 Advises that rept* referenced in electrical equipment 
environ qua 1 1 f leatlon 'rep t have been provided to Franklin 
Research Ctr. in response to NRC 820201 request Severe! rept* 
re component* deleted from list not . n n 

HILLS, L M Tennessee Valleg Authority, 82/04/06. VASSALLO, D 
Operating Reactor* Branch' 2.' 'lp< 12642'U4 24X 

Fiche 30-259,62/04/06,0204180350, 


8204230150 Forwards table summarising resolutions of significant 
discrepancies discovered during fac i 1 Itg insps for IE 
Bulletin* 79-02 b 79-14, 

MILLS, L M Tennessee Vallog Authority 62/08/11, D'RErLLV. J P 
Region 2, Office of Director App, 12016 110 24X 

Fiche’ 50-260. 82/02/11, 8204230150, 


6204010381 Forward* IE Insp Rept* 50-259/02-07,50-260/82-07 b 
30-896/02-07 on 020126-0225 Ho none otnp 1 lane e noted 
CANTRELL, F.8 Division of Project b Resident Programs. B2/03/18 
PARRIS, H 0. Tennessee Valley Authority 2pp. 12476:027. 24X 

Fiche: 50-259, 82/03/12. 6204010301. 


-8204010385 IE Insp Repts 50-259/62-07,30-260/82-07 b 60-296/82-07 On 
620126-0223. No nonconpl iance noted. Major areas inspected 
operational safety, surveillance tes t Ing, maint, previous Insp 
f ol lowup , TMI action Item* b reactor trip* 

SULLIVAN, R F , CHASE, J, M, , PAULK, 0. L Division of Project b 
Resident Programs, 02/03/18. t4pp. 12476.029, 84X 

Fiche, 50-259, 82/03/12, 6204010361 


DOCKETED ITEMS 


4140464 Ack rscelpt of BS0303 1 tr informing WIC of ciopi taion to 
orroct violations notod in IE Imp Raptt 90-25?/el-37< 

0-26t>/'BI-37 t4 50-296/81-37 

EUISi R C Divlilon of Projoct (< Rosidant Programs 92/03/18 
ARRISiH 0. Tanntsaa* Va 1 1 eg Author! tg Ip. 12666 227 24X 

Itha 90-2S7< 92/03/19. 8204140464 


920414043S Foryardt IE Info Notice e2-10i "Fallowing Up Sgmptomatic 
Repair! to Ae tore Re*olutlon of Problem " 

O'REILLV. J P Region 2. Office of Dlreetor 82/03/31 UHRIO.R E 
Florida Power i< Light Co 4pp 12670 OOS 24X 
Fleh# 80-000.92/03/31.8204140438 


:204140472 Respond! to NRC B20121 Itr re vloletiont noted in IE Insp 
Repti SO-299 81-37.50-260/81-37 & 30-296/81-37 Corrective 
actions 01-77 revised to Include all mods perforntd ti 
valve checklist run on raduaete sys 

HILLS. L H Tennessat Valley Authority 82/03/03 0 'REILLV*. J. P 

Region 2. Office of Director 6pp 12666:228 24X 

FtcJie 80-259.92/03/18.8204140464 


204140478 Foruards IE Insp Repts 30-259/81-37,90-260/81-37 
50-296/81-37 on 811126-1228 & notice of violation 
LEUISiR C Division of Resident & Reactor Project Inspection 
62/01/21 PARRIS.H 0 Tennessee Valley Authority 2pp 
12666 234 24X Flche 80-259.92/03/18.8204140464 


8202040142 IE Info Notice 82-11, •'Potential Inaccuracies in Nide Range 
Pressure Instruments Used in Nestlnghouse Designed Plants " 

Svc lilt end 

JORDAN. £ L Division of Engineering fc Quality Assurance 02/04/09 
63pp 18878 342 24X Fiche 80-000,82/04/09.9202040142 


9204230382 Buhmits final response to IE Bulletin 80-28. "Opcretlng 
Problems N/Target Rock Safety-Re I iaf Valves at BWRs" Unit 3 
Valve SN lOlB tested successfully during Cycle 4 refueling 
outage 

HILLS, L H Tennessee Val ley Authority 82/04/09 O'REILLY. JP 
Region 3. Office of Director. Ip 12816 276 84X 

Flche 80-259, 82/04/0?, 8204230382 


2041404B8 Notice of violation from insp on 811126-1229 
e Region 2, Atlanta, Office of the Director <81/03/01). 82/01/21 

ip 12666 236 24X F i c he: 80-239, 82/03/ 18. 8204140464. 


204140302 IE Insp Repts 50-239/81-37,50-260/91-37 4, 90-896/81-37 
on 911136-1228 Noncampl lance noted failure to incorporate 
mod into operating inetructlon QI-77 & failure to provide 
accurate procedure for containment atmosphere dilution 
SULLIVAN. R F . CHASE. J U > PAULK. 0. L Division of Resident >< 
Reactor Project Inspection 82/01/18 9pp. 12666 237 24X 

Flche 30-239.82/03/18,8204140464 


8304190284 8ubmlts addl Info re 810702 Itr u/propoeed program re 
Implementation of NUREO-0313 Inpl eman tatlon of alternate 
Imp program axpected during upcoming Unit 2 Cycle 4 outage 
MILLS. L M Tenneeies Valley Authority, 82/04/12 DEMTON.H R, 

□ffies of Nuclear Raactor Regulation. Director Ip 12721 274 24X 

Flche. 80-289, 82/04/12, 8204190284. 


8204140401 Forwards IE Bulletin 82-01. "Alteration of Radiographs of 
Hslds in Piping Subassamb I its. “ 

O'REILLY, J.P Region 2, Office of Director 82/04/13 UHRIO.R E 
Florida Power It Light Co Spp 12670 388 24X 

Flche: 50-000, 82/04/13, 8204140401 


4230464 eupplt 790213 response to IE Bulletin 78-01 re flammable 

ontact arm retainers In OE CR120A relays Addl rsstarch 

erformed to determine location of relaye possibly 

verlooked Orauinge reviewed i, addl relays identified 

ILLS.L K Tennessee Valley Authority 82/03/24 O'REiLLY. J P. 

eglon 2. Office of Director Ip 12814:386 24X 

Iche 50-299, 82/03/24,8204230464 


40I019S Ack receipt of revised response to 620311 Itr informing NRC 
f steps taken to correct violations noted (n IE Insp Repts 
0-259/81-19. 50-260/01-19 t, 30-296/81-19 

ANTRELL, F 5 Division of Project 6 Resident Programs 82/03/28 
ARR18.H 0 Tennessee Valley Authority Ip. 12478 039 24X 

iche. 50-259, 82/03/25.8204010133 


8204140442 Forwards IE Info Notice 82-09, "Cracking in Piping of 
Makeup Coolant Lines at BkM Plants." to be reviewed for 
possible applicability 

O'REILLY, J P Region 2. Office of Director 82/04/13 UHRIO.R E 
Florida Power 4, Light Co 4pp, 12666 291 24X 

Fiche. 80-000, 82/04/13. 8204140442 


8204200409 Foruards revised responses to IE Bulletin 79-08 It NUREO-0737 
item I C 6iclerlfying policy re critical safety eys 6 
component status control 

HILLB.L H Tennessee Valley Authority 82/04/13 DENTON, K. R 
Office of Nuclear Reactor Regulation. Director. 6pp 12743 226 
24X Flche ' 50-239. 82/04/13. 8204200409 


204010158 Forwards revised respenie to 811106 Itr forwarding IE 
Insp Repts 50-259/81-19,80-260/81-19 4, 80-296/81-19 
Corrective actions protective action guides will bt 
incorporated into M6ECC IP-lO 

MILLS. L M Tennessee Vallty Authority 82/03/11. O'REILLY. JP 
Region 2. Office of Director 2pp 12478 040 24X 

Flche 90-239, 82/03/28, 8204010198 


8204190228 Forwards add! info re requests for relief from inservice 
insp program for facilities, in response to NRC 620224 1 tr 
Two oversiie drawings end Aperture cards are avellable in 
PDR 

HILLS, L M Tennessee Valley Authority 82/04/14 VASBALLO, D B 
□perating Reactors Branch 2 27pp, 12729, 112, 24X 

Flcht 80-289,82/04/14,8204190226. 


4140372 Forwards IE Info Notice 02-08, ''Check Valve Failures on 
isteJ Oanarator Engino Cooling Bys " No action or responss 
sguested 

'REILLY.jp Region 2. Office of Director 82/03/26 UHRIO.R E 
lorlda Poutr 4, Light Co 4pp 12670-311. 24X 

iche:5a-000. 82/03/26.8204140372 


4140411 Ack receipt of 820319 Itr informing NRC of eteps taken to 
orrect violation noted In IE Insp Repte 80-259/82-01, 

0-260/82-01 4, 90-296/82-01. 

EMIS.R C Division of Project ti Resident Programs. 82/03/26 
ARRIS, H 0 Tannessaa Valley Authority ip 12670:334 24X 

iche 80-289,82/03/26.8204140411 


204140416 Responds to NRC 860222 Itr re violations noted in IE Imp 
Repts 80-299/02-01,90-260/82-01 4, 80-296/82-01. Corr SC tive 
actions- Instruaent isolation valve cheeked h proper valve 
alignment verified 

MILLS, L H Tennessee Valley Authority 82/03/19 O'REILLY.J.P 
Region 2. Office of Director. 3pp. 12670:338 24X 

Fiche 80-259.82/03/26,8204140411 


204140420 Forwards IE Imp Repts 90-289/82-01.80-260/82-01 tc 
SO-296/82-Ot on 820106-08 tc notice of violation. 

LEWIS, R.C Division Of Project l> Resident Programe. 82/02/22, 
PARRIS.H 0 Ttnnaesee Valley Authority. 2pp. 12670.338. 24X 
Flche 50-259.82/03/26,8204140411 


204140429 IE Insg Repts 80-289/82-01.50-260/82-01 4c SO-296/82-Ot 
on S2O1O6-0S None omp 1 lance noted- failure to have two 
oparabla channels psr trip sys for P8-64-8a, 

SULLIVAN.R F, r CHASE. J W , PAULK, A. K, Division of Project 4c 
Resident Prograiss. 82/02/19. 4pp, 12670; 34 i. 24X 

Flche 80-259, 82/03/26. 820414041 1. 


8204230489 Ack. receipt of 320406 Itr InPormlng NRC of steps taksn to 
corrtet violations notad in IE Imp Repts 80-289/82-04 tc 
80-296/82-04 

LONO, F J. Division of Projict 6 Resident Programs 62/04/19. 
PARRIS.H 0 Tennessee Vallty Authority. tp. 12814.283, 24X 

Fiche 80-259,82/04/18,8204230489 


—8204230802 Forwarde IE Inep Repts 80-289/82-04,80-260/82-04 tc 
80-296/82-04 on 820126-29 «. notice of violation, 

CANTRELL. F. 9 Division of Project 6 Resident Programs 82/02/23. 
PARRIS.H 0 Tennessee Valley Authority 2pp 12614:237 24X 

Fiche ■ 90-259. 82/04/1 3, 8204230489 


—8204230511 IE Insp Repts 50-259/82-04,80-260/82-04 8c 50-296/02-04 on 
620126-29. hfoncompl ience noted. failure to follow welding 
tc nondestructive exam proeadures. 

KLEINSOROE. M P. , HERDT. A. R. Divlalon of Engineering tc Technical 
Programs 82/02/19 7pp 12814:260 24X Fiche 30-899.82/04/19, 

6204230409. 


0204830396 Ack receipt of 820229 Itr informing NRC of steps taken to 
correct violetlons noted in IE Insp Repts 80-289/81-34. 

30-260/81-34 It 80-296/81-34 

O'REILLY, J, P, Region 2, Office of Director, 82/04/20, PARRIS.H 0, 
Tennessie Valley Authority. 2pp. 12813:280. 24X 

Flche. 90-289. 02/04/20. 8204230356. 


—8204230360 Responds to NRC 820126 Itr requesting supplemsntal response 
to Violation B noted in IE Inep Repts 80-289/81-34. , , 

80-260/01-34 tc 90-296/81-34. Response withheld 
(re# I0CFR73 21). 

HILLS, L M, Tennessse Velley Authority. 82/02/25, O'REILLY.J.P 
Region 2. Office of Director. Ip. 12813!282, 24X 

Fiche. 50-259, 82 / 04 / 20 , 8204230386. 


DOCKETED JTEMS 


■SSOSO^OHS IE Info Notlcs 02-lS> "S«rv« I Uanc « of HgifraoHe Bnubbor* " 
U/encl »vc liii 

JQROANiE 1. Division of Engtnvsring & Qual itg Atturanci 82/04/St 
Mpp 12073 001 S4X Fich* 30-000,82/04/21.8202040143 


R Periodic operating raporte t, related corre ipondence 


92041 50319 Foruard* monthlg operating repta for Feb 1908 

JONES.O T Tennofeeo Valleg Authoritg 02/03/10 Office of 
Kanegement and Program Analgtii Ip. 12601 249. 24X 

Fiche 30-259,02/03/10,8204150319 


--0204150326 Konthlg operating repti for Feb 1982 

BVKOMrJ R , THOM, T Tanneiaee Valleg Authoritg 82/03/01 35pp 
12681 250 24X Fiche 30-239,82/03/10.0204150319 


8 Reportable occurreneea, LERe t, related corretpondence 


0204020476 Forwards LER 82-01 1/03L-0 

OREEll.H J Tennessee Valleg Authoritg 82/03/19 O'REIULy, JP 
Region 2, Offlea of Director Ip 12301 083 24X 

Flch# 50-260. 82/03/13,8204020476 


"8204020482 LEr 02-01 1/03L.—0 on 020213, during eporatlon, luhila performing 
chamber water chock, 2-LI-64-66 indicated improper torus b 
level & declared Inoperable Caused bg Instrument drift U 
posfible air in ref leg Transmitter callbr 

IRBV, 0 Tennessee Valleg Authoritg 82/03/19 Region 2, Office 
of Director 2pp 12901 006 24X Fiche • 30-260, 82/03/19, 

8204020476 


8204160515 Foruiardl LER B2-012/03U-0 

OREEN, H J Tennessee Valleg Authoritg 82/03/30 O'RBILLY.JP 
Region 2. Office of Director ip 12702 269 24X 

Fiche 50-260,02/03/30,0204160913 


—6204160523 LER 82-012/03L-0 on e203t5,HPCI stop valve FCV 73-10 would 
not etag open, rendering HPCI Inoperable Leeeprlng did not 
compress enough to ellow trip mechanism to rsmaln reset 
Spring compressed addl 1/16 inch 

MARSHALL, T Tenntsste Valleg Authoritg 82/03/30 Region 2, 
Office of Director 2pp 12702 266 24X Fiche 90-260,82/03/30, 

82D416091S 


T. Hearing transcripts on non-ant Itrust matters 


SS04060D4S Transcript of 820401 prehearing conference in Huntsville, AL 
re application for amend to OLs Pp 106-198 
e Atomic Safetg and Licensing Board Pantl 82/04/01 sopp 
12893 270 a4X Flch# 30-259,82/04/01,8204060043 


X. Onsite Storage of Lew Level Waste 


8204140023 Notification of contract execution, Mod 4 to ''Environ 
Assessment for Low Level Waste Storage at TVA Browns Ferrg 
Nucliar Plant in Limestone CountgiOA " Contractor Beience 
Applications, Inc 

HAIRSTON, C / FLEENORiG Technical Assistance Contracts Drench 
NRC-02-81-0S0 02/04/00 DAVIS, J , LQY8EN, P Office of Nuclear 

Haterlal Safetg b 8af eguards, Director. Ip 12671' 339 24X 

Fiche 90-259.82/04/00,0204140023 


—9204140033 Mod 4, extending period of performance to 020430, to "Environ 
Attesement for Low Level Waite Storage at Browne Ferrg 
Nucliar Plant in Limestone Countg.OA " 

FINDLEY. D E Science Applications, Inc, MATTIA.M, J Technical 
Aitletance Contracts Branch NRC-02-81-090, 82/04/08 ip, 

12671 360 24X Flcht 30-259,82/04/00,0204140029 


DOCKET 90-26i H. B. ROBINSON PLANT, UNIT 2 
F Securitg, modical, omergsncg b fire protection plans 


0204530308 Discusses Inherent problem w/4-wlre emergencg notification 
eye telephone circuit To prevent lockup, util should ensure 
that second cal} is not established within 20-i after 
original call 

STOHR.J P Division of Emergsneg Prtparadness b Operational Support 
82/01/29 UHRie.R E. Florida Power b Light Co. MILLER, 0 H. 
Oeorgla Power Co STAMPLEY.N L. ' Mlselesippi Power b Light Co, 4pp 
12016 132. 24X Fiche 90-000,82/01/89,0204 230308. 


8204230420 Responds to guestions re nature of response during 
amergeneg, NRC role during emergencg b need to effectivelg 
interface w/lteensee organiiatlon at technical support ctr b 
emergencg operations facllitg during response to emergencg 
STOHR.J P Division of Emergencg Preparedness b Operational Support 
82/01/29 UhfilO.R E Florida Power b Light Co HILLER, J H 
Oeorgla Power Co STAMPLEYiN L Mississippi Power b Light Co 7pp 

12013 264 24X Fiche 50-000,82/01/29,8204230420 


6204230472 Discusses schedule of info to be submitted bg utils in 
ad vane a of emergencg preparedno ss exercise Appropriate state 
b local agencies should be informed well in advance of 
exercises to facilitate participation 

STOHR.J P Division of Emergencg Preparedness b Operational Support 
82/01/29 UNR10,R E Florida Power b Light Co MILLER, J H 
Oeorgla Power Co STAMPLEV.N L Mississippi Power b Light Co. 4pp. 
12814 294 24X Fiche 50-000,82/01/29,8204230472 


B20412040S Advises that addl Info per 010311 regueit for exemption from 
lOCPRSOiApp R requirements re reactor coulant pump lube all 
collection sg t will be submitted 820424 w/addl exemption 
requests identified in 820316 1 tr 

EURY.L W Caroline Power b Light Co B2/04/07 DENTON.H R Office 
of Nuclear Reactor Regulation, Director Ip 18640 390 24X 

Fiche 80-261, 92/04/07,8204120409 


8204200086 Notifies that 820316 results of fire protection program 
review b responses to Ooneric Lbr 81-18 will bo reviewed bg 
Jul 1982 to identifg addl App R Section III 0 3 aiemptlon b 
based on DC Circuit Court 020316 judgment 

UTLEY, E E Carolina Power b Light Co 82/04/19 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 2pp 12742 170 
24X Fiche 90-261,82/04/19,0204200086 


P. Operating license stage documents b corres pondence 


8204070014 Comments on NUREO-0737 Item II F 1 3 exemption request 
Verification that proposed ealibr methods will ensure 
accurate functioning of ion chamber after r frins tal latlon 
requested ulthin 49 dags DeUg request to be considertil 
VA08ALLO, D □ Operating Reactors Branch 2 82/02/26 JDNE6, J A 

Carolina Power b Light Co. 4pp. 12969 339 24X 

Fiehs 90-000, 82/02/26,8204070014 


8204130020 Forwards Amend 64 to License DPR-S3, safetg evaluation b 
notice of issuance b avallabllitg Amend changes reactor 
cooling, emerg eneg core cooling b refueling Tech Specs 
ROS0I H J Operating Reactors Branch 1 82/03/00 JONES, J A. 

Carolina Power b Light Co 2pp 12671 183 S4X 
Fiche 90-261,82/03/0018204130020 


--8204130022 Amend 64 to License DPR-23i chang ing reactor cooling, 
emergencg core cooling b refueling Tech apses to ensure 
decay heat removal capablUtg 

VAROA, 8 A Operating Reactors Branch 1 82/03/03 15pp 

12671 187 24X Fiche- 90-261, 82/03/08,8204130020 


--8204130024 Safetg evaluation supporting Amend 64 to License DPR-23 
e Office Of Nuclear ReactO'r Regulation, Director 02/03/08 3pp 
12671 SOS 24X Fiche 30-261.82/03/08,8204130020 


— 8204130029 Notice of issuance b aval lability of Amend 64 to Licenie 
DPR-23 

VAROA.S A Operating Reactors Branch I 82/03/00 3pp 
12671 209 S4X Fiche. 30-261. 82/03/08, 8204130020 


8204130010 Forwards Amend 63 to License DPR-23, safetg evaluation b 
notice of Issuance b avallabllitg Amend revises Tech Specs 
bg adopting survelllancs frequency notations used In 8TB 
for instrument channels 

ROSS, H J Operating Reactors Branch I. 02/03/11 J0NE6, J A 
Carolina Power b Light Co 2pp 12671 039 24X 

Fiche: S0-S61, 82/03/11,0204130010 


— 0204130013 Amend 65 to License DPR-23, revis ing Tech Specs bg adopting 
surveillance frequeneg notations used in BTS for instrumsnt 
channel s 

VAROA,8, A Operating Reactors Branch 1 82/03/li 6pp 

12671-04 1 24X FIchs- 50-261 , 82/03/ 1 1 , 0204130010 


•8S0413001S Safitg evaluation supporting Amend 69 to License DPn-23. 
e Office Of Noelear Reactor Regulablen, Director 82/03/11. 8pp. 
12671-047 24X Fiche. 30-261. 82/03/11,8204130010, 


-8204130019 Notice of issuancs L availability of Amend 69 to License 
OPR -23 

VAROA, 8. A Operating Reactors Branch 1 82/03/11 2pp 

12671-049. 84X Fiche 80-261,82/03/11,8204130010 
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DOCKETED ITEMS 


6304010051 Poruards request for addl info r* revivw of util submittals 
on TMI Itsm II B 1. "FCS Hlgli Point Vents." 

VABOAi S A Operating Reactors Branch 1 BS/03/iB JOMESr J A 
Caroline Pouter & Light Co &pp tS4S9 343 24X 

Flche SO-261. 03/O3/'18. 0304010051 


9204320078 PoTuards Amend A7 to License DPR-23r sa f ety evaluation li 
notice of Issuance & availability Amend revises radiological 
Tech Specs to clarify meaning of operable & Incorporates 
general action statement 

ROSSt U J Operating Reactors Branch I 92/03718 JONES > J. A 

Caroline Pouicr it Light Co 3pp 13822 S6I 84X 
Fiehe 50-2&1. 82/03/10, 8304220072 


--B3O422OO07 Amend 67 to License DPR“23i revis Ing radiological Tech Specs 
to clarify meaning of operable It incorporating general 
action statement to complement Tech Specs required to meet 
limiting conditions of operation 

VAROAi 8 A Operating Reactors Branch 1 62/03/18 ipp 

I2B22 263 SAX Flche 50-261,83/03/18,8204220072 


8204230354 Forwards XN-NF-82-18, "ECCS 4, Flant/Transl ent Analyses for 
HS Robinson Unit 2 Reactor Dperatlng at Reduced Primary 
Temp " 

UTLEV,E E Carolina Power «i Light Co 62/04/20 VAROA, S A 
Operating Reactors Branch 1 2pp 12614 001 24X 

Fiehe 50-261,82/04/20,8204230354 


"8204230362 "ECCS It Plant Transient Analyses for HB Robinson Unit 3 
Reactor Operating at Reducad Primary Temp " 

JENSEN. S E, SUOPE, D R . ADAMS, F T Eicon Nuclear Co , Inc isubs 
of Eison Corp ) XN-NF-G2-1B 62/03/12 126pp 12814 003 24X 

Fiehe 50-361,82/04/20,8204230354 


0204300434 Forwards NRC Task Force on Pressuriied Thermal Shock audit 
rept re adequacy of Robinson 8 in-plant training programs t> 
operating procedures Similar audit will be performed at 
San Onofre t in near future 

CRUTCHFIELD, D Operating Reactors Branch 5 82/04/22 DIETCH,R 

Southern California Edison Co 2pp. 12886 268 24X 

Fiehe 50-000,82/04/22,0204300434 


--8204230090 Safety evaluation supporting Amend 67 to License DPR-23 
* Office of Nuclear Reactor Regulation, Director 82/03/18 3pp 
1S822 26? 24X Flche 50-261,82/03/18,8204220072 


— 8S04220093 Notice of issuance >c availability of Amend 67 to License 
OPR -23 

VAROA, S A Operating Reactors Branch 1 82/03/19 2 pp 

12822 273 34X Flche. SO-261 , 82/03/18, 8304220072 


8303190001 Oenarlc Ltr 82-05 to all llcenseee of operating payer 
reactors re post-TMI requirements 

EISENHOT, 0 O Olvlslan of Licensing 82/03/19 NAUSPUfiO, A 
Consolidated Edison Co of New Vorli DOLAN, J American Electric 
Foyer Co , Inc. ROOT, L D loua Electric Light & Payer Co 7pp 
18313 128 24X Flche 50-000,82/03/19,8203190001. 


8204010463 Summarlies applications I, requests for review to be 
submitted prior to 841231, in response to Oeneric Ltr 82-1. 
IIMMERMAN Carolina Power (, Light Co 82/03/29, TEOESCO.R L. 
Office of Nuclear Reactor Regulation, Director 2pp 124S5 337 
24X Fiehe 50-000,82/03/29,8204010463 


8204060001 Advises that submittals on TMI Action Item II D 1, relief & 
safety valve test requ irements, wi 1 1 be delayed until 620601 
Delay due to late receipt of EPRt safety & relief valve test 
program 

UTLEVrE E Carolina Pouer l< Light Co. 83/03/30 EtSENMUT, D 0 
Division of Llcaniing ip, 12591 126, 24X Fiehe , 50-261, 82/03/30, 

8304060001 


6204070258 Foryards response to requests for addl info re structural 
review of spent fuel pool expansion Items addressed Include 
steel column max compression load, analysis of floor ti 
foundation slabs t, load transfer. 

ZJMNERMANiS R. Carolina Pouer & Light Co. 83/04/02. VAROA, 8 A 
Operating Reactors Branch 1 48pp 12588.025 24X 

Flche 50-261, 82/04/02,8204070298. 


B204220473 Requests addl info for review of NUREC-0737 Items I. A 2 1 S, 
a 0 4 re operator training & training for mitigating core 
damage. within 30 days of receipt of ltr 

VAROA, 8. A Operating Reactors Branch i. 82/04/13 JONES, J. A 
Caralina Power t< Light Co. Spp 12632 391. 24X 

Fiehe 90-261,82/04/13,8304220473, 


9204200045 Forward's Info requested re high burnup fuel, 

WOOD. J 0 Baltimore Oas l< Electric Co 82/04/14 JAFFE, D H. 
Office of Nuclear Reactor Regulation, Director 2pp. 12743' 011 
a4X Flche 50-317,82/04/14,8204200049. 


— 8204300453 Forwardi "NRC Staff Audit of Robinson 2 Procedures t, 
Training for Pressuriied Thermal Shock," conducted during 
620405-07 site visit Control room emergency procedures 
weighted toward core cooling 

MAZETIS.O R Reactor Systeme Branch 82/04/15 THOMPSON, H L 
Division of Human Factors Safety 2pp 12686 271 24X 

Flche 90-000,82/04/22,8204300434 


— 8204300459 "NRC Staff Audit of Robinson 2 Procedures Si Training for 
Pressuriied Thermal Shock " 

HAZET18, 0 Reactor Systems Branch 83/04/15 36pp i2686 273 
34X Fiehe 50-000,02/04/22,8204300434 


Q Inspection reports, IE Bulletins t correspondence 


8304S10202 Forwards IE Performance Appraisal Insp Rept 30-261/81-09 on 
610622-0702 It 13-17 I, eiecutlve summary 

MOSELEY, N C Director's Office, Office of Inspection and 

Enforcement 61/08/18 UTLEY, E E Carolina Power b Light Co 6pp 

12611 081 24X Flche 90-261,61/08/18,8204210202 


— 8204210213 IE Performance Appraisal Insp Rept 50-261/81-05 on 820622- 
0702 I, 13-17 Areas discussed mgt Control, 1 icensee b 
committee activities, design changes b modSiQA audits, 
corrective action sys, training b procuremant 

OODY, A T , CHOULEB, N C , hhJNTER, 0 fi Director's Office, Office of 
Inspection and Enforcement 81/08/ta 32pp 12811 OSS 34X 
Flche 50-261,81/06/18,8204210202 


8204080170 Forwards request for addl info re util analysis of main 
steam line break w/continued feedwater addition, IE Bulletin 
60-04 Response requested uithin 30-day extension time frame 
VAROA, 8 A Operating Reactors Branch 1 62/03/16 JONES, J A 

Carolina Power b Light Co Spp 12618 272 24X 

Fiehe 50-261,82/03/16,8204080170 


8204010392 Ack receipt of 820310 ltr Informing NRC of stepe taken to 
correct violations noted in IE tnip Rept 50-261/81-36 
LEI4I8, R C Divtelon of Project b Resident Programs 62/03/29 

JONES, J A Carolina Pouer b Light Co Ip 12476 337 24X 

Fiehe 50-261,82/03/25,8204010392 


— 8204010395 Responds to NRC 020203 ltr re violations noted In IE Insp 
Rept 90-261/81-36 Corrective actions personnel advised of 
effect of changing valve spring tension b in-depth study of 
gas analyier conducted 

HOWE, P W Carolina Power & Light Co 82/03/10. O'REILLY, J P, 
Region 2, Office of Director 4pp 12476 338 24X 

Flche 50-261,82/03/29,8204010392 


—8203190194 Requests addl info on high burnup fuel from licensees for 
response to Pollution fc Environ Problems, Inc 800306 ltr 
CONNER. E L Operating Reactors Branch 3 82/02/26 JAFFE. O NRC 

- Mo Detailed Afflllatla,n Given. Ip 12743.013. 24X 

Flche. 50-000, 82/04/14.8204200049. 


—8204010396 Forwards IE Insp Rept 50-261/81-36 on 811211-620110 fc notice 
of violation 

LEWIS, R C Division of Project b Resident Programs 82/02/03 

JONES, J A Carolina Power b Light Co, 2pp 12476 342 24X 

Flcha 90-261, 82/03/25, 8204010392. 


3204200376 Responds to NRC 820317 ltr fc subAl Is Info re post-TMI 
requirements. Sehadule of NVREO-0737 items end 
UTLEY, E.E Carolina Power b Light Co 82/04/15, EIBENHUT, D 0. 
Division of Licensing 9pp, 12734.199. 24X Flche. 90-261,82/04/19. 


3204210295 Generic Ltr 82—09 to all pouer reactor 1 Ic enseeii app 1 leant 
fop OLi NS86 vendors b reactor vendors re environ 
qualification of safety-related eleetrieel equipment 
NRC position re quellf Icatlon requirements enel 
EISEKHCiriDO Division of Licensing. 82/04/20 HAOBPURO, A 
Consolidated Edison Co of New York. C0UN8tL,W. Q. Connecticut 
Yankee Atomic Power Co, IBpp 1286a'337. a4X Flehei 90-000, 

02/04/20,8204210299 r.sn.,uuuww, 


--S204010400 No'tice of violation from Insp on 811211-820110, 

a Division, of Project b Resident Progrems 02/02/02 2pp 
12476'344 24X Flche 90-261,62/03/25,6204010392. 


'B204010409 IE Insp Rept 90-261/81-36 on 811211-820110 Noncomp lianee 
noted* failure to review potential safety haiard b failure to 
Implement procedures b perform safely review, 

WEISE.S. , BURGER, C Division of Resident b Reactor Project 
Inspection. 82/01/27 Bpp 12476 346 24X Flche 50-261, 

82/03/29, 62 04010392 


DOCKETED ITEMS 
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8204140372 Foruard* IE In#o Notic# 02-O0< "Chack Valva Fallupea on 
Dl«ttl Oonorator Engln* Cooling Sgt " No action or ro*pont« 
rtquaitod 

O'REILLYtJ P Roglon 3i Of flea of Dlractor 02/03/26 UHRtOiR E 
Florida Pouiar V Light Co 8TAMPLEV< N L, Hisiiftippi Pouar L Light 
Co. COLLIER. A R Offihor# Powar Sgatema < tuba of Naitlnghouia 
Electric Corp ) 4pp 12670 311 24X Flcho 50-000,02/03/86. 

0204140372 


3204230461 Poruardi IE Intp Rapt 50-261/82-10 on 880300-10 No 
noncompl lance noted 

CANTRELL, P B Dlvltlon of Project & Retldent Program! 02/03/29 
JONES.vl A Carolina Pouar & Light Co 2pp 12016 209 24X 

Flehe 50-861.82/03/29.8204230461 


"8804230474 IE Intp Rapt 50-261/68-10 on 820300-10 No noncompl lanca 
noted Major areas Inspected steam generator health phgsics 
coverage, pr Dcedures t< training 

FRANKLIN, L A , BARR. K. Dlvltlon of Engineering ti Technical 
Programs 82/03/26. 6pp 12016 291 24X Fieha 50-261,02/03/29, 

0204230461 


S20414043S Fortuards IE Info Notice 02-10. "Follouing Up Sgmptonatlc 
Repairs to Assure Resolution of Problsm " 

O'REILLV. J P Region 2. Office of Director 82/03/31 UHRIO, R E 
Florida Power 6 Light Co 8TAMPLEV. N L Mississippi Power t. Light 
Co COLLIER, A R. Offshore Power Sgstems Isubt. of Uestinghousa 
Electric Corp ) 4pp 12670 005 24X Flcho 50-000,02/03/31, 

8204140435 


B204060116 Responds to NRC 820316 Itr requesting addl Info ra IE 
Bulletin 80-04, "Analgsla of Main Steam Lina Break U/ 

Continued Feedwater Addition "Due to addl scope 6 
anelgtical work, response will be submitted bg 080901 
ZIMMERMAN.S fl. Carolina Power 6 Light Co 68/04/01 VAROA, 8 A 

Operating Reactors Branch 1. 2pp 12554’ 046 24X 

Flcha< 50-261, 82/04/01,8204060116 


8204180438 Requests permission to usa ABME Section XI Summer 1978 
addanda as basis for reactor coolant pump casing review 
during 820415 first lO-gr program Insp Code provides 
specific initructlons for performance testa 
HONE.P W Carolina Power 4, Light Co 62/04/08 VAROA, 0 A 
Operating Reactors Branch 1 Ip 12640 007 24X 

Flehe 50-261.02/04/00,8204120438 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies In Uidt Range 
Preesure Instruments Used In Nestlnghoufe Designed Plants " 

Sve list end 

JORDAN. 6 L Division of Engineering t, Oualltg Assurance 82/04/09 
63pp. 12078.342. 24X Fl che 50-000, 82/04/09, 0202040142 


8204140401 Forwards IE Bulletin 82-01. "Alteration of Radiographs of 
Melds In Piping Subassemblies " 

O'REILLV, J.P Region 2. Office of Director 02/04/13 UHRIO, R E 
Florida Power & Light Co, COLLIER, A R Offshore Power Sgstems 
(subs of Westinghouse Electric Corp ). NICHOLS, T C South Carolina 
Elactrlc k Oas Co. Opp 18670’ 350 84X Fiche 50-000,02/04/13, 

8804140401 


8204140442 Forwards IE Info Notice 88-09, "Cracking In Piping of 
Makeup Coolant Lines at B4.U Plants," to be reviewed for 
possible app 1 ieab 1 1 1 tg. 

O'REILLY, 0 F. Region 8, Office of Director. 82/04/13 UHRIO, R E 
Florida Power (< Light Co LEA8BUR0, R H Virginia Electric ti Power 
Co PACK, R M Institute of Nuclear Power Operations, 4pp 
12666 251 24X Flehe. 50-000, 08/04/13, 82041 40442 


8 Reportable occurrences. LERc (. related correspondence 


8204150109 Responds to FOIA requtst that OECD Incident Reporting 8gs 
repts be placed In PDR Documents listed in app available In 
FOR Other pertinent documents completelg uitthhsld (rtf FOIA 
Eiemptlon 4) 

FELTON. J M Division of Rules and Records ai/ll/07 CONNOR. L 
Ooe-Saarch Associates 3pp 12708 339 24X Fiche 50-000,81/11/09, 

8204150109 


--S2041S0277 Incident Reporting Bys Rept 64 re PHR pressure vessel 
embr 1 ttlsme nt 

e Organization for Economic Cooperation b Development (Parle) 
81/09/29 3pp. 12709 345 24X Ft ch e 50-000, Bl/1 1/09, 8204 130109 


0204080373 Forwards updated LER 79-034/03L-1 

STARKEY, R B Caroline Power «> Light Co 82/03/26 O'REILLY, JP 
Region 2, Office of Director. Ip 12601 251 24X 

Flehe 50-261.82/03/26,8204080373 


--8204080378 Updated LER 79-034/03U-1 on 790918, motor operated leolatlon 
velva AFM-V2-16A in auxlllarg feedwater line to steani 
generator A failed to open during rnonthlg periodic test 
Caused bg power supply breaker trip on previous closure 
COX, H.T Carolina Power b Light Co 82/03/25. Region 2, Office 
of Director. Spp 12601,252 24 X Fiche. 50-261, 82/03/26, 

8204080373 


8204280457 PNO- 1 1-82-036 on 620409, ul trasonic testing indicated two 
passible Irregularlee near or on outside surface of preteure 
vesiel Metallurgist sent to site to rnonltor action Unit 
defueled 

JULIAN. C A > BUROER, C. H Region 2, Office of Director. 82/04/18 
Ip. 126681159 24X Fl che. 50-261, 82/04/12, 6204260457 


0204280306 PNO- II-82-36A investigation of two possible Irrcgularitlee 
neer/on outslda surface of pressure vessel continuing 
Ultrasonic tsstlng data being analgzed bg Hastlnghouie 
Presentation of data expacted in 2 'Uks 

JULIANiC.A , HERDT.A.R Region 2. Office of Director 82/04/13 
ip 12870 07 5. 84X Fiche 50-261,02/04/13, 6204260306 


8204280248 PNO- 11-8-043 on 820417, potential overexposure Identified 
when TLD used by health phgsics technician read between S-6 
rems k pocitet dosimeter results indicated 2S0 mrem Causs 
unknown. 

JULIAN, C A., BARR.K P Region 2, Office of Director 83/04/21 ip 
13864-024 24X Fiche 50-261.82/04/21,6204860242 


DOCKET 50-263 MONTICELLO NUCLEAR SENERATINO PLANT 


F Securitg, medical, emergency ti fire protection plant 


8204050090 Forwards IE Insp Rept 80-263/82-02 on 620110-29 No 
noncomp 1 lance no ted. 

PAPERIELLO.C J Division of Emergency Rreparednest I, Cperationei 
Support 62/03/16. OlLSERTa, D E. Northern States Power Co 2pp. 
12513 240 84X Fiche 50-263,82/03/16,0204050090 


--3204050097 IE Insp Rept 50-263/88-02 on 820116-29 No noncompl lance 
noted. Major areae i-nspected: promp t public 
notificatlon/uiarning sys k testing of sys. 

MADISON. A U., PATTERSON. J P. . AXELSON.M U. Division of Emergency 
Preparedness 8i Opsratlonal Support. 82/03/11. 5pp. 12518-243 
24X Fi chs. 50-263, 62/03/ 16. 6204050090. 


8802040143 IE Info Notlcs 82-12, "0urvtlUanct of Hydraulic Snubbers " 
M/encl SVC list 

JORDAN, E L. Division of Englnetrlng b Oualltg Assurancs 88/04/21 
64pp 12873.001, 24X Fiche 50-000, 82/04/2 1, 8202040143 


R Periodic operating reports b rslated correspondence 


8204020316 Recognizes util ectraerdlnarg ePforte to mest Commission 
830201 deedllne for Installation b testing of prompt 
notification sgs 

KEPPLER.J. 0 Region 3, Office of Director. 82/03/29. OILBERTS, D E 
Northern States Pouier Co. tp. 12499 201, 24X 

Fiche 80-000,82/03/29,8204020316. 


6204140294 Forwards monthly operating rept for Mar 1968 
STARKEY, R B. Carolina Power h Light Co B8/04/0a DEVOUNO, R. C 
Dlroetor's Office, Office of Inspection and Enforeeinent, Ip. 
12662' 210 24X Fiche' 50-861, B8/04/08, 62041 40894 


— 8204140890 Monthly operating rept for Mar 1962, 

NORRIS) H.R Carolina Power b Light Co. 88/04/02 3pp 
12662 811. 24X Fiche 50-861,62/04/08,8204140294. 


8204090152 Requests copies of 1 ic ensee/ap pi ic ant requtsts for 
sitensisn or exanptlon rs implementation of 1 (X:fR73 21. 

Only Heddan Neck b Millstone have submitted fees b fie 
forms 

TREHPER.C. License Fee Manegement Branch. 62/04/05 Office of 
Nuclear Reactor Regulation, Dlractor. Ip 18633.860 24X 

Fiche: 50-000, 82/04/05,8804070152. 


6204270103 Releases public version of paps change to emergency plan 
imp lement (ng procedure. 

FELTON, J. M. Division of Rules and Records. 62/04/15, Document 
Hanagement Brench. Ip. 18674:106. 24X Fiche, 50-263, 82/04/15, 

8204270103 
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--6204270107 Public vcrfian of Pag* 19 to Revltion 4 of Emergincg Plan 
tmplainvnttng Procadure EPIP 1 1 9< “Communication 
Coordinator Outial " 

• Northarn Statai Pouar Co 62/04/01 Ip 12674 109 24X 

Pich* S0-2d>3. 62/04/15. 8204270103 


8204270260 Provlda* info re ttatua of NUREO-0737 ltem« u/implementatlon 
data* batii/aan 810701 (< 820301. In rttponae to 620317 Oenerie 
Ltr 82-09 

KAYER.L 0 Northern Statai Pouar Co 82/04/16 Office of Nuclear 
Raactor Regulation. OlTtctor Slpp 1SB93 107 24X 

Ficha 90-263.82/04/16.8204270360 


J Inauranc* U indamnitg inPormatlon 


8204270403 Foruardt Emdors ementa 8 to NELIA Dlndari E8- 17. ED-36 & 
E8-3?. Endortenant 61 to NELIA Pol leg NF-174 1. Endoreamant 
91 t« NELIA Pol leg NF-197 

JOHNSON. R C Northern State* Pouiar Co 82/04/22 DINITZ. I 
Antltruat 1. Economic analgais Branch lUtllitg Finance) 6pp 
12649 022 24X FI eh a 90-000.62/04/23.82042 70403 


P Operating llcanaa itage dacuenent* ^ corra* pondenca 


6203190001 Oenarie Ltr 82-05 to all llcenteas of operating pouar 
raactor* re poit-TMI requ i reman t* 

ErSENHOr. D 0 01 Vi* ion of Licenalng 62/03/19 HAUSPURO. A 

Coniolidatad Edifon Co of Nau York ?pp 129)3 138 24X 

FI Che 90-000,82/03/19.8203190001 


6204070372 eubmiti addl info on NLIREO-0737. 1 1 am I A I 1. “Shift 
Technical Advisor.'* r» ad t< training ciual if 1 cat ion* 

Railuiramont* far non degreed senior reactor operator 
({ualifying a* shift technical advisor end 

HAVER. L 0 Northern States Power Co 82/03/29 Office of Nuclear 
Reactor Regulation. Oiractor 3pp 12979 161 24X 

Flche* 50-000. 62/03/29. 8204070372 


6204190403 Re (^u as t* eiaifiptlon until 831231 from schedule requirements 
of 10CFR50 44 re itdi for combustlhle gas control sgi In 
LUR* Combustible gas control sgs currentlg being installed 
HAVER. L 0 Northern States Poiirer Co 82/03/30 Office of Nuclear 
Reactor Regulation. Director 4pp 12661' 046 24X 

Flcha 90-263.82/03/30.8304150403 


"6204180409 "Combustible Oas Control 8gs for Hontl cello Nuclear 
Oenerating Plant *' 

REINERS. 0 A . SETKAi 0 E. NUTECH (Nuclear Technology. Inc ) 
NBP-63-130 62/03/04 19pp, 12661.050 a4X 

Flche 90-263. 82/03/30. 62041 SO 403 


6204060142 Osneric Ltr 62-03 to a 1 1 operating SURs re high burnup 
KAPLHOR limits Cased on listed c ons i derat 1 on t. p Ian t-spec i fic 
ref to OE position acceptable Overtire list of recipient* 
end Aperture cards available in PDR, 

EISENHt/r. D 0 Division Of Licensing 62/03/31 DELOEOROE.L 
Commonuealth Edison Co N0RI61.A V.. 8TaHE.M S Boston Edison Co 
Spp 12652 079. 24X Flche 90-000.62/03/31.8204060142 


8204290274 Foruardt NUTECH analgsis in response to questions re 
orientation affects on containment purge valve analysis 
NUSOLFiO Northern States Power Co 82/04/19 NtCOLARAS. H 
Operating Reactore Branch 2 17pp 12882 177 24X 

Flche 50-263.82/04/19,8204290294 


8204210299 Oeneric Ltr 62-09 to all pouer reactor 1 iesnseos. app I icants 
for 0L.NSS8 vendors (■ reactor vendors re environ 
qual if icat ion of sa fctv~r elated electrical equipment 
NflC position re qualification, requirements end 
EISENHUT. D 0 Division of Licensing B2/04/20 HAUSPURO, A 
Consolidated Edison Co. of Ntu York ISpp 13862 337 34X 

Fiche 90-000.62/04/20.8304210299 


0204300276 Provides dart f 1 cati on of 130-day response to NUREQ-OSOS. 
submitted 6i 1 230 

HAVER. L 0 Northern States Pouer Co 82/04/26 Office of Nuclear 
Reactor Regulation! Oirec tor Ip 12880’ 141 24 X 

Fiche' 90-363. 83/04/36. 630 4300276 


0 Inspection reporter IE Bulletins (i correspondence 


8204090090 Foruards IE Insp Rept 50-263/02-02 on 820118-29 No 
none amp liance noted. 

PAPER lELLO. C. J Division of Emergency Preparedness (. Operational 
Support 62/03/16 O1L0ERT8. D E Northern State* Pouar Co 2pp 
(2918.240 24X Fiche, 90-263. 62/03/16, 8204090090 


--8204090097 IE Insp Rept 50-263/82-02 on 820116-29 No noncomp 1 ianc# 
noted Major area* inspected: prompt public 
not i flea tic n/uarning ays 4. testing of sys 

MADISON, A L , PATTER90N, J P, , AXEL8QN, H L Division of Emergency 
Preparednee* t. Operational Support 82/03/11 9pp 12918 343 
24X Fiche 50-363.63/03/16,8204050090 


8302040113 IE Info Notice 83-06. "Check Valve Failures on Diesel 
Oensrator Engine Cooling Sys “ U/svc list 
* Director's Office. Office of Inspection and Enforcement 
82/03/26 4pp 13863 399 24X Flchi 30-000.82/03/36.8302040113 


B204120392 Ack receipt of 820331 ltr Informing NRC of step* taken to 
correct violations noted in IE Insp Rept 50-263/81-16 
BPEBSARD.R L Division of Project fc Resident Program* 82/04/07 

0ILBERT8. 0. E Northern State* Power Co Ip 12640 179 34X 

Fiche. 90-363, 82/04/07, 8204120393 


BSO4O0O326 Advises that Util cannot determine schedule for control room 
design revleu. per NURE0-0737 Item I D 1 until NRC-DMR owners 
group generic control room review program completed 

HAVER. L 0 Northern States Power Co 62/04/01. Office of Nuclear 
Reactor Regulation. Director. ip 12612 139 24X 

Fiche: 90-263, 62/04/01.6304060336 


9304090370 Advises that util endorses BNR owners group proposal of 
620930 a* date for submittal of supplemental study 
idantlfging mods that hava considered ATMS & BNR emergency 
procedure guidelines as well as NUREO-0737 Item II. K, 3 16 
HAVER, L 0 Northern States Power Co 82/04/01 Office of Nuclear 
Reactor Regulation. Director Ip 12627 067 24X 

Fiche: 90-263. 62/04/01.8204090370 


'8204120397 Responds to NRC 611029 ltr re violations noted In IE Insp 
Rept 90-263/61-16. Corrective action* will not be completed 
until 820419 due to other subcommittee activities including 
training t. emergency plan drills t. audits 

I4ACHTER. L. J . OlLfiCRTS. 0 E Northern Eta tee Power Co 82/03/31 
SPE8BARD, R L Division of Project 1. Resident Program* ip 
1S640 176 24X Fiche 90-263,82/04/07,6204120392 


8204220476 Forwards IE Insp Rept 90-263/82-04 an 830301-03 No 
noncompl lance noted. 

PAPERIELLO. C J Emergency Preparedness 4. Program Support Oranch 
82/04/07 0ILBERT8, D E Northern States Power Co 2pp 12808 169 
34X Fiche 90-263,82/04/07,6304220476 


6204200049 Forwards info requested re high burntip fuel 

UQOD.J.O Beltlmore Oas 4t Electric Co 62/04/14. JAFFE. D H 
Office of Nuclear Reactor Regulation, Director 2pp 12743 011 
24X Flche 90-317,62/04/14.8204200049 


--82031S0194 Request* addl i'nfo on high burnup fuel from licensees for 
response to Pollution 4. Environ Probtens. Inc 600306 ltr 
CONNER. E.L. Operating Reectors Branch 3 62/02/26 JAFFE. D NRC 

- No Detailed Affiliation Olven Ip, 12743 013. 24X 

Flche 90-000,63/04/14,8204200049 


6204160152 Generic Utr 62—07 to a 1 1 BNR plant llceniees 4< applicants re 
transmittal of NUftEO-0909 relative to Olnra tube rupture. 

U/o end NUREO. List of NRC recipients end. 

EISENNI/Ti 0. 0 Division of Licensing. 62/04/19. Commonwealth 
Edison Co 7pp. 12787' 196. 24X Fiche 90-000,62/04/19.8204160162 


3204210110 Foruards corrected info re ECC8 sys outage for 9-vr period 
from 760101 to BlOlOl per NiBtEO-0737 Item II K. 3 17. 

HAVER, L 0. Northern States Power Co. e2/0'4/18. Office of Nuclear 
Reactor Regulation. Director 17pp. 12804,064. 24X 

Fi char 50-263. 82/04/19.6204210110. 


•8204820479 IE Insp Rept 90-263/62-04 on 820301-03 No noncompUane# 
noted Major areas Inspected full-scale emergency eserdse 
ORANT.H B , AXEL80N, M L , PAPER lELLO. C, J Dlvieion of Emergency 
Preparedness 4< Operational 8upp«rt 82/04/07 ISpp 12808 167 
24X Fich* 90-263,02/04/07,6204220476 


6202040148 IE Info Notice 62-11. '^Potential Inaccuracies in Midc Rang* 
Pressure Instrumante Used in Uestlnghouse Designed Plant* *' 

8vc list end. 

JORDAN. E. L. Division of Englnaerlng 6 Quality Assurance 82/04/09. 
63pp 12878 342. 24X Flche 90-000,82/04/09.8202040142 


6202040143 IE Info Notice 62-12, ''Surveillance of Hydraulic Snubhart " 
U/enc 1 SVC list 

JORDAN. E.L. Division of Engineering LQuelity Assurance 82/04/21, 
64pp 12873 OOl 24X Ft che. 90-000, 82/04/21. 8202040143 


R Periodic operating reports 6 related correspondence 


6204160146 Foruards monthly operating rept for Mar 1982, 

FAY. C. M Northern 6tatae Power Co. 62/04/12. Office of 
Minageisent and Program Analyels. Ip 12697:299 24X 

FUhe:90-863, 62/04/12. 6204160146 
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— 8304Ii01S0 Monthlg operating rept for Mar 1908 

MYRAaO. AU Northern State* Power Co 08/04/02 4pp 12497 2&0 
24X Ficke 50-363,83/04/12,0804140144 


S Reportable occurrence*! UER* & related cor reepondence 


e2a4080S86 Forward* updated LER 81-001/03X-1, 

MAYER I L Q Northern State* Power Co 82/03/33 Region 3i affice 
of Director Ip ISSOO 010 24X Flche 50-363,83/03/33,8204080936 


—8304030537 Updated LER S1-001/03X-1 on 810134, whl It performing 
tvrvalllance test MO SOSSiHPCI outboard * team *upply 
liolatlon valve failed to close Caused by opened Limitorque 
SHa-o, 240-volt dc & torque switches Switches replaced 
UOJCHOUSKI, A Y Northern States Power Co 82/03/23 Region 3, 
Office of Director Ip 12S00 Oil S4X Fiche 50-243,82/03/23, 
8204020524 


8204190009 Release* public version of revision to generating station 
*ffl*rg*ncv plan environ* group implementing procedure 
FELTON, 3 M Division of Rule* and Record* 82/03/29 Document 
Management Branch Ip 1373rOB3 S4X Flche 50-000, 82/03/29, 
8204190005 


— 6204I9000B Forwards public version of Revision 2 to Oenerating Station 
Emergencg Plan Environs Group Implemsnting Procedure EO-3. 

"Field Team Equipment t< 8urvtg Technique* " Receipt form 
end 

CHANEY, V Common wealth Edison Co 82/02/18. DENTON, H R NRC - 
No Detailed Affiliation Oiven Ip I2731‘064 24X 

Flche 50-000,83/03/2910204190005 


— 8204190013 Public varelon of Revision S to 4*ntrating Station Emerpencg! 
Plan Environ* Oreup Implementing Procedure EO-a, "Field Team 
Equipment h Survey Technique* " R*v>*«d table of content* 
end 

BRENNER, MB Commonwealth Edison Co 82/02/09 llpp 12731 DBS 
24!( Flche. 90-000, 83/03/29, 8204190005 


DOCKET SO-265 QUAD-CITIES STATION, UNIT 2 
F Securitg, medical, emerganeg ti fire protection plan* 


8304090342 Release* public version of revised emtrgeneg plan 
implementing procedures 

FELTON, J M Division of Rule* and Record* 82/03/18 Document 
Management Branch Ip 12451 282 24X Flche 50-254,82/03/18, 

8204090242 


*--8204090249 Forward* public version of revised energencg plan 
Ifflplementing procedures, Inc luding Procedure QEP 120-0 re 
operations director, QEP 140-0 re maint director fc QEP 130-0 
technical director Receipt form enc 1 

KCIVACK, T J Commonwealth Edison Co 83/02/14 DENTON, H R NRC - 
No Detailed Affiliation Given lOpp 12451:283 24X 

Fiche 30-254,82/03/10,8204090242 


—8204090253 Public version of revised errergeneg plan implementing 
procedures QEP 120-0 re operations director, QEP 140-0 re 
maint director U QEP 130-0 re technical director 
• Commonwealth Edison Co 82/02/14 53pp 12451 294 24X 

Fiche, 50-254, 82/03/18, 8204090242 


8204020279 Recogniies util e straord inarg efforts to meet Commission 
820201 deadline for installation It testing of prompt 
notification sgs 

KEPPLER. J 0 Region 3, Office of Director 62/03/29 REED, C 
Commonwealth Edison Co Ip 12503 168 24X Fiche' 50-000, 82/03/29, 

8204020279 


8204120177 Releases public version of revised emtrgeneg plan 
Implomentlng procedures 

FELTON, J M Division Of Rules and Records 82/03/29 Document 
Management Branch Ip 12434 147 24X Fiche 50-254,82/03/29, 

8204120177 


— B2041201B4 Forwards public version of revised emtrgeneg plen 
implementing procedures, inc luding Procedures 330-6 re air 
sampling under accident conditions t, 330-T2 re dose factor* 
for gaseous raleases Receipt form end 
KOVACK, 0ERUER,L F Commonwealth Edison Co 82/03/10 
DENTON, H R NRC - No Detailed Affiliation Given tp 12454.170 
24X Flche 50-254,82/03/29,8204120177 


—8304120180 Public version of revised emergeneg plan implementing 
procedures, Inc lud ing Procedure 330-6 re air sampling under 
accident condition* «< 330-T2 re dose factor* for gaseous 
re leases. Re vised list of assessment actions end 
* Commonwielth Edison Co 62/03/10 10pp., 12684! 171. 24X 

Flche 50-254,02/03/29,8204120177 


8204120475 Release* public 
emergeneg plan telephone 
FELTON, J.M Division of 
Management Branch ip. 
8304120475 


version of revised generating station 
directorg. 

Rule* and Records 82/03/29 Document 
12694 287 24X Flche 90-000,82/03/29, 


-8204120479 Forwards public version of revised generating station 

emerpenev plan telephone directory 

CHANEY, V L Commonwealth Edison Co. 02/02/00 DENTON, HR 

Office of Nuclear Reactor Regulation, Director ip 12654.290. 

a4X Flche 50-000,82/03/29,8204120479. 


—8204120400 Public version of revised g 
telephone directorg, 

PALMER, F A Commonwealth Edison Co 
24X Flche 90-000.02/03/29,8204120479 


eneratlng station emergineg 
82/02/14 4ipp 12694,391 


plan 


8204070107 Forwards util rssponse to lmprav*m.tnt items Identified in 
Keppler 820310 Itr re emergeneg preparedness appraisal 
RAUSCH, T U Commonwealth Edison Co 82/03/31 KEPPLERiU 0 Region 
3, Office of Director 6pp 12S76 295 24X Flche' 90-294.82/03/31. 

8204070107 


8204130079 Releases public version of revised emergency plan 
implementing procedures. 

FELTON. J H Division of Rules end Records. 82/04/01 Document 
Menigement Branch Ip 13441' 207 34X Fiche 90-254. 02/04/01. 

8304130075. 


— 8204130078 Poruards public version of ncvlsion 3 to Efflsrgencg Plen 
Implementing Procedures 390-0 re recommtndetion* for 
offsite protective actions & 3S0~T1 re recommended 
protective actions for gaseous release 

OERNER, L F Commonwealth Edison Co 02/03/19 DENTON. H R NRC - 
No Detailed Affiliation Oiven 2pp. 12641 203 24X 

Flche 90-294.82/04/01,8204130079 


—8204130080 Public version of Revision 3 to Emergeneg Plan Implementing 
Procedures 390-0 re recommendation* for offsite protective 
actions 4 390-Tl rs recommendsd protective actions for 

gaseous release 

e Commonuie el th Edison Co 02/03/16 2pp 12461 SIO 24X 
Flche* 50-294, 02/04/01, 6304130079 


8204260347 Release* public version of revised emtrgeneg plan 
implementing procedures. 

FELTON, J, M Division of Rules end Record* 62/04/12. Document 
Hanegement Branch Ip 12858 391 24X Flche 90-254,62/04/12. 

8304260347 


—8804260393 Forwards public version of reviled emergeneg plan 
implementing proc edur is. c ons 1 * t ing of Procedures QEP-tlO-1 
re station director implementing procedure b 0EP-340-t2 re 
evecuetlon routei by wind direction Receipt form end 
GGRNER, L . KQVACK, T. 0 Commonwealth Edlton Co 02/03/19. 

DENTON, H R. NRC - No Detailed Affiliation Oiven 2pp. 12838 358. 

24X Flche 50-294,82/04/12.8204260347 


—6204260399 Pu b 1 ie version of revised smergeneg plan implementing 
procedures, consisting of Procedures QEP-110-1 re station 
director Implementing procedure t, QEP-360-t8 re evacuation 
routes by wind direction 

« Commonwealth Edison Co. 82/03/19 8pp 12856,394 24X 

Flche 80-254.83/04/13.8204360347 


0204270076 Rsl eases public version of revised emergency plan 
Implemanting procedure! 

FELTON. U M Division of Rules end Records 88/04/19 Document 
Henegament Branch Ip 12873:093 24X Flche 50-854,82/04/19. 

8204370076 


"8204270081 Forwards public version of revised emergeneg plan 
Implementing procedures, including Procedures QEP 310-0 re 
notification of rasponitble authorltiee it QEP 320-1 re 
activation of emergency organliatlon Receipt form encl 
KOUACK, T. J , GERNER.L F Conmonweel th Edlsbn Co 82/04/01 NRC 
- No Detailed Affiliation Oiven 2pp 12e73'09a. 24X 

Flche 50-254,82/04/19,8204270078 


— 8204270084 Public version of ravtssd emergeneg plan Implementing 
proceduree, Including Procedures OEP 310-0 re notification 
of responelble authorltiee (t QEP 320-1 re activation of 
emergeneg orgenlietlon 

e Commonwealth Edison Co 82/04/01 13pp 12873.099 24X 

Flche. 90-254. 82/04/19, 8304270078. 
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8204300096 public v*r«len of f*vi*lan to- g*n»r<ting it«tlon 

•n»rg»ncg plJn command etr fmtrganeg plan ImpiPmaniing 
proodurt. 

FELTOM^J, n Dlvliion of Rul*« and Raeord* 62/04/73 Doe iimant 
Hanagtmtni Branch tp 1S908 2?7 ZdXFictia 90-000. 8 2/04/3 3 r 
B20430009& 


—8304300044 Forward* public van ion of Ravi* Ion 3 to Oonarating Station 
Emirgtneti Plan Coirumanif Ctr Emargoncii Flan Imp lamant 1 ng 
Procadura EOF-3. ''Environ/Emargancg Coordinator " Racalpt 
farm and 

nOORE.R D Commonwaalth Ed lion Co 82/04/14 DENTON, H R NRC ~ 

No Datallad Affiliation Oivan Ip 13708 37S, S4X 
Flcha- 30-000, 83/04/23, 0304300056 


8304S00411 Ordar granting aztanalont of tlma Data for comptating 
lattlamant diicuatlont ii 830423 1. for filing urittan 
dlract taa tlmong, 020909 

KELLEY, J L Atonic Safatg and Liconting Board Panal 02/04/16 tp 
12743 210, 24X Fl c ha: 90-294, 02/04/ l 6, 820420041 1 


6204290341 Foruarda draft ordar par ASLB raguait at 020423 confaranca 
call 4i draft procedural re racking optration 

FirZOIBBONS.R Ilham, Lincoln t<Baal* 02/04/26 Atomic Safety 
and Licaniing Board Panal 4lpp 12682 119. 24X 

Fleha 90-294, 83/04/26, B2043‘?034£ 


I Financial information 


— B204300077 Public van ton of Ravialo-n 3 to Oinaratlng Btatlon 
Emargancy Plan Command Ctr Emergency Plan Implamanting 
Procadur* EOF-3, "Envircn/Emarganey Coord inator. “ Bivliad 
tabla of content! ancl 

BARR>JR Coawionuealth Edlion Co, 02/03/12, 13pp 12900.299 
34X Fleha 50-000,02/04/23,0204300056 


0 Adjudicatory corraipondtnc a 


6204060'003 Foruarda guarantea of payment of dafarrad pretniutni for 1902 
OSTER.J Commonwealth Ediion Co 82/03/30 0ALTZMAN> J Office of 
State Programi, Director Ip 12550 B07 34X Ftcha 50-000, 

02/03/30, 6204060003 


—8204060019 Submlta annual financial atatamant for 1981, 

SEHNKE, W B Commonwealth Edison Co 82/03/29 NRC - No 
Datallad Affiliation Oivan 6pp. 12990 208 24X 

FtCh# 90-000,82/03/30,8204060003. 


8304080245 Confirm* NRC poiitiona taken In 820310 talcon re apant fuel 
pool mod 

ODODARD, R J Hearing Branch 2 82/03/19. KELLEY, J L , tWRR IS, P. A , 

FOSTER, R Atomic Safety and Licanalng Board Panel 3pp 12614 130, 
24X Fleha; 50-294, 03/03/15, 8304080249 


0204080129 CPnfirma 020329 talcon K Singh prepared written t**tlmunu 
will bt filed 2 wkf prior to data of dapDiition Related 
corr tapondtne*. 

FIT20IBB0N8,R lahaai, Lincoln ti Saata. SZ/03/29, COLLINS, D. 
Affiliation Unknown 2pp 13606 080 24X Fleha; 90-294, 82/03/29, 

B204080I29 


0204010399 Forward* HK Shaw affidavit aa 8ER Input on Contention 6 rt 
fuel channtl towing Documant thould be reviawad to dacld* 
if only unaniuirad guaatlona on contention remain 
ODODARD. RU Htarlng Branch 2 62/03/30, RONIC, R. Quad-City 

Alliance for Bafa Energy. 3TEPT0E, P. P laham, Lincoln t. Baa la. 
COLLINS, D CltUani for Safa Energy, Ip. 12477' 324 24X 

Fleha. 80-294. 62/03/30, 8304010259, 


— 8204010262 Af fidavit of HK Shaw r> contantion en fual channtl bowing 
Md tafaty concern* raault from poaeibiltty of intarfaranc* 
davaloptd batwaan wall* of fual aaaamblla* ti itoraga cell* 
in apant fual rack* 

SHAW, H, K Operating Raactor* Aataesmant Branch, 02/03/30. 3pp 
1S477'3SS, 24X Fleha: 90-294, 83/03/30,8204010299. 


8204D7O9I2 Forward* NRC *afaty avaluation of atructural integrity of 
new ftftl atoragi rack* undtr all loading condi tiorii, Propotad 
mod poita no threat to public haalth, 

eODDARD.R J. Htaring Branch 3, 03/03/31, ROffICrR. Quad-City 

Alliance for Safa Energy COLLINS, D Citlian* for safe Enargy. ip 
12976 393 24X Fleha: 30-294, 03/03/31, 8204070512. 


— 8202240060 Forward* tafaty evaluation a up porting propoaad ipant fual 
mod from atrgctural aipect. 

KNtOHT, UP Aailitant Director for Component* h Structure* 
Englnaarlng. 02/02/09 NOVAK, T. Afcl*tant Dlractor for 
Llc*n*lng. Ip. 12576 394. 24X Fich*' 90-294.82/03/31, 0204070912. 


04070924 Safity tvalvation lupportlng proppead iparit fuel atoraga 
nod. 

• Divitlon of Enginaering. 82/02/08, 42a p. 12976:359 24X 

"i cha; 90-294, 02/03/31, 8204070812, 


140127 Ll«t of aipirt witnavit* to be pratantad en Indicated 
ntantlonifper ASLB 020324 order Cartifleat* of Sve ancl. 
lEPTQEiP.P. Commonwaatth Edlton Co, 0TEPTOE, P, p. liham, Lincoln t. 
aalt. 82/04/07 3pp. 13669.189, 24X Fl cha, 90-254, 82/04/07, 

304140137. 


P Operating llcante *taga documant) & corraapondanca 


6204140063 Rripondi to FOIA raquait for indei Identifying OL* 1. amend* 
r* pdaiat* { on, ehlpp Ing, receiving t. (taring of nuclear fuel* 
at Comm Ed at IL feeliltla* Documente available at Region 3 
afe liitad 

FELTON. JM Civilian of Rule* andRecardi 02/03/04 VAN 
DEMARKiR E. Nlldmam Karrold. Allen & Dixon 3pp 12672 392 24x 

Fiche. 90-000, 82/02/04,8204140062 


6203190001 Oanarlc Ltr 62-09 ta all llcan«a*i of operating power 
raecter* re poit-TNl raqulrementi 

EISENHUT, D 0 Civilian of Llc*n*lng. 82/03/19 HAU0PURO, A 
Conaelldatad Ediion Co of New York DIE7CH, R Southern California 
Edlian Co PARRIS. H. 9 Tenniisaa Vallay Authority 7pp 
12913 126 24X Fl cha ' 90-000, 82/03/19, 62031 90001 


6204050218 Forward! ''Quad CitlaiiUnlt 8,Raactar Water Cleanup 6y* 
Temporary Repair of Noniaalablt Intergranular Streii 
Corro*ton Cracking," reviaed 820301 

RAUaCH, T J Commonwealth Edison Co 82/03/22 KEPPLER.V.O Raglan 
3, Office of Director. Ip, 12929 198. 24X Fleha 90-269,82/03/22, 

6204050216 


—6204090336 ''Quad Cities, Unit 3, Reactor tiatar Cleanup Syi Temporary 
Rtpair af Nonlaolabla I rttargranular Strais Corrosion 
Cracking," ravlaad 620301 

h Conmonwaalth Edison Co 02/03/0.1 lOOpp 12929 160 24X 

Fleha 50-26 9, 83/03/22, 820409021 0. 


83041S0496 Discussal cone lu * ton* par ravtew of Ttil Action Plan Itams 
I.A I 3 "Shift Hanning," I C. 9 "Feedback of Operating 
Expirlanca'' & I.C 6, "Verify Pirformanca of Oparatlng 
Exparlanca '' Item* con*lderad raaolvad 

VASSALLO, D Oparatlng Reactor* Branch 2 62/03/23 OELOEOROE.L. 

commonwealth Edieon Co 3pp 12693 349 34X Fleha 90-294,82/03/23, 

0204120458 


8204220699 Notification of 820406 meeting u/utll in BathaidaiMD to 
dlicuii propoaad hydrogen addition teat 

O'CONNOR, P Oparatlng Raactor* Branch 5 62/03/24. CRUTCHFIELD, D 

Oparatlng Raactor* Branch 9. 2pp. 12832 361, 24X 

Fleha 90-000,02/03/24,6204220699. 


8204060007 Foruarda commitment to confirm presence of strong absorber 
in facility spent fual racke by performing varlflcatlon 
t»«t* at manufacturer or plant fits to ahou sufficient 
amount of neutron absorbar in rack*. 

RAU3CH,TJ Commonwealth Edison Co 62/03/31. EI0ENHUT,D,O 
Division of Licensing 2pp. 12991 127. 24X Flch s. 90-294, 82/03/31, 

6204069007 


4130116 Ordar rtfltcting 620407 talcsn. Intarvsnori raqusstad 
ithdrawal pf Centantlon 9 Partli* to mast on 820413 in 
aek Island to discuss wlthdrawsi of remaining contentions 
rsqusii for htarlng. 

ILLEY.V L, Atonic Baftty and Llcanslnj Board Panel. 82/04/08. 
)p. 12693:193 24X Ficht 90-254,82/04/00,0204130116 


0204060114 Application to amend Liesnsei DPR- 19, DPR-29, DPR-29 U DPR-30, 
incorporating m*tml turvalliancs capsule program* 4. App 0 
min tsmp raqulranants into Tach Specs, 

RAUSCH, TJ. Comnonuaaltih Edison Co 82/03/31. DENTON, H.R. Dfflca 
of Nuclear Raactor Regulation, Director, 2pp. 12953; 239. 24X 

Ficht' 90-000, 02/03/31,8204060114. 


H90076 Forward* aiatl provided to intarvanor* prior to daclsion t 
thdraw Contantlen 9. NRC support* notion to withdraw a* 
ntantion 1* w/t merit. 

Htaring Branch a, 82/04/09. KELLEYW. L, HOfiRIB, P. , 
iBTER, R F. Atomic Safety and Licanslng Board Panal. 8pp, 

726; 087. 34X Ficht; 90-294,02/04/0?, 02041 90076, 


—8204060146 Tsch Specs 3 6/4. 6-2 l< 3. 6/4.6-21A ra coolant chemistry t 
Tablt 4,2.6 r* neutron flu* 4. samples 

e Comnonuealth Edison Co. 82/03/31 3pp. 12993' 246 34X 

FtChs; 90-237, 02/03/31, 6204060114. 
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S2<540iOI42 OeOeric Lt^ 82-03 to all operating BWRs re high burnup 
MAPI-HOR lloiiti Qaied on tilted coniiderationi) plant-ipseiflc 
ref bo OE poiitlon acceptable Overilie llcb of recipients 
end Aperture cards available In PDR 

eiSENHWiD 0 Division of Licensing 82/03/31 OELOEOROE. L • 

KALIVANKABiN Coitunonuieal th Edison Co HARTMANiC J Consumers Poiiisr 

Co Spp 1S6S2 079 34X riche 90-000. 83/ 03/31 ■ 8204060142 


9204060136 Submits responses to NUREO-0737 items requiring 830401 
submittals Items 11 B 3. U 0 3> 11 D 1, U F 1. II K 3 18. 

II D 3 b II H 3 30 discussed 

SUARTZi E D Commonuealth Edison Co 82/03/31 EISENHUT.D 0 
Division of Licensing 7pp 12957 363 84X Flche 50-000.02/03/31, 

8204060136 


8204070912 Foruards NRC safety evaluation of structural Integrity of 
nete fuel storage racks under all loading conditions Proposed 
mod poses no threat to public health 

GODDARD. R J Hearing Branch 3 83/03/31 ROMIC.R Quad-City 

Alliance for Safe Energy Ip 13576 393 34X Fiche 50-234, 

83/03/31, 8204070912 


—8202240060 Foriuardt safety evaluation supporting proposed spent fuel 
mod from structural aspect 

KNIGHT, J P Assistant Director for Components b Structures 
Engineering 82/02/08 NOVAK, T Assistant Director for 
Licensing ip 13376 354 24X Flche 90-254, 82/03/31, 8204070918 


— 8204070324 Safety evaluation supporting proposed spent fuel storage 
.nod 

• Division of Engineering 82/02/08 42pp 12376 339 24X 

Flche 90-234.83/03/31,8204070913 


0204080275 Foruards response to NVREG-0737 Items requiring 820401 
submittal 

SWARTZ, e D Commonuealth Edison Co 82/04/01 REED. C NRC - Ho 
Oetal led Afft nation Oiven Ip 13603379 24X 

Flche 50-000,82/04/01,8304080375 


— 8204080283 Provides rasponse to NUREG-0737 Items II B 2,11 B 3, 11 D 1, 
It D 3, II F 1 a, II F 1 3. It K 3 18 1, II K 3 30 Commi tmant 
date for completion of post-accident sampling capability 
will be provided by 830416 

SWARTZ. E D Commoniiioalth Edison Co 03/03/31 EISENHUT.D Q 
Division of Licensing Spp 18603 280 24X Flche 90-000. 

82/04/01, 8204080279 


B204190214 Reaffirms BltOOB position re submittal of plant-unique 
analyses, in response to NRC 82011? Itr concerning modified 
Mark I orders Analyses will be submitted in conjunction 
w/remalnlng mod closure dates 

RAUSCH. TU Commonwealth Edison Co 83/04/06 VASSALLO, D 
Operating Reactors Branch 2 2pp 13720 193 24X 

Flche 50-000, 82/04/06, 8204 1 902 1 4 


82a429'0462 Forwards safety evaluation 6 EIA supporting proposed 
facility mods to Increase capacity of spent fuel storage 
pool Pinal approval of actions cannot be granted until 
Issues currently before ASLB are resolved 

VASSALLO, D B Operating Reactors Branch 3 82/04/09 DELOEOHOE.L 

Commonwealth Edison Co 3pp 18892 060 24X Fiche 90-294,88/04/09. 

8304390463 


— S80429046B Safety evaluation supporting mod of spent fuel storage 
poo 1 

* Office Of Nuclear Reactor Regulation, Director 82/04/09 
I8pp 13892 062 24X Fiche 90-294,83/04/09,8304290462 


— 0204290473 ElA supporting mod of spent fuel storage pool 

* Office Of Nuclear Reactor Regulation, Director 82/04/09. 
IBpp 12892 080 24X Flche 90-294.82/04/09,8304290463 


8204160132 Generic Ltr 82-07 to all BWR plant llcansaes h applicants ra 
transmittal of NUREO-0909 relativa to Olnna tuba rupture. 

U/o and NUREO List of NRC raciplcnts end 

EI8ENHUT, D 0 Division of Licensing 83/04/19 Commonwealth 
Edison C« LINDER, F Dalryland Power Cooperative B0R0MANN>E A 
Cincinnati Oas & Electric Co 7pp. 12787. 196 24X 

Flcha 90-000,82/04/19,8204160102 


B2O42309S1 Forwards response to Generic Ltr 82-09 re Implementation 
status of NUReo- 0737, Including Items i A 3 I re simulator 
asams, 11 B 2 ra plant ihltldlng.H B 3 re post-accident 
sampling * II B 4 re training for mitigating core damage 
SWARTZ, E D Commonwealth Edison Co 83/04/19 EtSENHUT, D. 0 
Division of Licensing 23pp, 12815 273 34X Fiche 50—000,82/04/19, 

8204230521 


8304230390 Advises that GE Will parfo.rm plant-specific mein steam tine 
break analyst s, tchadulod to he completed in early Summer 
1982 

RAUBCH, T J Commonwealth Edison Co 82/04/16 VASSALLO, D B 
aperatlhg Reactors Dranch 2 Ip I20OS 030 24X 

Fiche 90-000,82/04/16,8204220390 


8304290274 Advises that review of power munitoring sys design mods 
revealed problems ra und ervol ta ga, overvol tag e t< 
underfraquenc y settings of EPA fievlsod Implementation 
schedule to be submitted ui/problcm Tesolutlons by Jul 1982 
RAUSCH. TU Commonwealth Edison Co 82/04/19 VASSALLO, D 
Operating Reactors Branch 3 2pp 12831 321 34X 

Flche 90-000.82/04/19.8204290274 


0304210295 Oenartc Lbr 82-09 to all power reactor I Iconsees, app llcants 
for OLi NSS9 votidors t, reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position rs qualification requirements end 
EISENHUT.D 0 Division of Licensing. 82/04/20 HAUSPURO. A 

Consolidated Edison Co. of New York W80LEVER, E J, Duquesne Light 

Co UHftlO.R E Florida Power «< Light Co IBpp 13a63- 337 24X 

Flche 90-000,82/04/20,9204210298 


8204380906 Forwards addl Info re NUREQ-0737. I tam II B l.RCS high point 
vents. In response to 820S0B b 23 requests Inherent design 
features preclude need for addl vent paths 

BWARTZ, B D Commonwealth Edison Co 83/04/20 EISENHUT.D 0 
Division of Licensing 5pp 12867.294 24X Flche 90-000,82/04/20, 

8204280506 


8204300387 Advises that TMI Action Item 1 1 K 3 3, "Reporting Relief 
Valve ti Safety Valve Failures It Challenges, ” considered 
resolved . 

CRUTCHFIELD. D Operating Roacbors Branch 9 83/04/21 DELOEOROE, L 

Commonwealth Edison Co 2pp 12886.124 24X Fiche 5Q-000, 

82/04/21, 8204300387 


Q Inspection reports, IE Bulletins & correspondence 


820409035S Forwards IE Insp Rept SO-269/B2-04 on 82011B-21, 26. 29. 30j 
0202-04,06,07,09-10' t, 16-17 No none omp 1 lance noted 
NORELIUS.C E Division of Engineering ti Technical Programs 
62/03/19 REEO.C Commonwealth Edison Co Spp. 12933 390 24X 

Fiche 90-369,82/03/19,8204050399 


—8204050360 IE Insp Rept 90-265/82-04 on 8301 18-21, 36, 29, 30i 0303-04. 06, 
07,09-10 U 16-17 No none amp 1 i ape e noted Major areas 
inspected r eplacement, r epal r , us Id ing (.nondestructive e>ams 
of reac tor/ water cleanup sys piping. 

UARD. K D Region 3, Office of Director 82/03/08 I3pp 
13933 292 24X Fiche 90-369.82/03/19,8204090359 


— 820405D369 Summary of B30126 niseblng t< subsequent discussions w/util 
ra reactor water cleanup sys. Supporting documents enci. 

DANIELSON. 0. H Region Q, Office ef Director 83/03/03 Region 
3, Office Of Director, 121pp 12923 309 24X 

Flche. 90-269. 02/03/19, 8204050399 


8202040113 IE Info Katie* 82-08. "Check Valve Failures on Diesel 
Generator Engine Cooling Sys “ M/sve list 
* DlTactO’r''s Qfflce, Office of Inspection and Enforcement 
82/03/26. 4pp 12862 399 24X Ftch », 90-000, 82/03/26,8202040113. 


8204160238 Forwards IE Insp Repts 50-254/83-09 (< 90-369/82-06 on 
820223-36 No noncomp I lane e noted 

nOYiO W Division of Engineering & Technical Programs 82/03/31, 
REED, C. Commonipeal th Edison Co 2pp 13701.018 24X 

Fiche 90-294,82/03/31.0204160238 


— 8304160342 IE Insp Rept* 90-294/88-09 U 90-369/82-06 on 820223-36 No 
none o-mpl lane* noted, Major areas Inspected* actions taken In 
response to post-TMI roquiremants *, leaking Xe~l33 callbr 
source 

HUETER,L.O . OREOER.LR R»gl'on3. Offlcs of Director 83/03/39. 
Spp 12701 020 aax Flch* 90-294,83/03/31,8204160333. 


8S04160306 Documents results of operability assessment of affected 
walls In response to IE Bulletlit BO-ll, "Masonry HaU 
Design.” interim operability criteria developed until 
affected walls can be repatrad. 

SWARTZ. E D. Commonwealth Edison Co 02/04/08. KEPPLER, J. 0. Region 
3, Qffica of Director 2pp. 12693 017 24X Flche . 50-000, 82/04/08, 

8204160306. 


8303040142 IE Info Notl'C* 82-11. "potential Inaccuracies In Wide Range 
Pressure Instruments Used In Uastlngbouse Dtslgned Plants " 

Sve list end 

UORDAN, E L Division of Engineering fc Ouelity Assurancs, 82/04/09 
63pp. 12378*342 24X Flche 30-000,02/04/09,8302040142. 



so 


DOCKETED ITEMS 


6204304096 public v«rclan of r*yl*lon bp ginprpting •tatlan 

•■nprgtiicg plan cpmmanif ebr tnprgtncg plan inplpmtnblng 
pp«c<4«r* 

FELTON. J H Dlvlaion af Ruin and RacordP B2/04/Z3 Ooci/mant 
rtanastnanb BraniJ* Ip 12900*97 Z4X FI cht- 80-000. 62/04723, 
0204300096 


— 8204300064 Forwarila public varilon af Rcvlilon 3 bo Oantrabing Bbatlan 
E/nargancg Plan Command Ctr Emargancg Plan Inplamanblng 
Procidura EDP-3. “Ettvl ron/Enarg tticg Coord intbar '* Racalpt 
forn and. 

MOORE, R D Coflintonutalth Ediaon Co 02/04/14 DENTON, H R NHC- 

Ho Oaballtd Afflllablon Oivtn Ip 12900 293 24X 

Flcha 90-000,02/04/33,0204300086 


— 0204300077 Public vtralon of Rtvlilon 3 to Strarablng Station 
Eoiarfiancg Plan Command Ctr Eoiargancg Plan Imp 1 amant ing 
Procadurt EDF-3, “Envlron/Emaroancg Coordinator “ Ravlaad 
babla op contanta and. 

BARR, JR Connonutaltb Edlaon Co. 02/03/12 I3pp 12908 299 
24X Flcba 50-000,02/04/23,0204300096 


0 Adjudlcaborg corraapondanca 


8244080245 ConPlrmi NRC poiitlona takan In 020310 ttlcon ri apanb fual 
pool mod 

OOODARO, R J Haadng Branch 2. 02/03/18 KELLEY, J L , MORRIE'P.A , 

FOSTER, R, Atonic 0afatg and Licpniing Board Parial Zpp 12614 130, 
24X Flcha 80-284,02/00/18,6204000248 


8204000129 Conflrma 820328 talcon K Singh priparad urlttan taatlmong 
ui 1 1 ba Pilad 2 ulif prior to data of dopoaitlon Ralatad 
corraapondanca 

FirzoiBBONS, R, lahan, Lincoln hBaala B2/03/29 C0LLIN6, D 
Afplllatlon Unbnokin Zpp 18606 080 24X Flchf 80-294, 02/43/29, 

020400012? 


0204010289 Forwarda HK Shau affidavit at 8ER input on Contantton 6 ra 
fual channal boulng Dacumant ihould ba ravlawad to dacldi 
If onlg unaniwarad q.uaatianB on conbantlon ramaln 
OOODARD, R J Haaring Branch 2. 02/03/30. RC«11C,R Quad-City 

Alliance for Safa Enargy. 8TEPT0E, P p, Itham, Lincoln t, Oaalt, 
COLLINS, D. Clbitani for 8afa Enargg Ip. 12477.324 24X 

Flcha- 90-284, 02/03/30,8204010239 


— 0204014262 Affidavit of HK Ehau ra conbantlon on fual channal bowing 
Mo aafatg concarna riault from poatlbllltv of Inttrfartnca 
davalopad batwaan walla of fual aatamhliaa tc itoraga callt 
in tpant fual racbi. 

SHAW, H K Optra ting Raactora Anaaimant Branch 62/03/34 3pp, 

12477.029, 24X Flcha 90-294,82/03/30,0204010299. 


1204070812 Forwarda NftC aafatg avaluation of structural Intigritg of 
naw fual ttoraga raclct undar all loading conditions Propotad 
mod poaas no thraat to public haajth 

eODlMRD.R J. Haaring Branch 2 02/03/31 ROMICiR Quad-Cltg 

Alllanca for Safa Enargg. COLLINS, D. Citltant far Baft Energy Ip 
18376 393 S4X FI ch a. 90-234, 62/03/31 , 0204070812 


-0202240060 Forwards aafatg evaluation supporting proposad spent fual 
mod from structural aspect 

KNICHTiJ.P Asitstant Dlractor for Componanta 6 Otructuras 
Englnatrlng 92/02/00 NOVAK, T. Aialatant Dlractor for 
Ltcanelng Ip. 12876 394 24X Flcha 80-284,02/03/31,6204070812 


■0204070524 Safety avaluation luppartlng propotad apant fual storiga 

mod, 

» Dlvltion of Englnatrlng, 62/02/OB, 42pp. 12976-388 24X 

Flcha; 80-284, 02/03/31, 9204070812, 


204140187 Ulat of aaparl witnatiaa to be praaantad on indlcatad 
contantlona, p ar A0LB B20584 order. Certificate of Svc end. 

8TEFrOE,F, P. Commonwealth Edison Co. STEPTOE, p p. Iihan, Lincoln 6 
Baa If. 82/04/07 3pp 12669 189. 24X FI che; 80-284, 82/04/0 7, 

8204140127. 


104130116 Order rafleetlng 020407 telcon. Intarvanart rayuaitad 
withdrawal of Cantantton 9 Parties to meat on B24413 in 
Rock laland to dlicuss withdrawal of remaining contantlons 
6 raqueat for hearing 

KELLEY, J L Atomic Safety and Llcanslng Board Pantl, 02/04/06, 
2 pp. 12693:193. 24X Flcha- 90-254, 02/04/00, 02041301 16 


04190076 Forwards mati provided to Intirvanori prior to daetalon to 
withdraw Contantion 9 NRG lupports motiotv to withdraw as 
conbantlon Is u/o marit 

OOODARD, B, J, Haaring Branch 2. BS/04/09. KELLEY, J.L , MORRIS, p, A., 

FOSTER, R.F. Atomic Safity and Llcanslng Board Pantl 2pp, 

12726 027. 24X Flcha: 80-284, 02/04/09, 0204190076 


8204200411 Order granting txtenslons of time Data for completing 
sattlanint discussions Is 620423 t, for filing written 
dlrsct testimony, 020909 

KELLEY, J L Atomic Safaty and Licensing Board Panel 62/04/16 
12743 210 24X Flcha 90-294,02/04/16,8204200411 


0204290341 Forward! draft order par A8LB rayuait at 020423 eonfarance 
call 6 draft procedures re racking operation 

FITZBIBBDNS, R Isham, Lincoln it Beale 02/04/26 Atomic Safety 
and Licensing Board Panel 41pp 12802 119 34X 

Fieha 90-294,02/04/26,8204290341 


I Financ i al 1 nf oTinat 1 on 


8204060003 Forwards guarantee of payment of dtferrad premiums for 1982 
□STEP, J Commonwealth Edison Co 62/03/30 SALTZHAN, J Office of 
Stats Programi, Director. Ip 12990 207 24X Flehe 90-000, 

02/03/30, 0204060003 


--8204060019 Submits annual financial statement for 1901 

BEHNKEi H 0 Commonusel th Edison Co 02/03/29 NRC - No 
□atallsd Affiliation Olven 6pp 12990 200 S4X 
Flcha 90-000,02/03/30,8204060003 


P Operating lleansa stags documents ti correspondsnea 


0204140062 Responds to FO!A request for index Identifying OLs t amends 
re poiieislon , sh i pp Ing, rec elvlng li storing of nuclear fuels 
at comm Ed of IL facilities Documents available at Region 3 
□fc lilted 

FELTON, J M Division of Rules and Records 02/02/04 VAN 

DEMARKi R E Nildman, Herrold, Allen 6 Dixon 3pp 12672-392 34X 

Flchs 90-000,02/02/04,0204140062 


820319C001 Osnarlc Ltr 62-05 to all licensees of operating power 
rtaetori re poit-TMI requirements, 

EIBENHUT, 0 0 Division of Licensing 82/03/19 HAUSPURO, A 
Consolidated Edison Go of New York DIETCH, fi Southern California 
Edison Co PARRIS, H 0 Tennassaa Valley Authority 7pp 
12913 120 24X Flcha 90-000,02/03/19,0203190001 


0204090210 Forwards "Quad Cities, Unit 2, Reactor Hater Cleanup Sys 
Temporary Repair of Nonlsolabla Intergranular Stress 
Corrosion Cracking," revised 620301 

RAUSCH, T J Commonwealth Edison Co 02/03/22, KEPPLER, J 0 Region 
3, Office of Director ip 12929 190 24X Flehe 80-269,82/03/22, 

02040-90210 


— 0204090236 "Quad Cities, Unit 8. Reactor Watar Cleanup Sys Temporary 
Repair of Noniaolahie In t ergranular Stress Corrosion 
Cracking, " revised 020301 

to Commonwealth Edison Co 02/03/01 lOOpp 12829 160 24X 

Flehe. 50-269, 02/03/22, 0204090218 


6204120496 Discusses conclusions per review of THI Action Plan Items 
I A 1 3 "Shift Manning, " I C 9 "Feedback of Operating 
Experlsner" 6 I C 6, "Verify Parformanta of Operating 
Eiparltnci " Items considered resolved 

VABBALLO, D Operating Reactors Branch 2 02/03/23 DELOEOROEiL, 

Commarwaalbh Edison Co 3pp 12693 349 24X Flehe 90-294,62/03/23, 

6204120490 


6204220699 Notification of 820408 meeting w/util in BothesdatMO to 
discuss proposed hydrogen addition test 

O'CONNOR, P. Op are ting Reactors Branch 9, 82/03/24 CRUTCHFIELD, D 

Oparating Raaetars Branch 8 2pp 12032 3 61 24X 

Flcha. 90-000, 62/03/24, 0204220699 


6204060007 Forwards commitment bo confirm prs since of strong absorber 
in fac Ui ty spent foal racks by performing verification 
tests at menu fac turar or plant site to show sufficient 
amount of neutron absorber in racks, 

flAUaCH,T J Commonwaalth Edison Co 02/03/31. EISENHUT, D 0 
Division of Licensing. Spp 12851.127 24X Flchs 90-294,62/03/31, 

8204060067 


0204060114 Application to amend Llcansas DPR-19, DPR-23, DPR-29 L DPfi-30. 
incorporating metal survailtanca capsule programs ti App 0 
min ttmp rtqu tramants into Tech Specs, 

RAUSCH, T J Commonwealth Edison Co 82/03/31, DENTON.KR. Office 
of Nuclsar Reactor Regulation, Dlrsctor 2pp, 12993 235 24X 

Flchs - 90-000, 82/03/31, 0204060114 


■0204060146 Tech Specs 3 6/4. 6-2 h 3 6/4 6-21A re coolant chemistry it 
Table 4 2. 6 r# neutron flux fc lamplas 

« Commonwsalth Edison Co. 02/03/31. 3pp 12883 246, 24X 

Flcha: 80-237, 02/03/31. 8204060114 


DOCKETED ITEMS 


91 


8SO>t06014S Oanerlc Utr BS-OS to all operating DWRs re high burnup 
tlAPtHOR limits Based on listed consld erat 1 onsi p lant-spec if ic 
ref to 8 £ position acteptoble Oversiie list of recipients 
end Aperture cards available in PDR 

EISEKHUT. D 0 Division of Licensing B2/03/31 DELOEORGE, L > 

KALtVANKASi M Commonwealth Edison Co HARTMAN, C J Consumers Pouibt 

Co 2pp 1265B 079 24X Fiche SO-000, 837 03/31, 0204060148 


B204060156 Submits responses to NUREO-0737 items repulring 020401 
submittals Items II D 3, 1 1 0 3, 1 1 D 1,11 F 1, 11 K 3 18, 

II D 3 tt II K 3 30 discussed 

5UARTZ,E D Commonwealth Edison Co 02/03/31 EISENKUT.OO 
Division of Licensing 7pp 13557 362 24X Fiche BO-OCO. 82/03/31, 

8204060 1 56 


8204070512 Forwards NRC safety evaluation of structural integrity of 
new fuel storage racks under all loading conditions Proposed 
nod poses no threat to public health 

GODDARD, R J Hearing Branch 2 82/03/31 RDM1C,R Ouad-Citg 

Alliance for Safe Energy Ip 13576 353 SAX Fiche 50-254, 

82/03/31, 8204070512 


— 8202240060 Forwards safety evaluation supporting propostd spent fuel 
mod from structural aspect 

RNIOHT, J P Assistant Director for Components i Structures 
Engineering 92/02/08 NQt/AK, T Assistant Director for 
Licensing ip 12576 354 24X Fiche 50-254,82/03/31,0204070912 


— 0204070524 Safety evaluation supporting proposed spent fuel storage 
mod 

* Division of Engineering 02/02/08 42pp 13S76 3 SS 24X 
Fiche 50-254,82/03/31,8204070512 


8204000275 Forwards response to NUREO-0737 Items repulring 820401 
submittal 

SMARTZ. E D Commonwealth Edison Co 82/04/01 REED, C NRC - No 
Detailed Affiliation Given Ip 12603 279 24X 

Fiche 50-000.82/04/01,0204080275 


— 8204000283 Provides response to NUREO-0737 Items 1 1 0 2, It 0 3, 1 1, D 1, 
II D 3, II F 1 a, II FI 5, 11 K 3 10 ti II K 3 30 Commitment 
date for completion of post-accident sampling capability 
will be provided by 820416 

SWARTZ, E D Commonuealth Edison Co 82/03/31 EISENHOT.D 0 
Division of Licensing 8 pp 12603 200 24X Fiche 50-000, 

82/04/01, 8204000275 


6204190214 Reaffirms S11008 position re submittal of plant-unipue 
analyses, In response to NRC 0201 1? Itr concerning modified 
Mark I orders Analyses will be submitted In conjunction 
w/rtmainlng mod closure dates 

RAUSCH, T 0 Commonwealth Edison Co 82/04/06 VAS5ALL0. D 
Operating Reactors Branch 2 2pp 12720 152 24X 

Fiche 50-000.82/04/06,0204190214 


0204290462 Forwards safety evaluation !, ElA supporting proposed 
facility mods to increase capacity of spent fuel storage 
pool Final approval of actions cannot be granted until 
issues currently before ASLB are resolved 

VAS3ALL0, D 0 Operating Reactors Branch 2 02/04/09 DELOEOROE, L 

Commonwealth Edison Co 2pp 12092 060 24X Fiche 50-254,82/04/09, 

0204290462 


— 6204290468 Safety evaluation supporting mod of spent fuel storage 
pool 

a Office of Nuclear Reactor Regulation, Director 92/04/09 
IBpp 12092 062 24X Fiche’ 50-254, 82/04/09, 8204290462 


— 8204290472 EtA supporting mod of spent fuel storage pool. 

a OfflcB of Nuclear Reactor Regulation, Director. 02/04/09. 
lepp 12092 080 24X Fiche 50-254,02/04/09,0204290462 


82041601S2 Generic Ltr 02-07 to all BMR plant Hetnseei *, applicant* re 
trantmittal of NUREO-0909 relative to Oinna tube rupture 
W/o end NUREO List of NRC recipients end 

EISENHUT, D 0 Division of Licensing. 02/04/15 Commonwealth 
Edison Co. LINDER, F Dalryland Power Cooperative BDROMANNiE A 
Cincinnati Oas t< Electric Co 7pp. 12707 196. 24X 

Fiche. 50-000, 02/04/15, 8204160152. 


0204230321 Forwards response to Generic Ltr 92-05 r# implementation 
status of NURE0~0737, Including Item* I A 3 t re simulator 
teams. II B 2 re plant shielding, II B 3 re post-accident 
sampling t II, B 4 re training for mitigating core damage 
SWARTZ, E D Commonwealth Edison Co 82/04/15 EISENHUT, D 0 
Division of Licensing 23pp 12815 273 24X Fiche 50-000,62/04/15, 

8204230521 


6204220350 Advises that OE will perform p Unt-spec If ic main steam line 
break analyt 1 1 , s cheduled to be completed in early Summer 
1982 

RAUSCH, T J Commonwealth Edison Co 82/04/16 VA68ALL0.D 0 
Operating Reactors Branch 2 Ip 12605. 030 24X 

Ftehe 50-000,82/04/16,8204220350 


8204290274 Advi les that review of power monitdring sys design mods 
revealed problems re undarvol tag e, overvol tags h 
underfrequenc y settings of EPA Revised Implementation 
schedule to be submitted, w/problem resolutions by Ju 1 1902 
RAUSCH, T. O Commonwealth Edison Co 02/04/19 VASSALLO.D 
Cperatlng Reactors Branch 2 2pp 12001 331 34X 

Fiche 50-000,82/04/19,8304290274 


B204210295 Generic Ltr 82-09 to all power reactor 1 icansees, app 1 leant* 
for OLfNSSS vendors reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qua 1 1 flea t Ion requirements encl 
EISENHUT, DG Division of Licantlng 82/04/30 HAUSPURO.A 
Consolidated Edison Co of New Vork HOOLEVER.E J Duquesns Light 
Co UKRIOiR E Florida Power & Light Co ISpp 12862 337 24X 

Fiche 50-000,82/04/20,8204210295 


B3042B0SQ6 Forwards addl Info re NURE0-0737i I tern II B l.RCB high point 
vents, in responss to 820206 b 23 requests Inherent design 
features preclude need for addl vent paths 

SWARTZ, E 0 Commonwealth Edison Co 02/04/30 EISENHUT, D 0 
Division of Licensing Spp 1SB67 294 24X Fiche. 50-000, 03/04/20, 

B204280S06 


0204300307 Advises that THl Action Item II K 3 3. “Reporting Relief 
Valve b Safety Valve Failures b Challenges," considered 
resolved 

CRUTCHFIELD, 0 Operating Reactors Branch 5 82/04/21 DELOEOROE.L 

Com.manwe a 1 1 h Edison Co ^PP 12686 124. 24X Fiche 50-000, 

02/04/21, 8204300367 


0 Inspectlen reports, IE Bulletins b correspondence 


8204030355 Forwards IE Insp Rept 50-265/62-04 on 6201 1B-21, 26. 29, 30l 
0202-04,06,07,09-10 b 16-17 No nonco-mp 1 lane e noted 
NDRELIU 61 C E Division of Engineering b Technical Programs 
82/03/19 REED, C Commonwealth Edison Co 2pp 12523 290. 24X 

Fiche 50-263,62/03/19,0204050333 


—8204050360 IE Insp Rept 50-268/62-04 on 620116-21, 26, 29, 30j 0202-04, 0’6. 
07,09-10 b 16-17 No noncomp 1 1 ante noted Hajor areas 
Inspected r ep lac ement, repair , welding b nondestructive eiams 
of reactor/uiater cleanup sys piping 

WARD, K D Region 3, Office of Director 82/03/08 IGpp 
12523 292 24X Fiche 50-265, 63/03/ 19,6204050355 


— 0204050365 Summary of 620126 meeting b subiequant discussions w/utll 
re reactor water cleanup sy s. Supper ting documents end 
DANIELSON, D H Region 3, Office of Director 62/02/03 Region 
3, Office of Director I21pp 13323-305 24X 

Fiche 50-265,62/03/19,8204080355 


9203040113 IE Info Notice 82-09. "Check Valve Failures on Diesel 
Generator Engine Cooling 8 ys '' W/svc list 
a Director's afflee. Office ef Inspection and Enforcement 
83/03/26 4pp. 12862 35 5 24X Fiche 90-000, 93/03/36, 83030401 13 


8204160238 Forwards IE Insp Repts S0-2S4/B2-0S b S0-26S/82-06 on 
020223-26 No noncamp 1 lance noted 

ROY.O W Division of Engineering b Technical Programs 02/03/31 
REED, C Commonwealth Edison Co. 2pp 12701.018 24X 

Fiche 50-354,62/03/31,0204160238 


—9204160242 IE Insp Repts 50-254/03-09 b 30-269/02-06 on 020223-26 No 
noncompl lance noted Major areas Inspected actions taken In 
response to post-TMI requirements b leaking Xe’-I33 calibr 
source 

HUETER.L J , GREDER.L R. Region 3, Office of Olrector 02/03/29. 
app 12701 020 24X Flchs 50-254,82/03/31,0304160230 


8204160306 Documents results of operability assessment gf affected 
walls in response to IE Bulletin 80-11, "Masonry Wall 
Design " Interim operabl 1 1 ty criteria developed until 
affected wells can be repaired. 

SWARTZ. E 0. Commonwealth Edison Co 82/04/06 KEPPLER.J 0 Region 
3, Office of Director 2pp 13693 017 a4X Fiche 50-000.02/04/00, 
0204160306. 


8202040142 IE Info Notice 62-lt, “Potential Inaccuracies In Wide Ra'ngt 
PressuTS Instruments Lfsad in Westlnghause Designed Plants." 

Sve list end. 

JORDAN, E L Division of Engineering b Quality Assurance 02/04/09 
63pp 128781342 24X Fi c he. 50-000, 02/04/09, 0202040142 
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DOCKETED ITEMS 


■04300265 Forward# IE In»|> Rtpt* S0-2S4/B2-07 & 30-265/82-00 on 
820311 (c notice of vloietion 

LITTLE* H 8 Division Of Enginoorina *■ Tochnicol Proarain* 88/04/15 
nEE0*C Coninionuoalth Edison Co. 3pf 12887.286 24K 

Flcht: 50-234* 82/04/13* 8204300263. 


8204300271 Notice of vloletion from intp on 820311 

LITTLE, H 8 Dlvlflon of Ensineerlng L Tech-nlcal Prospem 
82/04/13 2pp. 12BB7 288. 24X Eiche 30-234,82/04/15,8204300265 


8204300274 IE Intp flapts 50-254/82-07 b 50-265/82-08 on 820311 
Noncomp 1 lance noted inadriiuate fire protection «f OA 
recordi. 

HDLZMEft*H H > SHAFER, H 0 Di vision of Engineering & Trchnlcal 
Prograns 82/04/07 4pp 12887.270 24X Flcht; 30-234, 82/04/1 5, 

8204300263 


32040143 IE Info Notice 02-12, "Surveillance of Hydraulic Snutters " 
4/encl ivc list. 

/OR DAN, E L Division of Engine tring t* Quality Assurance 02/04/21 
S4pp 12873.001 24X PI Che 30-000,82/04/21,8202040143 


Periodic operating reports b related correspondence 


—0204120301 LER 02-004 /03L-O' on 820224, wMl» performing quarterly 
reactor core isolation cooling steam line high flow ealibr 6 
functional tes t, different lal pressure suiitchOtS IB.DPIS 
2-1360-15+ failed to operate Caused by instrument drift 
REVNOLDSi S. commonuee 1 1 h Edison Co 82/03/11 Region 3, Office 
of Director Ip 12634 107 24 X Flche 50-265.82/03/31. 

B204 120277 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT. UNIT 1 
F Security, medical, emergency b fire protection plans 


8204020129 Releases public vers i on of revised emergency plan 
implementing procedore 

FELTON, J H Division of BuJei and Records 02/03/17 Document 
Hanigement Branch. ip 12513 073 24X Fiche 50-266,02/03/17, 

8204020127, 


— 8204020138 Forutarde public version of Revision 3 to Emergency Plan 
Implementing Procedure EPIP I 4, ''Radiological Dose 
Evaluetion " Receipt form end 

FAVt C W Hlscontiji Electric Poofer Co 82/03/08 CLARK. R A 
Operating Reactors Branch 3 2pp 12313.074 24X 

Flche 50-26 6, 82/03/17,8204020127 


14050071 Forwards "□perationel Environ Monitoring Rapt on 118 River 
fear Ouad-Cities Station, 1781 " 

IAUBCH*r U Commonwealth Edison Co 82/03/23 DENTON, H R Office 
)f Nuclear Reactor Regulation, Director ip 12317 DOS 24X 
'Icha 90-254,82/03/23,8204050071. 


—8204020147 Public version of Ravielon 3 to Emergency Plan Implementing 
Procedure EPIP 1.4, "Radiological Dose Evaluation " 
e Wisconsin Electric Power Co 82/03/08 I4pp. 12SI3 076 24X 

Fiche. 50-266, 82/03/17- 8204020129 


>204050075 "Operat 1 ona 1 Environ Monitoring Rapt on MB River Near 
Quad-Clttes Station, 1781 " 

e Environmental Research ti Technology, Inc 82/03/23 520pp 

12517 OlO 24X Flche 50-254.82/03/23,8204030071, 


<4120326 Forwards Part 3 of station operating rept re results of 
nvlron redloioglcal & meteorological monitoring. 

ALIV'IANAKIS*N Commonwealth Edison Co 82/04/01 KEPPLER, 3 0 
aglon 3, Office of Director Ip. 12640.028 24X 

Ichc. 50-254, 82/04/01, 8204120326 


204120333 Foruirds "iMai Doses Resulting From Airborne Releases, 
1781 '• 

FLESBNERjR. A Commonwealth Edison Co. 82/D3/2? KEPPLER. J O 
Region 3* Office of Director Ip. 12640 027 S4X 
Flche 50-254.82/04/01,8204120326 


204120340 "Mae Doses Resulting From Airborne Re 1 easei, 1781 " 
e Commonwealth Edison Co. 82/03/16. 2p p 12640 030 24X 

Flchi, 30-254*82/04/01, 8204120326 


204120343 "Radwaste b Environ Monitoring Annual Rapt. 1781. " 
e Hatelton Environmental Bciences Corp 82/03/31 127pp. 
12640:032. S4X Flche- 50-254, 82/04 /D1 , 8204120326 


>190221 Forwards npnthly operating repts for Mar 1968 
VLIVIANAKIS. N Commonwealth Edison Co. 62/04/01 Director's 
Ffica, Office of tnepection and Enforcement Ip 12722,045 S4X 
tche> 50-254. 82/04/01.8204190221 


>04190223 Monthly dpareting repts for Mar 1982 
WEINFORTER, e. Commonwealth Edison Co 82/04/06 23pp 
12722.046 24X Flche. 50-254* 62/04/01.8204170221. 


1190247 Forwards listing of changes, tests b experlmints completed 
iring Mar 1982 

iLIVIANAKISrH. Commonwealth Edison Co. 82/04/01 CASE.E 0 
'dice of Nuclear Reactor Regulation* Director. 4pp. 12721 S81 
iX Flche; 90-B54, 82/04/01* 8204190249. 


eportable occurrences, LERs b related cor raipondance 


1S0109 Responds to FQIA request that OECD Inei*Ient Reporting Sys 
pts be placed In PDR Documents listed in app available In 
R. Other pertinent documents cemplatelv withheld Iref FOIA 
amp t ion 4), 

LTQN.J n Division of Rules and Records ai/lt/07. CONNDRiL. 
c-Ssarch AiiociAtes. 3pp. i270a'337 24X Ficht' 50-000, 81/11/07, 

04150109. 


>4130219 Incident Reporting 8vc Rept 28, 2*Tt turbine disc cracks In 
dastlnphguse FHRs. 

+ Organisation for Ecenonic Cooperation b Development <Parls>, 
11/03/13. 2pp. 12707.261. 24X Fiche! 90-000, BJ/1 1 /09, 8^04150109. 


20297 Forwards LER 82-004/03L-0. Detailed event analysis end 
IVIANAKISrN Commenweelth Edison Go. 82/03/31. KEPPLER,J.O 
ion 3) Office of Director. app. 12634:107. 24X 

he. 50-265. 82/03/31) 8204120297. 


8204120403 Conf Irmi 020326 telcon requesting l-uk sttsnsion to 820405 
of response to NRC 820211 Itr r< emergency preparedness 
eppreisal Extension requested for further mgt review of 
new propose 1. 

FAYrC W Hlteonsin Electric Power Co 82/03/26 KEPPLER, J. 0 
Region 3, Office of Director, Ip 12640 1 98 24X 

Flche' 50-266, 02/03/26, 8204120403 


8204120174 Releases public version of revised emergency planmenuel. 
FELTON, vf M Division of Rules and Records 02/03/29 Document 

Menegement Drench Ip 12692’ 081 SdX Fi chs' 50-266, 02/03/29, 
0204120194 


— 0204120199 Forwards public version of Revision 18 to smergency plan 
manual Recsipt form enc I 

FAViC.H Hiseorisln Electric Power Co 82/03/17, DENTON. H R, 
Office of Nuclear Reactor Regulation, Director CLARK, R. A 
Opera ting Reactors Branch 3 2pp 12692 002 24X 

Fiche’ 50-26 6. 82/03/29, 8204120194. 


--0204120201 Public Version of Revision 18 to emergency plan manual 

# Hleconsln Electric Power Co, 82/03/11 13pp 12652 004. 24X 

Flche 50-266,82/03/29,8204120 1 94 


8204130368 Releases public version of revised emergency plan 
Implementing procedures 

FELTON, J M Division of Rules antf Records 82/03/30. Document 
Menagement Branch, ip 12661.038 a4X FI ch s' 50-266* 82/03/30, 
B20413D36B 


—8204130376 Forwards public version at rsvised emergency plan 
implementing prnceduree, including Procedures EPIP 1,1 re 
Initiei classlf lent Ion* EPIP 7.2.4 re health physics 
communlcatlone b EPIP 12. I re re-entry procedures. 

FAy,!! W, HI sc one in Electric Power Co 82/03/17. DENTON, H.R 
□fftce of Nuclear Reactor Ragulation* Director. CLARK/R.A 
Operating Reactors Branch 3, 6pp. 12661.039. 84X 

Flche; 50-266, 82/03/30, 8204130368 


— 6204130303 Pub 1 1 e version of revised emergency plan Implementing 
procedurti, including Procedures EPIP 1. 1 re Inltlel 
clesiif teat 1 an, EPIP 7> 12 4 re heelth physlci communications b 
EPIP 12,1 re re-entry proesduree 

e Wisconsin Electric Power Co 82/03/17 BOpp 1S661'04S 84X 

Flche; 50-266. 82/03/30, 8204130368 


8204070542 Forwards Step 1 submittal of reassessment Info consisting of 
fire heiardi analgelstper 10GFR9D 48 fire protection mods 
Exemptions from App R requirements requested as llstsd 
BUfiaTEIN.B, Hldconsln Electric Power Co, 82/03/31. DENTON, H. R. 
Office of Nuclear Reactor Ragulation, Director. 3pp, 12375:295, 

24X Flche. 50-266- 82/03/31*8204070542. 


— 8204070545 "Fire Heiarde Analysis," Phase I rept 

e Uiiconiln Electric Power Co. W£PFHA01“I, 02/03/31, 200pp, 

12975:299. 24X Flche: 00-266, 92/03/31,8204070542. 


DOCKETED ITEWS 


93 


8204090317 Discusiitf resporti* re emergency plan tralnlngi 

emergency plan implementing ini true ti one* mi teorolog teal 
Inetrumantat 1 OT) U unueual event notification procetfurn 
Reeponae appears acceptable 

KEPPLER, J O, ftejion 3. Office of Director e2/03/'31 BUR8TEIN. B 
Uliconain Electric Pouiar Co 2pp 12627 319 24X 

Flclie SO-ati, Ba/03/31. 8204090317 


8204080332 Afvttta thatj baaed on rivleu of Hated daeumanta filtd by HI 
Environ Dt cad t> Hea t ingNouat wll 1 not conduct 
c roe a-t I ami nation 

COHANrB Z Eckerti Beamana. Chirln «< Klllott COHAN, B 1 
Heatinghoifse ElactMc Corp 82/03/30 BLOCH, P B. , KLmE,Jll.< 
PAXTON, H C Atomic Safety and Llcinalng Board Panel 4pp 
12613 140 24X Flche 90-266, 82/03/30, 62040B033S 


8204120481 Releaaei public veraion of reviilon to emergency plan 
Implementing pt-ocedure 

FELTOM. J, M, Diviaion of Rulei and Records 82/03/31 Document 
Managemetit Brainch Ip 12638 328 24X Flche 90-266,82/03/31, 

8204120481. 


— 8204120482 Faruerda public veraion of Reviilon 1 to Emergency Plan 
Implementing procedure EPIP i 1, "Initial Claaa i flea t ion, '' 

In reaponaa to Item 3 of NRC 820121 Itr re conformance w/ 
NU'REO-0654. Ape 1 

FAT, C W Wiaconain Electric Poiuer Co 82/03/17 KEPPLER, J 0 
Regton 3< Office of Director Ip 1265B'329 24X 

Fiche 30-266,82/03/31,0204120481 


— 820412O4B3 Public veraion of Reviaion 1 to Emergency Plan Implementing 
Proccdur* EPlp 1 1, "Initial Claasl f i cat 1 on " 

* Ml scons In Electric Power Co 82/03/17 ISpp 12650'33O 24X 

Fiche 50-2*6, 02/03/31,8204120481 


Q204I20443 Foruiorda reaponaei to NRC 820211 Itr discuialng KRC 
820104-19 emergency priparednaaa appraisal Riqueata that 
Item 7 of Ene 1 { be revlaued by B20901, per requlramenti of 

NUREO-0696 

FAT, C, W Wisconsin Electric Power Co 02/04/06 KEPPLERiJ 8 
Region 3. Office of Director. 20pp 12639' 167 24X 

Fiche 80-266,82/04/06,8204120443 


G204270229 Wotl flea of 820506 meeting u/Region 3 mgt to dltcuii 
findings o-f 820104-19 1, 20 emergency preparednaaa appraisal, 
820330 Ifcr r* shift staffing 6 augmentation it util position 
re regulatory position In Table B~1 bf fURE0-06S4 
KEPPLER>J Q. Region 3, Office of Director 82/04/20 BURSTEIN, 8 
tfl scons In Electric Pouer Co Ip 12893 039 24X 

Flche' 80-266, 82/04/20,8204270228 


O Adjudicatory correipondence 


0204080494 Notifies that no hearing need be convened to cr o.sa-e aamine 
Haattnghousei NRC & HI Environ Decade, Inc teatlmony re 
proprietary nature of steam gansrator ileevlng rapt Sve 
list tne 1 

RIOCUAV,D A Shaw, Pittman, Potts & Troubridge RIOOUAY, D. A 
Hisconiin Eltctrlc Power Co 82/03/30 BLOCHiP B , KLINE.J R , 
PAXTON, H C Atomic Safety and Licensing Board Panel 3pp 
12599 041 24X Fiche 50-266,82/03/30,8204080494 


8204050036 Kemorandum 6 order denying Ueiting house 820309 motion for 
reconsideration of ABLB 820226 memorandum h order denying 
certification of sua aponte Issue Issui moot. No lua sponte 
Issues remain Certificate of 8vc end 

BLOCH, P B Atomic Safety and Licensing Board Panel 82/03/31. 
Hestlnghouie Electric Corp 6pp 12920 339. 24X 

Flche. 90-266, 82/03/31, 8204090036 


S204O70976 Advises that NRC assembling It evaluating Info about Otnna 
iteam generator tube rupture incident to file board 
notification by end of Apr 

BACHNANNi R O Hearing Branch I 02/04/02 BLOCH, P B. . KLINE, 0 R. , 
PAXTON, H C Atomic Safety end Licensing Board Panel Ip. 

12976. 231 24X Flche: 50-266, 82/04/02, 82040 70976 


0204070984 Responds to ASLB 820329 memarandgm V order NRC does not 
Intend to respond to Queitlon 1 as Hastlngh oust bast able to 
address question NrC will respond to Qusstlon 2 on 82040B, 

BACHMAMN, R. 0, Hearing Branch i 82/04/03 BLOCH. P B. . PAXTON, H C , 
KLINE, J R Atomic Befity and Licensing Board Panel ip 12976 232 
24X Fiche' 90-266.82/04/02,8204070984 


B204 140133 Responias to questions In ASLB 830407 memorandum 1. order 
Sleeving unrelated to denting of tubes Certlflcete of Bve 
end 

CHURCHILL, B H Ulsconsln Electric Power Co CHURCHILL, B W. Shew, 
Pittman, Potts It Trowbridge. 02/04/09 6pp 12669.192 24X 

Flche 90-266, 82/04/09, 0204140133. 


8204010394 Foruiards motion to compel answers to first set of 
Interrogator 1 ks re full-scale sleeving PermliSlon requested 
to undertake dlicovery re recent events at TKI li Olnna. 

Related correspondence 

ANDERSON. P. Wisconsin's Environmental Decade 82/03/28 
BLOCH. P.B., KLINE, J R , PAXTON, H C Atomic Safety and Licensing 
Board Panel Ip 12903 343 24X Fiche 90-266, 82/03/28, 8204010394 


—8204020309 Second supplemental answer to license b NRC first 
listerroga toT ies re full-scale sleeving Related 
corresponde nee 

ANDERSON, P Hlsconsln's Environmental Decade 82/03/27 Office 
of the Executive Legal Director 2pp 12903.344 24X 

Flche 50-2*6,82/03/28,8204010394 


— 8204020311 Motion to compel anewer to first set of Interrogator ie« 
directed to licensee rt full-scale sleeving Related 
corrasp ond« nee. 

ANDERBONrP. Wisconsin's Environmental Decade 32/03/20 Atomic 
Safety and Licensing Board Panel i3pp 12903 346 24X 

Fiche 50-26 6, 82/03/28, B2040 10394 


8204010245 Order ectending time until 020414 for Commission to act to 
review ALAB— 666 

CHILK, S. J Office of the Secretary of the Comml ision 02/03/30 

Commlsa loner e. Ip 12477 170 24X Flche 30-266.82/03/30, 

0204010249 


8204010296 Advises of NRC opinion that hearing on public disclosure of 
info claimed to be proprietary by Heitinghouss not 
necaspary. . _ 

B’ACHMANN, R. O, Hearing Branch 1 08/03/30 BLOCH. P B . PAXTON. H C . 

KLINE, vt, R. Atomic Bafety and Licensing Board Panel. tp 12477:389, 
24X Fiche: 50-266,82/03/30,0204010296 


8204070531 Forward! RA Wiesemann h TA Christopher 820329 affidavits re 
B20229 & 03S3 teetimony Sve list end. Related 
correepondenc e 

QAVIB'F. X Mestlnghouse Electric, Corp 02/03/30. BLOCH. P.B 
Atomic Safety and Llcanetng Board Panel, 4pp 12977 034 24X 

Flche. 50-26*. 02/03/30,8204070931 


S204140135 Responds to P Bloch 020403 question Suggestion of tour Of 
Heetlnghouse facilities Intindid as rsqusst to present 
demons tra tivi evldanca ai part of evidentiary record on 
proprietary leeuas. Related correipondence. 

COHAH.B.Z Eckert. Seamans. Chidn «< Mil lott CoHAN, B Z. 
Heitinghouss Electric Corp. 02/04/09 BLOCH.P B. Atonic Bafety and 
Licensing Board Panel 3pp 12666.123 24X Plchs 90-266.02/04/09, 

0204140135 


8204150042 Response opposing MI Environ Dscede 820328 request to 
undertake discovery of NRC on recent events at Olnna & TMI 
re steam gensrator tube degradation Prapoied discovery 
beyond scope of hearing Certlflcata of 8vc and, 

CHURCHILL, B.M Hlsconsln Eltctrlc Pouer Co. CHURCHILL, B U. Shau, 
Pittman, Potts 6 Trowbridgi 82/04/12. Atomic Bafety and 
Licenelng Board Panel. 3pp 12602' 324 24X Flche 50-266,82/04/12, 

B20 4 150042. 


8204190049 Response opposing MI Environ Decade 820320 motion to compel 
answers to first sit of intsrrogatorlis re full-scels 
sleeving Interrogatories irrelevant 

CHURCHILL, 0 M Wisconsin Electric Power Co. CHURCHILL, B W 0hau. 
Pittman. Potts tc Trowbridge 92/04/12 Atomic Safety and 
Licensing Board Panal lOpp. 12682:209. 24X Flche 50-266,02/04/12. 

8204190049 


0204190092 Objects to intervenor representative contact of licensee 
employee u/o prior consent of licensee counsel. 

CHURCHILL. B M. Shaw, Pittman, Potts ti Trowbridge CHURCHILL, B. W 
Hliconstn Eltctrlc Powar Co 82/04/12. FALK,K K Miscontin's 
Envlronmantal Oaeada. 3pp 12602 304. 24X Flche: 90-266.02/04/18. 

8204190092 


8204160003 Response to ASLb 620407 memorandun It order EL Hurphy 
affidavit l< NURE0-0BB6, "Steam Oenarator Tub# Eioerlence" 
end M/o NUREO 

BACHMANN.R 0 Hearing Branch 1. 02/04/14. ip. 1269a’296. 24X 

Flche; 90-266, 02/04/(4, 0204160003. 


'—B2041 60004 Affidavit of EL Hurphy In response to ASLB 020407 menorandur 
t< order. Operat Ing axperlence shows that bihtrs denting 
resulted in leaks, laaks wars small h stebls Certificate of 
Sve and 

MURPHY, E L Materialf Engineering Branch, 82/Q4/14. 9pp, 

12698: 297. 24X Flche' 90-266, 02/04/14, 0204160003 
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304210434 Foruiartfs "NRC Ript an 830129 Steam Seneratar Tubs Ruptiire< 

RE Olnna Nuclear Pouar Plantr" INLWEO-OTO?) W/o «ncl 

BACHHANN. R 0 Hearing SrancA I 82/04/16 BLOCH. P 3 , PAKTON. H C . 
KLINErJ R Atomic Safetg atid Licensing Board Pamsl Ip 12602 307 
24X Flche 30-266. 02/04/14., B304 2 10434 


204230963 Replg to llcenxe B20412 reeponte to HI Environ Decade 
B20328 motion to compel licentee aniuer to flrit let of 
interrogatart Of A8L3 jurisdiction should be expandtd 
U/Ctrtlf iceta of Svic Related correspondence 

ANDERSON.P Uisconeln'i Environmental Otcade 82/04/16 Atomic 
Bafetg and Licensing Board Panel 6pp 12B19 209 24X 

Flche 90-346,82/04/16,8304230963 


204210433 Confirms 830413 telcon u;/i->udge Bloch that NRC does not 
Intend to respond to HI Environ Decade B3032B motion, to 
compel licensee aniwer to first Interrogatories re full- 
scale sleeving 

BACHMANN.R O Hearing Branch 1 82/04/1? BLOCH. P 8 . KLINE, J R , 

PAXTON, H C. Atomic Safatif and Licensing Board Panel 2pp 
12802 309 24X Flche 30-266, 02/04/1?, 8204210433 


10’4210440 Informs that time for Comaiisilpn to act to revleu ALAB-666 
expired Commission declined revitu Decleion became final 
agancg action on 820414 

CHILK.S J. Office of the Serretarg of the Commission. 82/04/20 
Atomic Bafetg and Licensing Appeal Panel Ip 12802 266 S4X 
Flche 90-266, 82/04/30. 6204210440 


'04280363 Brief re conf Ident la 1 1 tg issue Opposes trade secret 
protection for safety tests, b receipt of evidence into 
record of info withheld from opposing part 1 es. Certl flea te 
of 8vc end 

ANDERSON. P Mlsconsin's Envl r onmente 1 Decade 82/04/30 Atonic 
Safety and Licensing Board Panel I3pp 1286?' 129 24X 

Flche: 80-266. 82/04/20, 8204360383 


0426007C Brief opposing HI Environ Decade oral motion for public 
disclosure of proprietary Info No special circumstances 
exist to overrule Commission compelling public policy reason 
for utthholdlfig proprietary info Certificate of Bve end 
CHURCHILL, B U. UIscDtiiin Electric Power Co CHURCHILL. B N Bhau, 
Pittman. Potts b Trowbridge 82/04/21 Atomic Safety and 
Licensing Board Panel 16pp 12840 062 24X Flcha 90-266,62/04/21. 

B204260070 


P Operating license stage documents b correspondence 


6203190001 Oenerle Ltr 82-05 Co ell licensees of operating power 
reectors re post— TMI requirements 

EISENHUT, D O Division of Licensing 82/03/19 HAUSPURO, A 
Consolidated Edison Co of New York 7pp 12513 129 24X 

Flche 90-000, 83/03/19, B203190001 


6204080577 Notifies that reporting requirements provided in 800307 
guidance for relief valve b safety valve failures & 
challenges have been met No further review planned Requests 
that 1961 annual rtpt b errata be updated 

CLARK. R A Operating Reactors Branch 3 02/03/24 FAY, C W 

Wisconsin Electric Power Co 3pp 12619 158 24 X 

Flche 90-266,82/03/24.0204080977 


8304050294 Forwards summary of Types A, B bC refueling containment 
penetration leak tests for various periods between Oct 1974 
b Oct 1901, per Tech Specs Section 19 4 4 I D b Section V B 
of lOCFRSO.App J No noncompliance noted 

FAY, C H Wisconsin Electric Power Co 82/03/26 DENTON, H R 
Office of Nuclear Reactor Regulation, Director I8pp 12526 099 
24X Flche 50-266,02/03/26,8204050294 


8204200460 Notifies of formal acceptance of util commitments to 
Oensric Ltr 81-01, "Oual 1 f lea tt on s for Insp.Exam b Testing 
b Audit Personnel " 

CLARK. R A Oparatlng Reactors Branch 3 02/04/02 FAY, C W 

Uisconsln Electric Power Co 2pp 12787 149 24X 

Flche 50-266.82/04/02,8204200460 


0006171021 Advises that Prairie Island SER of 720930 states that 
auxiliary feedwater ays will function as dexlgned to 
meet E6F requirements Proposes that IE inspect Class 1 desin 
criteria 

THORNBURD.H D Division of Reactor Operations Inspections 
77/08/29 OOLLERrK R Offtco of Nuclear Reactor Regulation, 
Director 2pp 12920 048 24 X Flche 50-000,82/04/02,8204300003 


—0006171025 Requests factoring of Inspector findings re auxiliary 
feedwater sys Into review Lack of telsmic design 
requirements for condensate storage tanks identified 
WARHICKiR F Region 3, Chicago. Office of the Director 77/07/22 
SEYFRITiK V Division of Reactor Operations Inipectlons. Ip, 
12920 045 24X Flche 50-(X10. 82/04/03. 0304300003 


04280297 Brief of Hest Inghouse. appear Ing specially.re 10CFR2 790 

balancing teit.ASLB should affirm NRC determination b 

continue to accord Hditlnghouee proprietary info protection 

against public dlsclpsura Certificate of Bve end 

DOWAN. 3 Z . KENRtCK, J R • DAVI8. F X Meet inghouse Electric Corp. 

92/04/21 Atomic Safety and Licensing Board Panel. 6Bpp 

12068 354 24X Flche 90-266,82/04/21,8204280297 


—8006171D27 Advises that auxiliary feadwater sys at certain Westinghouse 
PUR facilities do not meet Class i seismic design criteria 
Condensate storage tanks are not protected w/manual 
operation or alarm trips Facllitlas require generic review 
HLfNTER, D R Region 3. Chicago. Office of the Director 77/06/29 
WARNiCK.R F Region S. Atlanta. Office of the Director. 2pp 
12920.046 34X Flche 50-000,82/04/02,8204300003 


>4200330 Memorandum b order granting in part b denying In part HI 
invlTon Decade 820320 motion to compel Applicant mutt 
respond to interrogatories 11.15 b 16 but are axcuied from 
responding to Interroga tor las 1-4 

3LOCH.P B Atomic Safety and Licensing Board Panel 82/04/22 

dlsconsln Electric Power Co. Bpp. 12B69 310 24X 

'Icha 90-266. 02/04/23, 0304200330. 


6204120335 Forwards "Preliminary Evaluation of PWR Safety b Relief 
Valve Test Program Results. Po In t Beach Nuclear Plant." In 
response to NUREO-0737. 1 1 im It.D 1 

FAYiO W Wisconsin Electric Power Co 83/04/06 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 12640 292 
24X Flche 90-266. 02/04/08, 0204120339 


>4280020 Corrects typographical error in licensee 020433 ltr 
.ranamitttng tionproprletery version of WCAP-9960. Revt si on 1, 

'Point Beach Steam Oenerator Sleeving Rept " Proprietary 
nfo not marked 

lIDOWAYiD A Bhawt Pittman. Po-tte b Trowbridge 82/04/23 
ILOCH. P fi , KLINE. J R . PAXTON, H.C, Atomic Bafety and Licensing 
losrd Panel 2pp 12870.211 24X Flche 50-266,82/04/23,6204280030 


14200034 Inforais that WI Environ Decade 820416 reply to licensee 
esponsa to Decade motion to compel expressly prohibited by 
0CFR2 736 

HURCHtUL.B W Shau, Pittman, Potts b Trowbridge CHURCHILLj B. W. 
Hsconsln Electric Power Co 02/04/23, 0LOCH.P. B.. KLINE.J R i 
AXTON, H. C. Atomic Bafety and Licensing Board Panel. 2pp 
2066 347. 24X Flche 90-266.82/04/23,8204280034. 


Financial information 


4230429 Forwards Annuel Financial Kept b financial statements for 
90i. 

QET8CH. J.H. Wlsconein Electric Power Co. 02/04/08. NRC - No 
■tailed Affiliation Olven tp. 12ei3’2S0, 24X 

Iche’ 50-266, 83/04/08.0204230429. 


104230439 Annual Financial Rept 1981. 

MCNEEA. C 8. Wisconsin Elactrie Power Co. 02/03/12. 91pp 
12813:221. 24X Flche. 90-366, 82/04/00,0204230439 


— 0204120346 "Preliminary Evaluation of Ptdl Safety b Relief Valve Test 
Progretn Results. Point Beach Nuclear Plant " One oversixe 
drawing encl Aperture card le ava liable In PDR 
e EOS Nuclear, Inc 02/03/31 9pp 1S640 299 24X 

Flche 90-366,03/04/08,8204130333 


6304160199 Oenerlc Ltr 82-08 to all PWR plant licensees h applicants re 
transmittal of NOREO-0907 relative to OlnnS tube rupture 
M/o end NUREO List of NRC recipients encl 

EI6ENHUT,D 0 Olvlilon of Licensing 62/04/15 HAUSPURO, A, 
Consolldatad Edison Co of New York 7pp 12707,203 34X 

Flche. 90-000, 82/04/15, 830 4160199. 


82043102S0 Forwards reprint of Revision 1 to "Point Beach Steam 
Oenerator Bleevlnj Rept." Reprint replaces rept transmitted 
in util 820312 ltr b includes marke which delineate 
proprietary Info Rept withheld Iref iOCFRB 790) 

RIOOHAV.DA 6haw, Pittman, Potts b Trowbridga RIDOWAY.DA 
Hi scons in Electric Power Co 82/04/16, BLOCH, P.fl , KLINE.J R , 
PAXTON, HC Atomic Safety and Licensing Board Panel 2pp 
12B01;001. 34X Fiche: 90-266.02/04/16, 8204810290 


— 02O421O2B3 Forwards reprint of Revielon 1 to "Point Beach Bteam 
Oenerator Sleeving Rept, " Reprint completely marks matl 
eoneldcred to be proprietary, Aep t withheld (ref 10CFR2,790) 
FAYiC.W Wisconsin Electric Power Co 82/04/13. OENTONrH fl 
Office of Nuelsar Reactor Regulation. Director Spp, l260i’0D3, 
24X Flche 90-266, 02/04/16, 8204210250. 


—8204210390 Authoritet utl Illation of Affidavit AU-80-33 to jUftifg 
withholding of rdaautd Rivitlon 1 to “Point Baach Staan 
Oanarator Sltaving Rapt “ 

HIESEffANN. R A Heftinghouaf El ic trie Corp 82/04/06 DEN TON < H R 

Offict Of Nuclaar Raactor Ragulatloni Dlroctor ip 12e01’009 
24X Flcht 90-266182/04/16,0204210290 


0204140491 Ack raeaift of 820336 Itn itiforjtilng MRC of itias talcan to 
corract inatatlatlon daflcitnclat In conduit Installad at 
part of TNI mod progranr 

SPESBARD, R L Divtaton of Projaet t< Ratidtnt Ppognamt 82/04/08 
BURBTEIKiB Witconiln Elactric Pouiar Co Ip 12669,219 aav 
Flcht- 90-266, 82/04/08,0204140491 


8204210299 Otntrie Ltr 82-0? to all poiuar raactor Hcantaai, app 1 icantt 
for OLi NSSS vandort tt raactor vandort ra anvlron 
qualification of lafatg-ralatad alectrlcal aquipmant 
NRC potltion ra qua! If 1 ca t ion raquinmantt end 
EIsetlHUT.DO Divltlon of Licenilng 82/04/20 HAUSPURO, A 
Contolldatad Ediion Co of New York 18pp 12862 337 24X 

Ficha 30-000, 02/04/20, 8204210299 


—8204140494 Advitai that 82031? raviau ra contt of alectrlcal conduit 
Indlcatat that Part 21 rapt it not required Special raviau 
eommltta# hat bean aatablithad to avaluatt work being dona 
FAYiC W Hltconiln Eloctric Power Co 82/03/26. KEPPEER, J o 
Divltlon of Project Ic Ratidant Program* 2pp. 12669 220 sdif 
Fleha 90-266,82/04/08,8204140491 


8204230996 Retpondf to Oanaric Ltr 82-09 ra poat-Tlit raquiramaTi ti Mark 
nacatfary to finallta ratponse cannot be complatad before 
820426 

BURBTEIH, 3 Wilton* in Electric Power Co 82/04/20 DENTON, H. R 
Office of Nuclear Raactor Regulation, Director CLARK, R A 
Operating Raactor* Branch 3 Ip 12819 240 24X 

Ficha 90-266, 82/04/20, 8204230996 


8304270229 Not! fief of 920906 meeting la/Region 3 mgt to ditcut* 
finding! of 820104-19 I, 20 emergency prapartdnatt appraltal, 

820330 ltr ra thlft ttaffing 6 augmantati on l< util potltion 
ra ragulatory potltion In Table B-1 of hXJRE0~0694 

KEPPLER,J 0 Region 3, Office of Director 82/04/20 BUR3TEIN, B 
Wltcontln Electric Power Co ip 12893 039 24X 

Ficha 90-266.82/04/20,8204270229 


8204300394 Raipondi to 820413 talcon ra relevant min ihift ttaffing 
Util B2021B propoead min ihlft ttaffing deficlanclet 
outlined. Iiiua to bt dltcuttad during B20906 enforcement 
meeting 

HIND, U A D1 Villon of Emergency Preparedneii It Operational Support 
82/04/26 BUR8TEIN, 8 Mitceniln Electric Power Co 2pp 
12886 333 24X Flche, 90-266, 82/04/26, 8204300394. 


D Inepectlon report*, IE Bulletin* t, correep ondtnci 


8203040143 IE Info Notice 82 - 11 , "Potential Inaccuracia* in Wide Rtnoa 
Pretiwro tnitrument* Used In Wetblnghoute Detigned Plant* “ 

Sve lift anc 1 ■ 

JORDAN, E L Divltlon of Engineering & Quality Atiuranca BS/C4/09 
63pp 12878-342. 24X F 1 c h* aO-OOO, 82/04/09, 0302040 142 


8204270471 Forward* IE Inep Rapt 90-266/85-09 on 820330. No 
non comp 1 1 ence noted. 

LITTLE, W. 8 Diviilon of Engineering I, Technical Program* 
BURBTElNiS Wlecontln electric Power Co 2ps. 12093-31 
Plche. 90-266. 82/04/13, 8204270471 


1 


02/04/13 

a4X 


—8304270477 IE In«p Rapt 50-266/02-09 on 820330. No noneompUahea not.,. 
Major areas Intpoctad. QA/QC programs, tmpl (men ting procedure* 
t, work actlvitlei l< record* r* steam generator tub# aiam* 

WARD, K D , DANIELSON, D H, Dlvlsian of Engineering I, Technical 
Program*, 82/04/0a Spp, 13093 313 24X Fi che. 90-266, Ba/ni/ia 

8204270471 «,vsr*vi, 


8204300014 Forward* addl info re IE Bulletin 80-04, "Analysis of PWR 
Mein Stsam Line Sreak M/Continued Feedwatar Addition," ntr 
NRC 820226 request. 

FAV.C H. Wise on sin Electric Power Co. 62/04/14. DENTON, H R 
Office of Nuclear Reactor Regulation, Dlractor, CLARK. R A 
Operating Reactore Branch 3, 6pp. 12743-001 24X 

Ftche 80-266,82/04/14.8204200014 


8204090360 Forward* IE Imp Rapt* 90-266/82-06 l< 90-301/03-06 on 
820223-26 No noncompliance noted 

ROY.O.W Regions, Office of Director 02/03/16 BUR STEIN, 8 
Mlicon*in Electric Power Co 2pp 12939 079 24X 

Ficha 90-266,82/03/16.8204090368 


8204210167 Submit* addl Info requested 820312 re in*ervlci ln*p 
program for reactor coolant pump* ^ 

PAY, 0 W Uleconsin Electric Power Co, 63/04/14 CLARK, R, A 
Operating Reactors Branch 3, 3 pp 1S803 312. 24X 

Ficha 90-266,82/04/14.0204210167 


—8304090372 IE Insp Rapt* SO-266/82-06 t< 90-301/02-06 on 020222-26, No 
noncompllance notad. Major area* Inipectad operational 
radiation protection ac t ivl 1 1 ei, prevlou* imp finding* I, IE 
circular*. 

LOVENDALE, P C , OREOER. L R Division of Engineering I, Technic el 
Program* 82/03/12 lOpp, 12929 077 24X Flcht 90-266. S2/D3/16, 

8204090368 


0202040143 IE Info Natlci 82-12, "8urv# 1 1 lane • of Hydraulic Bnubhars « 
W/encl SVC list ""t*. 

JORDAN, E L Division of Englnetrirg t auality Assuranc*. 62/04791 
64 pp 12073 001 . 34X Pi chi. 80-000 , 82 / 04/21. 8202040143 * 


R Periodic operating riport* t< relatid corretpondcnct 


8204090362 Forwards IE Insp Repts 90-266/82-07 l< 90-301/02-07 on 
820302-03 No noncompllance notad 

N0RELIU8i C E Division of Enginetring 6 Tachnlcal Program*. 
82/03/23 DUR8TE1N, 8 Wltcontln Electric Pauar Co 2pp. 

12627 193. 24X Plche 90-266,82/03/23,8204090362 


8204070219 Forwards menthly operating rapt* for Mar 1980 

FAY.O H Wisconsin Electric Power Co. 00/04/09, Offict of 
Nuclear Reactor Regulation, Director Ip 12968.042 24X 

Plche- 30-266, 60/04/09,8204070219. 


—8204090369 IE In*P Rtpts 90-266/82-07 It 90-301/82-07 on 820302-03, No 
noncompllance noted Major areas Inspected Unit 1 Cycle 10 
control rod drop time tttti, control rad drive It position 
indication checks 

ROBINBON.D L , JACKIW, I N Division of Engineering t. Technical 

Program* 02/03/16 9pp 12627-159. 24X Ficha 30-266,82/03/23, 

0204090365 


0202040113 IE Info Notice 02-06, “Check Valve Failure* on Diesel 
generator Engine Cooling By* “ W/ivc list 
« Director's Office, Office of Inspection and Enforcement 
02/03/26 4pp. 12062-399 24X Flche; 90-000, 82/03/56, 8202040113. 


— 8204070224 Monthly op ana ting rept* for Mar 1900. 

» Wisconsin Electric Power Co. 80/04/07, lOpp 
Fiches 90-26 6, BO/04/09, 0504070219. 


12380, 343, 24)( 


8204120209 Forwards errata to "1981 Annual Retult* h Data Rtpfc for 
Point Beach Nuclear Plant, Unit* I h 2, " h Info required by 
NUBEO-0737, 1 1 om EI.K. 3. 3, In retponee to NRC BM324 ltr re 
reporting relief velve l< safety velve failure* h ehalUnge*. 
BUfl0TEIN,B. Wisconsin Electric Power Co 82/03/30 DENTON, H fl 
Office of Nuclear Reactor Regulation. Director, CLARK.R. A 
Operating Reactor* Branch 3, Jp, 12637 192. 24X 

Ficha: 90-266, 82/03/30. 8204120209. 


8204260228 Submit* addl info to be Included in NRC review of facility 
tneervlce intp relief requettt. per 820526 request. 

FAV.C W Wltcontln Electric Power Co 02/04/09. DENTON, H R 
Office of Nuclear Raactor Regulation. Director Spp. 12839:098 
24X Plche: 90-266, 02/04/09, 8204260228. 


8204220419 Forward* IE Imp Reptt 90-266/82-09 li 90-301/82-08 on 
820322-24 No noncompllance noted 

hind, J A Division of Emtrgency Preparedmt* ti Operational Support 
82/04/07 BURSTEINiB. Nltcomin Electric Power Go 2pp 
12806:249 24X Plche- 90-266, 82/04/07, 8204220419, 


—6204220429 IE InSp Reptt 90-266/02-09 ti 90-301/62-09 on 820322-24. No 
noncompllance noted. Major artat impectad , analytes omtte 
u/Reglon 3 neasbrements van h dltcuitlon of reiultt 
ROZAK.S , OESTNANN, M. J. , 8CHUMACHB1,M Division of Emergancy 
Prepirtdnet* It Operational Support, 82/04/07 9pp, 12006:291, 
24X Flche; 90-266, 82/04/07,8204220419 


— 8204120213 Errata to “1981 Annual Retultt li 
Nuclear Plant, Unite 1 l< 2, '• 

* Wlsconeln Electric Power Co. 82/03/30, 
Flche- 90-266, 82/03/30. 8204120509, 


Data Rapt. Point Beach 
Ip. 15637.193, 24X 


85042B0270 Foruardt monthly operating rest* for Mar 1982 
FAYrC.M, Wisconsin Electric Power Co, B2/04/OB. NRC 
Detailed Affiliation Olven. Ip. 12070-036 . 24X 
Flche: 90-266* 82/04/0B, 8504280270. 


No 


—0204280278 Monthly oparetlng rept* for Mar 1982. 
FAY, C. W. Wleconstn Electric Power Co 02/04/06. 
24 X Flche; 90-266. 82/04/00,0204280270 


9pp. 


12870. 
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DOCKETED ITEMS 


1204160081 Raqueits that tnel 82041? cav«r ttr bt fubatltutfd for 
B2O4O0 covtr Itr troniml ttins Mar 1982 month ly operating 
r«pt< Ltr orronaoutlu referred to Dac 1981 calendar nonth, 

FA/. C-H Hleconiln Elactrl* Power Co S2/04/IS NJfC - No 
Detailed Affiliation Olvtn Ip 1S699 2S3. 24X 

Flcha *90-266, 82/04/12. 8204160031 


-8204160089 Forward* manthlg operating rept* for Mar 1982 H/o end 
FA/. C U Ultconeln Electric Power Co 82/04/12 M8C - No 
Detailed Affiliation Given Ip 12699 294 y4X 
Flche 90-266.82/04/12,8204160081 


Reportable accorrcnc**. LERs t< related cor re ipand tnce 


204090193 Forward* LER 02-OO6/O1T-O 

FA/.C W Nlsconiln Electric Power Co 82/03/29 KEPPLCR. >1 O 
Region 3. Office of Director Ip 12515 198 24X 

Fiche 90-266, 82/03/29, 8204050193 


B20405015S LER 82-006/01T-0 on 820311, tvpe 8 & C valve leakage test* 
eieatded Tech Spec limit* Caused bg corrosion Sve air check 
valve* disc replaced tc valve cover remachlnad 

FAV.C U Uliconiln Electric Power Co 82/03/29 Region 3, 
Office of Director 3pp 12919 199 24X Flche 50-266.82/03/29, 

8204090193. 


>04220390 Forward* LER 82-007/O1T-O 

FA/.C W. Wisconsin Electric Power Co 82/04/16 KEPPLER. J 0 
Region 3. Office of Director. Ip. 12806 3 9 7 24X 

Flche: 90-266, 82/04/16.8204220390 


0204220394 LER B2-0O7/01T-0 on 820329, dor log *ocondor«-to-pri marg leak 
check, two leaking tube* in A steam generator & 28 defective 
tubee In A & B steam generators discovered Caused bg 
caustic All defsetlve 6 leaking tubes plugged. 

FA/.C U Hliconsin Electric Power Co. B2/04/16 Region 3. 

Office of Director 6pp 12806.390 a4X Flehe 90-266,82/04/16, 
8204220390 


04300431 Forward* LER 92-OOB/03L-0 

BURareiN.S Wisconeln Electric Power Co 82/04/23 KEPPLER. 0. 
Region 3, Office of Oiroctor Ip 12B89 1 93 24X 

I c h e 90-266. 82/04/23, 820430043 1 


3204300439 LER 8S-008/03L-0- on 820323. minor Installation defects noted 
on four of eii containment pressure transmitters installed 
as TMI response mad Caueed bg beckfit contractor QC program 
breakdown 

FA/.C U Wisconsin Electric Power Co 82/04/23 Region 3. 

Office of Director 4pp 12889 154 24X Flche 90-266,82/04/23, 

8204300431. 


Hearing transcrlpti an non-antttrust matteri 


•4200293 Forwards RA Wlaiemann testimony in response to A8L6 820329 
.vast tons 

.ENfttCK.O R Eckert, Seamans, Cherln 6 Msllott 82/04/14 
'LOCH,P 0 , KLINE. J R , PAXTON. H C Atomic Bafety and Licensing 
card Panel 2pp 12739.074 24X Flche 50-266.82/04/14.8204200293 


204200309 Teitimony of RA Wlaeemann in responee to ABLE 820325 
queetion* Release of test results would provide useful info 
to Ueetinghouf e competitors re nature of sleeving process 
Certificate of Sve enci, 

UIESEMANN.R A Uastlnghouse Electric Carp 82/04/14. 7pp 
12739 076 24X Flche 90-266,82/04/14,8204200293 


KET 50-267 FORT 8T VRAIN NUCLEAR OENERATINO STATION 


Security, medical, amargency ti fire protection plana 


4090069 Ack receipt of 820312 ltr <• FOBAVEX-82, rad iolog i cal 
nargancy exa rcls*. Review of 10CFR50. App E 1/ F would 
eflect emergency capability aiarcise Commente to he 
ncluded in scope listed 

3LLIN8.J. T. Region 4, Office of Director 92/03/30 LEE. 0 R. 
/bile Servlet Co. of Colorado. 2pp 129te'24e 24X 

I Che- 90-267, 82/03/30, 8204090069 


204030071 Forward* F03AVCX-82 j scope tt objectives of 1982 radiological 
emergency e lercise. tentatively echaduled for 820603 Comment* 
reituestcd within 19 days 

UAREMBOUROi D. U Public Strvlce Co of Colorado. 82/03/12 
COLLtNe. <1 T. Region 4, Office of Director 4pp 12518' 290 2AX 
Flche: 90-267, 82/03/30. 8204090069. 


8204130067 Forwards revised implementation iche<ful« to App B t. revised 
App C to security plan Plan withheld fref 10CFfl73 211 
MAREHaOUROi D Public Service Co of Colorado B2/04/06 CLARK. R A 
Operating Reactor* Branch 3 tp 12655 003 24X 

Flche 90-267, 82/04/06, 8204130067 


8204300049 Ac k receipt of 320402 ltr reflecting c larif Ication of NRC 
eommantf re radiological emergency ecerclse Next eierclse 
should be conducted during pff-shlft hours Submittal should 
Include observers card* 6 any other handout matl 
COLLINS. J T Region 4. Office of Director 82/04/16 LEE, 0 R 
Public Service Co of Colorado Ip 12990 0S3 24X 

Fiche. 50-267. 82/04/16, 0204300049. 


— 8204300222 Submit* clarification to NRC comments re radiological 
emergency exercise 

UAREHOOURO. 0 N Public Servlca Co of Colorado 02/04/02 
COLLINS. J.r. Region 4, Office of Director 2pp 12890 084 24X 

Fiche 50-267,82/04/16.8204300049 


H General correspondence 


8204140200 Erpr esses belief that state health dept. not util. should 
determine If unscheduled discharge of radioactive matl was 
minor 

A8HL0CK, 0 L Affiliation Unknown 82/04/09 NRC - No Detailed 
Affiliation Given 3pp 12669 337 24X Flche 90-267,02/04/05, 

8204140200 


P Operating license stage documents & correspondence 


8204220389 Responds to FOIA request for seven categories of documents 
re TNI action plan 

FELTON. ,1 M Division of Rules and Record*. 81/11/12 8H0LLY. S C 
Union of Concerned Scientists 6pp 12924.100' 24X 

Flche 90-000,81/11/12.8204220389 


— 8003130391 Discusses Jan 1980 site visit* to verify Implementation of 
Category A Lessons Learned requirements Requests that Oiv of 
Opsratlng Reactor* project managers & IE regional director 
or resident tnspact'or participate in site visit* 

EI8ENHUT. D O. Division of Operating Reactor* 80/01/10 
SCHHENCER. A Operating Reactors Branch 1 (Pre 000428) 9pp 
12024 155 24X Flche 90-000,81/11/12,8204220389 


8203190001 Generic Ltr 82-09 to a 1 1 licensee* of operating power 
reectors re post-TMl requirements 

EISENHUT.DO Division of Licensing 82/03/19 HAU6PUR0. A 
Consolidated Edison Co of New Vorh 7pp 12913 128 24X 

Fich*. 50-000, 02/03/19, 8203190001 


8204080976 Approve* shift technical advisor program Requests that Tech 
Bpacs be changed to Incorporate at Paragraph 6 3 2 
Ttqulremant that shift technical advisor have bachelor 
degree or equivalent in science or engineering 

CLARK, R A Operating Reactor* Branch 3 82/03/19 LEE. □ R Public 

Bsrvlct Co of Colorado 3pp. 12619 169 24X Flche 50-267. 

82/03/19, 8204080976. 


8204080076 Forwards Itemiiad resolution of NURED-0737 Item* (< lists 
uncompleted items 

CLARK.R A. Opereting Reactors Branch 3 82/03/24 UAREMBOURO. D 

Public Service Co of Colorado llPP 12619 260 24X 

Flche 90-267,82/03/24.8204060076 


8204090200 Forward'* list of outstanding Items, In resp'Ontc to 820326 
telcon. Including commitment log master Index, open item 
Indti.NRC open Item* not included In master log listing of 
outstanding Tech Specs not approved by NRC 
WAflEHaaURO.O. W. Public Service Co of Colorado 82/04/06 
KUznVCZ.O NRC - No Detailed Affiliation Given ISOpp 1262B 171 
24 X F i c h e . 80- 267 , 82/04/06 , 820 40 90200 


8204120179 Forwards revised list of commitment log outstanding itams, 
per 820326 telcon Master index, open item index, NRC 
regulatory items not in commitment lot ti listing of 
outstanding Tech Specs not approved by N4C provided 

HAREMBOURG. D Public Service Co. of Coloredo 82/04/00 KUZKYCZ.G 

NRC - No Detailed Affiliation Given ISOpp. 12636 320 24X 

FIch#'90~267. 82/04/00,8204120179 


8204210295 Generic Ltr 82-09 to all power reec tor 1 i c ensees. app 1 1 cants 
for OL.NBSB vendor* k reactor vendor* r* environ 
quallf tcatlon of safety-related electrical equipment 
NRC position re qualification r*quir>mant* enci 
EISENHUT.DO Division of Lictnelng 82/04/20 HAUSPORO. A. 
Consoltdatad Edison Co of New York 18pp 1S862 337. 24X 

Fiche: 90-000, 82/04/20, 8204210299. 



DOCKETED ITEMS 


97 


0204330943 Foruiai'd* «ppilc«tion for «ni«nd to App A of Licpnt* DPR*-a 4 
changing Tach Sp«ca to includt qualification it training 
raquiremant* for tachnlcal advitor* 

LEEiO R Public Sarvico Co of Calorado 8S/04/20 CtARK> R 
DlvUlon of Lictn»lng 2pp 12019 319 24X Ficho 30*2A7« 82/04 /20i 

0304230949 


■8204230947 Application for amand to App A of Llccnt* DPR-34 to includt 
qualification te training raqulrofflont* for tachnical 
advlton 

LCEt C) R Public Sarvlca Co of Colorado B2/Q4/20 tp 
i2BiS 321 24X Plcha 90-267,82/04/20.8204330949. 


■8S04230S90 Propotad Tach 0pac ra qualification ti training raquirantntt 
of tachnical advisor* 

* Public Sarvlca Co of Colorado. 02/04/80 ip 12019:322 24X 

rich* 30-26 7 . 82/ 04 /20, 8204230 943 


R Parlodle oparatlng reports & related correspondence 


9204070117 Foruards, "Semiannual Effluent Release Rapt for Jul-Oac 
1781 “ 

SQRST.F J Public Service Co of Colorado 82/02/24 COLLINS, J T 
Region 4. Office of Director 2pp 12908 192 24X 

Plche 90-267,82/02/24,8204070119 


— 8204070123 "Semiannual Effluent Rep t, du 1-Dec 1931 " 

a Public Service Co of Colorado 02/02/24 37pp 12988.154 
24X Fleha 90-267,82/02/24,0204070119 


8204180269 Foruards montblg operating rapt for Her 1982 
UARENBOURO, 0 Public Service Co of Colorado 88/03/00 
Director 's Office, Office of Inspection and Enforcement Ip. 
12634 030. 24X Fleha 50-267,82/03/00,0804120289 


O Inspection reports, IE Dulletlns t, correspondence 


8804130228 Forward* IE Insp Rept 90-867/88-05 on 620201-28 t, notice of 
vtolatlon 

MADSEN, O.L Region 4, Office of Director 02/03/17 LEE, 0 R 
Public Service Co of Colorado 8pp 12656 380 a4X 
Plche 50-267, 82/03/17, 8204130838 


— 8204130230 Notice of violation from insp on 820801-80 

MADSEN, 0 L Region 4, Office of Director 88/03/17 8pp 
18656 330 84X Ficho 90-267,82/03/17,8204130888. 


—8204130833 IE Imp Rept 90-267/82-09 on 880801-28 Noncompliance noted 
duplicate sample* for radioactive liquid release not taken 
prior to release Qros* concentration of rad loactlvl tg 
arceedtd limit. 

D1CKER80N.M U , PLUMLEE, 0 L. , WESTERMAN, T. F, Region 4, Office of 
Director 88/03/10 1 Ipp 18636’ 332 a4X Ftche 90-867.82/03/17, 

8804130828 


8204120263 Forward* IE Insp Rept 90-267/82-03 on 020222-26 No 
noncomp I lanco noted 

MADSEN, 0 L Division of Resident, Reactor Project l< Engineering 
Programs 82/03/26 LEE, 0. R Public Service Co of Colorado 2pp 
12639 308 24X Flche 90-267, B2/03/26. 8204 120263 


— 8204120868 IE Insp Rapt 90-867/88-03 on 820882-26. No noncompl lance 
noted Major areas inspected licsnscc QA program, organliation 
t administration t< onslta review committee 

BOARDMAN, J R. , CN088KAN, N A Division of Resident, Reactor Projact 
t. Englnearing Program*. B2/03/23 6pp. 12639 310 24X 

Fleha 90-867, S2/03/26, B204120263 


8204120193 Forwards response to recommendations contalnad in LA6L/ 
Advanced Science 6 Technology Assoc ropt Adequacy I, 
acceptability of approach used to develop insp requirements 
will be determined upon receipt of NRC response 6 comments. 

BREY, H L Public Service Co of Calorado 02/03/29 CLARK, R 

Oporatlng Reactore Branch 3 32pp 18637 103 24X 

Flche 90-867,08/03/29,8204180153 


8804090347 Forward* IE Bulletin 82-01, "Alteration of Radiographs of 
Maids in Piping Subassamb 1 Its " No specific actions 
required 

COLLINS. 0 T Region 4, Office of Director 82/03/31 Public 
Service Co of Colorado 3pp 12689’ 293 24X Fiche 30-000, 

08/03/31, 8204090347 


0204090391 Forwarde lE Info Notice 82-10, “Following Up Symptometlc 
Repairs To Assure Resolution Of Problem " No response 
required 

COLLINS, d T Region 4, Office of Director. 02/03/31 Public 
Service Co. of Colorado Spp 12687 068 24X Flche 90-000, 

88/03/31, BS040V0301 


8804190498 Forward* IE Info Notice 82-09, "Cracking in Piping of Makeup 
Coolant Lino* at BfcW Plants," No written response requested. 

COLLINB.d T. Region 4, Office of Director. 88/03/31 Public 
Service Co of Colorado 8pp. 18689:039 84X Flche. 50-000, 

88/03/3 1 , 8204 1 9049B. 


0808040148 IE Info Notice 88-11. "Potential Inaccuracies in Mid* Rang* 
Pressure Instrumsnts Used In Mestinghous* Designed Plant* " 

8ve list end, 

JORDAN, E L Division of Engineering t< Quality Assurance. 82/04/09 
63pp, 12878:342 24X Fi c he; 90-000, 82/04/09, 8802040142. 


— 8204120293 Monthly operating rept for Mar 1982 

MCBRIDE, L H Public Bervlc* Co of Colorado 88/04/08 3pp. 
12634 031 24X Flche 50-267.08/03/00,0204120889 


8204130190 Monthly oparatlng rept for Mar 1903 

UAREKSOUROi D Public Sarvlca Co. of Colorado 8S/04/07, Office 
of Nuclear Reactor Regulation, Director lOpp 18636 086 24X 

Flche 90-867,82/04/07,8204180190. 


S Reportable occurrences, LERs t, related correspondence 


82040S014S Forwards LER B2-006/03L-0 Detailed event analysis end 
HAREMBOURO, D Public Service Co of Colorado 88/03/19 
COLLINS, d T Region 4, Office of Director 4pp 12919.276 S4X 
Flche 90-267.82/03/19,8204050142 


— 8204090146 LER BS-OOh/OSL-O On 88031S, primary coolant moisture esceaded 
Tech Specs Caused by contamination w/molsturc during malnt 
outage Reactor shutdown & coolant purification trains 
utlllied to rtduce impurity levels 

FULLER, C Public Service Co of Calorado 62/03/19. Region 4. 
Office of Director Ip 18919.280 24X Fich*: 90-S67.8S/03/19, 

8204090142. 


8204090088 Forwards LER B2-008/03L-0 Detailed event analysis end 
MAREHeaURO, D Public Service Co of Colorado 82/03/29 
COLLlNS.d T Raglon 4, Office of Director App 12918 167 S4X 
Plche - 90-267. 02/03/29. 0204090008 


— 8204050094 LER 82-00B/O3L-O on 8S0228, nine Class 1 snubbers found 
inoperable during surveillance tasting of hydraulic shoefe 
suppressor* Caused by thermal contraction 6/or ■stomal seal 
leakage Snubbers repaired as esquired 

PULLER, C Public Service Co Of Colorado 82/03/29 Region 4, 
Office of Director ip 12918 173 24X Fleha , SO-267. 82/03/89, 

8204090088 


8204120409 Forward* LER 92-009/03L-0 Datalled event analysii encl. 
UAREMBOURO, D Public Bervice Co of Colorado 88/04/09 
COLLINS. J T Region 4, DffUa of Director Spp. 12640 199 24X 

Ficho 90-267.02/04/09.9204120408 


—8204180415 LER e2-009/03L-0 on 820306, during valve lineup for 
authorlied gas waste release, tome gas released through 
vacuum tank Caused by valve left open during preparations 
Unsampled release terminated 6 valve lineup corrected 
fuller, C Public Service Co of Colorado 88/04/09 Region 4, 
Office of Director Ip 18640 204. 84X Flche’ 90-367, 82/04/09, 

8204120408 


8204130111 PNO-IV-62-014 on 020403, unp la nned release of radioactive 
gases into reactor tldg occurred, Release traced to 
instrument valve fittings in moisture monitoring sys 
Tertiary covers replacad on Instrument panstration 
MESTERMAN.T F , MADSEN.O L. Raglon 4. Office of Director 88/04/09 
Ip. 18699 160 24X Fic h», 90-267, 88/04/05, 62041301 1 1 


8204280216 LER 01-044 hat been cancelUd 

CQLLINS.M Public Service Co of Colorado 82/04/27. Region 4, 
Office of Director. Ip 12870.307 24X Flche 50-867.02/04/87, 

8204280316 


8808040143 IE Info Notice B8-l2r "^urva 11 lane a of Hydraulic Snubbers." 

JOROANiE^'u. Division of .Engine or in g Quality Assurance 88/04/21 
64pp. 18873; OOl. , 8fX FJ ehejW-ODO, 88/04/S !• 8802040143, 



DOCKETED ITEMS 


:KET 30-Z69 OCONEE NUCLEAR STATION, UNIT 1 


Stcurlty, mvdlcalj emargency ti fire protec tlan plane 


14230300 Olscuites inherent pToblen iaj/4-uire emergency notification 
ys telephone circuit To prevent loctupiutil ihoold eniure 
hat eeconif call !• not eetablished ulthin ZO-t after 
riginal call 

TOHRf J P Olvlilon of Emergency Preparedneii U -Operational Support 
02/01/29 UHBIO. R E Florida PgiDer & Light Co FEROUSON, U H 
frglnia Electric ft Pouer Co 4pp 1281ft 132 24X 

iehe 90-000, B2/01/29, 3204230300 


4230420 Reiponde to yueetlone re nature of Ttiponee during 
nergenci|, NRC role during emergency ft need to effectively 
nterface u/llceniee organitatlon at technical eupport ctr ft 
nergency operatloni facility during retponee to emergency 
rOHR» J P Oivlilon of Emergency Preparedneet ft Dperatlonal Support 
32/01/29 UHRIO.fl E Florida Power ft Light Co FEBeuSOM, J H 
Srglnla Electric ft Pouer Co 7pp 12815.264 24X 

tche 90-000.02/01/29.0204230420 


1230472 Oiicuetee schedule of info to be eubmitted by utile in 
Ivance of emergency preparednio ciercice Appropriate state 
local agenciei should be Inf-ormsd well m advance of 
crclses to facilitate partlc i pat j on 

□HRi U P Dlvlilbii of Emergency Preparednese ft Operational Eupport 

12/01/29 UHRIO. R E Florida Power ft Light Co NICHOLS. T C 

uth Caroline Electric ft Oat Co PARRIS, K. O Tennessee Valley 
thority 4pp. 12614 294 24X Fiche 90-000,82/01/29,0204230472 


230214 Commends util initiative re installation of early uarning 
bile noilficatiDn sys ft efPortt on development ft 
plication of crlsle ingt plan deta transmittal eys 

PEILLT, J P Rsgion 2, Off let nf Director 82/03/08 Duke Power 
Ip 12013 124. 24 X Fiche 90-000,82/03/08,8204230214 


230416 Oiicussos 820317 telcon re emergency notlflcetion sys 
uipment upgrede discussed in NRC 810ft29 1 tr ft provides 
11 clar i f Icat ion re equipment upgrade Upgrade designed to 
irove sys operability ft reliability, 

1E1LLY.jp fleglon 2, Office of Director 82/03/25. PARKER.If □ 
IS Power Co Ip. l2Blft 210 24X Fiche 90-269,32/03/29, 

14230416 


130027 Releases public version, of revised emergency plan 
■iementlng procedures 

TOM, J H Division of Rules end Records 32/03/29 Documant 
lagemcnt Sranch Ip 12671 164 24X Fich e‘ 30-269, 82/03/29, 

14130027. 


'4130029 Forwards public version of revision to Emergency Plan 
mplementlng Procedures AP/O/A/ 1000/10 re emergency 
vacuatlon of station personnel ft PT/0/0/ 2000/04 re insp of 
echnlcal support Ctr 

ARKEff, W 0 Duke Pouer Co 82/03/13 DENTON, H R Office of 
uclear Reactor Regulation, Director STDLZ, J F Operating 
sactori Oranch 3. Ip 12671:163 Z4X Fi che: 90-269, 02/03/29, 
204130027. 


B204090J5Z Requests copies of I le eniee /app 1 1 e an t requests for 
extension or exemption re implementation -of 10CFR73 21 
Only Haddam Neel ft Millstone have submitted fees ft fee 
# 0 rms , 

TREfIPER.L License Fee Management Branch 82/04/05 Office of 
Nuclear Reactor Regulation, Director Ip 12633 260 24X 

Fiche 50-000.02/04/09,0204090192 


6204120149 Relcasei public version of Revision 3 to administration ft 
loglitfci plan of crisis mgt team 

FELTON, J N Division of Rules and Records 82/04/06 Dpcumont 
Management 8r«nch Ip 12654 001 24 X Fiche 50-000,82/04/06, 

3204120149 


— 8204120152 Forwards public version of Revision 3 to administration ft 
logistic* plan of crisis mgt team Receipt form end 
PARKER, N O Duke Power Co 82/03/29 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pf 12654 002 24X 

Fiche 50-000,82/04/06,8204120149 


— B204120154 Public version of Revision 3 to administration ft logistics 
plan for crisis mgt team 

« Duke Power Co 02/08/01 ISOpp 12654 009 24X 

Fiche 90-000,82/04/06,8204120149 


J Insurance ft indemnity in forma t ion 


0204140461 Responds to FOIA request for SECV-eO-460 ft SECY-01-549 
Forwards documents listed in App A 

FELTON, J H Division of Rules and Records 81/11/13 
AR.M9TR0N0,K A, Oebevoise ft Liberman Zpp 12675 091 24X 

Fiche 50-000,81/11/13,3204140461 


— 8204140475 Advises that Commlsiion has approved publication of FR 
notice of intent to modify util indemnity eyreenent to 
extend coverage to Oconee irradiated fuel stored at KcOuire 
reactor 

CHIUR, S J Office of the Secretary of the Commission 81/10/27 
DIRCKSiH J Office of the Executive Director for Operations 2pp 
12679 176 24X Fiche 50-000.01/11/13.0204140461 


P Operating license stage documents ft correspondence 


8204220309 Responds to FOIA request for seven categories of documents 
re TMI action plan 

FELTON. J M Olvlslon of Rules and Records 81/11/12 SHOLLV.S C 
Union of Concerned Scientists 6pp 12324 100 24X 

Fiche 90-000. 01/1 J /12.02O422O3e9 


— 8003130391 Dlscutssi Jan 19-00 site visits to verify implementation of 
Category A Lessons Learned requirements Requests that Div of 
Operating Reactors pro/ect managers ft IE regional director 
or residBut Inipsctor participate in site vialts 
EIBEMHUT, D 0 Division of Operating Reactors 80/01/10 
SCHWENCER.A, Operating Reactor* Branch i iPrs 000428) 9p p 
12824 155 24X Fiche 90-000,81/11/12.8204220389 


4130031 Public vspslon of Emergency Plan Implementing Procedures 
P/O/A/1000/10 re emergency evacuation station personnel ft 
r/0/B/2000/04 re Insp of technical support ctr Riviied 
ibis of contsnti sncl. 

Duke Power Co 02/03/00 19pp 12671: 166 24X 

I Che. 50-269,82/03/29, B20413D0Z7, 


10136 Releases public version of revised emergency plan 
lamenting procedures 

roff, J H Division of Rules and Records 82/04/02 Document 
igsment Branch ip 12699 134 24X Fichs 50-269.82/04/02, 

1130136 


6204010237 Forwards questions f-or BftU owners response re review of 
SftH abnormal transient operating guidelines program 
EIEENHUTiD 0 Division of Licensing 62/03/03 NALL. N Dabcock ft 

Wilcox Operating Plants Owners Oroup 24pp 12489 300 24X 

Fiche 90-000,82/03/03,0204010237 


8204010016 Summary of 820306 meeting w/B&W licensee* ft DftW re non Is 
cracking problem* Status of facility conditions listed 
WAONERiP C. Operating Reactors Branch 4 82/03/15 Operating 

Reactors Drench 4 23pp 12491 336 24X Fiche 90-000,02/03/19, 

D20401DQ16 


,130139 Forward* public version of revised emergency plan 
iplsmentlng procedur si, Inc l uding Proesdurts AP/O/A/ 1000/02 
snsrgsncy action level - unusual event ft AP/O/A/ 1000/03 
alert Privacy Info deletid per Oensric Ltr 81-27, 

HKER.W 0. Duke Power Co 82/03/23 DENTON, H R Office of 
clear Reactor Rsgulet ion. Director STOLZ, J F Operating 
actor* Branch 4. 2pp 12699 137 B4X FI che. 90-269, 02/04/02, 
04130136. 


130143 Public version of revised emergency plan imp lament itig 
occdurss. including Procedures AP/O/A/ 10 00/02 rt emergency 
tion level - unusual avent ft AP/Q/A/IOOO/03 re emtrsency 
blon level - alert. 

lilEfl, W. 0 Duke Pouer Co. 82/03/09 ISOpp 12659 139 
h t • 50-26 9, 82 /04/02. 8204130136, 


24X 


8203190001 Generic Ltr 82-05 to all licensas* of operating power 
reactor* re past-THt requl reman ts 

ElBENHOT.OO Division Of Licensing 82/03/19, HAUSPURG, A 
Consolidated Edison Co of New York 7pp 12513 120. 24X 

Fiche 90-000, 02/O3/19.02O3I9OOO1 


0204010302 Advlets that preliminary evaluation of safety ft relief 
val-vst in response to NUREO-0737 Item II 0 I fa-vorably 
demonstrates capability of operation unifer expe-ctad ft 
accident conditions Datalled rept provided by 820701 
PARKER, W a Duke Power Co 82/03/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 8TOL2, J Operating Reactors 
Branch 4 2pp. 12477’ 209 24X FI ch e; 90-269, 82/03/23, 0204010302 


8204080034 Forward* Amsnde 109,109 ft 106 to Licenses DFR-38, DPR-47 ft 
DPR-SS, reipec tlvely, eafat y evaluation ft notice of issuance 
ft aval labt 1 1 b y, Amends incorporate approved Inservice testing 
program 

WAGNERiP.C. operating Reactors Branch 4. 82/03/25, PARKER, W 0 

Duke Pouer Co. 3pp 12615 164 24X Flch e ; 90-269, 82/03/23, 

8204080034. 
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— 0204080030 Amend* 109il07 V J06 to Ltc»h«8s DPR“3Qi OPft-47 i DPR-55i 
r«(pectivelg> incorpoTating provliion* far intervlc* tettins 

pT'Osrdfn 

ST0LZ<0 r operating Reactor* Branch 4 82/03/23 llpp 

12613 187 24X Ficha 30-269102/03/29,8204060034 


8204080043 Safety evaluation *upporting Amend* 109,109 t> 106 to 

Uicense* DPR-3B, DPfl-47 i. DPR-39i reapoc 1 1 ve 1 g 
a Office of Nuclear Reactor Regulation, Director 82/03/23 
39pp 12619 190 24X Fiche 50-269,82/03/23,8204080034 


6204080046 Notice of issuance << availability of Amends 109,109 t< 106 to 

Licenie* DPR-30, DPR-47 t, DPR-S9, reap ec 1 1 ve 1 V 

8TOLZ, J F Operating Reactor* Branch 4 82/03/29 2pp 

12613 233 24X Fiche 90-269,09/03/23,8204080034 


0204010251 Submits response to 820119 request for addl info re shift 
technical advisor academic qualifications t< training 
programs Revleui of engineer function 4i shift technical 
advisor training program end 

PARKER, U 0 Duke Pouer Co 82/03/26 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZiJ F Operating Reactors 
Branch 4 lOpp 12477 176 24X Fiche 90-269,82/03/26.8204010251 


8204020290 Foruard* addl Info re revieu, completion of NUREO-0737, 1 tern 
II B 1, concerning RC8 high point vent sgs 

PARKER, N 0 Duke Pouier Co 82/03/26 DENTQN.H R Office of 
Nuclear Reactor Regulation, Director BTOLZ.vlF Operating Reactors 
Branch 4 2epp 12498 1 33 24X Fiche 30-269,82/03/26,8204020230 


8204070634 Requests uttl revieu proposed changes to radiological 
effluent Tech Specs to assess current position Meeting 
scheduled for 820817 t, 18 to discuss changes 

HAGNER.P C Operating Reactors Branch 4 82/03/30 PARKER, U. 0 

Duke Pouer Co 2pp 12397 078 24x Fiche 30-269,02/03/30, 

0204070634 


6204270313 Summary of 820316 meeting u,/Gt<U licensees ti representatives 
in BethesdaiMD re HPI noztle cracking Plant specific 
presentations given 

PADOVAN. H L Operating Reactors Branch 4 82/03/30 Operating 

Reactors Branch 4 Bpp 12872 123 24X Fiche 50-000,62/03/30, 

8204270315 


8204150012 Summary of 820324 meeting u/utll,Dt,W b ORNL in Dethesda.HD 
re pressurited thermal shock Issue Agenda, list of attendees 
b handouts encl 

VIBSINO, 0 8 Operating Reactors Branch 4 82/03/31 Operating 

Reactors Branch 4 39pp 12710 093 24X Fiche 90-269,82/03/31, 

8204150012 


8204120303 Informs that NRC request for addl Info re Oeneral Design 
Criteria 3, 9 6 19 has been addressed in FSAR Specific 
Incomplete areas should be identified 

PARKER, W.O Duke Power Co 82/04/09 DENTQN.H fl Office of 
Nuclear Reactor Regulation, Director. BTOLZ, J F Operating Reactors 
Branch 4 2pp. 12634 016. 24X Fiche 30-269,82/04/08,0204120303 


0204120360 Ack receipt of NRC 820219 Itr requesting addl info re 
environ qual 1 f ication of saf etg-related electrical 
equipment Info In process of preparation b ulll ha submitteii 
by 820430 

PARKER, W 0 Duke Power Co 02/04/06 DEHTON.H R Office of 
Nuclear Reactor Regulation, Director STOLZiJ E Operating Reactors 
Branch 4 ip 12641 236 24X Fiche 50-269,82/04/06,0204190368 


0204210419 Forward* Amend* 110,110 b i07 to License* DPR-3a. DPR-47 b 
DPR-63, rotpcc tlvely, safety evaluation b notice of issuance 
b availability Amend* revise Tech 8pac to Include emergency 
feedwater sy* automatic Initiation circuitry testing 
WAGNER, P C Operating Reactor* Branch 4. 02/04/08 PARKER, W 0 

Duke Power Co 2pp 19800- 186 a4X Fiche 50-969,82/04/08. 
8204210419 


6204160198 Notifies that respanses to 820311 questions re low temp 
overpressure protectlpn will be delayed until 820604 due to 
manpower limitation* b other high priority issues 
PARKER. M O Duke Power Co 82/04/09 DENTON.H R Office of 
Nuclear Reactor Regulation, Dlrvctor STOLZiJ F Operating Reactors 
Branch 4 Ip 12699 238 24X Fiche 30-269,82/04/09,8204160198 


92042B0089 Foruards Franklin. Research Ctr request for addl info re 
800907 response to IE Bulletin 80-04, "Analysis of PHR 
Main Steam Line Break w/Continued Feedwater Addition " 

Response requested within 45 days 

BTOLZ, 4 F Operating Reactor* Dranch 4 89/04/09 PARKER, W 0 

Pennsylvania Power Co 3pp 12876 346 24X Fiche 30-269,82/04/09. 

8304280089 


8204160155 Generic Ltr 82-08 to all PWR plant licensees b applicants re 
transmittal of NURE0'-0909 relative to Olnna tube rupture 
if/o encl NUREO List of NRC recipients oncl 

EtSENHUT.D 0 Division of Licensing 83/04/19 HAUSPURO.A 

Consolidated Edison Co of New York PARRI8>HG Tennessee Valley 

Authority 7pp 12787 203 24X Fiche 30-000.89/04/13,8204160193 


8204200158 Forwards response to Generic Ltr 82-05, "Gtatu* of Post-THI 
Requirements " 

PARKER, W a Duke Power Co 82/04/16 DENTON.H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J F Operating Reactors 
Branch 4 8pp 12740 031 24 X Fiche 90-269,82/04/16,8204200138. 


8204210293 Generic Ltr 32-0? to all power reactor 1 icensees, app 1 leant* 
for OL. NSS3 vendors b reactor vendors re environ 
qualification of saf«ty-r elated electrical equipment 
NRC position re qualification requirements end 
EISENHUT.DO Division of Licensing 82/04/20 HAUSPURO, A 

Consolidated Edison Co of New York SLICHNOTH, D H towa-Il llnois 

Oas & Electric FINFROCK.I.R Oersey Central Pouer b Light Co 
18pp 1 2862 337 B4X F i che- 50-000, 82/04/90, 0204210295 


Q Inspection reports, IE Bulletin* b correspondence 


8204130006 Accepts justification for continued operation ponding 
resolution of equipment qua 1 1 f 1 cation program required by 
IE Bulletin 79-011! Sufficient info provided to support 
interim safe operation 

STOLZ, J F Operating Reactors Branch 4 82/03/03 PARKER. U 0 

Duke Power Co 2pp 12638 356 24 X Fiche 80-269,03/03/09. 

8204130006 


8204140252 Forwards IE Insp Repts 30-269/82-06, 30-270/82-06 b 
30-207/82-06 on 820217-18 No noncompliance noted 
LONG, F J Division of Project b Resident Progrems 82/03/24 
PARKER. U 0 Duke Power Co 2p p 12664 192 24X 

Fiche 30-969, 82/03/24, 8204140232 


—8204140257 IE Iptp Repts 50-269/02-06. 50-270/82-06 b 50-287/88-06 On 
820217-18 Mo nonconpllance noted Major areas inspected 
amargency planning re interface between licensee b Region 
2 

TAYLOR, P A , JENKINS, O R Division of Emergency Preparedness b 
Operational Support 82/03/23 4pp 12664 194 24X 

Fiche 50-269, 82/03/24, 82041 40232 


8204230333 Forwards IE Insp Repts 30-269/82-08,30-270/02-00 b 
30-287/82-08 on 020309-12 No no ncomp 1 lance noted 
LONG. F J Division of Project b Resident Programs 02/03/25. 
PARKER, H 0 Duke Power Co 2pp 1S016 096 24X 

Fiche 50-269, 82/03/23. 0204230333 


—0204230339 IE Insp Repts 50-269/82-00,90-270/82-09 b 90-287/82-08 nn 
820309-12 No noncomp llanc s noted Major areas inspected, 
full-scale emergency exercise 

ANDREU5,D L , CLINE, N E. . TAYLOR, P A Division of Emargency 
Preparedness b Oparatlonal Support 82/03/23 Upp. 12316.098 
24X Fiche; 50-269, 82/03/25. 8204230333 


—8204210438 Amends 110,110 b 107 to Licensee DPR-3B, DPR-47 b DPR-59, 
respec tlve 1 y I revising Tech Spec to include emergency 
feedwater sys automatic initiation circuitry tasting b 
clarifying raqulramants for anticipatory trip. 

STOLZ, J F Operating Reactor* Branch 4. 02/04/08 3pp. 

12800 188 24X Fiche 50-269,82/04/08,0204210419. 


8204140372 Forwards IE Info Notice 82-08, “Check Valve Failure* on 
Diatcl Ocneretor Engine Gaoling Sys " No action or retponse 
requested 

O'REILLY, J P Region 2, Offtca of Director. 82/03/26 UHRtO, R E 
Florida Pouar b Light Go BATUM.Q Southern Co Service*, Inc. 
4pp 12670' 311. 24X Fiche 90-000.82/03/26,8204140372 


-0204210615 Safety evaluation supporting Amend* 110,110 b 107 to 
Llcan*** DPH-aa, DPR-47 b DPR-95, respectively, 

* Office of Nuclear Reactor Regulation, Director. 02/04/00 
12800 192 24X Fiche, 50-269, 82/04/00, 8204210419 


4pp 


0204140435 Forwards IE Info Notice B2-'10i “Following Up Bymptiomotic 
Repairs to Assura Resolutlan of Problem '' 

O'REILLY. JP Region 2, Office of Director 82/03/31. UHRIO. R E. 
Florida Power b Light Co OATUMiO Southern Co. Services, Inc 
4pp 12670 005 24X Fiche 50-000,82/03/31,8204140433. 


-9204210625 Notice of Issuence b ovallabltity of Amend* 110,110 b 107 to 
Licenses DPR-39. DPR-47 b DPB-59* i'e*P«“ve»9 ^ 

STOLZ, J F Operating 

12800.197 94X Fiche’ 90-269, 82/04/08, 0204210419. 


8204230373 Conflrni* corrective actions taken resulting from B20323 insp 
re breach of containment integrity per 82032? telcon Action* 
will he presented In detail in 14-dav rept 

O'REIULV.J. P Region 2t Office of Director. 82/04/01 PARKER. H.O. 

Duke Power Co ip. 12816:030 24X Fiche. 30-269, 82/04/01. 

8204230373 
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)S04H0147 Ack r*6*ipe of 02O3Z4 I*r inforfflirj NRC of ftopt takon to 
corroot VioJitlon* notod In IE Imp Ropt* 50''269/82-04* 
50-270/62-04 V 50-207/82-04 

LOUQrF J Diviolon a# Project t R»*ideht ProBramS- 02/04/07, 
PARKER, M D Ouk* Power Co Ip 12665 077, 24X 

F{che.S0-26?i 62/04/07. 8204140147 


-8204(40152 Retponde to NRC BS030S Itr re violation* noted in IE Imp 
flept* 50-267/02-04.50-270/02-04 & SO-207/B2-O4 Corrective 
action* fuel handling si/epended Hatch properlg *ecored t 
fuel handling resumed 

PARKER. MO Duke Power Co 62/03/24 0 'REILL,/. J P Region 2. 

Office of Director 2pp 12665 078 24X Flche 50-269.62/04/07. 

8204140147 


-8204140156 Forward* JE In*p Rept* 80-267/02-04,50-270/62-04 4 
50-287/82-04 on 620110-0210 ti notice of violation 
LONO.F J Dlvielon of Project I< Hesident Program* 82/03/09 
PARKER.HO, Duke pDwtr Co. 2pp 12669 100 24X 

riche 50-267. 82/04/07, 8204140147. 


6204140160 Notice of vloletion from Incp on 820110-0210. 

e Region 2. Office of Director. 82/03/05. Ip, 12665 102 24X 

Flche 50-267,82/04/07.6204140147 


B204140162 IE Insp Rept* 50-267/82-04,50-270/82-04 & 50-287/02-04 on 
620110-0210. Noncompliance noted failure to secure equipment 
hatch during fuel handling 

0RDER8.8. ■ lOHATONlBrA . BRYANT, J. C Dlvlelon of Project U 
Resident Progrem* 82/03/09. 12pp. 12665 103 24X 

Flche. 50-269,62/04/07, 8204140147 


D4260377 Foruards evaluation of rillef reiquest* & notfc* of granting 

relief from certain ABME code.Bactlon XI. ''Rule* for 

Instrvlce Insp of Nucltar Power Plant Component* " 

fASNER.P C Operating Aaactore Branch 4 82/04/06 PARKER. U 0 

luke Power Go 14pp 128SB.266 24X Flche. 90-267. S2/04/OB. 

1204260377 


1204260380 Notice granting relief from ASHE Code.Section Xt 
raqulrcment* re intervica insp of nuclear power plant 
components 

srol-Z,\f F Operating Reactors Branch 4 82/04/08 2pp 

12859.280 24X F 1 c h e . 50 -269, 62/04/ 00. 02042603 7 7 


'2040142 IE Info Notice 82-11. "Potenttel Inaccuracies in Hide Range 
rassure Instruments Used In Meftlnghouse Designed Plant* " 

VC list ancl 

□RDAM.E L Division of Engineering t< Oualttg Asiurenca S2/04/07 
3pp 12878.342 24X Flche- 50-D0O. 82/04/07, 82020401 42 


4140401 Forwards IE Bulletin 82-01. "Alteration of Radiograph* of 
elds in Piping Sutassemtiles. ” 

'REILLV.J.P Region 2. Office isf Director 82/04/13 tIHHtO.R E 
lorlda Power b Light Co VERDERY.E H ED0 Nuclear, Inc. 9pp. 
2670:358 24X FI c he’ 90-000, 82/04/13. 8204140401 


1140442 Forwards IE Info Nntlc* 82-07, "Crackinj In Piping of 
ikeup Coolant LInds at 6t>M Plants." to ha reviewed for 
isstbla eppl Icabll 1 tg 

'REILLY. JF Region 2. Office of Dlrictor. 02/04/13, UHRIO. R E 
lorlde Power 6 Light Co 4pp 12666 251 24X 

che 90-000.82/04/13.0204140442. 


1260361 Forwards tehulatlDns on sttam ganerator insp b malnt fo-r 
U plants katad on info provided bg util 

OLZ. J. F. Operating Rsactart Brench 4 82/04/15 Dukt fouer Co 

Bpp 12655 268 24X Flche; 50-000, 02/04/ 15i 8204260361. 


040143 IE Info Notice 82-12, "Surv* il lane e of Hgdraulic Snubber*," 
end SVC list 

RDAN, E.L. Division of Engineering b Oualltg Atsurence 82/04/21 
pp. 12873 001 24X Flche. 50-000,62/04/21, B2D2040143 


■rlodlc operating reporti b related correspondence 


150316 Foruards monthly operating repts for Fab 1981, 

IKERfW 0 Duke Power Co. 81/03/13 Office of Management and 
igram Aneltfei* Ip. 12661.289. 34X FI che. 90-267, 81/03/13. 

>4150316 


— 8204150319 Monthly operating repts for Mar 1701 

REAVIS Duke power Co. 81/04/15 I6pp, 12681 303 24X 

Flche 90-267,81/04/19,8204150311 


6204150324 Forward* raonthlg operating repts for Apr 1781 
PARKER.W □ Duke Power Co 81/05/19 Office of Management and 
Program Analgiii Ip 12683 204 24X F1 c he , 50-269, 81 /05/ 1 9 , 

8204150324 


— 9204150331 Moothlg operating repts for Apr 1701 

REAVIB.vf A Duke Power Co 81/05/19 16pp 12603 205 24X 

Flche 50-267,81/05/15,8204190324 


8304I50'334 Forwards monthly operating repts for May 1701 

PARKER. H 0 Duke Pouter Co 01/06/15 Office of Management and 
Program Analysis Ip 1S633 110 24X Flche 50-267.01/06/15, 

0204190334 


— 0204160338 Monthly operating repts for May 1781 

REAVIS, J. A Duke Power Co 81/06/19 16pp 12603 111 24X 

Flche 50-267,81/06/19,0204190334 


B204160A63 Forioards monthly operating rspts for June 1961 

PARKER, N 0 Duke Power Co. 81/07/15 Office of Management and 
Program Analysis. Ip 12704 191 24X FiChe 50-269.81/07/15. 

6204160463 


— 0204160466 Monthly operating rept* for June 1981 

REAVIS. J A Duke Pooler Co 61/07/ 15 16pp. 12704 192 24X 

Flche 50-267, 81/07/15, 8204160463. 


0204160377 Forward* monthly operating rept* for Jul 1981 

PARKER. M □, Duka Power Co 81/08/15 Office of Management and 
Program Analysis Ip 12707 111 24X Flche 90-267,81/08/19, 

0204160379, 


— 6204160333 Monthly operating rapt* for Jul 1781 

REAVIS, J A Duke Power Co 81/08/15 Ip 12707 112 24X 

Flche- 50-267. 81/06/15, 8204160377 


8204160402 Foruards corrected page from monthly operating rept for 
Aug 1781 

PARKER. N C Duke Power Co 81/07/17 Office of Management and 
Program Analysis Ip. 12707 175. 24X Flche- 50-267, 81 /07/17. 

0204160402 


—6204160406 Corrected page to monthly operating rept for Aug 1981, 
REAVIS. J A Duke Power Co 81/07/17 ip 12707 176 24X 

Flche. 50-267,81/07/17, 8204160402 


8204050017 Forwards monthly operating rept* for Jan 1902 

PARKER. N 8 Duke Power Co 82/02/15 Office of Management and 
Program Aitalytle. Ip. 12521 037 24X Flche 50-269.02/02/19, 

B204050017, 


— 8204050029 Monthly operating repts for Jan 1982 

REAVIS, J A Duke Power Co 02/02/19, 16pp, 12921 036 24X 

Ficht 50-269,02/02/19.8204090017 


8204170260 Forwards monthly operating repts for Mar 1702 

PARKER.W a Duke Power Co 82/04/19. Director's Office, Office 
of Inspection and Enforcement Ip. 12721 246 24X 

Flch* 90-267,82/04/15,8204190260. 


—'0204170264 Monthly operating repts for Har 1782 

REAVIS, J A Duka Power Co. 02/04/15. I7pp. 12721 247. 24X 

Flche 50-267,02/04/15,0204170260 


9 Reportable occurrences, LERs b related correspondence 


0204190107 Respond* to FOiA request that OECD Incident Reporting 0ys 
rept* b* placed In PDR. Documents listed in app available in 
PDR, Other pertinent document* completely withheld (ref FOIA 
Ecsmptlai) 41. 

FELTON. J H, Division of Rule* and Records 81/11/07. CONNOR, L. 
Doc-Search At sac late*. 3pp. 12700:337. 24X Flche SO-OOO. 01 /11/07. 

0204190107 


14150321 Monthly operating rsptt far Feb 1901 
!EAVI8,J A Duke Power Co 81/03/13 16pp, 

Ic h e . 50-269, 01 /03/ 13, 6 2041 50 3 1 6. 


<2601:286 


a4X 


— 0204190277 Incident Reporting Sye Rept 64 re PUR pressure vessel 
embrl ttlemcnt 

a Organiiatlon for Economic Cooperation b Development (Parle). 
81/09/27. Spp. 12707.345. 24X Flche; 90-000. 01/1 1/09, 0204 150107. 


90311 Forwards monthly operating repts fop Mar 1901. 

KER,N 0, Duke Power Co 81/04/15. Office of Hanagcment and 
gram Analytlt. Ip 12681:302 24X Flche: 50-269, 01/04/15, 

415031 1. 


8204020520 Forwards LEfi 82-002/(917-0. Detailed event analytli end. 
PARKERtN.O. Duke Power Co. 82/03/12. O'REILLY. F Region 2, 
Office of Director, 3pp. 12499.229 24X FiChe, 50-269, 82/03/12, 

8204020520. 
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— 8204OS0S42 LER 92-002/O1T-0 on B20222i contr ol oparator mavad group B 
control rod! into Tach Spec raitrictrd araa to clear core 
a>ial imbalance alarm Caused bg operator error Rod petition 
corrected tr computer alarms modified to include group 8 
KUTZER.J F Duke Pouar Co 62/03/ IS Region 2. Office of 

Director ip 12499 232 24X Ficha 30-269,82/03/12.0204020320 


8204160339 RO 269/02—06 On 020306. i team generator 10 Indicated tuba 
leak of 0 08 gpm, cone 1 1 tut ing abnormal degradation of RCPO 
Complete invettlgation rcpt ulll be submitted bg 820402 
PARKER, U O Duka Power Co 82/03/19 O'REILLY. J P Region 2, 
Office of Director Ip 12701 107 24X Fleha 30-269,82/03/19, 

8204160339 


8204160232 Forwards LER 82— 005/03L— 0 Detailed evant analgiis and 
PARKER, W 0 Duka Power Co 82/04/Oi O'REILLY, J P Region 2. 
Office of Director 2pp 12696 232 24X Ficha 30-269,82/04/01, 

8204160232 


—0204160236 LER 82-003/03L-0 on 920302, react or bldg sprag pump declared 
inoperable due to inabllitg to achieve required flow rate 
Caused bg running for 3-h w/no suction flow Pump replaced, 
tostad ti returned to svc 

NORRIS, J F Duke Power Co 02/04/01 Region 2. Office of 
Director Ip 12696 234 24X Flche 30-269,82/04/01,0204160232 


82042B0324 RO 269/92—06 on 020306, steam generator 10 Indicated tube 
leak of 0 08 gpm Incident under Invettlgation Neit rept 
aspected bg 820416 

PARKER, U O Duke Power Co 82/04/02 O'REILLY, J P Region 2, 
Office of Director Ip 12863 328 24X Flche 30-269,02/04/02, 

0204200324 


B204160S76 Forwards LER B2-OO8/O1T-0 Detailed event analgsls end 
PARKER, w o Duke Power Co 82/04/06 O'REILLY, J P Region 2, 
Office of Director Bpp 12701 036 a4X Flche 30-269,82/04/06, 
8204160576 


— 8204160383 LER 02-OO8/OiT— 0 on 820323, air found flowing into reactor 
bldg through Instrument line test tec in penetration UB-13 
due to missing cap from tee Caused bg personnel error Test 
tee cap rap laced 

KUTZER, J F Duke Power Co 82/04/06 Region 2, Office of 
Director Ip 12701 039 24X Flche 30-269,62/04/06,8204160376 


8204160343 Revised RO 269/B2-0B’ correcting Page 2 of 020406 submittal 
re missing air leak cap Change indicated by sidebar on 
corrected page 

PARKER, U 0 Duke Power Co 02/04/09 O'REILLY, J P Region 2. 
Office of Director 2pp 12706 322 a4X Flche 30-269,82/04/09, 
0204160345 


82O4SS0S06 Informe that review per RO-269/S2-07 has determined that 
plant design t< const predate std re Westinghouse SAI~1 tgpe 
relags not meeting full surge requirements 

PARKER, W 0 Duke Power Co 82/04/09 O'REILLY. JP Region 2, 
Office of Director Ip 12870' 313 24x Flche SO-269, 82/04/09, 

8204280206 


8204280293 Forwards LER 02-OO9/O1T-O Detailed event analysis end 
PARKER, W 0 Dube Power Co 82/04/07 O'REILLY, JP Region 2. 
Office of Director 2pp 12870 108 24X Flche 30-269,82/04/09, 

8204280293 


—8204280299 LER B2-009/01T-0 on 020329, five differential praeiure 
regulators for oxygen supply on channel Q hydrogen analyier 
found defective Caused by mfg deficiency 

KUTZER, J F Duke Power Co 82/04/09 Region 2. Office of 
Director Ip 12870.110 B4X Flche 30-269,82/04/09,8204200293. 


0204280033 Forwards LER 82-006/01T-0 Detallad event analysis and 
PARKER, H a Duke Power Co. 82/04/16 O'REILLY, J t> Region 2 , 
Office of Director app 12870 202 a4X Flche' 30-269, 02/04/16. 
6204280033 


— 8204280033 LER 02-OO6/O1T-O on 820306, steam generator tube leak of 
approx 0 08 gpm Indicated by condensate steam air ejector 
offgas radiation monitor Caused by crack In tuba 76-2. Unit 
shut down, I eaklng tuba stabillxad I< plugged. 

KUTZER, J.F Duke Power Co. 82/04/16 Region 2, Office of 
Director Ip. 12070 204 24X Flche' 30-269, 82/04/16, 8204280033 
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F aecurlty, medical, emergency (, fire protection plans 


8204230308 Discusses inherent problem w/4-wirc emergency notification 
sys telephone circuit To prevent lockup, util should ensure 
that second call is not established within 20-s after 
orlg Inal call 

8T0HR, J P Division of Emergency Preparsdnese & Operational Support 

82/01/29 UHRIO.R E Florida Power & Light Co FEROUeON. J HI 

Virginia Electric t< Power Co 4pp 12816 132 24X 

Flche 30-000. 82/01/29.8204230308 


02O423O42D Responds to questions re nature of responee during 
emergency.NRC role during emergency 6 need to effectively 
Interface w/licansai organlxatlon at technical support ctr (i 
tmargency operations facility during response to emergency 
STOHRi J P Division of Emergency Preparedness 8, Operational aupport 

82/01/29 UHRIO.R E Florida Power t< Light Co FEROUBON, J H 

Virginia Electric Power Co 7pp 12813 264 24X 

Flche 90-000,82/01/29,8204230420 


0204230472 Discusses schedule of Info to be submitted by utils In 
advance of emergency preparedness exercise Appropriate state 
t, local agencies should be Informed well In advance of 
exercises to facilitate participation 

BTOHR, J P Division of Emergency Preparedness t. Operational Support 

82/01/29 UHRIO.R E Florida Power << Light Co FEROUBON, J H 

Virginia Electric U Power Co 4pp 12814 294 24X 

Ficbe 90-000.82/01/29,8204230472 


B20423O214 Commends util initiative re installation of early warning 
public notification sys h efforts on development it 
application of crisis mgt plan data transmittal sys 

O'REILLY, J P Region 2, Office of Director 82/03/08 Duke Power 
Co. Ip 128 1 8 124 24 X Flche' 30-000, 32/03/08. 0204230214 


8204230416 Discusses 820317 telcon re emergency notlflcetlon lys 
equipment upgrade discussed in NRC 810629 Itr t, provides 
addi clarlf Icatlon re equipment upgrade Upgrade designed to 
Improve sys operability U reliability. 

O'REILLY. J P Region 2. Office of Director 82/03/33 PARKER, W 0 
Duke Power Co Ip 12816 218 24X Flche 50-269.82/03/23, 

B204230416 


8204130027 Releases public version of revised emergency plan 
Implementing procedures 

FELTON, J M Division of Rules and Records 82/03/29 Document 
Management Drench Ip 12671' 164 24X Flche 50-269,82/03/29, 

0204130027 


— 0204130029 Forwards public version of revision to Emergency Plan 
Implamantlng Procedures AP/O/A/iOOO/10 re emergency 
evacuation of station personnel & PT/0/B/2000/04 re Insp of 
technical support ctr 

PARKER. U O Duke Power Co. 62/03/18 DENTON, K R Office of 
Nuclear Reactor Regulation, Director 8T0LZ, J F Operating 
Reactors Branch 3 Ip. 12671 163 24X Flche 50-269.02/03/29, 

S204 130027 


— 8204130031 Public version of Emergency Plan Implementing Procedures 
AP/O/A/ 1000/10 ra emergency evacuation itatiun personnel It 
PT/0/B/2000/04 re Insp of tochnUal support ttr Revised 
table of contents end 

a Duke Power Co. 82/03/08 19pp. 12671. 166. 24X 

Flche' 30-269, 82/03/29. 8204130027 


8204130136 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J (1 Division of Rulss and Records 62/04/02 Document 
Management Branch. ip 126S9 134 24X Flche 90-269,82/04/02, 

8204130136 


■8204130139 Forwards public version of revised emergency plan 
implementing procedures, including Procedures AP/O/A/ 1000/02 
re emergency action level - unuiuel event ti AP/O/A/ 1 000/03 
re alert Privacy Info daloted per Oenerlc Ltr 01-27 
PARKER, M 0 Duka Power Co 02/03/23 DENTON, H.R Office of 
Nuclear Reactor Regulation, Director 8T0LZ, J F. Operating 
Reactors Branch 4 2pp. 12639.137 24X Flche • 80-269, 82/04/02, 

B2041 30136, 


——8204130143 Public version of revised emergency plan Implementing 
procedures, including PToeedurei AP/O/A/lOOO/02 re emergency 
action level - unusual event «t AP/0/A/I000/O3 re emergency 
action level — alert 

PARKER, M O. Duke Power Co 82/03/09 I50pp, 12699' 139 a4X 
Flche : 30-269, 02/04/02, 8204130136 
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04090192 R« 4 u*sii coplis of 1 lceiiie«/4 9 Plic ant raq^utits for 
»rtaii«l(>n or aiamptton ro imp 1 aman tati on of iOCFflJ’3 21 
Onli| Na<iitam Nack & Mlllifcooa tiava aubmltfcad faea & fat 
forms 

TRCKPERtL Llcansa Fea Hanaganant Branch aS^O4/05 Dfflca of 
Nuclaar Realtor Ragulatlonr Dirac tor Ip 1S633 2&0- 24X 

Fitba 50-000. 82/04/08, 8204070192 


8204080034 ForuiariiJ Amands 107,107 !, 106 to Licanat* DPR-3Q. DPR“47 (< 
DPR-93i ratpec t i val (j, saf at g evaluation h notice of issuance 
6 availabUitg Amends tncorporeta approved inservlee testing 
program 

MAONER, P C aperaClng Reactors Branch 4 82/03/25 PARKER, U 0 

Duka Pouer Co 3pp 12615 1B4 24X Fiche 50-267,82/03/25, 

B204080034 


04120149 Releases public version of Revision 3 to administration b 
logistics plan of crisis mgt taam 

~ELTOM, J n Division of Rutas and Records 82/04/06 Document 
lanagement Branch Ip 12654 001 24Xrlchf 50-000,02/04/06, 
1204120147 


— 8204080038 Amends 109. 107 t 106 to Licenses DPR-30, DPfi-47 1, DPR-55, 
raspectlvelg, incorporating provisions for inservice testing 
program 

5T0LZ< vf F Operating Reactors Branch 4 62/03/25 ilpp 

12615 107 24X Fiehe 90-267,02/03/25.0204080034 


1204120192 Foruiards public version of Revision 3 to admin 1 stratlon t> 
toglstics plan of crisis mg t team Receipt form enc 1 
PARKER, KO Duke Power Co 82/03/27 DENTOff, H R. Office of 
Nuclear Reactor R'eguiatior, Director. 3pp 126S4 002 24X 

Fiche 90-000. 82/04/06.3204120149 


204120154 Public version of Revision 3 to administration & logistics 
plan for crisis mgt team 

a Duke Power Co 82/02/01 ISOpp 12654 009. 24X 

Fiche- 50-000, 82/04/06, 8204120 149 


Insurance it Indemnltg Information 


1140461 Responds to FOIA reguest for 9eCY-aO-46B Ic BECY-Bl~S47 
iruards documentt listed li\ App A 

'LTON/JH Division of Rules and Racords. 01/11/13 
IM8TRDM8, K A Debavoise & Liberman. 2pp 12675 091 24 X 

Che 90-000. ai/1 1/13, B204i4D46f 


04140479 Advises that Cominlsflon has approved publlcetton of Fft 
notice of Intent to modify util Indcmnltu agreement to 
eitend coverage to □conae irradiated fuel stored at HcOuirc 
r sactaT. 

CHILK.S J. Office of the Secretary of the Commission. 01/10/27 
DIRCKB.tf J. Office of the Eiccutive Director for Operations, 2pp 
12675 176 24X Fiche; 50-000,01/11/13.8204140461 


peretlng license stage documents & correspondence 


22039S Responds to FDIA request for seven categories of documents 
TKI action plan 

.TON, J M Division of Rules and Rscords. 01/11/12. BH0LLY.8 C 
ion of Concerned' Scientists 6pp 12024 100, 24X 

•he- 50-000, 81/11/12.8204220305 


>3130391 Discusses Jan 1980 sits visit* to verify Implementation of 
rategorg A Lessons Learned requirement* ReAuests that Dlv of 
Iparating Reactors project managers tc IE regional director 
'r resident Inspector participate in site visits 
ISENHl/r, D. 0 Dlvlilon of Operating Reectors 80/01/10 
'CHMENCER.A Operating Hoaetors Branch 1 <Pre 800428) 7pp. 

2824 159 24X Fiche- 50-000. 81/11/12.82 04220305. 


10237 Forwards questions for BLN ounsrs response re review of 
abnormal transient operating guidelines program 
ENHUIT.D 0 Division of Licensing. 02/03/03. HALL, W Babcock {< 
coi Operating Plants Owners Croup 24pp. 124B9;300 24X 

he-30-000. 82/03/03,0204010237 


10016 Summary of 820308 meeting w/DliH licensees It B&ll re noizle 
eking problems Status of facility conditions listed. 

4ER,P C. Operating Rsactors Branch 4 02/03/15 Operating 
:tors Branch 4. 23pp. 12471 336. 24X Fiche 50-000,82/03/151 
1010016 


>0001 Oenerlc Ltr 62-05 to all llcensaes of operating power 
tors re post-TNI requirements 

NHUT.O 0. Division of Licensing, 82/03/19. HAUBPURO. A. 
olldated Edison Co of New York 7pp 12513- 128 24X 

e 50-000, 82/03/17, 8203170001. 


0302 Advises that preliminary evaluation of safaty It raliaf 

«s In reeponse to N3RE0-X}737 Item 11. 0 1 favorably 

nitrates capability of operation under aipectad {■ 

dent conditions Detailed rept provided fay B20701 

EH, HD Duke Power Co, 82/03/23 DENTON, H. R. Office of 

ear Reactor Regiilatian, Olroctor, STai.2.J. . Operating Reactors 

Ch 4 2pp. 12477:207 24X Fiche 50-269,02/03/23,8204010302. 


3232 Advisee that mark BZ demonetratlon aseembly is not 

•bla for reinsortton In Cycle 6 core, supplementing 

L3 propoeal for OL amend it Tech Spec revision to 

>rt operation at full rated power during Cycle 6 

:h.H 0 Duko Power Co. 82/03/24. DENTON, H. R Office of 

>ar Reactor Rogulatton, Director 0TOLZ, J, F. Operating Reactors 

h 4 . 3pp, £2479 337. 24X Ficho: 90-270, 82/03/24, 820401 0232 


— B2D4080043 Safety evaluation supporting Amends 107,109 I, 106 to 
Licenses DPR-30, DPIl-47 4( DPR-59, res pec 1 1 vel y 
* Office of Nuclear Reactor Regulation, Director 82/03/25 
39pp 1261 5 178 S4X Fiche 50-267,82/03/25,8204080034 


— 8204080046 Notice of issuance 5 availability of Amends 107,107 L 106 to 
Licenses OPR-38, OPR-47 J< DPR-5S, r e * p ec t i v e 1 y 
BTQLZi J F Operating Reactors Branch 4 82/03/25 2pp 

12615 233 24X Fiche 50-269, 82/03/25, 6204000034 


B2O40102S1 Bubmlts response to 620115 request for addl Info re shift 
technical advisor academic qualifications 1, training 
programs Review of engineer function t, shift technical 
advisor training program end 

PARKER, N O Duke Power Co 82/03/26 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ.O F Operating Reactors 
Branch 4 lOpp 12477 176 24X Fiche 50-267.03/03/26,8204010281 


0204020250 Forwards addl info re review completion of NUREO-0737, I tem 
It 0 1, concerning RCS high point vent sys 

PARKER-W □ Duke Power Co 02/03/26 DENTON, H fi Office of 
Nuclear Reactor Regulation, Director BTOLZ.J F Operating Reactors 
Branch 4 2app 12478 153 24X Fiche 50-267,82/03/26,8204020250 


0204070634 Requests util review proposed changes to radiological 
affluent Tsch Specs to assess current position Meeting 
scheduled for 020817 (, 18 to discuss changes 

MAONER.P C Operating Reactors Branch 4 03/03/30 PARKER, H □ 

Duke Power Co 2pp 12597 07B 24X Fiche 50-269,82/03/30, 

0204070634 


B2D427DS19 Bummary of 820316 meeting w/BLW licensee* 1, representatives 
in Dethesda.MD re IHPI nozile cracking Plant specific 
presentations given 

PADDVAN, M L Operating Reactors Branch 4 S2/03/30 Operating 

Reactors Branch 4 Spp 12072 123 24X Fiche 50-000,82/03/30, 

8204270515 


8204120303 informs that NRC request for addl Info re General Design 
Criteria 3,5 1, 1? has been addressed in FEAR Specific 
incomplete areas should be Identified 

PARKER, N 0 Duke Power Co 82/04/05 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 6T0LZ, J F Operating Reactors 
Branch 4 2pp 12634 016 24 X FI c h e, 50-267, 82/04/03, 820412 0303 


8204120366 Ac k receipt of NRC 020217 ltr requesting addl info re 
environ qualification of safety-re lat ed electrical 
equipment info in process of preparation tr will be submitted 
by 820430 

PARKER, W 0 Duke Power Co 82/04/06 DENTON. H R Office of 
Nuclear Reactor Regulation, Director STOLZ.O E Operating Reactors 
Branch 4 Ip 12641 236 24X Fiche 50-267,82/04/06,6204120368 


8204210419 Forwerds Amends 110,110 U 107 to Licenses OPR-SB, DPR-47 i, 
1>PR-S9, respec tlve ly, safety evaluation & notice of issuance 
St availability Amends revise Tech Spec to include emergency 
feedwater lya automatic initiation circuitry testing 
NAONER, P C Operating Reactors Branch 4 82/04/08 PARKER, M, 0 

Duke Power Co 2pp 12800 186 24X Fiche 50-269,82/04/08, 

820421041? 


— 8204210438 Airicnd* 110,110 it 107 to Licenses DPR-39, DPR-47 li 0PR-9S, 
respec tlve 1 y, revi sing Tech Spec to Include emergency 
feedueter sys automatic initiation circuitry testing t< 
clarifying requirement* for anticipatory trip 
&TOLZ, 0 F. Operating Reactors Branch 4 92/04/00 Spp 

12800.168 24X FlChe 90-267,82/04/08,8204210419 


— 8204210615 Ba fety evaluation supporting Amends ilo, ilO ti 107 to 
Licenses DPR-3B, DPR-47 It DPR-55, respectively. 

* Office of Nuclear Reactor Regulation, Director 82/04/08 4pp 
12800 172 24X Fiche 50-267,02/04/08,8204210419. 


— 8204210625 Notice of Issuance ti availability of Amends ilO, liO It 107 to 
Llcansai DPR-39, DPfi-47 it DPR-3S, raspactively. 

STOLZ, J. F, Operating Reactors Branch 4. 82/04/08 2pp. 

12800 197 24X Flehe'30-269, 82/04/00,0204210419. 
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€304160198 Notifies that responses to 630311 (luestions re low temp 
overpressure protection ulll be delayed until 6S0604 due to 
manpower limitations ti other high priority issues 
PARKER. W 0 Duke Power Co B2/04/09 DENTON. H R Office of 
Nuclear Reactor Regulation. Director STOUZ. 0 P Operating Reactors 
Branch 4 Ip 13699 338 34X Fiche 30-369. 83/04/09, 6304160196 


8204360089 Forwards Franklin Research Ctr reguest for addl info re 
B0OS07 response to IE Bulletin 60-04. "Analysis of PUR 
Main Steam Line Break w/Contlnued Feedwater Addition " 

Response reauested within 43 days 

STOLZ.J F Operating Reactors Branch 4 63/04/09 PARKER, M 0 

Pennsylvania Power Co Spp 13876 346 34X Fiche 30-369. 83/04/09. 

8304380089 


B3041601SS Generic Ltr 63-08 to all PUR plant licensees ti applicants re 
transmittal of NUREO-0909 relative to Olnna tube rupture 
U/o end NUREO. List of NRC recipients end 

EISENHUT. 0 0 Division of Licensing 82/04/13 HAUSPURG.A. 
Consolidated Edison Co of New York DIETCH. R Southern California 
Edison Co KATHEUS. E R Uisconsin Public Service Corp 7pp 
12767 203 a4X Fiche 30-000.82/04/13,8204160155 


6304200156 Forwards response to Oeneric Ltr 82-05, “Status of Post-TMI 
Requlremonts " 

PARKER. U 0 Duke Power Co 63/04/16 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ.J F Operating Reactors 
Branch 4 Spp 13740 031 S4X Fiche 50-269,63/04/16,8204300136 


8204310295 Generic Ltr 02-09 to all power reactor 1 icensees, app llcants 
for OL, N8S8 vendors S, reactor vendors re environ 
<iualif Icatlon of safety-related electrical equipment 
NRC position re qualification requirements end 
EISENHUT, D 0 Division of Licensing 82/04/30 HAUSPURO, A 
Consolidated Edison Co of New York 8LICKN0TH, D R lowa-Illlnois 

Oas «< Electric FINFROCK, I R Jersey Central Power & Light Co 
18pp 12862 337 34X Fiche 50-000.83/04/20.8304310395 


0 Inspection reports, IE Bulletins 1, correspondence 


8204230230 Forwards status & schedule for completion of work associated 
w/reanalyiis b correction of nonconformances identified as 
result of IE Bulletin 79-14, "Seismic Analysis for As-Built 
Safaty-Relate d Piping Sys " Info supplements 811016 ltr 
PARKER, U 0 Duke Power Co 82/02/02 O'REILLY, J P Region 3, 
Office of Director Spp 13817 306 24X FlchV 50-270, 82/02/02, 

8204230230 


8304130006 Accepts justification for continued operation pending 
resolution of equipment qualification program required by 
IE Bulletin ?9-0iB Sufficient info provided to support 
interim safe operation 

8TDLZ,J F Operating Reactors Branch 4 63/03/03, PARKER, U 0 

Duka Power Co 3pp 13658 356 34X Fiche 50-269,83/03/05, 

8204130006 


8304140253 Forwards IE Insp Repts 30-369/82-06,50-270/82-06 b 
50-287/82-06 on 830317-18 No noneompl lance noted 
LONG, F J Division of Project b Resident Programs 83/03/34 
PARKER, U 0 Duke Power Co. Spp 12664 192 24X 

Fiche 50-269, 83/03/24, 8204140252 


—8804140257 IE Insp Repts 50-269/82-06,50-270/03-06 b 50-387/88-06 an 
630217-18. No noneompl iance noted Major areas inspected, 
emergency planning re interface between licensee b Region 
2 . 

TAYLOR. P A ) JENKINS, 0 R Division of Emergency Preparedness b 
Operational Support 83/03/33 4pp 12664 194 24X 

Fiche 60-369.03/03/24,8204140353 


8304230333 Forwards IE Insp Rtpts 50-369/82-08,50-270/82-08 b 
80-387/82-08 on 820309-12 No noncomp 1 lance noted 
L0N0>F J Division of Project b Resident Programs 83/03/35. 

PARKER. W 0 Duke Power Co Spp 12816' 096 24X 
Fiche- 50-269. 82/03/25. 0204330333 


S20414043S Forwards IE Info Notice 83-10. "Following Up Symptomatic 
Repairs to Assure Resolution of Problem " 

O'REILLY, JP Regions, Office of Director. 02/03/31 UHRIO. R. E 
Florida Power b Light Co DATUM, 0 Southern Co, Services. Inc 
4pp 12670 005 24X Fiche 50-000,83/03/31.8204140435 


8204140147 Ack receipt of S20324 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-269/62-04, 

50-370/82-04 b 50-387/82-04 

LONO,F J Division of Project b Resident Programs 82/04/07. 
PARKER, U 0 Duka Power Co. ip 13665 097. 24X 

Fiche- 50-269, 82/04/07, 8204140147 


--8204140152 Responds to NRC 820305 ltr ra violations noted In IE Insp 
Repts 50-369/02-04, 50-270/82-04 b 50-887/82-04, Correc tlve 
actions. fuel handling suspended Hatch properly secured b 
futl handling rtsumed 

PARKER, H 0 Duke Power Co. 82/03/24. 0 'REILLY, J P Region St 

Office of Director 2pp 12665.098. 24X Fiche 50-269.82/04/07. 

8204140147 


--8204140156 Forwards IE Insp Repts 50-869/02-04,50-270/82-04 b 
50-287/83-04 on 620110-0210 b notice of violation 
LONO, F J, Divlilon of Project b Resident Programe 02/03/09 

PARKER. U 0 Duke Power Co 2pp 12665 100 24X 

Fiche 50-369,83/04/07,8204140147 


--6204140160 Notice of violation from insp on 820110-0210 

» Region 3, Office of Director 83/03/05. Ip. 12665-102. 84X 

Fiche 50-369,82/04/07.8204140147 


—8204140162 IE Insp Repts 80-269/82-04,50-270/82-04 b S0-2B7/82-04 On 
820110-0210 Noncompliance noted* fal lure to secure equipment 
hatch during fuel hand 1 ing 

ORDERS, W , lONATOMia, A, , BRYANT, J.C Division of Project b 

Resident Programs 82/03/05. ISpp 12665.103 24X 

Fiche 50-269,62/04/07,8204140147 


6204260377 Forwards evaluation of relief requests b notice of granting 
rslief from certain ABME code, Section XI, "Rules for 
Instrvlce Insp of Nuclear Powar Plant Gompentnts " 

UAONERiP C Operating Raactors Branch 4. 62/04/08 PARKER, W □ 

Duke Power Co t4pp. 12850.266 24X FI che' 50-269, 62/04/08. 

8204360377. 


"8304360360 Notice granting relief from ABME Coda. Section XI 
Tsqulremtntt ri Ineervlea insp of nuclear power plant 
components 

STOLZiJ F Operating Reactors Branch 4 82/04/06 2pp 

12058 2B0 34X Ficha. 50-3A9. 02/04/00,8204360377. 


8203040142 IE Info Notlea 82-11, "Potential Inaceuractas in Mid# Range 
Pressure Instruments Used in Mestlnghouse Designed Plants." 

8ve list enc 1 . 

JORDAN, E L Division of Engineering b Ouallty Assurance. B2/04/09 
63pp 12078-342 24X FI che- 50-000, 02/04/09, 8202040142. 


8204140401 Forwards IE Bulletin 82-01, "Alteration of Radiographs »f 
Utlds In Piping Subaeeemb 1 lea, " 

O'RElLLYiJP Region 2, Offlet of Director. 82/04/13 UHRIO.R.E 
Florida Power b Light Co YERDERY, E H EDS Nuclear, Inc. Spp. 
12670,356 24X Fiche 90-000,82/04/13,8204140401 


6204140442 Forwards IE Info Notice 82-09, "Cracking in Piping of 
Makeup Coolant Lints at BbM Plants," to ha reviewed for 
possible app 1 ieab 1 1 i ty, 

O'REILLY.J.P Region 2, Office of Director. 82/04/13 UHRIO.R.E. 
Florida Power b Light Co 4pp. 12666 251 24X 

FI chs: 50-000, 82/04/13,8204140442. 


8204260361 Forwards tabulations on steam generator insp b malnt for 
BbU plants based on Info provided by util. 

STOLZf J F Operating Reactors Branch 4 82/04/15. Duka Power Go 

18pp. 13855,288. 24X Fiche: 50-000, 82/04/ IS. e204&60361. 


—0804230339 IE Insp Repts 50-269/82-08,50-270/82-08 b 50-207/83-08 on 
820309-12 No noncompliance noted Major areai inspected- 
full-scale emergency exerclit 

ANDREW8, D L , CLINE, W E , TAYLOR,? A Division of Emergency 
Preparedness b Operational Support, 82/03/23 Hpp 12B16 098, 
24X Fiche- 50-269, 82/03/25, 0204230333 


8204140372 Forwards IE Info Notice 82-08, "Cheek Valve Failures on 
Diesel Generator Engine Cooling Sye, " No action or responee 
rtQutitotf 

O'REILLY.J.P Region 2, Office of Director 82/03/26 UHRIO.R.E. 
Florida Power b Light Co BATUM, 0 Southern Co. Servieee, Inc, 

4pp 12670-311 24X Fiche- 50-000, 82/03/26, 0204140372. 


6202040143 IE Info Notice 82-12, "Burve 11 lane e of Hydraulic Bnukbars." 
U/encl eve lift. 

JORDAN, E.L Olvielon of Engineering b Quality Assuranca. 82/04/21, 
64pp. 12873 001. 84X Fic h a- 50-000, 82/04/21. 8202040143 


R Periodic operating reports b rtlstad correspondanea 


8204150316 Forwards monthly oparating repts for Fab 1961, 

PARKER, U.O Duks Power Co, 81/03/13 Office of Nanagcniant and 
Program Analysis, Ip. 126Bli883, 24X Fiche- 50-269, 81/03/13, 

6204150316. 


-8204150321 Monthly opsratlng repts for Feb 1981. 

REAVIB. J. A, Duke Power Co. 81/03/13. 16pp. 12681.286. 

Fiche. 50-269, 81/03/ 13, 8204150316 


24X 
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SS04190311 FofWdTdc raonthln optrafeing rapti for Mar 1931 

PARKERiU. D Dul* Ponrar Co 01/^04/lS Offic* of rtanagimint and 
Prograw Analgaii Ip I2d>ai 302 24X Flcha S0-269r 31 /04/l5> 

3204150311 


— 9204150315 f1ontl)lg oparallnj rapts for Mar 1931 

PEAVI8 Cuka Pouer Co 31/04/15 16pp 12631 303 Z4X 
rich* 50-269r 8 1/04/ 15. 320415031 1 


82041S0324 Forward* montftlg optrating rap ta for Apr 1901 

PARKER. H 0 Duka Poii/ar Co Bl/OS/13 Offica of Matiagamant and 
Program Analgali. Ip 12633 204 24 X FicPa 50-269. 31 /05/ IS. 

B204IS0324 


— B2041S033I Monthlu oparatlng rapt* for Apr 1981 

REAVIS. J A Duta Pouar Co 31/05/15 16pp 126B3 20 S 24X 

Flcha. 50-269. Bl/05/15. 8204130324. 


B2041S0334 Forinard* mpnbhlg oparating raptt for May 1931 

PARKER. M 0, Outa Powar Co 01/06/15 Offica of Managamant and 
Program Analga I*. Ip, 12633-110 24X Flc ha 50-269. 31/06/15, 

3204190334 


—3204230412 LER B2-005/01T-0 on B20312. in»p of fuel atsemblg 

w/aiptr imen tai Zlrcalog fpacar grids revealed that gride had 

moved from normal position Caused bg loss o.f contact u/Mark 

64 grids due to ueak eprlngt & too much gap grouth 

NORRIS, J F Duke Pouef Co 32/03/26 Region 2, Office of 

Director Ip 12366 234 24X Flc he 50-270.32/03/26.8204230407 


3204280294 Forieards LER 82-004/01T-0 Detailed event analgsie end 
PARKER. W 0 Duka Power Co 82/04/13 0'REIH.Y. JP Region 2. 

Office of Director 2pp 12870 111 24X Flche 50-270.38/04/13. 

3204280294 


— 82042B0301 LER 82-004/01T on 020302. t ei ti ng of HPI noiile areas 
revealed loose 2A2 thermal sleeves (. cracks in ID of safe 
end tt piping Caused bg thermal fatigue Cracked piping, safe 
end 6 thermal sleeves replaced 

NORRIS, JF. puke Power Co 02/04/13 Region 2. Office of 
Director Ip 12070 113 24X Flche 30-270,82/04/13,8204280294 


0204280304 Forwards LER 32-006/01 T-0 Detailed avent analgsis end 
PARKER, M D Duke Power Co 02/04/16 O'REILLY. J P Region 2. 
Office of Director 2pp 12063 044 24X FI ch a , 50-270, 82/04 / 1 6. 

B2042B0304 


--8204150338 Hpnthly operating rapt* for Mag 1981 

REAV18.3 A Duka Power Co B1/06/1S 16pp 12683 111 24X 

Flche 50-269.81/06/15,8204150334 


1204160463 Forwards monthly operating repts for June 19S1 
PARKER. M 0 Duka Power Co, 81/07/15 Office of Mariagement and 
Program Analysis Ip 12704 151 24X Flche 50-269.61/07/15. 

8204160463 


— 8804280310 LER 82-0D6/O1T-O on 820402. spent fuel assemblg moved from 
spent fuel pool racks to sipping can while spent fual pit 
ventilation tgs out of svc Caused by personnel error Fuel 
handling susp ended 

KUTZER.J F Duke Power Co 82/04/16 Region 2, Office of 
Director Ip 12065 046 24X Flche 50-270,82/04/16,8204280304 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


-8204160466 Monthly operating repts for June 1901 

REAVI8.J A Duka Power Co. 31/07/15 16pp 12704:152 24X 

Flche 50-269,81/07/15,3204160463 


204160379 Forwards monthly operating repts for Jul 1981 
PARKER. H O Duka Power Co 81/08/15 Office of Management and 
Program Analgsis Ip 12707:111 a4X FI ch* 50-269, 01/08/15, 
3204160379 


F Securltg. medical, emargencg t. fire protection plans 


9204010136 Forwards IE Insp Repts 50-271/02-04 on 820216-19 No 
noncomp 1 lance noted, 

SMITHrO H Division of Emergency Preparedness << Operational Support. 

82/03/19 JACKSON. E W Vermont Yankee Nuclear Power Carp 2pp 

12478 023 24X Fiche 30-271.82/03/19.8204010136 


-3204160303 Monthly operating rapt* for Jol 1981 

REAVIB. J A Duke Power Co 01/03/15 Ip 12707 112 24X 

Flche 50-269,31/08/15,0204160379 


204160402 Forwards corrected page from monthly operating rapt for 
Aug 1981. 

PARKER, M 0 Duka Power Co 81/09/17 Office of Hanagement and 
Program Anal gelt. Ip 12707 195 24X Flche' 50-269, B1 /09/17. 

8204160402 


204050019 Forwards nanthly opsratlng repts for Jan 1902. 

PARKER. U 0 Duk* Power Co 82/02/19. Office of Management and 
Program Analgsis. Ip 12521 037 24X Ft che, 50-269, 82/02/15, 

8204090019 


8204050025 Monthly operating repts for Jan 1902 

REAV18.J A. Duka Power Co 82/02/15 IBpp 12521 038 24X 

Flche. 80-269, 32/02/15. 8204050019. 


— 0204010143 IE Insp Rept 50-271/82-04 on 020216-19 No noncomp 1 iance 
noted, Major areas inspected annual emergency preparedness 
exercise observation & Insp 

UOLTNER.e . CROCKER, H W , ADRAHAM.K Division of Emergsncg 
Preparedness 1. Operational Bupport 02/03/12 4pp 12470 025 
24X Flche 50-271.02/03/19,0204010136 


9204150439 Forwards changes bo securltg training ti tiual if icatlon 
program Changes withheld (ref tOCFR2 790) 

SMITH, R L Vermont Yankee Nuclear Power Corp 02/03/19 
VAS3ALL0. D 8 Operating Reactors Drench 2 2pp 12684 235 24X 

Flche 50-271,32/03/19,0204150439 


0204200057 Conf irmatlon of Action Ltr 82-09 confirming 820309 
understanding that deficiencies identified during initial 
prompt notification sgs installation 4, testing will be 
corrected by 620601. 

SMITH, 0 H Division of Emergencg Preparedness 4, Operational 
Suppport 02/04/15 JACK0ON, E M Vermont Yankee Nuclear Power 
Corp 2pp 12742 309 24X Flche 30-271.02/04/15,8204200057 


'04190260 Forward* monthly o-peratlng repts for Mar 1982 

PARKER.M 0 Ouks power Co 82/04/lS Director's Office, Dffice 

of Inspection and Enforcement Ip. 12721:246. 24X 

Flche 30-269,82/04/15,8204190260. 


8204190264 Monthly operating rapti for Mar 1902 

RCAVIB. J A Duke Power Co 02/04/15. 17pp 12721. 247. 24X 

Flche 50-267.82/04/15, 8204170260 


Reportable occurrences, LERs l< related c orr eipondenca 


042BOS36 Forwards updated LER 01-018/017-1 

»ARKCR,M 0. Duke Pouer Co 62/08/1? O'REILLY, J.P Region 2, 
Jfftce of Director Ip. 12866.353 24X Flche; 50-270, 02/02/ 19, 

1204280536 


0204270096 Releases public version of revised emargencg plan 
Implementing pracedures table of contents 

FELTON, J, K Division of Rule* and Records 02/04/15 Document 
Management Branch Ip 12874 094 24X Fi che: 50-271 , 82/04/1 5, 

0204270076 


— 8204270090 Foruarde public version of revised emergency plan 
implementing procedures table of contents 

MARKT, D Vermont Yankee Nuclear Power Corp 02/04/05. Office 
of Nuclear Reactor Regulation, Director Ip 12674,095 24X 

Fiche" 50-271, 32/04/15, 9204270096 


— 9204270100 Pub 1 ic version of revised emergencg plan implementing 
procedures table of contents 

e Vermont Yankee Nuclear Power Corp 82/03/22 2pp 12974 096 
24X Flche 50-271.82/04/15,8204270076 


1204290540 Updated LER 81-OlB/OlT-t ; on 81 1 1 23, component cooling water 
discharge valve to Keows* tal trace inadvertently opened h 
failed to c lose, rasul ting In loss of prim* for emergency 
cooling discharge line, Caused by procedural deficiencies, 

KUTZER.J F. Duke Power Co 92/02/19 Region 2, Office of 
Director Spp. {2066:354, 24X Flche 50-270,92/02/19,8204280336. 


'4280407 Forwards LER 02-OO5/O1T-O. Detailed event analysis end 
ARKER.HO, Duke Power Co. 02/03/36. O'REILLY, J. P. Region 3, 
fftce of Oiractor. 2pp, 13066:292, 24X Flche: 50-270, 82/00/26, 

204290407. 


P Operating license ftage documents (, correspondence 


9204220594 Notification of 02032? masting u/utll in B*thc*da,MD to 
discuss experlsnct u/fsedwaCer notzle insp t, changes 
neciesitatsd by NUREO-0619 

ROONEY, V L. Operating Rsactor* Branch 2 82/03/17 VAS8ALL0, 0 B. 

Operating Reactors Branch 2 2pp< 12327 319 24X 

Fiche. 50-271, 82/03/17, 0204220594. 
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8203190001 o«n«ric Ltr B2-0S to all licantea* of oparating powar 
raactort ra post-THt requ Iramanta 

EISENHUT. D 8 Dlvlaion of Lie anting 83/03/19 HAUSPUROi A 
Consol Ida tad Edison Co of Naui York 7pp 12513 12B 24X 

Flcha 50-000, 82/03/19. 8203 190001 


8204010153 Advitas that Inarting of primary C Ontalnmant, par raviaad 
lOCFRSO 44, lui 1 1 bo complafced by Q20SD4 Qparation of purge b 
vent valves uill be modified after B20S04 Tost of sys 
proposed for early Apr Reviou requastod 

HARSQLAIS.L D Vermont Yankee Nuclear Power Corp B2/03/2& 

VASBALLOi D 8 Operating Reactors Branch 2 7pp 12478 032 24X 

Flcha 50-271,82/03/26,8204010153 


8204140628 Responds to util 800611 (i 810323 submittals ra TKl Action 
Plan Item II K 3 3, reporting relief valve & safety valve 
failures t, challenges Item considered resolved based on util 
comoiltment to meet requirement. 

VASSALLO, D H Operating Reactors Branch 2 B2/03/30 SMITH, R L 

Vermont Yankee Nuclear Power Corp 2pp 12686,098 24X 

Flcha 50-271,82/03/30,8204140628. 


8204060142 Oaneric Ltr B2-03 to all operating BURs re high burnup 
MAPLKOR limits. Based on listed considerations, plant-specific 
ref to OE position acceptable Overslia list of recipients 
end Aperture cards available in PDR 

EI8ENHUT.D O Division of Licensing 82/03/31 DELOEOROE.L 
Commonwealth Edison Co MQRISI.A V ■ STOWE, U 8 Boston Edison Co 
2pp 12652 079 24X Fiche 50-000,82/03/31,8204060142 


8204070456 Forwards proprietary YAEC-1299P “Methods for Analysis of 
BWR Transient Critical Power Ratio Analysis (RETRAN- 
TCPYAOl) ” Rept available in Central Fllas only Affidavit 
for withholding info per I0CFR2 790 end 
SMITH, R U Vermont Yankee Nuclear Power Corp 82/03/31 
VASBALLOrD, B Operating Reactors Branch 3 4pp 12575 240 24X 

Fiche. 50-271. 82/03/31. 8204070456 


6204060090 Submits info re comparison of facility lifting dovicss to 
ANSI 14 6-1978 design *< mfg crltsrla 6 status rspt of 
actions taken to meet Intent of NUREO-0612 Heed strongback 6 
dryer/ieparator sling assarnbly satisfy ANSI criteria 
JACKSON, E U Vermont Yankee Nuclear Power Corp 82/04/01 
EISENHUT, D 0 Division of Licensing lOpp 12554.162 24X 

Fiche 50-271.82/04/01.8204060090 


62041200B2 Summary of 820329 mooting u/utils in Bethasda.IiO ro 
feedwater noiile cracking List of attendaas ti viewgrapht 
anc 1 

ROONEY, V L Dperetlng Reactors Branch 2. 82/04/01 Operating 

Reactors Branch 2 4pp 12652 345 24X F iche* 50-271, 82/04/01, 

8204120082 


0204300284 Forwards 810914 systematic assessment of licensee 
performance, Jul 17BO-Jone 1981. 

HAYNE8>R C Region 1, Office of Director 82/04/01 CONWAY, U F. 

Vermont Yankee Nudeer Power Corp 47pp 1 2886' 357 24X 

Fiche 50-271,82/04/01,8204300284 


6204150412 Forwards request for addl info to complete review of 
Nl(HE0-O737 Item I A 2 1, upgrading reactor operator Ic senior 
reactor operator training qua! i f Ications ft II B. 4, training 
to mitigate core damage Response requested within 30 days 
VASSALLO, D.B Operating Reactors Branch 2. 82/04/02. BMlTH.fi. L 

Vermont Yankoe Nuclear Power Corp 6pp 12690 357, 24X 

F 1 c h e • 30-27 1 , 82/04 /02, 8204 1 504 1 2. 


8204150301 Application for Proposed Change 77,8uppl 1, to Llconia 
DPR-SSi Incorporating appropriate provisions of NUREO-0313, 

Revision 1, "Technical Rapt on Matl Salectlon li Procecilng 
Ouldaltnes for BHR Coolant Pressure Boundary Piping " 

HEIDER, L, H Vermont Yankee Nuclear Power Corp. 82/04/08 Office 
of Nuclear Reactor Regulation, Director. 3pp 12681.337 24X 

Fiche 30-271,82/04/08,8204150301. 


— 8204150310 Proposed Tech Spec pages, incorporating appropriate 
pravitlons of NUREO-031 3, Revision 1, "Tochnlcal Rept on Matl 
Selection fc Procosslng Ouldellnos for DWR Coolant Pressure 
Boundary Piping '* 

« Vermont Yankoe Nuclear Power Corp, 82/04/08, 2pp, 12681 339, 
24X Fiche 30-271,82/04/08,8204150301 


8204160279 Concludes that facility currently meets overall requirements 
of lOCFRSO. 44 ro hydrogen rocomblner capebi llty, Provision 
within regulation appears to okompt facility from further 
mods. 

EDWARDS, O.M. Vermont Yankoe Nuclear Power Corp. 82/04/09. 

EI8ENHVT, 0 0 Division of Licensing. Spp. 12695 036, 24X 

Fiche. 30-271, 82/04/09, 8204160279. 


8204160132 Oenerlc Ltr 82-07 to all BUR plant licensees t, applicants re 
transmittal of NUREO-OSO? relative to Oinna tuba rupture 
W/o and NUREO List of NRC rodplents end 

EISENHUT, D O Division of Licensing 62/04/15 Commonwsatth 
Edison Co 7pp. 12787:196 24X Fiche 30-000, 82/04/15, 82041601 52 


8304210295 Oenerlc Ltr 82-09 to all power reactor licensees, app licants 
for OL, N93S vendors 6 reactor vendor* re environ 
qualification of safety-related electrical equipment 
NRC position ro qualification requiremont* enc 1 
EISENHUT. 0 0 Division of Licanslng 82/04/20 HAUSPURO.A 
Consolidated Edison Co of New York tepp 12862 337 S4X 
Fiche 50-000,62/04/20,8204210295 


8204270456 Submits addl info requested 820224 re THI Action Plan Item 
II D 1, "RCS Vents " Exam of all sys required to maintain 
adequate core cooling determined all sys are configured at 
not to cauie loss of sys function 

SMITH, R L Vermont Yankeo Nuclear Power Corp 82/04/30 
VASSALLO, D B Operating Reactors Branch 2. ip 12853.342 24X 

Fiche- 50-271, 82/04/20, 8204270456 


8204300217 Buppls info provided In 810127 t, 620119 Itrs ra long-term 
Improvement program for scram discharge vol piping L 
instrumentation Supports for seismic considerations will be 
initallcd over next few months 

HEIOER.L H Vermont Yankee Nuclear Power Corp 62/04/20 

HAYNES, R 0 Region 1, Office of Director ip 12891 23i 24X 

Fiche 50-271,82/04/20.8204300217. 


Q Inspection reports, IE Bulletins & corresp ondence 


8204070494 Forwards IE Insp Rept 50-271/82-02 on 820111-15 No 
noncomp 1 iance noted 

MARTIN. T T Division of Engineering & Technical Programs 82/03/15 
SMITH, R L Vermont Yankee Nuclear Power Corp 2pp 1 2584. 235 
24X Fiche 50-271,82/03/15,8204070494 


— 8204070496 IE Insp Rapt 50-271/82-02 on 820111-15. No noncompl iance 
noted Major areas Inspected security p Ian, Implementing 
procedures, organi lation, program aud It, records b repts 
Details withheld <ref tOCFRS 790} 

COOAN.N J . BAILEY. R 3 , CODY, A T Division of Engineering l< 

Technical Programs 82/03/11 Ip 12584 237 24X 

Fiche 50-271.82/03/19,8204070494 


8204220594 Notification of 820329 moating w/utll in Bethesda.MD bo 
discuss experience w/fecduater notile insp & changes 
necessitated by NUf)EO-0619. 

ROONEY, V L Operating Reactors Branch 2 82/03/17. VASSALLO, D. B 

Operating Reactors Branch 2 2pp 12827-319 24X 

Fiche 50-271,82/03/17,8204220594 


8204010136 Forwards IE Insp Repts S0-271/B2-04 on 820216-19. No 
noncompllance noted 

SMITH, 0 H Division of Emergency Preparedness (i Operational Bupport 

82/03/19 JACK80N, E If Vermont Yankee Nuclear Power Corp 2pp 

12478.023. 24X Fiche 50-271.82/03/19,8204010136 


— 8204010143 IE Insp Rapt 50-271/82-04 on 820216-19. No noncompllance 
noted Major areas Inspac ted* annua 1 emergency preparedness 
exercise observation 1< Insp 

HOLTNER.E > CROCKER, H M , ABRAHAM, K. Division of Emergency 
Preparedness L Operational Support 82/03/12 4pp. 12478 025. 
24X Fiche 50-271.82/03/19,8204010136 


8204080566 Forwards tE Insp Rapt SO-271/82-Oi on 820105-0201 b notice 
of violation 

BTAR06TECKI, R, Division of Project ti Resident Programs 82/03/23, 
SMITH, R.L Vermont Yankoe Nuclear Power Corp. 2pp 12606 293. 24X 

Fiche- 50-271, 02/03/23, 8204080566 


--8204080568 Notice of violation from insp on 820105-0201 

8TARQ8TECKI, R, Division of Project tk Resident Programs 82/03/23 
2 pp. 12606 299. 24X Fiche; 50-271, 82/03/23, 8204080566. 


—8204080572 IE Insp Rept 50-271/82-01 on 820109-0201 Noncompliances 
noted radwaste outside controlled area 6 failure bo adhere 
to procedure AP400Q & procedure aP3021. 

RAYMONDiU J. , CDLLlNBtS J. , OALLO, R M. Division of project L 
Resident Programa. 82/03/18. 23pp. 12606:297. 24X 

Fiche. 50-271, 82/03/23, 8204080966 


8204190365 Forwards IE Info Notices 82-09, "Cracking In Piping of 
Hakaup Coolant Lines at BhU Plants*' t, 82-10, "Following up 
Symptomatic Rapairs to Assure Resolution at Problem " No 
written response required, 

HAVNESi R C Region 1, Office of Director, 82/03/31, O'TOOLE, J D. 
Consoli deled Edison Co of New York. CUITIS.N. M. Pennsylvania Power 
ii Light Co. KEMPER, J 8 Philadelphia Electric Co. 9pp, 12682!24r 
24X Fiche. 90-000, 82/03/31,8204150369. 
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S204I90462 Foru«rdi lE BuliatiTi 82-01. ‘'Alteration of Radiograph! of 
Ueld! In piping Sirbastambl iai “ No uritten raipontf 
required 

MAVNES.B C Region 1. Offlee of Director 82/03/31 O'TOOLE. J 
Contolldetad Edlten Co of Niu Vori TALLHAN. U C Public Service 
Co of Neui HampiMre POLLOCK. H S Long t«lind Lighting Co £pp 
12683 234 24X Flcbe 50-000.82/03/31.8204150462 


S Reportable occurreneeii LERt 6 related correspondence 


8204010227 Forward! LER 82-006/03L-0 

HOfiPH/.H P Vermont Van tee Nuclear Power Corp 82/03/21 

HAYNES, R C Region 1. Office of Director Ip 12477 349 24X 

Fiche 90-271.82/03/21.8204010227 


8204130484 Ravitei Bl0'?t5 commitment in reiponse to Mgt Appralial Itiip 
Kept S0-271/Bl.'3 Review It approval of procedure! to provide 
documentation of Dn-the- 4 ob' training will be ac c ompl i thed bq 
820601 

JACKSON. E N Vermont Yankee Nuclear Power Carp 82/04/07 
DEYOl/NO.R Director'! Office. Office af Inspection and Enforcement 
Ip 1267B 098 24X FUhe 30-27 1 . 82/0,4/07. 82041 30484 


3204220291 Forwards IE Health Physics Appraisal Repts 50-271/80-14 on 
800922-1003. notice of violation & significant appraisal 
findings 

HAVNE8. R C Region 1. Of flee of Director 82/04/07 ENITH. R L 
Vermont Vantee Nuclear Power Carp 3pp 12806 002 24X 

Fiche 90-271. 82/04/07.8204220291. 


-8204220254 Notice of violation from health physics appraise! on 
800922-1003 

* Region I. Office of Director 82/04/07 2pp 12806 OOS 24X 
Fiche 50-271,82/04/07,8204220251 


— 8204010229 LER e2-006/03L-0 on 020219. dur t ng normal surveillance on 
differential pressure lultchci DPIS 2-120 A.Q.C 6 0. switches 
A, 8 fc C found to be out of Tech Spec limits Caused by 
setpoint drift Switches reset to within required tolerance 
KORPHY,W P Vermont Vantee Nuclear Powar Corp 62/03/21 
Region i. Office of Director Ip 12477 350 24X 

Fiche 50-271,02/03/21,8204010227 


8204020407 Forwards LER 82-007/01 T-0 

MURPHY. M P Vermont Yantea Nuclear Power Corp 82/03/23 

HAVNES.R.C Region 1. Office of Oirector Ip 12303 330 24X 

Fiche 30-271,82/03/23.8204020407 


— 8204020409 LER 82-007/0 lT-0 on B20309, ca I cu 1 *ti ons of standby liquid 
control storage tank concentration versus tank level 
correlation did not account for specific gravity of sodium 
penaborate Proetdures corrected 

MURPHY. H, P Vermont Yankee Nuclear Power Corp 62/03/23 
Region {. Office of Director 2pp 12503 339 24X 

Fiche. 50-271, 82/03/23, 8204020407 


-8204220263 IE Hrelth Physics Appraisal Repts 50-271/80-14 on 
800922-1003 Mestnisses noted internal eiposure control, 
respiratory protection program 6 ALARA program 
KNAPP, P J Division of Engineering ti Technical Progrems 
EeSIO.TH Battelle Memorial Institute, Pacific Northwest 
Laboratory HADMAN.H H Madman 6 Associates 82/03/31 33pp. 

12806 007 24X Fiche 50-271,82/04/07,8204220231 


204190301 Application for Proposed Change 77,Suppl l.to License 
DPn-28j Incorp orating appropriate provisions of NUREO-0313, 
flfvision li "Technical Rept on Mail Selection 6 Processing 
Ouidellnes for BMR Coolant Pressure Roundery Piping " 

HEIOERiL H Vermont Yankee Nuclear Power Corp 82/04/08 Office 
of Nuclter Reactor Regulation. Director. 3pp 12681 337 24X 

Fiche 30-271.82/04/08,8204130301 


8204150310 Proposed Tech Spec p ages. 1 ncorpo rating appropriate 
provisions of NUREO-0313. Ravi t i on 1. ''Technical Rept on Mat I 
Setsetion & Frocssiing Ouidellnes for BMR Coolant Pressure 
Boundary Piping '' 

« Vermont Vantee Nuclear Power Corp 82/04/08 2pp 12681.339 
24X Fiche 90-271.82/04/08,8204130301 


8204050274 Forwards LER 82-00S/03L-0 

MURPHY. H P Vermont Yankee Nuclear Power Carp 82/03/23 

HAYNES, R C Region 1. Office of Director Ip 12926 059 24X 

Fiche 50-271,82/03/28.8204050274 


— 0204050282 LER B2-0OS/03U-0 on 820223, uni nt errup tlb le ac electric 
power lys tripped it lost power to motor control ctr 89B, 
rendering lys Inoperab I e. Caused by shorted out transient 
suppression capacitor dug to aging Capacitor replaced 
MURPHY. W P Vermont Yankee Nuclear Power Corp 82/03/23 
Region I, Office of Director 2pp 12926 060. 24X 

Fiche 50-271,82/03/25,8204090274 


8204300278 PNO-I-82-033 on 820424, fol lowing plant load decrease, reactor 
scrammed on low vessel water level it HPCl 4( reactor core 
isolation cooling sys actuated. Caused by malfunction In 
control sys for feedwater pump B regulating valve 
RAYMOND. M J , COLL INS. 8 J . OALLO. R Region i. Office of Director 
82/04/26 2pp 12888 142 24X Fiche 30-271.82/04/26.8204300278 


02040142 IE Info Notice 88-lir "Potential Inaccuracies in Hide Range 
Pressure Instruments Used in kfest Inghouse Designed Plants," 

Sve list end 

JORDAN. E L Division of Engineering b Quality Assurance 82/04/09 
63pp 12878 342 24X Fi Che- 50-000. 02/04/09, 8202040142. 


14190343 Provides responses to NRC requests for eddl info re relief 
from A5ME Section XI requirements Included In proposed 
iniervicc imp program 

IACKSONj E H Vermont Yankee Nuclear Power Carp 82/04/14 
MSBALLO, D B. Operating Reactors Branch 2 Itpp 12728 297 24X 

'Iche 90-271,82/04/14.8204190343 


12040143 IE Info Notice 82-12, "Survel J lane e of Hydraulic Snubheri " 
l/encl SVC list 

HDROAN, E L Division of Engineering tt Quality Assurance 82/04/21 
>4pp 12873 001 24X Fiche 30-000.82/04/21.8202040.143, 


DOCKET 50-272 SALEH NUCLEAR OENERATINO STATION. UNIT 1 


F Security, medical, emergency I. fire protection plans 


8204140537 Summary of 820308 meeting ui/utli re need for automatic fire 
suppression sys in, certain areas of facilities List of 
attendees U licensee presentation on fire hazard analysis 
enc J 

ROSS, H J Operating Reactors Branch 1 82/03/26 VAR0A.6 A 

Operating Reactors Branch 1 19pp 12674 342 24X 

Fiche 30-272, 82/03/26,8204140537 


8204290270 Forwards Attachment A to Part 3-2 of std operating 
procedure "Emergency Public In f o, Imp lement i ng 4, Std 
Operating Procedures for Filed Nuclear Facilitifs " 

» Maryland, State of 82/04/21 NRC - No Detailed Affiliation 

Olvsn Ip 12881 3S3, 24X Fiche 50-000,02/04/21,8204290270 


Periodic operating reports & related corre spondenca 


4I9D488 Forwards monthly operating rept for Feb 1982 
ACKSDHiE H Vermont Yankee Nuclear Power Corp, 82/03/09. Office 
f Management end Program Analysis Ip 12678:070 24X 

tche^50-271. 82/03/09, 8204130488 


— 9204290292 Attachment A to Part 3—2 of std operating procedure, 
''Emergency Public Info, Implementing t> Std Oparatlng 
Procedures for Filed Nuclear Facitittee " 

* Maryland, State of 82/04/30 30pp. 12B01 324, 24X 

Fiche 50-000,82/04/21,8204290270 


P Operating license stage documents t< correspondence 


204190494 Monthly operating rept for Fib 1982 
BUSOERiF Vermont Yankee Nuclear Powar Corp, 83/03/09 7pp, 
12678.091 24X FI chi, 30-271, 02/03/09, 8204130488 


1190219 Forwards monthly operating rept for Mar 1982, 

tCKSON, E H. Vermont Y»nket Nuclear Power Corp 82/04/09, Office 

' Menagement and Program Analysis. Ip, 12720 143 24X 

Che 30-271,82/04/09,8204190219 


04190222 Monthly operating rept for Her 1902 

flURCER, F. J Vermont Yankee Nuclear Power Core, 82/04/09. Top 
12720.144. 24X Fiche, 50-271, 82/04/09, 820 4190219 


82041200J8 Suppls rceponse bo FOIA request for documants on three 
individuals i nvo 1 vemant in licensing matters before 
appointment to A6L8 Addl documents discovered listed In App 
A end 

FELTON.J M Division of Rules and Records 81/12/22, ZITZER.P. 
Limerick Ecology Action 3pp. 12654 227 24X Fich* 30-000. 

81/12/22. 8204120018 


—8204120129 Forwards far info, Bepresantative J Eilberg 710714 Itr re 
plants H/o and 

HORRIS.P.A Atomic Enargy Conmlsslan 71/07/21 BUSH. 8 H ACRS 
- Advisory Gommlttea on Reactor Safaguards, tp. 12654 251 24X 

Fiche 50-000,81/12/22,8204120010 



DOCKETED ITEMS 


8204070684 Forwards Revision 1 to request for addl info re equipment 
environ quali fication review Response requested within 81 

VAROA. S A Operating Reactors Branch 1 B2/03/22 UDERITZtfi A 

Public Service Electric fc Oas Co of New Jersey 3pp 18897 168 
24X Flebe 80 - 878 . ea/03/88. 0804070684 


0203090394 Revision 1 to request for addl info re "Equipment Environ 

Oual 1 f icati on Review of Licensee Resolution of Outstanding 
Issues From NRC Equipment Environ Oual 1 f 1 eat ton Safety 
Evaluation Repts t< TMI Action Plan Installed Equipment " 

* Franklin Ins 1 1 tute/Frank 1 in Research Center NRC-03-79- 118 
RFI-CS257-8I7 ROl 82/03/03 NRC - No Detailed Aff I Hatton 
Oiven lOpp 18397 I6S 84X Flche 80-373,02/03/88.8204070624 


0 Inspection reports. IE Bulletins & e orrosp ondenea 


0804880361 Forwards revised environ qualification review repts per IE 
flulletln 79-010 Repts Include justifications for continued 
operation of equipment u/lnsuf f I c lent qualification data 
SCHNEIDER. F W Public Service Electric & Oas Co, of New Jersey 
BO/18/01 GRIER. 0 H Region !• Philadelphia. Office of the 

Director 8pp 12964 001 24X Ftche 50-272. 90/18/01, 0204SB0861 


0304020446 Forwards IE Imp Rapt 80-878/91-30 on 011183-23 No 
noncomp liance noted 

MARTIN. T T Division of Engineering U Technical Programs 98/03/13 
SCHNEIDER. F N Public Service Electric 6 Oas Co of New Jersey 
2pp 12503 072 84X Flche 80-872,82/03/18,0204020446 


8204120363 Forwards 011019 systematic assessment of licensee 
performance for Jul 1900-JonB 1981 Results reclassified 
under present requirements No written response required 
HAVNES. R C Region 1, Office of Director 83/03/30 UDERITZ.R A 
Public Service Electric & Oas Co of New Jersey 94pp 12648 056 
84/ Fiehe 50-878,83/03/30.0304120368 


—0304020448 IE Insp Ropt 30-272/91-30 on 911123-25 No noncomp I lance 
noted Major areas inspected procedures, ad vancad planning t> 
prapara t ions, trai n ing ecposurs control 6 posting 

PLUMLEE.K E , MCBRIDE. N D , KNAPP. P J Division of Engineering Si 
Technical Programs 82/03/11 lOpp 12503 074 24X 

Flche 80-872.92/03/18.9304030446 


0204060071 Forwards response to NURE0-O737 j I tern II D 1. "PWR Safety b 
Relief Valve Test Program " 

LIDEN.E A Public Service Electric b Oas Co of New Jersey 

88/03/31 VAROAi 0 A Operating Reactors Branch 1 3pp 1SS94 181 

24X Flche 80-278,08/03/31,8204060071 


0304190374 Summary of 880401 meeting w/util at site re status of active 
regulatory actions related to facility 

ROSS. M J Operating Reactors Branch 1 68/04/08 VAROA. 8 A 

Operating Reactors Branch 1 6pp 12731 167 84X 

Fiche 50-278.82/04/08,8204190374 


9304120164 Submits check In payment of Q20S33 order imposing civil 
penal t its 

UDERITZ.R A Public Service Electric b Oas Co of New Jersey 
82/03/15 DEYQUNO.R C. Director's Office. Office of Inspsetlon and 
Enforcement 3pp 12637 138 24X F 1 che • 50-272. 02/03/ 1 3, 9204120164 


9204020475 Forwards IE Insp Repts 30-272/62-06 b 80-31 t/9?-0S on 
820209-0308 b notice of violation 

STAROBTECKI. R Division of Project b Resident Programs 02/03/iU 
UDERITZ.R A Public Service Electric b Oas Co of New Jersey 2|i|i. 
12S01 060 24X Fiche 50-278,02/03/10,8204020473. 


0204190410 Approves use of Rod Exchange Procedure in "Safety Evaluation 
of PSEbO Rod Exchange Methodology.'' subj to confirmatory 
testing per end criteria Data from measurements b meeting 
w/rcpresentat 1 vts to discuss procedure requested 
VAROA. 0 A Operating Reactors Branch 1 98/04/0? UDARITZ. R A 

Public Servles Electric b Oas Co of New Jersey 3pp lS73i 0S4 
24X Fiche 50-272,62/04/09,0204190410 


8804300291 Advises of purchase of four Haywar d-Tylcr pumps for use in 
radwaste disposal lys.per telcon request Pumps will be 
components of nonsafety-related tys 

LIDENiE A Public Service Electric b Oas Co of New Jersey 

68/04/14 VAROA. 8 A Operating Reactors Branch t Ip 18800:10? 

24X Fiehs 80-272.08/04/14,0804300891 


8S041601SS Oenerlc Ltr 08-08 to all PUR plant licensees b applicants re 
transmittal of NUREO-0909 relative to Oinna tube rupture 
U/o end NUREO. List of NRC recipients end 

EieENHUr. 0 0 Division of Licensing 88/04/18 HAU3PUR0, A. 
Consolidated Edison Co. of New York DOLAN. J Indiana b Michigan 
Electric Co CLAYTON, F L Alabama Power Co 7pp 18707 803 24X 

Flche 30-000, 08/04/ 15,0804160188. 


8804890343 Forwards response to 820317 Oenerlc Ltr 82-08 "Post-TMl 
Requirements '■ NUREO-0737 Items 1 A 3 1, II B, II B, 4, 

II E I 8, II E 4 8 b II F 1 implementation schedule end. 

LIDEN.E A Public Service Electric b Oas Co of Now Jersey 
88/04/15 EISENHUT.D 0 Division of Licensing 4pp 18602 ItS 
84X Fiehe 80-272.88/04/13,0804290348, 


8804860187 Requests rept documenting relief valve b safety valve 
failures b challenges for 800401 to present, In order to 
dose out TMI Action Plan Item II K 3 3 

VAROA, S A Operating Reactors Branch 1 82/04/19 UDERITZ.R, A 

Public Service Electric b Oas Co of New Jersey 2pp 1S05S 028 
S4X Fiche- 80-272, 82/04/19, 8804260127. 


—0204020477 Notice of violation from Insp on 980209-0300, 

STAR9STECKI I R Division of Project b Resident Programs 02/03/111 
2pp 12501-062 34X Fiche 50-378,92/03/10.6204020473 


—8204020484 IE Insp Repts 30-272/82-06 b 30-311/62-03 on a20209-<030U 
Noncompllance noted failure to post fire watches at open 
pcnatratlons far Unit S b failure to apply for timaly 
operator license r enewa 1 for Unit 1 

NORRHDLMrU J . SUMMERS, R , OREENHAN.E 0 Division of Project b 
Resident Programs. 92/03/12. 20pp, 12301-064 24X 

Flche 30-278.82/03/18.8204020473 


9204080481 Forwards IE Insp Repts 30-372/62-07 b 50-311/112-06 on 
620206-11 b i7-ia b notice of vlolatlun 

MARTIN, T T Division of Engineering b Technical Pvogroms 02/03/22 
UDERITZ.R, A Public Service Electric b Oas Co of New Jersey. !*pp 
12899 213 24X Flche 80-272,82/03/82,6204000491. 


—0204060467 Notice of violation from insp an 680200-11 b 17-16 
MARTIN. T T Olvltlon -of Engineering b Technical Programs 
62/03/22 8pp 12599 218. 24X FI che' 50-272, 02/03/22, 9204000481 


—0204060496 IE Insp Repts 50-272/02-07 b 80-311/92-06 on 920200-11 b 
17-18 Noncompllance noted' failure to oiidrass program 
ef f act 1 venese In QA audit repts. 

MEYER, 0 N , BHAUD.E T , NAPUOA, 0 Division of Engineering b 
Technical Programs 62/03/16 ISpp 12597.217 24X 

Flche 80-272.62/03/22.8204090481 


6304150059 Ack receipt of 820313 ltr b check for 940,000 for payment 
of civil penalties Irnpotid by NRC 030223 order 
LIEBEHMAN, J Director's Office. Office of Inspection and 
Enforcement. 62/03/30. UDERITZ.R A Public Service Ctactrlc b Oas 
Co of New Jersey 2pp 12707-280 24X Flche 30-272102/03/30, 

6204130089 


8804210295 Generic Ltr 88-09 to all power reactor 1 1 censtss, app 1 icants 
for OL, N958 vendors b reactor vendors re environ 
qualif Ication of safety-related electrical equipment 
NRC position re qual if ication requirements encl. 

EISENHUT.D 0, Division of Licensing, 82/04/80 HAUSPURO, A 
Censolidatsd Edison Co of New York lepp. 13863:337 S4X 
Flche- 80-000, 82/04/20, 8804210298 


8304320694 Requests assistance in contacting Uestlnghouse to determine 
if acousticel info is evallablt to NRC for temporary usi by 
ORKL 

VAROA, 8 A. Operating Reactors 'Branch 1 82/04/31 UDERITZ.R, A 

Public Service Electric b Oas Co of New Jersey 2pp 13030-353 
24X Fiehe. 80-372, 82/04/21 , 0204220694. 


6204150365 Forward* IE Info Notice* 82-09, "Cracking in Piping of 
Makeup Coolant Lines at 0bU Plants" b 82-10. "Following up 
Symptomatic Repairs to Assure Resolution of Problem." No 
written reeponte required, 

HAYNES, R.C Region 1, Office of Director. 93/03/31 D'TOOLH. J D 
Consolidated Edlcon Co of New York POLLOCK, M.O, Long Island 
Lighting Co. RHODE,© K Niagara Mohawk Power Corp. Spp 
12662 248 24X Flcha- 50-000, 82/03/31 , 02041 80365 


6304150462 Forwards IE Bulletin 82-01, "Alteration of Radiographe of 
Weld* in Piping Subaeeemb 1 1 e» " No written reeponte 
required 

HAVNES, R C. Region 1, Office of Director 82/03/31. O'TOOLEaJ 
Consolidated Edison Co. of New York. CARROLL, J T. Jerieu Central 
Power b Light Co CURTIS, N.M, Pennsylvania Power b Ltohl Co 6pn 
12663 234 24X Flehei 60-000, 02/O3/31;B3O41 30462. “PP 




020118-21 b notice of violation w.ixca u- on 

Division of Emergency Preparedness b apifational Quei 
02/04/05 UNDERITZ.R.A, Public BirWee Electric b Oai Co. 0? I 
Jersey. 2 pp, 12737:223. 24X Pi ehs- 50-272 , 82/04/08, 83042001 49 
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— BZ04200I54 Notice of violation from iiup on 020118-21 

SMITHtOH Dlvlfion of Emergency Proparednots & Oporatlonal 
support B2/04/0S Zpp 12737 227 S^iX Ficht 30-272.02704/05. 
8804200149 


— B20420021i IE In»p Repts 50-272/82-02 & 50-31 1/B2-0Z on 820110-21 
Noncompl lance noted lack of Initrunent calitr procadurp for 
liquid »cin ti Hat 1 on counter b fnadoqi/acy of procedure for 
compotiting of liquid eamplat 

KOTTAN.J J , JAWO.J C . BORES. H J Region 1. Office of Director 
B2/03/2? lipp 12737 229 24X Fiche 30-272. B2/04/0S. B20 4200 149 


8202040142 IE Info Notice 82-11. “Potential Inaccuraclei in Ulde Range 
Preeeure Instruments Ified in Mas tlngh ouee Designed Plants '' 
gvc list tnc 1 

JORDAN. E L Oivliiopi of Engineering b Oual Ity Aesurence. 92/04/0? 
63pp 18870 342 24X Flche 30-000.02/04/09.8202040142 


8204270151 Forvards IE Insp Repts 50-272/02-03 l< 50-311/02-00 
on S20309-040'5 & notice of violation 

STARDSTECKIf R Division of Project & Resident Programs 82/04/09 
UNDERirZiR A Public Service Electric t< Oas Co of New Jersey. 2pp 
12SS3 144 24X Flche 50-272,82/04/09.0204270131 


— 8204270159 Notice df violation from insp on 820309-0403 

BTARQBTECKI, R Region I, Office of Director. 82/04/09. Ip 
12053 146 24X Flche 90-272,02/04/09,0204270151 


—8204870162 IE Insp Repts 30-272/02-03 fc 30-311/02-08 on 820309-0409 
Noncompliance noted failure to follow safety tagging program 
procedures 

NORRH0LM,L J , SUMMER8. ff . Tfi IPP. L E. Division of Project b 
Reeldent Programs. B2/O4/O0 14pp. 12033 147. 24X 

Flche- 30-272. 02/04/09. 8204270 1 31. 


0204200312 Ack receipt of 020304 (< 30 Itrs informing NRC of Steps taken 
to correct vtolationi noted In IE Imp Repts 90-272/81-29 li 
90-311/01-2? 

STAROSTECKIi R Division of Project b Resident Programs. 02/04/13 
UDERITZ.R A Public Service Electric «< Oas Co. of New Jersey. Ip 
12737 070 24X Flche- 30-272, 02/04/13. 0204 200312 


— 8204200319 Responds to NRC 020202 Itr re violations noted in IE Imp 
Repts 50-272/81-29 b 30-311/01-29 Corrective actions safety 
evaluation pcrforRied t< approved on 820212 far utlliiatlon of 
Be liona metal filler to repair leake 

UDERITZ.R. A Public Service Electric b One Co of New Jersey 
02/03/04 STAROSTECKI, R Division of Projsct h Resident Programs, 
7pp 12737:071 24X Flche- SO-272. 82/04/13. 0204200312 


— 8204200327 Submits addl info supplementing 020304 response Form APHO-3 
of Administrative Procedure AP-2a> will be modified to 
include question re necessity Pf safety evaluation Action 
will be completed by 820321 

UDERITZ.R. A Public Bervlce Electric & Oas Co of New Jersey 
02/03/30 ETAR03TECKI. R Division of Project b Resident Programs 
Spp 12737.078 24X Flche • 50-272, 82/04/1 3. 8204200312, 


B2042002B0 Ack receipt of B20402 Itr informing NRC of steps taken to 
correct violations noted in IE ln<P Repts 30-272/02-01 & 
50-311/82-01. 

STAROSTECKI. R Division of Project tc Reel dent Prograne, 82/04/15, 
UDERITZ.R A Public Service Electric b Oas Co, of New Jersey Ip. 
12737 200 24X Flche 30-272,02/04/15,0204200200 


— B204Z00268 Re I p end 1 to NRC B20202 Itr re vlolatlone noted In IE Insp 
Repts 90-272/82-01 b 30-311/02-01 Corrective actions station 
emergency plan, revised to Include iOCPRSO 72 requirements ti 
recirculation line Installed on safety injection pumps, 

UDERITZ.R A. Public Service Electric b Oas Co, of New Jersey. 
82/04/02 HAYNES. R C Region 1. Office of Director. llpp, 
t2737'30t 24X Flche 30-272,02/04/15,0204200200 


9204260032 Ack receipt of 811125 Ur informing NRC of steps taken to 
correct violation noted In IE Insp Rept 90-272/81-20 
MARTIN, T.r Olvlilon of Engineering b Technical Programs B2/04/I3 
UDERITZ.R A. Public Service Electric b Oas Co. Of New Jersey Ip 
18841:026, 24X Flche: 30-278. B2/04/13. 0204260032. 


e2042AOmA o.-- — J- - pj Violations noted In IE Insp 

r procedural changes re 
’ ravieus for anomalous 
01 

at Co. of New Jersey. 
Me, Office of the 
" inch 2 Spp, 

■) 


lUbbere, " 
)2/04/21, 


R Periodic operating reports b related correspondence 


8204000470 Forwards annual radiological interim pept 1901. "Artificial 
Island Radiological Environ Monitoring program, 1901 " 

LIOEN. E A Public Service Electric b Oas Co of New Jersey 
02/03/29 HAVMES.R C Region 1, Office of Director ip 
12399. 236 24X FI che- 50-272, 82/03/29. 8204080470 


— 8204090475 "Artificial Island Radiological Envjron Monitoring Program, 
1901 " 

* Radiation Management Corp RHC-rR~82-01 82/03/31 120pp 

12599 237 24X Fiche 50-272,02/03/29,8204080470 


8204160175 Forwards monthly operating rept for Mar 1902 

HlDURAi H J Public Service Electric b Oas Co of Nau Jersey 
02/04/10 Director's Office, Office of Inspection and Enforcement 
ip 12698 166 24X Fiche 50-272,82/04/10,8204160179 


— 8204160179 Monthly operating rept for Mar 1982, 

MILLER, L K Public Service Electric b Oas Co of New Jersey 
82/04/10 34pp 12698 167 24X Flche 50-273,82/04/10,8204160173 


8204300442 Forwards NPDES repts for Mar 1982 Eicluslon etplanations 
Included 

MILLER, L K Public Service Electric b Oas Co of New Jersey 
82/04/22 BAKER, R A , LUNDIN, C Environmental Protection Agency 
2pp 12805 173 24X FI c he ' 50-272, 82/04/22, 8204300442 


—8204300443 NPDES repts for Mar 1982 

MILLER, L K Public Service Electric b Oas Co of New Jersey. 
82/04/19 17pp 12SB5 173 24X Fiche 50-272,82/04/22,8804300449 


S Reportable occurrences, LERs b related correspondence 


8S04130109 Responds to FOIA request that OECD Incident Reporting 8ys 
repts be placed in FDR Documents listed in app available in 
PDF! Other pertinent documents completely withheld (ref FOIA 
Exemption 41 

FELTON. J.M Dlvlilan of Rules and Records 81/11/09 CONNOR, L 
Doc-Search Associate* Spp 12708 339 24X Flche 90-000,81/11/09, 

820419010? 


— 0204190215 Incident Reporting 3vc Rept 28 8,re turbine dlic crocks in 
Meetinghouse PNRs 

* Organliatlon for Economic Cooperation b Development (Paris) 
81/03/13 2 pp. 12709 261 24X Fi che 90-000. 81/1 1/09, 8804 I 90109 


0204080377 Forwards LER 02-01 2/O3L—0 Detailed event analysis end 
MIDURA. H J Public Service Electric b <3a* Co of New Jersey 
02/03/24 HAYNES.R C Region i. Office of Director Spp 
12601 226 24X Fiche 50-272.02/03/24,8204000377, 


— 8204000391 LER 82-OI2/O3L-0 on 0SO223, operator found significant amount 
of chromated water on floor in diesel generator IB cubicle 
Caueed by leakage on right side jacket weter heater Jacket 
water heatere replaced 

DICKEY. F. Public Service Electric b Oai Co of New Jeriey 
02/03/24 Region 1, Office of Director tp 12601 229 84X 

Flche' 90-272, 82/03/24,8204000377 


8204090166 Forwards LER a2-013/03L-O Detailed event analysis end 
HI DURA, M J Public Service Electric b Oas Co of New Jersey, 
82/03/29 HAYNES, R C Region I, Off let of Director 3pp 
12620.142, 24X Flche 90-272,02/03/29,8204090166. 


— 8204090168 LER Q2-013/a3L-0 on 820301, con trol room operator cloeed 
preiturltar rallef valve IPffl whan valve lPfi2 wai etlll 
closed, Caui ed by operator error Operator counsaled by 
senior shift supervisor 

FRAKH.R Public Service Electric b Oai Co of New Jeriey 
B2/03/S9 Region 1, Office of Director Ip. 12628.149. S4X 
Flche 90-272,82/03/29,0204090166 


8204160294 Foruardi LER 82-01 4/03L-0 Detail ad event analysis end 
MlDURAtH J Public Service Electric b Oes Co. of New Jeriey. 
82/03/31, HAYNES, fi,C, Region 1, Qfflceof Director. Spp 
12696,290 24X Flche 50-272,82/03/31,8204160234. 


— 0204160257 LER 82-014/03L-0. on 820306, wind ipeed indications for 150 
b 300-ft elevations failed, Local indicatlene also failed. 

Caused by iced-up anemometere. Anemometers thawed b declared 
operable 

FRAKMrR. Public Service Electric b Oas Co of New Jereey, 

82/03/31 Region 1, Office of Director ip 12696' 293, 24X 

Fiche 90-272,82/03/31,8204160294 


8204160999 Forwards LER 81-1 t6/03X-l. Detailed event analyeit encl. 
MIDURA.H, J. Public Service Electric b Oas Co of New Jersey. 
82/04/01. HAYNES, R,c, Region 1, Office of Director. Spp, 

127001 346 24X Fi ehf! 90-272. 82/04/01 , 82041 60599, 
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— a204t60&09 LER ai-116/03X-l on 811124i2e t, lSD8i during turvoillanco 
procaduro BP<0)4 & 1 3t 100 ft tlavation c ontalnmant air locli 
Bxcaadail laakaga rata limit Cauiad by problami iii/aaoli on 
Innar/outar doori & handwhael lat scrtu 

PICKEVt F Public Sarvica Elactric tt Oas Co of Nau Jariay 
82/04/01 Raglon Ir OPfica of Diractor Ip 12700 349. 24X 

Ficha 90-272, 82/04/01, Q2041&0999 


8204220384 Foruard* LER 82-01 1/03X-1 Oatallad avant analyils and 
HIOURAi H J Public Sarvica Elactric Oas Co of Nau Jarsay 
82/04/01 HAYNES, R C Region 1, Office of Director 3pp 
12806 333 24X Ficha 90-272.82/04/01,8204220384 


— 8204220432 LER 82-011/03X-1 oh 820219, fire alarm daclarad Inoperabla 
after coded audible alarm failed to sound on 1RP8 fire lona 
panel of 84-ft elevation fire alarm following annunciation 
Caused by malfunctioning control circuit relay 
DICKEY, F Public Service Electric {< Oas Co. of Neu Jersey. 
82/04/01 Region 1, Office of Director Ip 12806,396 24X 

Ficha 90-272, 82/04/01, 8204220384 


8204220373 Forwards LER 8i-120/03X-l Datailod event analgsis and 
niDURA, H J Public Service Elactric t( Oas Co of Nau Jerseg. 
82/04/02 HAYNES, R C Region i. Office of Diractor 3pp 
12006 349 24X Ficha 90-272,82/04/02,8204220373 


—8204220377 LER 81-120/03X-1 on 811222, bezel indicators for boric acid 
storage tank levels dropped to lOX reading Caueed bg loss of 
nitrogen header pressure due to depiction of lou pressure 
nitrogen supply Level indication restored 
DICKEY, F Public Service Electric & Oas Co of Neie Jersey 
82/04/08 Region 1, Office of Director Ip. 12806 348, 24X 

Flehe 90-272,82/04/02.8204220373 


6204270369 Forwards LER 82-017/03L~0 Detailed event analgsis end, 
HIDURA.H J Public Service Electric & Oas Co of New Jersey 
82/04/07 HAYNES, R C Region 1, Office of Director 3pp 
12892 081 24X Ficha- 90-272, 82/04/07, 8204270369 


docket SO-279 DIABLO CANYON NUCLEAR POWER PLANT. UNIT I 


A App 1 i catlon/cons truct 1 on stage documents b correspondence 


8204210299 Osnerlc Ltr 82-09 to all power reactor 1 Iccnsees, app 1 Icants 
fur OLiNSSB Vendors b reactor vendors re environ 
qualification of safety-related electrical egulpment. 

NRC position re qualification requlrtments tncl 

EISENHUT, 0 0 Division of Uicensing 82/04/20 HAU6PUR0.A. 

Coneol 1 dated Edison Co of New York, IRpp 12662 337 24X 

Fiche 90-000,82/04/20,8204210299 


F Security, medical, emargency b fire protection plans 


8204120411 Submits rspt of upgradad emargency plan full-scale eicrcltes 
at fad ilties, in response to 82030? request Rancho Saco 
atercise scheduled for June 1982 Improvement areas noted 
Benefits from issuing NUREO rapt leen as minimal 

SPENCER, 0 8 Division Of Radiological Safety b Safeguards Program 
82/03/30 GRIMES, B K Division of Emergsney Prspsrsdness 3pp 
12639 139 24X Fiche 90-000,82/03/30,8204120411 


8204060070 Submits proposal for radiological monitoring sgs for 
emargency operations facility Sys meets intent of 
NUREO-0696 

CRANE, P A Pacific Gas b Electric Co 82/03/31 MIRAOLIA.F J 
Licensing Branch 3 2pp 12994-271 24X Ficha. 90-279, 82/03/31 . 

8204060070 


0. Adjudicatory corraspondsnee 


8204220142 Responds to FOIA request for documsnts ri disqualification 
of members of A8LAB, ASLB or Commission from adjudicatory 
proceedings bg reason of prior emplogment w/NRC Forwards 
documents listed in app. 

FELTON, J M Division of Rules and Records. 81/11/12 ELLIOTT, C.W 
Thomas b Heir 2pp. 12812-260. 24X Fiche 90-000. Bl/1 1/12, 

8204220142 


—8204270379 LER 82-017/03L-0. on 820327, while performing surveillance 
procedure 8p<o>4 3 2 1 1 a, 4 kv breaker 1C4D failed to 
remain closed Caused by undocumented temporary jumper in 
breaker tC4D control circuit Jumper removed 
FRAHM, R Public Service Electric b Oas Co of New Jersey 
82/04/07 Region 1, Office of Director If 12852 084 84X 

Fiche 50-872.02/04/07.8204270369 


— 8804220182 Denial applicant petition for review of ASLAB rule entitling 
limited access to physical security plan 

CHILK.S J Office of the Secretary of the Commlsslan 77/09/lS 
Pacific Oas b Electric Co 3pp 12012 26B. 24X 

Flcha:90-000,Bl/ll/12. 8204220 142. 


8204270390 Forwards LER 82-019/03L-0 Detatlsd svent analysis end 
MIDURA.H J Public Service Electric & Oas Co. of New Jersey, 
82/04/07 HAYNES, R C Region 1, Office of Director 3pp 
12S92 247 24X Fiche 90-278.82/04/07,8204270390 


— 6204270397 LER 82-01 9/03L-0: on 820316, vital bus lA tripped resulting In 
lots of component cooling water b sve water flows Caused by 
shorted wire in TD9 undervoltage relay to feeder cubicle 
door, causing vital bus lA to trip w/o transfer. 

FRAHM, R. Public Service Electric b Oas Co of New Jerseg 
82/04/07 Region 1, Office of Director ip 12892 290 24X 

Fiche 90-272, 82/04/07, 8204270390 


— 8204220190 Opposes ASLB b ASLAB actions to make security plan 
available for review by atty b qualified etpert in sve of 
Intervenor. Action will reduce ability to provide adequate 
protection against sabotage 

BENDER, H ACR8 - Advisory Committee on Reactor Safeguards 
77/08/18. HENDRIE.J. M. Commlttloners 2pp, 12812 271. 24X 

Fiche - 90-000, 01/11/12, 82042 20 1 42. 


— BO 1 20 4003B Motion for leave to exceed page limitation due to complex 
jurisdictional issues Draft order end 

ROSB, R L Commissioners R088>R L Justice, Dspt of, Attorney 
Oeneral 's Off ice. 80/11/03 UB District Court, District of 
Columbia 2pp 12812 316. 24X Ficha. 90-000, 81/11/12, 8204220142. 


8204270391 Forwards LER e2-016/03L-0 Dstailed evsnt analysis end 
MIDWRA, H J. Public Service Electric b Oas Co of New Jersey 
82/04/13 HAYNES, R C Region 1, Office of Director. 3pp 
12892 108 24X Fiche- 90-272. 82/04/13, 8204270391. 


— 6204270359 LER 82-016/03L-0 on 820326, gaseous rslease initiated from 
waste gas sys. Caustd by failure of control room operator to 
properly perform operating instruction resulting in 
incorrect vent monitor alignment ET8 limits not exesedsd 
FRAHM.R Public Bsrvles Elsctrlc b Oas Co of Now Jtrssg 
82/04/13 Region I, office of Diractor. ip. 12892-111 24X 

Fiche 90-272,82/04/13.0204270391 


— 8-012040043 Motion to dlsmlsa action since claims not yet ripe, 
plaintiffs failed to exhaust administrative remedies It court 
lacks jurisdiction. If motion denied, summary judgment should 
be granted 

ROBS, R. L. Commies loners R08a,R, L Justice, Dept, of, Attorney 
General's Offlcs 80/11/03. If S District Court, District of 
Columbia. 8pp 12B1S-3IS 24X Fiche 90-000,61/1 1/lS, B204220142 


— 6012040049 Statomsnt of matl facts as to which there Is no genuine 

issue. 

ROSS, R L , ROSSiR. L. Commissioners, RUFF, C F. Justice, Dept, of, 
BO/tl/03. U 8 Dletrict Court, District of Columbia. 2app. 
12612:320. 24X Fiche- 90-279, 81 /1 1 / 12, 8204220142 


8204270363 Forwarde LER B2-018/01T-0 Detailed event analgslt end. 
MIDURA, H J Public Service Electric b Oae Co of New Jerieg 
82/04/13 HAYNES, R.C. Region 1, Office of Director Spp 
12892.040, 84X Fiche 90-272,82/04/13,8204270363. 


-8204270367 LER 82-OlB/OlT-O on 820403, during visual Insp of containment 
bldg, SVC water leak discovered on flange of Volvo 14BH69 
Caueed by loose studs on valve flange. Stude torqued b 
leakage etopped. _ . . 

FRAHM.R. Public Service Electric b Ges Co. - of N*" J;r»ty 
62/04/13 Region 1, Offieo «f Director Ip 12692,043. 24X 

Fiche- 90-272, 82/04/13. 8204270363. 


—8012040709 Reply to plaintiff statement of matl facts as to Which there 
it no matl issue. Certificate of Bve end, 

RUFF, C. F. C , ROSS.R L. Commissioners RUFF, C F Justice, Dsp t. of 
eO/11/03. U. a. District Court, District of Columbia, 3pp. 
12613-048. 24X Flcho; 90-000, Bl/il /12, 8204220142. 


8204190117 Forwards a20]>27 memo rs Neumarh inquiry Comments Invited 
by 620319 

CHILK, 8. J. Office of the Secretary of the Commission. 82/03/04. 
Office of the Secretary of the Commission. Ip, 12719:337. 24X 

Flehe. 90-279, 62/03/04, 8204190117. 
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— Q2041901S9 Di icU'Xi^ NRC g*n»ral coutusl Inqi^fry re poieibiUtg of 
ti Neuark eApilogment bg POI<E Sastd’ on Inbervlaut tc review 
at file* & contrae bet no indication that H Htuitiari had 
baan employed by PO&E. 

FITZOERALDj J A r ROTH5C HILD. T Office of the Oaneral Couneel 
02/01/27 PAULADrNO.N J . OILINSKV.V. . DRAIIF’DRD.P Commi* « loners 
2Bpp 12719,330 2dX Fiche SO-279. 82/D3/04< 0304 1 901 17 


0304000339 Reap ondi to 830304 request for commenti re MRC Keumark 
inquiry Confirms reviewer conclueion that Newmark was never 
employed or retained on project Newmark was consultant te 
NRC re plant tslemic criteria It design response spectra 
CRANE, P A Pacific Oas & Electric Co 02/03/18 CHILKiS J Office 
of the Becretary of the Commission Ip 12612 190 24X 

Ficht 90-279, 02/03/10, 8204000339 


0204090320 Brief in support of findings of fact & conclusion* of law In 
form of proposed Initial decision Certificate of 8vc end 
OLMaTEAD.W J , HA58EUL, 0 F. , JOHNSON, 0 E Hearinfi Branch 4 
82/03/29 2lepp, 12527 340 24X Fieh e. 90-275, 82/03/29, 0204090330 


0204010242 Order extending time until 030416 for Commission to act to 
revleu ALA5-693 

CNILK, B J Office of the Becritary of the Commission 82/03/30 
Commissioners Ip. 12477 171 24X Flehe. 50-379, 82/03/30, 

8204010242 


8204080147 Kemprandum 6 order In response bo Oovarnor Broun motion for 
deferral of ASLB decision pending avaluation of newly 
dlfcovered util design errors ASL0 aware of events No final 
decision to be mede until new evidence evaluated 

HOLFiJ F. Atomic 0afrty and Licensing Board Pane] 62/04/02 3pp 
12604 316 S4X Flche 90-275,02/04/02,0204000147. 


8204000300 Errata sheet to NRC 02O3S? brief In support of findings of 
fact Ic conclusions of lau in form of propoaed initial 
daciflon Certificate of 3vc end, 

HASSELL, 0 P. Office of the Eiecutive Legal Director. 02/04/06. 

5pp 12601 230 24X FI c he- 50-279, 82/04/06, 82O4O6O30O 


0204140322 Answer opposing Onvernor Broun motion for deferral of ASI 6 
decision pending evalweiion of util design errors involving 
block & relief valves 1 pressurlrer heater* Certificate of 
Bvc end 

CRANE, P A Pacific Oes & Electric Co 02/04/07 Commissioners 
9pp 12663 296 84X Fiche. 90-279, 02/04/07, B2041403S2 


0204190232 Response to Joint Intervenori ti Oovernor Broun proposed 
findings of fact 6 conclutioni of lau Certificate of Bvc 
and 

LOCKEiR F. Pacific Oas 6 Electric Co 02/04/12 40pp, 12720 070 

24X Flche:50-S79, 82/04/12, 8204190232 


8204140161 Notice of ulthdraival of appearance In proceed Ing. Cer tl fl cato 
of Svc end 

0LK3TEAD, M. J Regulations Division. 82/04/13. 3pp. 1266S 214. 

24X Fiche* 90-279,02/04/13, 0204140161. 


I Financial information 


8204060054 Forwards Annual Financial Rept 1901 

CRANE.P A Pacific Oas & Electric Co 02/04/01 Office of 
Nuclear Reactor Regulation, Director ip 12597 221 24X 

Flche 50-000,82/04/01,0204060094 


--0204060067 Annual Financial Rept 1981 

SHACKELFORD , a Pacific Oas & Electric Co 82/02/12 39pp 
12257 222 24X Fiche 50-000. 82/04/01,0204060034 


J Insurance & indemnity information 


0204200141 Foruards Endorsement 34 to NELIA Policy NF~220 

CRANE, P A Pacific Oas 4, Electric Co 62/04/15 SALTZHAN. J 
Assistant Director fur 0tate 6 Licensee Relation* 2pp 12739 314 
24X Flche 90-275,02/04/19,0204200141 


P Operating license stage documents << correspondence 


820422065? Foruards analysis of aLAB- 644 re facility seismic design 
issues 6 ability to maintain safe shutdown after major 
earthquake. 

REK1CK,F J Office of Policy Evaluations 81/11/05 
PALLADINO.W J , OILINSKr, V , BRADFORD,? A Comml s» 1 oners a4pp 
12031 200 24X Fiche 50-279,01/11/05,0204220659 


6204210723 Addl responsa to FOIA request for info re pracautions taken 
to "earthquake proof" facility Forwards PGhE 810928 6 30 
Itrs to NRC. 

FELTON, J H Division of Rules and Record* 01/11/10 
8CHEI0ERT, J F Envir onme nta 1 Lau Center of the Pacific Ip 
18795 897 24X Flche 50-279,81/11/10,8204210723 


8204220142 Responds to FOIA request for documents re di squa 1 1 f i ca t Ion 
of members of A0LAB, A8LS or Commission from adjudicatory 
proceedings by reason of prior employment u/NRC Forwards 
documents Hated in app 

FEUTaK,J M Division of Rules and Records 81/11/12 ELLIOTT. C U 
Thomas & Hair. 2pp 12812 260 24X Flche 90-000, 0i/u/i2, 

8204220142 


— 8204220170 Forward* Level D schedule for radiological safety portion of 
OL revleu 6 target schedules for Level C milestones Const 
completion estimatacf for 740001 & 790001 for Units 1 t< 2, 
rispectlvdl y U/o end 

(JIAMSUBBDiA Atomic Energy Commission - Deputy Director for 
Reactor Project* 79/11/12 NUNTZINO.L N Atomic Energy 
Comrnistian. Ip 12812 260. S4X Fiche 90-000,81/11/12,0204220142 


— 0204220201 Forwards summary of 740604 meeting u/ABC re application for 
OL 

CRANE.P A Pacific Oas & Electric Co 80/04/04 RDTSCHILD.T 
Office of the Oeneral Counsel Ip 12612 300 24X 

Flche 50-000,81/11/12,0204220142 


0204290317 Order concluding that N Newmark was not sinplDysil by util on 
plant matters Invts t Igatlon end 

CfflLKrB. J Office of the Becrotary of the Conmisslaric 82/04/27, 
app 12094 257. 84X Flche 90-275,02/04/37,8304290317. 


H Oeneral correspondenct 


8204060531 Bupporti open 1 nveitig stlon of util seismic safety desigrts 
CONEiC Affiliation Unknown 82/03/27. ROBERTSrT.M 
Commissioner* Ip 12599' 117 24X Fiche 90-275,82/03/27, 

0204000931, 


— 8204220209 Summary of 740604 meeting u/AEC in Bsthesda,ND re 
application for DL, Host Ins-Or if f 1 th fault discussed 
BETTIN8ER, R V Pacific Gas & Electric Co 74/06/04 Pacific 
Oat & Electric Co tOpp 12612'301 S4X Flche 50-000,01/11/12, 
8204220142 


8204090309 Addl response to FDIA request for documents re OAO audit of 
plant conducted between 770530 6 0610 No addl documents have 
been found 

FELTON, JH Division of Rules and Records 01/12/08 SCHNELKEN, N 
Committee to Bridge the Gap ip ISS65 299 24X 

Flche. 90-279, 01/12/00,820405038 9 


8204130126 Opposes plant operation 

PATMONT-MADDEN, Affl 11a t lor* Unknown. 82/04/03. PALCADINO, N. J 
Commissi oners. Ip. 12699 297 24X Fiche: 90-275, 02/04/03, 

02041301 26, 


S20407G636 FOIA request for records re evaluation of emergency 
operating procedures at Dlablu Catiyon by XVZYX Info Co 
LANPHER, L C. Kirkpatrick, Lockhart, Hill, Christopher 6 Phillips 
81/12/30, FELTON, J N, Division of Rules and Records 2pp, 

12596 099 24X Fiche I 50-275, 01 /12/30, 8204070636. 


0204130129 Urges NRC not to accept 
readiness study by util selected 
consultant shoulif be sslected. 
N1HH0N8, D Affiliation Unknown 
Cemrslssioners Ip 12655:218 
8204130129 


current plant design, ti seiimlc 
consulting firm Independent 

82/04/04 PALLADINP, N J 
24X Flche' 50-275, 82/04/04, 


920422024B Commends NRC actiarxs In 
notice of vloletion rescinded. 
lELVEALiL. D. California Utility 
EVOUNO, R 0, Director's Office, 
nforciment. 2 pp 12005' 321. 


rejecting util effort to have NRC 

Users Coalition. 02/04/16 
Office of Inspection and 
24X Flche; 00-275,62/04/16, 8204220240, 


0204070639 Responds to FOIA request for rscordi re evaluation of Diablo 
Canyon by XYZYX Info Co NDREG/CR-1 999, 9ER, i t available in 
PDR. Kandwri ttan notes for B004S4 /nesting snc 1 

FELTON, J.H Division of Rules and Rscords. 02/01/19. LANPHER, LC 
Kirkpatrick, Lockhart, Hilt, Chris topher «< Phi 1 1 Ips Ip 12996.097 
24X Ficht 90-279,82/01/15,0204070639. 


— 0204070643 Brlifiitg metis re Diablo Canyon for 000424 /nesting w/NRC. 
FUNCH3,F., SLACKiO, XVZYX Information Corp. 00/04/24 9pp 
12996'09a, 24X Flche ■ 50-279/ 82/01/19, 0204070639 
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8204140024 FOIA •••(lueit For four eategorie# of 
Invtitijiation of false info conveyed by util 
during 811131 meeting 

FLEtSCHAKEfi, D Fleisehaker, D 5 02/01/87 

Adminiitration 2pp 1S678 001 S4X Fiehe 
8204140024 


documents re 
representatives 

Office of 
90-273,82/01/87, 


8204070323 Provides preliminary confirmatory Info re adequacy of 
presiurlier safety *< relief valves par MJREO-0737 Item 
JI D l.EPRI repts documenting test program ti results will be 
tent pending 820401 Issuance 

CRANE, P A Pacific Oai k Electric Co 02/03/31 MIRAOLIAiF J 
Licensing Branch 3 3pp 18&74 294 24X Fiche 90-273,82/03/31, 

0204070323 


—6204140027 Forwards FOIA request discussed in 020127 telcon 

FLEISCKAKER, D Fletschster, D S 82/01/27 PARRISH, R. Office 
of the Oeneral Counsel Ip 18672 003 24X Fiche S0-27S, 

82/01/27.8204140024 


8204140030 Responds partially to FOIA raquast for four categorias of 
documants re invast Igation of false info conveyed by util 
representatives during 811131 meeting Listed documents end 
Starch continuing H/o end 

FELTON, J M Division of Rules and Records 82/02/19 
FLEISCHAKEfi, D FI elschater, D S 2pp 12672 004 24X 

Fiche SO-278. 82/02/19, 8204140030 


8204080332 Forwards, "Independent Design Verification Program Phase I 
Program Mgt Plan," tn response to conclueioni of all 
meetings through 820323 

COQPERiH E Teledyne Engineering Sarvicee. 82/04/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Olroc tor HANEATJ8,0 A 
Pacific Oas «, Electric Co ENOELKEN, R H Raglan 3. Office of 
Director Spp 12601 239 24 X Fiehe • 30-273, 82/04/02. 0204080338. 


— 0204080354 "Independent Design Verification Program Phase I Progrom 
Mgt Plan," Revision 0 

« Teledyne Engineering Services 82/03/29, ISOpp 186011260, 
24X Fleher 30-27 9, 82/04/02, 8204060392 


0202250171 Advises that project has escalated to approi 60 to 70X 
af current bi llings 

CLQl/D, R L Robert L Cloud Asfociates, Ine 88/02/23 fllRAOLIA, F 
Licensing Branch 3 Ip 12031 130 24X Fiche 90-000,82/02/83, 

8202230171 


8204120020 Board Notification 02-34, forward Ing Info re seismic 
verification program 

EIBENHVT/0 0 Division of Licensing, 82/04/02 PALLADINOi N. , 
OILINSKV.V, AHEARNE,R. Commls sloneri 3p p 12692 284 24X 
Fiche 30-273,02/04/02,8804120020 


8204020162 Clarifies question re opportuniti is for public comment in 
proceedings on facility OA program 

PALLADINO, N J Commissioners 02/03/03 UOALL, M K House of Rep , 
Interior k Insular Affairs Ip 18313 033. 24X 

Fiche 30-279,82/03/03,8204020162 


— 0204120022 Reeommands that Board Notification 82-34 ra seismic 
verification program be transmitted to Commlsaion 
TEDEaC0,fl L, Assistant Director for Licensing 02/03/31 
EISENHUT, D 0 Division of Licensing tp. 12652 207 24X 

Fiche 90-279,82/04/02,0204120020 


8204290999 Addl response to FOIA request for four categories of 
documents re investigation of false info conveyed by util 
during 811103 meeting at facility Forwards 820120 memo t, 
news article App documents withheld <ref FOIA Esemptlon S) 
FELTON, J H Division of Rules and Records 82/03/04, 
FLEI8CHAKER, D Affiliation Unknown 2pp 12B99 026 24X 

Fiche 90-279. 82/03/04,8204290999 


— 8204290600 Forwards Santa Barbara News 020100 press release re 
allegations made against util engineers k independent 
auditor 

OILINSXY, V Commissioners 02/01/20 PALLADINO.N, BRADFORD, P. , 
AHEARNE.O Commissioners 2pp 12899 031 24X 

Fiehe 90-273.82/03/04,8204290999 


0204160626 Forwards "Independent Design Verification Program’Potontlal 
or Apparent Conflicts of Interest of Individuals." 
par 920323 c omml tmant 

COOPER, W E. Teledyne Engineering Ber vices 02/04/03 DENTON, H, R 
Office of Nuclear Reactor Regulation, Director MANEATIS«Q A 
Pacific Oas k Electric Co ENOELKEN, R H Region 9, Office of 
Director Ip. 18699 201 24X Fiehe 50-278,82/04/03.8204160626 


— 8204160630 "Independent Design Verification Program Potential or 
Apparent Conflicts of Interest of Individuals," draft 
vers 1 on 

COOPER, H E Teledyne Engineering Services. 82/03/29 6pp 
12699 282 24X Fiche 90-27 3,82/04/03.8204160626 


82D4070044 Forwards board notification advising of submittals ra 
seismic verification program-Phasa 1, 

TEDESCO, R L Assistant Director for Licensing 82/03/19. 
EISENHUT, D 0 Division of Licensing, Ip 12994. OBS 34X 
Fiche 90-279, 82/03/19,8204070044 


"8204070093 Board notification notifying of submittals ra seismic 
verification program-Phase I RF Ready OA ravltw k audit 
rapti and 

EISENHUT, D 0 Dlvlalon of Licensing 82/03/19. PALLADINO.N , 
OILINBKY, V , BRADFORD, P Commissioners 2pp, 12994 069, 24X 

Fiche 90-279,82/03/19,8204070044 


—8204070064 "OA Review Rept Phaee I Seismic Safety-Related Design Svcb, " 
performed for util prior to June, 1978 

e ANCO Engineers, Inc 82/03/01 42pp 12994:092 24X 

Fiche 90-273,62/03/18,0204070044 


8204290404 FOIA request for transcripts of elosad Commission maatlngs 
ra suspension of fuel loading k lew power testing license. 

HOFFMAN, D Knight-Ridder Newspapers. 02/03/19 FELTON, V Division 
of Rules and Records Ip 12919 003 24X Fiehe' 90-273, 82/03/19, 

6204290404 


6204020191 Notification of 820329-26 meetings u/util k centraebora in 
BathatdaiMD to discuss organisational structures for Design 
Varlfleation Program Phases t k II Issues pertaining to 
revisions of Phase 1 progrem 

SCHIERLINO, H E Licensing Branch 3. 82/03/22 MIRAOLtA, F. J. 

Licensing Branch 3 6pp 12813 034, 24X Flcha' 90-279, 82/03/22, 

8204020131 


S204210669 Notification of data change for 820401 neatlng w/uti 1 k 
contractors to discuss design verification program k OA 
audit reviews performed by RF Reedy, Inc. Hea ting originally 
scheduled for 020326. 

SCHIERLINO, H, E, Lietnsltig Branch 3. 82/03/29, MIRAOLIA, F J. " 

Licensing Branch 3. 9pp. 127?4:076, 24X Fiehe; 90-279, 02/03/29, 

6204210669 


8204080444 Forwards revised overall mgt plan Plan Idenbiflas Teledyne 
Engineering Sve as program manager for Phase 1 of design 
verification program k addresses specific Issues re effort 
under design verification program 

FURBUSH.M H Pacific Oas fc Electric Co 02/04/06 DENTON, H. R 
Office of Nuclear Reactor ReguLatlan, Director Spp 12601' 103. 
24X Fleh* 30-273,82/04/06,8204080444 


—8204000430 Revision 1 to overall mgt plan. 

• Pacific Oas k Electric Co 62/04/06 9pp 12601:103 24X 

Fiche 90-27 3,02/04/06. 6204080444. 


0204120382 Forwards 36 drawings for NRC review of util Inservlca inop 
k tasting program plan Info transmitted to completa NRC 
evaluation of util request for rallef from certain Inservict 
inep raqulraments, 

CRANE, P. A. Pacific Oas k Elactrlc Co 02/04/08 NIRAOLlA.r J 
Licensing Branch 3 30pp 12648,119 24X FI cht: 30-279, 02/04/00, 

8204120302 


8204290427 Notifies of refund authorised for overpayment of Class III 
fees ra 011229 application for Amend 1 to DPR-76 

MILLER, W.Q License Faa Management Branch. 82/04/08 PURUUSH.H.H 
Pacific Oas k Electric Co ip 12893' iOl 84X 
Ficha 30-273,02/04/08,0204290427. 


0204220307 Bubffllts initial Phase tl efforts of independent design 
verification program of safety-related strveturea, sy i k 
components Util approval ra initiation of OA revlewe k 
design change actions raquestad 

COOPER, Id. £. Teledyne Engineering Services 82/04/12 OENtON, H. R. 
Office of Nuclear Raactor Regulation, Director. ENOELKEN, R H. 

Region 9, Office of Director. MANEAT IBrO. A. Pacific Qae k Electric 
Co 4pp. 12606:131. 24 X Fiche* 90-279,82 / 04/12,6204220307 


8204190436 Requests complete computer listing of Inpul/output of 
vertical scltmic analysis of annulus structure which were 
used to generate data given In URB Corp/JA Blune Assoc repti 
"Diablo Canyon Nuclear Power Plant Containment Structure 
MIRAOLIAjF. J Licensing Branch 3 B2/04/13, FURDUBH, M H Pacific 

Oas k Electric Co. 4pp 1273 0:199 24X riche; 80-273, 82/04/ 13, 

8204190436 
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82041A0I9S Ctnerlc Ltr B2-OB to all PWR plant llcantta* applicanti re 
tranimlttal at NUReO-0909 rrlatlva to Oinna tuba ruptur# 

M/o ancJ «UBEO tlat at tWC rttlpianta and. 

EISEMHUT»D 0 Divlaion of LlctiUlnB 82/04^£5. HAUSPUROiA 
Consolldatfd Ediion Co of Mau Yort SCNIEDER. F U Public Sarvica 
Elaetrlc fc flaa Co of Nfru Jaraay. BERRY. 0 T Pouir Authoritv of the 
Statt of Ntw York 7pp 13787.303 34X Fleho; 50-000. 82/04/lS. 

8304 IfrO 159 


B20419009S Baapondi to Oenarlc UtP 82-05 ra poit-TMI raquirtmanta Enel 
h llitt complatad itainiiEnd 8. untotnpletad Itomo 

BCHUYLCR. J. O. Pacific Oai t( Elaetrlc Co 83704/15 EISENHUT. D 0 
DWIalon of Llcanilnj. &pp. 13724 247 24-X FIche 50— 375. 83/04/15. 

8304190055 


8304300371 Foruardi commants on RF Raady, Inc 830308 rapt docuifia n t Inp 
raviaui of oti 1 prB-197H <1A propram 

CRANErP A Pacific Oao & Elaetrlc Co 82/04/13 BENTON. H R. 

Of flea of Nuclaar Raactor Ragulation. Director. ENOELKEN.R H. 
Ragion 9. Off lea of Birac tor 45pp 12737 128. 24X 

Flcha' 50-279, 82/04/15, 8304300371 


8304320871 Adviiaa that R Wrau utl 1 1 larva a» tamporaru projacb managar 
during 830420-33 

COOPER. W E Taladyna Englnearlng Sarvlcai, 83/04/16 DENTON. N fi 
Office of Nuclaar Raactor Regulation. Dirac tor, ENOEl.KEN.fi H. 

Rtalon 5. Office of Director NANEATIS.O A Pacific Oai h Electric 
Co. 2pp. 1380A 069 34X Flch f 30-279, 83/04/16, 8204320271 , 


8204290382 Riipondi to FOIA raquaat for aceax i to tranxcrlptx of 
Coniiniielon cloud meatlngx of 811116,18 (< 19 ra fUipanxlan 
of fuel loading Ic low pouar taitlng licanie Tranacrlptx 
ulthhald (ref FOIA Eiamptloni 3>. 

CHILK. B Office of the Sacratarg of the Comrnlaiion 62/04/31 
HOFFMAN. D E. Knight-Rlddar Nfwxpapfri. 3pp, 13919 001 34X 

Flcha. 90-375. 82/04/21. 8304390383 


8204260188 Forwaritx announcamant ltr 1« organliation chart of facilltg 
project organliation Integrating Bachtat raaourcat par 
820325 comnti tmant to provide addl info. 

CRANE, P A, Pacific Oai I, Electric Co 82/04/33 DENTON.H. R 
□fflct of Nuclear Raactor Regulation. Olractor 4pp. 12839 071 
24X Flcha; 50-375.62/04/22.8304260189 


0. Impaction raportf. IE Buklatlna fc corraipondance 


8204140406 Inforihx that IE Info Notice 82-OBi "Check Valve Failure a on 
Siafal Oanarator Engine Cooling Bga, " uaa lant to llitad 
licamem on B20326 

« Region 5, Office of Director 83/03/36 Ragion 5. Office of 
Director Ip. 13670 149. 24X Ficha 90-000.82/03/36,8204140406 


BS04140SOB Foruardi lE Imp Rapt 50-375/83-07 on 830208-12 t< 32-36 ti 
notice of violation. 

BISHOP, T.M. Divliion of Raiidant. Raactor Project t< Erg 1 near log 
Prograint. 83/03/39 CRANErP A. Pacific Oai It Electric Co 2pp 
12669 308 24X Flch a* 50-279. 82/03/89. 8204140208. 


— 8204140312 Notice of violation from imp on B20S0G-12 S< 32-36 

BURDOIN.-J. F, Oivtilon of Raatdanti Reactor Project ti Enginterlng 
Program 83/03/39 2pp. 13665 310. 34X Flcha 50-379.63/03/29, 
G30414030B 


— BS04140317 IE Imp Rapt 50-375/83-07 on 620308-13 Si S3-36 Noncompllance 
noted failure to compltta uork according to QA Inatructlorve 
In area of laf atg-ralata d pipe lupport S< raatralnt igs. 

BUROalN.ti • HERNANDEZ. « , ECKHAROT. J. H. DlvIilon of Ra aidant. 

Raactor Projact It Englufaring Program, 63/03/36. 7pp 
13665,313 SAX FiCha: 50-375, 82/03/39.8204140308 


8304090354 Inforna that IE Bulletin 82-01, "Altaration of Radlographi 
of Waldi in Piping SUbaiximhllai. ** wax lant to Mated 
Itcamaax on 620331. 

a Region 5, Office of Director. 83/03/31. Region 5, Office of 
01 rae t D r Ip. S4X F t c h a ; 5 0-000, 62/03 /31 , 8304090394. 


8304090396 Advliei that IE Info Notice 83-09, "Cracking in Piping of 
Makaup Coolant Llnea at B&UPlantii" hae baan lent to 
lilted ilcantaai 

• Raglan 5, Qffica of Director. 63/03/31, Region S, Offl ea of 
Director i" iixcn-'-" nav ^Icha; 50-000, 82/03/31, 8304090396. 


'Fotlouing Up Bgiap toma tic 
I baan lent to 


8304140431 Forward* lE Imp Kept 90-375/82-02 Ic 50-323/82-02 on 821113. 
630.1233,29 & 31 h 820106-08 No nonconp llanca noted 
8TERN9ER0, D H Divliion of Raxldanti Raactor Project S< Engineering 
Prngraini 02/03/31 CRANE.P- A Pacific Oax t< Electric Co 2pp 
13670’348 24X FI Che, 50-275, 82/03/31 r 82041 4042 J 


—0204140426 IE tn«P Repti 90-275/82-02 U 90-323/82-02 on 811113 6 30, 
1323.29 Si 31 (, 820106-08 No noncomp 1 lance noted Major areaa 
Inipactad actlvitlel aixociated w/avaluat ion of pre-June 
1970 lalimle-ralatad contract worki par Cl.I-81-30 
MORRIl-L. P . JOJKPFFiP. , VOUNOi T Divliion of Raiidant, Reactor 
Project S< Engineering Program* 82/03/30 Qpp 12670 350 24X 

Flcha 30-279,02/03/31.0204140421 


8204070207 Forward* IE Sifeguardi In»p Rapt 30-275/82-08 on 820315-19 h 
notice of violation Notica of violation withheld 
(ref 10CFR73 311 

NORDERHAUO, L, R Region 5, Office of Director 02/04/02 CRANE.P A 
Pacific Oai t< Electric Co 3pp 12624 136 24X 

Flch* 90-279,82/04/02,8304090207 


— 6204090214 IE Safeguard! Imp Rapt 90-275/02-00 on 620319-19 
Noneompllanee noted Major area* Impectad review of lacurlty 
plan S< Imp 1 iiTien ting procedure* Detail* withhald 
tref 1CPCFB73 21) 

SCHAEFER, D W , MORTENSEN, W P , SCHUSTER, M D Region 9, Office of 
Director 02/04/02 2pp 12624 138 34X Ficha 50-279,82/04/02, 

8204090207 


83040B0361 Retpond* to 620325 requiit for deicription of how previou* 
work performed by Teledyne for IE Bulletin 79-02 would ho 
reviewed under daxlgn verification program Manner in which 
work will be performed ha* not been eitabllihad 
CRANE.P A Pacific 8a* Si Electric Co 83/04/06 DENTON.H R 
Office of Nuclaar Raactor Regulation, Director 2pp. 12601 309 
24X Flcha 90-279,82/04/06,0204000361 


6204130302 Forward* 36 drawing* for NRC review of util Inservica imp 
4 teitlng program plan Info tran*mitt*d to complete NRC 
evaluation of util requeit for rellaf from certain in*arvlcc 
imp requlrementi 

CRANE.P A Pacific Oa« S, Electric Co 62/04/08 HIRAOLIA.F. J 
Llcemlng Branch 3 30pp 12642' 119 24X Flche 90-379.82/04/08, 

0204 1 203B2 


0202040142 IE Info Notice 82-11, "Potential tnaccurac le» in Mid# Range 
Freiiuri tmtrumanti Uicd In Heitlnghouie Oexlgned Plant* " 

Sve lilt end 

JORDAN, E, L Divliion of Engineering li Duality Asiurance 02/04/09 
63pp 12070.342 24X FI Che- 90 -000, 82/04/09, 0202040142. 


0204300433 Forward* IE Imp Rapt 90-279/02-11 on 830220-0403 
No nocompl lance noted 

STERNBEROiD Olvlilon of Rcildent, Reactor Project & Engineering 
Program* 02/04/14, CRANE, P, A. Pacific Oai Si Electric Co 2pp 
12809 147 34X Flche 30-279.82 /04/14,0204300433 


—8204300439 IE Imp Rapt 50-279/62-11 on 820220-0403 No noncompMance 
noted Major areal Inipe cted' lurvall lance teitlng, phyilcal 
«Bcurl ty, ma int ti LER followup. 

CAR4.80N, J D , MENDONCA, N M , YOUNO, T. Divliion of Raiidant, 
Reactor Project ti Engineering Program* 02/04/13 4pp 
12609 149. 24X Flch a, 90-379, 82/04/14, 0204300433 


8204270318 Ack receipt of 820331 ltr informing NRC of xtepi taken to 
correct vlolattani noted In IE Imp Rept 90-279/82-01 
BISHOP, T.H. Divliion of Reiidint, Reactor Project Si Engineering 
Programi 02/04/30 CRANE.P A. Pacific Oat Si Electric Co, Ip 
13093. 166. 24X Flche. 50-275, 02/04/20, 0304370310 


— 0204270323 Riipondi to NRC 020301 ltr ra violation* notad in IE Insp 
Rapt 90-275/62-01 Correctlva action* Imtallatlon of 
ilactrical raciway lupport* audltad Dlicrapant hangari 
rapalrid, 

CRANE, P A. Pacific Oai t. Electric Co 83/03/31 FAULKENBERRY, S. 
Region 5, Office of Director. 3pp. 13893 167 34X 

Flche: 90-37 9, 83/04/20, 820427031B, 


8203040143 IE Info Notica 83-12, "Burve 1 1 lane a of Hydraulic Snubbir*. " 
U/anc 1 ivc 11 it, 

JORDAN, E L. Divliion of Enginaarlng I, OualltV Aiiurance 62/04/21. 
64pp 12673.001 S4X Flcha: 90-000, 83/04/21, 8203040143. 


R. Periodic operating raporti fc related com ipondenct 


Region 5, Office of 8204090321 Forward* monthly operating rept for Jan 1982, 

82/03/31,8304090418. THORNBERRV, R. c. Pacific ©ai S< Electric Co 62/03/03 Office of 

Hanagenent and Program Analyili, Ip, 13933.393, 24X 

Flche: 90-279, 83/02/03, 0204090331. 
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— B204050324 Monthly oparating rapt for Jan 1982 

KASPER. U Q Pacific Oas b Elactric Co 82/02/03 4pp 
12522 354 24)C FUho 50-275,82/02/03.0804050321 


8204150285 Foruards monthly operating rept for Feb 1982 

TKORNBERPY. R C Pacific Oas «, Electric Co 82/03/02 Office of 
tfanagament and Program Analgsls Ip 12582 077 24X 

Ftehe 50-275,02/03/02,0204150285 


--8204150291 Monthly operating rept for Feb 1902 

KAEFER.W B Pacific Oas b Electric Co 02/03/02 4pp 
12502 078 24X Flche 50-275,82/03/02,8204150206 


@204010472 Foruiards "Progress Rept 9 of Seismic Bvc-Related Contracts 
Prior to June 1978, Diablo Canyon Nuclear Pouer Plant, “ for 
teork period from 820227-0315 Addl verification recommended 
CLOUD, R L Robert L Cloud Associates, Inc 82/03/15 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 12485 029 
24X Flche 50-275,82/03/15,0204010472 


8204220493 Forwards semimonthly Progress Rept 11 re OA audit It review 
portion of independent design verification program for 
820324-0407 H/o end 

REEOV.R F R F Reedy, Inc 02/04/12 ENOELKEN, R H Region 5, 
Office of Director Ip 12000 114 24X Flche 50-275,82/04/12, 

0204220493 


8204290201 Forwards "Semimonthly Rept 12, Diablo Canyon Verification 
Program “ Format of util tracking sys listing modified to 
conform tu/Teledyne Engineering Svc independent design 
verification program procedures 

CRANE, P A Pacific Oas I, Electric Co 02/04/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ENOELKEN, R H 

Region 5, Office of Director 2pp 12902 337 24X 

Flche 50-275,02/04/23,0204290201 


— 0204290204 "Semimonthly Rept IZ, Diablo Canyon Verification Program " 
« Pacific Oai b Electric Co 82/04/31 32pp. 12902 339 24X 

Flche 50-275.02/04/23.8 204290 201 


“B204010475 Progress Rept of Belemic Sve-Related Contracts Prior to 
June 1970, Diablo Canyon Nuclear Power Plant," for work 
period from 820227-0315 

» Robert L Cloud Assoc latee, Inc 82/03/15 llSpp 12405 031 
24X Flche 50-275,82/03/15,0204010472 


0204290324 Forwards twelfth progress rept on seismic verification 
program 

DEHISON.E r Robert L Cloud Associatas. Inc. 02/04/23 
DENTON, H R Office of Nuclear Reactor Regulation, Director. 2pp 
12884 224 24X Flche 50-275,02/04/23,0204290324 


8204150209 Forwards RF Reedy, Inc portion of tenth biweekly progress 
rspt on seismic OA program for piriod 020223-0323 

CLOUD. R L Robert L Cloud Associates, Inc 82/03/29. DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 12502' 047 
24X Flche 50-273,82/03/29,8204150289 


— 8204Z90330 Rapt 12, Project P 105-4, "Progress Rept of Independent 
Design Verification Program Diablo Canyon Nuclear Power 
Plant Phase I " 

e Robert L Cloud Associates, Inc 83/04/23 19pp 12884 225 
24X Fieht 50-275,02/04/33,0204290324 


8204010428 Forwards "Semimonthly Rept 10, Diablo Canyon Verification 
Program " Effective 820325, Taledyne Engineering Bves 
assumed role of program manager to conduct Phase I of design 
vsrification program 

CRANE, P A Pacific Oas b Electric Co 02/03/30 DENTON. H R 
Office of Nuclear Reactor Regulation, Director ENOELKEN, R H 
Region 5, Office of Director 2pp 12484 000 24X 

Flcha 50-276,02/03/30,8204010428 


--82D4010434 "Semimonthly Rept 10, Diablo Canyon Varlfleation Program, 
020311-24 " 

HOCH, J 0 Pacific Oas b Electric Co 82/03/24 S2pp 12404 082 
24X Fiche 50-275,02/03/30,8204010428 


8204290339 Forwards t2th samlmonthlij status rapt for indspsndant 
design verification program for B20409~21 Priority g Ivtn 
to revlsui of 147 open Item files establlshsd by R Cloud 
Associates prior to 020329 

URAYrR Ttledyns Engineering Services 02/04/23 DENTON, H R 
Office of Nuclear Raactor Regulation, Director ENOELKEN, R H 
Region 5, Office of Director MANEATIB.O A Pacific Oas b Electric 
Co Sapp 12000 030 24X Flche 50-275,02/04/23,8204290339 


8204300356 Forwards samimonthly "Progress Rept 12 of Safety-Related 
Contracts Prior to June 1970,020400-0421 " 

HERBERT, P J RF Ready, tnc 02/04/27 DENTON.H Office of 
Nuclear Reactor Regulation, Director ENOELKEN, R Region 9, Office 
of Director Ip 12888 099 24X Flche 50-275,02/04/27.8204300356 


8204200294 Forwards "Seismic 0af sty-Related Contracts Prior to June 
1970 Diablo Canyon Nuclear Power Plant Progress Rept 11 
820324-0407 " Rept Includes QA, audit b review of Independent 
design verification program, 

REEDY, R F R F Reedy, Inc 82/04/08 MANEATIS, 0. A Pacific Oas b 
Electric Co Ip 12735 357 24X Flche 50-275,02/04/08,0204200294 


— B204200299 "Selsmtc Safety-Related Contracts Prior to June 1976 Diablo 
Canyon Nuclear Power Plant Pregrass Rept 11 020324-0407," 

« R F Reedy, Inc 82/04/08 2pp. 12735:350 24X 

Flche 50-275,82/04/08,8204200294 


—0204300374 "Progress Rept 12 of Safety-Related Contracts Prior to June 
1970,820408-0421 " 

REEDY, R F R F Reedy. Inc 82/04/21 2pp 12083 100 24X 

Flche 50-275,02/04/27,8204300355 


8 Reportable occurrences, LERs It related cor.respond enee 


0204280282 Forwards LER S2-003/03X-1 

SHIFFEfi.J 0 Pacific Oas bElsctric Co 02/04/22 ENOELKEN, R H 
Region S, Office of Director Ip 12869 138 24X 

Flcha 50-275,62/04/22,8204200282 


8204150397 Forwards design verification program semimonthly status rspt 
for 820325-0407, per Commission Order CLI-82-30 
QKLBACH.R Pacific Oaf b Else trie Co 02/04/09. DENTON, K.R 
Office of Nuclear Reactor Regulation, Director ENOELKEN, R H 
Region 5, Office of Director SBpp 12582 151 24X 

Fiche 50-275,82/04/09,820415039 7 


8204150575 Forwards "Seismic Bvc-Rslattd Contracts Prior to June 
1978," eleventh progress rept 

DENISON, E Robert L Cloud Associates, Ine. 82/04/09. DENTON, HR 
Office of Nuclear Reactor Rsgulatton, Dlractor 2pp 12701 040 
24X Fiche 50-275,82/04/09,0204160575 


— 8204160500 "Seismic Svc Related Contracts Prior to Jun# 1978,“ alavinth 
progress rept 

» Robert L. Cloud Assoclatee, Inc 82/04/09 19pp 12701 042. 

24X Flche 50-275,02/04/09,0204160575 


— 0204200288 LER 02-OO3/O3X-1 ' on 820212, prior to fuel load, vital 
Instrument ac panel undervoltags alarm received In control 
room Inverter lY-ll b Panel PV-t8 tripped when manually 
sultehed off Cause unknoun 

SCOTT, If B Pacific Oas «, Electric Co 82/04/22 Raglan 5, 
Office of Director 2p 12859.139 24X Flche; 90-279, 02/04/28, 

8204280802 


T Hearing transcripts on non-antitrust matters 


0204220411 Forwards revisions to 820329 It 020401 transcripts of NRC 
meetings u/utll re seismic design review 

COOPER, M E Tiltdyns Engineering Services, Q2/04/I3 DENTON, HR 
Office of Nuclear Reactor Regulation, Dlrictor 12pp 12005 S7S 
24X Flche 50-279,82/04/13,0204220411 


9204150355 Forwards “Independent Detign Verification Program Elaventh 
Bemi-Monthly Status Rept, " for 820325-0400 

COOPER, W,E Teledyne Engineering Bervlees 82/04/10 DENTON, H. R. 
Office of Nucleer Reactor Regulation, Director ENOELKEN, R H. 

Region 9, DfPIc# of Director. MANEATIS, C A Pacific Oas b Electric 
Co. 2pp. 12707 156 24X Fiche. 90-275, 82/04/10, 6204150359, 


-8204160358 "Independent Design Verification Progren, Eleventh Semi- 
Monthly Status Rspt," for 820389-0400 

» Telsdyne Engineering Services. 88/04/10 27pp. 12707 158. 

a4X Flche 90-279,02/04/10,8204150359, 


U Congress lone 1/E<ecubive Correspondence 


0204160191 Responds to 011218 Itr re Independtiice b Integrity of Unit I 
fsiimle river if leation program conducted by RL Claud 
Afsocietes, Inc NRC has net yet decided whether program meets 
terms of 011119 order or acceptability «f auditor. 

PALLADINOiN Cammleslonere, 82/03/01 0TT1M0ER,R.C House of 
Rep , Energy b Commerce. 2pp. 12719 308. 24X Flche. 50-275, 

82/03/01, 0204160191 
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i02O3i7O4B'O Rttipand* to 03CZOS Jtp r> Indcptndont ludit Sptclfic Fictors 
to be conildeped in determining Independence & tecbnlcil 
({.uellFlcetiDni of ergenl letlone ti individueli let Forth in 
reiponie to Repreeentatlves Oinpell 4( Qttlnger 
J)IRCK6<H J Office of the Executive Director For Operations 
82/03/08 ALB03TA/D House of Rep Spp 12315 272 3dX 
Fiche 50-000-82/03/03,8203170030 


docket 90-277 PEACH BOTTOM ATOtltC POWER BTATIOH- UNIT 2 


F 8ecurlty< medical, erntrgenev (t fire protection plans 


SS041200?? Releases public version of revised emergency plan 
ImplamentlnB procedures 

FELTON, <7 M Division of Rules and Records 82/04/06 Decument 
Menagcnent Branch Ip 12693 209 24X Flcbe 50-277, 32/04/0Ai 

8204 I 20099 


02O4O9O39S Foruarde Annual Financial ftepts 1901 

BRADLEY, E J Philadelphia Electric Co 82/04/06 DENTON. H R 
Office of Nuclear Reactor Regulation, Director Ip 12622 021 24x 

Fiche 90-000, 82/04/06,8204090390 


— B204090403 Annual Financial Rept, 1931 

OILKESON.R F , EVERETT, J L. , AUSTIN, U H Philadelphia Electric Co 
82/04/06 4lpp 12622 022 24X FiChe 50-000.82/04/06, 

0204090398 


—8204090415 Annual Financial Rept, 1931 

HEIMER.R D , CURTIS, N M Oelmarva Pouer i. Light Co 02/02/05 
37pp 12622 066 24X Fiche 50-000,82/04/06,8204090398 


—8204090421 Annuel Financial Rept, 1981 

LINKLETTEHiA C , FEEHAN, J 0 Atlantic City Electric Co 82/04/06 
40pp 12622 109 24X Fiche 50-000,82/04/06,8204090398 


— 8204120102 FsTcrerde public vereion of reviseif emergency plan 
inplcmenting proccdurei, including Procedures EP-206 re 
fire fc damage team actlva tion, EP-207 re personnel eafety 
team activation ft EP-'207A re search tt rescue 

DALTROFF, S L. Philadelphia Electric Co 82/03/25 DENTON, H R 
Office of Mucleer Riactnr Regulatldn, Director 2pp 13633 210 
24X Fiche 90-277,82/04/06,8204120099 


— 8204120105 PubI Ic version of revised emergency plan implementing 
procedures, including Procedures EP-206 re fire ti damage 
team actlva tlour EP~207 re personnel safety team activation it 
EP-207A re search 6 rescue Revleed Index end. 
e Philedeiphia Electric Co 82/03/02 OFftcr of Nuclear 
Reactor Regulation, Director. 33pp. 12693’ 212 24X 

Fiche 50-277,32/04/06,8204120099 


3204230006 Releases public version of emergency plan implementing 
procedures 

FELTON, JN Division Of Rules and Records 82/04/12 Document 
Henagement Branch, Ip 12843. 230 24X Ft che 53-277,32/04/13, 

8204230006 


—8204090440 Annual Financial Rapt, 1901 

SMITH, R r , SONN, H W. Public Service Electric (- Oas Co of Neu 
Jersey 02/03/04. 4Bpp 12622 190 24X Fiche 50-000,82/04/06. 

8204090398 


P Operating llcenee stage documents k correspondence 


S2042203B5 Responds to FOIA request for seven categories of documents 
re TMI action plan 

FELTON, J H Division of Rules and Records 81/11/12 BHOLLVtS C 
Union of Concirned Bcisntists 6pp 12824.100 24X 

Fiche 90-000,81/11/12,8204220335 


— 8003130391 Discusses Jan 1980 site visits to verify implementation of 
Category A Lessons Learned requirements Requests that Oiv of 
□perating Reactors project managers 4, IE regional director 
or resident inspector participate in site visits 
EISENHUT, D 0 Division of Operating Reactors 80/01/10 
8CHMENCER1 A Operating Reactors Branch 1 (Pre 800428) 9pp 
12824 153 84X Fiche 90-000,81/11/12,8204220383 


—3204230009 Foruardf public version of emergency plan imp temen ting 
prdc edures, ittc lud ing Procedures EP-320, "Procedure for 
Leatlirg Chlorine" EP-209, App P, "Etafflng Augmentation - 
hO-Mlnute Celt Procedure " 

DALTROFF. S L Philadelphia Electric Co 82/04/05, DENTON, H R, 
Office of Nuclear Reactor Regulation, Director 4pp 12843; 231 
24X Fiche; 50-277, 82/04/ 12, 3204230006 


■ — 8204230012 Public version of emergency plan implementing pracedures, 
including Procedures EP-320, "Procedure for Leaking 
Chlorine,*’ l< EP-209,App P, "Staffing Augmantettan - 60- 
Hlnute Call Procedure " 

» Philadelphia Electric Co. 82/03/12. 31pp. 12843 235 24X 

Flohe 90-277,02/04/12,8204230006. 


8204190272 Ack receipt of 820315 Itr informing NRC of etepi taken to 
correct vlolatlone noted In IE imp repta, 

BMITHiO H, Dlvlelon of Emirgency preparedness l< Operationel flupport 
82/04/13 DALTRDFF.SL Phlladslph la Elec tr 1 c Co. Ip. 12721:231 
24X Fiche- 50-277, 82/04/13. 8204190272 


8203190001 Osneric Ltr 82-05 to ell licensees of operating pouer 
reactors re poit-TMI requirements 

EISENHUTiD 0 DlvlslO'n of Licensing B2/03/19 HAUSPURO, A 
Consol Idettd Edison Co, of Nsu York 7pp 12913 128 24X 

riche 50-000,82/03/19,8203190001 


S2040BD303 Foruerds systemetlc assessment of licensee performance 
evaluation rept for Jul i9eO-Jone 1981, based on 810810 
review of fee 1 1 i ties 

HAYNES, R C Region 1, Office of Director 82/03/24 DOVER, V 
Philadelphia Electric Co 67pp 12613 228 24X 

Fiche 50-000,82/03/24,8204080303 


3204060142 Oenerlc Ltr 82-03 to all operating QWRs re high burnup 
MAPLH8R limits Based on listed considerations, p lant-spec i fic 
ref to OE position acceptable averflze liit af recipients 
•net Aperture cards available in PDR 

EISENHUT, D 0 Division of Llcenalng 62/03/31 DELOEOROE, L 
Commonuaalth Edleon Co LESSOR, L , PILANT, J K Nebraska Public 
Power District 2pp 12652-079 24X Fiche 50-000,82/03/31. 

8204060142 


— B20419027S Raeponde to NRC 811224 Hr re violations noted In JE Insp 
reptt. Corrective actlone neu procedure 6T/EP-I5, "Prompt 
Notification Comisunlca 1 1 on Drill," prepared 
BDYERfV-S Philadelphia Elactrlc Co 82/03/15. HAYNES, R C 
Region I, Office of Director. Spp. 12721; 232. 24X 

Fiche 50-277, 32/04/1 3. 8 2041902 72 


8204290270 Foruarde Attachment A to Part 3-2 of std operating 
procedure- •’Emergency Public Tnfo, Inplementlng t, 6td 
Operating Procedures for Fi»ed Nuclear Facilities “ 

* Haryland, etaba of. 82/04/21 NRC - No Detailed Affiliation 
Given !p. 12381-323 24X Fiche- 50-OCO, 02/04/21. 8204290270. 


—6204290292 Attachment A to Part 3—2 of etd oparatlng procedure; 
"Emergency public info, Implamsnting fc &td Operating 
PTocedurei for Fixed Nuclear Faclli tiee. " 

• Maryland, Stats of. 02/04/30 30pp 12681 324, 24X 

Fl< h # 50-00 0, 32/04 /2t , 8204290270 


I. Financial in formation 


82040B004S Forwards Annual Financial Rspt 1931 

BRADLEY, E J Phlladolphla Electric Co, 62/04/09 DENTON, N R 
Office of Nuclear Reactor Regulation, Olrac tor. lo. 12609 057, 24y 

Fiche- 90-000, 82/04/09,8204030042 


-8204080091 Annual Financial Rept 1931, 

' AI^STIN.J.H Philedttphla Electric 
1 2609 050 a4X Fiche; 90-000,32/04/09, 

3204000042 


8204S20S43 Requests util arrange conference call to resolve open items 
lletfd in end "Control of Heavy Loads, Ph 1 1 adelphla Electric 
Co, Peach Bottom Atomic Power Station Units 2 It 3, " draft 
technical svaluatlon rept 

8T0L2, J F Operating Reacbore Branch 4. 82/04/09 BAUER, E 0 

Philadelphia Electric Co 2pp. 12820 115. 24X 

Fiche 50-277,82/04/09,8204220243. 


— 8204220250 "Control of Heavy Loade, Ph 1 ladel ph la Electric Co, Peach 
Bottom. Atomic Pouer Btation Units 2 It 3, " draft technical 
fveluation rept 

VITOtD J , SAROENT, I H, Franklin Instltute/Frenklln Research 
Center, TEH-CS257-107, 62/03/25 CLEMENSON.F NRC - No Detailed 

Affiliation Olven 35pp. 12620.118 24X Fiche 50-277,82/04/09, 

8204220243 


6204130208 Advises that propoeed Tech Spec changai re design for 
degraded grid voltage protection ulll be submitted by 
820907, per 020218 request 

DALTROFF, B L Philadelphia Electric Co 02/04/07 STOLZ.J F 
Operating Rcectori Branch 4, Ip 12699.349 84X 

Fiche 90-277,02/04/07,8204130290 


8204160152 Oenarlc Ltr 62-07 to all BWR plant llceneees li appllcanta re 
transmittal of NURE0-a909 relative to Olnna tube rupture 
N/o end NUREG.Liab of NRC recipients end. 

EISENHUT, 0, 0. Division of Licensing, 82/04/15 Commonusalth 
Edison Co 7pp 12707-196, 24X Fiche 90-000, 32/04/15, 02041601 SS, 



DOCKETED ITEMS 


m 


8204I7O126 Foruards table indicating implementation date« for selected 
NUREO-0737 itemsiln response to NRC Generic Ltr B2-05 
Completion date for ulde range containment uater level 
monitor under NURE0-O737p Item II F 1 changed to 02Oi3O 
DALTROFFiS 1. Philadelphia Electric Co 02/04/lS EIBENHUTi D 0 
Division of Licensing d>pp 12724 010 24X Fiche 50-277( 02/04/ ISi 

0204190128 


0204200031 Submits addl clarification on 791231 submittal re adeiiuacg 
of station distribution voltageSiper 020308 request 
DALTRDFFi 8 U Philadelphia Electric Co 02/04/15 8T0LZ< J F 
Operating Reactors Branch 4 3pp 12743 263 24X 

Fiche 50-277i 02/04/18, 0204200031 


S2O423O260 Requests deletion of Dockets 50-382, SO~3S3i 50-463 (< 80-464 
from util 820326 submittal re NLIREG-0737 Item tl K 3 10 re 
automatic dep ressur i latl on sgs initiation logic design mod 
DALTfiOFF, S U Philadelphia Electric Co 82/04/16 EISENHUT,D 0 
Division of Licensing ip 12017 270 24X Fiche 30-277, 02/04/16. 

0204230268 


0204210295 Generic Ltr 02-09 to all pouer reactor 1 icensees, app 1 icants 
for OL, NSSS vendors & reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qualification requirements end 
EISENHUT, D 0 Division of Licensing 02/04/20 HAUSPORO, A 
Consolidated Edison Co of Neui Vork IBpp 12062 337 24X 

Fiche 30-000,82/04/20,0204210295 


3204270300 Responds to 010218 Generic Ltr 81-10 re min staffing 
requirements Current operating shift provides sufficient 
personnel to meet all requirements 

DALTROFF, B L Philadelphia Electric Co 82/04/22 EISENHUT, U 0 

Division of Licensing 2pp 12852 161 24X Fiche 80-277, 82/04/22, 

8204270300 


O Inspection reports, IE Bulletins S< correspondence 


0204300417 Aek receipt of 020305 ltr informing NRC of steps taken to 
correct violations noted in IE Insp rept No further action 
proposed 

LIEDERMAN, J Enforcement Staff 82/03/24 DOVER, V 8 Philadelphia 
Electric Co 2pp 12920 202 24X Fiche 50-277,02/03/24,0204300417 


8204010309 Act receipt of 820319 ltr informing NRC of steps taken ta 
correct violations noted in IE Insp Repts 80-277/82-01 & 
50-278/02-01 

STAROSTECKI ■ R Division of Project 4i Resident Programs 82/03/26 
DALTROFF, 8 L Philadelphia Electric Co Ip 12477 270 24X 

Fiche 50-277,02/03/26,0204010309 


--02O4OIO322 Responds to NRC 820120 ltr re violations noted in IE Insp 
Repts 30-277/82-01 8< 30-278/82-01 Corrective actions 
detailed discussions held ui/OE personnel 6 mgt to prevent 
recurrence 

GALLAGHER, J N Philadelphia Electric Co 82/03/19 
BTAROSTECKI, R Division of Project & Resident Programs 4pp 
12477,271 24X Fiche 30-277,82/03/26,8204010309 


0204020204 Ack receipt of 020129 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-277/00-18 (< 

50-270/80-10 

MARTIN,! T Division of Engineering & Technical Programs 82/03/29 
DALTROFF, S Philadelphia Electric Co 2pp 12497,149 24X 

Fiche 30-277,82/03/29,0204020284 


—6204020205 Responds to NRC 811230 ltr re violations noted in IE Insp 
Repts 30-277/80-18 b 50-278/80-10 Corrective actions job 
descriptions of all portions identified in organ! lat tonal 
chart ulll be completed by 020528 

DALTROFF, BL Ph i ladel ph ia El ac tr I c Co 82/01/29 MARTIN, T, T 

Division of Engineering b Technical Programs 7pp 12497,131 

24X Fiche 30-277,82/03/29,8204020284 


0204150363 Forwards IE Info Notices 82-09, "Cracking in Piping of 
Makeup Coolant Lines at BbN Plants" b 02-10, "Fallowing up 
Bymptomatlc Repair* to Assure Resolution of Problem " No 
written response required 

HAYNEa,R.C Region 1, Office of Director 02/03/31 a'TQaUE,UD. 
Consolidated Edison Co of New Vork SMITH, R L Vermont Yankee 
Nuclear Power Corp, KAY, J A Yankee Atomic Electric Co. 3pp. 
12682 248 24i( Fiche. 50-000, 82/03/31 > 8204 1 50365. 


8204150462 Forwards IE Bulletin 02-01, "Alteration of Radiographs of 
Melds in Piping Subassemb 1 las. " No written response 
required. 

HAYNES, fi C Region I, Office of Director 82/03/31 O'TOOLE, J 
Consolidated Edison Co of New York MAIERiJ E Rochester Gas b 
Electric Corp SMITH, R L Vermont Yankee Nuclear Power Corp 6pp, 
12683-234 24X Fiche 50-000,82/03/31,8204150462 


8204080247 Confirms 82032? telcon re extending due date for inserviee 
insp program to 620608 

DALTROFF.SL Phlladalphia Electric Co 02/04/05 STOLZ, J F 
Operating Reactors Branch 4 Ip 12614. 129 24X 

Fiche 30-277,82/04/03,8204080247 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies in Mide Range 
Pressure Instruments Used in Meetinghouse Designed Plante." 

Sve list enc 1 

JORDAN, E L Division of Engineering b Quality Asturence 82/04/09 
63pp 12878 342 24X Fi c he 50-000, 82/04/0 9, 8202040142 


6204I60S60 Submits supplemental info to 811229 b 82020S Itrs re scram 
sgs pips breaks Info changes previous commitment to inspect 
piping equivalent to Class 2 b commits to upgraded scram 
discharge vol insp progren to ASHE stds 

DALTROFF, SL Phi ladelph la Elec tr Ic Co. 82/04/12 EISENHUT, DO 
Division of Licensing ip 12700 321 24X Fiche 50-277,82/04/12, 

8204160560 


8204190272 Ack receipt of 820315 ltr informing NRC of steps taken to 
correct violations noted in IE insp repts 

SMITH, O H Division of Emorgeney Preparedness b Operational Support 
82/04/13 DALTROFF, S L Philadelphia Electric Co Ip 12721 231 
24X Fiche 30-277.82/04/13.8204190272 


—0204190275 Responds to NRC 811224 ltr re violations noted in !E insp 
repts Corrective actions now Procedure ST/EP-IS, "Prompt 
Notification Communication Drill," prepared 
DOVER, V S Philadelphia Electric Co 02/03/15 HAYNES, R C 
Region {, Office of Director 3pp 12721 232 24X 

Fiche 50-277,82/04/13,8204190272 


0204200262 Ack receipt of 620400 ltr informing NRC of stepe taken to 
correct violations noted in IE Insp Repts 50-277/82-03 b 
50-278/82-03 

STAROSTECKI.R Division of Project b Resident Programs 02/04/13, 
DALTROFF, S L Philadelphia Electric Co ip 12738 106 24X 

Fiche 50-277,02/04/13.0204200262 


—0204200266 Responds to NRC 820312 ltr re violations noted in IE Insp 
Repts 30-277/82-03 b 50-270/82-03 Corrective actions 
personnel instructed re fire watch responsibilities b 
personnel dos 1 me try 

DALTROFF, S L Philadelphia Electric Co. 82/04/08 STAROSTECKI.R 
Division of Project b Resident Programs, 4pp 12738 187 24X 

Fiche 50-277,82/04/13,8204200262 


8202040143 IE Info Notice 82-12, "Surveillance of Hydraulic Snubbers " 
U/ancl SVC list 

JORDAN, E.L Division of Engineering b Quality Assurance 02/04/31 
64pp (2873 001 24X Fic ho, 50-000, 02/04/2 1 , 0202040143 


R Periodic operating reports & related corro spondenee 


8204320293 Forwards monthly operating repts for Mar 1982 

COONEY, M J Philadelphia Electric Co 82/04/19 Director's 
Office, Office of Inspection and Enforcement Ip 12806 080 34X 

Fiche 50-277,82/04/19,8204220293 


— 8204220298 Monthly operating rapts for Mar 1902 

ALDEN, U H Philadelphia Electric Co 82/04/13 9pp 12006:081 
34X Fiche 50-277,02/04/19,8204220293 


820430023S Forwards "Bemiannual Cost Rept for Jan-June 1981 " 
OERUSKY, T M Pennsylvania, State of hRC-05-00-278 82/04/22 

COBB, L I Director's Office, Office of Inspection and Enforcement 
17pp 12891 303 24X Fiche. 50-000, 62/04/22, 0204300235 


8. Reportable occurrences, LERa b related correspondence 


8204160109 Responds to FOIA request that OECD Incident Reporting Bys 
repts be placed in PDR Documents listed in app avallebls in 
FOR, Other pertinent documents completely withheld (ref FOIA 
Exemption 4) 

FELTON, J M Division of Rules and Records 01/11/09, CONNOR, L 
Doc-Search Associates 3pp. 12700.339 24X Fiche 50-000,01/11/09, 

0204150109. 


— 0204150215 Incident Reporting 8ve Rept 28, 3, re turbine disc cracks In 
Mestlnghouse PMRs. 

a Organlxalion for Economic Cooperation fc Development (Paris). 
Sl/03/13, 2 pp, 12707 26 1 24X Fi ehe: 50-000, 01/1 1/09, 8204 1 50109 


0204010334 LER 02-OO5/O3L-O. on 020215, control room emergancy 
ventilation sys failed to meet Tech Spec 4 2. A, 1 
requirements during surveillance test Caused by broken 
linkage on OBV-30 ventilation fan damper Linkage repaired. 

COONEY, M J Philadelphia Electric Co. 82/03/15 HAYNES, R, Region 
1, Office of Director, Ip. 12477-029. 24X Fiche- 50-277, 82/03/15, 

8204010334. 



116 


DOCKETED ITEMS 


eao«00009 Forward J LER fi2-00a<"0t T-O Dt tailed event aiialusle submitted. 
COONEViM J Ph i ladelp* *• Electric Co Ba/'04/0a HATNEE.iB C 
Region ii Office of Director 3pp 12743 007 24X 

Flcba 50-277. 83/04/09*6204800009 


— 0204200013 LER 82-009/017-0 an 920328. pro b Hffl* w/auxiliarv bailers 
resulted in operating one boiler an 2 diesel fuel instead of 
6 diesel fuel Diesel fuel tank Inventorg detroaied below 
Tecb Spec limit 

COONEV. H J Philadelphia Electric Co, 82/04/08 Region 1. 
Office of Director Ip 12743 OlO 24* fiche 90-277.82/04/09, 
8204200009 

62042003*73 LER 82-O0i/O3L-O on 920313. dor ing surveillance tasting of 
fire protection tgs. diesel fire pump tripped off on 
overspecd condition Caused bg defective overspeed control 
switch Defective switch replaced 

COONEV, M J Philadelphia Electric Co 82/04/12 HAYNEa. R C 
Region 1. Office of Odfoctor ip 12743 2t2 24X 

Fiche 30-277,82/04/12.8204200393 


820419023* PNO-1-82-032 on a20413.Hor 1982 TLD for licensee contractor 
(Henkels-HcCogluorker read 10 rcffl Caused bg individual 
uortlng in laundrg throughout Kar 1982 Horker removed from 
duties Investigation ponding 

fICCABE. KEIMIO Raglan 1. Office of Director 82/04/14 Ip 
12721 297 24X Fiche 50-277,92/04/14.9204170236 


8204260115 Forwards revised LER B2-OOB/01X-1. correcting Igpograp* 1 cal 
error In recently submitted LER re diesel fuel oil storage 
tank Inventory Correct figure is 104,000 gallons 
COONEVtfl J Philadelphia Electric Co 82/04/16 HAYNES. ft C 
Region 1, Office of Director ip 12838 1 69 24X 

Fiche 90-277. 82/04/ 1 6. 02042601 1 3 


— 8204260118 Forwards revised LER a2-008/OlX“l Detailed event analysis 
enci 

COONEV. M J Philadelphia Electric Co 82/04/19 HAVNEfi. R C 
Region 1. Office Of Director 3pp 12839 169 24X 

Fiche 50-277.82/04/16.8204260113 


— 8204260122 Revised LER 02-OC8/OIX-I on 820326. auc 11 lary boiler operated 
on diesel fuel 2 Instead of fuel oil 6. decreasing diesel 
fuel inventory belo-w Tech Spec limit of 104.000 gallons 
Caused by failure to monitor fuel tank Inventory 
COONEY. N J Philadelphia Electric Co 52/04/15 Region i. 

Office of Director Ip 12838 172 24X Flchc 30-277,82/04/16. 

9204260115 


OQCKET 30-273 PEACH BOTTOM ATOMIC POWER STATION, UMIT 3 


F Sscurlty. medical, emergency 6 fire protection plans 


8204120099 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Records 82/04/06 Document 
Management Branch Ip 12633 209. 24X Fi che. 90-277. 82/04/06. 

8204120099 


— 8204120102 Forwards public version of revised emergency plan 
implementing pToreduret. including Procedures EP-206 re 
fire U damage team actl vatioR. EP-207 re personnel safety 
team activation l« EP-207A re search 6 rescue 

DALTROFF.S L Philadelphia Electric Co 52/03/23 DENTON. H It 
Office of Nuclear Raactor Regulation. Director 2pp 12633 210 
24X Fiche 50-277,82/04/06.8204120099 


— 8204120109 Public vorsion of revised emergency plan implementing 
procedurei. including Procedures EP-206 re fire ti damage 
team active tlon, EP-207 re personnel sefety team activation V 
EP-207A re search t. rescue Revised index end 
• Philadelphia Electric Co 82/03/02 Office of Nuclear 
Reactor Regulation. Director 33pp 12693 212 24X 

Fiche 50-277. 82/04/06, 8204120099 


8204230006 Releates public version of emergency plan laplementing 
ppocedvree 

FELTON. ,1 M Division of Rules and Records 82/04/12 Document 
Hanegement Branch. tp 12843 230 24X Fiche 50-277.82/04/12, 

8204230006 


— 8204230009 Forwards public version of emergency plan Inplenenting 
procedures. Including Procedures EP-320, "Procedure for 
Leaking Chlorine" h £9-207, App P. "Staffing Augmentation - 
60-Hlnute Call Procedure " 

DALTRDFF. S.L Philadelphia Electric Co 82/04/09. DENTON, H B, 
Office of Nuclear Reactor Reguletion, Director 4pp. 12843,231. 
a4X Fiche. 90-277,82/04/12.8204230006 


— 8204230012 Public version of emergency plan implementing procedures, 
including Procedures EP-320. "Procedure for Leaking 
Chlorine," 8. EP-209, App P, "Staffing Augmentation - 60- 
Mlnute Call Pro-cedure " 

• Philadelphia Electric Co 82/03/12 31 pp 12843 233 24X 

Flchi 30-277,82/04/12. 8204230006 


8204190272 Ack recaipt of 620313 Itr informing NRC of steps taken to 
correct violations notad in IE insp repts 

SMITH, 0 H Division of Emergency Preparedness & Operational Support 
92/04/13 DALTROFF.S L Philadelphia Electric Co Ip 12721 231 
24X Flcbf 30-277.02/04/13,8204190272 


— 8204190275 Responds to NRC 811224 Itr re violations notad in IE insp 
repts Corrective actions new Procedure BT/EP-13, "Prompt 
Notification Communication Drill." prepared 

DOVER, V 3 Philadelphia Electric Co 82/03/13 HAYNES. R C 
Rtgion t. Office of Director 3pp 12721 232 24X 

Fiche 30-277. 82/04/13. B2041 70272 


8204290270 Forwards Attachment A to Part 3-2 of std operating 
procedure "Emergency Public Info. Imp lament ing 6 Std 
Oparatlng Procedures for Fixed Nuclear Facilities " 

* Maryland, State of 82/04/21 NRC - No Detailed Affiliation 
Olvtn Ip 12801 323 24X Fiche 30-000,82/04/21,0204290270 


— 8204290272 Attachment A to Part 3-2 of std operating procedure 
"’Emergency Public Info. Implementing t. Std Operating 
Procedures for Fired Nuclear Facilities " 

« Maryland. State of 62/04/30 30pp 12691 324 24X 

Fiche 50-000,82/04/21.0204290270 


I Financial information 


B204D60042 Foruarils Annual Financial Rept 1781 

enADLEY, E J Philadelphia Electric Co 82/04/03 OENTON.H R 
Offict of Nuclear Reactor Regulation. Director Ip 12603 037 24x 

Flcha 30-000. 82/04/05. 8204080042 


— 82040SOOS1 Annual Financial Rept 1981 

OILKESDN-R F . EVERETT. J L . AUSTIN. J H Philadelphia Electric Co 
02/04/03 43pp 12603 030 24X Fiche 30-000,62/04/03. 

8204080042 


8204090399 Foruarde Annual Financial Repts 1961 

DRADLEY.E j PhlJadelpblm Electric Co 82/04/06 DENTON, H R. 

Office of Nuclear Reactor Regulation, Director Ip 12622 021 24x 

Fiche 30-000, 8 2/04 / 06, 82 040 70398 


— B20407040B Annual Financial Rept. 1981 

OILKESON.ft F , EVERETT. J L , AUSTIN, J H Phlladalphla Electric Co 
82/04/06 41pp 12622 022 24X Fiche 30-000,82/04/06. 

9204090373. 


—8204090413 Annual Financial Rept. 1981 

NEIMER.R. 0. , CURTIS. N M Oelmarva Power & Light Co 82/02/05 
37pp 12622.066 24X Fiche ■ 50-000, 82/04/06, 0204090398 


—8204090421 Annual Financial Rapt, 1981 

LINKLETTEH.A C , FEEHAN, J 0 Atlantic City Electric Co 82/04/06 
40pp 12622 109 24X Fiche 50-000,82/04/06,8204090398 


—8201090440 Annual Financial Rep t. 1981 

SMITH.R I , SONN.H U Public Service Electric t< Oas Co of New 
Jersey 82/03/04 4app 12622 130 24 X Flchc 30-000,82/04/06, 

8204090398 


P Operating license stage decuments 6 correspondence 


8204S20385 Responds to FOIA request for seven categories of documents 

re TNI action plan 

FELTON, J H Division of Rules and Records 81/11/12, BHOLLY. S C 
Union of Concerned Scientists 6pp 12824' 100 24X 

FI < be. 30-000, 81/11/ IS. 8204220309 


— 8003130391 Discusses Jan 1980 site visits to verify Imp lementetion of 
Category A Lessons Learned requirements Requests that DIv of 
Dpereting Reactors project managers h IE regional director 
or resident inspector participate In site visits 
EI8£NHUT,0 0 Division of Operetlng Reactors 80/01/10 
SCHNENCERiA. Operating Reactors Branch 1 (Pre 800428) 9pp. 

1 2824 -199, 24X Plche-90 -000 ,81/11/12, 8S0 4220309. 


6203190001 Oenertc Ltr B2-0S to all licensees of operating power 
reactors re post-TMT requirements. 

eiBENHUT, DO Division of l.lcenflng 82/03/19. HAUSPURO.A. 
Consolidated Edison Co of New York. 7pp 12313 128. 24X 

Flehe: 30-000, 82/03/ 19, 8203190001 
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3204080303 poruArds sijstematic asttsAment of licentoe performance 
evaluation rapt for Jul 1980-June i9Sli baaed on 010010 
revieu of faciltties 

HAVNES.R C Region 1. Office of Director 02/03/24 BOYER > V 
Philadelphia Electric Co &7pp 12613 220 24X 

Fiche SO-000. e2/03/24i 8204080303 


0204010309 Ack receipt of 020319 t tr Informlna NRC of itepi taken to 
correct vloiatlona noted in IE Insp Repti S0~277/e2**01 & 
30-270/02-01 

STAROSTECKIi R Division of Project & Reild ent Programs 02/03/86 
DALTROFF* S L Philadelphia Electric Co tp, 12477 270 84X 

riche S0-277« 02/03/26^8204010309 


0204060142 Otnerlc Ltr 02-03 to all operating BURs re high burnup 
HAPLHOR limits Based on listed consid tret lonsi plant-specific 
ref to QE position acceptable Overslie list gf recipients 
end Aperture cards available in FDR 

EieENHUr.DO Division of Licensing 02/03/31 DELOEOROE, L 
Commonwealth Edison Co LESSORiL < PlLANTiJ M Nebraska Public 
Powsr District 2pp 12682 079 84X Fiche 30-000,08/03/31, 

0204060142 


--8204010322 Responds to NRC B2012B ltr re violations noted In IE Inep 
Repts SO-277/02-01 «< 50-270/82-01 Corrective actions, 
detailed discussions held w/OE personnsl & mgt to prevent 
recurrene e 

OALLAOHEftfJ M Philadelphia Electric Co 02/03/19 
0TAROSTECKI , R Division of Project fc Resident Programs 4pp 
12477 271 24X Fiche 50-277,02/03/26,0204010309 


8204220243 Requests util arrange conference call to resolve open Items 
listed In end "Control of Heavg Load s, PM 1 adelph la Electric 
Co, Peach Bottom Atomic Power Station Units 2 t« 3, " draft 
technical evaluation rept 

STOLZ.J F Operating Reactors Branch 4 82/04/05 BAUER, £ 0 

Philadelphia Electric Co 2pp 12820 115 24X 

Fiche SO-277, 82/04/05, 0204220243 


'0204220250 "Control of Heavy Loads, Ph 1 ladel phia Electric Co, Peach 
Bottom Atomic Power Station Units 2 t, 3, " draft technical 
evaluation rept 

VITO, D J , SARGENT, I H Franklin Ins ti tu te/Frank 1 In Raseareh 
Center TER-C3257-107 82/03/25 CLENENSON, F NRC - No Detailed 

Affiliation Olven SSpp 12020 118 24X Fiche 90-277,02/04/03, 

0204220243 


S204I302QB Advises that proposed Tech Spec changes ra design for 
degraded grid voltage protection will be submitted bg 
020507, per 620210 request 

DALTROFF, 8 L Phi ladel ph la Electric Co 62/04/07 STOLZ, J F 
Operating Reactors Branch 4 Ip I269S 349 24X 

Fichs 50-277,02/04/07,0204130280 


8304160152 Osnerlc Ltr 88-07 to all BWR plant licensees (, applicants re 
transmittal of NUREG-0909 relative to Olnna tube rupture 
U/o end NUREO List of NRC recipients end 

EISENHUT, D 0 Division of Licensing 02/04/15. Commonwealth 
Edison Co 7pp 12707 196 24X Fiche 90-000, 02/04/15, 02041601 52 


8204190128 Forwards table indicating implementation dates for selected 
NUREO-0737 items. In response to NRC Generic Ltr 02-05 
Completion date for wide range containment water level 
monitor under NUfiE0-0737i Item II F 1 changed to 020630 
DALTROFF, 3 L Ph i ladel ph la Elec trie Co 02/04/15 EISENHUT, D, 0. 

Division of Licensing 6pp 12724,010 24X Flehe’ 90-277, 62/04/19, 

6204190126. 


8204D204B6 Ack receipt of 820317 ltr informing MRC of sttps taken bo 
correct vlolatlone noted in IE Insp Rept 50-878/81-07 
MARTIN, T T Division of Engineering 1< Technical Programs. 88/03/26 
DALTROFF, B L Philadolphia Elactrlc Co Ip 12500.280 24X 

Fiche 50-278,02/03/26,8204020486 


— 6204020491 Rtiponde fro NRC 820216 ltr re vloiatlons noted in IE Insp 
Rept SO-270/8 1 -07, C orr e c t ive actions Individual counseled on 
importance of tiearlng personnel doslmetrg devices 
DALTROFF, a U Philadelphia Electric Co 82/03/17 MARTIN, T T 
Division of Englnesrlng ftTschnlcal Programs 3pp 12500,281. 

24 X Fiche 50-278,82/03/26,8204020466 


8204020204 Ack receipt of 820129 ltr informing NRC of steps token to 
correct violations notod in IE Insp Repts 90-277/80-18 1, 

50-278/80-10 

MARTIN, T.r, Division of Engineering 1< Technical Programs, 82/03/29. 

DALTROFF, 8, Philadelphia Electric Co. 2pp 12497,149 24 X 

Fiche 50-277,82/03/29,8204020204 


'-82040202BS Responds to NRC 811230 ltr re violation! noted In IC tiisp 
Repts 50-277/80-18 «< 50-278/80-10 Corrective actions job 
doserlptlons of all portions Identlfisd In organl lational 
chart will be completed bg 820528, 

DALTROFF, 8 L Philadelphia Electric Co. 02/01/29 MARTIN,! T 
Otvlfion of Englneoring 4e Technical Programs 7pp 12497:151. 

24X Fiche, 50-277, 82/03/29, 0204020264 


8204150365 Forwards IE Info Notices 02-09, "Cracking In Piping of 
Makeup Coolant Lines at B«,W Plants" 1< 02-10, "Following up 
Sgaiptomstle Repairs to Assure Resolution of Problem " No 
written response required 

HAYNEB, R C Region i, Office of Director, 82/03/31 D 'TOQUE, J 
Consolidated Edison Co of New York SMITH, R:.L, Vermont Yankee 
Nuclear Power Corp KAY, J A Yankee Atomic Electric Co. Sop 
24X Fiche 50-000,02/03/31,8204190365 


12682: 248 


6204200031 Submits addl e lart flee t Ion on 791231 submittal re adequacy 
of station distribution voltages, per 820306 request 
DALTR0FF.8L Phlladel ph la Electric Co 02/04/15 8T0LZ, J, F 
Opereting Reactors Branch 4 3pp 12743 263 24X 

Flehe 90-277,82/04/15,8204200031 


0204230260 Requests delation of Dockets 50-392,50-393,50-463 1, 90-464 
from util 020326 submittal rs NURE6-0737 Item II K. 3 16 re 
automatic dep rest ur iiat 1 on sgt Initiation logic design mod. 

DALTROFF, 8 L Phi ladel p h ia Elec trie Co 82/04/16. EISENHUT, DO 
Division of Licensing Ip 12017.278 24X Fiche 50-277,62/04/16, 

6204230268. 


8204150462 Forwards IE Bulletin 82-01, "AUeretlon of Rad lograpli s of 
Melds in Piping Bubassemb 1 let, " No written response 
required 


HAYNEB, R C Region 1, Office of Director. 62/03/31 O'TOOLE, J 
Consolidated Edleon Co of New York. MAIER,0 E, Rocheiter Oae t, 
Electric Corp SMITH, R. L Vermont Yankee Nuclear Power Coro 6nb 
12663 234 24X Fiche 50-000,62/03/31,8204190462. ^ 


8204060247 Confirms 020329 belcon re eitindlng due dete for Ineervlce 
Insp progrem fro 820606 

DALTROFF, 8. L Philadelphia Electric Co, 62/04/09 STOLZ, J F 
Operating Reactore Branch 4, tp 12614 129 24X 

Fiche 50-277,62/04/09,8204080247 


S204210295 Ocneric Ltr 82-09 to all power reactor 1 icenseet, app licanbs 
for OL, NSSS vendors ti reactor vendors rs environ 
qualification of safety-related electrical equipment 
NRC position re qualification requirements end. 

EISENHUT, 0 0 Division of Licensing B2/04/20. HAU6PUR0, A. 
Consolidated Edison Co of New York ISpp, 13862' 337 24X 

Fiche 50-000.62/04/20,6204210295 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies In Midi Range 
Proesura Inatruments Used In Mettinghouis Designed Plante " 

6vc list one ) , 

^RDAN, E L Dlvlilon of Engineering 6 Guality Assurance. 62/04/09 
63pp. 12876:342. 24X FI chi’ 50-000, 82/04/09, 6202040142, 


0204270360 Responds to 610216 Oeneplc Ltr 81-10 re min staffing 
requirements Current opereting shift provides sufficient 
personnel to meet all requirements 

DALTROFF, B L Phlledelphia Electric Co. 62/04/22 EISENHUT, D, 0. 
Division of Licensing 2pp, 12B92’161. 24X Fiche. 50-277, 62/04/22, 

6304270360, 




.... r — ... .-rr mru- kv k watv,<uo 1 tre Te ecrem 

sys pipe breaks Info changee prevloue commitment to Impact 
p ping equivalent to Class 2 4 , eonunlts to upgradad ecram 
discharge vol Insp program to ABME stds. 

DALTROFF, 6. L, Philadelphia Electric Co 62/04/12, EISENHUT, UO 
8204 * 60660 ^ ‘ " ‘2700-321 24X Flch I- 50-277. 62/04/ 18 . 


Q Inspection reports, IE Bulletins V corrtspondsnes 


8304300417 Ack receipt of 620309 ltr informing NRC of stsps taken to 
correct violations noted In IE Inep rept. No further action 
proposed. 

LIESERMANiJ. Enforcement Staff 82/03/34. BOYER, V. 8: Phlledelphia 
Electric Co 2pp. 12920 202 24X Flf he- 50-277, 02/03/24, 8204300417 


ACS rseeipt of 820315 Hr Informing NRC of etepe taken to 
correct violations noted In IE Insp repts. ^ sastn so 

Division of Emorgsney Properedneas t. Operational BuDoort 
DALTROFF.B.L Philadelphia Electric Co Ip lam-aSl 
24X Fiche- 50-277, 62/04/13, B204190278 


—6204190279 Responds to NRC 811224 ltr re violations noted In IR Inso 
actlonsinew Procedure aT/EP-lS, "??omM ' 
ortwe-i Communication Orllif'* prtporvd. 

n^*!?***'*''^*’^*** Electric Co, 02/03/15. 

Oireetor. 3pp, 12731:232. 

Fiche, 90-277,82/04/13, 8204190278 ^ 


HAYNEB, R C. 
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8204300262 Ack receipt of B2040B Itr lri#orffllng M(?C of »tep» taken to 
correct violations noted in IC Insp Pepts 5O-277/02“'O3 P 
90-278/02-03 

8TAR0STeCKI»R DivUioji of Project i< Resident Programs 02704/13 
OALTPQf F> S L> Philadelphia Electric Co Ip 12730 106 24K 

Ei Che' 30-277. 02/04/13. 0304200262 


8204090152 Requests copies of 1 ie ense e/app I le ant requests for 
eitenslon or eiemption re implementation of I0CFR73 21 
Onlg Kaddam Neck & Millstone have submitted fees t. fee 
forms 

TREMPERiL License Fee Management Branch 02/04/05 Office of 
Nuclear Reactor Regulation. Dlrec tor Ip 12633 260 24X 

Flche 50-000,02/04/05,0204090158 


— 0204200266 Responds to NRC 030312 1 tr re violations noted In IE Insp 
Repts 30-277/02-03 <« 50-270/02-03 Corrective actions 
pecfonnel Instructed re fire uatch respon sib j 1 i ties I. 
personnel dosimetry 

OALTRQFE. S L Philadelphia Electric Co 82/04/00 9TAfl03TECRI. R 
Division of Project & Resident Programs 4pp 12738 107 24X 

Fiche 50-277, 02/04/13, 0204300262 


820423024S Discusses deficiencies identified as consequence of IE 
appraisal of emergency preparedness program on 820315-16 
Lilts util commitment naeded to correct apparent 
deficiencies in training program 

O'REILLV, J P Region 2. Office of Director 82/04/06 

LEASBURO.R H Virginia Electric t< Pouer Co 3pp 12017 334 24X 

Flche 50-300. 82/04/06. 0204230242 


8202040143 IE Info Notice 82-12, "Surveillance of hlgdraulle Snubbers " 
U/ancl SVC list- 

JORDAN, £ L Division of Engineering 4< Quality Assurance 02/04/21 
64pp 12073 001 34X Fiche 50-000,02/04/31,0202040143 


R Periodic operating reports & related correspondence 


0304150447 Fo-rwards description of "Emergency Operations Facility," per 
NUREG-0737. Item III A 1 2, 1 n response to B111S3 }< 020129 
concerns r* 0 10601 implementation plan 

LEASSVRO.R H Virginia Electric & Fouer Co 82/04/00 DENTON, H R 
Office of Nuclear Reactor Regulation, Director EIEENHUT.D 0 
Division of Licensing 2pp 126B5'045 24X Fiche 90-000.02/04/08. 

0204150447 


8204220293 Forwards monthly operating rapts for Nar 1982 

COONEV.M J Philadelphia Electric Co 82/04/19 Director's 

Office. Office pf Inspection and Enforcement Ip 12006 030- 24X 

Flche 50-277.82/04/19,0204220393 


— 8204150450 "Emergency Operations Facility " 

• Virginia Electric «< Power Co 02/04/08 16pp 12685 04/ 24X 

Fiche 50-000,82/04/08,0204150447 


— 8304220298 Monthly operating fepts for Mar 1982 

ALDEN.W If Philadelphia Electric Co 82/04/13 9pp 12806081 
24X Fiche 50-277,82/04/19,0304220293 


8204300235 Foruard* "Semiannual Cost Rept for Jan-June 1981 " 

CERUSKV, TM Pennsylvania, state of. MIC- 05-80-27 2 82/04/22, 

COBB.L I, PirectDr's Office, Office of inspection and Enforcement 
17pp 12891 302. 24X Flche 30-000,02/04/22,8304300335. 


S Reportable occurrences. UERs Si related correspondence 


8204190236 PNO- 1-02-032 on 820413, Mar 1902 TLO for licensee contractor 
(Henkels-McCoy Iworker reed 10 rem Caused by individual 
working in laundry throughout Ifar 1982 Workor removed from 
duties Investigation pending 

MCCABE. KEIHIO Region 1, Office of Director 82/04/14 Ip 
127Z1'3B7 24X Flche 50-277,82/04/14,0204190236 


0204290066 Foruerdc request for addl info needed to determine whether 
mods satisfy Section III O 3 of App R to lOCFRSO Means of 
providing direct indication of source range flui must be 
available at alternate panel 

NOVAK, r M Assistant Director for Operating Reactors 82/04/12 
LEA3BIIR0.R H Virginia Electric & Power Co 26pp 12099 289 a4x 
Fiche 90-280, 82/04/12.8204290066 


0204160611 Application for amend to Licenses DPR-32 t< DPR-37 reflectlnq 
revisions to Sections 3 21 & 4 10 re fire protection sys 
LEASDUHO, R H Virginia Electric Sc Power Co 82/04/13 DENTON. H R 
Office of Nuclear Reactor Regulation. Oirsetor VAROA, S A 
Operating Reactors Branch 1. 3pp 12700 063 24X 

Flche 90-200,82/04/13,8204160611 


— 8304160610 Proposed Tech Spec changes to Sections 3 21 & 4 18 re 
fire protection sys 

* Virginia Electric t, Power Co 02/04/13 20pp 12700 066 24X 

Fiche- 50-200, 02/04/13, 82041 6D6 11 


DOCKET 50-200 8URRV POWER STATION, UNIT 1 


F Security, medical, emergency & fire protection plans 


02O4S303O8 Discusses Inherent problem w/A-ulre emergency notification 
sys telephone circuit. To prevent lockup, util shuuld ensure 
that second call Is not established within 20-s after 
prlginal call 

STOUR, J P. Division of Emergency Preparadnids fc Operationel Support 
82/01/29 VHRID.It E Florida Power & Light Co 4pp 12016,132 
24X Flche-50'ODO.82/Ot/29, 8204230308 


1204230420 Responds to questions re nature of response during 
emergency, NRC role during emergency & need to effectively 
interface w/llcensee organiiatlon at technical support ctr tt 
emergtncy oparatloni facility during response to emergency 
STOHR.J P Division of Emergency Preparedness S, Operational Support, 
82/01/2? UHRTO.R.E Florida Power tc Light Co 7pp 12S1S'S64 
24X Flche 50-000,82/01/29.8204230420 


1204230472 Discusses schedule of info to be submitted by utils in 
advance of emergency preparedness srerclse Appropriate state 
& local agencies should be informed well In advancs of 
axerclses to facllitata participation 

BTOHR. J P Division of Emergency Preparedness It Operational Support 
82/01/29- UHRIO, R E Florida Pouar & Light Co 4pp 12814:274 
24X Flche 90-000,02/01/29,8204230472 


204090193 Releases public version of revised corporate emergency 
response plan 

FELTON. J M Division of Rules and Records 02/03/19 Document 
Managenant Branch. ip 12633:001 24X FI the: 50-200, 82/03/1 9, 

0204090193 


-8204090198 Forwards public version of Rsvislon 2 to corporata 
emtrginey reiponae plan.pyr iOCFRSO App E, Paragraph S Enel 
ravislon updates 811005 submittal 

LEASaURO.R H Virginia Electric 4< Power Co 02/03/04. DENTON, K 
Office of Nuclear Reactor Regulation, Dlractor VAROA. 8. A 
Operating Reactors Branch 1 Ip 12633 002, 24X 

FI Che; 90-280. 82/03/19, 8204090193 


8204230249 Reiponds to 020312 1 tr re emergency preparedness exercise 
Need for early NRC review of exercise scenarios considered 
to outweigh potential disadvantages It would avoid Impact 
of major changes at last minute 

O'REILLV, J P Region S. Office of Director 82/04/19 

LEASBUnOi R H Virginia Electric t. Power Co Ip 12017 362 24X 

Flche 90-280,82/04/19,0204230249 


0204280046 Releases public version of emergency operations facilities 
rept 

FELTON, J, M Division of Rules and Records 82/04/20 Document 
Management Branch Ip 12078 303 24X Fiche 50-000,82/04/20, 

8204BS0046 


■ — 0204280060 Forwards public version of "Emergency Operations Facility," 
per NUREO~0737, Item 1 1 1 A 1 2 ti NUREO-0696 Enel rept 
addresses concerns expressed In 011113 meeting << NRC 011123 
1 tr. 

LEA8BVR0.R H Virginia Electric it Power Co. 82/04/00 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
EISENHUTrD 0 Division of Licensing 2p p 12878:304 24X 

Fiche, 90-000, 82/04/20. 0204280046 


— B204280072 Public version of ''Emergency Operations Facility 

s Virginia Electric S> Power Co 82/04/08 28pp 12878 306 24X 

Flchs;90-00a, 82/04/20, 8204200046 


--8204200072 Public version of “Emergtncy Operatleni Facility ” 

« Virginia Electric it Power Co 82/04/08 2app 1287B 306 S4X 
Flche 90-000,82/04/24,8204280046 


1, Financial Information 


B2O4O2OS10 Forwards Annual Financial Rept 1981 t. financial statements 
JOHNSON, B.O Virginia Electric & Pouiar Co 82/03/26. SALTZMAN.J 
Antitrust & Economic analysis Branch (Utility Finance) ip 
12500:019 24X Flche 50-000,82/03/26.8204020518, 


— 8204020524 Annual Financial Rept 1981 Financial stataments attached 
DERRY, H,M , MOORE, T J, Virginia Electric it Power Co. 02/03/26 
48fP 12SOO’Ot6. 24X Fiche 50-000,82/03/26,8204020518 
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j Inturance i< indemnity information 


0204270357 Forwards Endorsements 30i66i8, 8<6 fc 9 to NELIA Policies 
NF-240. NF-1B6 «c Binders ED-27, EB-28, eD-70 it EB-63, 
respectively 

FORREST, B 0 Marsh & McLennan, Inc , (1 S< M Nuclear Consul tent s, Inc 
Div 62/04/23 DINITZ, J Office of Nuclear Reactor Regulation, 
Director llpp 12854 257 24X Fiche 50-000,02/04/23,8204270357 


P Operating license stage documents ti correspondence 


0204230447 Expresses appreciation for use of video tape cassette re 
steam generator replacement project Portions of tape were 
used during 011204 Commission briefing 

O'RElLLViJ P Region 2, Atlanta, Office of the Oirector <81/03/01) 
01/12/30 LEA0BURO, R H Virginia Electric & Power Co ip 
12017 154 24X Fiche' 50-280, 81 /12/30, 8204230447 


6203190001 Oeneric Ltr 82-05 to all licensees of operating power 
reactors r* post-TMI requirements 

EIGENHUT, D 0 Division of Licensing 82/03/19 HAOSPURO, A 
Consolidated Edison Co. of New Vorl 7pp 12513 126 24X 

Fiche 50-000, 82/03/19, 8203190001 


B2042905b8 Forward* Amends 76 it 77 to Licenses DPR-32 ti DPR-37i 
respectively, safety evaluation & notice of Issuance 6 
availability Amend revises Tech 8pecs to permit startup 
following shutdown to accommodate iodine spiking 
NEIOHBDRS, J D Operating Reactors Branch 1 82/03/25 

LEA0DURO, R H Virginia Electric U Power Co 2pp 12894 173 24X 

Fiche 50-200,82/03/25,8204290568 


— 8204290575 Amends 76 & 77 to Licenses DPR-32 li DPB-37, respect Ively, 
revising Tech Epees to permit startup following shutdown 
w/reactor coolant specific activity greater than 1 0 uCl/cc 
dose equivalent 1-131, to accommodate iodine spiking 
VAROA, S A Operating Reactors Branch 1 03/03/25 7pp. 

12094 175 24X Fiche 50-280,82/03/25,8204290568 


8204000173 Advises of aitensian until 020701 for completien of mod* 
required by NUREO-0737 Item 1 1 F 1 to increase range of 
effluent radiation monitoring sy* Delay caused by preblemt 
in process it vent sys startup 

LEA0SURO, R H Virginia Electric It Power Co 82/04/01 DENTONiH R 
Office of Nuclear Reactor Regulation, Director EISENMUTiD 0 
Division of Licensing 2pp 12604 262 24X Fleh*’ 50-200, B2/04/0ti 

0204000175 


6204160392 Advises of status of tpaclal (in-siti) catibr requirements 
of containment high-range radiation monitor* as required by 
Item II F ! 3 of NUREO-0737 

LEABBURO, R JH Virginia Electric 6 Power Co S2/04/OB DENTON, H ft 
Office of Nuclear Reactor Regulation, Direc tpr 2pp 12707 147 
24X Fiche 50-000. 82/04/08,0204160392 


8204260033 Notifies that R Cardwell t, J McBride will be visiting 
facility on 020420 

VAROA, 3 A Operating Reactors Branch 1 62/04/09 LEASBVR0,R H 

Virginia Electric Power Co 2pp 12047 321 24 K 

Fiche 50-260, 82/04/09, 0204260033. 


8204800610 Concludes that 610831 response to Oeneric Ltr 81-01, 

"Qual 1 fleet ions for Insp, Exam, Testing (i Aud It Personnel'* 
acceptable 

VAROA, a A Operating Reactor* Branch 1 82/04/12 LEASBURO.R. H 

Virginia Electric 4. Power Co 2pp 12077 361 24X 

Fiche’ 30-2801 82/04/12, B2O42BO610 


8204800070 Forwards corrected Tech Spec pages submitted on 620202 
w/Amend* 74 It 73 to Licenses DPR-32 (< 0PR-37< rispec tivel y. 

VAROA, 0, A Operating Reactors Branch 1 82/04/12. LEABBUROiR H 

Virginia Electric ti Power Co, 2pp. 12920,024 24X 

Fiche 50-280,02/04/13,8204300070 


— 0204300079 Corrected Tech Spec Pages 3 12-1 S h 3 12-16, changing word 
"detectors" to "thimbles" 

a Virginia Electric ti Power Co 82/04/12 2pp. 12920’ 026 S4X 
Fiche 50-260,82/04/12,8204800070 


— 0204290581 Safety evaluation supporting Amends 76 & 77 to Licenses 
DPR-32 it DPR~37. reipec t ively 

* Office of Nuclear Reactor Ragulatlon, Director 82/03/29 3pp. 
12094 102 24X Fiche 50-200,82/03/25,0204290568 


— 6204290503 Notice of issuance It availability of Amends 76 1, 77 to 
Licenses DPR-32 t< DPR-37< reep t e ti ve ly 

VAROA, 8 A Operating Reactors Branch 1 02/03/23 2pp 

12094 164 24X Fiche 50-280,82/03/25,8204290368 


0204290656 Forward* Amends 75 it 76 to Licenses DPR-32 Ic DPR-37, 
respectively Amends revise Tech Specs to change frequency 
of callbr seismic ins trumen ta t i on 

NEIOMBORB.J D Operating Reactors Branch 1 02/03/33 

LEASBURO.R H Virginia Electric Si Power Co 3pp 12897 266. 24X 

Fiche 50-200,82/03/23,8204290656 


—8204290663 Amend* 73 <i 76 to Licenses DPR-32 i< DPR-37, reipec t ively, 
revising Tech Specs to change frequency of calibr 
seismic instrumentation from semiannual to each refualtng. 

VAROA, 8 A Operating Reactors Branch 1 82/03/23 6pp. 

12097 270 24X Fiche 50-200,82/03/25,0204290636 


— 0204290669 Safety evaluation supporting Amands 73 ti 76 to Licenses 
DPR-32 & DPR-37, respectively 

e Office of NUclaar Reactor Regulation, Director. 82/03/23 2pp 
12097 276 24X Fiche 50-280,82/03/25,0204290656 


— 8204290672 Notice of issuance li avail ah 11 Ity of Amends 73 fc 76 to 
License* DPR-32 b DPR-37, reap ective ly 

VAROA, 9. A Operating Reactors Branch 1 82/03/23. 2pp. 

12097 278 24X Fiche 50-280,82/03/23,8204290656. 


8204160611 Application for amend to Licenses DPR-32 & DPR-37 reflecting 
revisions to Bsctlons 3 21 ti 4 10 re fire protection sys 
LEASBURO.R H Vlrglnle Electric ft Power Co 02/04/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VAROA, S A 
Operating Raaetprs Branch 1 3pp. 12700.063. 24X 

Flcha. 30-280, 02/04/13, 0204160611 


— 0204160618 Proposed Tech Spec changes to Sections 3 21 ti 4 18 rs 
fire prx)tectlan sys 

a Virginia Electric (i Power Co. 62/04/13 20pp 12700.066. 24X 

Fiche SD-2S0, 82/04/13, 02O416D611, 


0204160155 Oeneric Ltr B2-0Q to all PUR plant llcensaes & applicants re 
transmittal of NUREO-0909 relativa to Oinn* tube rupturs. 

U/o end NUREO List of NRC recipients end 

EISENHUT, D. 0 Dlv 1 1 Ion of Licens Ing 62/04/15 HAUSPURO.A. 
Consolidated Edison Co of New York 7pp 18787 203 24X 

Fiche 30-000,02/04/15,8204160155, 


8204220379 Informs that util will provide commitment schedule for 
implementation of NUREO-0737 Iteme identified in Oeneric 
Ltr 82-03 by 020917 Incomplete item* Include Items II. B, 2, 
tl B 3 ti II F 1 

LEABBUfiO.H H Virginia Electric i. Power Co. 82/04/16 DENTON. H. R 
Office of Nuclear Reactor Regulation, Oirector 2pp 12006.331 
24X Fiche 90-000,82/84/16,0204220379 


8204210279 Oeneric Ltr 02-09 to all power reactor 1 Ic ensees, ep p lieants 
for OL, NSSS vendor! ti reaetpr vendors re environ 
qualification of safety-related electrical equipment 
NRC position re quallfl cation requirements end 
ElBENHUT, D. 0. 01 vis 1 on of Lie ansing 82/04/20 HAU8PUR0,A 

Consolldeted Edison Co of New York 18pp 12062 337 24X 

FJcht' 90-000, 02/04/20, 8204210293, 


8204060106 Forward* summary of Oeneral Design Criteria 17 analysis 
rep t. 

LEASBURO, R H Virginia Electric l< Power Co 02/03/31 DENTON, H R 
Office of Nuclear Reactor Regulation, Director, VAROA.a A 
Operating Reactors Branch 1 lOOpp 12334|096. 24X 

Fiche 50-200,02/03/31,8204060106 


0204060023 Responds to NUREO-0737, TMl Item II. D I, relief ti safety valve 
test requirements for preliminary review of generic test 
program, per 820401 request Selected test valve* for all PUR 
safety tt relief valves documented 

LEASBURO, R H Virginia Electric fc Power Co BS/04/01 DENTON, H. R 
Office of Nuclear Reactor Ragulatlon, Director EISENHUT, D 0. 
Division of Licensing 4 pp 12554;219 24X Fiche 50-280, 82/04/01. 


8204060023 


8 Inspection reports, IE Bulletins t< correspondence 


8204010002 Forward* IE tnsp Rept* 50-280/61-28 It 50-281/81-28 on 
81 1030-31 No noncompl lance noted. 

LEHlSiR C Division of Resident h Reactor Project Inspection. 
81/12/07 LEABBUROrR H Virginia Electric ti Power Co 3pp 
I2478’048 24X Fiche 90-200,81/13/07,02040 1 0002. 


—8204010009 IE Insp Rapt* 30-280/81-28 {■ 50-281/81-28 on 811030-31 No 
noncomp 1 Ian ce noted. Major areas Inspected ’ ful 1-scale 
radiological efiargancy exercise 

AN0REN8, D L. , UENKIN8, 0. R Division of Resident N Reactor Project 
Inspection. 81/11/29. lOpp 12478,050. 34X 

Fiche’ 50-280, 81/12/07,8204010002. 



B20423032S Con» Irn* 820309 teleon r» tngt mfstirg to b« c undue tsd on 
820323 Jt facilltg to di»cu»« r«e»nt in*p r»»olt» r« 

UoUtlon of ffloln oteam lin» flow InitTumant* Propoiad 
netting agenda entl 

O'HElLLr.JP. Region 2r Office of Director fa/OO/U 

CEABBUROp R H Virginia Eleetric *< Power Co app 12816 1 p<i. •e'la 

flche 5O-2S0i B3/03/ili B204230322 


R Periodic operating report* & related eorr* ep ondertce 


B204130S06 Forward* nonthlg operating rept* for Fob 1902 (< corrected 
page to month Ig operating rept for Jan 19S2 

CGASBUROi f? H Virginia Electric ti Power Co 82/03/15 HALLCN'i K H 

Office of Management and Program Analgsis Ip 12670 118 34X 

Fiche 50 - 280 . B?/O3/15p02O41SO3O6 


0204230528 Forward* IE In»P Rept* 
820309-12 No none otnp 1 lane » noted 
LONOi F J Divl»lon of Project !c 
LEASBURO. R H Virginia Electric 
Fiche 30-280.02/03/25.8204230928 


50-280/82-03 4c 30 - 281 / 02-03 on 

Resident Program* 02/03/25 
1. Power Co 2pp 12814 207 


24 X 


-0204230332 IE Inap Rept* 50-2B0/B2-03 & 50-281/02-03 on 820309-12 No 
none ompl lance noted Major area* Inspected Iniarvice ln*p 
program, nondeetruct IVB exam procadore*. IE Bulletin 80-00 « 

LER 79-08 , , , T L .,.1 

BLAKE. J J . HERDT. A R Division of Engineering & '"'"’“^*1 
Program* 02/03/24 5pp 12814 289 24X Fiche S0-2S0. 82/03/29, 

0204230528 


0204140372 Foruarde IE Info Notice 82-08, "Checl Valve Failuree on 
Btesel Oenerator Engine Cooling Bg* " No action or re*pohte 

O'REILLY. J P Region 2. Office of Director 82/03/26 OMRIO.fl’ E 
Florida Power (< Light Co 4pp 12670 311 24X 

Fiche 50.-000.02/03/26,8204140372 


82D4140435 Forward* IE lofo Notice 82—10. "Following Up 
Repair* to Asiure Reiolutlon of Problem " 

D'REILLV. J P Region 2. Office of Director D2/03/31 
Florida Power & Light Co 4pp 12670 005 24X 

Fiche. 90-000. 02/03/31. 8204140435 


Symptomatic 

ofiR 1 0 . n 


c 


8202040142 IE Info Notice 82-11, "Potential Inaccuracte* In Wide Range 
pressure Instrument* Used in Westlnghouse Designed Plant*. 

Bve list end 

OORDAN.E L Divltlon of Engineering I. Ouallty A*iurancB B2/04/OV 
63pp 12070 342 24X Fiche 30 - 000 , 02/04/09, 0202040142 


--6204190510 Corrected page to monthly operating rept for Jan 198S 
DUNN. 3 D Virginia Electric t< Power Co 82/02/17 Ip 
12670 U9 24X Fiche 50-280,82/03/15.030 4.130506 


— 6204130913 Monthly operating repte for Fob 1982 

JONES, V H Virginia Electric b Power Co 82/03/09 43pp 
12670 120 24X Fiche 90-280,82/03/19,020 4 1 30 306 


3 Rep or table occurrence*, lER* 6 related correspondence 


B204020510 Forward* LERs 82-015/03L-0 b 02-O2S/O3L.-O 

HIuaON, J L Virginia Electric b Power Co 82/03/16 Q'REILLV.J P 
Region 2. Office of Director Ip 12900 33 9 24X 

Fiche 90-200. 02/03/16,0204020910 


— 8204020917 LER B2-01S/03L-0 on 0202 1 3, c omp o ne nt cooling to RHR trip 
valve TV'CC-2D?D would not close on control room signal 
Oaused by faulty pilot valve, contra 1 1 ing air flow to valve 
actuator Valve replaced b tested 

WILSON, J L Virginia Electric b Power Co 82/03/16 Region 2. 
Pfflce of Director 3pp 12900 340 24 X Fiche 90-280,02/03/16, 

0204020310 


— 8204020523 LER 02-O23/O3L-O on 02O21S, smoke detector panel found u/all 
alarm* illuminated b * i lenc ed , rende ring panel inoperable 
Caused by personnel error b Inadequate procedural guidance 
Switches returned to proper position 

WILSON, J L Virginia Electric b Power Co 82/03/16 Region 2. 
afflce of Director 2pp 12900 343 24 X Fiche 90-200.82/03/16. 

6204020910 


0204230943 Ac k receipt of 820402 Itr informing NRC df step* taken to 
correct violation* noted In IE In»p Repts 50-280/02-01 1. 
50-201/82-01 

DANCE, H C Division of Project b Resident Program* 82/04/12 
LEA80URO, R H Virginia Electric b Power Co Ip 12819 242 241 

Flch* 50-280,82/04/12,0204230543 


—8204230546 Retpondi to NRC 020304 Itr re vlolatloni notid IE Insp rtept* 
50-280/02-01 b 90-201/82-01 Corrective ac tlons. el *f trica 1 
containment penetration A-IB repaired Type B test procedure 
revised 

LEASBURO, R H Virginia Electric b Power Co 82/04/02, 

O'REILLY, J p Region 2, Office of Director 3pp 12013 343 21K 

Fiche: 90-280. 82/04/12, 0204230543 


—8204230549 Forwards IE Imp Repts 90-280/82-01 b 90-281/82-01 on 
811214-020122 b notice of violation, 

LQNO, F J Division o-f Project b Resident Program* 03/03/04 

LEA0BURO, R H Virginia Electric b Power Co, 2pp. 12B19 246 24X 

Fiche 90-200.02/04/12.0204230943 


— 8204230594 Notice of violation from insp on 811214-820133 

« Division of Project & Resident Program* 82/03/04, Ip, 
12819 240 24X Flch* 90-280,82/04/12.8304230543 


-8304230960 IE In*p Rept* 90-280/03-01 b 90-331/03-01 on 011314-820133 
Noncomp 1 lance noted ’ fal lure to tat* prompt b adequate 
corrective action on Unit 3 contalnmsnt leakage, 

BURKE. D J . DAVIS.M J , DANCE, H. C Dlvltlon of Project b Resident 
Program* 83/03/01 7pp 12019 249 24X Flch*. 50-200.82/04/ 12, 

8204230543 


0204140401 Forward* IE Bulletin 82-01, "Alteration of Radiographs of 
Weld* in Piping Subassemblies " 

D'REILLV. J P Oentr,- 0 ,3 OHfilO, R,E. 


B204020B33 Forward* LERs 03-021 /03L-0. Ba-026/O3L-0. 82“03a/03L-0. 
a2-030/03L-0 b B2-031/03L-0 

WILSON, J L Virginia Electric b Power Co 02/03/19 D'fiEILLY. JP 
Region 3, Office of Director Ip 12499 213 24X 

Fiche 90-280.82/03/19,0204020333 


— 6204020541 LER 02-021 /03L-0' on 020234. la* * of baric acid Plow to 
blender observed while trying to blend to vol control tank 
Caused by damaged insulation on flow transmitter 1113 
Blockage removed New Insulation. Installed 

WJLSDN, J L Virginia Electric b Power Co 82/03/19 Region 2. 
Office of Director 2pp 12499 219. 24X F1 ch e. 90-200, 82/03/19. 

6204030533 


— 820 4 020546 LER B2-021/03L~0 on 020218. appro * 135 gallon* of unsampled 
cnntamlnated water discharged from contam.inatcd drain 
tank Caused by personnel failure to follow approved 
pr oc edure 

MIL&DN.J L Virginia Eleetric b Power Co 88/03/19 Region 2, 
Office of Director 2pp 12499‘221 84X Fiche 50-200,82/03/19, 

BSD 4 020533 


— 8204020591 LER B2-0Sa/O3L-0 on 020219, rodia tlon alarm setpoint* for 
component cooling sys found greater than twice background. 

Caused by reduced background due to plant shutdown aetpointe 

rase t. 

WJL 8 DN, J L Virginia Electric b Power Co 82/03/10 Region 2, 
Office of Director. 3pp 12499 223 24 X Fiche 90-200.02/03/19. 

8S0 4020533 


— 8204020939 LER e2-030/03L-0 on 020222. alarm setpoint for component 
cooling water radiation monitor (RM-CC-105) found to be 
greater than twice background. Caused by instrument drift 
MPnl tor re* et. 

WILSON, J L Virginia Electric b Power Co 02/03/19 Region S. 
Office of Director 2pp 12499:229 24X Fi cha- 90-200. 82/03/19. 

BSO 4020933. 


ng of 


UHRIO, R,E. 

vu npp 12666 291. 24X 

Fiche - gO-OOD, 82/04/13. 0204140442 


— 8204020557 LER BS-OSl/OSL-O* on 020222. RHR sample sy* containing 
Isoletton trip valve. TV-88-103A. opened w/o operator action b 
could not be closed from control room Cause not yet 
t dent if led. Redundant trip valve closed 

WILSON. J L Virginia Electric b Power Co. 82/03/19. Region 2. 
Office of Director 2pp 12499.227. 84X Fiche. 90-200,02/03/19. 

6204020533 


0202040143 IE Info Notice 82-12. "Surve 1 1 lane t of Hydraulic Snubbers.'* 
W/ancl SVC list, 

JORDAN. E L Division of Engineering b fluallty Assurance 02/04/21 
64pp. 12873 001 . 24X Fiche SO-OOO. 82/04/2 1, 8202040143, 
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0204060064 RO on BSOSt2i ut/Unl t 1 at lOOX pauer b Unit S at hot 
fhutdotiini avara-j; e rate of changt of condinssr cooling uatar 
outlat temp axeeedai) Tach Spaci Caused bg failupt of vacuum 
priming lys at river intake Bys repaired 

LEABQUROtR H Virginia Electric b Pouer Co as/03/S6 DENTON* H R 
Office of Nuclear Reactor Regulation) Diractor VAROAi S A 
Operating Reactors Branch 1 Ip 12954 270 24X 

Flche 30-200.82/03/26,0204060064 


02O41RO21B RO ' 0 n 820403. average rate of change of condeneer cooling 
uater outlet temp exceeded permitted rate Cauied by 
operator error Personnel relnitructed 

LEABOURO, R H Virginia Electric b Pouer Co 82/04/16 DENTON. H. R 
Office of Nuclear Reactor Regulation. Director VAROA. 8 A 
Operating Reactors Branch 1 ip 12720 ISl 24X 
Riche 30-200. 02/04/16,0204190218 


0204200231 PND- 1 1-02-041 on 020418, uhlle transferring gas from uaste 
gat overhead surge tank to uaste gas decay tank, pressure 
relief valve lifted causing relaase of fission product gas 
Mo bldg evacuation necessary b no personnsl ovarsxpoied. 

HARDIN, A K , DANCE. H C Region 2. Office of Director 82/04/19. 

Ip 12064 039 24X Flche 30-200,82/04/19, 8204200231 


0204200547 PNO- 1 1— 82-042 on 820417, fire discovered in steam gantrator 
repair bldg located near Unit I Both reactors not affected 
by fire Fire a x st 1 ngulshed by Burry County fire dept b plant 
fire brigade Cause not knoun 

HARDIN, A K , DANCE, H C Region 2, Office of Director 82/04/19. 

2pp 12B67 081 24X Flche 30-200,82/04/19,0204200347 


V Operator Examinations 


0304200419 Raquasts change of status of licsnse application for RA 
Smith from senior reactor license to reactor operator 
llconse. 

LEA8BUR0, R H Virginia Electric b Power Co. 82/04/22, DENTON, H B 
Office of Nuclear Reactor Regulation, Director tp 12866’ 023, 24X 

Flche- 30-280, 82/04/22, 0204280419, 


DOCKET 30-201 SURRY POWER STATION- UNIT 2 
F Security, medical, emergency b fire protection plans 


0204230300 Discusses Inherent problem u/4-uiire emergency notification 
sys telephone circuit. To prevent lockupiutit should snsure 
that second call is not established Within 20-s after 
original call 

STOHR.J.P, Division of Emergency Preparedness b Operational Support 
02/01/29 UHRIO.R E Florida Power b Light Co 4pp 12016:132. 
24X Flche- SO- OOD, 82/01/29,8204230300 


0204230420 Responds to questions re nature of response during 
emergency, NRC role during emergency b need to effectively 
interface u/Ilcensee organixatlon at technical support etr b 
imergancy operations facility during response to tmtrgtncy, 

STOHR.J P Division of Emspgency Preparsdnsts b Operational Support. 

02/01/29 UHRI<7, R E Florida Power b Light Co. 7pp, 12813-264. 
24X Flche 90-000,82/01/29,8204230420 


0204230242 Discusses deficiencies Identified as conisquenca of IE 
appraisal of amergeney preparedness program on 820319-16 
Lists util commitinent nteded to correct apparent 
defleianciei In training progrsm 

Q'BEILLY, J P Region 2, Office Of Director 02/04/06 

LEASBURO, R H Virginia Electric b Power Co 3pp 12817-334 24X 

Flche 90-280,82/04/06,8204230242 


0204130447 Forwards description of "Emergency Ppsratione Facility," par 
NURE<9-0737, Item til A 1 2, In rasponif to 81 1123 b S20129 
concerns re 810601 Implementation plan 

LEASBURO.R H Vlrg In la Electr ic b Pousr Co 82/04/08. DENTON. M R 
Office of Nuclear Reactor Regulation, Director ElSENHUTtDO 
Division of Licensing. 2pp 12603,043 24X FI cfis- 90-000, B2/04/0B. 

0204190447 


— 9204190490 "Emergency Operations Facility." 

» Virginia Electric b Power Co. 82/04/08 1 6pp 12689 047 24X 

Flche 30-000,82/04/08,8204190447 


8204290066 Forwards request for add! info naaded to determine whether 
mods satisfy Bactlon III D 3 of App R to 10CFR90 Mtans of 
providing direct indication of source range flux must be 
available at alternate panel 

NOVAK, f M Assistant Director for Operating Reactors 82/04/12. 
LEA8BUR0, R H Virginia Electric b Power Co 26pp 12099' 28 9 24X 

Flche 90-200,82/04/12,8204290066. 


0204160611 Application for amend to Llcsniss DPR-32 b DPR-37 rsfiscting 
revisions to Sections 3 21 b 4 18 re fire protection sys. 

LEA80UF1O, R. H Virginia Electric b Pousr Co. 02/04/13 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 3pp 12700.063 
24X Flche: 90-280, 82/04/13,8204160611 


— 8204160618 Proposed Tech 8ptc changes to Sections 3,21 b 4 IB re 
fire protection sys. 

* Virginia Electric b Power Co, 62/04/13, 2Dpp 12700-066. 24X 

Flche 90-200, 82/04/13, 8204160611. 


8204280046 Releaess public version of emergency operations facilities 
rept 

FELTON, 0,N. Dlvtslon of Rults and Rtcords 62/04/20 Document 
Hanagament Branch Ip 12870-303. 24X Flche 30-000,82/04/20. 

8204200046 


— 8204200060 Forwards public versldn of "Emergency Operations Facility, 
per NURE9-0737, Item III A 1 Zb: NUREO-0696. End ript 
addresses concirne expressed in 81 1 113 meeting b NRC 611123 
Itr. 

LEASBUROi R H Virginia Electric b Power Co 82/04/00 
DENTON, H R Office of Nuclear Reactor Regulation, Diractor. 
ElBENHUr.DO Division of Licensing 2pp. 12876 304. 24X 

Fiche- 90-000, 02/04/20, 8204260046, 


— 8204280072 Public version of ''Emergency Operations Facility '* 

e Virginia Electric & Power Co 88/04/08 2epp 12078 306 24X 

Flche: 90-000, 82/04/24, 8204280046. 


1 Flnencial informstton 


0204230472 Discusses schedule of info to be submitted by utils in 
advance of emergency preparedness sxorclse Approprlets stats 
b local agtncles should bi informed well in advance of 
exercises to facilitate participation 

STOHRiV P Dlvielun of Emargency Preparadnats b Oparational Bupparfe, 
02/01/29 UHRIO.R E Florida Powar b Light Co 4pp 18014,294 
84X Ficha 90-000,82/01/29,0204230472 


8204090193 Raleases public varsion of rsvlsid corporate emargency 
response plan. 

FELTON, V M Division of Rules and Records, 02/03/19 Document 
Msnagsment Branch. Ip 12633-001. 24X Flche 90-280,82/03/19, 

0204090193. 


— 8204090196 Forwards public version of Revision 8 to corporate 
emergency reeponse plan, per 10CFR90 ApP E, Paragraph 9 Enel 
revision Updates 811009 submittal, 

LEABBURO, R, H. Virginia Electric b Power Co. 82/03/04. DENTON, H, 
QFfica of Nuclear Reactor Ragulatlon, Director. VAROA, B A. 
Operating RoBctori Branch 1, Ip. 12633.002, 24X 

Flche. 90-280. 88/03/19, 8204090193. 


8204020918 Forwarda Annual Financial Rapt 1981 b financial statamsnts. 
JOHNSON, B.D. Virginia Electric b Power Co. 08/03/26, SALTZNANtJ. 
Antitrust b Economic analysis Branch (Utility Finance}. Ip. 

12900 019 24X FI ch a: 90-000, 62 /03/86, 8204020918. 


— 8204020924 Annual Financial Rapt 1981 , Ftnan cial stataaiants attached, 
BERRY, H.M , MOORE, T. J Virginia Electric b Power Co. 82/03/26. 
4app. 12900 016 24X Fiche: 90-000,82/03/26,8204020910 


J. Insurance b indemnity infurmetion 


8204270357 Forwards Endorsamants 38.66,8,8,6 b 9 to NELIA Policies 
NF-240,NF-1B6 b Binders EB-27, EB-2e, EB-70 b EB-63. 
respectively 

FORREST, B.O Karsh b HcLsnnan, Inc , M b N Nueliar Consultanta, Inc. 
DIv, 82/04/23, DIHITZ.J. Office of Nuclear Rsaetor Regulation, 
Director lipp. 12894,297 24X Flche; 90- 000. 62/04/23, 8204270357. 


P. Operating licenea stage documents b corrssp ondence 


8204090192 Rsquesta doples of » 

sxtenslon or exemption re , implementation of i0CFR73.21. 
Only Haddam Nock b Millstone have submitted fees b fee 

TREMPERiL License Fee Manegement Branch. f^/OA/og. 
Nuclear Reactor Regulation, Director, Ip 12633:260. 
Fiche: 90-000, 02/04/09,8204090192 


for 


Office of 
24X 


8204230447 Expresses appreciation for use of video taps caesatte re 
steam generator raplacament project. Portions of taps ware 
used during 811204 Commleslon briefing, 

O'REILLY, J. P. Region 2, Atlanta, Offlctof the Dlrictor (81/03/011. 
01/12/30 LEABBURO, R H. Virginia Electric b Power Co. Ip. 
12817:184. 24X Flche: 90-880, 01 /L2/30r 8804230447. 
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BS(>3190<>01 Osnrric Ltr 63-03 ta all llcaniaa* of oparatlng pou«r 
raaciors ra paat-Tnt r«<iutr«iin*nta 

EtsENHUr.DO Olvtaien of Licanting 82/03/19 HAUSPURO. A 
Canaolldatad Edlaon Co of Naw Vork 7pp 12313 12B 34X 

Fleha SO-000. 82/03/ 19. 8203190001 


S304S903i>a Foruarda Aaienda 7& li 77 to LUtnsai OPR-SS 1. DPR-37> 
raapactlvaly. laPatii avalvatlon 1> notlca oF laiuanca b 
avatlakilltu Amand rovlata Tach Spaca to parmit atartup 
follouittp ahubd’own to aEcommodata lodlna ipikinp 
NEI0HB0R8. JD Oporatlng ftaactori Branch 1 B2/03/2S. 

LEASBUROjR H Vlrsinla Elactric b Pouar Co 2pp I2S94 173 24X 

Fleha- 30-260. 83/03/23.820429036 0 


— 8204290375 Amanda 7b b 77 to Llcantat DPR-32 b DPH-37. ratpac t Ivalg. 
ravlaing Tach Spoca to parmlt itartup following ahutdown 
u/raaetor coolant apaclfic activltg graatar than 1 O uCl/cc 
dOBB aqulvalant 1-131. to accommodatt lodlna aplktng. 

VAROAtS A Oparatlng Raactora Branch 1 82/03/83 7pp 

12894.173 S4X Fleha 30-280. 62/03/25. 8204290368 


— 6204290381 Safatg evaluation aupporting Amanda 76 b 77 to Llcanaaa 
DfR-32 b DPR-37. raapact ival g 

* Offlct of Nucloar Raactor fiagulation. Dlractor 88/03/83 2pp 
12894 182 a4X Fleha 30-280.62/03/23.8204290368 


— 8204290SS3 Notlca at iiauancc b availability of Amanda 76 b 77 to 
Llcanaaa DPR-32 Sc DPR-37. TBipact I va ly 

VAROAi 6 A Oparatlng Raactora Branch 1 62/03/85 Spp. 

12894 184 S4X Fleha 30-280,02/03/23.5204290360 


6204290656 Foruarda Amanda 73 b 76 to Llcanaaa DfR-32 b QPR-37> 
raapactivaly Amanda ravlaa Tach Bpaca to changa fraquancy 
of callhr aalanifc 1 natr umantati on 

NEICHBORS. J 0 Oparatlng Raactora Branch 1 62/03/83 

LEASBURO, R H Virginia Electric b Power Co 2pp 12897 268 24X 

Fleha S0-2BD. 82/03/23. 620 429063 6 


— 8204290663 Amanda 73 b 76 to Llcanaaa DPR-32 b DPR-37, r rap tc tlve ly. 
ravlaing Tach Bpaca to changa fraquancy of calitr 
aalanlc tna tr uman tatlon from tanianiival to oach rafuatlng 
VAROA.S A Oparatlng Raactora Branch 1 88/03/23 6pp. 

12897.270 24K F I cha. 30-200. 82/03/25, 6204290636 


—6204290669 8afatv avaluatlon aupporting Amanda 75 b 76 to Licanaoi 
OPR-32 b DPR-37, TO apaetlvaly 

* Office of Nuclaar Raactor Ragulatlon, Director. 08/03/25. 2pp 
12897 276 34X Fleha 50-280.62/03/25,8204290636. 


—8204290672 Notlca of liauanca b availability of Amanda 73 b 76 to 
Llcanaaa DPR-32 b DPA-37. raipactlvaly 

VAROAaS. A Operating Raactora Branch 1 62/03/23 2pp. 

12097.278. S4X Fleha 30-280, 82/03/23. 8204290636 


1204060106 Forwarda tumdiary of Oanaral Daalgn Criteria 17 analgala 
rapt 

LEA85UR0. R, H Virginia Electric b Power Co 62/03/31 DENTON. H R 
□fflca of Nuclear Raactor Ragulatlon. Director VARCA. 8 A 
Oparatlng Raactora Branch t, tOOpp. 12334.036. 24X 

Fleha 50-280.82/03/31.8204060106. 


204060023 RaapandP to NUREO-0737. TMI Item 11 D 1. relief b aafatg valve 
teat requlramenta for prallmlnaTy rivlew of genorlc toat 
program, par 880401 raquaat. Balactad teat valvaa for all PWR 
lafaty b raklaf valvaa documantad 

LEASBURO. R. H Virginia Electric b Poutr Co. 82/04/01 DENTON.H R. 
Office of Nuclear Reactor Ragulatlon. Director, EISENHUT.OO 
Divtiion of Llcenaing 4pp 12594 219 24X Fleha 30-200.82/04/01, 

6204060023 


204080173 Ad vl at I of axtenalon until 820701 for comp latlort of modi 
requirad by NURE0-0737 Item It F. 1 to Increaae rang* of 
effluent radiation monitoring aya.Oelay cauaad hy problemi 
in procaai b vant ays atartup. 

LEASBURO.R.H Vlr g In ia Elacir 1 c b Power Co, 82/04/01, DENTON. H R 

Office of Nuclear Raactor Rogulatlon. Dlractor. EIBENHUT. 0. 0. 
Dlvltlon of Llcenalno 2pp. 12604:262 24X Fleha- 30-280. 62/04/01, 

8204000173 


'04160392 Advl eai of atftut of apaeial Cln-ilta} callbr raqulramtnta 
of containment hlgh—range radiation monltora aa raquirad by 
I tarn II F. 1,3 of NURe«-0737, 

LEASfiVRO.R N Virginia Clactrlc b Power Co 62/04/06. . DENTON. H. R. 
Office of Nucltar Raactor Ragulatlon. D(roc tor 2pp. 12707' 147, 

24X Fleha- 30-000, 62/04/00.8204160392. 


04260033 Notifies that R Cardwell b J McBride will ba visiting 
facility on 820420. 

/AROA. S. A Oparatlng Raactora Oranch 1 82/04/09 LEA6BUR0. R. H 

/Irglnta Electric b Power Co. 2pp. 12847.321. 2^X 

rich a! 30-280, B2/04/O9. S204260033 


9204200618 Concludaa that 810831 rasponaa to Oantric Ltr 81-01, 
"Ouallf Icationa for map. Exam. Teating b Audit Peraonnal" 
accaptab 1 a 

VAROA, 8 A Operating Raactora Branch 1 02/04/12 LEASOURO.R H 

Virginia Electric b Power Co 2pp 12077 361 24X 

Fleha 30-200.82/04/12.8204200618 


0204300070 Farwardt corrected Tech Spec pages submitted on 820202 
w/Amands 74 b 73 to Llcanaaa DPR-32 b DPR-37. respectively 
VAROA. 8 A Operating Reactors Branch I 82/04/12 LEASDURO.R H 
Virginia Electric b Power Co 2pp 12920 024 24X 

Fleha 50-260.62/04/12.8204300070 


—8204300079 Corrected Tech Spec Pagei 3 12-15 b 3 12-16. chang 1 np word 
"detectors" to "thimbles" 

« Virginia Electric b Power Co 82/04/12 2pp 12920 026 24X 

Flche 30-230.62/04/12,8204300070 


8204160611 Application for amend to Licenses DPA-32 b DPR-37 reflecting 
revisions to Sactlons 3 21 b 4 la ra fire protection tyt 
LEASBURO. R H Virginia Electric b Power Co 82/04/13 DENTON.H R 
Office of Nuclear Raactor Regulation. Director VAROA. S A 
Operating Reactore Branch 1 3pp 12700 063 24X 

Flche 30-280.82/04/13,8204160611 


— 8204160616 Prqpoeed Tech Spec changes to Sections 3 21 b 4 18 re 
fire protection sys 

e Virginia Electric b Power Co 82/04/13 20pp 12700 066 24X 

Flche- 30-200. 83/04/13, B2041 60611 


8204160155 Oaneric Ltr 82-08 to- all PNR plant licensees b applicants re 
transmittal of NVRE0-O909 relative to Olnna tube rupture 
H/o and NUREO.Llst of NRC recipients end 

EI8ENHUT, D 0 Division of Licensing 82/04/13 HAUSPUHO. A 
Consolidated Edison Co of New York 7pp 12787 203 24X 

Flche 80-000.82/04/13.8204160133 


8204220379 Informs that util will provide committnent schedule for 
Implementation of NUREO-0737 1 taeva Identified in Oenaric 
Ltr 82-03 by 320317 Incomplete items include Items II 0 2. 

II B 3 b It F 1 

LEASBURO, R H Virginia Electric b Power Co 82/04/16 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 2pp 12006 331 
24X Flche 50-000,82/04/16.8204220379 


8204210295 Oenaric Ltr 82-09 to all power reactor 1 icanseee. app 1 Icants 
for OL. N5S0 vandore b reactor vendors re environ 
qual If Icat 1 on of safety-related electrical equipment 
NRC position ra qua 1 If lea 1 1 0’n requirements end 
glSENHUT.D O Division of Licensing 82/04/20 HAUSPUflO, A 
Consolidated Edison Co of New York 18pp 12862 337 24X 

Flche 50-000,62/04/20,6204210293 


0 Inspection reports. IE Dulletinc & correspondence 


6204010002 Forwarde IE Insp Rapte 50-200/81-28 b 50-2B1/B1-28 on 
811030-31 No none omp 1 lance noted 

LEMI8. R C Division of Resident b Reactor Project Inspection 
81/12/07. LEASBUROrR.H Virginia Electric 6 Power Co 2pp 
12478 040 24X Flche 30-280,61/12/07,8204010002 


—8204010003 IB Inep Repts 30-260/81-28 b S0-2B1/B1-2B on 811030-31 No 
noncompllance noted Major areas Inspected full-scale 
radiological amargency ei arc lea. 

ANDREMS.D L. . JENKINS. O.R Dlvltlon of Resident b Reactor Project 
Inspection St/11/23 10pp. 12478 OSO 24X 

Flche 50-200.61/12/07.8204010002. 


6204230322 Confirms 620305 telcon re ngt meeting to be conducted on 
820323 at facility to discuee recenb Imp recutti re 
Isolation of main steam line flow instrumente. Propoeed 
meeting agenda end 

O'REILLY, J P. Region 2, Office of Director 82/03/11 

LEASBURO, R H Virginia Electric b Power Co 2pp. 12016:121. 24X 

Flche. 30-200. 62/03/1 1, 6204230322 


6204230528 Forwards IE Inep Repts 50-200/62-03 b 50-261/S2-03 on 
820309-12 No noncompllance noted 

LQNO. F J Division of Project b Resident Program 02/03/23 
LEASBURO.R, H Virginia Electric b Power Co. 2pp. 12814.267. 84X 

Flche. 30-260. 82/03/23, 8204230 32S. 


—8204230332 IE Inep Rapte 30-260/82-03 b 30-261/62-03 on 020009-12. No 
noncompllance noted, Major areas Inspected; Ineervlce Inep 
program, nondestructive axaoi procedures, IE Bulletin 00-00 b 
LEB 79-08 

BLAKE. J. J I HERDT.A R Division of Engineering b Technical 
Progrems 62/03/24. Spp. 12614.289. 24X Flche 50-260,62/03/23, 

6204 230526 



DOCKETED ITEMS 


8204140378 poruards IE Info Notica 82-08. "Check Valve Failures on 
Diesel Oenerakor Engine Cooling Sgs " No action or response 
reiiussted 

O'REILLY. JP Region 8. Office of Director 02/03/26 UHRIO.R E 
Florida Power 8i Light Co 4pp 12670 311 24X 

Flche 30-000.82/03/26.8204140372 


8204140433 Forwards IE Info Notice 82-10. "Following Up Sgmptontatic 
Repairs to Assure Resolution of Problem " 

Q'REILLV, J P Region 2, Office of Director 02/03/31 UHRIO, R E 
Florida Power U Light Co 4pp 12670 003 24X 

Fiche 30-000.82/03/31.8204140433 


0202040142 IE Info Notice 82-11. "Potential Inaccuracies in Hide Range 
Pressure Instruments Used in Westinghouse Designed Plants," 

Svc list end 

JORDAN. E L Division of Engineering Ic Quality Assurance 82/04/09 
63pp I2B7H 342 24X Fiche 50-000.82/04/09.0202040142 


0204230343 Ac k receipt of 020402 Itr informing NRC of steps taken to 
correct violations noted In IE Infp Repts 50-200/62-01 & 
30-201/02-01 

DANCE. H C Division of Project & Resident Programs 82/04/12 
LEASBURO. R H Virginia Electric It Power Co tp 12615 242 24X 

Fiche 30-280,82/04/12.8204230543 


— 8204230346 Responds to NRC 020304 Itr re violations noted IE Insp Repts 
30-280/82-01 tc 30-281/02-01 Corrective actions electrical 
containment penetration A-10 repaired Type B test procedure 
revised 

LEA0DURO.R H Virginia Electric U Power Co 82/04/02 

O'REILLY. J P Region 2. Office of Director 3pp 12813 243 24X 

Fiche 30-880,82/04/12,8204230343 


—8204230349 Forwards IE Insp Repts 30-280/02-01 t. 50-281/83-01 on 
811214-820122 t< notice of violation 

LONOi F J Division of Project S. Resident Programs 82/03/04 
LEASBURO. R H Virginia Electric & Power Co 2pp 12015 246 24X 

Fiche 30-200,82/04/12,0204230543 


—8204230334 Notice of violation from insp on B11214-820122 

• Division of Project t< Resident Programs 82/03/04 tp. 
12813 248 24X Fiche 50-280,82/04/12,8204230543 


—8204230560 IE Insp Repts 50-200/83-01 30-281/82-01 on 811214-020122 

Noncomp 1 lance noted failure to take prompt I< adequate 
corrective action on Unit 2 containment leakage 

BURKE, D J , DAVIS. M J . DANCE. H C Division of Project b Resident 
Programs 82/03/01 7pp 12815 249 24X Fichs 50-280,82/04/12, 

8204230543 


— 8204020317 LER B2-0tS/03L-O’ on 820213. e omp 0 nent cooling to RHR trl( 
valve TV-CC-2D9D would not close on control room signal 
Causad by faulty pilot valva. control ling air flow to valve 
actuator Valve replaced *< tested 

WILSON. O L Virginia Electric t. Power Co. B2/03/16 Region £ 
Office of Director 3pp. 12300'340. 24X Fiche 50-280,02/03/16, 

8204020310 


6204060064 RO on 82021 3. w/Unl t 1 at lOOX power l< Unit 2 at hot 
shutdown, average rate of change of condenser coaling water 
outlet tamp exceeded Tech Specs Caused by failure of vacuum 
priming syi at river intake Sgs repaired. 

LEASBURO, R H Virginia Electric S. Power Co 82/03/26 DENTON.ll R 
Office of Nuclear Reactor Regulation. Director VAROA, 8 A 
Operating Reactore Branch 1 Ip 12334 270 24K 

Flcha 30-280,82/03/26,0204060064 


8204190218 RD on 820403. ave ra g e rate of ehang a of condenser coaling 
water outlet temp escaeded permitted rata Caused by 
operator error. Personnel re instructed 

UEASDURO.R H Virginia Electric L Powar Co. 82/04/16 QENTON.H R 
Office of Nuclear Reactor Regulation. Dirac tor VAROAtS A 
Operating Reactors Branch 1 Ip 12720 131 24K 

Fiche 50-280,02/04/16,6204190218 


8204280231 PNO- 1 1-82-041 . on 820418. while transfarrtng gas from wests 
gas overhead surge tank to waste gas decag bank. pressure 
relief valve lifted causing release of fission product gas 
No bldg evacuation necassary h no personnel overasposed 
HARDIN. A K , OANCE.H, C Region 2, Office of Olractar. 82/04/19 
ip 12864-039 24X Fiche 50-280,02/04/19. 0204280231, 


8204280547 PNO- 1 1-82-042. on 620417. fire discovered In steam generator 
repair bldg located near Unit 1 Both reactors not affected 
by fire Fire ek x t ingvished by Surry County firs dept L plant 
fire brigade Cause net known 

HARDIN, A, K , DANCE, H.C Region 2, Office of Director 02/04/19 
2pp, 12867 061. 24X Fiche- 50-280. 82/04/19, 8304280347. 


V Operator Examinations 


8204280419 Requests change of status of llcanse application for RA 
Smith from senior reactor llcensi to reactor operator 
1 1 cense 

LEASBUROjR K Virginia Elrctrli; h Power Co 82/04/22 DENTQM, H R 
Office of Nuclear Reactor Regulation. Director. Ip 12866023. 2 

Fiche' 30-280, 83/04/22, 0204280419 


DOCKET 50-282 PRAIRIE ISLAND NUCLEAR eTATlON, UNIT 1 


B204I40401 Forwards IE Bulletin 62-01. "Alteration of Radiographs of 
Melds in piping Subassemblies " 

O'REILLY. J P Region 2, Office of Director 02/04/13 UHRIO.R. E 
Florida Power «< Light Co Spp 12670 338 24X 

Fiche 50-000.82/04/13,8204140401 


8204140442 Forwards IE Info Notice 02-09, "Cracking in Piping of 
Makeup Coolant Lines at BtiM Plants. “ to be reviewed for 
possible applicability 

O'REILLY. J P Region 2, Office of Director 02/04/13 UHRIO.R E 
Florida Power h Light Co 4pp 12666 231 24X 

Fiche 50-000.02/04/13.8204140442 


8202040143 IE Info Notice 02-12, "Surve lllance of Hydraulic Bnubbers '■ 
M/encl svc list 

JORDAN. E L Division of Engineering li Quality Assurance 82/04/21 
64pp 12073 001. 24X Fiche 50-000,82/04/21,8202040143. 


R Periodic operating reports 6 related correspondence 


0204150506 Forwards monthly operating repts for Feb 1902 I. eorraetsd 
page to monthly operating rept for Jan 1902 

LEASBURO, R H Virginia Electric t< Power Co, 02/03/13 HALLER, N M 
Office of Management and Program Analysis Ip 12670 110, 84X 

Fiche 30-260.82/03/13,8204130506 


— 8204150313 Monthly operating repts for Feb 1982 

JONES. V H. Virginia Electric ii Power Co 82/03/09. 43pp 
12678 120. 24X Fiche 30-280,02/03/13.8204180306 


B Reportable occurrences. LERs t< related correspondence 


8204020310 Forwards LERe B2-0tS/03L-0 it 82-02 3/03L-0 
WILSON. J L Virginia Electric t, power Co 82/03/16 
Region 2, Office of Director Ip 12500 339, 24X 

Fiche' 30-200, 02/03/16,0204020510 


O'REILLY, J P 


F Security, madlcal, emergancy t, fire protec tlun plans 


0204020316 Recognixas util o i traord Inary effor-ts to meat Commission 
620201 deadline for Installation (, testing of prompt 
notification sys. 

KEPPLER,J.O, Region 3, Office of Director 82/03/29, OILDERTB, D. 

Northern Statei Power Co. Ip. 12499.201. 84X 

Fiche 50-000,82/03/29,8204020316 


8204090152 Requests copies of licensee/applicant requests for 
eitanslon or exemption ra implementation of 10CFR73 21 
Only Haddam Naek & Mlllstena have submitted feet it fee 
forms 

TREMPEB.L. License Fee Management Branch, 82/04/05 Office of 
Nuclear Reactor Regulation, Director tp. 1S633 260 24X 

Fiche. 50-000, 02/04/05. 020 40901 52, 


0204150136 Releases public version of revision to emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records. 02/04/06. Document 
Management Branch ip 12692.331, 24X FI Che. 30-282, 62/04/06. 

8204150136. 


— 8204150145 Forwards public varelon of Revlelon 3 to Emergency Plan 
Implementing Proceduree F3-4. "Responsibilities During 
Alert, Bite Area or Oeneral Emergency." 

HAVER, L O. Northern Statee Power Co. 82/03/30 Region 3, 
Office of Director Ip. 12693:332 24X Flch e. 50-262, 62/04/06, 

82041 S0136 


— 8204150185 Public version of Revieion 3 to Emergency Plan Implemeisl 
Procedure F3-4, ''Responsibilities During Alert, 8ite Aree or 
Oeneral Emergency. " Revision 0 to tebte of contents end. 
SCHULLKEi D. A. Northern Btates Power Co 82/03/30. 29ap 
12692:333, 24X FI ch e 50-282. 02/04/06, 82041901 36, 
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DOCKETED ITEMS 


J Intur«nct & indtmni'tv tnform^tlan 


Sa04270403 rorwariit Endorasmant# 8 to NEL.IA Bindar-l EB-l7<EB”3i It 
EB-ari Endortamant 61 to NELIA Policy NF-174 b EndoMamant 
51 to NEHA Polity NF-197 

JOMNSOM.R-C Northarn Statai Pouar Co 82/04732. DINITZ'I 
Antltruat b Economic analvait Branch tUtllitv Financa). 6PP 
12049 022 24X Flcho 5O-0OOj 8a/04/22i B20427O403 


P Oparatini licanaa *ta9a documanta b corraapondonca 


8202000217 Forwarda application fop anand to Lleanaat DPR-42 6 OPB-60. 
conalatlnc of chanjaa to Taeh Spac 4 4. A. 0 C ra contalnmant 
atrlocfc leataga. 

MAYERj L O. JJortharn Stataa Pouar CP 82/02/01 Pfflca of Muclaar 
Raaetor Ragulatloni Dirac tor. Ip 1 1B48 1 64. 84X 

Flcho. 90-282. 92/OS/01rB2020B02t7 


— 8202080223 Application for amand to Llcanaaa M>R-42 It DPR-&0. conalatlng 
of changaa to Tach Spac 4. 4 A S C ra containnant alrlocJc 
loafcaga, 

HAVER. L 0 Northarn Stataa Pouar Co 82/02/01 3pp 11048*165 
24X Flche. 50-282. a 2/02/ 0 1 , 82020802 1 7 


— 82020B0226 Propoaad chanpta to Tach Bpac 4.4 A. 5. C ra contalnmont 
airlock laakaga 

* Northarn Stataa Pouar Co 82/02/01 2pp 11848 168. 24X 

F I c h a 90-202. 82 /02 /0 1 . 62020802 1 7 


8204220006 Forwarda Anandt 99 b 49 to Licanaai 0PR-42 b DPR-60. 
ratp act Ivaly. talaby avaluatton b notlci of Itsuanca b 
availability Amand ravlias Tach 8paco paripittins Incraaia in 
allouabla laataga rata for ovarall airlock door taata 
DILANNI.O C Oparatlng Raactora Branch 3 82/03/09 HAVER. L. 0. 

Northarn Stataa Pouor Co 3pp 12820.297. 24X 

Flcha 90-282. 82/03/09. 8204220006. 


— 6204220012 Amanda 99 b 47 to Licanatc DPR-42 tt flPR-60< raapact 1 valy . 
ravlafng common Tach Spaca parialttlng incraata In allouabla 
laakaga rataa for ovarall airlock <foor taata. 

CLARK. R. A Oparatlng Raactora Branch 3 02/03/09 7pp 

13020 393 34X Flcha. 90-383. B2/03/0S. 8204330006 


— 8204320016 Safaty avalvatlon supporting Amanda 9-9 b 49 to Llcantaa 
DPR-42 fc DPR-60.T»BpactlVBly. 

a Off lea of Nuelaar Raaetor Ragulatlon. Oiractor, 83/03/05. Spp 
13820 299 24X Flcha 90-202.02/03/09.8204220006. 


B204220018 Notlca of Isauanca b availability of Amanda 99 b 49 to 
Llcanara DPR-42 b OPR-60. rasp actlva 1 y 

CLARK. R A. Oparatlng Raaetor-* Branch 3 B2/03/09. 3pp. 

12820 301 24X Flcha* 90-282. 82/03/09. B20422OOO6. 


204020037 Rtfusat 320217 raquast that Dadlar ba placad on ave llata 
for facllltlaa HN Poltiftlon Control Agancy alraady haa two 
mambora on avc Hat 

DIIANNI.O Oparating Raactora Branch 3. 63/03/12. BREIHHURBT. L. O 

Klnnssota. Stata of 2pp, 13913.319. 24X Flcha; 90-383. 82/03/13, 

920402D037. 


8304020048 Foruardt rayuaat for addl Info ra tnviron qualification of 
aafaty-raJatad alsctrtcal oquipaiant. Raaponaa within 30 days 
raqulrad U/o and. 

CLARK. R. A Oparatlng Raactora Branch 3 02/03/16. HAVER. L. D 

Northarn Btata* Powar Co 2pp. 1291S 322 24X 

Flcha* 90-282, 82/03/16, 0204020040 


S203190001 Oanartc Ltr 02-09 to a 1 1 llcanaaat of oparating powar 
raactora ra poat-TMI raqu Iranian t a 

EISENmrr.OO Division of Llcanalng. 83/03/19. HAUBFURO.A 
Consol Idatad Edison Co of Naw Vork, 7pp. 12913*138, 24X 

Flcha 9 0-000, 02/03/19, 8303 1 9000 1 


BS042SO&96 Advlia* that raaponsta to Tilt Action Itaa* It. E. 1.1b 
tl E 1.2 ara accaptabla Safaty avaluatlon anel 
CLARKrR. A. Oparating Raactora Branch 3 83/03/22 KAYER, L 0. 

Northarn Stataa Powar Co 14pp. 12834 037. 84X 

Flcha 90-282. 83/03/32. 0204220676 


8204070373 Submlti addl info on NURE0-a737, Itan I A. 1 1. “Shift 
Tachnlcal Advisor.* ra ad ft training qual If icationa. 

Raqulrananta for non dagraad sanlor raaetor oporator 
qualifying >a shift toe hn leal advisor and. 

KAYER. L.O. Northarn Stataa Powar Co. 82/03/29. Off lea of Nuelaar 

Raaetor Ragulatlon. Diractor. Spp. 18979. 181. S4X 
Flcha; 90-000, 83/03/29, 8204070373 


8204080210 Submitt ratponto to 0SO4O1 reporting roquirmontt ra 
NUBEO-0737, Itom II 0 I. "PWft Bafaty b Raliof Valve Tost 
Program “ Conditions tastod represent range of unaspeeted 
operating b accident conditions for facilities 

HAVER. L □ Northern States Pouar Co 82/04/01 Office of Nudear 

Reactor Regulation, Director 2pp 12604 203 SOX 
Fiche 90-202,63/04/01,8204080210 


6204090315 Provides schedule for submitting info ra NURE<J-0737. Item 
I D 1. ''Control Room Design Review " Preliminary program 
plan rept will be submitted by B20B3I 

HAVER. L 0 Northern States Power Co 82/04/01 Office of Nuclear 
Reactor Regulation. Director Ip 12627 321 24X 

Flcha 90-332.62/04/01.8204090315 


8204300003 Responds to FOIA request for five categories of documents 
re Sept 1979 rept. "Recommendations of TMI-2 IE 
Investigation Team " Approi 170 pages of matl being placed 
In PDR 

FELTON, J H Division of Rules and Records B2/04/02 WEISS. E R 
Union of Concerned Sclentiste Ip 12920 032 24X 

Fiche: 50-000. B2/04/ 02. 8204300003 


—6006171021 Advises that Prairie Island SER of 720928 states that 
ffuilliary feedwater eys will function as designed to 
meet ESF requirements Proposes that IE inspect Clast 1 dasln 
criteria 

TKQRNBURO. H. D Division of Reactor Oparatlnns Inspections 
77/0B/S9 GOLLER.K R Office of Nuclear Reactor Regulatian, 
Director 2 pp. 12920 048 24X FI che 90-000, 02/04/02, 8204300003 


— 6006171027 Advises that auilliary feedwater sys at certain Westinghous 
PWR facilities do not meet Class 1 seismic design criteria 
Condensate storage tanks are not protected w/manual 
operation or alarm trips Facilities require generic review 
HUNTER, D R Region 3, Chicago. Office of the Director 77/06/29 
UARNICK.R F Raglan 2, Atlanta, Office of the Director 2pp 
12920 046 24X Fiche 50-000.82/04/02.8204300003 


8204260394 Notifies that NRC review of util response to NURE6-0737. 
Item III 0 3 4, "Control Room Habitability." has been 
completed b found acceptable Issue considered resolved 
pending post- Imp 1 imenta tl on review by Raglan 3 
CLARK. R A Operating Reactors Branch 3 62/04/09 HAVER. L 0 

Northarn Btatei Powar Co Spp 12859 314 24X 

FI che. 90-282. 82/04/09. 8204260394 


6204160199 Oeneric Ltr 82-06 to all PUR plant licsniaes b applicants re 
transmittal of NURE0-09O? relative to Olnna tube rupture 
H/o end NUREO List of NRC redpienta encl 

EI8ENHUT, D 0 Division of Licensing 82/04/19 HAUBPURO, A 

Consol (datad Edison Co of Nau Vork CRANE. P A Pacific Oaa b 

Elsctrlc Co MATTIHOE. J J Sacramento Municipal Utility District 
7pp 12707 203 84X Flcha 50-000, 82/04/19. 0204160155 


BS04S60129 Forwerdt info re status of NUREO-0737 roquiromonta w/ 
Implementation dates between 810701-020301 in accordance 
u/10CFft90 54(f) 

HAVER. L 0 Northern States Power Co. 82/04/16 Office of Nuclear 
Reactor Regulation. Diractor. 21pp 12840 819 24X 

Flcha 50-382,82/04/16,6204260139. 


8204270374 Forwards raaponte to 820317 requaat for addl Info on 
upgrsdad sanlor reactor operator b reactor operator training 
program b training for mitigating core damage. per THI Action 
Items II B 4 b I A. 3 1 

MAYER.L 0 Northarn States Power Co 62/04/16 Office of Nuclear 
Reactor Regulation. Director 4pp. 13352*091 24X 

Fiche* 90-202. 82/04/16,8204270374 


8304210299 Oeneric Ltr 82-09 to all power reactor 1 Icenaees. app 1 icanta 
for OL. N6SS vendors b reactor vendors ra environ 
qualification of safety-related electrical equipment 
me position re qualification raqulrananta encl 
EISENHUT, D. G Division of Licensing. 62/04/30 HAUBPURO. A 
Consolidated Edison Co of Naw York lepp 1SS62 337 34X 

Fichi* 90-000, B2/04/20, 8204210299 


8204200471 Notifies that Unit 2 uilll be loaded iii/40 TOPROD aaaemblleB 
during Cycle 7 reload. Requeeta XN'NF-S2-21 ( p > "Application 
of EXXON Nuclear Co PWR Thermal Margin Methodology to Mix 
Core Configurations" bt reforancad on facllltlaa dockets 
MAYERiL. 0 Northarn States Power Co, 82/04/33 Office of Nuclear 
Reactor Regulatian, Director Ip 13867.266 24X 

Fiche. 90-282, B2/04/23, 6204280471. 



DOCKETED ITEMS 
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0 Inipectlon ripartti IE Bulletlni t< corr««pondanct 


0204070472 Rctpondi to IE BuUttln 79-OlB.Suppl 3, "Environ 
Oualif tcatlon of Clast IE Eiiulpnitnt " Saf aty-grada 
subcooling margin monitors installtd Qualification info for 
futura THI action plan agulpment to be submitted 
KAYE0<L □ Northarn Statas Pouer Co 81/01/22 KEPPLBRrJ. 0. 
Region 3> Chicagoi Office of the Director <81/03/011. 13pp 
1SB78 285 24X Flche 50-282.81/01/22(8204070472 


6204050381 Forwards IE Insp Repts 50-282/62-02 t< SO-30b/62-02 on 
820119-2? No noncempl lance noted 

HINOtJ A Division of Emergency Preparedness h Operational Support 
82/03/16 OILDERTBiD E Northern States Pouer Co 2pp 12S23 252 
24X Flche 50-202,82/03/16.8204050381 


”8204050383 IE Insp Repts 50-282/82-02 «< 50-306/82-02 on 820119-29 No 
noncomp 1 lance noted Major areas inspected prompt 
notification/warning sgs t< testing of sys 

BUROESS, 0 L , PATTERSON, JP , AXEL80N, W L Division of Emergency 
Prepartdness t. Operational Support 82/03/15 7pp 12523 254 
24X Flche 50-282,02/03/16,8204050381 


0202040113 IE Info Notice 82-06, "Chect Valve Failures on Diesel 
Oanerator Engine Cooling Sgs " W/sve list 
* Director's Office, Office of Inspection and Enforcement 
82/03/26 4pp 12862 355 24X Flche 50-000,82/03/26,8202040113 


8204140271 Forwards IE Insp Repts 50-282/82-04 t< 50-306/82-04 on 
820201-28 t< notice of violation 

STREETER, J F Division of Project «< Resident Programs 62/03/29 

OILBERTS, D E Northern States Pouer Co 2pp 12662 194 24X 

Flche 50-282,82/03/29,8204140271 


—8204140274 Notice of violation from Insp on 820201-28. 

STREETER, J F Division of Project (< Resident Programs 82/03/29 

Ip 12662 196 24X Flche 50-282,82/03/29,8204140271 


— 8204090383 Monthly operating repts for Aug 1981, 

HUNSTAD.A A Northarn States Power Co 81/09/01, Bpp 
12627,093. 24X Flche 50-282,81/09/14,8204090378. 


8204090316 Forwards monthly oparating repts for Sept 1981 

HAVER, L 0 Northarn States Pouer Co 81/10/12 Office of 
Kanagamont and Program Analysis Ip 12627 243 24X 

Flche 50-282,81/10/12,8204090316. 


— 8204090319 Monthly operating repts for Sept 1981 

HUNSTAD.A A Northern Statas Power Co 81/10/01 7pp 
12627 244 24X Flche 50-282,81/10/12,8204090316 


8204160112 Forwards monthly oparating repts for Har 1962. 

HAVER, L O Northern States Power Co 82/04/12 Director's 
Office, Office of rnspectlon and Enforcement Ip 12697,233. 24X 

Flche 50-282,82/04/12,8204160112 


— 8204160115 Monthly operating rapte for Mar 1982. 

DUOeTAD, O Northarn States Power Co 82/04/02 Spp 126 97:234 
24X Flche 50-282,82/04/12,8204160112. 


8 Reportable occurrences, LERt it related correspondence 


8204300240 Forwards LER S2-005/08L-0 

MAYER, C 0 Northern States Power Co 82/04/21. Region 3, Office 
of Director. Ip 12891- 300 24X FI eh e- 50-282. B2/04/21> 8204300240 


— 8204300244 LER 82-005/03L-0 on 820322, review of chemistry logs showed 
thet boric eeld tank 11 had not been sampled Caused by 
eommunlcatlDn breakdown. Tank sampled Ic Involved personnel 
will review rapt. 

HUNSTAD.A A Northern Statas Power Co 62/04/21 Region 3. 
Office of Director tp. 12891:301. 24X Fleh t - 50-282, 82/04/21. 

S2043 00240. 


“8204140283 IE Insp Repts 50-282/82-04 U 50-306/82-04 on 820201-28 
Noncomp Hence noted failure to dost out design changes 
within 3 month period following Installation, 

FEIERABEND, C D , BUROESS, B L , NELSON, R L Division of Project tr 
Resident Programs 82/03/29, Hpp 12662:197 24X 

Flche 50-282,82/03/29,8204140271 


8204120439 Ack receipt of 820325 Itr Informing NRC of steps teken to 
correct violations noted In IE Insp Repts 50-282/82-01 ti 
50-306/82-01 

8PE86ARD, R L Division of Project ti Resident Progrems, 82/04/07 

OILBERTS, D E Northern States Power Co tp. 12639-153. 84X 

Flche. 50-202, 82/04/07, 8204120439 


--8204120446 Responds to NRC 820224 Itr re violations noted In IE Insp 
iteptf 50-282/62-01 6 50-306/82-01 Corrective actions, 
final Inves tlgativa rept for RD-81-23 completad li sys to 
ramind of rapts due astabltshed. 

OILBERTS.D E Northern States Power Co 82/03/25 8PE88ARD. R, L. 
Division of Project it Resident Programs, 3pp. 12639-154 24X 

Fleha 50-282,82/04/07,8204120439 


6202040142 IE Info Notice 82-11, “Potential Inaccuractis in Wide Range 
Preesure Instruments Used in Meetinghouse Designed Plents " 

Sve list end 

UORDAN, E L Division of Engineering ti Ouellty Assurance 82/04/09. 
63pp 12078 342 24X FI che, 50-000, 82/04/09, 8202040142 


8202040143 IE Info Notice 82-12, ''Surveillance of Hydreulic Snutbors >' 
M/end sve list 

UORQAN, E L. Division of Engineering t< Quality Aisuranet, 82/04/31 
64pp 12873,001 24X FI che. 50-000, 82/04/21, 8202040143, 


R Periodic operating reporti E ralatad eerraspondenct 


0204190369 Monthly oparating rapts for Jan 1981 
HUNBTAO, A A Northarn Statas Power Co. 81/03/02. Bpp 12729:858. 
24X Flche, 50-282, 81/02/02, 8204190369 


8204090387 Forwards monthly oparating repts for June 1961 
MAYER, L 0 Northern States Power Co 81/07/14 Office of 
Management and Program Analysli. Ip. 12625:256 24X 

Ficha: 50-282, 81/07/14,8204090387. 


DOCKET 50-205 FORT CALHOUN STATION, UNIT I 


P Operating llcensa stage documents E correspandenca 


B2041204S7 Advises that THI Action Item II R, 3. 3 re reporting relief 
valve E safety valve failures E c hal lerges, considered 
resolved 

CLARK, R A, Operating Reactore Branch 3, 62/03/0B, JONES, M. C 

Omaha Public Power Dlatrlct. 2pp. 12653.340 24X 

Ftcha 50-285,82/03/06,6204120457 


6204050184 Forwards "Fort Calhoun Unit 1 Spent Fuel Storage Rack 
Hods " Rept provides design info E detailed safety 
evaluation for replacement of existing racks w/higher 
density rack configuration for Increastd storage 
JONES, H C Omaha Public Power Di itr let. 82/03/12 CLARK, R. A. 
Operating Raeetors Branch 3 6pp. 12831,232. 24X 

Flche- 50-263, 82/03/13, 8204030164 


--8204050191 "Fort Calhoun Unit 1 Spent Fuel Storage Rack Mode." Sevan 
evarslxe drawings end Aperture cards are available In PDR. 
a Omaha Public Power District 82/03/31. 79pp 12531:239. 24X 

Fichs- 50-285.82/03/12, 8204050184 


S204010340 Forwards NURE0-0B09 rs resistance temp detector respone# 
time for early notification of possible significant 
matter. H/o end 

CLARK, R A. Operating Reactors Branch 3 82/03/18 JONES, U C 

Omaha Public Power District Spp, 12489-325, 24X 

Flche. 50-265, 82/03/16, 8204010240. 


8203190001 Oenerie Ltr 02-05 to all Hesnsaes of operating power 
rsaetors rs post-TMI raqulremants 

EISENHUT.D, 0 Division of Licensing. 82/03/19. HAUBPURO, A, 
Consolldetsd Edison Co. of New York, 7pp. 12513 12S. 24X 

Flche- 50-000, 82/03/19, 8203190001 


B204210726 Provides options for licensees which would allow fleslbilltu 
In performing malnt E testing of Inaperable channels, per 
610722 ltr San Onofre proof E review Tech Bpees enel. 

CLARK, R, A. Operating Reactors Branch 3 82/03/31, JONES. U. C. 

Omaha Public Powar District lOpp, 13795-283. 24X 

Flche. 50-285, 82/03/31,8204210726 


—8204090391 Monthly operating rspts for June 1981. 

HUNBTAD, A, A Northern etates Power Co, 81/07/01. 7pp 
12625 257, 24X Flche: 50-282, 81/07/14, 8204090387. 


0204090378 Forwarde monthly operating repts for Aug 1981 
MAYER, L 0. Northern Btetes Power Co, 81/09/14 Office of 
Management and Program Analysis. If. 12627-092. 24X 

Flche, 50-282, 81/09/14,8204090378. 


TMu***! ♦or addl Info needed to complete review of 
NUREQ-0737 Items I A 2 1 E II, B, 4 re upgraded senior reactor 
oparator E reeetor operator training E training for 
mitigating core damage, reepeetl vely. 

CLARK, R. A. Oparating Reactors Branch 3 82/03/31, JONES. W, C. 

Omaha Public Powar District. Spp, 12855:354, 24X 

Fichs: S0-8B5, 82/03/31,8204260366 
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02O4O4iOO27 Fori*iaTd* ■cAg'deilc far ImplBinentirs (nod* P»r NUREQ“07G7i Items 
11 B 8. II B 3. tl F, 1 I «< II F 1. a. samptins *«* Co'' lodinn (< 
partldulatdt In rpcpansc ta Bill!? & ISSa re^usstt 
JDN£8p H C Omaha Public Power District B 8/04/0 1 CLARK< H A 

Opsratins Reactors Breach 3 Spp 12354 823 24X 

Ficht 90-2SS. B3/04/01, 83040M087 


9204070449 Advisti that util response to MJRE0“0737< Item 11 K 3 30 was 
provided bi) G-E O'Uners group ti forwarded on 9S0331 Response 
to Item II K a 17 pendino receipt of C-E ouners group 
analyses Response wilJl be provided by SSOdO'? 

JONESiW C Omaha public Power District 02/04/01 CLARK* R A 
Operating Reactors Branch 3 Ip. ISS&6 315 24X 

Flche 90-269. 82/04/01.9204070445. 


8204070450 Provides results of preliminary assessment of relief *i 
safety valve test program Addl info re design $< bases for 
safety power opereted relief valves end 

JQNE9.M C Omaha public Power District 02/04/01 CLARK. R A 
Operating Reactors Branch 3 6pp. 12579 081 84X 

Flche 90-8B5. 82/04/01.8204070490 


9804070910 Requests delay in implementing natural circulation cooldown 
due to NUREO-0737. Item 11 B i which precludes use of reactor 
sai vent sys (ROVSl Proposes implementation of natural 
circulation cooldown procedure upon NRC approval of ROVS 
JONES. WC Omaha Puhlic Power District 02/04/01. CLARK. R A 
Operating Reectors Branch 3 2pp. 18S78 348 24X 

Flche 90-289.82/04/01.8204070510 


8204070465 Forwards aitdl info re envlren gual if ication of equipment 
Installed in response to TMl re tulrements. I ncluiilng revision 
to Page 2 of 810826 gual i f 1 cat 1 on package Enel 13. per 820201 
commitmint 

JONES. H.C Omaha Public Power Dlitrlct 82/04/02 CLARK. H A 
Operating Reectore Branch 3 36pp 12S7S 303 24X 

Flcha- 50-289. 82/04/02, 8204070465 


'04130046 Forwards "Effects of Vessel Head Voiding During Transients 
*( Accidents In C-E NSsa, " In response to NUREO-0737 Item 

JONEBiM C Omaha Public Power Dietriet B2/04/0B CLARK.R A 
Operating Reactors Branch 3 Ip 12657 247 24X 

Flche 90-239.82/04/08,0204130046 


-8204130051 "Ef facts of Vessel Head Voiding During Tranelenta fc 
Accidents In C-E NSB8 " 

e Ceeibustlon Engineering. Inc CEN— 199, 82/03/31 BOpp 

12697 24B 24X Flche 30-289,82/04/08,8204130046 


B2040a0376 Forwards IE Insp Rept 50-285/82-03 on 820201-28 b notice of 
vlo latlon 

SEIDLE, H C Dlvlelon of Resident, Reactor Project I, Engineering 
Programs 62/03/18 JONES, U C Omaha Public Power District 3pp 
12601 194 24X Flche 90-283,82/03/16.8204080376 


— 6204060379 Notice of violation from insp on 820201-28 

SEIDLE.W C Division of Resident, Reactor Project t. Englneerlnp 
Programs 82/03/18 2pp 12601 196 24X Flche 90-289.82/03/10, 

8204060376 


—6204060302 IE Insp Rept 90-285/82-03 on 620201-28 None omp I ianco noted 
failure to provide adequate Inetructlons b procedures 
VANDELL. L A . HALL.R E, Division of Resident, Reactor Project b 
Engineering Programs 82/03/16 6pp 12601 198 24X 

Flche 50-285.82/03/18,0204080376 


0SO413O347 Forwards IE Insp Rept 50-285/02-02 on 820222-26 b notice of 
violation 

SElOLEiU C Division of Resident, Reactor Project b Engineering 
Programs 02/03/22 JONES, M C Omaha Public Power District 3pp 
1269B'020 24X Flche 50-285,82/03/28.6204130347 


— 8204130349 Notice of violation from insp on 020222-26 

SEIDLE.M C Division of Resident, Reactor Project b Engineering 
Programs 82/03/22 2pp 12650 022 24X Flche 90-209,82/03/22, 

6804130347 


—8204130355 IE Insp Rept 90-205/82-02 en 820228-26 Noncompllanee noted 
fa 1 lure to c endue t requalification lectures b esams b to 
follow procedures re fire brigade training 

JAUDON, J P , JOHNSON, E H , HALL.fi E Division of Resident. Reaeto? 
Project b Engineering Programs 02/03/10 itpp 12658 024 24X 

Fiche 50-205,03/03/22,8204130347 


62040S0009 Forwards IE Insp Rept 50-205/02-04 on 820222-26 No 
noncompl lance noted 

6EIDLE,M C Division of Resident, Reactor Project b Engineering 
Programs 02/03/25 JONES, U C Omaha Public Pouar District Spp 
12521 220 24X Flcha 50-289,82/03/25,82040 50008 


—6204090012 IE Insp Rept 90-289/02-04 on 820222-26 No noncompliance 
noted Hajor areas Inspected radwaste sys. records b repts of 
radioactive effluents, effluent release procedures b air 
cleaning sys tests 

UlLSORN. L. . HOLLEY. N L . HALL. R E Division of Resident. Roactor 
Project b Engineering Programs 82/03/24 lOpp 12921 222 24X 

Flche 90-209,02/03/29,8204050008 


8204160195 Otneric Ltr 82-08 to all PMR plant licensees b applicants ro 
transmittal of NVREO-09O9 relative to Olnna tube rupture. 

M/o end NVREO List of NRC recipients end. 

EISENHUT. D 0 Dlvlelon of Licensing 02/04/19 HAU5PUR0, A 
Consolidated Edison Co of New York MAIER.J Rochester Oas b 
Electric Corp, MAYER. L O Northern States Power Co. 7pp 
12707 203. 24X Flche: 90-000, 82/04/19, 8204160159 


0204090347 Forwards IE Bulletin 02-01, "Alteration of Radiographs of 
Melds in Piping Subassemblies " No specific actione 
requl red 

COLLINS, J T Region 4, Office of Director 82/03/31 Public 
Service Co of Colorado. Spp 12625 293 24X Flche 90-000. 

82/03/31.0204090047 


)2042102?9 Oenerle Ltr 82-09 to all power reactor 1 icensees. app 1 icants 
for OL. NSB9 vendors 4, reactor vendors re environ 
quail flcetlon of saf atg-r elated electrical equipment 
NRC position re qualification requiremanis end, 

EISENHUT. D 0 Division of Licensing. 82/04/20. HAUSPVRO.A 
Cansolldated Edison Co. of New York I8pp. 12862 337 24X 

Fiche. 50-000, 82/04/20, 820 4210295. 


8204200204 Informs that equipment tests for NIIRE0-Q,737. Items II F. 1 6, 
"Containment Hydrogen Monitor," b 11. F 1 3. "Containment 
rtigh-Range Radiation Monitor," have been forwarded to 
Franklin Research Ctr. 

J0NE8.WC Omaha Public power District 82/04/21 CLARK.R A. 
Optratlng Reactors Branch 3 2pp 12669,123 24X 

FiehS’ 90-209, 82/04/21.8204280284. 


8204300316 Forwards one oversise drawing, inadvertently omitted from 
util 820312 submittal of proposed design change increasing 
spent fuel pool storage capacity. NRC approval requested by 
end of Jul 1962 Aperture card is available in PDR. 

JONES, UC Omaha Public Power District 82/04/26. CLARK.R A. 
Operating Reactors Branch 3 2pp. 12887.206 24X 

Flche. 50-209, 02/04/26, 82043003l’6, 


8204090391 Forwards IE Info Notice 62-10, "Following Up Symptomatic 
Repairs To Assure Resolution Of Problem " No response 
required 

COLLINS, J T. Region 4, Office of Director 82/03/31 Public 
Service Co of Colorado 2pp 12627 068 24X Flche 90-000. 

82/03/31, 0204090391 


0204150450 Forwards IE Info Notice 02-09, “Cracking in Piping of Makeup 
Coolant Lines at BbU Plants " No written response requested 
COLLINS, J T Region 4, Office of Director 02/03/31 Public 
Service Co of Colorado 2pp 12689 039 24X Fiche. 50-000. 

82/03/31,0204190458. 


0204130096 Forwards Insarvlce insp rept, "Steam Osnarator Tube Eddy 
Current Insp Rept, "Steam Oenerator D. 1981 Refueling 
Outege " 

JONES, HC. Omaha Puhlic Power District 82/04/07 CLARK.R A. 
Operating Reactors Branch 3 Ip 12659 257. 24X 

Fiche 50-209, 02/04/07, 0204130096 


—9204130100 "Steam Oenerator Tube Eddy Current Insp Rept. Steam Oenerater 
0,1901 Refueling Outage '' 

« Omaha Public Power District 02/04/07. 7pp 126S9 258 24X 

Flch S' 50-285, 82/04/07, 0204130096 


0 Inspection reports. IE Bulletins b correspondence 


6204130042 Forwards reeponse he NRC ltr re violation noted in IE Insp 
Rept 90-209/81-34. Corrective ac tt on; complete updated mod 
stetus rept Iteued on 811231 Future edltlene util be ieeued 
per frequency specified in ■tand'lng Order 0-21. 

JQNEB, UC, Onahe Public Power Dietrich 82/02/18. COLLINS, J, T. 
Region 4. Office of Director. 3pp. 12699; 232. 84IX 
Flche 50-299,62/02/18.8204130042 


8202040142 IE Info Notice 02-11, "Potential Inaccuracies in Wide Range 
Pressure Instruirients Used in Westinghouse Designed Plants. " 

Sve list end 

JORDAN. E L Division of Engineering b Quality Assurance B2/04/09. 
63pp i 2870, 342. 24X Flche 50-000,82/04/09,8202040142. 



DOCKETED ITEMS 


127 


6S04260I19 Foruards rasulti of indcrvtce tnsp on BtOBSO-B20104. Imp 
involvtd pcrfornanc* of nondestructive etoms of plant 
componants b piping 

J0NE8>H C Omaha Public Pouer Diatriet 83/04/14 CLAHKi R. A 
Operating Reactors Branch 3 Ip 13040 387 34X 

Flche 90-2B9. 82/04/14. B2043dAU9 


— 8204360130 Inservice imp rept on 810820-830104 Describes 

nondestructive etams perforflied on plant conponints b piping 
KEYES. D C Omaha Public Payer District 63/03/33 61pp 
12040 295 34X Flche 50-883.82/04/14,8204260119 


B2OS040143 IE Info Notice 63-12. "Surveillance of Hgdraullc Bnubfcers. ■' 
W/cncl SVC list 

JORDAN, E L Olvtslon of Engineering b Quality Assurance 63/04/31 
64pp 13673.001 34X Flche 90-000, 62/04/21, B302040143 


R Periodic operating reports b related corraspondancs 


BS04200472 Foruards monthly operating rept for Kar 1962 

JONES, U C Omaha Public Pouer District B2/04/1S DEYOUNG, R. C 
Director's Office. Office of Inspection and Enforcement Ip 
12743 167 24X FI che- 90-385, 82/04/ 1 5, 6204200472 


— 6204300473 Monthly operating rept for Mar 1982 

SHORT, R U Omaha Public Pouer District 62/04/12 Bpp 
12743 188 24X Flche 30-289,82/04/18,8204200472 


8 Reportable occurrences, LERs b related correspondence 


B204180109 Responds to FOIA reguest that OECD Incident Reporting 8ye 
repts be placed in PDR Documents listed in app available In 
PDR Other pertinent documents completely ul thheld (ref FOIA 
Eiemptlon 4> 

FELTON, J M Division of Rules and Records Bl/ll/09 CONNOR. L 
Doe-Search Assoclatas. 3pp 12708 339 24X Fiche 90-000,81/11/09, 

8204190109 


— 8204130277 Incident Reporting 8yi Rept 64 re PHR prcisurc veseel 
embrittlement 

* Organliatlon for Economic Cooperation b Development (Paris) 
81/09/29 3pp 12709 345 24X Flche 90-000,01/11/09,8204150109 


6304270193 Forwards LER 02-OO7/O3L-O 

JONES. U C Omaha Public Pouer District 82/04/19 COLLINS. J T 
Region 4. Office of Director Ip 12893 098 24X 

Flche 90-239, 82/04/19,8304270193 


—8204270199 LER e2-007/03L-0 on 820324, leak discovered in copper tubing 
vent line from thermal mixing valve to coolant ttpantion 
tank In diesel generator 2 Caused by crack In vent line 
Defective tubing replaced. 

TESAREK. J J Omaha Public Pouer District 82/03/31 Region 4, 
Office of Director 4pp 12893- 099 24X Flche 90-289.82/04/19, 

8204270193 


8204300196 Foruarde LER 82-006/03L-0 

JONES. W C Omaha Public Pouer District 02/04/22. COLLINS, J. T. 
Region 4. Office Of Director Ip 12890 163 24X 

Flche 80-289.82/04/22.8204300196 


--B204300197 LER a2~006/03L-0 on 820323, during surveillance test BT-IBl- 
HD-1, F. 1, va Ive HCV-906A failed to close via control room 
lul tch. Caus ed by solenoid valve malfunction Solenoid valve 
disassemb led, c leaned b reastambled 

MOELLER, R Omaha Public Power District 82/04/07. Region 4. 
Office of Director 4pp 12890.164 24X Fiche. 90-289, B2/04/2£», 

8204300196 


T Hearing transcripts on non-ant Itrust matters 


8204090333 Foruards revised End 13 to 810826 Ur re environ 
guallfleatlon of safety-related electrical equipment. 

Revision reflects completion of Items It b 12 Items 2,4 b 19 
updated 

JONES, M.C. Omaha Public Pouer District 82/03/29 CLARK, R, A 
Operating Reactors Branch 3 36pp 12930-223 24X 

Flchs 90-289,82/03/29.8204090333. 


DOCKET 90-266 INDIAN POINT STATION, UNIT 3 


F Security, midical. emergency b flra protection plans 


8204060042 Notifies of 820302 drill to test onsite b offsite emergency 
plans, organliatlons b integrated rasponst capablll ty, per 
801224 Itr. 

BAYNE, J P Pouer Authority of the State op Nsu York O'TOOLE, J D 
Consolidated Edison Co of New York Bl/OB/09 DRIER, B.H Region 
1, Philadelphia, Office of the Director (61/03/01) Ip 12993 340 
24X Fiche 90-247.81/06/09.8204060042 


820412023B Releases public version of revised tmergtncg plan 
procad uras 

FELTON, J M Oivlalon of Rules and Records 82/03/29 Document 
Management Branch. tp 12692 129 24X Fiche 90-286, 82/03/29. 

8204120238 


— 6204120294 Foruards public version of revised emergency plan 
procedures. coinBlsltlng of Revision 4 to Procedures Book II 
re Initiating conditions h Revision 3 to Proesdurs IP-109B 
re earthquake emergancy 

BRDNS. J. C Pouer Authority of the State of New York. 82/03/17 
HAYNES. R C Region 1. Office Of Director. 2pp. 12692 130 24X 

Fiche 90-286,82/03/29.8204120238 


— 6204120296 Public version of revised emergency plan procedures, 
consisting of Revision 4 to Procedures Book II re initiating 
conditions b Revision 3 to Procedure IP-i 050 re earthquake 
emergency Revised index end. 

8 RONS. J C. Power Authority of the State of New York 82/03/16 
llpp 12652 132 24X Flche 90-286.82/03/29.8204120238 


8204300447 Forwards IE Insp Rept 90-2B6/82-04 on 820302-04 No 
nonconp 1 iance noted 

SMITH. Q H Division of Eevergancy Preparedness b □psrstional Support 

82/04/16 BAYNE, J P Pouer Authority of the State of New York. 

2pp 12889 261 24X Fiche 90-286.82/04/16,8204300447. 


— 6204300491 IE Insp Rept 90-286/62-04 on B2O302-04 No noncompl lance 
noted. Major ersas inspected emergency preparedness exercise 
observations, evaluation b insp. 

TERC. N M > UOJNAS.E J . ABRAHAM. K Division of Emsrgtncy 
Preparsdnest b aparattonal Support 82/04/14 9pp. 12889*263 
24X Fiche. 90-206. 82/04/16.8204300447. 


8204300047 Releases public version of rsvldon to emergency plan 
FELTON. J M Division of Rules and Records 82/04/23 Document 
Hanagsment Branch Ip 12908 083 24X Fiche 50-286,82/04/23. 

8204300047 


— 8204300090 Forwards public version of Revision 9 to Emargancy Plan 

LOMANACOiL M, Power Authority of the State of New York. 82/04/08 
NRC - No Detailed Affiliation Olvan Ip 1290B 084 24X 

Flche- 90-286, 82/04/23. 8204300047 


—8204300092 Public version of Revision 9 to Emergency Plan AP-6 

LOMANAOO.L , 0RDN3, J. C. Power Authority of the State of New York 
82/04/08 800pp. 12708 089. 24X Flche 90-286.82/04/23, 

8204300047 


8204300346 Requests notification of when corrective actions for 
deflclancles notod during Installation of prompt 
notification sgs have bean comp 1 ttsd, per 820308 telcon 
SMITH. 0 H. Division of Emsrgoncy Prsparedits ss b Operational Support. 

82/04/26. BAYNE. J. F Power Authority of the State of New York, 

2pp ISBB9-1B9 24X Flche. 90-286,82/04/86.8204300346. 


0 Adjudicatory corr espondanco 


8203080100 Answer to NRC B2021Q motion to strike UCB/NY PIRO 
objections to NRC b llcensoe ansusrs to Commission 
qvestions. UC8/NY PIRO do not need standing to reply to 
pleadings in nature of content i one. 

BLUM. J. M. Union of Concerned Bdentlsts POTTERFIELD, A . HOLT, J. 
Public Interest Research Oroup. New York. S2/02/26. Atomic Safety 
and Licensing Board Panel. 4pp. 12194 i 09. 24)( 

Flche- 90-247. 62/02/36. 6203080100. 


8203080118 Corrections to UC8/NY PIRO response to objections. 
Cartiflcats of Bve and. 

BLUM. J M Union of Concerned Scientists. HOLT, J. , POTTERFIELD, A 
Public I-nbtrsst Rosoareh Oroup, New York. 82/02/19. 6pp. 
12194:113. 24X Fiche 50-247.82/02/26,8303080100. 
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8204010333 Corr»c ttd numonri'iuiii l< &rdtr dengina lletntta 811129 motion 
for «t«v 0^ CaiKAitsflcn B10108 l< 0718 ordori or 
«lt«rnatlvilg< f or cart 1 citation ta CommlaBl on A8LB haa no 
lurisdlctlon to liiua ttag. Sarvad 830330 

PMia<OH,i 8H0N-F J . CAfiTER/L.J Atomic Safatg and Licarain# Board 
panal 82/03/27 Coniolldatad Ediaon Co of Niui York 6pp 
I2476‘01B, 34X Ficha 80-247,82/03/29.8204010303 


9204080009 OraatcT HY Council on Fnargg (ONYCE) amand bo conbanbiont Si 
raaponfc to Nflc 820211 raplg bo ONYCE 820119 aniuar to 
objacblona to contantloni ri economic Impact of ahutdoun 
Cartlflcata of Bvc and. 

CORREN.O R Oraabar nim York Council on Enargg 82/03/2? Spp 
12609 147 24X Flch# 50-247. B2/03/29. 82O40B0M9 


82040709?! Rtquaab* Hat Of doeifmanti FEMA la prrsarvlng par B20229 
ctipulation. »□ tJiat NRC can raapond to ASLB 620310 
mamorandun 1< order 

CHR18TENBl/RYr E, Haarlnpa Dlviaion. B2/04/01, PERRY, 8. Fadaral 
Emargancg Hanagamtnb AgPncg Ip. 12377.079. Z4X 
FIcha 80-347, 82/04/01, 82040709?!. 


8204080004 Initial raaponaa bo A8t-B 820310 mamorandum ti ordar approving 
ablpulatlona It raquasting info. Info ordar ahould apply to 
potantlal Intarvanors aa uatl aa to appllca nt. Cartlflcata of 
Svc and 

BHANOENBURO. B , LEVIM.J. J Con to 1 Ida tad Edlaon Co of Nau York 
LEVIN, JJ Morgan Aaaodataa. 82/04/02. Atomic Safety and 
LlCanting Board Panal Bpp 12606" 100. 24X FIcha: 90-247, 02/04/02, 

B2040B0004 


8204080944 Aniwar oppoalng UCB/nY FIRO motion for aipadlted order on 
ttandlng (< commancanant of diecoverg Racant action bg ASLB 
randarad motion moot Comniancamant of dltcovarg will be 
dlccuaattf at prahoaring confaranct CaTtlflcata of svc end. 
BRANDENBURO. B Consolidattd Edlaon Cd of New Vorlr LEVIN. V J. 
Power Authority of the State of New York LEVIN, V J Morgan 
Aaaoclataa 82/04/02 Atomic Safety and Llceniing Board Panal 
6pp 12607 171 24X Ftcha 90-247,82/04/02,8204080944 


8204OB0342 Manor an dum acknowledging receipt of E Cion ic tar 020330 
aiacutad affi davit. Receipt doaa not change rasulta of ABLB 
820402 manorandun b order 

PARIS, □ H r 8H(W, F J Atonic Safttg and Licantlng Board Panal 
82/04/09 2pp, 12612 14B. 24X Fi ch a: 90-247, B2/04/09, 8204080342 


''204190047 Avgmantation by Oraatar NY Council on Energy of baela for 
firat contention, per ASLB 820402 order. Eat abl iahmant of 
raaaonabla altarnatlva anargy lUpply etrategy It aconomic 
impact on NY City nacaaaarg to addrtii ASLB Quaatlon 6 
CORREN, 0 R Oraatar New York Council on Energy 82/04/0?. Atomic 

Safatg and Llcanalng Board Panal 7pp 1272?' 291, 24X 

FIcha 90-247,82/04/07.8304190047. 


204260216 Notlcaa of apptaranct in procaading on behalf of 
Metropolitan Tranaportatlon Authority. 

SCHWARTZ, R , CHEBSIN, P.. 8CHUARTZ, L. R Affiliation Unknown 
32/04/09. Spp 12839: 184 24 X Flch a ’ 90-247, 82/04/09, 82042603 16 


>4140119 Notification that lAC doe* not Intend to raapond to USC/NY 
>IRO 820322 iDotlona to itrlka llcanaai anawar b for 
iipadltad ordar on atanding b commencing dlfcovary. 
larttflcate of Svc. 

MCeVRREN,H J Hearing Branch 1 82/04/12. 4pp 12669 210. 24X 

FIcha- 90-247, 82/04/12, 8204 1 401 19 


204190070 Submittal aupporttng objactlon to Contantian 4 1 or any 
contention that cite of plume akpoaura pathway aaiargancy 
planning tana be aapandad beyond 10 mllaa. C artifice ta of Svc 
and. 

BRAHOENBURO, B. ConaoUdatad Edlaon Co, of Niw York. MOROANi C 
Power Authority of the Stati of Nau York MORBAN, C. Morgan 
Aaaaclatat 83/04/19 44pp. 18729' 346 24X FIcha 90-247,82/04/15, 

8204190090 


8204230383 Notice of appeal of ABLB ordar granting Intarvanor atatui ta 
Hated groupa b denying PASffY raituaat for avldintlary 
hearing. 

MORBAN.C Power Authority of tha Btato of New York MOROAN, C. 

Morgan Aaiociataa. 82/04/17. 3pp. 12816.217. 84X 

FIcha- 90-247, 88/04/19.8204230383. 


— 82042303B7 Brief aupportlng appeal of ABLB order granting intarvanor 
etatua.UCB hae no atanding alnca paraona UCB purporta ta 
rafraaant are not mambara of group. Cartlf Icati of Svc and 
MOROAN, C Power Authority of tha State of Nau York. MOROAN, C. 
Morgan Aeaoctatal 82/04/19 Atomic Safety and Llcanalng Appeal 
Panal 32pp 12816.222. 24X Ftch a; 90-247, 82/04/19, 8204230383 


0804260211 Advlaea that State of NY emergency planning witnaas will bo 
available to praaant taatlmony wk of 8S0625 b 0706 Uncertain 
uhcthar uitncaa will be available on 020723 or uk of 0726 
FEINBEROr J D New York. State of 02/04/19 CARTER. L J , 

PARIS, 0 H , SHONiF J Atomic Safety and Licanaing Board Panel Ip 
12039 131 24X FIcha 50-247,32/04/19,0204260211 


S2O420O541 Motion for directed certification of motion for itay of 
Commlfiion 010108 b 0918 orders or for dlsmltaal of 
procaading or al t erne 1 1 va 1 y, for certification ASLB turongiy 
concluded that ASLB lacks |uriidictlon to atay hearing 
MOROAN, C Power Authority of the State of New York MOROAN, C 
Morgan Aasociatee. 82/04/20 Commi salon era 3pp 12866-377 

24X FIcha 90-247,82/04/20,3204280941 


— 8204280548 Memorandum of law supporting motion for directed 

certification ASLB wrongly concluded that ASLB doss not have 
jurisdiction to issue stay in proceeding Commlsiion review 
appropriate itnca ASLB failed to certify motion 
MORGAN, C Power Authority of the State of New York MOROAN, C 
Morgan Associates 82/04/20 Commissi oners llpp 12066 360 

24X Ficha 50-247. 02/04/20,3204280941 


0204280037 Restart Question 7 -of Commission BlOlOB order in order to 
ascertain whether Oovarnor of State of NY desires to express 
official pDiltlon re long-term operation of facilities 
CARTER, L J . PARIS, 0 H , SHON. F -V Atomic Safety and Licensing Board 
Panel B2/04/23 CAREY, H L New York, State of 2pp 12066-349 
24X Fithe- 50-247. 82/04/23, 3204280037 


0204280264 Memorandum & order formulating con tentions, ass Ignlng 
intarvinori b setting schedule 

CARTER, L J , PARIS, □ H , 8H0N.F J Atomic Safety and Licensing Board 
Panel 82/04/23 24pp 1236 3 30? 24X Flche' 50-247, 02/04/23, 

B2O420O264 


0204290296 MimorAndum b order amending svc list as indicated b 
correcting ty p o-graphlca 1 errors in 820127 order 
PARIS, 0 H , SHON, F J Atoimlc Safety and Licensing Board Panel 
32/04/26 3pp 12002,174 24 X FI c h e 50-247. 82/04/26. 020429 0296 


H Oaneral correspondence 


8204190052 Requests number of Inspectors working at facility, to verify 
NRC B11031 statemont that four resident inspectors would be 

ail 1 gned 

0ALEF.8R Westchester County, NY 82/04/08 8TELLQ, V Director's 
Office, Office of Inspection and Enforcement Ip 12724-291 24X 

Flche 50-003,02/04/08,8204190052 


J Insurance b indemnity information 


8204200417 Forwards Endorsement 8 to NELlA Binder EB~7 

DEEO, F H Power Authority cif the State of New York 02/04/16 
SALTIMAN, V Antitrust b Economic analysis Branch (Utility Finance). 
Spp 12743 196 24X Flche 50-286,82/04/16,6204200417 


P Operating license stage documents b eorraspondsncs 


82D4220383 Responds to FQIA request for seven categories of documents 
re TMI eetlen plan. 

FELTON.J M Division of Rules and Records 81/11/12 SHOLLY.S C 
Union of Concerned Bciertists 6pp 12824 100 24X 

FI Che- 50-000, 01/11/12, 8204220389 


— 800-3130391 Discusses Van 1780 site visits to verify Implementation of 
Category A Lessons Learned requirements, Requests that Olv of 
Operating Reactors project managers b IE regional director 
or resident Inspector participate In site visits, 

EISENHUTiD o. Division of Operating Rsactors 80/01/10 
SCHWENCER, A Operating Reactor* Branch 1 (Pre 800428). 9pp 
12024-155 24X Fiche 90-000, 81 /1 1/ 1 2,0204220309. 


8204090082 Advisee that util approach for compliance w/NUREO-0737 Item* 
11 F 1 1 b II F, 1 2 accaptabta. Schedular deviation request 
of 811229 re noble gas effluent monitor Imp lamentation will 
be addressed separately 

VAROA.a.A Opsratlng Reactors Branch 1 02/03/17 SINCLAIR, L W 

Pouisr Authority of bhs Stats of New York. 2pp 12633 206 24X 

Flche 50-286,82/03/17,8204090082 


8203190001 Generic (-tr 02-09 to a 1 1 licensees of operating power 
TsactoTs TS poit-TMI Tequlremenfc*. 

EISENHUT, 0. 0 Division of Llcanalng 82/03/19 HAUSPURO.A 
Consolidated Edison Co of New York. CLAYTON, F L Alabama Power Co, 

CAVANAUGH, M. Arkansas Power b Light Co 7pp 12913.128 24X 

FI C h ■ : 9 0-000 , 82/03/ 1 7, 8203 1 7000 1 



DOCKETED ITEMS 


8204020414 Foruardf application for amend to Uicente 0PR-64( pro pos Itig 
change to Tech 8poc App A. Table 4 l-3i "Fre nuenc las for 
Eq^uipment Testsi" on ons-'tlRie baels to revise due date for 
monthly main turbine stoam stop b control valves test U/fee 
BAYNEi J P Pouer Authority of the State of Neu York 82/03/19 

VAROAi 3 A Operating Reactors Branch I 2pp 1249* 237 24X 

Flehe 50-2a6< B2/03/19< 820402041 4 


— 0204020437 Application for amend to License DPR-'64> proposing change to 
Tech Spec App Ai Table 4 1“3» "Frequencios for Equipment 
Testsi '' on one-time basis to revise due date for monthly 
main turbine steam stop ti control valves test H/o ends 
BAVNE. J P Pouer Authority of the State of Neu York 02/03/19 
ip 1249i 239 24X Flehe 90-286,02/03/19.8204020414 


0204220676 Forwards Amend 43 to License OPR-64. safety evaluation & 
notice of issuance tt availability Amend extends on one-time 
basts only, month ly turbine steam ctosure check until B20331 
TKOHA. J □ Operating Reactors Branch 1 02/03/23 SINCLAIR. L U 

Power Authority of the State of Neu York 3pp 12032 001 24X 

Flehe 50-286.02/03/23.0204220676 


— 0204220679 Amend 43 to License DPR-64. extending on one-time basis only, 
monthly turbine steam closure check until 820331 

VAROAi 8 Operating Reactors Branch 1, 02/03/23 4pp 12832 004 

24X Flehe 50-206.82/03/23.8204220676 


— B2042206B4 Safety evaluation supporting Amend 43 to License DPR-64 
a Office of Nuclear Reactor Ragulation. Director 82/03/23 8pp 
12832 OOB 24X Fiche 50-206. B2/03/23. 8204220676 


8204290461 Summary of 82040B meeting u/utils In DethesdatMO r« 
technical aspects of probabilistic safety study 

HANNON. J N Operating Reactors Branch 1 82/04/16 Operating 

Reactors Branch 1 4pp 12399 116. 24X Flcht 90-247> 82/04/ 16. 

8204290461 


— 8204290471 Notification of 82040S meeting u/utils in Dethesda.HD to 
discuss technical review of probabilistic safety study 
Hannon. J N operating Reactors Branch 1 82/04/01 l/AR0A< 5 A 

Operating Reactors Branch 1 4pp. 12899 120 24X 

Fiche 80-247,82/04/16.8204290461 


— 8204290476 Foruardt sampling of questions to bo discussed at Apr 
meeting 

HANNON. J N Operating Reactors Branch I 82/03/29. O'TOOLE. J 
NRC - No Detailed Affiliation Oiven Ip 12395 124 24X 

Fiche' 50-247, 02/04/16. 0204290461 


8204210299 Oeneric Ltr 82-09 to all pouer reactor 1 teens eos. op p 1 1 cant i 
for DL. NS8S vendors 6 reector vendors re environ 
qual 1 f icatlon of saf e ty-re laterf electrical equipment 
NRC position re qualification requirements end 
EISENHUT. DO Division of Licensing ee/04/20 HAUSPURO. A 
Consol Ida ted Edison Co of Neu York 10pp 12862 337 24X 

Fiche, 90-000. B3/04/20, 8204210299 


6204260092 Forwards info re NURE0-D737 requirements per NRC 820317 
request 

PAYNE, J.P Power Authority of the State of New York 02/04/20 
EIBENHUTjDO. Division of Licensing App 12840 192 24X 

Fiche’ 50-206. 82/04/20. 02042600 92 


— 0204230606 Notice of iiuance b availability of Amend 43 to License 
DPR-64 

VARDA. S A Operating Reactors Branch 1. 82/03/23 2pp 

12832 010 24X Fiche 50-286.82/03/23.8204220676, 


8204270003 Forwards request for addl justification needed to support 
design d i ff er ences. Open iteme cannot be deferred until 
preliminary risk assessment reviewed 

VAROA. S A Operating Reactors Branch 1 82/03/30 SINCLAIR. L U. 

Power Authority of the State of Neu York 6pp 12074 009. 24X 

Fiche 50-206, 02/03/30,8204270003 


8204290505 SUMMARY OF THE ZION/ INDIAN POINT STUDY 

MURFIN. M B Sandla Laboratories FIN A-10t9 NUREO/CR-1409 
82/03/31 Office of Nuclear Regulatory Research. Birecter 70pp 

Available at NTIS 12093 200 24X Fiche 90-000,82/03/31,0204290305 


82042B016B Responds to 820315 request for schedule far responding to 
questions re control of heavy loads Responses to Questions 
L. 8. 3 & Swill be provided by 820?30i to Questions 4.5 6 (< 7 
by 921130 Enel consists of replacement pages to 810623 ltr 
BAVNE, J P Pouer Authority of the State of New York 82/04/31 

VAROA, B. A Operating Reactors Branch 1 9pp 12871 188. S4X 
Fiche 50-206,82/04/21.8204200166 


8204300296 Requests approval to dsfer replacement of motor operators 
for RHR valves 730 4t 731 until interval of kO-yr sve Intp 
when entire core will be removed to permit reactor vessel 
Intp 

BAVNE. U. P Power Authority of the State af Neu York 82/04/26 
VAROA. 8 A Operating Reactors Dranch 1. 3pp 12889.182 24X 
Fiche 80-296,82/04/26,8304300296 


8204120035 Requests addl fee be remitted since Class III fee applicable 
to 920319 application which resulted in Amend 43 
DIDOS. R M License Fee Management Branch 02/04/05 BERRY. D T 
Power Authority of the State of Neu York Ip 12652 257 24X 

Fiche 50-206,82/04/05,0204120035 


8204130138 Forwards response to 020225 request for addl Infp re environ 
qualification of safety-related electrical equipment 
BAYNE, J P Power Authority of the State of New York 02/04/07 

VAROA. 8 A Operating Reactors Branch I 7pp 12657 173 24X 

Fiche 50-206,82/04/07,8204130158 


Q Inspection reports. IE Bulletins correspondence 


8204140414 Forwards IE Intp Rept 50-286/83-03 on 820216-0319 U notici 
of violation 

STAROSTECRIi R Division of Project (< Resident Programs 82/03/39. 
BRQNS. C Power Authority of the State of New York. 3pp 
12670. ISO 24X FlehS' 90-286, 0S/O3/£9>02O414O414 


— B20414041B Notice of violation from insp on 8202i6-0319. 

STAROSTECAl . R Olviiion of Project 6 Resident Programs 02/03/i 
2pp 12670192 24X Fiche' 90-886.82/03/29.8204140414. 


B204220466 Requests addl info for response to Oeneric Ltr Qi-t4 re 
seismic qualification of auxiliary feedwater sye. within 30 
days of receipt of ltr 

VAROA. 8 A Operating Reactors Branch 1 82/04/09 SINCLAIR. L U 

Power Author Itg of the State of New York 4pp 12032' 347 S4X 
Fiche 90-286,02/04/09,0204220466 


— 8204140419 18 Intp Rept 90-286/92-03 On 820316-0319 None amp 1 i ance 
noted failure to maintain controlled documents re 
edml nittrat Iva procedures tt health physics 

KENNY. T J . BAUMACK. W, Division of Project ti Reeident Programs 
02/03/19 14pp 12670 194. 24X Fi the' 90-286. 62/03/29, 02041404 


0204190073 Forwards application for amend to License DPR-64 consisting 
of changes to Tech Specs re electric distribution tys 
BAYNE. J P Pouer Authority of the State of Neu York 93/04/13 

VAROA, 9 A Operating Heoctors Branch I 2pp 12724 194 34X 

Fiche 50-286.02/04/13.0204190073 


— 0204190077 Application for amend to License DPR-64 consisting of 
changes to Section 3 7 B It Tables 3 5-1.3 9-3 li 4 l-I of 
App A re protection for degraded grid voltage condition. 

BAYNE. J P Power Authority of the State of New York. 02/04/13 
ip 12724 196. 24 X Fiche 90-296.82/04/13.8204190073 


— 0204190083 Proposed Tech Spec changes adding protection for degraded 
grid voltage condition Safety evaluation cncl 
• Power Authority of the State of Neu York S2/04/30 10pp. 

12724 197 24X Fiche 90-206,02/04/13,0204190073 


8204160159 Oeneric Ltr 82-09 to all PUR plant licsntees It applicants re 
transmittal of NUREO-0909 relative to Olnna tub# rupture. 

W/o end NUREO, List of NRC recipients end 
EISENHUTi D 0 Division of Licensing 02/04/19, HAUBPURO. A 
Consolidated Edison Co of Neu York. COUNSIL.U, 0 . 8UITZER. O. C, 

Connecticut Yenkie Atomic Power Co 7pp 12787' 203 24X 

Fiche 90-000,82/04/19,0204160159 


0204190369 Forwards IE Info Notices 82-09. “Cracking in Piping uf 
Makeup Coolant Lines at fit<y Plants'' «i 02-10. "Follaulng up 
Symptomatic Repairs to Assure Resolution of Problem," No 
written rstponee required 

HAYNES. R C, Region I. Office of Director 02/03/31 O'TDaLC. J. H 
Consolidated Edison Co. of Neu York NCXILEVER, E, 0 Duquesne Llgli 

Co, CARROLL. J T Jersey Central Power $t Light Co 9pp 12602' 2 

24X Fiche 90-000.82/03/31.0204150369, 


8204150462 Forwarde IE Bulletin 02-01. "Alteration of Radiographs ol 
Ueldi In Piping Bubasaembliai “ Mo written response 
required. 

HAYNES, S C. Region 1. Office of Director 02/03/31. O'TQOLC.J 
Consol Ideted Edison Co of New York KAY, J. A, Yankee Atomic 
Electric Co. WOOLEVER. G. J. Duquesne Light Co. App, 12683' SOA. 
24X Flehe. 90-000. 82/03/31.8204190462 


8204120321 Forwards raeponta to 820304 request for addl info rs ins. 
program far welds tc pipe suppor ts. Inf o addressed Indudee 
inlet *c outlet lafe-end welde in reactor veseal h Claes 2 
piping sye circumf arent lal butt uislds. 

BAYNE. J P Pouar Authority of the Stata of New Vori. 92/04/07. 
VAROA, B A Operating Reaetore Branch 1. 47pp. 12634:060 24X 

Fiche. 90-286, 82/04/07,8204120321. 
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82041S0391 Su^witf Rovlllofi S to lni»rvU» into pro^ron. "Mold «< 
Support Program “ 

SAVNEt J P P owpr Authority op th# Stato of N»u York, 82/04/07 
VARCA. 8 A Oparatlng Kiactort Branch 1 2pp 126-40:305 24X 
Ftcha 90-2BA. 82/04/07.8204120391 


— 8204120393 Raviilon 2 to Initrvlea imp progTimi ''Wild t Support 
Program, ” 

* Pouar Authority of tha 8tato of Now York 82/04/30 40pp 
12640 308 84X plcho, 90“2aA. 82/04/07. a20412039K 


g Boportablo oecurroncot. J-ER* !< roiotod eorrespondonco 


8204190109 Rospond* td FOIA requctt that OECD Incident Reporting Sgt 
reptt bt plactd in PDR Dacumontt lilted in app available in 
PDR Other pertinent document* completely withhold <rif FOIA 
Eienptlon 4> 

FELTOMi J M Divleion oP Rule* and Record* 81/11/09 CONNOR. L 
Ooc-Bearch Aeeeclate* 3pp 1270S 339 24X Flehe 50-000.01/11/09, 

8204190109 


8204220240 Forward* JE Imp Kept 90-286/81-07 on 810520-21 Ho 

noncomp 1 ianc* noted .-r, 

MARTIN. T T Division oP Engineering it Technical Progrem*. 02/04/07 
BR0N3. J C. Pow*r Authority oP th* State oP New York. 2pp 
12005:048 24X Flch* 90-286.82/04/07.8204220240 


— 8204220246 IE Imp Rept 90-286/01-07 on 810920-21 No noncomp 1 iatice 
noted Major eraai Inspec ted. c onfirmetorg turvey* of 
Pacil i tg. radwBite vol reduction & training of certain 
personnel 

PLUMLEE.K E. . KNAPP, P J Division oP Project 6 Reel dent Program* 
82/02/11 llpp 12309:050, 24X F i c ho 50-296. 82/04/07, 8204220240 


8202040142 IE InPo Notice 82-11, “Potential Inaccurac I ee in Wide Range 
Pre»*ore Instruments Used in Westinghouio Dsiigned Plants 
SVC list end. 

JORDAN. E L Division qP Englnsaring «. Ouality Assurance, 82/04/09, 
63pp 12873 342 24X FIch* 90-000,82/04/09.3202040142 


8204200330 Act receipt aP 820326 Itr InfoTMing NRC of steps taken to 
correct violetlons noted in IE Insp Rept 50-286/32-01 
STAROBTECKI, R, Division of Project fc Resident Programe. 82/04/13 
HBONS.J, C. Power Authority of the State oP New York, ip. 

12737 009 24X Flehe. 50-286. 82/04/13. 8204200330 


— 8204200336 Responds to NRC 820224 itr re violations noted in IE Insp 
Rspt 90-286/02-01 Cornctlve action* isolation valve seel 
water eye restored to condition described in FSAR Dealgn 
change approved. 

BRONB.JC. Power Authority of the State of New York. 82/03/26, 
BTAROSTECKI, R, Divieion oP Project tt Reeident Program*. 2pp. 
12737 006 24X F i cht: 90-286. 82/04/ 1 3, 8204200330 


8204300447 Foruirds IE Insp Kept 90-2B6/B2-04 on 820302-04 No 
noncomp I lance noted. 

SMITH.O H Division nP Emergency Preparedness & Dperationel Support 
82/04/16 BAYNE. J P Power Authority op the State oP New York. 

2pp 12839.261. 24X Ft Che; 90-266. 82/04/1:6. 8204300447 


— B204300491 IE Insp Rapt 50-286/82-04 on 320302-04 No nonconp 1 lance 
noted. Mijor areas inapseted. emergency preparednae* sicerclia 
oil servatl on*, evalua t { on & Insp. 

TERC, N K . NOJNAB. E. -J, , ABRAHAM. K Division oP Emergency 
Preparedness 1. Operational Support 82/04/14 ?pp 1288 9 263. 

24X Fichf. 90-286, 82/04/16.8204300447. 


>202040143 IE tnPo Notice 82-12. "Surveillance op Hydraulic Snubbers " 
M/ancl eve list 

JORDAN. E L Division of Engineering ii Quality Ataurance 82/04/21 
64pp. 12873 001. 24X Fi chi' 90-000, 82/04/21, 8202040143 


I. Periodic operating reports t< related corresponriance 


104070070 Forward ■ monthly dperating rept Pot Mer 1431. 

BRONB.J. C. Power Authority oP the State of New York. 8t/04/07. 
Office of Management and Program Analysis Ip. 139BB 149 24X 

Fiche; 90-286, 81/04/04, 3204070070. 


—6204070073 Monthly operating rept for Mar 1481 

CONNELL. C. power Authority of th* State of New York. Bl/04/03. 
6pp >2988:146. S4X Flch t: 90-286, 81 /04/04> 8204070070 


— 8204150215 Incident Reporting Sve Rept 20 2, re turbine disc cracks in 
Wtstlnghouse PURa 

« Drganliatlon for Economic Cooperation L Oavelopment {Paris) 
81/03/13 2pp 12709 261 24X Fiche 50-000,81/11/09,8204150109 


— 8204190303 Incident Reporting Sys Rept 28 3, containing excerpt from 
PNO-I-Bl-016 re damaged low pressure turbine 
« Orgeniiation for Economic Cooperation t. Development (Paris) 
81/03/03 2pp 12709 263 24 X Fiche 90-000,81/11/09,0204130109 


8204010299 Telecopy version of RO on 020324, small primary to secondary 
leek developed in steam generator 33 Oenarator removed from 
SVC ti unit proceeding to cold shutdown Total release to 
etmoipheri was las* then O 9 Ci.w/no Iodine released 
BRONB.J C Power Authority of the State of New York 82/03/25 
HAYNES, R C Region 1, Off ice of Director Ip 12477 247 24X 

Fiche 90-286,82/03/23,8204010399 


8204020296 PND-1-B2~027 on 820327. while In cold shutdown cond 1 1 ion, teak 
identified in upper shell to traneltlon piece weld op steam 
gsnerator 32 Licenses plans magnetic particle exam 
SAUNACK.N, r KISTERrH , BRUNNER. E Region I, OPPlce of Director 
02/03/29 Ip 12498 151 24X Fiche 90-206,82/03/29,8204020256 


9204030397 Telecopy message of RO on 820327. small laak discovered on 
shell side df steam generator 32 u/r*actor in cold shutdown 
constituting abnormal degradation in primary containment 
boundary Cause not stated Investigation continuing 
BRONS, J C Power Authority of th* State of New York 02/03/29. 
HAYNES, R C Region 1. OF Pica of Director ip 12603' 007 34X 

Fichf . 90-286. 82/03/29, 82040B0397 


8204i60309 Forwards LER 82-001/01 T-0 

BRONS, J C Power Authority of the Stats of New York 02/04/07 
HAYNES, R C Region 1, Office of Director ip 12693 006 24X 

Fiche 90-266, 82/04/07, 8204160309 


— BS04160310 LER 82-001 /Oi T-O. on 820324, while operating at B7X power, 
inertaslng levels en radiation monitors indicated steam 
generator primary to secondary leak had d aval oped. Leak rate 
of approx 1 8 gpm noted In steam generator 33 Cause unknown 
OittlBLEiP N Power Authority of tlie State of New York 82/04/0/ 
Region 1, afflce of Director 2pp 12693.007 24X 

Fiche 50-286.82/04/07,8204160309 


0204160303 Forwards LER 82-002/017-0 

BRONBiJ, C Power Authority of th* State of Now York 02/04/09 
HAYNES, R,C Region 1, Office of Director Ip 12707 000 »4X 

Flch* 90-206,82/04/09.8204160389 


—8204160390 LER 82-002/017-0 an 820327. small leak observed on thel) side 
of steam generator 32 Causad by oval shapad hole In upper 
girth weld, Secondary water laval lowered below hole t. leak 
terminated Arialyile & repair will occur at refueling outage- 
OUHBLE.F U Power Authority of the State of New York. 62/04/09 
Region 1, Office of Director ip 12707 081, 24X 

Fiche 90-206,82/04/09.0204160389 


8204200100 PNa-I-B2-027A‘ on 820419. leak Identified on 020327 in upper 
ahell to conical section weld of steam generator 32 further 
defined es hole u/ll|tear Indication* extending downward. 

LUtnee* continuing to test & evaluate condltione 

BAUNACK, N. . OALLO, R . BRUNNER, E. Region 1, Office of Director. 

82/04/19, Ip 12742' 120 24X Fiche , 90-286, 82/04/19, 8204200100 


8204070077 Forward i monthly operating rept for Jul 1981. 

BR0N9, J C. Pouar Authority of th* State of New York. 81/00/1 J. 
Office of Management and Pragram Analysle Ip. 12988' 300. 24X 
Flch*! 90-286, 81/08/11,0204070077 


— 8204070082 Monthly oparatlng rapt for Jul 1981, 

CONNELL. C. Power Authority of th* State of New York. 61/08/01 
6pp. 12988:301. 24X Fi che: S0-S86. 01 /OB/ II , 8204070077 


T. Hearing tranecrlpte on non-ant 1 truet matters 


6204150288 Transcript of 820413 special prehearing conference In 
Mhit* Plain*. NY Pp 932-733 

• Atomic Bafaty and Licensing Board Panel 02/04/13. 201pp. 

12683' 264, 24X Fl< ha: 50-247, S2/04/ 13. 82041 90208. 


0204160196 Tranicrlpt of 820414 hearing in Nhlt* Plain*, NY. Pp 734-934. 

8204190098 Forward* monthly operating rept for Feb >982. * Atomic Safety and Licensing Board Panel, B2/04/14 202pp. 

BRONS, J C, Power Authority of the State of New York, 82/03/10 12697:264 24X Fiche: 90-247, 02/04/14, 0204160196. 

Office of Manageeiant and Pregram Analysis, ip 12692:334 24X 

Fiche: 90-286. 02/03/ lO. 8204 1 90096. 


—8204150101 Monthly operating rapt for Feb 1962, 

AtPTERINO, L power Authority of the Btata of New York, 82/03/01, 
7pp 12682.339, 24X Flch*: 90-866, 82/03/10. 0204150098. 
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DOCKET 50-207 OCONEE NUCLEAR STATION. UNIT 3 


F Bicuritg. tnedicali eniargenty & fire protection ploni 


&2OA23O3O0 Dioctieses inherent prohlein up/4-wlre emergency notification 
syt telephone circuit To prevent lockupiutil should ensure 
that Second Call is not established uitthin SO-s after 
original call 

BTOHft.J P Division of Emergencg Preparedness ti Operational Support 
62/01/2*? UHRlOiR E Florida Power & Light Co 4pp 12BiA l32 
24X Fiche 30-000.32/01/29.8204230308 


8204230420 Responds to questions re nature of response during 
encrjencg. NRC role during emergencg (< need to effectivelg 
Interface w/llcensee organltatlon at technical support ctr t. 
emergencg operations facilltg during response to emergency 
STOHR.J P Division of Emergency Preparedness & Operational Support 
02/01/29 UhRIO.R E Florida Power tt Light Co 7pp 12013 264 
24X Fiche 30-000.82/01/29,0204230420 


0204230472 Discusses schedule of Info to be submitted bg utils in 
advance of emergeneg preparedness esercise Appropriate state 
6 local agencies should be Informed well in advance of 
eierctses to facilitate participation 

BTOHR. J P Division of Emergency Preparedness ti Operationol Support 
02/01/29 UHRIO.R E Florida Power k Light Co FER0U80N. J H 
Virginia Electric t( Power Co 4pp 12814 294 24X 

Flcha. 30-000, 02/01/29. 8204230472 


8204230214 Commends util initiative re Installation of sarlg warning 
public notification sys tt efforts on development tt 
application of crisis mgt plan data transmittal sgs 
O'REILLY, J P Region 2. Office of Director 82/03/08 Dutr Powor 
Co Ip 12018 124 24X Fiche 30-000,82/03/08,0204230214 


8204230416 Discusses 820317 telcon r* emergency notification sgs 
equipment upgrade discussed in NRC 810629 Itr it provides 
addl clarification re equipment upgrade Upgrade designed to 
improve sys operability U reliability 

O'REILLY, J P Region 2. Office of Director 82/03/25 PARKER, W □ 
Duke Power Co tp 12816 218 24X Fiche 50-269,82/03/23, 

B20423041A 


6204130027 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Records 82/03/29 Document 
Management Drench Ip 12671 164 24X Fiche 50-269.82/03/29. 

8204130027. 


— 6204130029 Forwards public version of revision to Emergency Plan 
Implementing Procedures AP/O/A/1000/10 re emergency 
evacuation pf station personnel «< PT/O/a/2000/04 re insp of 
technical support ctr 

PARKER, MO Duke Power Co 82/03/18 DENT0N, H R Office of 
Nuclear Reactor Regulation, Director 8 T 0 LZ, J F Operating 
Reactors Branch 3 Ip 12671 163 24X Fiche 30-269, 62/03/29, 

8204130027 


— 8204130031 Public version of Emergency Plan Implementing Procedures 
AP/O/A/IOOO/10 re emergency evacuation station personnel It 
PT/O/B/2000/04 re insp of technical support ctr Revised 
table of contents end 

e Duke Power Co 82/03/08 19pp 12671 166 24X 

Fiche 30-269,82/03/29.8204130027 


8204130136 Releases public version of revised emergency plan 
Implementing procedures 

FELTON, J H Division of Rules and Records 82/04/02 Document 
Management Branch. Ip 12659 134 24X Fiche 30-269,82/04/02, 

8204130136 


— 6204130139 Forwards public version of revised emergency plan 
Implementing procedures, including Procedures AP/O/A/1000/02 
re emergency action level - unusual avent 8c AP/O/A/ 1000/03 
re alert Privacy Info deleted per Generic Ltr 01-27 
PARKER, U 0. Duke Power Co. 02/03/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ.J. F Operating 
Reactors Branch 4. 2pp 12659.137 24X Fiche 50-269.82/04/02, 

0204130136. 


—8204130143 Public version of revised emergency plan implementing 
pTOcedurei, including Procedures AP/O/A/ 10 00/02 re emergency 
action level - unusual event 8, AP/D/A/iOOO/03 re emergency 
action level - alert. 

PARKER, U 0. Duke Power Co. 02/03/09. tSOpp. 12659 139 S4X 
Fiche. 30-269, 82/04/02, 8204130136 


8304090152 Requests copies of licensee/applicant requests for 
ectension or ctemptlon re imp lementatl on of 10CFR73 21 
Only Maddam Neck << Millstone have submitted fees 8, fee 
forms 

TREMFER, L License Poe Management Branch 83/04/05 Office of 
Nuclear Reactor Regulation, Director Ip 12633' 260 24X 

Fiche SO-OOO, 82/04/03,8204090152 


B2D4120149 Releases public version of Revision 3 to administrat ion tt 
logistics plan of crisis mgt team 

FELTON, J M Division of Rules and Records 02/04/06 Document 
Management Branch Ip 126S4 OOi 24X Fiche 50-000,82/04/06, 
8204120149 


— 8204120132 Forwards public version of Revision 3 to administration 8, 
logistics plan of crisis mgt team Receipt form end 
PARKER. M □ Duke Power €o 82/03/29 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 12654.002 24X 

Fiche 50-000, 82/04/06,8204120149. 


— 8204120154 Public version of Revision 3 to administration 8e logistics 
plan for crisis mgt team 

• Duke Power Co 82/02/01 ISOpp 126 54 005 24X 

Fiche 30-000,82/04/06. 0204120149, 


J Insurance 8i indemnity Information 


8204140461 Responds to FOIA request for SECV-B0-46a & 8ECY-ai-S49 
Forwards documents listed In App A 

FELTON, J M Division of Rules and Records Bl/U/13. 
ARMSTRONOi K. A Oebevoise 8< Liberman 2pp 1267S 091 24X 

Fiche 80-000.81/11/13,8204(40461 


— 8204140475 Advises that Commission has approved publication of FR 
notice of intent to modify util indemnity agreement to 
eitend coverage to Dconee irradiated fuel stored at McOulre 
r eactor 

CHILKiS J Office of the Secretary of the Commission. 81/10/27 
OIRCKS, M -J Office of the Executive Director for Operations 2pp. 
12675 176 24X Fiche 50-000.01/11/13,8204140461 


P, Operating license stage documents t< correspondence 


S204220383 Responds to FQIA request for seven categories of documents 
re TMI action plan 

FELTON, JM Division Of Rules and Records 01/11/12 8HQLLY, B C 
Union of Concerned Scientists 6pp 12624 100 24X 

Flcho 50-000,81/11/12,8204220385. 


— 8003130391 Discusses Jan 1900 site visits to verify implementation of 
Category A Lessons Learned requirements Requests that Dlv of 
Operating Reactors project managers li IE regional director 
or resident inspector par-tkclpate In site visits 
EI8ENKUT. D O Division of Operating Reactors 80/01/10. 
SCHMENCER.A Operating Reactors Branch I <Pra 800428) 9pp. 

12824 135 24X Flch*' 50-000, 81/1 1/12, 8204280383 


8204010237 Forwards questions for BliU owners response re review nf 
BteM abnormal transient operating guidelines program 
EISENHUT, D 0 Division of Licensing 88/03/03, HALL.W Babcock & 

Mllcot aperatlng Plants Owners Group 24pp 12489 300 24X 

Fiche 50-000, 02/03/03, 8204010237. 


8803190001 Generic Ltr 02-05 to all licensees of operating power 
reactors re post-TMl requirements 

EISENHUT, D 0 Division Of Licensing. 82/03/19 HAUSPURO, A 
Consolidated Edison Co of Nevi York 7pp. 12313.128 24X 

Fiche 30-000, 82/03/19, B203190001 


8204010302 Advises that preliminary evaluation of safety b relief 
valves In response to NURE0-O737 Item II D 1 favorably 
demonstrates capability of operation under expected b 
accident conditions Ootailed rapt provided by 880701 
PARKER. M O Duke Power Co 82/03/23 DENTON, H R. Office of 
Nuclear Reactor Regulation, Director BTOLZiJ. . Operating Rooctors 
Branch 4 2pp, 12477 209, 24X Fiche 50-269102/03/23,8204010302 


02O4OBOO34 Forwards Amends 109,109 b 106 to Licenses DPR-3a, DPR-47 b 
DPR-S5, respectively. safety evaluation b notice of Issuance 
b availability Amends incorporate approved inservlce testing 
program 

HAONER.P C Operating Reactors Branch 4 02/03/25. PARKER, M 0 

Duke Power Co 3pp 12615,184 a4X Fiche 30-269,82/03/23, 
B204080034. 


—8204080038 Amends 109,109 b 106 to Licenses DPR-38, DPR-47 b DPR-33, 
respectlvel y, Incarperoting provisions for inservlce tasting 
program 

8TOLZ,J. F. Operating Reactors Branch 4, 02/03/23 llpp 

I26I3' 107 24X Fiche- 50-269, 82/03/25,8204000034 
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--9204030043 Safstv rvaluatlon tupport^ing Amen-da 109^107 & 106 to 
Llctn«« CPR-3 Bj DPR-47 & DPR-S5j T»sp«c 1 1 vb 1 g 
• OPPie* of Nuclear R«aeitiT Ragutatloni Dirietor B2/03/'S& 
aspp 12619 198 24X Eicrif 90-267^82/03/29,0204090034 


— 8204080046 NatlcB eP Issuanca & availabililg of AmaniiB 107,109 Si J06 lo 
LIcbh**! DPR-30.DPR-47 tc DPR-SS, rBspBctlvelg- 
STOLZi J F Operating Riaetnr* Branch 4 02/03/29 2pp 

12619 233 24X FI che: 50-269, 32/03/29, 02O4OBOO34 


8204010291 Submits reaponee to 820119 request for addl inPo re shift 
technical advisor acaileirilc qualifications & training 
programs Review of engineer function 4f shift technical 
advisor training program end 

PABJiER, W □ Du it Power Co. 82/03/26 DENTON, H B Off! to of 

Nuclear Reactor ftagolatlon. Director STOLZrJ F Operating (leaetors 
Branch 4 lOpp. 12477 176 24X FUhe 90-267,82/03/26,0204010291 

8204020290 Forwards addl info re review completion of NURE0-0737i Item 
It B 1, concerning RCS high point vent sg> 

PARKER, W 0 Dum Power Co 82/03/26 DENTON, H R Office of 

Huclter Reactor Regulation, Director BTOLZ»J, F, Operating Reactors 
Branch 4 23pp 12498,153 24X Fie he 80-269, 02/03/26, 02O4O2O'23O 


8204070634 Requests util review proposed changes to redlolpgleal 
effluent Tech Specs to assess current position Meeting 
scheduled for 820817 & 18 to discuss changes 

WAONERjf C Operating Reactors Branch 4 03/03/30 PARKER, W, O 

Duka Power Co 2pp 12997 078 24X Flcha 90-267,82/03/30, 

820407D634 


8204270919 Summary of 820316 meeting w/B&M licensees h representatives 
in Bethesde.HD r* HPI noizle cracking Plant spaclfic 
presentations given. 

PADOVAN«M. L Operating Reactors Branch 4 02/03/30 Oparatlng 

Reactars Branch 4 Spp 12872. 123 24X Flche ‘ 90-000, 82/03/30, 

8204270919. 


8204120303 Informs that NRC request for addl Info re Oeneral Oaiign 
Criteria 3, 9 tc 19 has been addresfad (n FEAR Specific 
incomplete areas should be identified 

PARKER, H 0. Duke Power Co. SP/04/05 DEWTON. H R Office of 
Nuclear Reactor Regulation. Director STOLZ, vfF. Operating Reactors 
Branch 4 2pp 12634 016 24 X FI ch e. 50-269,02/04/09, 0204120303 


8204120368 Act receipt of NRC 820217 Itr requesting addl Info re 
environ quali f Icatlon of safatg-retatsd electrical 
equipment Info in process of prepsration U will be submitted 
bg 820430 

PARKER, H.O Dube Power Co. 02/04/06 DENTONiH.fi Office of 
Nuclear Reactor Regulation, Olractor STOLZ, J, E Operating Reactore 
Branch 4 tp 12641 236 24X Fiche: 90-269, 82/04/06, 0204120360 


0204210419 Forward! Amende 110.110 k 107 to Licenses DPR-30, OPR-47 & 
DPR-99, respectively, safety evaluation 6 notlea of Isiuance 
Si availability Amends revise Tech Spec to include emergency 
faadwater sys automatic Initiation circuitry testing. 

WAONER, P C. Operating Reactors Branch 4 82/04/00. PARKER, W O, 

Duke Power Co. 2 pp. 12000 186 24X Flch i ' 90-267, 82/04/08, 

0204210419 


—8204210430 Amends 110,110 & 107 to Licenses DPR-DO, OPR-47 t, DPR-SS, 
reepectivel y, revising Tech Spec to include emergency 
feedueter sys automatic Initiation circuitry testing & 
clarifying Ttquiransnts for anticipatory trip 
STOLZ, O.F Operating Reactars Branch 4 02/04/08 9pp 

12800: 100 24X Flch S’ 30-267, 82/04/00, 0204210419 


— 0204210619 Safety evaluation supporting Amends 110,110 Si 107 to 
Licenses DPR-3B. DPR-47 L DPR-99, respect Ivaly 

e Office of Nuclear Rsactor Regulation, Director 02/04/00. 4pp 
1 2B00: 192 24X Flcha' 90-269 , 82/04/00, 8204210419. 


— 8204210629 Notice of issuance |i availabllitV of Amends 110,110 ti 107 to 
Licenses OPR-3?, DPR-47 ti DPR-a9, respectively. 

BTDLZi v> F. Operating Resetors Branch 4. 82/04/08 2ap. 

12800 177. 24X Fi Che. 90-267, 02/04/08, 820421041? 


9204160190 Notifies that responses to 020311 questions re low temp 
overpressure protection will be delayed until 820604 due to 
manpower limitations It other high priority issues. 

PARKERiH a Duke power Co. 82/04/09. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director BTDLZ, J F. Operating Reactors 
Branch 4. Ip. 12677:230 34y ■'wab9, 02/04/09, 0204160170. 


'nfo re 


8204160199 Generic Ltr 02-O3 to all PUR plant licensees t< applicants re 
transmittal of NUREO-0709 relative to Oinna tube rupture 
W/o end NUREO List of NRC recipients end 

EISENHU-TiD 0 Division of Licensing 82/04/19 HAUSPURO, A 
Consolidated Edison Co of New Vork DIETCH, R Southern California 
Edison Co MATHEWS, E R Wisconsin Public Service Corp 7pp 
12737 203 24X Fiche 90-000,82/04/19.0204160139 


8204200190 Forwards response to Oeneric Ltr 02-09, "Status of Post-tNl 
Requirements " 

PARKER. W 0 Duka Power Co 02/04/16 DENTON, H H Office of 
Nuclear Reactor Regulation, Director STOLZ, J F Operating Reactors 
Branch 4 Bpp 12740 051 24X Fiche 50-269,02/04/16,8204200150 


8204210295 Oeneric Ltr 02-09 to all power reactor 1 1 censees, app 1 i cants 
for DL, NSSS vendors & reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qualification requirements end 
EISENHUT, D 0 Division of Licensing 82/04/20 HAUSPURO, A 

Consolidated Edison Co of Now York KCIESTER.O L Kansas Qas t. 

Electric Co POLLACK, H S Long Island Lighting Co ISpp 
12862 337 24X Fiche 50-000.02/04/20,0204210299 


Q Inspection reports, IE Bulletins 4 correspondence 


0204130006 Accepts justification for continued operation pending 
resolution of equipment qualification program required by 
IE Bulletin 79-OlB Sufficient info provided to support 
interim safe operation 

STOLZ, UF Operating Reactors Branch 4 82/03/05 PARKER, W O 

Duke Power Co 2pp 12650 396 24X Fiche 90-269,02/03/05, 

0204130006 


0204140232 Forwards IE Insp fiepts 50-269/82-06,50-270/02-06 k 
50-507/82-06 on 020217-18 No noncomp 1 lance noted 
LDNQ, F U Division of Project li Resident Programs 62/03/24, 
PARKER, M 0 Duke Power Co 2p p 12664 192 24X 

Fiche 30-269,02/03/24.0204140252 


—0204140297 IE Insp Repts 50-269/02-06,50-270/82-06 << 90-207/02-06 on 
820217-18 No noncompl lance noted Major areas inspected 
emergency planning re interface between licensee k Region 
2 

TAYLOR, P A., tIENKINS.O R Division of Emergency Prep aredne B !■ I, 
Opera tl onal Supp or t 82/03/23 4pp 12664 194 24 X 

Fiche 50-269,82/03/24,0204140292 


0204230333 Forwards IE Insp Repts 90-269/82-08,90-270/02-00 6 
50-287/02-08 on 020309-12 No noncompliance noted 
LONO, F J Division of Project J, Resident Programs 02/03/29 
PARKER.HO Duke Power Co 2pp 12016096 24X 

Fiche. SO-369, 02/03/25,8304230333 


—0204230339 IE Insp Repts 90-269/02-00,50-270/02-00 k 80-287/82-00 on 
020309-12 No noncompl lance noted Major areas inspected 
full-scale emergency exercise 

ANDREWS, D L , CLINE, H E , TAYLOR, P A Division of Emergency 
Preparedness ti Operational Support 82/03/23 llpp 12016 098 
24X Fiche 9 0-269,02/03/25,0204230333 


8204140372 Forwards IE Info Notice 62-00, "Check Valve Failures on 
Diesel Generator Engine Cooling Eys " No action or response 
reques ted 

O'PEILLV.J P Region 2, Office of Director 02/03/26 UHRIQ.R E 
Florida Power k Light Co VERDEBYiE H EDS Nuclear, Inc 4pp 
12670-311 24X Fiche 50-000,82/03/26,0204140372 


8204140439 Forwards IE Info Notice 02-10, "Following Up Symptomatic 
Repairs to Assure Resolution of Problem " 

D'REILLY, J P Region 2, Office of Director 02/03/31 UHRIQ.R E 
Florida Power t, Light Co VBHDEHY, E, H, EDS Nuclear, Inc 
BUCKHAH, J A Allied Oinsral Nuclear Services 4pp. 12670 009 24X 

Fiche. 90-000, 82/03/31, 0204140439 


8204140147 Ack receipt of 820324 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-269/82-04, 

30-270/02-04 9 90-287/02-04, 

LONO, F J Division of Project li Resident Programs 62/04/07 
PARKER, NO Duke Power Co. Ip. 12669 097 24X 

Fiche' 90-269, 02/04/07, 0204140147 


— 0204140152 Re sponds to NRC 820309 ltr re vlolatlont noted In IE Insp 
Repts 90-269/82-04, 90-270/82-04 1, 90-287/02-04 Corrective 
actions fuel handling suspanded. Hatch property secured (i 
fuel handling resumed 

PARKER.WO Duke Power Co 82/03/24 O'REILLV.J.P Regloi. 2. 
Office of Director. 2pp 12669 090 24X Fiche. 50-269, 02/04/07, 

8204140147 


W,D 

2/04/09, 
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—8204140156 Forwards IE Insp Repts S0-269/S2-O4, 50“270/'82-04 & 
5O-S87/02-O4 on 820110-0210 l< notico of violation 
LONO» F J Division of Project (i Resident Projranis 82/03/05 

PARKER. U 0 Duke Power Co 2pp 12665 100 24X 
Flehe 50-269,82/04/07.8204140147 


—8204140162 IE Insp Repts 50-269/82-04.50-270/02-04 it 50-287/02-04 on 
820110-0210 Noncomp 1 lance noted failure to secure equipment 
hatcl) during fuel handling 

ORDERS, W . IGNATONISiA . CRVANT, J C Division of Project & 
Resident Programs 82/03/05 12pp 12665 103 24X 

Fiche 50-269.82/04/07,8204140147 


8204260377 Forwards evaluation of relief requests 1. notice of granting 
relief from certain ASME code, Section XI. "Rules for 
Inservlce Insp of Nuclear Power Plant Components " 

HAONER. P C Operating Reactors Dranch 4 82/04/08 PARKER. H 0 

Duke Power Co 14pp 12858 266 24X Fiche 50-269.02/04/08. 

8204260377 


— S204150333 Monthly operating repts for Hay 1981 

REAVia,3A Duke Power Co B1/06/1S 16pp 12683 tli 24X 
Fiche 50-269,81/06/15,8204150334 


8204160463 Forwards monthly operating repts for June 1901 

PARKER. N O Duke Power Co 81/07/15 Office of Kanagement and 
Program Analysis. Ip 12704 151 24X Fiche 50-269,01/07/15. 

8204160463 


— 8204160466 Monthly operating repts for June 1981 

REAVIB.J A Duke Power Co 01/07/15 16pp 12704 152 24X 

Fiche 50-269,81/07/15,8204160463 


8204160379 Forwards monthly operating repts for Jul 1981 

PARKER, W O Duke Power Co 61/08/15 Office of Management and 
Program Analysis Ip 12707 ill 24X Fiche 50-269,01/08/15, 
8204160379 


— S2042603B0 Notice granting relief from ASME Code, Section XI 
requirements re inservlce insp of nuclear power plant 
components 

STOL-Z, J F Operating Reactors Branch 4 82/04/08 2pp 

12358 200, 24X Flehe 50-269,02/04/08,8204260377 


8202040142 IE Info Notice 92-lt, "Potential Inaccuracies In Hide Range 
Pressure Instruments Used in Hestinghouse Designed Plants " 

Sve list end 

JORDAN. E U Division of Engineering ti Quality Assurance 82/04/09 
63pp 12878 342 24X F1 c h e* 50-000, 88/04/09, 8202040142 


0204140401 Forwards IE Bulletin 82-01. "Alteration of Radiographs of 
Uelds in Piping Subassemblies " 

O'REIULY, JP Region 2, Office of Director 82/04/13 UHHIO.R E 
Florida Power tt Light Co 8TAMPLEV, N U Mississippi Power t< Light 
Co Spp 12670 358 24X Fiche 50-000,82/04/13,8204140401 


—8204160303 Monthly operating repts for Jul 1901 

REAVIS.J A Duke Power Co 01/00/15 Ip 12707 112 24X 

Fiche 50-269,81/03/15,8204160379 


8204160402 Forwards corrected page from monthly operating rept for 
Aug 1931 

PARKER. W 0 Duke Power Co 81/09/17 Office of Management and 
Program Analysis Ip. 12707 195 24X Fiche 50-269,81/09/17. 

3204160402 


8204050019 Forwards monthly operating repts for Jan 1982 

PARKER, W 0 Duke Power Co 82/02/15 Office of Management and 
Program Analysis Ip. 12521 037 24X Fiche 50-269,82/02/15. 

0204050019 


— 3204050025 Monthly operating repts for 'Jan 1962 

REAVIB. J A Duke Power Co 82/02/15 IBpp 12521 038 24X 

Fiche 50-269,82/02/15,8204050019 


3204140442 Forwards IE Info Notice 82-09, "Cracking in Piping of 
Makeup Coolant Lines at BtcM Plants," to be reviewed for 
possible applicability 

O'REILLY, J P Region 2, Office of Director, 02/04/13 UHRIO.fi E 
Florida Power tt Light Co. 4pp 12666 251 24X 

Fiche 50-000,82/04/13,8204140442 


6204260361 Forwards tabulations on steam generator insp P maint for 
BtcM plants based on info provided by util 

STOlfZ.JF Operating Reactors Branch 4 02/04/15 Duke Power Co. 

lepp 12855200 24X Fiche. 50-000. 82/04/15, 6204260361 


B202040I43 IE Info Notice 82-12, "Survf i 1 lane e of Hydraulic Snubbers " 
M/encI SVC list 

JORDAN. E L. Division of Engineering it Quality Assurance 82/04/21 
64pp 12873 001 24X Fiche 50-000,82/04/21.8202040143 


R Periodic operating reports & related correspondence 


8204150316 Forwards monthly operating repts for Feb 1931 

PARKER. H 0 Duke Power Co 81/03/13 Office of Management and 
Program Analysis. Ip 12681 285 24X Fic he- 50-269, 01/03/13. 

8204150316 


8204190260 Forwards monthly operating repts for Mar 1982 

PARKER, H 0 Duke Power Co 82/04/15 Director's Office, Office 
□f Inspection and Enforcement ip 12721 246 24X 

Fiche 50-269.82/04/15.8204190260 


— 8204190264 Monthly operating repts for Mar 1903 

REAVia, JA Duke Power Co 02/04/15, 17pp 12721 247. 24X 

Fiche 50-269,82/04/15.8204190260 


6 Reportable occurrences. LERs it related correspondence 


9204020455 Forwards LER 82-003/017-0 Detailed event enalysls end. 
PARKER, UQ Duke power Co 82/03/11 O'REILLY. JP Region 2. 
Office of Director 2pp 12501 206 24X Fiche 50-287,82/03/11. 

3204020455 


—3204020461 LER 82-003/01T-0 on 820211, steam generator tube leak of 
approx O 01 gpm indicated by condensate steam air ejector 
offgas monitor Caused by erosion of tube at point 31 tnchee 
above fifteenth tube support plate Tuba explosively plugged. 
KUTZER.J F Duke Power Co 02/03/11 Region 2, Office of 
Director ip 12501 208 24X Fiche 50-287,82/03/11,0204020455 


—8204150321 Monthly operating repts for Feb 1981 

REAVIS.J A Duke Power Co 81/03/13 16pp 12681 266 24X 

Fiche 50-269,61/03/13,6204150316 


8204150311 Forwards monthly operating repts for Mar 1961 

PARKER, H □. Duke Power Co, 81/04/15 Office of Management and 
Program Ana lye is Ip 12681 302 24X Fiche. 50-269, 81/04/15, 

0204150311 


—6204150315 Monthly operating repts for Mar 1961, 

REAVIS Duke Power Co 8i/04/lS. 16pp 12681 303. 24X 

Fiche- 50-269,81/04/15, 8204180311 


8204150324 Forward# monthly oparating rapts for Apr 1981 

PARKER, H. 0. Ouka Powar Co 81/05/15 Office of Management and 
Program Analysis. Ip 12683'204' 24X Fleha 50-269,81/05/15, 

8204150324 


—8204130331 Monthly operating ropts for Apr 1981 

REAVIS, J A, Duke Power Co, 81/05/15, 16pp. 12683-203 24X 

Fiche- 50-269, 01/03/15, 8204180324 


0204150334 Forwards monthly operating repts for Hay 1981 

PARKER, H. 0 Duke Power Oo. 81/06/15, Office of Management and 
Program Analysis, Ip. 18683:110 24X Fiche; SO-269. 01/06/15. 

8204150334 


8204020464 RO 287/82-04 on 820226, 3A2 HPI normal makeup notlle Pound 
to have broken thermal sleeve tack welde Investigation 
revealed cracks in safe and ti upstream piping Next rept 
aipected by 020409. 

PARKER, H O Duke Power Co 02/03/12 O'REIULY, J.P Region 2, 
Office of Director Ip 12501 024 24X Flchi 50-267,62/03/12, 

B204020464 


6204020496 Forward! LER 82-002/03L-0 Detailed event analytie end 
PARKER, y 0 Duke Power Co 62/03/12 O'REILLY, J.P Region 2, 
Office of Director Spp 12500-266 24X Fiche. 50-287, 02/03/12, 

8204020496 


— 0204020502 LER 62-002 /03U-0. on 820210, rcae t or protection syt Channel B 
hot leg temp readings were lower than those of Channels A.G 
(c 0 Caused by failure of liner bridge In Input circuitry for 
Channnel B Indication Bridge replaced 

KUrZERcJ. F Duka Power Co, 02/03/12, Region 2, Office of 
Director Ip 12800.260 24X Fiche: 50-207, 02/03/ 12, B2040S0476. 


8204280190 Forwards LER 82-004/01T-0 Detailed event analytis and 
PARKER. W O Duka Power Co 02/04/09. O'REILLYfJP. Region 2, 
Office of Director, 8pp. 1807 i 050, 24X Fiche. 50-267, 02/04 /09t 

0204280190 
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— aa042a0196 LER 82-004/0 IT-O en 
nozites r«v«al*(l 3A2 tharmal 
Inside dij4iater of piping b 
fatigue due to loose thermal 
KUTZen. J F Oute Ppiuer Co 
Dire 4 tor. Ip 12871 092 


Ba0S26i nondestructive testing PP HPI 
sleeve displaced ti creeks in 
safe end Caused bg thermal 
sleeve piping replaced 
82/04/09 Region 2t Cffice «P 
24 X F I C h e , a 0 -aa 7, 82/04 / 09. B2042 BO 1 90 


B204280309 Forwards i-ER B2-005/01T-0 Detailed event analgsis encl 
PARKER. U D Duke Power Co B2/04/13 O'SEILLY. J P Region a. 
□fPice of Director 2pp I2BA9 0*0 
8204280309 


24X FiehO 50-297, B2/04/ 13. 


—8204)300*8 Public version of Revision 3 to Emergency Plan Implementing 
Procedure 1004 10, “Onslte/Of fslte Rsdiological 
non 1 taring " _ . „ 

tJELSON. M A . TOOLE. R Ooneral Public Utilities - OPU Sorvica Carp 
B2/03/19 7pp 12659 029 24X Flcha 50-289,82/04/01,8204130064 


B204210129 Forwards c lari f scation of prevlouslg submitted eiemptions to 

lOCFRSO App R.per 820412 telcon 

HUKILL.H D General Public Utilities - GPU Service Corp Q2/04/15 
E18ENHUT. D O Division of Licensing 3pp 12803 344 24X 

Fiche 50-269,82/04/13,8204210129 


-B2O428'0312 LEH B2-005/01T-0 on B20330. spent fuel pool fans found to 
have been Inoperable during B20323-29 move of 10 fuel 
assemblies. Caused bg personnel error *n that white tags for 
fans not placed or removed during leak rate test procedure 
KUTZER.J F. Duke Power Co. 82/04/13 Region 2. Office 
Director 2pp 12869.062 24X F1 chs SO -287. 82/04/ 13. 82043B0309 


8204200535 PRO- 1 1-83-047. on 820423, licensee shut down plant 
rtfuellng U Inservlce insp outage During outage.utll will 
inspect steam generators for possible internal auilllary 
feedwater header damage similar to Davis— Basse 
IGMATDNia.A < BRVANT, J C Region 2, Office of Director 
2pp 12866 351 24X Fiche 90-287, 82/04/23, 8204280535. 


to begin 


82/04/23 


DOCKET 50-288 REED COLLEGE REEEARCR REACTOR 
Q Inspection reports. IE Bulletins b correspondence 


8204070495 Forwards IE Safeguards In*p Rapt 50-288/62-01 on 020323 *< 
29. No noncomp 1 lance noted. 

NORDERHAUO.L R Region 5. Office of Director BB/OS/SO. KAY, n 
Reed College 2pp 12584.256 24X Fiche 30-280.82/03/30, 

8204070495 


-8204070503 IE Safeguards Insp Hept 50-2B8/B2-01 on 820323 t, 29. No 
noncompliance noted Major areas inspsctedrphgslcal barriers, 
locks & keg central tc communications DatalJs withheld 
<Tef 10CFR73 21) 

SCHWAN.C A . SCHUSTER, H D Region 9. Bffice of Director 

82/03/30 ip 125B4.2SB 24X Fi che 50-288, 82/03/30, 8204070495 


DOCKET 50-269 THREE MILE ISLAND NUCLEAR STATION. UNIT 1 
F Security, medical, eniorgencg & fire protection plans 


B204220590 Notification of 920330 meeting w/utll *, Parsens-Brlnckerhof f 
In Bethesda.MD to discuss acoustical data results obtained 
from 82030B-I3 sounding of sirens 

JACOBS, R H Operating Reactors Branch 4. 82/03/17 STOLZ, J F. 

Operating Reactors Branch 4 3pp 12827 314 24X 

Fiche 50-289 , 92/03 / i 7, 820 422059 0 


)204130150 Releases public version of revised emergeneg plan 
imp lementlng procedure 

FELTON, J.M Dlvleien of Rules and Records 82/03/31 Document 
Nanegement Branch Ip 12*59.350 24X Fiche 50—289.02/03/31, 

8204130150 


— 8204130156 Forwards public version of Revision 3 to Emergency Plan 
Implementing Procedure 1004 33, "Handling Hlg)i Activity 
Reactor Coolant Sample — Boron, Ch lor Ide t, Oamma Spectrum 
Analysis - Accidant Condltlone. " 

a General Public Utilities - GPU Service Corp 82/03/22 
DENTON, H R Office of Nuclear Reactor Ragulatlon, Director. Ip 
12659 351 24K Fiche 30-289,82/03/31,8204130150. 


— 82041301*3 Public version of Revision 3 to Emergeneg Plan Implementing 
Procedures 1004 33. ''Handling High Activity Reactor Coolant 
Sample ~ Boron, Chloride & Gamma epactrum Anelgels - Accident 
Conditions. " 

NELSON, M A ( TOOLE. H General Public Utllltlas - OPU Service Corp 
82/03/13. 10pp. 12659:352 24X Flcht 50-289.82/03/31, 

S2041301SD 


8204130064 Releaeas public vareion of ravieed amergency plan 
Implementing procedure. 

FELTON, J M. Division of Rules and Records BS/04/01. Document 
Management Drench. tp 12659*027. 24X Fi che. 30-269. 82/04/01. 

8204130064 


— 8204130D6* Feriuards public version of Revision 3 to Emergency Plan 
Implementing Procedure 1004, lO, "On 1 1 ta/0 f fslte 
Radiological Monitoring.'* Receipt form end 
» General Public Utilities OPU Berviea Corp. 82/03/25 
DENTON) H R, 1 Office of Nuclear Reactor Regulation, Director Ip 
1 2659 . 028 24X F 1 c h e: 5 0 -289. 82/04/01, 820 41300*4 


0204270411 Provides addl info re plans for addressing reyoirements of 
lOCFRSO App R Section 111 0 per 020302 agreement 

HUKILLiH 0 General public Utilities - OPU Service Corp 02/04/20 
EISENHUT, D 0 Division of Licensing 5pp 12849 017 24X 

Fiche 50-289. 82/04/20, S20427041 1 


B204290270 Forwards Attachment A to Part 3-2 of std operating 
procedure "Emergency Public Info, Implementing 6 Std 
Operating Procedures for Fixed Nuclear Facilities " 

« Maryland, State of 02/04/21 NBC - No Detailed Affiliation 

Given ip laeai 323 24X Fiche 30-000.82/04/21,8204290270 


— 8204290292 Attachment A to Part 3-2 of std operating procedure 
"Emergency Public info. Implementing b Std Operating 
Procedures for Fixed Nuclear Facilities " 

* Maryland, State of 02/04/30 aOpp 12081 324 a4X 
Fiche 50-000,82/04/21,9204290270 


G Adjudicatory correspondence 


8204220142 Responds to FOIA request for documents re disqualification 
of members of ASLAD, ASLD or Cammlsslon from adjudicatory 
p e d i ng 5 by reason of prior employment w/NRC Forwards 
documents listed in app 

FELTON, J M Division of Roles and Records 81/11/12 ELLIOTI.C U 
Thomas t, Hair 2pp 12612 260 a4X Fiche 50-000, 81/1 1/12, 
B204220142 


— 0204230155 Notlflos of voluntary excuse from TMI-1 restart proceedings, 
based on litigant objections 

ElLPERlNiS F Atomic Safety and Licensing Appeal Panel 81/10/00 
HRC - No Detailed Affiliation Given 3pp 12812 263 24X 

Fiche 50-000,01/11/12,0204220142 


— 0204220176 Discloees prior involvement in matters re TMl-1 restart 
proceeding, prior to 010921 appointment to A6LAB to review 
810827 part lat initial decision 

EILPERINiS F Atonic Safety and Licensing Appeal Panel 81/09/SQ 
NRC - No Detailed Affiliation Given 2pp 13812 2*6 24X 

FUhe 50-000,91/11/13.8204220142 


8204010258 Pres ents schedule for briefing UC8 exceptions to ASLD 011214 
partial initial decision UC8 would band deliver brief on 
020414 to Cubchln b Baxter All other dates In 620324 order 
would remain same Granted by ASLAD on 020330 
WEISS, E.R Harmon *< Weiss WEISS, E R Union of Concerned 
Scientists 82/03/26 EDLES.G J Atomic Safety and Licensing 
Appeal Panel Ip 124 77 320 24X FlcbB 50-289.82/03/26,8204010258, 


0204000333 Forwards corrected Page 17 to Commission 820330 /noraorandum 
b order , CLI-02-06 

CHILK. 0 J Office of the Secretary of the Commission 02/04/01 
2pp 12*13 145 24X Fiche 30-209.82/04/01,0204080335 


B204050016 Answer apposing EC Sholty 820326 renewed motion to reopen 
record on Issue of requiring Installation of audio-visual 
recording sys In control room Bholly did not meet heavy 
burden of showing reopening records would change decision 
CUTCHINiJ M Hearing Branch 3 62/04/02 Atomic Safety and 

Licensing Board Panel 5pp 12321 232 24X Fiche 50-209,82/04/02, 

820405001* 


8204030023 Answer opposing UC8 82032* renewed motion to reopen record 
UC8 falls to demonstrate new factual bases In Martin Rept 
author testimony that would require ASL8 to conclude 
partial Initial decision materially in error 

CUTCHIN.J M Hearing Branch 3 82/04/02 Atomic Safety and 

Llctnelng Board Panal. *pp 12521 029 24X Flcha 50—209,02/04/02, 

0204050023. 


8204000443 Reply to UC8 commente subsequent to 020318 preliminary 
hearing re Martin Rept UC8 motion to reopen record should be 
denied becaue# UCS failed to meet burden 

BAXTER) T.A, Metropolitan Edleon Co BAXTER# T A. Shaui Plttmani 
Potts b Trowbridge. 82/04/03 Atomic Safety and Licensing Board 
Panel llpp 12601.150 24 X Fiche 50-289.62/04/02)8204080442. 
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—8304080461 Rvply to B Bhotly raipons* to ASLD oral ordor r* motion to 
r*op«n record Requliitt choiolng not mado that proposed 
control room recording syi of sufficient safety 
significance to reopen record Certificate of Bve end 
BAXTCRi T A Metropolitan Edison Co BAXTER,! A Shau, Pittman, 
Potts t( Troubridge 6Z/04/0S Atomic Safety and Licensing Board 
Panel 13pp I2A01 l&l a4X Ftche 60-889, 83/04/02, 8204080442, 


6204080142 Memorandum t, order adopting, as modiflediNRC 620201 
Implementation rept as A3LB order, to bo treated as suppl to 
B11224 partial initial decision Order appealable to A8LAB 
lulthln 10 days. Brief due 30 days later 

OORDAN.M H > LITTLE, L M , SMITH, I U Atomic Safety and Licensing 
Board Panel 82/04/05 17pp 12604 299 24X Flchc 60-289, 

82/04/03, 8204000142 


02O426O19B Foruards Commission 820330 memorandum I, order, CLI-82-6, re 
psychological Impacts Psychological haalth effects never 
contemplated at being tuithln scope of Commission 
responsibilities under Atomic Energy Act 

CUNNINGHAM, 0 H Office of the Executive Legal Director B2/04/06 
DENTON, H R Office of Nuclear Reactor Regulation, Director Ip 
1SS39 107 34X Fiche 50-209,02/04/06,8204260198. 


0204120125 Inform! that ASLB 820405 memorandum 4, order adapted NRC 
anforcement plan u/minor mods Appeal by licensee or DSC 
unlitely Appeal by NRC unnecessary 

CUNNINGHAM, 0 H Hearing Branch 2 82/04/07 DENTON, H R Office of 

Nuclear Reactor Regulation, Director 2pp 12638 213 84X 

Fiche 50-289,82/04/07,8204120123 


6204130120 Responds to 820329 memorandum Inviting comments on possible 
Commission hearing in Commonuealth of PA Util does not 
object to explanation of plans for Unit 2 cleanup Hearing 
should not expand record re Unit 1 restart proceeding 
TROWBRIDGE, D F Shaw, Pittman, Potts «< Troubridge TROWBRIDGE, D F 
Metropolitan Edison Co 82/04/08 CHILK, 8, J. Office of the 

Secretary of the Commission Zpp 13655 191. 24X 

Flchs 30-289,82/04/08,8204130120 


8204140393 Notice of withdrawal of licensee Exception 3 filed on 
820208 ASLD 820405 memorandum t, order approving NRC plan of 
Implementation modified license condition sufficiently to 
correct ml sunderitand Ing in record U/Certl f Icate of 8vc 
BAXTER, T A Metropolitan Edison Co BAXTER, T A Shau. Pittman. 
Potts «< Trowbridge 82/04/09 7pp 12670*087 24X 

Flch* 50-289,02/04/09,8204140393 


8204140139 Forwards results of operator exams administered In Feb 1963 
GOLDBERG, JR Operatlone t, Admlniitrative Division 82/04/12 
SMITH, I W . JORDAN.U H . LITTLE.L M Atomic Safety and Licensing 
Board Panel 3pp 12663 199. 24X Fiche 50-289,82/04/12,8304140139 


8204140410 Response to Commission 820339 request for comments on 
possible Commission meeting in PA Hatter Is within 
Commission discretion Notice of meeting should clearly 
specify purpose Certificate of 8vc end 

CUTCHIN, J H Hearing Branch 3 82/04/12 5pp 12670*893 24X 

Flchc 30-289.82/04/12.8204140410 


8204160013 Order admitting Into evldance special master Exhibits 1 k 2 
Exhibits deal w/paper written by Itr designated Individuals 
Q k W re NRC Apr 1961 exam 

MILHOLLIN, 0 L Atomic Safety and Licensing Board Panel 62/04/14 
Ip 12698 233 24X Flcha 60-289, 82/04/14, 8204160013 


8204160041 Brief on exeptions to ASLB 811214 partial initial decision. 
Part 2 Pages 63-110 Certificate of Sve end 

WEISS, E R Union of Concerned Scientists WEISS, E. R Harmon l< 
Weiss 82/04/14. Atomic Safety and Licensing Appeal Penal 78pp 
12698. 282 a4X Flcha: 30-389, 82/04/14, 8204160041 


8204190239 Hemorandum <4 order denying Aamodt 820301 motion for 
reconsideration of Aamodt 820120 motion for admlssablllty of 
findings. 

MILHOLLIN, 0 L Atomic Bafoty and Licensing Board Panel. 82/04/14. 

Aamodts, The 2pp. 12720.041. 24X Fiche 30-289,82/04/14, 

8204190239 


8204280263 Forwardi '*TM1~2 Accident Soc loecononlc Impacts," per 
psychological Impact of restarting Unit 1. 

BAU8ER. D B. Shaw, Pittman, Potts t< Tpowbri^ae. 82/04/23 
NORRIS, J. A Siting Analysis Branch S2pp. 12863*334. 24X 

Flcha. 50-289, 82/04/23, 8204280263. 


8204280371 Forwards US Court of Appeals for DC Circuit 820402 amsnded 
judgment in People Against Nuclear Energy vs NRC Case 
81-1131. 

BARTH, C A Hearing Branch 3 83/04/23; FRYE,J.H . LIVINGSTON, M, 8 , 

HOOPER.F F. Atomic Safety and Llcanilng Board Panel. Ip 
12665 030. 24X Flcha! 90-000, 82/04/23, 8204280371 


— 8204280374 Amended judgment remanding case to Commission bo decide if 
significant new circumstances of potential psychological 
effects have arisen since original E!8 prepared Injunction 
of 820107 vacated 

WRIOHT. HILKEY. MCOOWAM U8 Court of Appeals for District of 
Columbia Circuit. 82/04/02 tp 1286S 031. 24X 

Flcha 90-000.82/04/33.8204280371 


8204290314 Mamorandum tc order denying S Sholly t, UC8 motiona to reopen 
record bo consider Issues discussed in Martin Rapt Feu or no 
new << matl facts or analyses bo justify reO’penlng record 
SMITH. I U Atomic Bafety and Licensing Board Panel B2/04/26 
Union of Concerned Sclonblats. 9pp 12864*261 24X 

Fiche: 50-289. 82/04/26, 8204290314 


H Oeneral corr esp ondenca 


8204010273 Rsyuesbe findings t, visws on end communication re recent 
alert at TMI 

OODDLINO, a Housa of Rep. 82/03/11. NRC - No Detailed 
Affiliation Given 2pp. 12477.226 24X Flchc. 50-289. 82/03/11, 

8204010275 


— 8204010278 Ack receipt of Itr on behalf of constituent 0 Mermen re 
evacuation plans affslte emargency planning la state (, local 
raeponslbl 1 1 ty 

KANMERER.C. Office of Congrsts tonal Affairs. 82/03/25 
SPECTER. A Senate. Ip 12477.228. 24X Fiche: 50-289, 82/03/1 1, 

8204010275 


8204070627 Dlieusscs public hearings re safety aspects of restarting 
facilities. In responsa to recant inquiries 
BERKOU, H N. Planning t< Program Analysis Staff. 62/03/26. 
BENNINOFIELD. C. , KINO.C , 8PAQN0LA,N J Affiliation Unknown 3pp. 
12597: 113. 24X FI c ha: 90-289, 82/03/26, 8204070627 


I Financial Information 


8204120331 Forwards Annual Financial Rept 1961, uniform statistical rept 
ti forecast source tc application of funds statement 
HUKILL.H D General Public Utllltisi - OPU Service Corp 82/04/06 
Office of Nuclear Reactor Regulation, Director. 29pp 12639*194 
24X Flcha 50-289.82/04/06.8204120331 


—8204120336 Annual Financial Rept 1981 

KUHNS, M 0 , DIECKAHP, H General Public Utilities - GpU Service 
Corp 82/03/04 39pp. 12639.196 24X Fiche 50-289,02/04/06, 

8204120331. 


J. Iniuranca t< Indamnlty Information 


8204270488 Foruards Endorsements 7,8,9.97 k 83 to ANI Binders EB-69, 
EB-t3 k ED-96 k Policies NF-230 k NF-164, re speettvely 
MOREAU. U N. Oeneral Public Utilities - OPU Service Corp. 82/04/21 
SALTZMAN.vl. Antitrust k Economic analysis Branch (Utility Finance) 
9pp. 12893*343 24X Fiche 90-000,82/04/21. B2042704BB 


P Operating licensa stage documents t, correspondence 


8204090468 FOIA request for access to correspondence betwean General 
Public Utile/Mat Ed It NRC from Mar 1979 to Jan 1982 re TMI 
restart program 

WACHTER.8 A Affiliation Unknown. 82/01/18. NRC - No Dstallod 
Affiliation Given. Ip 12691 267. 24X FI che. 50-289.82/01/18, 

8204090468. 


8304090300 Responds to FOIA requsst for acesas to all corraspon denca 
between General Public Utlls/Het Ed k NRC from Mar 1979-Jan 
1982 ra TMI Unit 1 restart program Documents available at 
LPDR. 

FELTON, J M Olvlaion of Rules and Records S2/D1/26. WACKTER,8 A. 
Affiliation Unknown Ip 12691*266 24X FUho. 50-289, 82/01 /26. 

8204090300 


QS0401O337 Forwards questions for BkU ounsrs rssponse re rsvlsu of 
SkU abnormal transient operating guidellnas program 
E18ENHUr. D. 0. Division of Llcsnslng 82/03/03 HALL, W. Bsbcock k 

Hlleox Operating Plants Owners Group. 24pp, 12489.300 24X 

Flchs* 50-000, 82/03/03,8204010237 


83040B0293 Foruards “QPU Energy Plan. Load k Capacity Forecast " Also 
foruards markad-up drafts of Info In support of preparation 
of environ assessment rs psychological impact of restarting 
TMI-1. 

BAUBER.D B, Shaw. Pittman, Potts k Trowbridge, 82/03/09 
REGAN, U. H, Biting Anatyats Branch. lOOpp, 12603.033, 24X 

Flchs* 30-289, 82/03/09.8204060293. 
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— 8204000896 “OPU En»r3(| Pltn Load Ic C^paciii; Perec ait Progrim For 
Bilancing Bujiplg fc Demand Through Yr 2000 " 

# Oeneril Public Utllltli* - OPU ServUi Corp ai/lIY30 Ylpp 
12603.153 24JC Flchi 50-209,02/03/09,030 4080293 


8204000297 Forward* RR Holt conraant* on MITRE Corp 920204-05 
psgc h oI og ice 1 itress uorkihop Propoied Indepfndent 
a«i>f*m*nt of probablt environ impact of reitart would 
improvB KRC credibility 

JORDAM, H B Harmon it Will* B2/O-3/10 REOAMi M H, Biting Anolyal* 
Branch 4pp 12613:039 24>C FI the 60-309,02/03/10,82040002 97. 

— 0204080300 Conmenti pn Hitre Corp 020204-05 p lychol ogice 1 itress 
workshop Independent asseeiment of probable environ impact 
of restart recommended 

HOLT, B R Mew York Unlv 02/03/ 16 11 pp 12613 033 24 >f 

Fiche 90-28 9,82/03/10,0204000297 


— 8204080304 Forward i Oenerel Public Utils first i uppleeienta 1 package 
supporting restart environ impact a s seisment, consist Ing of 
partial answers to two economic quae tioni , per 820226 
meeting, projected energy purcheiei Ic coat breakdown. 

BAUBER,0 8 Shaw, Pittman, Potti k Trowbridge 82/03/16 
REOAN, U H Biting Analysis Branch S2pp 12613 047, S4X 
Fiche. 50-289, 02/03/18, 8204000297 


0203190001 Oineric Ltr 02-OS to all llceniees of opiretlng power 
reaetori re poit-THI rci|ulrtmentt 

EI8£MHUT, D 0 Dlvlfion of Licensing 02/03/1? HAUSPURO, A 
Com ol idatid Edison Go of Hiu York 7pp 12913 120 24X 

Flchi- 90-000. 03/03/19,0203190001. 


8204190076 Forwards Amend 76 to License DPR-90, safety tvelueblon h 
notice of issuanei 6 aval lebl 1 i ty. Amend eifeabllthes correct 
description of location of temp detectors inside conteinment 
bldg 

viACOBB, R H. Operating Reactors Branch 4. 82/03/25 HUKILL, N 0 

Oaneral Public Utilities - epu Service Corp 9pp 12691:041. g4X 
Fiche- 90-209, 02/03/29, 8204150076 


— 8204150004 Amend 75 to Lictnes SPR-50, eatab 1 iehing correct dfecrlptinn 
of location of temp detectors inside conteinment bldg tc 
changing number of temp readouts used for computing average 
bldg temp 

8T0LZi*/F Operating Reactors Branch 4 03/03/29 4pp 

13691 346 24X Fiche 50-209,02/03/25,0204190076 


—8204150091 Safety evaluation supporting Amend 79 to License DFR-50. 

» Office of Nuclear Reactor Regulation, Oirrctor. 82/03/25 Spp 
12691 350 24)C Fiche 50-207,82/03/89,8204190076 


— 8204190095 Notice of lisuance U availability of Amend 75 to License 
DPR-SO, 

8T0LZ,JF Operating Reactors Branch 4 82/03/25 2pp. 

12691 352. 24X F 1 chei 90-289, 82/03/35, 82041 90076 


1204270519 Bummiry of 030316 meeting w/B6M tlcensees b represer tat 1 vee 
In BethesdaiHl) re NPI noiile cracking Plant specific 
preientatione given. 

FADQVANtH L Operating Reactor* Branch 4 02/03/30 Opera ting 

Reectori Branch 4 Bpp 12872:123 24X Flcha: 90-000, 82/03/30, 

8204270919 


8204140373 Forwards Revision 1 to "Offsite Dose Calciitetion Manualr " 
revised Tech Specs re liquid waste treatment lye, gestoue 
waste treatment eye b corrected pages to '' Semiannual 
Radioactive Effluent Releeee Rept, 1901. " 

HUKILL. H D Oeneral Public Utilities - OPU Service Corp 02/03/31 
HAYNES, R C. Region ir Office of Director Ip 12662’ 030 24)1 

Fiche 50-209, 82/03/31, 8204140373 


— 0204140375 Revision 1 to "Offsite Dose Ceiculetion Hanual " 

» Central Public Util It lei - OPU Service Corp, 82/03/31. Ip. 
12662 031 24X Fi Che; 50-28?, 82/03/31, 8204140373, 


— 8204140370 Proposed Revielon I tc Tech Spec i S O, 9 1 b 9 2 re liquid 
west* treatment eye, 6.0 6 6 1 re gaseoui uaite treatment 
sye, 7 O re sclld wait* ngt eye b 8, 0 re environ monitoring 
Info. 

• Danerat Public Utilities - OPU Bervlce Corp, 01/11/06. 5pp. 
12662:032. b 4X Flchi. 9O-8i0?, 82/03/31 , 0204140373. 


0204000369 Forwards anewers to quaetione from 020226 meeting (n 
BetheidarND re environ esseeement of psychological impact of 
restarting fecllity 

BAUSERiDB. Shaw. Pittman, pette b Trowbridge. BAURER, D.fi. Oaneral 
Public Utlllttee - OPU Bervlce Corp. 02/04/02. REOAN, N, H. Biting 
Analyils Branch 10pp. 12601:235 24X FI che: 50-209, 82/04/02, 

8204000369 


— 82040B0372 Cdfflment* on petition for rulemaking to amend regulations m 
t0CFR90 estendlng period of OLs for nuclear power plants 
Recommend* mod* to present policy 

TKORPE, J R Oeneral Public Utilltias - OPU Service Corp 
82/02/08 CHILK, S J Office of the Secratary of the Commission 
Ip J2601 245 24X Fiche 90-209. 02/04/02, 8304080369 


B2D412OO20 Forwards Amend 76 to License DPR-50, safety evaluation b 
notice of Issuance b availability Amend revise* Tech Spec* 
to defer until Cycle 9 cr it leal 1 ty, tests to verify 
efficiency of HEPA filters 

/ACOBS, R H Operating Reactors Branch 4 02/04/02 HUKILL, H D 

Oeneral Public Utilities - GPU Service Corp 4pp 126S2 258 24X 

Fiche 50-209,82/04/02,8204120038 


— 0204120030 Afnend 76 to License DPB~50, revis Ing Tech Spec* to defer 
until cycle 5 cri 1 1 ca 1 1 ty , tes ti to verify efficiency of HEPA 
filter* & charcoal adsorbers in filter sys for reactor bldg 
purge eihauft 

STOLZ.J F Operating Reactors Branch 4 02/04/02 7pp 

12692 263 24X Fiche 30-209,82/04/02,0204120028 


— 3204120034 Safety evaluation supporting Amend 76 to License DPR-5<) 
e Office of Nuclear Reactor Regulation, Director 03/04/02 Spp 
12652.364 34X Fiche 50-289,82/04/02,0204120020 


— 8204130030 Notice of Issuance b availability of Amend 76 to License 
DPR-SO 

STOLI, J F Operating Reactor* Branch 4 02/04/02 4pp 

12692 269 24X Fiche 90-209,02/04/02,0204120028 


0204190038 Forwards request for addl info re seismic qual 1 f Icat ion pf 
auilliary feedwater sys Response requested within 45 days 
STOLZ, J F Operating Reactor* Branch 4 02/04/05 HUKILL,H,D 

Oeneral Public Utilities - GPU Service Corp 6pp 12731 143. 24X 

Flcb* 50-209, 02/04/05,0204190030 


0204190379 Requests analyeis b review of secand phase response re 
preisuriiad thermal shock be erpedltcd so results can bs 
available far NRC review 

NOVAK, T M Assistant Director for Operating Reactors 02/04/00 
HUKILL, H 0 General Public Utilities - OPU Service Carp 4pp 
12731 190 34X Fiche 50-209,82/04/08,0204190377 


02O42OO38D Forwards changes to radwaste solidification sys as discrihsd 
in F9AR per requirements of lOCFHSO. 39 

HUKILL, H D Oeneral Public Utilities - OPU Service Corp 02/04/12 

HAYNES, R C Region I, Office of Director 22pp 12735 135 24X 

Fiche 50-209,82/04/12,8204200300 


0204260392 Requests addl Info to verify adequacy b acceptability of 
eddy current testing program Respanae requested within 20 
days 

BTQLZ, U F Operating Reactors Branch 4 02/04/12 HUKILL, H D 

Oeneral Public Utilities - GPU Service Carp 6pp 12055 300. 24X 

Fiche 30-209,02/04/12,8204260392. 


0204160153 Generic Ltr 02-00 to all PHR plant licensees b applicants re 
transmittal af NUREG-0909 relative to Glnna tube rupture. 

M/o end NURES Llat of NRC recipient* end 

ElEENHUTiD O Divltlan of Licensing 82/04/15 HAU8PUR0, A 
Coned Idated Edison Co of New York. COUNSIL, N 0 , SWITZER, D C. 
Connecticut Yankee Atomic Power Co 7pp 12787 203 34X 

rich* 50-000, 02/04/13, 3204160155. 


0204220427 Submit* info re preliminary assessment of EPRI PWfi safety i< 
relief valve tiit program l< potential sffecti of testing on 
facility per NUREO-0737, 1 1 em 11 D 1 

HUKILL.H.D, Oeneral Public Utllltlei -OPU Sirvlci Corp 02/04/16 
EI8ENHUT, D O Division of Licensing 2pp 12006’ 262 24X 

Fit hi. S0-2S9 , 02/04/16,8204220427. 


8204260329 Eunmary of 920407 muting w/utll in 8ithiida,t(0 re itoam 
ganirata’T tube problems 

JACOBS, R. H, Operating Reactors Branch 4 82/04/16. Operating 

Riactori Branch 4. Spp. 12858,166 24X Fiche 50-289,02/04/16, 

0204260329, 


8204210295 Oineric Ltr 82-09 to all power reactor 1 Uinseet, app 1 icants 
for OLi N8SB vtndcr* b reactor vandon re environ 
qual iflcatlon of safe ty-r c tated ilectrlcal equipment 
NRC position re quatif ication requirement* and 
EISENHUT, 0. G Division of Licensing. 82/04/20. HAUSPURO,A. 
Consolidated Edison Co of New York. PARRI8,H 0 Tennissa* Valley 
Authority ISpp 12062 337 24X FI che. 50-000, 82/04/20, 0204210295. 


0204270451 Forwards Tech Spec Change Request 113 to amend Licenie 
DPR-SO, to Inelvda Valves lC-VI6(Vie b N3-Vlr in Type C 
tilting program b newly initallrd hydrogen reedmbiner 
va Ivei. 

HUKILL, H D General Public Utllltlee - OPU Service Corp. 02/04/21 
STOLZ, J. F, Operating Raaetore Branch 4. Ip 12BS4’003 34X 

Fieha, 50-209. 02/04/21,0204270451 
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■e2a4S704<>0 Tech Spec Change Reiiueei; 113 to License DPR-SO re local 
leakage tests for Valves IC-VI6iVt8 h NB-VII in Tgpe C 
testing program 1< neulg Installed hydrogen recodiblner 
valves 

HVKlLLtH D Oeneral Public Utilities - OPU Service Corg 
02/04/21 4pp 12aS4 004 24X Ficha S0-289> S2/04/Sl> B2042704S1 


— B204270469 Proposed Tech Spec changes re local leakage tests for Valves 
IC-VI6>VI8 t> NS-Vtl in Type C testing program Si neialy 
Installed hydrogen recombiner valves 

s Oeneral Public Utilities - OPU Service Corp 82/04/21 3pp 
12894 008 24X Fiche 90-289,82/04/21,8204270491 


8204210661 UORKSHOP ON PevCHOLOOICAL STRESS AeSOClATED UITK THE 
PROPOSED RESTART OF THREE MILE ISLAND, UNIT I 
WALKER, P , FRAIZE, M E . GORDON, U U Mitre Carp FIN B-e049 
NUREO/CP-0026 B2/04/30 Office of Nuclear Reactor Regulation, 
Director t92pp Available at NT18 «6 00 12799 032 24X 

Flchs 90-289,02/04/30,8204210661 


a Inspection reports, IE Bulletins *, correspondence 


8204020292 Forwards IE Insp Rept 50-289/82-01 on B20106-0217 t« 
notice of violation 

8TAR0BTECKI, R Division of Project S< Resident Programs, B2/03/17 
HUKILL,H D General Public Utilities - OPU Bervice Corp. 3pp. 
12497 109 24X Fiche 50-289,82/03/17,8204020292. 


—6204020296 Notice of violation from Insp on B20106~0217 

3rAR08TECKI,R Division of Project & Resident Programs 02/03/17 
2pp 12497 107 24X Fiche 90-289,82/03/17,8204020292 


—8204020302 IE Insp Rept 90-289/82-01 on 820106-0217 Noncompl lance 
noted high radiation area door in reactor bldg bias not 
properly lacked 

CHUNG, J , FINKEL, A , FASANO, A Division of Project ti Resident 
Programs 82/03/08 33pp 12497 109 24X Fiche 90-269, 82/03/17, 

8204020292 


S20329030B Discusses eddy current testing method used to Inspect stram 
generator tube degradation, In response to Ctr 620219 Itr 
recommending NRC mandate fiber optic insp in PWRs. Fiber 
optic insp Incapable of detecting all forms of degradation 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
82/03/19 MOLHOLT, B Public Interest Law Center of Philadelphia 
Ip 12413 268 24X Fiche 50-000,82/03/19,8203290308 


— B2032S031 1 Recommends that NRC mandate complete fiber optical insp of 
steam generator tubes on all estant PWRs In U8 at ne«t 
refuel ing 

KOLHOLT.B. Public Interest Law Canter of Philadelphia. 82/02/19 
PALLADINO.N J Commissioners Ip 12413 269 24X 

Fiche 30-000,82/03/19,6203250308 


8204010000 Responds to 820215 Itr re steam generator tube insp resulte 
Primary means to Inspect tube degradation Is eddy current 
testing Method detects << measurei depth flowe in tubes 
OENTON,H R Office of Nuclear Reactor Regulation, Director 
62/03/19 KOHOLT, 0 Center for Environmental Health. 9pp 
12466 128 24X Fiche 50-000,82/03/19,8204010006. 


6204060422 Submits supplemental response to IE Bulletin 79-OlA 
Qualified life of A8CQ solenoid valves In facility environ 
evaluated it documented in 610130 sys component evaluation 
sheets 

HOKILL.H D General Public UttHtlei - OPU Service Corp. 82/03/29. 
HAYNES, R C Region 1, Office of Director Ip 12600:341 24X 

Fiche 90-289,82/03/29,0204080422. 


8204190365 Forwards IE Info Notices 82-09, "Cracking In Piping of 
Makeup Coolant Lines at BVM Plants" It 82-10, "Following up 
Symptomatic Repairs to Assure Resolution of Problem " Mo 
written response regulred 

HAYNES, R C. Region 1, Office of Director 82/03/31 O'TOOLE, J D 

Consolidated Edison Co of Nsw York COUNSIL.W 0 Northeaet Nuclear 
Energy Co (subs of Northeast Utilities) DALTROFF,S L 
Philadelphia Electric Co 9pp 12602 248 24X 

Fiche 00-000,82/03/31,8204190369 

8204190462 Forwards IE Bulletin 82-01, "Alteration of Radiographs of 
Welds in Piping Subassemblies ” No written response 
required 

HAYNES, R C Region I, Office of Director 82/03/31 O'TOOLE, J 

Consolidated Edison Co of New York LEMPGES, T E. Niagara Mohawk 
Poictr Corp COUNSIL, U 0 Northeast Nuclear Energy Co (subs, of 
Northeast Utilities) 6pp. 12683,234 24X Fiche, 50— 000, 63/03/31, 

8204190462 


83040BOS08 Ack receipt of 020217 it 0310 Itrs informing NRC of steps 
taken to correct violations noted in lE Insp Rept 
90-289/81-34 

STAROSTECKI, R Division of Project t< Resident Programs, 82/04/01 
HUKILL, H D Oeneral Public Utilities - GPU Service Corp 2pp 
12599 126 24 X Fiche 30-289,82/04/01,8204080308 


— 8204080911 Confirms tolcon that response to IE Insp Rept 50-269/81-34 
U notice of violation will be delayed until 820310 
HUHILL, H D Oeneral Public Utilities - OPU aervtc* Corp 
82/03/17 HAYNES, R C Region 1, Office of Director ip 
12599 128 24X Fiche 50-289,82/04/01,8204060908 


— 62O40B0S1S Responds to NRC B20118 Itr re violations noted In IE Inep 
Rept 30-289/81-34 Corrective actions all vacuum cleaners 
have either been retested or removed from sve pending 
completion of callbr 

HUKILU H D General Public Utilities - OPU Service Corp. 

B2/03/IO HAYNEfiiR. C Region 1, Office of Director I3pp 
12999 129 24X Fiche 50-299,82/04/01,8204080508 


8204090192 Forwertfs revised Pege 8 to IE Insp Rept S0-269/S1-20 
Page should be Inserted Into rapt 

SMITH, 0 H. Division of Emergency Preparedness I, Operational Support. 
82/04/09. HUKILL. 0 H General Public Utilities - GPU Service Corp 
Ip 12628 146 34X Fiche 90-209.82/04/09.6204090192 


—6204090195 Revised Page B to IE Insp Rept 90-289/81-20 

« Division of Emergency Preparedness b Operational Support. 
82/04/05 Ip. 12628 147 24X Flc he 90-289, 02/04/03, 8204090192 


8204220481 Forwards IE Insp Rept 90-2B9/82-02 on 820217-0309 b notice 
of violation 

BTAROSTECKI.R Olvleion of Project b Resident Programs 82/04/07 
HUKILL, H D General Public Utilities - OPU Service Carp 2pp. 
12806 1 29 24X Fi cho. 90-289, 82/04/07, 62042204B1 


— 8204220487 Notice of violation from Insp on 820217-0309 

STAROSTECKI, R Division of Project b Resident Programs 82/04/07 
ip 12808 131 24X Flcha 90-289,62/04/07.8204220481 


“8204220491 IE Insp Rept 50-289/82-02 on B20217-0305 Noncomp 1 lance 
noted’ fal lure to follow steam genorator repair procedure 
HAVERKAMP.D , FINKEL, A . RICHARDS, B. Division of Project b 
Resident Programs 82/04/01 16pp 12808.132 24X 

Fiche 30-289.82/04/07,8204220461 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies In Wide Range 
Pressuro Instrumonts Used In Uestlnghouse Designed Plants " 

8vc list end 

JORDAN, E L Division of Engineering b Oual Ity Assurance 02/04/09 
63pp 12878 342 24X Flcha. 90-000, 82/04/09, 8202040142 


8204260361 Forwards tabulations on steam generator insp b maint for 
BbM plants based on info provided by util. 

STOLZ, J F Operating Reactors Branch 4 S2/04/1S Duke Power Co 

lapp 12899 288 24X Flcha 90-000.82/04/19,8204260361 


6204270389 Responds to NRC 820122 Itr requesting addl Info re masonry 
wall analysts per IE Bulletin 80-11 Questions 12,19 b 20 
addressed Remaining questions will be answered by Aug 1982 
HUKILL, H 0 Oeneral Public Utilities - OPU Service Corp 82/04/15 

HAYNES. R C Region 1, Office of Director. 2pp 12048:097. 84X 

Fiche SO -289, 82/04/ 1 9 , 820 4270389 


8202040143 IE Info Notice 82-12, "Surveillance of Hydraulic Snubbare " 
M/sncl SVC list 

JORDAN, E. L Division of Engineering b Quality Assurancs 02/04/21 
64pp, 12073-001 24X Fiche: 90-000,82/04/21,8202040143 


R Periodic ciperatlng reports b related correspondence 


6204050162 Forwards monthly operating rept for Jan 198S 

HUKILL, H D Oeneral Public Utilities - OPU Service Corp 82/02/16 
MCDONALD, W C Office of Management and Program Analysis IP. 
12323:280 24X Ft ch e- 90-289. 82/02/1 6. B204OB0162 


— 8204090172 Monthly operating rept for Jen 1902 

SMYTH, C U General Public Utilities -OPU Service Corp 02/02/16 
9pp. 12923.281, 24X Fiche; 90-289, 82/02/16. B204050 1 62 


8204140373 Forwards Revision 1 to "Offsite Dose Calculation Manual," 
ravtsed Tach Bpecs ra liquid waste treetment eys, gaseous 
waste treatment sys b corrected pages to " aemiannual 
Radloactlvs Effluent Release Rept, 1981 " 

HUKILL, H.D General Public Utilities - OPU Service Corp 82/03/31, 
HAYNES, R.c Region 1. Office of Director, Ip, 12662.030, 24X 

Ft che. 80-289, 82/03/31,0204140373 
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—8204140379 H»vl»lon I io Dot* CalcuUtlon Manwal 

« Otntral Public UtilitlH -• CPU Sarvici Corp 02/03/31 
12662 031 24X Picli* 50-289, B2/03/3lt8204H0373 


Ip 


— B2O4I4O370 Propo»»d RfvUion 1 to Tteh Sp»c» 5 0 , 5 I fc S 2 n liquid 
waitt trtabBtnb jiis, 6 O t, 6 I >•» “"»♦» trdatmant 

♦ Vi, 7 O rt lolld wait! Bs* iv» «i B O r# anvlpon ironltorlns 

♦"^Otneral Public Utllltiai - OPV Sarvici Copp. 81/1 J/OA 5pp 
12662 032 24X Flch» 50-209, 82/03/31, B2041 40373 


B2O414O301 Corract»d pagit to "Bamlannuat Radloacblvt EfPluant Rtlea«e 

* ^0»naral Public UtlHtl** - 8PU 8»rvlc« Corp 82/03/31 4pp 
12662 037 34X Ftcbf 30-209,62/03/31,8204140373 


8204300235 Foruardi "Sioiiapnual Co»t Rapt for Jan-Juna 1981 " 

QERUSKVi T r( Ptnnivlvania, Btate of WC-05^BO-27Z 82/04/22 

COBSiL 1 Dlracbor's Offlca, Dffica of Jnsp»«tlon and enforca/nent 
17pp 12091 302 24X Flcha 90-000,82/04/22,0204300235 


S Raportabla occurrancaf, LERs it ralatad cor ratpondanca 


0204150109 Riipandi to FQIA raquait that OECD Incldant fiaporting Bys 
rapti ba placad io POFt Oocuaiantl llitad In app avallabla In 
FDR Othar partinant docuptanta eomplataly withheld (p#f FOIA 
Eiamptlon 4> , 

FELTON. J M Dlvliion of Rulai and Racordt 01/11/09 CONNOR, L 
Ooe-Saarch Aiioelatai 3pp 12700 339 24X Flcha 90-000,01/11/09, 

820415010? 


— 82041S0277 Incldant Raporting Bya Rapt 64 ra PWR preiiura vaital 
anbrJ ttlamant 

a □rganliatlon for Economic Cooparation b Davalopnant (Paris) 
81/09/29 3ff 12709 345 24X FI ch a; 90-000, 01/1 1 /09. B204 1 50109 


8204010324 Forwards LER 82-001/01 T-0 

HUKII-L,N 0 Oanaral Public Utllitlas - GPU Sarviea Cerp 02/03/17 

HAYNES, R C Rag ion 1, Offlca of Dlractor Ip 12477 Z4S 24X 

FKha 50-289,02/03/17,8204010324 


— 6204010327 LER B2-001/01T-0 on 820225, co/npu tar room air conditioning 
unit found u/o ahutdoun radiation signal fc u/potantlal 
for contani natad air flow, con trary to TNI Itam III D 3 4 
Long-tarn corractlva action to ba providad by 020630 
STEPHENSON, C J Oenarat Public Utllitiat - OPU Saryica Carp 
02/03/17 fiaglon 1, Offlca of Dlractor 3pp 1Z477 249. 24X 

Flcha 50-209,02/03/17,0204010324 


8204010399 RO On 620318, watar u/pH of 3 5 was dlichargad from 
sacondary uaa ta witar nautralliing tant HT~T-1 Into plant 
discharge effluant straan Causad by iccidantat ovarflnuj of 
approx 2,500 gallons of uatar from nautralliing tank 
TOOLE, R ^) Oanaral Public Utltltiai ~ GPU Sarviea Corp 82/03/18 
HAYNES, R C Ragion 1, Dffica of Dlractor ip 12476 194 SAX 
Flcha 90-209,02/03/18,0204010399 


—0204220413 LER 82-0O2/03L-0, on 020120, during long-term cold dhotdOwP. 
iaitoga daposlti visually ohiarvad on Z-lnch nipple 
connactad to containment isolation valvt WD0-V4 Causa 
unknown Pipe section replaced 

HILLER, H v). Oanaral Public Utilities - OPU Service Corp 
62/04/14 Region t. Offlca of Director 3pp ■' 

Flche 90-289,02/04/14,0204220407 


12006' 324 ilAX 


8204220423 LER 02-004 on 820413, EPfi I tests on press or Her code 
safety valvee revealed failure to determine ability of 
valve to perform under feed it bleed cooling if pressurirar 
power operated relief valve liolatad Investigation 

TOOLE, R d General Public Utilities - CPU Service Corp, 62/04/14 
HAYMEBi R C Region 1, Office of Director Ip 12000 093 24X 


6204300266 Foruerds NPDES Noncomp 1 ience Notification 02-03 

HUKILL, H D General Public Utilities - OPU Service Corp 02/04/19 
MARRACCO. F Penniy Ivanla. State of Ip 12B91 326 24X 

Flcha 90-289,82/04/19,0204300266 


—0204300269 NPDE8 Noncompl lance Notification 02-03 on 02O3OB fc ID, oil h 
greaaa samples for DSN 109 were not collected during periods 
of effluent relaast Caused by ptrsonnal error Operating 
procedures will be changed 

GRACE, T A General Public Utilities - OPU Bervlce Corp 02/04/19 
2pp 12091 327 24X Fiche 90-209,02/04/19,0204300266 


T Hearing transcripts on non-ant 1 trust matters 


82D4190326 Memorandum ti order correcting transcript 

rtlLHOLLIN, G L Atomic Safaty and Licensing Board Panel 02/04/13. 
2pp 12720,110 24X Flche, 50-209, 02/04/19,0204190226 


—8204190227 Proposed transcript corrections 

BLAKE, E L Itatropal 1 tan Edison Co BLAKE, E L Show, Pittmmn, 

Potts t< Trawbrldge 02/04/15 4pp 12720 120 24X 

Fichi 30-209. 82/04/19,8204190226 


8204230494 Proposed changts to iptclal master 020419 order correcting 
transcript & to licensee proposed transcript corrections. 

Certificate of Svc end 

GOLDBERG, U R Oparattons it Adminlstrativa Division 02/04/21. !)pp 
12017 144 24X Flche 90-209,02/04/21,8204230494. 


DOCKET 50-293 PILGRIM NUCLEAR POWER BTATION, UNIT 1 


f Security, medical, emergency ti fire protection plane 


0204230367 Forhiards exarciia objectlvas for planning fuLl-ecale ^diiit 
txerclee of onsite 6 offsite emergency response capabilities 
scheduled for 020303 

HDRtal.AU Boston Edlion Co. 62/01/04 HAYNES, R C Region 1, 
Philadelphia. Office of the Director (01/03/01) 6pp. 12016 007 
24X Flche' 90- 293. 02/01/04, 0204230367 


0204020306 NPDES Noncompl lent e Notification 02-02 on 820310, approx 
2,500 gallon* of water overflowed from secandary Weete 
NfUtraliilng Tank HT-T-i into plant discharge affluent 
atrsan Caused by operator error. Overflow termineted 
HUKILL. H D General Public Utilities - OPU Service Corp 82/03/22 

MARRACCO, F Ptnnsylvenle, State of 2pp 12494 263 24X 

Fiche 50-209. 02/03/22.6204020306 


8204120296 Foruerds LER 02-003/01 T-0 

HUKILL.H D Otntrel Public Utllitlas - OPU Sarviea Corp 82/03/31 

HAVNES.R C Region 1, Office of Director, Ip, 12634* 111 24X 

Flcha. 90-289. 02/03/31,6204120296 


020407094] Forwards deicrlption of features it summary of acenarln for 
620303 joint exercise for onelte 6 pffelte emergency 
response capabltlties 

CUNNINOHAMiR H Boston Edison Co 02/02/01 HAYNES, R C. Ragion 1. 
Office of Director. Spp 12976.340 84X Flche* 90-293, 02/02 /Oi , 

0204070941 


6204090420 Forward* IE Insp Rept 90-293/82-09 on 020302-04, No 
none amp I lance noted 

SMITH, O.H Division of Emergency Preparedness 6 OptrationPl Oupport 
82/03/24 HARRIHOTON, W. 0. Botton Edison Do. 2pp 12624 067. 84X 

Flcha 90-293,02/03/24,0204090420 


—8204120299 LER 62— 003/01T-0; on B2O310, while regenerating B string 
cation it anion deep bed damlntra] 1 zeri, rl nss cycles filled 
secandary neutral ixlng tank tSNT) causing SNT to overflow 
Caused by operetor error, Procedures reviead 
8TEPHENG0N, C J General Public Utilities — OPU Service Corp, 
02/03/31 Region i, Office of Director. 3pp 12634 112. 24X 

Fiche. 50-289, 62/03/31, 8204120296 


8204130123 PNO-T«l-e2-007 on 620407, util briefed NRC on plant to repair 
steam generator tubes using technique of expanding li 
rssealing tuba wells at points below corrosion In 
tubs* Bodtum thiosulfate probable corroilva agent, 

YOUNG, F , PASANOiA., BARRETT, L TMI Program Office 02/04/00 Ip 
12695' 001 24 X Fiche. 90-289, 62/04/08, 0204130123 


8204070906 Rsquasts risponit* to and quastlon* re potential problom 
w/sacurity computer sys Guestioni withheld (rsfiOCFR73 21), 

VASSALLD, D G Dp or a ting Reactors Branch 2. 02/03/29 MOR181.A V. 

Boston Edison Co Ip 12904-238 24X Fit h*' 90-293, 82/03/29, 

0204070306, 


0 Adjudicatory correspondance 


0204140149 Petition to intervene In proceeding. 

HAIRINOTON.P M. . KILB, J, G Affiliation Unknown. 62/03/29. 
CommltslonaPB tp 12669 066 24X Flche. 90-293, 82/03/29, 
0204140149, 


0204220407 Forwards LER B2-002/03L-0. 

HUKILL.H D General Public Utlltttas - OPU Service Corp, 02/04/ 14. 
HAYNES.R C Region 1. Office of Director Ip. 12006* 323, 24X 

Flche* 90-209, 02/04/14,0204220407, 


6204000239 Forward* brief supporting petition tp intervene, 

SHOTIdELL, UA Nee sachuyetts, State of, 02/04/02. PALLAOZNO. N J, 
Commisaloneri. ip. 12614-023. 24X Fiche! 90-293, 02/04/02, 

0204000239 
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--S2O40S0S37 Brlsf supporting petition to intervene in proceeding to 
nodifg OL No precedent eiistt for licensee ii NHC position 
thet State of NA Atty General must oppose amend to claim 
requisite standing Certificate of Svc enc 1 
BHOTUElL.J a Kassachusetts. State of BB/OA/OS 
Cgmmiss tone rs 3tpp 12614 024 24X Fiche 90-293i B2/04/OSi 

B204080S35 


8204260220 Advises that Kar shf iel di HA Board of Selectmen voted 
unantmausly to support MA Atty General petition to intervene 
in proceeding 

GAONON. S L Harshfleld, HA 82/04/20 PALLADINO. N 0 
Commissioners Ip 1BB39 146 24X Fiche 50-2'73. 82/04/20. 

8204260220 


6204S60204 Reply opposing Atty General of HA 620407 brief supporting 
820217 request fop hearing Hearing on enforcement order not 
required at request of individual not claiming injury from 
terms of order Certificate of Svc enc 1 

DURNS. 3 0 Rulemaking tt Enforcamant Division 82/04/22 
Commisslonars iSpp 1283? 077 24 X Fiche 90-293,82/04/22. 

6204260204 


J Insurance h indemnity information 


8204230431 Foruards Endorsemants 51 t< 92 to MAELU Policy MF“9a 

SINISI.J H Marsh McLennan. Inc . M H Nuclear Consultants, Inc 
Dlv 82/04/16 8ALTZHAN. 0 D Office of State Programs, Director. 
3pp 12814 23? 24X Fiche 30-293. 82/04/16. 8204230431 


P Operating license stage documents b correspondence 


82022602B7 Foruards revised equipment qualification rcpt containing 
itemlied list of changes due to equipment deficiencies 
W/o enc 1 

DEACON. U H Boston Edison Co 82/02/08 HAYNES, R C Region 1. 
Office of Director 9pp 12642 10? 24X Fiche 90-293,02/02/08, 

8202260287 


3202260287 Foruards revised equipment qualification rtpt containing 
itemlied list of changes due to equipment deficiencies 
DEACON, H H Boston Edison Co 82/02/OB HAYNES, R C Region 1, 
Office of Director 9pp 12642 189 24X Fiche 90-293,02/02/08, 

62022602B7 


—8204120269 "Equipment Qualification Rept, >' Vols 1-8 

■» Boston Edison Co 62/02/08 4000pp 12642 199 24X 

Fiche 90-293,82/02/08,6202260287 


9204090096 Foruards Franklin Research Ctr draft technical evaluation 
rept for info Info naeded to resolve deficiencies uithln 30 
days of receipt of Itr Revleu of util 801222 response re 
control of heavy loads continuas 

VAB8ALLQ, D B Operating Reactors Branch 2 82/03/18, MORRIS!,? 

Boston Edison Co 2pp 12633 297 24X Ficha 90-293,82/03/18, 

6204090096 


6203190001 Generic Ltr 82-09 to all licensees of operating pouer 
reactors ra poit-TMI raquirements 

E18ENHUT.D0 Dlvl s Ion of Licensing 62/03/19 HAUSPUfiO, A 
Consolidated Edison Co of Neu York SMITZER, D, C. Connecticut 

Yankee Atomic Power Co LINDER, F Dairyland Power Cooperative 
7pp 12913-126 24X Fiche 90-000, 82/03/19, 8203190001 


B204230193 Forwards Amend 57 to License DPR-39 t, notice of issuance it 
availability Amend changes reporting requirements for 
radiological anvtron survaillance program data, 

VA8BALL0, D B Qpirating Reactors Branch 2 82/03/20, HDRIS1,A ? 

Boston Edison Co 3pp 12843 206, 24X Fiche 90-293,82/03/20, 

8204230193 


— 6204230199 Amend 97 to License DPR-39. chang Ing reporting requiramentn 
for radiological anvlron surveillance progrem data 1, 
changing table of containment Isolation valves 
VASSALLO, D. B. Operating Raactors Branch 2 82/03/20 9pp 

12843:209 24X Fiche- 90-293, 82/03/20, B2D4230193 


— 6204230203 Notice of issuance b availability of Amend 97 to License 
DPfi-35 

YA8BALL0, D. B, Operating Reactors Branch 2. 82/03/20, 2pp 

12843:218 24X Flchs. 90-293, 82/03/20, 8204230193 


0204230212 Forwards Amend 96 to LiCansa DPR-39, safety evaluation & 
notlca of Issuance ii aval labl 1 i ty. Amend Incorporates 
limiting conditions for operation ti surveillance 
requirements for safety relief valve discharge pipe temp 
ECCLE8T0N, R T. Operating Reactors Branch 2. 62/03/20 MORISI.A, V 

Boston Edison Co 2pp, 12873:069 24X FI the- 90-293, 82/03/20, 

8204230212 , , - 


— 820423021? Amend 96 to License DPR-39, chang ing limiting conditions For 
operation tc surveillance requirements for safety relief 
valve discharge pips temp Ic monitoring instrumentation 
YASSALLO, D B Operating Reactors Branch 2 03/03/20 Bpp. 

12873 067 24X Fiche 90-293,82/03/20,8204230212 


— 9204230240 Safety evaluation supporting Amend 96 to License DPR-35 
• Office of Nuclear Reactor Regulation, Director 62/03/20 2pp 
12873 079 24X Fiche 90-293,82/03/20,8204230212 


— 8204230976 Notice Of Issuance 6 availability of Amand 56 to License 
DPR-35 

VASSAL LO, D B □perating Reactors Branch 2 62/03/20 3pp 

12873 077 24X Fiche 90-273.82/03/20.8204230212 


8204260042 Forwards Amend 94 to License DPR-39, safety evaluation 6 
notice of issuance & availlblllty Amend revises Tech Specs 
to allow operation during Cycle 6 L addresses reduction in 
HAPLHOR values 

ECCLEBTON, K T Operating Reactors Branch 2 62/03/20 HORlSr.A V 

Boston Edison Co 2pp 12899 057 24X Fiche 90-293,62/03/20, 

8204260043 


— 0304260047 Amend S4 to License DPR-39, revls ing Tech Specs to allow 
operation during Cycle 6 6 addressing reduction In KAPLHGR 
values to allow variation for core spray heat transfer & 
revised MCPRs to allou variation u/measured scram times 
VAGBALLO, D B Operating Reactors Branch 2 63/03/20 llpp 

13855 D99 24X Fiche 50-293,82/03/20,8204360042 


— 8204260050 Safety evaluation supporting Amend 94 to License DPR-3S 
• Office of Nuclear Reactor Regulation, Director 82/03/20 
13pp 12859 070 24X Fiche 90-293183/03/20,8304260042 


— 8204260094 Notice of Issuance tt availebllity of Amend 94 to License 
DPR-39 

VASSALLO, D 8 Operating Reactors Branch 2, 82/03/20. Spp 

12899 063 24 X Fiche 30-293,82/03/20,8204260043 


6304360099 Forwards Amond 98 to License DFn-35, safety evaluation tt 
notice of issuance 4c aval labl 1 Ity, Amend Incorporates 
limiting conditions for operation t, surveil lonce 
requirements for dryuell temp 

ECCLE8T0N, K T DperatiTig Reactors Branch 2 83/03/20 MORIGIiA V 

Boston Edison Co Ip 12872 040. 24X Fiche 50-293,62/03/30, 
8304260093 


— B2D426009B Amend 58 to License DPR-39i chang Ing limiting conditions for 
operation ti surveillance requirements for dryuell temp U 
dryuell temp monitoring instrumentation 

VASSALLO, D, B Operating Reactors Branch 3 62/03/20 8pp. 

12872 041 24X F 1 che . 50-293, 62/03/20, 820 4260095 


— 8204260104 Safety evaluation supporting Amend SB to License DPR-35 
a Office of Nuclear Reactor Regulation, Director. 62/03/30. 7pp. 
12873 04-7 24X Fiche 50-393,83/03/20,0304360099 


— 8204260403 Notice of issuance t< availability of Amand SB to Llconse 
DPR-39 

VASSALLO, D B Operating Reactors Branch 2 8S/03/30 3pp 

12672 096 S4X Fiche 90-373,62/03/20,8204260099 


8204270907 Forwards Amand 99 to License DPR-39, safety evaluation t, 
notice of issuance h aval labi 1 i ty. Amend incorporates 
limiting conditions for operation S< surveillance 
requirements of containment atmosphere dilution sys 
ECCLESTON, K T Operating Reactors Branch 2 82/03/20 HORIBIiA, V 

Boston Edison Co 2pp 12872 349 24X Fiche 90-293,62/03/20, 

0204270907. 


— 8204270909 Amends 39 to Licenses DPR-39, revising Tech Specs to 
incorporate limiting conditions for operation & surveillance 
riqulrements of containment atmosphere dilution sys 
VASSALLO, D E Opsratlng Reactors Branch 2 82/03/20, 6pp. 

18872-351 24X Fiche 90-273,82/03/20,8204270507 


■8204270311 Safety evaluation supporting Amend 99 to License DPR-33 
* Office of Nuclear Reactor Regulation, Director 82/03/20 4pp 
12872:337 24X Fiche. 90-293, 03/03/20, 0204270507 


-8204270317 Notice of Issuance ti availability of AmendSS to License 
DPR-a3 

VASSALLO, D B, Operating Reactors Branch 2 82/03/20 2pp 

12072.361. 84X Ficha 50-273,08/03/20,0804870307 


0204030051 Forwards Class 11 fee in support of 620319 application to 
amend License DPR-as, 

DEACON, M.H Bostun Edison Co. 82/03/26, VASSALLO, D. B. Opereting 
Reactors Branch 2 Ip, 12921-101 24X FI che. 30-293, 08/03/86. 

8204090031 
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Q204D6014B Centric Lfer 62-02 io all ojitr^ting rt high burnup 

HAPLHOR llmlbf Bated on lleted eontideratf onti plant-tpcc If Ic 
ref to OE potltlon acceptable □veriiea ll«t of raciplentt 
and Aperture card* available In FOR 

EI&ENHUr<OC Division af Licanaing 62/03/31 DCUOEOROE’ L 
Coninoniuealth Edison Co QACOMi J C. < PEARVi P A Consumers Poyer Ca 
2pp. 12652 079 Z4X Fi the: 50-000^ 83/03/31 . 8204060142 


8204140S0S Advises that util 801 219> BlOtOS (c 0327 responses to THI 
Action Plan Item II K 3 3< reporting relief valve Si safety 
valve failures Si chaEleng esi d id not copipnit to meeting all 
reporting renuirementi Coinmltment requested within 30 days 
VASSAUtO. D B Operating Reactors Breneh 2 83/03/31 KORtSIiA V 

Boston Edison Co 2pp 13678 O0B 34X F1 che: 50-393. S2/03/3 I , 
8204 I 40 9 OS 


B304140S08 Submits conclusions on TMI Action Plan Items I A 1 3<1>. 
shift manning Si I C 9. procedures for feedbaclt of operating 
experience to plant staff. Items resolved 

VAS3ALLD, D B Operating Reactors Branch 3 03/03/31 M0RI91>A V 

Boston Edison Co 3pp 12674-333 24X Fiche 30-273. 82/03/31< 

B2O414OS0S 


8204210001 Forwards Amend 57 to License DPf?~3Si safety evaluation Si 
notice of issuance Si availability Amend revises Tech Epics 
to Increate max average planer linear heat generation rate 
operating limits 

ECCLE8T0N.K T. Operatlna Reactor* Branch 2 82/03/31 hnRlSI.A V 

Boston Edison Co 2pp. 12812 070 24X Flche. 50-373. 82/03/3 1. 

8204210001 


— 8204210003 Amend 5? to License DPR-39. revi s Ing Tech Specs to Increase 
mai average planar linear heat generation rate operating 
limlte by alloulng for core epray heat transfer 
VA88ALL0. D B Operating Reactors Branch 2 82/03/31 Itpp. 

12812 072. 24X riche 50-293. 83/03/31/8204210001 


— B204210004 Safety evaluation supporting Amend 57 to License DPR-39 
• Office of Nuclear Reactor Regulation/ Director B2/03/31. 3pp 
12812 083 24X Fi chs; 90-293. 82/03/31. 8204210001. 


— -8204210007 Notice of issuance & availability of Amend 99 to License 
DPfi-35 

VASSAL L 0. D B Operating Reactors Branch 2 82/03/31. 2ap 

12812 086 24X Flche 90-273.82/03/31.9304210001 


8304210373 Requests notification of deviation from requirements of 
NllREO-0737 Item ril. D 3 3, "Improved In-Plant lodlni 
Instrumentation Under Accident Condi t Ions . Rssponst 
expected ulthln 30 days 

VASBALLO/D B Operating Raactori Branch 2 83/04/08 MORISI.A V 

Boston Edison Co 2pp 12811 126 24X Flche 90-273. 82/04/08. 

8204210373. 


8204160192 Oeneric Ltr 82-07 to all BWft plant llcsnsees 1« applicants re 
transmittal of NUREO-0709 relative to Olnne tub* rupture 
U/o end NUREO List of NRC recipients end 

EIBENHUT. D D Division of Licensing 82/04/19 Commonuie Ith 
Edison Co DAVIDSON. D.R Cleveland Electric Illuminating Co 
SHERWOOD. 0 Oenaral Electric Co, 7pp 12787-176 24X 

Flche: 90-000/ 82/04/19. 8204160192 


820-4270316 Forwards rssponse to Oeneric Ltr 82-03 re Implementation 
schadules for NUBEO-0737 Items I A 3. 1 . 11, B. 2. II. 8 3, 
n B 4, II E 1.2,11 F. 1, 11 K 2 10, rl K 3 £5,11 K 3.19, 

II K 3. 22, 11 K. 3 24 & 11 K 3 27. 

CEACON.H.H Boston Edison Co 82/04/16 EISEHHUT, D, 0, Division of 
Licensing 4pp 12847.043. 24X Fi Che. 90-273, 02/04/16, 8204270316. 


6204210299 Otnerlc Ltr 82-09 to all po-uer reactor 1 Icensses, app 1 1 cant s 
for DL/NBB9 vendors k reactor vendors ra anyiron 
qua 1 1 f icatlon of safety— relateif electrical equipment 
NRC position re qualification requirements encl 
ElSENHUTaO.O Division of Llctnilng 82/04/20. HAU8PUR0, A 
Consoildatad Edison Co. of New Vort. OONfa.U. A, Carolina Power 6 
Light Co. RANDAZIA, J, 8 Central Maine Power Co, iSpp. 12862 337 
24X Flche. 90-000/ 82/04/20, 8204210279. 


0 Incpectlon reports, IE Bulletins ti correspondence 


820402022? Forward! IE Invaitlgatlon Rapt 90-273/81-37 on 911124- 
820107. 

HAYNES/ R C Region 1, Office of Director, 82/03/18, BTASZESKY/ F, M. 

Boston Edison Co 2pp 12478:209. 24X F I che. SO-273, 82/03/ 18/ 

8204020227 


— 8204020233 IE Investigation Rept 90-293/81-37 on Si 1 124-820107, Major 
areas Invsst Igatad: 1 1 esnsee 791017 ltr contilnlng mat! 
false statement re statue of compUanc* w/lOCFROO. 44 
raquiremsnts *. subeequant submittals. 

CKR rSTOf HER r R, / CARLSON, R. T. Region 1/ Office of Di roc tor. 

82/03/03 82 pp 12478.207, 24X Flche; 90-273, 82/03/18, 8204020227, 


0204020466 Forwards IE Insp Rept SO-273/62-08 on 820216-18 No 
noneompl lance notsd 

MARTIN, T T Division of engineering & Technical Programs 82/03/19 

HARRiNOTDN, W D Boston Edison Co 2pp 12477 203 24X 

Flch* 50-273. 82/03/19,0204020466 


— 8204020473 IE Insp Rept 50-273/62-08 on 820216-18 No noncomp 1 iance 
noted Major areas Inspec t ed. f ire protect! on/prevention 
program, imp lementatlon of administrative contra 1 s, ft re 
brigade training, ignition source & combustible mat! 

FINKELiA E I EBNETER. B D Region 1, Office of Director 82/03/10 
6pp 12477 205 24X Ficho 50-273,82/03/17,8204020466 


8204010246 Forwards response to 820107 ltr re block walls per IE 
Bulletin 00-11 info Included description of masonry walls 6 
const practices 6 r«-eva 1 uatl an criteria 6 justification 
DEACON, W H Boston Edison Co 82/03/22 VASSALLO, 0 B Operating 
Reactors Branch 2 277pp 12480 157 24X Flche 50-273,82/03/22, 

8204010246 


8204080360 Forwards IE Insp Rept 50-293/82-01 on 820118-0228 t< notice 
of violation 

STAR08TECKI, R, Division of Project fc Resident Programs 82/03/23 
HARRINDTON, W D Boston Edison Co 2pp 12603 008 24X 

Flche 90-293,83/03/23.8204060360 


—8204080363 Notice of violation from insp on 820118-0228 

BTARPSTECKl , R Division of Project h Resident Programs 82/03/23 
2pp 12603 010 24 X Flche 50-293,02/03/23,0204080360 


— 8204080367 IE Insp Rept 50-293/82-01 on 820118-0222 Noncomp 1 1 ance 
noted failure to properly instruct workers of storage it 
transfer of radioactive resins h to establish 6 Implement 
station procedures for fire protection 

JOHNSON, J , EICHENHOLZ.H , BRIOOS.L Division of Project h 
Resident Programs 82/03/17 17pp 12603 012 24X 

Flche 30-273,82/03/23,8204080360 


0204070428 Forward* IE Insp Rept 50-293/82-09 on 020302-04 No 
noncomp 1 lance noted 

SMITH, D H Division of Emergency Preparedness (i Operational Support 
92/03/24 HARRJN9T0N. W D Boston Edison Co 2pp 12624 067. 24X 

Flche 90-273,02/03/24,8204070428 


— -B204070432 IE Insp Ropt 30—273/82-09 on 820302-04 No none amp 1 lance 
noted Major areas Inspected annual emergency exercise 
8AKENAS, C A / CROCKER, H U Division of Emergency Preparednoss 6 
Operational Support 02/03/22 Spp 1262406? 24X 

Fieh* 90-293.02/03/24,8204090428 


8204220217 Ack receipt of 820226 ltr advising of full compliance w/ 
rsquirementf of lOCFRSO 54<s><2l (i Bectlon IV 0 3 of App E 
to I0CFR90 No further action will be taken re 020212 notice 
of violation 

LIEBERHAN.J Director's Office, Office of Inspection and 
Enforcement 02/03/24 HARRINDTON, W D Boston Edison Co 2pp 
12021 236 24X Fi che ’ 50- 293, 82 /03/24, 8204220217 


8204150365 Forwards IE Info Notices 82-07, “Cracking In Piping of 
Maksup Coolant Lines at B&U Plants" (i 82-10, “Following up 
Symptomatic Rspalrs to Assure Resolution of Problem “ No 
written responsa required 

HAYNES, R C Region »> Office of Director 82/03/31 O'TOOLE, J D 
Consolidated Edittin Ca of New York COUNSIL.U 0 Connecticut 
Yankee Atomic Power Co CAREY, J J Duqueene Light Co Spp 
126B2'24B 24X Fiehe 50-000,02/03/31,8204150365 


8204150462 Foruiardi IE Bulletin 02-01, "Alteration of Radiographs of 
Melds In Piping Subassemblies " No written reiponss 
required 

HAYNE8.R, C Region 1. Office of Director 82/03/31 O'TOOLE, J 
Ciinsolidabed Edison Co of New York CDUN8IL/M 0 Connecticut 
Yankee Atomic Fouar Co CAREY, J J Duquesne Light Co 6pp 
12683 234 24X Flche 50-000,82/03/31,8204190462 


B20416D361 Forwards IE Imp Rept 50-293/82-11 on 820225-28 b no tics of 
violation 

MARTIN, T. T Division of Engineering 4i Technical Program* 02/04/01, 
HARRINOTON, H D Boston Edison Co, 2pp 12707 OSS 24X 
Flcht 90-293/82/04/01,8204160361 


— 0204160366 No tics of violation from Insp on 820229-28 

HARTINiT T. Division of Englnssring ti Technical Program* 
82/04/01 Ip 12707:097 24X Flche. 90-293, 82/04/01, 8204160361 


—8204160371 IE Inep Rept 50-273/82-11 on 8S022S-2S NoncoflipUanca noted 
failure to conduct PCILRT per 10CFR90, App J.due to conduct 
of unauthorlied malnt work 

EICHENHOLZ.H , CHUNO, J H , BETTENHAUSEN, L Region 1, Office of 
Director. 02/03/24. 11 pp ia707' 098 24X Flche- 50-273, 82/04/01, 

8204160361 
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6802040142 l£ Info Notice e2-‘lli "Potential Inaccuracla* in Ulda Range 
Preiiure Initrumants Lfted in We etingh ou*a Oeiigned Plante " 

Svc list encl 

JORDANi E L Divieion of Engineering (i Qyalltg Aesurance 02/04/09 
63pp 12078 342 2AH Ficte 90--000. 82/04/09. 8202040142 


8204240238 Ack raceipt of 020306 Itr inforffling NRC of stape taken to 
correct violations noted in IE Safeguards Insp Rapte 
50-293/01-24 «< 80-293/01-39 

STAROSTECKI. R Division of Project & Ret id ant Programa 82/04/20 
HARRINOTON. M D Boston Edison Co 2pp 12041 ISO 24X 
Flche 50-293. 02/O4/2Oi 8204260290 


--8204260260 Responds to NRC B20204 Itr re violations noted in IE 
Safeguards Insp Bepts 50-293/81-24 & 90-293/01-39 Corrective 
actions control log unuorkable t. unnecessarg & mill be 
deleted from procedure Details ulthheld (ref 10CFR73 21) 
HARRINOTON. W D Boston Edison Co 82/03/06 STAROSTECKI. R. 
Division of Project t. Resident Programs 2pp 12041 192 24X 

Fiche 90-293, 82/04/20, 0204260298 


6202040143 IE Info Notice 82-12, "Surveillance of Hydraulic Snubbers " 
W/encl ive list 

JORDAN, E L Division of Engineering t Oualltg Assurance 62/04/21 
64pp 12873 001 SAX Fiebe 90-000,82/04/21.8202040143 


R Periodic operating reports t. related correspondence 


6204090323 Foruards monthly operating rept for Aug 1981 

HACKON, R D Boston Edison Co 81/09/11 Office of Nenagement end 
Program Analysis Ip 12627 229 24X Fie he 90-293,81/09/11, 

6204090323 


— 8204090324 Monthly operating rept for Aug 1981 

WHITNEV.O 0 Boston Edison Co 81/09/10 6pp 12627 226. SAX 
Fiehe 90-293,81/09/11.8204090323 


0204090321 Forwards monthly operating rept for Nov 1981 

KACHONi R D Boston Edison Co 81/12/tO Office of Management and 
Program Analysis tp 12627 232 24X Flche 50-293.01/12/10. 

020409032! 


— 0204090322 Monthly operating rept for Nov 1901 

UHITNEV.O 0 Boston Edison Co 81/12/10 6pp 12627 233 24X 

Flche 90-293,81/12/10,8204090321 


0204190108 Forwards monthly operating rept for Dec 1981 

HACHON. R.D Boston Edison Co 82/01/14 Office of Management end 
Program Analysis Ip. 12726' 080 24X Flche 90-293.82/01/14. 

02041901 08 


— 8204190110 Monthly operating rept for Dec 1981 

WHITNEY. 0 0 Boston Edison Co 82/01/14 6pp 12726 081 24X 

Fiehe 50-293,82/01/14.8204190108 


8204190244 Foruards monthly operating rept for Feb 1982 

MAC HON. R D Boston Edison Co 82/03/19 Office of Management and 
Program Analysis ip 12686 144 24X Flche 90-293/82/03/19. 

8204190244 


--0204190244 Monthly operating rapt for Feb 1982 

WHITNEY, 0 0 Boston Edison Co. 82/03/13 7pp 12484 148. 24X 

Flche 90-293.82/03/15,8204190244 


8204140293 Foruards "Environ Radiological Monl tor ing. Rsp t 14. 

1981 “ 

DEACON, W H Boston Edison Co, 82/04/02 HAYNEB. R C Rsgion 1, 
Office of Director Ip 12463 360 24X Fiehe 90—293.02/04/02, 

0204140293 


—8204140298 “Environ Radiological Monitoring , Rapt 14,1981 " 

80HMAN<C E , BQWDON, T, L Boston Edison Co 82/04/01 190pp 

12664,001 24X Flche 90-293,82/04/02,8204140293 


0 Reportable occurrences, UERs tt related correspondence 


6204000290 RO 82-07/01X-0 on BI03S5, HPCI, reac tor core isolation cooling 
4 reactor water cleanup pipe e»eess flow isolation setpoints 
sst unconssrvatively Caussd by stcluslon of p lant-spsc i f ic 
parameters front original calculation. 

MCUOUOHLIN, N T Boston Edison Co 01/03/29 Region 1. Office of 
Director. Ip. 12403 299 24X Fiehe 90-293,81/03/29,8204080290 


0204010282 Forwards updated LEK el-062/01X-l 

MACHON, R D Boston Edison Co 02/03/19 Region 1, Office of 
Olroctor Ip. 12477 209 24X Flche 90-293,82/03/19,8204010282 


—8204010207 Updated LER 81-042/01X-I on B11114.Wylt Labs informed util 
that two Targat Rock safety rslltf valves had not pasted 
eetpolnt tests Caused by setpoint shift due to changes to 
dttigned differential forces from excessive pilot leakage 
WHITNEY, O 0 Boston Edison Co 82/03/19. Region i. Office of 
Director. 3pp 12477 206 24X Flche 90-293. 82/03/19.8204010202 


0204010295 Forwards LEH B2-004/OIT-0 

HACHON. R D Boston Edison Co 02/03/19 Region 1. Office of 
Director Ip 12477 123 24X Flche 90-293.02/03/19.6204010299 


— 6204010304 LER 82-006/01 T-0 on 820304. while performing maint re SIL 
392 on pressure adjustment mechanism fPCI stop valve, three 
broken cap-screws found No cause determined Screws examinsd. 
replaced & sys returned to svc 

UHITNEV.O 0 Ooston Edison Co. 82/03/19. Region 1, Office of 
Director Ip 12477 124 24 X FI chs 50-293, 82/03/19, 8204010299. 


6204010914 Forwards updated LER 81-09S/01T-1 

MACHON, R D Boston Edison Co 62/03/19 Region 1, Office of 
Director Ip, 12461 066 24X Flche 90-293.02/03/19,0204010914 


— 8204010516 Updated LER BE-OSS/OlT-l on 01O?24> during shutdown, Yaruay 
level Indicators started oscillating Dryuall temp was 240 F 
at 81-ft w/slevation coolant temp 220 F Caussd by 
ineffective dryuell cooling Uentltatton returned to svc 
WHITNEY, (9 0 Doston Edison Co 62/03/19 Region 1, Office of 
Director 3pp. 12481 089 24X Flche 90-293,82/03/19,8204010914 


8204120477 Responds to 820308 draft Commission paper proposing that 
Commissioners approve ea t egor 1 1 a t ion of deficiencies in mgt 
controls at Pilgrim Unit 1 as A8 Explicit criteria should be 
developed for such, determination 

DENTON, H R Office of Nuclear Reactor Regulation. Director 
82/03/31 MICHELBON, C Director's Office Ip 12656.314 84X 

Flche 30-000,82/03/31,8204120477 


—8204120473 Forwerde draft Commission paper rtcommandlng approval of 
AQ determination for major deficiencies in mgt controls at 
facility Comments t< concurrence rayuested by 620314 
MICHELBON, C Director's Office. 82/03/08 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 12pp 12698,316 24X 

Fichei 90-000, 82/03/31, 8204120477 


8204120341 Ro 62-008/01 x-0. on 820331, HPCI sys declared inoperable due 
to fallurs of HPCI injection valve MO 2301-8 to go full 
open during performance of surveillance test 8 I 13 
Csuss not s ta ted. Prior 1 ty A maint request Issued 

HCLOUOHL1N,M T, Boston Edison Co 02/04/01 Region 1. Office of 
Director Ip 12641: 196 24X Flche 90-293,02/04/01,0204120341 


8204150396 Forwarde LER 02-OO7/O1T-O 

HACHON, R 0 Boston Edison Co 82/04/09 Rsgion 1, Office of 
Director Ip 12683 362 24X Flche. 9D-293. 02/04/09, 0204190396 


—0204150400 LER S2-007/01T-0 on 820324, high flow isolation satpoints for 
HPCI, reactor core tsalatlan coating (< reactor water cleanup 
found less than Tech Spec 1 im 1 ts. Caused by error In 
setpoints Procedures revised to reflect setpoints 
WHITNEY, 0 0 Boston Edison Co 82/04/09 Region 1, Office of 
Director Ip 12683 263 24X Flche 90-293,82/04/05.0204190396 


8204160911 Forwards LER B2-0D9/O3L-0 

HACHON, R 0. Doston Edison Co, 82/04/09. Rsgion 1, Office of 
Director. Ip t2704>2l4. 24X FI ch e. 90-293, 02/04/09, 620416091 1 


— 8204160917 LER 82-007/O3L-0 on 320310, during surveillance Test 
6 m 2-2 3 3, two HPCI steam line high temp switches drifted 
out of cal 1 br, Cs'use of sstpoint drift not stated Switches 
racellbr within Tech Spec limit. 

WHITNEYrO 0 Boston Edison Co. 62/04/09. Rsgion 1, Office of 
Oirtetor tp 12704.219 24X Flche 90-293,82/04/09,8204160911. 


8204870265 Forwards LER 82-OO0/OiT-O 

MACHON. R P Boston Edison Co 82/04/14 Rsgion 1, Offles of 
Director. Ip 18646:135. S4X Fiehe- 90-293. 82/04/14, 6204S70269 


'8204270266 LER 82-008/017-0 on 3S0331, while conducting surveillance 
test a I. 13, during startupiHPCl injection velve MO-2301-8 
did not fully open Caused by missing jumper ulre intended 
to bypaes motor operator torque switch. 

WHITNEY, 0 0 Boston Edison Co, 82/04/14 Region 1, Office of 
btrector. 2pp 12846-196 24X FI chs- 90-293, 82/04/14, 8204270269. 
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V Optrator Eiaraln«eiaiis 


8504130337 Clarifl»« statemcht in util Q01SI5 Itr ra Inciufion of 
ilmolat-or •lami for pprfator t*><loalif icationi par NIIRE0-0737 j 
I ttn I A 3, 1 Daicrlptlon of initial oparator training 
program can ba founii In training manual 

DEACONiHH Boa ton Ed 1 ton Co B2/04/07 VASSAL L Oi D B Operating 
Raaetora Branch » Jp 12690 077 24X Flcha 90-893.82/04/07. 

0204130337 


DOCKET 90-299 ZION NUCLEAR POWER STATION. UNIT 1 


F Sacuritg. madlcal. aaitrgancg L fire prataction plana 


0204030879 Rrcognl lei util ex traord Inarg afforta to naat Commitaion 
820201 doadllna for inatal latlon & tasting of prompt 
notification aga 

KEPPLER.J.O Ragion 3. Office of Oiractor 32/03/29 REEO. C 
Commaniijaa 1 th Edison Co ip iSS03 168 24X Flcha 90—000.38/03/89. 

8204080279 


B304180475 Rclaasaa public veralnn of ravited ganeratlng station 
cfflfTgencg plan talapbona dlractorg. 

FELTON. J H Division of Rulat and Racords 02/03/89 Document 
Hanagemant Branch. Ip. I26B4 8B7 24X Fieha 50-000.83/03/89. 

6204180479 


— B3041S0479 Forwards public varslon of ravisad genaratlng station 
amargancg plan telaphona dlreotorg 

CHANEV. V L Comnonwaalth Edison Co 82/02/0B DENTON. N R. 

Offlca of Nuclear Reactor Regulation. Director. Ip 12694:290 

S4X Flcha, SO-OOO. B8/03/29. BS04130479 


— 0204120430 Public veraion of ravisad ganaratlng itation anergancv plan 
talaphona dlractorg 

PAtHER.F, A Coramonwia 1th Edison Co 32/03/16 41pp 12694 891 
24X Flcha 90-000.33/03/29.8204180479 


820419000'9 Ralaasas public version of revision to ganarating station 
emergancg plan anvlrons group laiplamentlng proeadura 
FELTON. U H Division of Rules and Racords B2/03/29 Document 
Nanagaiaant Branch. Ip 18731:033 24X Flcha 50-000.32/03/29. 

B304I90009 


— 8204190000 Forwards public version of Ravlslnn S to Oanarating Station 
Eaiargencg Plan Environs Sroup Imp lament In g Proeadura EO-3. 

■'Field Team Equipment b Survag Tachniquas " Receipt form 
end. 

CHANEY. V Commonuealth Edison Co 32/03/13 DENTON.HR NRC - 
NO Oatatled AfFlllatlon Olvan. Ip. 1873 1 084 24X 

Flcha 90-000, 32/03/89. 0304190009 


-8304190013 Public version of Ravlslon 3 to Oanarating Station Emtrgency 
plan Environs Sroup Implementing Procedure EO-3. "Field Team 
Equipment << Survey Techniques." Revised table of content* 
anci 

BRENNER. U 3 Commonwealth Edison Co. 68/02/09 llpp. 12731 035 
24X Flcha - 90-000.82/03/29,0204190009 


204220706 Releases public version of revision to amergency plan 
Implrmcntlng procedure 

FELTON. J M Division of Rules and Records 32/04/12. Document 
Management Branch- Ip- lse34' 09S. 24X FI clie 90-299. 82/04/18. 

8304280706 


— 8204220712 Forwards public version of Revision 9 to Emergency Plan 
Implementing Procedure EPIP-320-1. "Activation of Oaneratlng 
Station Emergency Plan Station Group '* 

* Commonwealth Edison Co. 02/03/29 NRC - No Detailed 
Affiliation Given Ip. 12B34. 096 24X Flcha- 50-399, 82/04/12. 

6304230706 


— 8204820719 Public varslon of Revision 9 to Emergency Plan Implementing 
Procedure 380-1, "Activation of Generating Station 
Emergency Plan Station Group," 

« Commonwealth Edison Co 88/03/89 6pp 13034.097 S4X 
Flche: 90-899. 83/04/18. 0204220706. 


0304370171 Releases public version of revision bo emargency plan 
imp lama nting proeadura. 

FELTON, vl H Division of Rulos and Racords 82/04/18. Oocument 
Hanagemant Branch. tp 18874,803. S4X FI c he. 90-293, 82/04/ 1 8, 
0304870171 


— 6304870177 Forwards public version of Revision 3 to Emergency Plan 
Imp lama ntlng Procedure EPIP 980-2, "Environ Rlt tc Emergency 
Oparatlons Facility Radiological Equipment." 

• Cominonwealth Edison Co 08/03/83 NRC - No Datallad 
Affiliation Given. ip 12874:804 24X Flche; 90-299, 32/04/18, 

8204870171. 


— 0304270181 Public version of Revision 3 to Emergency Plan Implementing 
Procedure 990-3, "Environ Kit J. Emergency Operations 
Facility Radiological Equipment " 

• commonwealth Edison Co 82/03/29 7pp 12074 209 24X 

Flcha 30-39 9.82/04/12.3204270171 


6204270457 Releases public version of revised emergency plan 
implementing procedure 

FELTON. J H Division of Roles and Records 82/04/12 Document 
Management Branch Ip 12674 244 94X Fiche 50—299.82/04/12. 

0204270457 


— 6204270469 Forwards public version of Revision 4 to Emergency Plait 
Implomenting Procedure EPIP 420-1. "Technical Support Ctr 
Quarterly Surveillance “ 

a Commonwealth Edison Co 32/03/25 NRC — No Detailed 
Affiliation Given ip 12874 245 24X Fiche 50-295,32/04/12. 

0304270437 


— 0204270473 Public varslon of Revision 4 to Emergency Plan Implementing 
Procedure EPIP 480-1, "Technical Support Ctr Quarterly 
Surveillance " 

* Commonwealth Edison Co 62/03/29 4pp 12874 246 84X 

Flche 90-299,02/04/12.0204270457 


6204210179 Forwards response to open items listed in BNU technical 
evaluation rept “Post-Fire Shutdown Capability " Also 
forwards revisions to "Safe Hot Shutdown Analysis" h "Safe 
Cold Shutdown Analysis " 

LENTINE.F O Contmonwea 1 th Edison Co 02/04/16 DENTON. H R Office 
of Nuclear Reactor Regulation* Director 29pp 18603 315 24X 

Flche 90-295, 02/04/16.8204210179 


3204300096 Releases public version of revision to generating station 
emergency plan command ctr emergency plan implementing 
proc sdure 

FELTON. J M Division of Rules and Records 02/04/23 Oocument 
Management Branch Ip 12900 297 24X Flche 50-000.82/04/23. 

9204300056 


— 3204300064 Forward's public version of Revision 3 to Generating Stotlun 
Emergency Plan Command Ctr Emergency Plan Implementing 
Procedure EOF-3, ‘‘Environ/Emergency Coordinator " Receipt 
form end 

KQ0RE,R D Commonwealth Edison Co 32/04/14 DENTON, H R NRC - 
No Detailed Affiliation Given tp 12908 290 24X 

Flche 50-000,02/04/23.8204300056 


— 6204300077 Public version of Revision 3 to Generating Station 
Emergency Plan Command Ctr Emergency Plan Implementing 
Procedure EOF-3. "Envir on/Emergency Coordinator " Revised 
table of contents end 

BARR.J R Commonwealth Edison Co 62/03/lS 13pp. 12908 899 

24K Flche 90-000,82/04/23.8204300056 


I Financial infermation 


6804060003 Forwards guarantee of payment of deferred premiums for 1932 
OSTER, J Commonwealth Edison Co 82/03/30 SALTZMAN. J Office of 
Btete Programs. Director ip. 12590 807 S4X Fiche: 50-000, 
82/03/30, 0204060003 


— B204O6DOI9 Submits annual financial statement for 1931 

DEHNKE. U 0 commonwealth Edison Co 32/03/29 NRC - No 
Detailed Affiliation Given 6pp 12590 200 24X 

Fiche 50-000, 62/03/30. 3204060003 


P Opereting license stage documents t< correspondence 


8204280339 Responds to FOIA request for seven categories of documents 
re TNI action plan 

FELTON.J M Division of Rulos end Records 81/11/18 SH8LLY,S C 
Union of Concerned Scientists 6pp 12824 100. 84X 

Fiche. 30-000. 01/11/18. 820422038 5 


— 8003130391 Discusses Jen 1930 site visits to verify Implementation of 
Category A Lesions Learned requirements. R equests that Oiv of 
Operating Reactors project managers 6 IE regional director 
or reeldint inspector participate in site visits 
EIBENHUT.D G Olvlslon of Operating Reactors 80/01/10. 

BCHWENCER, A Operating Reactors Branch 1 (Pre 800433} 9pp 
18624 155 SAX Fiche 50-000,31/11/12.8204820339. 


62041S029Q "Evaluation of Zion Nuclear Generating Station “ 

• Institute of Nuclear Power Operations 81/13/31 40pp 
12682 007 24X Flche- SO-299, 01 /18/31 . 82041 90290 
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aa04J40062 Responds to FOIA req,usit for indti identifying OLs t amends 
re poisossiont shipping. receiving b storing of nuclear fuels 
at Cotnin Ed of IL facilities Documents available at Region 3 
ofe listed 

FELTON. J H Division of Rules and Records 63/02/04. VAN 

DEMARIi. R E Uildman. Harrold, Allen t> Dixon 3pp 12672 332 24X 

Flche 50-000, 82/02/04,6204140062 


8204220177 poruards Amend 73 to License DPR— 39. safety evaluation b 
notice of issuance b availability Amend allous one time 
leakage from IB steam generator to exceed SOO gallons per 
day limit 

WIQOINTON, D Operating Reactors Branch 1 62/03/11 DELOEOROE, L 0 

Commonuieal th Edison Co 3pp 12620 320 24X Fiche S0-27S, 

82/03/11,6204220177 


—8204220107 Amend 73 to License DPR-39, amend ing Tech Spec to allou 
leakage from 10 steam generator to exceed SOO gallons per 
day limit until shutdouin for refueling in lata Feb or early 
Har 

VAROAiS A Operating Reactors Branch 1 82/03/11 4pp 

12620 323 24X Fiche 80-299. 62/03/11,8204220177 


— 8204220191 Safety evaluation supporting Amend 73 to License DPR-39 
a Office of Nuclear Reactor Regulation, Director 02/03/i i 4pp 
12820 327 24X Fiche 90-295,82/03/11,6204220177 


—8204220193 Notice of issuance b availability of Amend 73 to License 
DPfi-39 

VAROA.0A Operating Reactors Branch I 82/03/tI 2pp 
12620 331 24X Fiche 30-299, 62/03/11.8204220177 


8204090089 Forwards '’Review of Zion Probabilistic Safety Study Sys 
Analysts," b J Hickman personal observations 

NOVAK, T M Assistant Director for Operating Reactors 82/03/16. 
KLOPP.O Commonwealth Edison Co 2pp 12633 261 24X 

Fiche 80-295,62/03/16,8804090089 


—0203130268 Forwards brief review of b comment on probabilistic safety 
analysis, in response to Orletmeyer 611218 Itr 

HICKMAN, J M Bandia Laboratories 62/02/19 OKRENT, D ACR8 - 
Advisory Committee on Reactor Safeguards 4pp 12633 263 24X 
Fiche 80-299,82/03/16,6204090083 


S204120017 Forwards guidance re design of low radwaste storage facility 
par util 82012? Itr 

VAROA, 8 A Operating Reactors Branch 1 82/03/16 DELOEOROE, L 0 

Commonwealth Edison Co 3pp, 12652 142 24X Fiche 80-295,82/03/16, 

8204120017 


8203190001 Oenerlc Ltr 02-09 to all licensees of operating power 
reactors re pest-TMl requirements 

EI8ENHUT, D 0 Division of Lleenslng 82/03/19 HAUSPURO.A 
Consolidated Edison Co of New fork CROUSE, R Toledo Edison Co 
QRIFFIN, J E Vsrmont Yankee Nuclear Power Corp 7pp 12513 128 
24X Fiche 30-000,82/03/19,8203190001 


6204150239 Notification of 820323 meeting w/utll b Uestinghoust in 
BethesdatHD to discuss ID steam generator repair program, 

U-bend cracking probltm evaluation b alternatives to assure 
tub* integrity 

UIOOINTQN, 0 Operating Reactors Branch 1 62/03/22 VAROA, 8 A 

Operating Reactors Branch 1 2pp 12707 233 24X 

Flclis 80-293,82/03/22,8204130239. 


8203290416 Forwards 30-day response to NRC 620218 request, “Zion 
Station - Units 1 b 2, Equipment Environ Qualification TKl 
Action Plan Hods. '* 

BUARTZ, E D Commonwealth Edison Co. 62/03/24 EISENHUT.D 0 
Division of Licensing 2pp 12921-237 24X Fiche. 90-293. 62/03/24. 

0203290418 


—8203290429 "Zion Station - Units i b 2, Equipment Environ Qualification 
Till Action Plan Mods " 

a Commonwealth Ed lean Co 62/03/22 lS9pp 12321 240 24X 

Fiche’ 30-29 8, 82/03/24, 8203290418 


—8204090431 "Thirty-Day Response^ Zion Station - Units 1 b 2 TMI Action 
Plan Equipment Environ Qualification - Qualiflcatton Test 
Rapts. " 

a Commonwealth Edison Co 82/03/24 190pp 12322’ 033 24X 

Fiche. 30-295, 82/03/24, 8203290418. 


6204220699 Notificetion of 820408 meeting w/utll in Bsthesde, HO to 
discuss proposed hydrogen addition tsst. 

O'CONNOR, P Operating Reactors Branch 5 82/03/24 CRUTCHFIELD, 0 

Operating Reactors Branch' 9 2pp 12B32'361, 24X 

Fiehs. 90-000, 82/03/24, 8204220699 


8204220048 Forwards, for commant, draft rapt from Sandla Natl Lab re 
probabilistic safety study U/o end. 

NOVAK, T H. Assistant Director for Operating Reactors 62/03/30 
KLOPP.Q Commonwealth Edison Co 2pp 12822 168. 24X 

Fiche 90-299,62/03/30,8204220048 


8204060196 Submits responttt to NUREO-0737 items rsqulrlng 620401 
submittals Itsms II 8 2, II B 3, il D 1, II F 1, II K 3 18, 

II D 3 bt II K 3 30 discussed 

eUARTZ.E D Commonwealth Edison Co 82/03/31 EI6ENHUT.0.Q 
Division of Liesnsing 7pp. 12537:261. 24X Fiche 30-000,82/03/31. 

8204060196 


8204290505 SUHHARV OF THE ZION/INDIAN POINT STUDY 

KURFIN, N B Sandla Laboratories FIN A-1019. NUREO/CR-1409 
82/03/31 Office of Nuclear Rigulatory Research, Director 70pp. 
Ave liable at NT IS 12893 280 24X Ficha 90-000,82/03/31,8204290309. 


8204070309 Requests approval of 820408 recovery program for steam 
generator iO dem.agad tube ends, per 820323 presentation. 

Current echedule end 

LENriNE,F 0 Commonwealth Edison Co. 82/04/01. E I8ENHUT, 0. 0. 
Division of Licensing. Spp 12978 390 24X Fiche. 30-299, 82/04/01. 

8204070909 


8204080379 Forwards response to NUREO-0737 items rsqulrlng 820401 
submittal 

SNARTZ.E D Commonusalth Edison Co 82/04/01. REEDiC NRC - No 
Dftallsd Affiliation Given ip. 12603279. 24X 

Fiche 30-000,82/04/01,8204080279. 


—8204080283 Provides response to NUREO-0737 Items II B 2, II B 3,11 D 1, 
II D 3, II. F 1 3, II F 1 3, II. K 3 18 4c II X 3.30 Commitment 
date for completion of post-accident lampling capability 
will be provided by 820416 

BWARTZ, E D Commonwealth Edison Co 82/03/31 EISENHUT.D 0 
D1 Vi Sian of LI cans ing Spp 12603 280, 24X Fiche- 30-000, 

82/04/01,0204080279 


8204140041 Requests approval of 820408 recovery program for steam 
generator ID damaged tube ends, per 820329 presentetion, 

Current schedule end Corrected copy 

LENTINE.F 0. Com/nonwee 1 th Ed icon Co BS/04/01. E1BENHUT,D 0. 
Division of Licensing 9pp 12666 084 24X Fiche. 90-299, 62/04/01. 

6204140041 


8204190346 Summary of 820329 meeting w/utll Ic Hesttnghouse in 
Bethesda.HO re steam generator recovery prograin, 

Vlewgrephs b documentation end 

WIQOINTON, D Operating Reactors Branch 1. 82/04/01 Operating 

Rsactors Branch 1. 9pp 12732:031 24X Fiche 90-299,82/04/01. 

8204190346 


— 8204190369 Prsliminary rspt "Zion Steam Oeneretor Impacted Tube Ends 
Recovery Evaluation." 

NIOOINTON, D Nestinghouee Electric Corp AEA-FRP£-i4S DRFT 
82/03/23 23pp 12732 093 , 24X FI che- 90-299, 82/04/01, 8204190346 


8204220234 Notifies that NRC will be conducting post-implemintation 
review of NUREO-0737 Item 11 B 3 poe t-aeel dent lempllng sys. 
Criteria to conduct review enc L. Reque i tc documentation be 
submitted within 90 days 

VAROA, 6 A Operating Reactors Branch 1 82/04/01. DELOEOROE, L 0 

Commonwealth Edison Co lOpp 12821 010. 24X Fiche: 90-299, 

82/04/01, 8204220234. 


8204090379 Informs of mods to original leak reduction, b control program 
submitted 800101. in reeponse to TMI Leeeons Learned Category 
A Item 2 1. 6. a Implementation of waete gas sys surveillanca 
program justifies deletion of pressure-decay test of sys 
LENTINE.F 0. Commonwealth Edison Co. 62/04/02. DENTON, H R. Office 
of Nuclear Reactor Regulation, Director 2pp 12627-061, 24X 

Fiche, 90-299, 82/04/02, 8204090379. 


8204300003 Reepondf to FOIA request for flvs eatsgorlts of documents 
rs Bspt 1979 rspt, "Recommendations of T11I-2 IE 
Investigation Team. " Approx 170 pages of natl bslng placsd 
in FDR. 

FELTON, J.H. Division of Rults and Rs cords, 82/04/02. WEI 88, E R. 
Union of Concerned Scientists Ip 12920:032 24X 

Fiehs, 90-000, 82/04/02, 8204300003, 


— 0204300130 Forwards Amends 17 b 14 to Licenses DPR-39 b DPR-48, 
resptctlvcly Becondary power operated relisf valvti should 
be contiderid safety-related b Included in Tech Specs, W/o 
end, 

HUNTER,D,R, Regions, Chicago, Office of the Director. 77/03/29, 
FIORELLIiO, Region 3. Chicago, Reactor Operations Nuclear Support 
Branch. Ip. 12920 079, 24X Fiche , 90-000, 82/04/02, 8204300003. 
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DOCKETED ITEMS 


--8S04300140 •v^liratlon tupparting Amende 17 & 14 to Licenses 

DPR-39 li DPR-49t respectlvelij 

• Of«ts« of Nuclear Reectar Reguletlona Director 7&/01/29 5pp 
12920 OaO 24X Flche 50-000.62/04/02,8204300003 


6204230206 Foruards training program outline of Uestingbouee course for 
mitigating core damage Implenentat 1 on of program will be 
discussed in response to Oenerlc Ltr B2“<15 

SMARTZ.E. D Commoittuea 1 th Edison Co 62/04/08 EISENHUTrD O 
Division of Licensing 36pp 12616 OOl 24X Fiche 30"298f 62/04/05. 
9204230206 


8204160613 Provides info requeited bg NRC re control rooiii KVAC 
redietlon monitors Mod will be made to effect isolation of 
control room KVAC upon receipt of safetg injection signal 
LENTINE.F 0 Communwialth Edison Co 62/04/06 DEHTON. H R Office 
of Nuclear Reactor Regulation. Dirac tor. 2pp 12700 033 24X 

FI Che 90-295.02/04/06.8204160613 


6204190216 Commits to reporting future failures to close of prlmsrg sgs 
presturltcr pressure operated relief valve 6 safetg valves 
via LER sgs & to document future failures or challenges to 
prlmerg sgs pressurlicr valves In annual rept 
eUARTZ. E 0 Cammonuealth Edison Co 62/04/12 EI8ENHUT. D O 
Division of Llcansing 2pp 12722- 072. 24X Fiehe 30-295.82/04/12. 

B204I90216 


6204220392 Application for amend to Licenses OPR-39 h DPR-4B changing 
wording of source inventorg sections of composlts llctnsse 
ebangss necessary to procure radioactive sources Class I (i 
II amsnd faes end 

LENTINE.F 0 Commonwealth Edison Co 62/04/13. DENTON- H R Office 
of Nuclear Reactor Regulation. Director 2pp 12B06 330 24X 

Fiche 50-293.62/04/13.8204220392 


— B204220396 Proposed changes to Tech Specs re source inventory sections 
of composite llcensst 

a Commonwealth Edison Co 92/04/13 I3pp 12806 332 24X 

FICbe: 30-298. 82/04/13. 6204220392 


8204230297 Application to emsnd Licenses DPR-39 ii DPR-48. changi np 
wording of source invsntorg sections of composite licenses 
to remove restrictions on isotops content, chemical form, 
physical form t. activity 

LENTZNE. F C Commonwealth Edison Co 82/04/13 DENTaNiN R Office 
of Nuclaar Reactor Regulation. Director ISpp 12617 269 84X 

Fiche 80-298. B2/04/13. 8204230297 


8204230311 Advises that installation of ATW3 mitigation sgi will 
provide lero reduction in already low levels of rist 
associated w/ATW8 events Any furthir consideration of AHSAC 
installation In advance of ATW3 resolution unjustifiable 
SWARTZ. E D Commonwealth Edison Co 62/04/13 OENTON.H R Office 
of Nuclear Reactor Regulation. Director 2pp 12816 130 24X 

Fiche 30-298. 62/04/13. 6204230311 


— 8204260321 Comments on utll probebi 1 1 Stic rlsh analysis In response to 
JH Orlfsmeyer 811221 request. AnalU* i* of conditional 
probahl 1 1 tl as of seismic induced failures for structures 
it components is very difficult to evaluate 
TRIFUMAC. M D Southern California. Onlv of 82/02/23 
ORIESMEVER. J. M ACRS - Advisory Committee on Reactor Safeguards 
3pp 12662 290 24X Fiche 50-293- 62/04/ 19. 82042604 16 


"8204260319 Comments on util probabilistic risk analysis in response to 
UM Orleimeyer 811218 request 

DAVIS. P fi- tntermounta in Technologies. Inc B2/01/I3 
DRrESKEVER. J H ACRS - Advisory Committee on Reactor Safeguards 
7pp 12662 293 24X Fiche 90-293.62/04/19.8204860416 


6204210295 Oenerlc Ltr S2-09 to all power reactor 1 icensees. app 1 icants 
for OLi NS88 vendore S reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qualification requirements end 
EIBENHUT.DO Division of Licensing 82/04/20 HAU3PUR0. A 
Consolidated Edison Co of Neu Vorh. MOOLEVER. E J Duquesne Light 
Cu VHRIO.R E riorlda Power t, Light Co 18pp 12862 337. 34X 

Fiche 80-000.82/04/20,9204210293 


Q Inspection reports. IE Bulletins t< correspondence 


8204210327 Forwards IE Hgt Appraisal Insp Rept 50-299/81-04 on BIOASTO- 
0901 l> 11-19 & executive summary 

MOSELEY. N C Director's Office. Office of Inspection and 
Enforcement 81/08/11 REED. C Commonwealth Ed 1 eon Co 9pp 
ISait 037 24X Fiche. 90-295.81/08/11. 8204210327 


--6204210339 IE Hgt Appraisal Insp Rept S0-29S/B1-04 on 010420-0301 6 1 1 • 
19 Areas d i sc ussed ' mg t controls over licensed activities 
HINCKLEY.D 0 , ANO. U P , BELANOER, J L Director's Office. Office 
of Inspection and Enforcement 01/07/27 29pp 12811 042 24X 

Fiche 50-299.81/08/11.8204210327 


8202040113 IE Info Notice 62-08. ''Chech Valve Failures on Diesel 
Oenerator Eng Ina Cooling 9ys " U/svc list 

e Director's Office. Office of Inspection and Enforcement 
82/03/26 4pp 12862 399 24X Fiche 90-000. B2/03/26. 8202040J 13 


8204160248 Forwards IE Insp Repts 30-299/82-07 $, 90-304/82-07 on 
020316-19 No noncompl iance noted 

ROY. 0 H Division of Engineering tt Technical Programs 82/03/31 

REED. C Commonwealth Edison Co 2pp 12696 277 24X 

Fiche- 90-299, 82/03/31. 8204160240 


—8204160250 IE Insp Repts 50-2V9/B2-07 h 90-304/82-07 on 820316-19 Nu 
nuncompl lance noted Major areas inspected operational 
radiation protactlon program during refueling outage 
HILLER. D E ■ OREOER. L R Region 3, Office of Director 82/03/30 
7pp 12696 £79 24X Fiche 90-299,82/03/31,0204160248 


8204190434 Brants approval to repair ID etaam generator tube end 
damegt Approval of final test t. evaluation phase of repair 
program will be provided separately conelstont w/repair 
schedule 

NOVAK. T M. Assistant Director for Operating Reactors 62/04/14 
DEL6E0RBE. L □ Comeionuea 1th Edison Co 4pp 12731 *022 24 X 

Flche-30-299, 62/04/14,8204190434 


J204230921 Forwards response to Generic Ltr 82-05 re implementation 
status of NVREO-0737. Including Items I A 3 1 ro simulator 
eiami, II. B 2 re plant shielding. II B 3 re post-accident 
sampling 4i It.B. 4 ro training for mitigating core damegt 
SWARTZ. E D Commonwealth Edison Co B2/04/1S EIBENHUT.D 4 
Division of Licensing. 23pp ISBIS 273 24X Fiche 30-000.83/04/15, 

8204230921 


8204260416 Forwards comments on facility probab 1 liat i c 
at provided to ACRS by conioltants 

NOVAK.T M Acslstant Director for Operating Reactors 
KLOPPiO Comnonwtal th Edison Co i9pp. 12862 292 
Fiche 90-299 , 82/04 / 1 9. 820 42604 1 6 


safety study 

82/04/19 

84X 


8204260421 Forwards comments on facility probabilistic risk analysts 
per 811221 request Usefulness of analysis Is open to 
question due to many assumptions & judgments made. 

PO«ROV,P,H Rondout Aiioclatae 82/01/29. ORIESMEVER, U M ACRS 
- Advisory Committee on Reactor Safeguards 4ee, 12&62 267 34 X 

Fiche 80-295,82/04/19.6204260416. 


—8204260425 Comments on util probabilistic rlek analysis re flammabl 
hydrogen ha card. Concurs w/mschanist 1 c treatment of hydrogen 
‘!! '’•enity containment atmosphere. 
zS™ .1' Al««oi 8cl0ntlflc l.ftl»Dr«tory. BQ/Ot/HQ 

~ Advisory Committee on Reactor Safeguards 6pp 
1 2862 27 1 . 24X Fiche 30-295. B2/04/ 1 9, B20 42604 16 ^ ^ 


0202040142 IE Info Notice 82-11, "Potential Inaccuracies In Wide Range 
Pressure Instruments Used in Mestlnghouse Designed Plants " 

Bve list end 

JORDAN.E L Division of Engineering b Quality Assurance 82/04/09 
63pp 12878,342 24X Fiche 80-000,02/04/09,6202040142 


8204270233 Forwards IE Insp Repts 30-293/82-04 t, 90-304/82-04 on 
620116-0331 No noncomp 1 lance noted. 

8PE6SARD. R L Dlvtsion Of Project !< Resident Programs 82/04/1? 
REED. C Commonwealth Edison Co 2pp 12893.002 24X 

Fiche 50-299,82/04/12,8204270233 


— 6204270238 IE Insp Repts 90-299/82-04 b 90-304/82-04 on 6201 16-0331 . No 
none ompl lance noted. Major areas inspected radioactive 
raleases.Un 1 t 1 primary to secondary leakage. loss of RHR 
cooling b loose parts in primary sys 

KOHLER. J E . WATERS. J.H , OULDEMQND.H Division of Project b 
Resident Programs 82/04/12 llpp 12893 004 24X 

Fiche. SO-29S, 02/04/12. S204270233 


8204300310 Forwards IE Insp Repts 80-295/02-03 b 90-304/82-08 on 
82D130. No noncompl iance noted 

PAPERIELLO. C J Division of Emergency Preparedness b Operational 
Support. 82/04/13. REED, C Commonwealth Edison Co. 2op 
12889 246 24X Fie ha; 80-299, 02/04/13. 8204300310 


'0204300318 IE Insp Repts SO-298/B2-09 b 80-304/82-05 on 620130. No 
none ompl lance noted Major areas inspected ’ testing of prompt 
public notl f Icatlon/warnlng sys, 

AXEL80N. W L . PATTERSON. J P Division of Emsrgency Preparedness b 
Operational Support. 82/04/12, 9pp. 12089 24B 24X 

Fiche! 90-295,82/04/13, 0204300310 


DOCKETED ITEMS 


14B 


BS04200317 Atk rtcvipk af 820303 ttr informing NRC of ft«p« talion to 
corrtct violation! notod in IE Intp Rapt! 90-279/81-28 ti 
50-304/81-26 

NDRELIUBiC E Divltion of Projact tt Raiidant Program! 82/04/16 
REEDi C Commonuaalth Edi!Dn Co Ip 12737 019 24IC 
FIcha 80-279,82/04/16,8204200317 


— 8204200329 Raaponda to NRC 820128 Itr ra violation! notad in IE Inap 
Rapt! 90-299/81-28 6 90-304/81-26 Corractiva action! atudg 
parformad to aaaaaa dgnamic performanca of tgplcal 
autagatems during earth<iualia 

DEI.OEaROE,L 0 Commonwealtli Edison Co 82/03/03 KEPPUERiOO 
Raglon 3, Office of Director 42pp 12737 016 24X 

Ficha 90-299,82/04/16,8204200317 


B20422007B Rasp and! to 620412 taleon ra 820427 anforcamant maatlng to 
dlscu!! result! of apacial radiation protection imp on 
020330-31 6 0407-08, proposed corrective action! fc 
anforcamant action! 

KEPPUER.J 0 Region 3, Office of Director 82/04/19 REED, C. 
Commonuealth Ediion Co Ip 12809 089 24X Ficha- 90-299, 82/04/19, 

8204220078 


8202040143 IE Info Notice 82-12, "Qurva 1 1 lane a of Hydraulic Snubbers. 
W/anci SVC list 

JORDANiE L Division of Engineering tt Duality Ataurance 82/04/21 
64pp 12873 001 84X Ficha- 90-000, 82/04/21, 8202040143 


8204300232 Confirms 820423 taUon y/1 sham, Lincoln tc Beals ri need for 
certain util photographs in conduct of hRC investigation. 

KEPPLER.J 0 Regions, Office of Director 82/04/27 REED, C 
Commonuealth Edison Co ip 12890.089 24X Ficha. 90-299, 82/04/27, 

8204300232 


R Periodic eparatlng raporta t< related correapondanea 


8204070281 Foruard! monthly operating rapt for Mar 1980 

NANDKE, N E Commonuaalth Editon Co 80/04/09 LOVELACE, W H 

Office of Hanagemant and Program Analysli Ip 12971,329 24X 

Ficha- 90-299, 80/04/09, 8204070281 


— 8204070289 Monthly operating rapt for Mar 1980 

COOK, J M Commonuaalth Edison Co 80/04/09 lOpp 18571-330 
24X Ficha 50-899,80/04/09,8804070281 


8204070243 Foruards monthly operating rapts for Jul 1980 

ORAESBER, K L Commonuaalth Edison Co 80/08/08 LOVELACE, W H 
Office of Managimant and Program Analyais Ip 12588 116 S4X 
Ficha 90-299. 80/08/08,8204070243 


— 8204070244 Monthly operating repta for Vul 1980. 

COOK, J, M Commonuealth Edison Co 80/08/08 llpp 129881117 
24X Ficha 90-299,80/08/08,8204070243 


0204070273 Foruardi monthly eparatlng rapts for Sept 1980 

ORAESSER.K L Commonuealth Edison Co. 80/10/07 LOVELACE, M H 
Office of Management and Program Analysis Ip. 12871.340 24X 
Ficha 90-899,80/10/07,8204070273 


— B204070279 Monthly operating rapti for Bept 1980, 

COOK, J M Commonutalth Editon Co 80/10/07, Itpp 12971-341 
24X Ficha. 90-299, 80/10/07,8204070273 


BS04160497 Foruards monthly operating rapt for Mar 1981 

0RAE8BER,K L Commonuealth Edison Co 81/04/09 Office of 
Management and Program Analyeli. Ip 12702:268 24X 

Ficha 90-299,81/04/09,8204160497. 


— 8204160499 Monthly operating rapt for Mar 1981. 

COOK, J. M Commonuealth Ed lion Co 81/04/09 llpp. 12708,269, 
84X Ficha 90-899,81/04/09,8204160497 


8204160480 Foruardi monthly operating rapt for Apr 1981, 

<3RAE8BER,K. L. Commonuealth Ed 1 eon Co 8t/09/0S Office of 
Management and Program Analysle. Ip, 18704:180 84X 

Flehe 90-299,81/09/00,8204160480. 


8204160929 Foruardi monthly operating rept for Juno 1981 

ORAESEERrK L Commonwealth Editon Co. 81/07/08 Office of 
Management and Program Analysle Ip 18704 216 24X 

Ficha: 90-299i 81/07/00, 8204160929 


—8204160929 Monthly operating rept for June 1981 

COOK, J M Commonwealth Edison Co 81/07/08 llpp 12704 217 
84X Flehe 90-299,81/07/08,8204160929 


8204160441 Forwards monthly operating rapt for Jul 19Bt 

ORAESSERiK. L Commonuealth Editon Co, 81/08/07 Office of 
Management and Program Analysis Ip. 12705 211 24X 

Flehe. 90-895. 81/08/07. 8204160441 


--6204160A47 Monthly operating rept for Jul 1981 

COOK, J M Commonwealth Edison Co 81/08/07 llpp 12709 212 
24X Flehe 50-299,81/08/07.8204160441 


8204160431 Foruardi monthly operating rept for Aug 1981. 

ORAESSER.K L Commonwealth Ediion Co 81/09/03 Office of 
Management and Program Analysis. Ip 12706 063 24X 

Flehe: 90-299, 81/09/03, 8204160431. 


— 820*160439 Monthly operating rept for Aug 1981 

COOK, J M Commonwealth Edison Co 81/09/03 llpp 12706 064 
84X Ficha 90-299,81/09/03,8204160431 


B204160094 Forwards monthly operating rept for Bept 1981 

ORAESSER.K L Commonwealth Edison Co 81/10/07 Office of 
Management and Program Analysis. Ip. 12699 236 24X 

Flchs 90-299,81/10/07,8204160094 


— 8804160098 Monthly operating rapt for Sept 1901 

COOK, J M Commonwealth Edison Co 81/10/07 llpp 12699.237. 
24X Flehe 90-299,81/10/07.8204160094 


8204160084 Foruard* monthly opsratlng rept for Qct 1981 

ORAESSER, K i. Commonwealth Edison Co 81/11/09 Office of 
Management and Program Analysla Ip- 12698:362 24X 

Ficha: 90-299, 81/11/09,0204160084 


— 8204160089 Monthly operating rept for Oct 1981 

COOK, J M Commonuealth Ed 1 eon Co 81/11/03 lOpp, 18699 001. 
24X Fichc 90-299.81/11/09,8204160084. 


8204160471 Foruarde monthly operating rapt for Nov 1981 

0RAE88ER, K. L Commonwea I Ih Edison Co 81/12/07 Office of 
Management and Program Analysis. Ip 12704 168 24X 

Flehe- 90-299. 81/18/07.8204160471 


— 820416047S Monthly operating rept for Nov 1901, 

COOK, J M Commonuealth E<fi*on Co. Bl/12/07 llpp 12704 167 
24X Flehe 90-299,81/12/07,8204160471 


8204090122 Foruarde “Annual Operating Rept, 1981 '* 

ORAESSER.K, L Commonwealth Edison Co. 82/03/31 DENTON, HR 
Office of Nuclear Reactor Regulation, Director tp 12918 219, 24X 

Flehe 90-299,82/03/31,8204090182 


— 8204050129 “Annual Operating Rept. 1781. " 

a Commonuaalth Edison Co 02/03/31. 17pp 12918.216 84X 

Flehe. 50-29 9, 82/03/31, 8204090122 


8204120339 Foruarde “Raduaete l< Environ Monitor ing, Annual Rept 1981" 
6 mas doses resulting from airborne releases Si liquid 
efflusnts, 1981, 

ORAEBSERiK L. Connonueat th Editon Co 82/04/01. KEPPLER.J 0. 
Region 3. afflet of Director Ip. 12641-237. 24X 

Flehe 90-295, 82/04/01,8204120339. 


—8204120347 Foruards max doses reeulting from airborne effluents S, 
liquid effluents, 1981 

FLESSNER.R. A. Commonwealth Edison Co 82/03/29 KEPPLER. J. 0. 
Region 3, Office of Director. ip. 12641.238 24X 

Ficha- 50-29 9,82/04/01, 8204120337 


— 8204160483 Monthly operating rapt for Apr 1981. 

COOK. J M, Commonwealth Edison Co, 81/09/08 llpp 
a4X Ficha 90-299,81/09/00,8204160480. 


18704- IBI 


— 8804180358 Max doses resulting from airborne rtlaases It liquid 
effluent*. 1981 

e Commonwealth Edison Co. 88/03/11 3pp. 18641.839 24X 

Flehe. 90-29 9, 82/04/01, 8204120339 


8204160486 Forwards monthly operating rapt for May 1981 

ORAESSER, K,L Commonwealth Edison Co 81/06/08, Office of 
Managamont and Program Analyele. tp, 18704:192 a4X 
Ficha- 80-899, 81/06/08,8804160406 


—8804120366 "Radwasta t< Environ Monitoring, Annual Rapt 1981," 
* Haiti ton Environmental Bclancas Corp. 82/03/31 164pp. 

12641:248. S4X Flehe 90-899,82/04/01.8204120339. 


— 8204160491 Monthly operating rpft for May *981 
COOK. J M, Commonwealth Edison Co, 01/06/08, 
S4X Flehe 90-299,81/06/00,8804160486 


llpp. 


18704- 193 
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6204130043 Forujird* r«vi*«il monthly opiraiinj rtpt for fsb I^aSi 
corrtetlnj dwratlon hour* for unit ihuttfouin In fopcod outagt 

ORAESSERiKL CoinmoniufaUh Edlion Co 0Z/O4/O5 Dirtctor ' 
Officor Otfict of Inip»ttion and Enforiaraant Ip 12655:229 
FUhf 30-295< 62/04/03. S204I30043 


S4X 


—62041204-70 Updatid UEB 02-003/031,-1 on 8201 19, re* idoa I hoot TOmoval 
pump 10 fuctlon valv* IMOO-RHeTOO B failed to oparata Cauaa 
not atatad Breaker eontractor* checked & current reading* 
taken uihU* valve 1MOV-RH87OO0B stroked 

PAWASOSr A Commonueal th Ed lean Co 82/04/02. Region 3» ff P 
of Director Ip 12658 346 24X Flche 30-893.62/04/02. 


— 8204130044 Reviied monthly operating rapt for Fob 1962. corrac ting 
duration houri for unit shutdown In forced outage rate 
COOK. JM Commonuealtli Edison Co, 82/04/03 2pp. 12*33 230 
y4X Flche 30-299,83/04/03.0204130043 


8204270514 Forward* updated UEH 8a-0l3/03X-l 

ORAESSER, K L commonueel th Edison Co 02/04/19 
Region 3. Office of Director Ip 12993 309 
Flche; 50-293. 02/04/19. 0204270514 


24 X 


KEPPLER. 


0 . 


8204130311 Forward* monthly operating ripls for Mar 1902 

ORAESSER • K L commonuialth Edi*on Co 82/04/07 Director » 

Office. Office of Inspettlon and Enfopcement £p. 126SB’001 24X 

Fi Che 50-293. 02/04/07. 020413031 1 


— 0204130319 Monthly operating repti for Mar 1992 

COOK. JM Commonwealth Edison Co 02/04/07, llpp 12*56 002 
24X Flche 90-293. 82/04/07.8204130311 


6204270322 Updated LER 02-O13/O3X-1 on 820305. loops D> C ti 0 roftctnr 

coolant flow transmitters lFT-444. lFT-4a6 li lFT-434 
found out of tolerance Ceused by lero shift Tranemltters 

CANTWELLiP F Commonwealth Edison Co 02/04/19 Refllon 3. 
Office of Director Ip 12053 310 24X Flche 30-293,82/04/19. 

6204270314 


5 Reportable occurrincet. LER* it related correspondence 


6204130109 Respond* to FOIA reituest thet OECD Incident Reporting 0ge 
repts be placed In PDR Documents listed in app available in 
PDR Other pertinent document* completely withheld Cref FOIA 
Efffflptian 4) 

FELTON. J M DlvKlon of Rule* and Record* 01/11/09, CONNOR. L 
Doc-Bearch Aiioclats* 3pp 12708 339 24X Flche 50-000, 61 /i 1/09. 

820419010? 


8204300362 Forwards LER 02-O14/13L-O 

ORAESSER.K L Commonwealth Edison Co 02/04/23 
Region 3, Office of Director tp 12006 165 24X 

Flche 30-299.82/04/23,0204300362 


KEPPLER. J 0. 


— 8204300403 LER a2-0t4/13L~0 on 020329, during first nuarter 1902. till, ft 
engineer received 4 901 rem whole body dose aiiulvalent 
Caused by engineer entering unsurveyed area of reactor 
cavltg Ineora thimbles in retracted position 

DST. F Commonwealth Edison Co 08/04/23 Ragion 3. Office of 
Director 7pp 12806 166 24X Flche 50-299, 82/04/23, 0204 3003f»2 


— 8204150219 Incident Reporting Svc Hept 28 2. re turbine dlec cracks in 
MaitinghO’Use fWRt 

a Organliatlon for Economic Cooperation t Development (Paris! 
Bt/03/13 2pp 12709,261 24X FI che 30-000, 01 / 1 1 /09, 6204 1 30109 


6204020336 Forwards LER 92-01 1/01 T-0 

ORAESSER.H.L Commonwealth Edison Co 02/03/25 KEPPLER, J 0, 
Region 3. Office of Director tp 12300 007 24X 

Flche 90-295, 82/03/25.8204020336 


— 820402093? LER B2-011/01T-0 on 020317, RHR suction prassura transmitter 
lPT-403 failed high <i suction valv* IHOU-RHeToy atarted to 
close Caused by piece of sheet metal accidentally dropped on 
Inverter 111 output breaker Breakar reclostri 
PANAOOS. A Cosifflonwealth Edison Co 82/03/29 KEPPLER, J 0 
Rtglon 3, Office of Director 2pp 12S00 OOB. 24X 
Flche 90-299,62/03/23.8204020936 


8204020391 PNO- 11 1-82-032 on 820329, ihi ft engineer exposed to 3,600 
nrems during planned entry Into reactor cavity beneath 
reactor vessel Region 3 radiation specialist ull] visit site 
Ic evaluati overexposure 

MILLER, D E . OREOER. L R Regions, Of flee of Dirac tor, 82/03/29 
Ip 12303 169 24X Flche 50-299,82/03/29, B204(}2039t 


04120360 Forwards LER 82-0ia/03L-0 

0RA£88ER,K L Commonwealth Editon Co, 02/04/03. KEPPLER, Jl 0. 
Region 3. Office of Director Ip 12641 213, 24X 

Flche 50-293,82/04/02,8204120360. 


DOCKET 50-296 BROWNS FERRV NUCLEAR POWER STATION, UNIT 3 


F Security, medical, emergency (i fire protection plant 


8204230300 Discusie* Inherent problem w/4-ulrc emergency notification 
sys telephone circuit To prevent lockup, util should ensure 
that second call Is not istabllihed within 20-t after 
original call 

srOMR, J P Division of Emergency preparedness t< Operational Support 
02/O1/S9 UHRIO.R E Florida Power |< Light Co 4pp 12016:132. 
24X Fich* 30-000,02/01/29,0204830308 


6204230420 Responds to questions re nature of response during 
emergency, NRC role during emergency & need to effectively 
interface w/llcensei organliatlon at technical support ctr t, 
emergency operations feciilty during response to emergency 
STOHR. J P Division of Emergency Preparedness 6 Operational Support 
02/01/29 UHRIO, R E, Florida Power 6 Light Co 7pp 12S19-&64. 
24X Flche 90-000,82/01/29,0204830420 


6204230472 Olicuiiei schedule of info to be submitted by utila in 
advance of emergency preperedness exerciee. Appropriate state 
& local agencies should be informed well In advance of 
exerclst* to facilitate participation 

STOHRiJ, P Division of Emergency Preparednes# 6 Oparetlanal Bupport. 

82/01/29 UHRia.R E Florida Power ti Light Co 4pp 12814 294 
24X Flche 30-000,02/01/29,0204230472. 


'8804120370 LER 82-013/03L-0‘ on 080309, loop C It loop 0 reactor coolant 
flow tranieil ttar s lFT-426 ti lFT-434 found out-af— to 1 erance 
during refueling callbr Caused by itro shift Both 
trensmltteri reeallbr 

CANTWELL, P. F. Commonwealth Edison Co 08/04/02 Region 3. 
Office of Director Ip. 18641.814 84X Flche. 90-293, B2/04/02, 

6204120360. 


1204120396 Forward* LER 08-012/031-0 
DAAE88ER,K L Commonutalth Edison Co 88/04/02. KEPPLER, J 9 
Region 3, Office of Director Ip 18640 831 24X 

Flche: 90-893, 62/04/02,8204180396 


0204230200 Confirm* 880302 arrangement* for 020309 meeting w/util in 
Atlanta.OA to discuss Inadequate compliance w/regulatory 
requiraments rt plant security 

S'BEILLV.O P Region 2, Office of Director. 02/03/04 PARRJS.KD. 
Tannaisao Valley Authority 2pp. 12017 206 24X 

Fiche 30-299,82/03/04,0204230800 


0204130001 Informs that 011822 submittal re interim compensatur y 
action* In Ilau of final Implementation of meaeura* 
committed to in facility sacurity plan 1* acceptable 
VA08ALLO, D B Oparatlng Reactors Branch 2 82/03/12. PAR18M.H 0 

Tennasiea Val ley Authority Spp. 12699383 84X 

Ficha:90-2S9, 02/03/12,8204130001 


—8204180417 LER B2-018/03L-0. on 820305, during refueling callbr, ID steam 
generator level trenimlttir ILT-338 found out of tolerance 
high by max of 2. BX Caused by laro shift on tranimittar 
H-T-53S1F/P 130 24931, 

CANTWELL, P Comeionwsalth Edison Cp 88/04/02. Region 3. Office 
of Director Ip 18640 232 84X Fiche: 30-893, 82/04/02, 

8204180396 


0204160624 Advises that App R analysis will be submitted by 620601. 
Final raspontis to Prof Lots Control, Inc IPLC] audit will ba 
submitted by 080621. 

H19ENEUR0, M. R, Tennsstse Vail ay Authority 02/03/31. O'REILLV.J.P 
Region 2, Office of Director, Ip. 12700.093, 24X 

Flche- 50-239, 82/03/31,0204160684. 


B80418048S Ferwardi updated LER B8-003/03L-1, 

ORAESBER, K. L. CoHMonwealth Edison Co. 08/04/08. KEPPLER, 
Region 3, Office of Director, Ip, 12698:349 84X 

FI che; 90-293. 82/04/03, 8204120423. 




0 


B2041Z0330 Forwards rtvislon to physical sscurlty plan Revision 
withhald <TSf 10CFR73 21 J 

MILLS, L.fl. Tsnnsasse Valley Authority 08/04/01 NOVAK, T H. 
Assistant Director for Operating Rsactori, 2pp, 12640;, 348 S4X 

Ficha- 50-239, 82/04/01,8204120330. 
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8S04120179 Advises that addl Info re detailed design of emergency 
response facilities mill be provided uhan NRC has Issued 
final guidance requirements Schedule for implementation 
transmitted B10602 

HILLS, t H Tennessee 1/alley Authority 82/04/06 VASSALLO. 0 
Operating Reactors Branch 2 ip 126S6 31? 24X 

Fiche 90-29?. 82/04/06.8204120179 


8204230258 Summarizes discussions y/NRC re requirements of 10CFR73 h 
security storage containers Steel filing cabinet u/steel 
locking bar & three-position. changeable comb inatlon. OSA- 
approved padlock In controlled access area adequate 
HILLS. L H Tennessee Valley Authority 82/04/19 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 12818 047 24X 

Fiche 50-000.02/04/19.8204230858 


8204270327 Requests addl extension until 820630 to complete analysis 
of fire protection for safe shutdoun capability 
HILLS. L H Tennessee Valley Authority 82/04/23 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 12852 165 24X 

Fiche 90-259.82/04/22.8204270327 


8204290429 Releases public version of revised radiological emergency 
plan Implementing procedures 

FELTON. J M Division of Rules and Records 82/04/22 Document 
Management Branch Ip 12903 009 24X Fiche 50-000.02/04/38. 

820429042? 


“8204290438 Forwards public version of revised radiological emergency 
plan implementing procedures. Inc lud Ing procedures for 
central emergency control ctr. Muscle Shoals emergency 
control ctr t< Knoxville emergency control ctr 
HILLS.L M Tennessee Valley Authority 82/04/02 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 1290'3 010 
24X Fiche 50-000.88/04/82,8204290429 


--8204290455 Public version of revised radiological emergency plan 
Implementing procedures . including procedures for central 
emergency control ctr.Muscla Shoals emergency control ctr (i 
Knoxville emergency control ctr 

« Tennessee Valley Authority 82/04/02 BOOpp 12903 012 PAX 
Fiche 50-000, 88/04/22, 0204290429 


0 Adjudicatory correspondence 


B204260230 Brief opposing petition to intervenes Oencral allegations of 
interest do not meet standing test Petitioners should not be 
allowed to reply on geographic proximity where issue is low 
level radwaste storage Certificate of 8vc end 

SANOER.H 8 . NALLACE, L E . BUROER.J F Tennessee Valley Authority 
82/04/13 Spp, 12038 120 24X Fiche- 50-259, 82/04/13, 0204260230 


6204210146 Order listing two Issues to be reviewed, Effectivenes s 
of ASLAD decision stayed until Commission decision 
announced Addl comments of Commissioners Ahearne (> Roberts L 
separate views of Commissioner Oitinsky end 

CHILK. 8 J Office of the Secretary of the Commission 82/04/16 
6pp. 12804 008 24X Fiche 50-259,82/04/16.8204210146 


8204210514 Order vacating schedules established in 820406 prehearing 
conference order Commission 820416 order granted petitions 
for review of << stayed effectiveness of AUAB-664 
FRVE. J H Atomic Safety and Licensing Board Panel 82/04/19 Ip 
12802.202 24X Fiche 50-259,82/04/19.8204210514 


P Qparating license stage documents L correspondence 


B204230S41 Requests to be notified if NRC understanding ra util actions 
to be taken to correct MSIV leakage is incorrect 
LEUI6.R C Division of Resident ti Reactor Project Inspection 
82/01/21 PARRIS, H 0 Tennessee Valley Authority ip 12814 286 
24X Fiche 50-259.82/01/21,8204230541 


8204230295 Forwards summary of 820202 meeting re MSIV leak rate 
problem 

LEWIS.R C Division of Project U Resident Programt 82/02/12 
8ARB18.H 0 Tennessee Valley Authority 4pp 12816 191 24X 

Fiche- 50-259, 82/02/12, 0204230295 


8203190001 Oeneric Ltr 82-05 to all licensees of operating power 
reactors re post-TMl requirements. 

EISENHUT, D 0 Division of Licensing, 82/03/19, HAUSPURO.A. 
Coneelidated Edison Co of Now York 7pp, 12513 138 24X 

Flcht. 50-000, 82/03/19, 8203190001 


8204270062 Forwards request for addl info re response to TMI Action 
Ibeims II F 1 4. containment pressure monitor, II F 1,5 
conbainment water level monitor l< M F, 1.6, containment 
hydrogen monitor 

VASSALLO, D 8. Operating Reactors Branch 2 82/03/22 PARRIS. H O 

Tennessee Valley Authority 3pp 12873 213 24X 

Fiche: 50-259, 82/03/22, 8204270062. 


62041304BS Requests author 1 1 atton to obtain design data from OE for uec 
in establishing ref plant data base for BWR/4 plants List of 
requirements end 

VASSALLO.D B Operating Reactors Branch 2 82/03/33 PARRIS.H 0 

Tennessee Valley Authority 27pp 12661 160 24X 

Fiche 30-259, 02/03/23, 0204130485 


8204150003 Forwards Amend 51 to License DPA-6B. safety evaluation b 
notice of Issuance h availability Amend changes Tech Spec 
to Incorporate Itmitlng conditions for operation during Sth 
eye le 

CLARK. R J. Operating Reactors Branch 2 82/03/29, PARHIS.H 0 

Tennessee Valley Authority 2pp 12710 110 34X 

Fiche 50-296,82/03/29,8204150003 


— 8204150004 Amend 51 to License 0PR-6B, chang ing Tech Spec to incorporate 
limiting conditions for operation during 5th cycle (t 
reflecting changes resulting from design equipment t, 
procedural mods made during refueling 

VASSALLO.D B Operating Reactors Branch 2 B3/03/2? 52pp 

12710 120 24X Fiche 50- 296. 82/03/ 29.820 4150003 


--B20415000S Safety evaluation supporting Amend 51 to License DPR-6a 
« Office of Nuclear Reactor Regulation. Director 82/03/29 
16pp 12710 172 24X Fiche 50-296.82/03/29.8204150003 


--8204150007 Notice of issuance ti availability of Amend 91 to License 
0PR-6a 

VA8SALU0. D B Operating Reactors Branch 2 82/03/29 2pp, 

12710 188 24X Fiche 50-296.02/03/29,8204150003 


8204270572 Forwards Amend 52 to License DPR-6ai safety evaluation b 
notice of issuance U availability Amend reflects mods to 
electrical distribution sys 

CLARK, R J Operating Reactors Branch 2 82/03/2? PARRIS.H 0 

Tennessee Valley Authority Ip 12B73 160 24X 

Fiche 50-296,02/03/29.0204270972 


—8204270578 Amend 52 to License DPR-6B, ref le c ting mods to electrical 
distribution sys 

VASSALLO.D B Operating Reactors Branch 2 02/03/29 20p p 

12873 162 24X Fiche 90-296. 82/03/ 29, B30 4270572 


--S204270584 Safety evaluation supporting Amend 52 to License DPR-6a 
e Office of Nuclear Reactor Regulation, Director 83/03/29 6pp 
12073 102 24X Fiche 50-296,82/03/29.8204270972 


— 8204270535 Notice of issuance b avallbllity of Amend 52 to License 
DPR -68 

VASSALLO.D D Operating Reactors Branch 2 02/03/29 2pp 

12073 203 24X Fiche 50-296, 82/03/2?, 320 4270572 


8204060142 Oeneric Ltr 32-03 to all operating QWRs re high hurnup 
MAPLHOR limits Based on listed c ons i derations. plant-spec i fie 
ref to OE position acceptable Oversize list of recipients 
end Aperture cards available In PDR 

EISENHVT, 0 0 Division of Licensing 82/03/31 DELOEOROE.L 
Commonwealth Edison Co. CUCWA, L T , HANRV, M Georgia Power Cd 
2pp 1265207? 24X Fiche 50-000.82/03/31,8204060142 


8204190206 Discusses review of 801223 response to THI Action Plan 
Item II K 3 3, "Reporting Relief Valve b Safety Valve 
Failures b Challenges " Due to commitment to meet 
reporting requirements. action 1 tern resolved 

VASSALLD, 0 B Operating Reactors Branch 2 82/03/31 PARRIB.H 0 

Tennessee Valley Authority 2pp 12731 28? 24X 

Fiche- 50-259, 82/03/31. B204t?O2O6 


3204120089 Forwards Amend 82,79 4c S3 to Licenses DPR-33, DPR-S2 b 
DPR-6B. resp sc tively , safety evaluation b notice of issuance 
b availability Amends change Tech Specs to clarify 
definition of secondary containment integrity 

CLARK. R J. Operating Reactors Branch 2. 32/04/01 PARRIS.H 0. 

Tennessee Valley Authority 2pp 126S9 001 24X 

Fiche 50-259,82/04/01.8204120039 


--8204120092 Amends 32.7? b S3 to Licenses DPR-33, DPR-92 b DPR- 60, 
respec tivel y. chang ing Tech Epees to clarify definition of 
secondary containment integrity, 

VASSALLO.D B Operating Reactors Branch 2 82/04/01 ISpp. 

1265? 003 24X Fiche 50-289,82/04/01,0204120009. 


— 0204120097 Safety evaluation supporting Amends 82,79 b. 53 to Licenses 
DPR-33, DP R-52 b DPR-6B, resp ec 1 1 vely 

* Office of Nuclear Reactor Regulation, Director. 82/04/01. 4pp 
12659.021 24X FI Che; 50-259, 82/04/01, 8204120089. 


— 0204120100 Notice of issuance b availability of Amends 82.7? b S3 to 
Licenses DPR-33, OPR -52 b DPR-68, res pect 1 vely. 

VASSALLO, D B Operating Reactors Branch 2 02/04/01. 2pp. 

12689 025 24X Ft Che: 50-289, 32/04 /01, 8204 120039, 
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S304I7023B Rcquast-i add! Info re r#»pot>»« to NUBE0-07a7 It«iM IASI 
& II B 4i upgradod tenioT rpactor operator b raactor opsrator 
training t> training for mitigating cor« damage Raiponss 
rtpicted ulthin 30 days 

VAS8ALLO. OB Oparatlng Reactors firancb 2 BZ/OA/O? PARRIS, HO 
TsnnesseB Valley Authority Opp 12731 209. 24X 

Flcne 90-299.82/04/02.8204190338 


G204I20390 Advises that repts referenced in electrical equipment 
environ qualification rept have been provided to Frantlln 
Research Ctr, In response to NRC 820201 request Several repts 
re components deleted from list not provided 

HILLS. L H Tennessee Valley Authority B2/04y01> VASSALLO. 0 D 
Operating Reactors Branch 2 Ip 12643 114 S4X 
Flche 90-2S9, 82/04/06. 0204120390 


820409039? Foruards add! info re equipment qualification, In response to 
NRC 8201 2S request 

UI6ENBUR0. H R Tennessee Valley Authority 02/04/07 ADENSAH, E 
Licensing Branch 4 3pp 12630 011 24X Fiche 50^327, 82/0'4/O7, 
©20409039 ? 


0204230294 Forwards euppl to 810313 response to IE Bulletin Ql-ul • 
snubber insp results Addl rept for Unit 2 will be submitted 
after Insps Unit 3 insp results end Unit 1 results provided 
by BI0723 ttr 

HILLS, L M Tennessee Valley Authority 92/02/10 O'flEILUV. J / 
Region 2. Office of Director 2pp 12816 195 241 

Fiche 30-239.92/02/10,8304230294 


8204010391 Faruards IE Insp Repts 50-259/02-07,50-260/02-07 i. 
50-296/02-07 on 020126-0229 No noncompliance noted 
CANTRELL, F 3 Division of Project b Resident Programs 02/C 3/ 
PARRIS. H 0 Tennessee Valley Authority 3pp 12476 C2T 24s 
Fiche 30-25?- 82/03/12. 3204010381 


—8204010385 IE Insp Repts 50-259/62-07,50-260/82-07 b 50':?i/82 C' , 
820126-0225 Mo noncompl lance noted Hajor arras inspected 
opvra t iona 1 fafvtijf s tirve illanca testin^f <nal nfcfpravLOUt i^tp 
f qI louup<» TH J action items reactor tripa 

BULLrvAN-R F • CHASE. J W . PAULK- 0 L Division of Proj.ct Ic 
Resident Programs 82/03/12 14pp 12476 02? 24X 

Fiche 50-299,82/03/12.8204010381 


— 62040904S9 "Qua 1 1 f 1 cation Test Rept on Eight Cable Splice Assemblies 
to be Used at Brouns Ferry Unit 3." Vol 1 of 1 

* HyU Laboratories 43854-3 VOl 70/04/12 176pp 12631 186 

24 X Fiche 50-327,82/04/07.020409039? 


8204 190282 Advises that info re NUREO-0612. "Control of Heavy Loads at 
Nuclear Pouvr Plants." will be submitted for Section 2 1 by 
820520 ie Sections 2 2,2 3 b 2 4 »y 820715, per 801222 
request 

HILLS.L H Tennessee Valley Authority 82/04/12 VA5SALL0, D 0. 
Operating Reactors Branch 2 Ip 12722 185 24X 

Fiche 50-259. 82/04/12.8204190282 


8204210076 Confirms 820104 b 0413 discussions re testing of supply b 
path which demonstrate lowest voltages in analyses Test 
will be performed during upcoming Unit 2 Cycle 4 outage 
HILLS.L M Tennessee Valley Authority S2/04/13 VASSALLO. 0 B 
Opiratlng Reactors Branch 2 Ep 12803 305 24X 

Fiche 50-25?, 82/04/13, 8204210076 


8204200344 Responds to Osnerlc Ltr 82-09 riquesting addi schsdular Info 
re HVRE0-D737 items Enel list confirms previous reeponses 
Util 811028 b 1103 requests for scheduler deferral 
reaffirmed 

HILLS.L N Tennessee Valley Authority. 92/04/14 OENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 12736 3D4 
24X Fiche. 50-259, B2/04/14, 0204200344 


8204160152 Oeneric Ltr 62-07 to all BUR plant licensees b applicants re 
transmittal of NURE0-D909 relative to Olnna tube rupture 
H/o end hRJREO List of NRC reclplsnts snet 

EISENHUr, D 0 Division of Licensing 82/04/13 Commonuea 1th 
Edison Co 7pp 12787 196 24X Fiche 50-000,82/04/15.8204160192 


8204210295 Generic Ltr 82-0? to all power reactor 1 Icenseesropp llcante 
for OL, NSSS vendors & reactor vendors re environ 
qualification of saf sty-related electrical equipment 
NRC position re qua 1 if ica tton requirtments end 
ElSENHUTrO 0 Division of Licensing 82/04/20 HAUSPURO.A. 
Consolidated Edison Co of Ntw Yorl IBpp 12862 337 24X 

Fiche: 50-000. 82/04/20, 8204210299 


8204140464 Act receipt of 820303 ltr informing NRC of steps tan en 
correct violations noted in IE Insp Repts 50-2S9/BI-37. 
50-260/81-37 & 30-296/81-37 

LEUIS.R C Division of Project b Resident Programs G2/01/IU 
PARRIB,H O Tennessee Valley Authority Ip 12666 227 241 

Fiche 50-259, 82/ 03/ 1 8, 8204 140464 


— B2D4i40472 Responds to NRC 820121 ltr re violations noted in IE Ir sp 
Repts 50-259 81-37,50-260/81-37 b 50-296/81-37 Corrective 
actions 01-77 revised to Include all mods performed b 
valve checklist run on radwaste sye 

HILLS.L M Tennessee Valley Authority 82/03/03 ORElLLV, JP 
Region 2. Office of Director 6pp 12666 220 24X 

Fiche 50-299.82/03/18.8204140464 


—8204140478 Forwards IE Insp Repts 30-259/81-37.50-260/01-37 b 
50-296/01-37 on 011126-1223 b notice of violation 
LEUIS.R C Division of Resident b Reactor Project Inspection 
82/01/21 PARRIS. H O Tennessee Valley Authority 2pp 
12666 234 24X Fiche 30-259.82/03/10,8204140464 


—8204140488 Notice of violation from. Insp on 011126-1225 

» Region 2. Atlanta. Office of the Director (81/03/011 B2/01/»‘l 

Ip 12666 236 24X Flchf 50-259.82/03/18.8204140464 


—8204140302 IE Insp Repts 90-239/81-37,30-260/01-37 b 50-296/01-3/ 
en 811126-1225 Noncamp 1 lance noted failure to incorporate 
mod Into operating Icistructlon 01—77 b failure to provide 
accurate procedure for containment atmosphere dilution 
SULLIVAN. R F . CHASE, J M . PAULK. O L Division of Resident b 
Reactor Project Inspection 82/01/18 9pp 12666 237 24X 

F 1 c h e - 50-2 5 9, 82/03 / 1 a. 8 204 1 40464 


8204230464 Suppls 790213 response to IE Bulletin 78-01 re flaimiable 
contact arm retainers In OE CR120A relays Addl research 
performed to determine location of relays possibly 
overlooked Drawings reviewed b addl relays Identified 
HILLS.L M Tennessee Valley Authority. 62/03/24 O'REILLY. U P 
Region 2. Office of Director. Ip I28I4 336 24X 

Fiche 30-299. 82/03/24 . 320 42304 64 


O Inspection -reports. IE Bulletins & c orrssp ondenc e 


6204230514 Forwards rosponse to IE Bulletin 80—13 re Insp of core spray 
spargers Resolution of earners syi used for vlsuel insp 
demonstrated by underwater viewing of metallurgical sample 
No abnormalities found 

HILLS.L H Tennessee Valley Authority 82/01/04 O'RREILLY, J. P. 
Region 2. Atlanta, Office of the Director 181/03/01} 2pp 
12814 360 24K Fiche . 30-259, 82/01 /04. 0204230314 


8204230326 Forwards responss to IE Bulletin 80-07 re Insp of jet pump 
structures Resolution of camsre sys used for visual Insp 
demonstrated by underwater viewing of metallurgical sample 
No abnormal i 1 1 es found 

HILLS, L M Tennessee Valley Authority S2/0'l/04. O'REILLY.JP 
Region 2, Atlanta, Off ica of the Director (81/03/01), 2pp 
12813 360. 24X Fiche 50-259,82/01/04,8204230526. 


8204330238 Requests relief from tasting requlrsments of IE Bulletin 
80-17, Suppl 3, "Failure of 76 of 169 Control Rods to Insert 
During ScroA at OUR." Completed nods preclude necessity 
of tests 

HILLS, L H, Tennasiaa Valley Authority S2/02/10 O'REILLY, U P, 
Region 2. Office of Director Ip 12817 393 24X 

Fiche* 30-299, 82/02/10.8204230238 


B30401D155 Act receipt of revised response to 820311 ltr informing NH. 
of steps taken to correct violations noted In IE Insp Rests 
50-239/81-19, 50-260/01-19 b 50-296/81-19 

CANTRELL. F B Division of Project & Resident Programs 82/03/25 
PARRIS. H 0 Tennessee Valley Authority ip 12478 039 24X 

Fiche: 30-259. 82/03/25, e2(}40101 93 


— 8204010136 Forwards revised response to 811106 ltr forwarding IE 
Insp Repts 50-239/81-19.30-260/01-19 b 50-296/81-19 
Corrective actions protective action guides will be 
Incorporated into HSECC IP-10 

HILLS, L H Tennessee Valley Authority 82/03/11 O'flEILLV.iJ P 
Rogien 2, Office of Director. 2pp 12478 040 24X 

Fiche 50-239,62/03/25,8204010133. 


8204140372 Forwards IE Info Notlcs 82-06, "Check Valve Failures en 
Diesel Generator Engine Cooling Sys " No action or response 
requeetsd 

O'REILLY, J P Region 2, Of flee of Director. 82/03/26 VHRIO.R E 
Florida Power & Light Co 4pp 12670 311 24X 

Fiche 30-000, 82/03/26, 8204140372 


8204140411 Act receipt of 820319 ltr Informing NRC of stepe tehen t» 
correct violation noted In IE Insp Repts 30-299/82-01, 

90-260/82-01 b S0-296/B2-O1. 

LEUIS.R C Division of Project b Resident Progrent. 82/03/26 
PARRIS, H.G Tennessee Valley Authority ip 12670 334 24 r 

Fiche: 30-239. 02/03/26,6204140411 
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— 8S0414D4t6 Respond* to NRC BS0222 Itr re violation* noted In Ifc liiBp 
Rapt* 30-2S9/82-01( 30-260/82-01 & 90-296/82-01 Corrective 
actions instrument isolation valva checked & proper valve 
aliunment vertflod 

MILL8.L M Tennessee Vallsg Authority 02/03/19 O'HElLUY. J P 
Res ion 2| Office of Director 3pp 12670 339 24X 

Fiche 50-259.82/03/26,0204140411 


— B204140420 Foruards IE Insp Repts 50-299/02-01,90-260/82-01 fc 
30—296/02—01 on 620106—00 8. notice of violation 
LEMIS.R C Division of Project & Resident Programs 02/02/22 
PARRIS.M 0 Tennessee Valley Authority 2pp 12670 330 24X 

Fiche 50-299.02/03/26,8204140411 


— 8204140429 IE Insp Repts 50-299/62-01,30-260/82-01 (< 50-296/02-01 
on 820106-08 Noncompliance noted failure to have tuo 
operable channels per trip sys for PB-64-90 
aULUVAN, R F , CHASE, J H . PAULK. A K Division of Project 6 
Resident Programs 02/02/19 4pp 12670 341 24X 

Fiche 30-259,82/03/26,8204140411 


8204140435 Forwards IE Info Notice 02-10, "Folloulng Op Symptomatic 
Repairs to Assure Resolution of Problem ” 

O'REILLV.J P Region 2. Office of Director 02/03/31 UHRIO. R E 
Florida Power & Light Co 4pp 12670- 009 24X 

Fiche 90-000. 02/03/3 1 , 8204 1 4043 9 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies In Wide Range 
Pressure Instruments Used in Westinghoute Designed Plants " 

Svc list end 

JORDAN, E L Division of Engineering I, Ouallty Assurance 82/04/09 
63pp 12870 342 24X Fiche 90-000.82/04/09.8202040142 


8204230382 Submits final response to IE Bulletin 80-29, "Operating 
Problems W/Target Rock Safety-Rallef Valves at BWRs" Unit 3 
Valve SN 1018 tested successfully during Cycle 4 refueling 
outage 

MILLS,!. N Teonessea Valley Authority 82/04/09 O'REILLY. J P 
Region 2, Office of Director Ip 12816 276 24X 

Fiche. 50-299, 82/04/09, 8204230302 


6204190254 Submits addl info re 810702 Itr le/proposed program re 
implementation of NUREO-0313 Implementation of alternate 
insp program eipectcd during upcoming Unit 2 Cycle 4 outage 
MILLS.L M Tennessee Valley Authority 82/04/i2 DENTON.H R 
Office of Nuclear Reactor Regulation, Dlroetor. ip 12721 274 24X 

Fiche 90-299,82/04/12.8204190294 


8204140401 Forwards IE Bulletin 82— Oi. "Alteration of Radiographs of 
Melds in Piping Bubassemblles " 

O'REILLV.J P Region 2, Office of Director. 82/04/13 UHRIO.fl.E 
Florida Power & Light Co 9pp. 12670 338 24X 

Fiche- 30-000. 82/04/13, 8204140401 


8204140442 Forward* IE Info Notice 82-09, "Cracking In Piping of 
Makeup Coolant Lines at B&W Plants," to be reviewed for 
possible applicability 

O'REILLV.J P Region 2, Office Of Director. 82/04/13 UHRIO, R.F 
Florida Power «< Light Co 4pp 12666 231 24X 

Fiche 90-000, 82/04/13, 8204140442 


8204200409 Forwards revised responses to IE Bulletin 79-08 t< NOHEO-0737 
Item I C 6, clarifying policy re critical safety sys 6 
comp-onent status control 

KILLS, L K Tennessee Valley Authority 82/04/13 DENTON.H R 
Office of Nuclear Reactor Regulation, Director, 6pp 12743 226 
24X Fiche 30-259,82/04/13,8204200409 


B20419022B Forwards addl info re requests for relief from inserviee 
Insp program for fad 1 1 tl es. In response to NRC 820224 Itr 
Tuo ovtrslic drawings enc 1 Aperture cards ara available in 
PDR 

KILLS, L M Tennessee Valley Authority 82/04/14 VAS8ALL0. D, B 
Operating Reactors Branch 2. 27pp 12729* tl2 24X 
Fiche: 30-259, 82/04/14, 8204190220 


8204230489 Ac k receipt of 820406 Itr informing NRC of step* taken to 
correct violations noted in IE Insp Repts 50-299/82-04 It 
90-296/82-04 

LCN9, F. -J Division of Project It Resident Program* 62/04/15 
PARRIB.K 0 Tennessee Valley Authority - Ip 12814,293 24X 

Fiche. 30-299, 02/04/19, 0204230489. 


— 8204230499 Respond* to V." ■’J.'S?? ir le ■ le.’ i IE Insp 

Repts 90-299/82-04 «. .-L,, - a .'1 t-i-e-l ve e ( i i .-si 

form in QA instruct i * leviie '•«. 1111.1 -e ter-if 'eti in 
level, 

MILLS, LM Tennessee Veliev Authority, 82/04/06' O'REILLY, JP 
Region 2, Office of Director 3pp. 12014,234 24X 

Fiche: 30 - 239 , 82/04/13, 8204230409. ' 


— 8204230902 Forwards IE Insp Rspt* 90-259/82-04,50-260/82-04 & 
90-296/82-04 on 820126-29 & notice of violation 

CANTRELL. F S Division of Project & Restdent Programs 82/02/S3 
PARRIB.H O Tennessee Valley Authority 2pp 12814 297 24X 

Fiche 50-239,82/04/13,0204230489 


'"820423050B Notice of violation from insp on 820126-29 

« Region 2, Office of Director 82/02/23 Ip 12814 299 24X 

Fiche 90-239,82/04/15,0204230489 


— 8204230911 IE Insp Repts 30-259^62-04.30-260/82-04 h 50-296/82-04 on 
820126-29 Nonconp 1 lane e noted failure to follow welding 
C( nondestructive oiam procedures 

KLEINBQROE, M P > HERDT. A R Division Of Engineering b Technical 
Programs 82/02/19 7pp 12814 260 24X FI che 30-259. 82/04/15, 

8204230489 


8204230356 Act receipt of 620229 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-239/01-34. 
30-260/81-34 & 90-296/81-34 

□ 'REILLY, JP Region 2, Office of Director 82/04/20 PARRIB.H 0 
Tennessee Vallay Authority 2pp 12813 280 24X 

Fiche. 30-239, 82/04/20,8204230336 


— 8204230360 Responds to NRC 820126 Itr requesting supplemental response 
to Violation B noted in IE Imp Repts 90-259/01-34. 

30-260/81-34 b 90-296/81-34 Response withheld 
iref I0CFR73 21 1 

MILLS, L M Tennessee Valley Authority 82/02/29 O'REILLV.J P 
Region 2, Office of Director Ip 12813 282 24X 

Fiche 90-2 9 9, 82/04 /20. 820423039 6 


8202040143 IE Info Notice 62-12. "Surveillance of Hydraulic Snubbers “ 
M/encl SVC list 

JORDAN, E L Division of Engineering b Quality Assurance 82/04/21 
64pp 12873 001 34X Fiche 50-000,82/04/21,8202040143 


R Periodic operating reports b related c oft e spend once 


8204150319 Forwards monthly operating repts for Fab 1982 

JONES, 0 T TennossBB Valley Authority 82/03/10 Office of 
Management and Program Analysis Ip 12601 249, 24X 

Fiche 30-239. 82/03/10,8204190319, 


— 8204190326 Monthly operating repts for Feb 1902 

BYNUM, J R , THOM, T Tennessee Valley Authority 82/03/01 39|,p 

12681 230 24X Fiche 30-259,82/03/10.8204150319 


8 Reportable occurrences, LERa b related correspondence 


6204130109 Responds to FOIA request that OECD Incident Reporting Bys 
repts be placed in PDR Documants listed in app available in 
PDR Other pertinent documents completely withheld iref FOIA 
Exemption 41 

FELTON, JM Division of Rules and Records 81/11/09 CONNOR. L 
Doc-Search Associates 3pp 12708 339 S4X Fiche 30-000,61/11/09, 
6204130109. 


— B2D4150180 Incident Reporting Bys Rept 11 4>contalning eicerpt from 
NUREO-OO 9 O 1 Vo 1 4, Number 1 re B0062S Incident at facility 
a Organlaation for Economic Cooperation b Devalopment iParln) 
B1/09/0B 2 pp 12709 164. 24X Fiche 80-000. 01/11/09.0204150109 


— 8204190241 Incident Reporting Bys Rept re 610922 reactor site elsrt 
due to high leakage Into dryuell 

« Organ! lotion for Economic Cooperation b Development iParls). 
81/05/29 2 pp 12709 303 24X Fiche. 90-000, 01/11/09, 8204 150109 


8204020503 ForuBTds updated LER B1-066/03L-1 

OREEN, H. J Tennessee Valley Authority 82/03/12 O'REILLV.J P 
Region 2, Office of Director Ip 12300.334. 24X 

Fiche* 50-896, 62/03/12, 8204020303. 


—0204020505 Updated LER 61— O66/03L— I. on Bll 107, continuous air monitor 
3-HM-90-230 felled to pass on gas b particulate channels 
during reactor bldg vent nonl taring sys callbr Caused by 
gas count rate card failure Cord replaced 

HOLDERiO Tennessee Valley Authority 62/03/12 Region S, 
Office of Director 2pp 12900*333 24 X Fiche 30-296, 02/ 03/ 111, 

8204020303 


8204020561 Forwards updated LER ei-060/03X-l 

GREEN, H. J Tennessee Valley Authority, 02/03/12 O'REILLY, J. P 
Region 2, Office of Director If 12300.001 24X 

FIchs 90-296,82/03/12,0204020961 
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DOCKETED ITEMS 


—8204030967 Updated 4.ER ei-060/03X-l on BU012<RHR ^gs II upper 
luppreeilon sprag isolation valve 3-FCU— 74~75 failed to open 
per Tech Spec limits Caused bg tuear on uorn shaft clutch 
gear Ivgs Defective Limltorgue BffB-2 parts replaced 
HOLDER.® Tennessee Valley Authority 02/03/12 Region 2. 
Office of Director 2pp 12900 002 a4X Ficho 30-296,82/03/12, 
8204020361 


8204020289 Forwards updated LEH BI-074/01X-1 

GREEN,H J. Tennessee Valley Authority 82/03/19 O'REILLV, J P 
Region 2. Office of Director Ip 12497 144 24X 

Fiche 90-296,82/03/19,8204020289 


— 8204020294 Updated LER 81 -074/0 1 X-1. on 811230. eight of U 2-stage 
relief valves Initially failed to lift within range Cause 
being evaluated by manufacturer Failed Target Rod Model 
7967M-1C0 safety relief valves to be repaired Ic reset 
HOLDER, 0 Tennessee Valley Authority 82/03/19 Region 2, 
Office of Director 2pp 12497 145 24K Flc* e. 90-296. 82/03/1 5. 

8204020289 


8204160518 Forwards LEH 92-005/03L-0 

CREEN, H J Tennessae Valley Authority 82/03/31 O'REILLY. UP 
Region 2, Office of Director Ip 12704-230 24X 

Fiche 30-296 , 82/03/3 1 , 8204 1 6051 8 


—8204160926 LER e2~005/03L-0 On 820309. dur In g refueling b while 
performing 81 4 1 A 7 level switches 3-LIS-3-203Ai sul tch 2 *c 
3-L)S-3-20 3D. switch 2 had as-fOUnd callbr of 991 06 t> 588 23 
inches respectively Caused by Instrument drift 
IRBY, 0 J Tennessee Valley Authority 82/03/31. Region 2, 
Office of Director 4pp 12704 231. 24X Fiche 90-296.82/03/31, 

8204160918 


T Hearing transcripts on non-antltrust matters 


8204060043 Transcript of 820401 prehearing conference In Hontsvl He. AL 
re application fur amend to OLs Pp 106-ISa 

• Atomic Safety and Licensing Board Panel 62/04/01. 30pp 
12593 279 2 4X Fiche: 50-259. 62/04/01 , B20406004S 


X Onsite Storage of Low Level Haste 


S20414002S Notification of contract executiun, Mod 4 to "Environ 
Assessment fur Low Level Haste Storage at TVA Browne Ferry 
Nuclear Plant In Limestone County, SA," Contractor’ Science 
Applications. Inc 

HAlRBTONi C Technical Assistance Contracts Branch NRC-D2-8 1-090. 

82/04/08 DAV18. J Office of Nuclear Material Safety b 
Safeguards, Director Ip 1267 1 399 24X Fiche. 90-296, 82/04/08, 

8204140025 


— 8204140033 Mod 4, extending period of performance to 680430. to "Environ 
Assoeement for Low Level Matte Storage at Browns Ferry 
Nuclear Plant In Limestone County, OA " 

FINDLEYiD E Science Applications. Inc 82/04/08 tp 
12671 360 24X Fiche 90-296.82/04/08.8204140023 


DOCKET 50-298 COOPER NUCLEAR STATION 


Insurance b Indemnity information 


8204190244 Forwards Endoricment 96 to NELIA Policy NF-200 b Endarsement 
8 to NELIA Binder EB-4i 

PILANTiJ N Nebraska Public Powar District. 82/04/13 Office of 
Nuclear Reactor Regulation, Director Afa 12720:037. 24X 

Fiche 50-298. 82/04/13.8204190244. 


F Operating license stage documents tc correspondence 


8203190001 Senerlc Ltr 82-05 to all licensees of operating power 
reactors re post-TMI raqulrsmenta 

6I8ENHUT. D, <3 Division of Licensing. 82/03/19 HAU8PUR9. A. 
Consolidated Edlcon Co of New York 7pp 12513 128 24X 

Flehe-90-OOO. 82/03/19. 8203190001 


8204140S06 Cdnflrms telephone autharitation for changes to Tech Spec 
Paragraphs 37A9eb3, 7E 3. per 020323 raguait 
NOVAK. T.M Assistant Director for Operating Reactors 62/03/23 
PlLANT.U.ff Nebraska PotHc Power District 2pp 12707,233. 24X 

Fiche; 90-298. 82/03/23, 8204140306 


8204060076 Forwards relief regueets re Ineervlce Insp program per 
820223 reRiUest Insarvire testing relief requests also end. 

PILAMT.U M. Nebraska Public Power District. 82/03/29 
VA8SALL0.D. B Operating Reactors Branch 2. 2Spp I8554!273 24X 

Fiche 90-298.62/03/29,8204060076, 


8304060142 Generic Ltr 82-03 to all operating OMRs re high burnup 
MAPLHOR limits Based on listed considerations, plant-specific 
ref to OE position acceptable Oversiie list of rsclplonts 
end Aperture cards available in POR 

EtSENHl/T, D O Division of Licensing B3/03/31 DELOEOROE. L 
Commonwealth Edison Co. SCHUBERT. F . SHIMSHIK, R E Dalryland Power 
Cooperative 2pp 126 32 079 24X Fiche 90-000,82/03/31.8204060142 


6204120060 Forwards Amend 76 to License OPR-46, safety evaluation & 
notice of issuanca ft availability Amend extends max average 
planar linear heat generation rate limits for 7x7 b 6x6 fuel 
astembl 1 es 

SIEOEL. D Operating Reactors Branch 2 62/04/01 PILANT, J M 

Nebraska Public Power District 2pp 12652 215 24X 

Fiche 50-298.82/04/01.8204120060 


— 6204120063 Amend 76 to License DPR-46, modifying Tech Specs to extend 
max average planar linear heat generation rate limits for 
7x7 b 0x6 fuel assembllss 

VASSALLO, D B Operating Reactors Branch 2 82/04/01 6pp 

12692 217 24X Fiche 90-298,82/04/01,6204120060 


— 8204120066 Safety evaluation supporting Amend 78 to License DPR-46 
a Office of Nuclear Reactor Regulation, Director 82/04/01 2pp 
12652 223 »4X Fiche 50-298.82/04/01,6204120060 


■8204120073 Notice of issuance U availability of Amend 78 to License 
DPR-46 

VASSALLO, D D Operating Reactors Branch 2 62/04/01 2pp 

12692 226 24X Fiche 30-290, 82/04/01.0204120060 


6204140632 Responds to util 620203 ltr re NUR £0-0737. I tern I A t I. 
shift technical advisor training program Training program 
acceptable 

VASSALLO. D B Operating Reactors Branch 2 02/04/01 PILANT. J M 

Nebraska Public Power District. 3pp 12674 361 24X 

Fiche 50-298.82/04/01.6204140632 


6204190415 Request* that util comply u/reportlng requirements of TMI 
Action Plan Item II K 3 3, reporting relief valve b safety 
valve failures b challenges Response requested within 30 
days of receipt of ltr 

VASSALLO, D B Operating Reactors Branch 2 82/04/01 PILANT. J’N 

Nebraska Public Power District 2pp 12731 020 24X 

Fiche 30-298,02/04/01,8204190415 


8204290S8S Approves util responses to TMI Items I A 1 3(1), "Shift 
Manning Overtime Limits," ICS, " Feedback of Operating 
Experience" b I € 6. “Verify Correct Performance of 
Operating Activities " 

VASSALLO, D B Operating Reactor* Branch 2 82/04/02 PILANT, J H 

Nebraska Public Power District 3pp 13894 339 24X 

Fiche 90-296, 62/04/02, 6204290583 


8S042904S7 Request* remittal of Class III fee for 610716 application 
for Amend 72 to DPR-46 

DIOOS, R M License Fee Management Branch 62/04/06 PILANT, J W 
Nebraska Public Power District Ip 12895 100 24X 

Fiche. 90-296. 62/04/06, 8204290437 


8S04290379 Requests assistance in developing NRC procedure re 
Imposition of new requirements on nuclear industry 
EteENHVr.O <3 Division of Licensing 82/04/12 PILANT.U M 
Nebraska Public power District 5pp 12695 001 24X 

Fichs 50-296,62/04/12.8204290579 


6204290569 Advises of completion of review of util 020623 response to 
generic Ltr 81-01. '’Qualifications for Insp . Exam, Testing b 
Audit Personnel." Commitments b exceptions to Reg Ouldc 
1 SB, Revision 1 b Reg Outde t 146 acceptable, 

VAS0ALLO.OB operating Reactors Branch 2 62/04/14 PILANI.J.K 

Nsbraska Public Powar District 2pp 12695 012 24X 

Fiche: 50-290, 62/04/14. 6204290369 


8204160132 (generic Ltr 62-07 to all BMR plant licensees b applicants re 
transmittal of N(/REQ-0909 relative to Olnna tuba rupture 
W/o and N(JRE0 List of NRC recipients end 

EI&ENHUT.0.8 Division of Licsnilng 62/04/15 Commonuisa 1th 
Edison Co MC(}AU(}HY, J P Mississippi Power b Light Co 
FINFRQCK.I.R Jprsay Central Power b Light Co 7pp 12767 196 
24X Fiche 90-000,62/04/13.8204160152 


8204270307 Forward* rasponee to Oaneric Ltr 02-05 re poet-TMI 
rsqiilrements Implemanted between -.lul 19B1-Feb 1982 
PILANT. 0 M. Nebraska Public Power District 82/04/16 
EI8ENHUT, D, 0. Division of Licensing 4pp. 12692.172. 24X 

Fiche. 90-296, 82/04/16. 6204270307. 
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1B1 


33042105'?9 Generic Ltr 83-09 to all pawer reactor 1 iceni eesi app 1 icents 
for OLi N555 vendori t< reactor vendors re environ 
itoal i f I CO ti on of safety-related electrical equipment 
MRC position re qualification requirements end 
£ISENriliT. D O Division of Liceneiny 83/04/30 HAUSPUROi A 
Consolidated Edison Co of Neu York CAPONEt D H Union Electric Co 

oniFFlNiJ E Vermont Yankee Nuclear Power Corp 16pp 12363 337 

aaX FicPe 50-000,82/04/30,8304310295 


Q Inspection reports, IE Bulletins ti correspondence 


B204060076 Forwards relief requests re inservice insp program per 
820333 request Inservice testing relief requests also end 
PlLANr,J n Nebraska Public Power District 82/03/2? 

VASSAULO, 0 B Operating Reactors Branch 2 25pp 12954 273 34X 

Flche 50-298,82/03/29,0304060076 


0204090347 Forwards IE Bulletin 02-01, ‘'Alteration of Radiographs of 
Melds in Piping Subassemblies " No specific actions 
required 

C0LL1N3.0 T Region 4, Office of Director 82/03/31 Public 
Service Co of Colorado 3pp 13633 293 24X Flche 30-000, 

83/03/31, 0204090347 


9204090351 Forwards IE Info Notice 82-10, "Following Up Symptomatic 
Repairs To Assure Resolution Of Problem " No response 
required 

CDLLINS.U T Region 4, Office of Director 82/03/31 Public 
Service Co of Colorado 2pp 12627 068 34X Fiche SO-000, 

82/03/31, 8204090331 


8204120337 Forwards IE Insp Rapt 50-298/82-04 on 830208-12 it notice of 
violation 

NADBEN, 0 L Division of Resident, Reactor Project 6 Engineering 
Programs 82/03/31 PILANT, J H Nebraska Public Power District 
Spp 12637 300 34X Fiche 30-298,83/03/31,8204120237 


— 8304120341 Notice of violation from insp on 830200-13 

HADBENtO U Division of Resident, Reactor Project & Engineering 
Programs 83/03/31 ip 13637 202. 34X Fleh# 50-298.03/03/31, 
8304120337 


— 8204130433 Monthli; operating rept for Nay 1981 

DAUtINOER, p L Nebraska Public Power District 81/06/02 4pp 
136B9 003 24X Fiche 50-298. 01/06/02, 8204 1 S0431 


8304130429 Forwards monthly operating rept for Uuna 1981 

LESSOR. L C Nebraska Public Power District 81/07/07 Office of 
Management and Program Analysis Ip 12685 077 24X 

Fiche 50-290,81/07/07,8204150429 


— 8204130430 Monthly operating rept for June 1981 

DALLINOER, P Nebraska Public Power District 81/07/07 4pp 
12685 -078 24X Fiche 50-298.91/07/07,8204150429 


0304160080 Forwards monthly operating rept for Jul 1981 

LESSOR, L C Nebraska Public Power District Sl/OB/OS Office of 
Management and Program Analysis Ip 12697 111 24X 

Fiche 50-298.81/08/03.8204160089 


— 8204160093 Monthly operating rept for Jul 1981 

BALLINOERi P L Nebraska Public Power District 81/08/05 4pp 
12677.112 24X Fiche 50-298,81/08/05.8204160089 


8204150426 Forwards monthly operating rept for Aug 1961 

LESSOR. L C Nebraska Public Power District 81/09/03 Qffica of 
Management and Program Analysis Ip 12683 237 24X 

Fiche 30-290,81/09/03.8204130426 


— 8204130438 Monthly operating rept for Aug 1981. 

BALLINGER, P L Nebraska Public Power District 81/09/03 4p p 
12683 259 24X Fiche 50-298,81/09/03.8204130426 


B204150419 Forwards monthly operating rept for Sept 1981 

LESSOR. L C Nebraska Public Power District 01/10/07 affice of 
Management and Program Analysis ip 12605.014, 24X 

Fiche 50-290.61/10/07.8204150419 


— B204130421 Monthly operating rept for Sept 1981 

BALL INGEfl. P. L Nebraska Public Power District 81/10/07 4pp 
12695 013 a4X Fiche 50-290,81/10/07,8204150419 


— 8204130252 IE Insp Rept 30-299/83-04 on 830203-12 Noncomp liance noted 
failure to document matl procurement procedures 
OOARDMAN, J R , MURPHY, M E . CfiOBSMAN, M A Division of Resident, 
Reactor Project fc Engineering Programs 82/03/35. lOpp 
12637 203 34X Fiche 50-298.82/03/31,9204120237 


0204150438 Forwards IB info Notice 92-09, "Cracking in Piping of Makeup 
Coolant Lines at DbM Plants " No written response requested 
COLLINS, JT Region 4, Office of Director 83/03/31 Public 
Service Co of Colorado 3pp 13685 039 24X Fiche 50-000, 

83/03/31,8204130438 


8202040142 IE Info Notice 83-11, "Potential Inaccuracies in Wide Range 
Pressure Instruments Used in Mestlnghouse Designed Plants " 

Svc list encl 

JORDAN. E L Division of Engineering fc Quality Assurance 82/04/09 
63pp. 12078 343 24X Fiche 30-000,02/04/09.8203040142, 


B202040143 IE Info Notice 82-12, "Surveillance of Hydraulic Snubbers “ 
1 svc 1 i s 

JORDAN, E L Division of Engineering 1< Quality Assurance 02/04/21 
64pp 12873 001 24X Fiche 50-000,82/04/31,0202040143 


R Periodic operating reports S< related correspondence 


B204160D93 Forwards monthly operating rept for Mar 1981 

LESSOR. L C Nebraska Public Power District 81/04/03 Office of 
Management and Program Analysis Ip 12699 248 24X 

Fiche 30-89 8.31/04/02.8204160093 


8204150423 Forwards monthly operating rept for Oct 1901 

LESSOR, L C Nebraska Public Power District 01/11/09 Office of 
Management and Program Analysis Ip 12685 009 24X 

Flcha 50-290,81/11/09,8204150423 


— 920413D424 Month ly operating rept for Oct 1981. 

BALLINGER, P. L Nebraska Public Power District 01/11/09 4pp 
12605 010 24X Fiche 30-298,81/11/09.8204130423 


8204120402 Forwards "Annual Rept of Facility Changes, Tests h 
Experiments, 1981 " 

PILANT. J N Nebraska Public Power District 82/02/19 C0LLIN3,JT 
Region 4, Office of Director Ip 12640 213 24X 

Fiche 50-298,82/02/19.8204120402 


— 8204120407 "Annual Rept of Facility C hang es, Tests t. Experiments, 1981 " 
e Nebraska Public Power District 82/02/19 16pp. 12640 213 

24X Fiche 50-298,02/02/19,0204120402 


0204150342 Forwards monthly operating rept for Feb 1962 

LEBSOR, L C Nebraska Public Power District. 02/03/04 Office of 
Management and Program Analysis Ip 126B3 090. 24X 

Fleha 50-290,82/03/04,8204150342 


— B2041S0346 Monthly operating rept for Feb 1902 

BALLINGER, P L Nebraska Public Power District. 02/03/04 Spp, 
12683 099 24X Fiche 50-290,82/03/04,0204130342. 


S Reportable occurrences, LEflt & reieted correspondence 


— 8204160097 Monthly operating rept for Mar 1981 ^ „ 

BALLINGER, P L Nebraska Public Power District 81/04/02 4pp. 

12699 249 34X Fiche 50-398,81/04/02,8204160093 


8204150433 Forwards monthly operating rept for Apr 1901. 

LEBSOR.L, C. Nebraska Public Powsr District 01/03/03 Office of 
Management and Program Analysis Ip 12681 037 24X 

Flcha 50-290,81/03/03,0304150433 


— 8204150434 Monthly operating rept for Apr 1901 

BALLINGER, P L Nebraska Puhlle Power District. 
12601.038 34X Fleh# 30-398,81/05/05,8304150433 


et/os/os 


4pp 


B204D5009B Forwards LER B2-005/031.-0. Data 1 1 ed evant analysis submlttsd. 
LEBSOR, L. C. Nebraska Public Power District 82/03/19. COLLINB.JT 
Region 4, Office of Director 2pp 12510.236 24X 

Fiche, 50-290, 82/03/19,0204050098. 


— 8204050102 LER a2-OQS/03L-0 on 820221. nsiV“a6A found to have closing 
time falter than Tech Spec Cause unknown Closing time 
adjusted St control velve locked into required position 
SCHAAF, F Nebraska Public Power District. 02/03/19. Region 4> 
Office of Director Ip, 12518.238 24X Fiche: 50-290, 02/03/19, 

8204050098 


8204050120 PND- 1 V-a2-010A on 820322, f ol 1 owup Insp initiated to verify 
9204150431 Forward monthly operating rept for May 1901 licensee actions required to make early warning eye fully 

LESaORj L, C Nebraska Public Power District, 81/06/02 Office of operable Items In confirmatory action ltr are short-termed 

Management end Program Analysis Ip. 12685,004 24X complete tt Implementation of long-term programs initiated 

Flche. 50-298, 81/06/02,8204150431. HACKNEYrC, , M ESTER MAN, T, Region 4. Office of Director 82/03/24 

Ip. 12518 203 24 X Flcha' 50-298.82/03/24. 6204050120. 



DOCKETED ITEMS 


ie2 


8204280243 Forward. LER 82-OOf./03U-0 Detall.d 

LESSO^fL C Ntbr^iftka PutHc Powtr District 02/04/21 C0LLIN8»J T 
4. Of tic, of Director. 3pp 12064.025 a4X 

Flcfie 50-298.82/04/21.8204200243 


-8204260234 LER 0a-OO6/O3L~O 0 T> 020322. uib 1 1 o Inert ln« dryue 1 1. Juttuork 
brtu^ern prl/ssrij contatMnrnt t reactor bldg ventilation found 
failed in s>v«rdl place si preventlnj cqncentratlan 1* 

dlfferantial prei.ur. from being e.tabllshed 

8CHAAF. F J Nebraska Public Power DlitrLct. 82/04/21 Region 

4. Offie. Of Director Ip. 12B64 02B, 24X Fief. P 30-290. 82/04/21 . 

8204280242 


—6204130303 Public vor.lon of revised Bmergency 
procedures, inc luding Procedures EPIP 1 1 ro 
c lassif Ication. EPlP 7 2 4 re health phgslts 
EPIP 12 I re re-entry procedures 
» Misconsln Electric Power Co 02/03/17 
Flcho 30-24.6,82/03/30.0204130360 


plan Imp 1 ement Ing 
Initial 

communications l< 
0Opp 12661 043 


24 K 


8204070542 Forwards Step 1 submittal of reassessment info consisting of 
fire haiards ana I ysi s . per 10CFR30 48 fire protection mods 
Eieraptlons from App R requirements requested as listed 
BURSTElNiS Wi 9 C(»n«in Electric Power Co 02/03/31 DENTON* M R 
Office f)f Nuclear Reactor Regulation* Director 3pp 12575 *=^95 

eiA V c!>i -A. . c;a_oxx . . fl!3ndn7054? 


8204300376 Forwards LER e2-OO7/O3L-0 Detailed evsnt analysis submitted 
LE5S06.L C Nabraska Public Power District 62/04/22 COLUINB.J T 
Region 4, Office of Director 2pp 12086-162 24X 

Flcho 30-290.82/04/22,0204300376 


— B204070S45 "Fire Haiards Analysis." Phase I rept 

a Wisconsin Electric Power Co WEPFHAOl-1 82/03/31 200pp 

12575 299 24X Flche 30-266.82/03/31.8204070542 


-8204300380 LER B2-007/03L-0. on 820324. differential pressure between 
drywell fc suppression chamber reduced below Tech Spec limits 
during RHR test mode operation Caused by nitrogen flow from 
drywell to suppression chamber Return piping to be modiflei! 

WIRE.K Nebraska Public Power District 82/04/92 Region 4. 
Office of Director Ip 12086 164 24X Fiche 30—298.82/04/22# 

8204300376 


8204090317 Discusses utll response re emergency plan training, 
emergency plan limp I omentl ng in# tr uc 1 1 ons. me toorol og 1 cal 
Instrumentation & unusual event notification procedures 

Response appears acceptable 

KEPPUER.dO Region 3. Office of Director 02/03/31 DURSTEIN. B 
Wisconsin Electric Power Co 2pp 12627 319 24X 

Flebe 50-266,82/03/31.8904090317 


DOCKET 50-301 POINT BEACH fWJCLEAR PLANT. IWIT 2 
F Security, medical, emergency L fire protection plans 


82041204BI Releases public version of revision to emergency plan 
implementing procedure 

FELTON. J H Division of Rules and Records B2/03/31 Document 

Management Branch Ip 19638 320 24X Flche 90— 866# 82/03/3 I ■ 

8204120401 


8204020129 Releases public version of revised emergency plan 
Implementing proceilure. 

FELTON. J M Division Of Rules and Record* 82/0-3/17. Document 
Management Branch. Ip 12513 073 24X FI che* 30-266. 82/03/17. 

8204020129 


— 9204020138 Forward* public version of Revision 3 to Emergency Plan 
Implementing Procedure EPIP 1 4. “Radlolog tea 1 Doss 
Evaluation. " Receipt form end 

FAV. C W Ulcconsin Electric Power Co 82/03/08 CLARK. B A 
Operating Reactors Branch 3 2pp 12513 074 24X 

Flche 50-266,82/03/17.8204020129 


— 8204120482 Forwards public version of Revision 1 to Emergency Plan 
Implementing procedure EPIP I 1. "Initial Classification." 

In response to Item 3 of NRC 020121 Itr re conformance w/ 
NUREO-0654. App 1 

FAY. C W Hlsconsln Electric Power Co 02/03/17 KEPPLER. J O 
Region 3. Office of Director Ip 12658 329 24X 

Flche 50-266.02/03/31.8204120401 


— 8204120483 Public version of Revision 1 to Emergency Plan Imp Inisenting 
Procedure EPIP 1 1. “Initial Claisl f Icatl on " 

» Ulsconsin Electric Poieer Co 82/03/17 19pp 12650 330 24X 

Fiche 50-266.82/03/31.8204120481 


— 8204020149 Public version of Revision 3 to Emergency Plan Implementing 
Procedure EPIP 1 4. "Radiological Dose Evaluation " 

* Wisconsin Electric Power Co 82/03/08 14pp 12313 076 24X 

Flche 50-26 6, 82/03/17.8 204020 1 29 


8204120403 Confirm* 820326 telcon requesting 1-wk ei tension to 820405 
of response to NRC 820211 Itr re emergency preparedness 
appraisal Estcnslon requested for further ngt review of 
new proposal 

FAY.C, H Hiscensin Electric Power Co 82/03/26 KEPPLER.J 0 
Region 3. Office of Director Ip 12640 1 98 24X 

Flche. 3D-266r 82/03/26. 8204120403 


8204120194 Releases public version of revised emergency plan manual 
FELTON. J H Division ef Rules and Records. 82/03/29 Document 
Management Branch Ip 12652 081 24X FI che- 50-266, 82/03/29. 

9204120194 


8204120443 Forwards responses to NRC B20211 Itr discussing NRC 
820104-15 emergency preparedness appraisal Requests that 
Item 7 of Enel 1 be reviewed by 820501, per requirement* of 
N0nE0-O696 

FAY. C M Nisconsin Electric Power Co 89/04/06 KEPPLER.J 0 
Region 3. Office of Director 20pp 12639 167 84X 

Fiche 30-266.02/04/06.8204120443 


0204270225 Notifies of 820506 meeting u/Region 3 mgt to discuss 
findings of 820-104-15 L 20 emergency preparedness appraisal. 

020330 Itr re shift staffing t. augmentation << util position 
re regulatory position In Table B-1 of MJREO-06S4 

KEPPLER.J© Region. 3. Office of Director 82/04/20 BURBTEIN.H 
Ulsconsln Electric Power Co ip 12853 039 24X 

Flche 50-266,82/04/20.8204270223 


0 Adpudlcatary correspondence 


— 8204120199 Forwards public version of Revision 18 to emergency plan 
manual Receipt form end 

FAV.C If Ulsconsin Electric Power Co 82/03/17 DENTON.H H 
Office of Nuclear Reactor Regulation. Director CLARK.R A 
Operating Reactors Branch 3 2pp 12652,082 24X 

Flche, 30-266. 02/03/29, 8204120194 


— 8204120201 Public version of Revision 18 to emergency plan manual 

» Ulsconsin Elactrlc Power Co B2/03/11. 13pp. 12632 084 24X 

Fiche 30-266,82/03/29.8204120194 


8204130368 Releases public version of revised emergency plan 
implementing procedures. 

FELTON. J H. Division of flulci end Records 82/03/30 Document 
Manegement Branch. Ip. 12661 038 24X FI che 50-266, 82/03/30, 

8204130368, 


— 8204130376 Forward* public version ef revised emergency plan 
Implementing pracedure*. inc luding Procedural EPIP 1 1 re 
Initial classification, EPIP 7.2 4 re health physics 
communications fc EPIP 12 1 r* ra-entry procedures, 

FAY.C H Wisconsin Elactrlc Power Co. 82/03/17 DENTON.H fl 
Office of Nuclear Reactor Rtgulatlon. Director. CLARK.R A 
aperating Reactors Branch 3 6pp 12661:039 24X 

Flche 50-26 6, 82/03/30 , 6204 1 30368. 


8204010394 Forwards motion to compel answers to first sot of 
Interrogatories re full-scale sleeving Permission requested 
to undertake discovery re recent events at TMI 6 Olnna 
Rtlated correspondence 

ANDERSON, P Wisconsin's Environmental Decade 82/03/28 

BLOCH. P.R . KLINE. J R . PAXTON. H C Atomic Safety and Licensing 

Board Panel Ip 12503 343 24X Flche 30-266,82/03/28,8204010394 


— 8204020309 Second supplemental answer to Hconse 6 NRC first 
Interrogatories re full-ecale sleeving Related 
correspondenc e 

ANDERSON. P Wlsconein's Environmental Dccada 82/03/27 Office 
of the Eiecutlva Legal Director 2pp 12503’ 344 24X 

Flche 50-266,82/03/28,8204010394 


— 8204020311 Kotion to compel answer to first sot of interrogatories 
directed to licensee re full-scale sleeving Related 
correepondenc e 

ANOEREONiP. Wisconsin's Environmental Decade 82/03/28 Ato.mtc 
Safety and Licensing Board Panel 13pp 12503 346 24X 

Flche. 50-266, 62/03/28. 8204010394 


0204010245 Order aitendlng time until 820414 for Commission to act to 
review ALAB-666. 

CHILK, 8 J Office of the Secretary of the Commission 82/03/30. 
Commissioners Ip. 12477 170 24X Flche 50-266,82/03/30. 

8204010245 



DOCKETED ITEMS 


1B3 


8'S0<101OS56 Advl«es ot NRC opinion that hsaring on public discloture op 
info claimod to be proprietary by Hestinghouse not 
nec essar y 

DACHMANN.fi 0 Hearing Branch 1 02/03/30 BLOCH, P D , PAXTON, H C , 

KLINE, J R Atomic Safety and Licensing Board Panel Ip 12477 32? 
24/ Fiche 50-266,02/03/30,0204010236 


0204070531 Foruards RA Wiosemann t< TA Christopher 020329 affidavits re 
820225 & 0323 testimony Svc list on cl Related 
correspondenc e 

DAVI5. F X Westinghouse Electric Corp 62/03/30 BLOCH, P B, 

Atomic Safety and Licensing Board Panel 4pp 12577 034 24X 

Fiche 50-266,02/03/30,0204070331 


B204160003 Response to A8LB 020407 memarandum order EL Murphy 
affidavit 8, NUREO-O0B6, "Bteam Qensrator Tube Esperiance" 
and H/o NUREO 

QACMMANN, R 0 Hearing Branch 1 62/04/14 Ip. 12698 2S6 24X 

Fiche 30-266,02/04/14,0204160003 


— B204160004 AfPldevlt of EL Murphy in response to ABLD 02040-7 memorandum 
6 order Operating experience shout that uhera -denting 
resulted In leaks, leaks uere small t, stable Certificate of 
Svc end 

MURPHY, E L Materials Enyinaering Branch 82/04/14 3pp 
12690 257 24X Fiche 50-266,02/04/14.0204160003 


0204080332 Advises that, based on review of listed documents filed by MI 
Environ Decad e. Meet inghoute will not conduct 
cr ois-e xamina t Ion 

CQVIAN, D 7 Eckert, Beamans, Cher in & Mellott COWAN, B Z 
Westinghouse Electric Corp 82/03/30 BLOCH, P B , KLINE, 3 R , 
PAXTONiH C Atomic Safety and Licensing Board Panel 4pp 
12613 140 24X Fiche 50-266,02/03/30,8204000332 


6204000494 Notifies that no hearing need be convened to cross-examine 
Wes t ingh ous e, NRC 6 WI Environ Oecade, Inc testimony re 
proprietary nature of steam generator sleeving rept Svc 
list enc 1 

BIDSWAY.D A Shaw, Pittman, Potts !< Trowbridge fllDOWAY, 0 A 
Wisconsin Electrlr Power Co 82/03/30 BLOCH, P B , KLINE, J R , 
PAXTON, H C Atomic Safety and Licensing Board Panel 3pp 
12599 041 24X Fiche 50-266,62/03/30,0204000494 


B204050036 Memorandum 6 order denying Westinghouse 02O3D9 motion for 
r tc ons 1 dera tt on of ASLB 820226 memorandum 8< order denying 
certification of sua sponte Issue Issue moot No sua sponte 
issues remain Certificate of Svc end 

BLOCH, P 0 Atomic Safety and Licensing Board Panel 02/03/31 
Westinghouse Electric Corp 6p p 12520 339 24X 

Fltho 50-266.02/03/31,0204050036 


6204070576 Advises that NRC assembling t< evaluating info about Oinna 
steam generator tuba rupture incident to file board 
notification by end of Apr 

BACHMANN. R 0 Hearing Branch 1 02/04/03 BLOCH, P B , KLINE, J.R , 

PAXTON I H C Atomic Safety and Licensing Board Panel Ip 
12576 231 24X Fiche 50-266,02/04/02,0204070576 


6204070SB4 Responds to ASLB 020325 memorandum & order NRC does not 
Intend to respond to Question 1 as Westinghouse best able to 
address question NRC will respond to Question 2 on 820400 
BACHMANN. R 0 Hearing Branch 1 02/04/03 BLOCH, P B , PAXTON, H C , 

KLINE, J R Atomic Bafety and Licensing Board Panel Ip 12576 232 
24X Fiche 50-266,02/04/02,0204070584 


0204140133 Responses to questions in ASLB 020407 memorandum 6 order 
Sleeving unrelated to denting of tubes Certificate of Svc 
end 

CHURCHILL, B W Wisconsin Electric Power Co CHURCHILL, B W Shaw, 
Pittman, Potts & Trowbridge 82/04/09 6pp 12665 192 24X 

Fiche 50-266,82/04/09,0204140133 


8204210434 Forwards "NRC Rept or 820125 Steam Oaneratpr Tuba Rupture, 
RE Oinna Nuclear Power Plant,"’ CNUREa-0909) U/o encl 

BACHMANN, R 0 Hearing Branch 1 82/04/16. BLOCH, P B , PAXTON, H C , 

KLINE, J R Atomic Safaty and Llcanslng Board Panel Ip 12802:307 
24X Fiche 50-266-62/04/16,6204210434 


0204230563 Reply to licensee 620412 response to WI Environ Decade 
020320 motion to compel licensee answer to first set oP 
interrogator! as ABLB jurisdiction should be expanded 
W/Cert if icat e of Svc Related correspondence 

ANDERSON, P. Wisconsin's Environmental Decade. 82/04/16 Atomic 

Safety and LI cansing Board Panel 6p p 12815. 205 24X 

Fiche 50-266,82/04/16,0204230563 


0204210433 Confirms B204I3 telcon u/Judge Bloch that NRC does not 
intend to respond to MI Environ Decade 620320 motion to 
compel licensee ansuar to first inter rogatories ra full- 
scale sleeving 

BACHMANN, R O Hearing Branch 1, 02/04/19 BLOCH, P B , KLINE. J ft , 

PAXTON, H C Atomic Safety and Licensing Board Panel. 2pp 
12802 309 24X Fiche 50-266,82/04/19,0204210433 


6204210440 Informs that time for Cairvniitlon to act to review ALAD-666 
erpired Commission declined review Decision became final 
agency action on 820414 

CKILK. 8 J Office of the Becretary of the Comtnieslon 02/04/20 
Atomic Safety and Licensing Appeal Panel Ip. 12602 260 24X 

Fiche- 50-266, 82/04/20, 8204210440 


0204200283 Brief rt confidentiality issue Opposes trede secret 
protection for safaty tests, t, receipt of evidence Into 
record of info withheld from apposing parties Certificate 
of Svc end 

ANDERSON, P Wlscansin's Environmental Decade 82/04/20 Atomic 

Safety and Licensing Board Panel tSpp 12069: 125 24X 

Fiche 50-266,82/04/20.8204280203 


B204260D70 Brief opposing Ml Environ Decade oral motion for public 
discl-oiure of proprietary info Ne special circumstances 
sxlst to overrule Cammlsslon compelling public policy reason 
for withholding proprietary info Certificate af 8vc encl 
CHURCHILL, D W Wisconsin Electric Power Co. CHURCHILL, B M Bhau, 
Pittman, Potts fc Trowbridge 62/04/21 Atomic Safety and 

Licensing Board Panel. t6pp 12040.062 24X Fi che. 50-266, 02/04/21 . 

0204260070 


0204140135 Responds to P Bloch 020405 question Buggestlon of tour of 
Wastlnghiiuse facilities intended as request to present 
demonstrative evidence as part of evidentiary record on 
proprietary issues Related correspondence 
COWAN, D. Z Eckert, Seamans, Cher in t< Mellott CQWAN, B Z 
Westinghouse Electric Corp 02/04/09 BLOCH, P B Atomic Sefety and 

Licensing Board Panel 3pp 12666 123 24X Fiche- 50-266, 02/04/09, 

0204140135 


0204150042 Response opposing Wl Environ Decade 020328 request to 
underbake discovery of NRC on recent events at Oinna t, TNI 
re steam generator tube degradation Proposed discovery 
beyond scope of hearing Certificate of Svc end 

CHURCHILL, B W Wisconsin Electric Power Co CHURCHILL, B, W Bhaw. 
Pittman, Potts 6 Trowbridge 82/04/12 Atomic Safety and 
Licensing Board Panel 5pp 12682-324 24X Flchi 50-266,82/04/12, 

82D41S0042 


8204150D49 Response opposing MI Environ Decade 820320 motion to compel 
answers to first set of Interrogatories re full-scale 
sleeving Interrogatories irrelevant 

CHURCHILL, B W Wisconsin Electric Power Co CHURCHILL, B M Bhaw, 
Pittman, Potts t, Trowbridge, 82/04/12 Atomic Bafety end 

Licensing Board Panel 10pp 12602 289 24X Fiche 50-266,02/04/12, 

0204150049 


8204150052 Objects to intervenor representative contact of licensee 
employee w/o prior consent of licensee counsel 

CHURCHILL, fl. W Shaw, Pittman, Potts 6 Trowbridge, CHURCHILL, B W. 
Wisconsin Electric Power Co 82/04/12 FALK.K M, Wisconsin's 
Environmental Decade 3pp 12602 304 24X Fiche; 50— 266, 82/04/12, 

0204150052, 


0204280357 Brief of Wes t Ing h ouse , app ear I ng spaciallytre 10CFR2 790 
balancing test ABLB should affirm NRC debar mina t ion U 
continue to accord Me sting house proprlatary Info protaction 
against public disclosure Certificate of Svc encl. 

COMANIi B Z , KENRICK, iJ R > DAVIS, F X Westinghouse Electric Corp 
62/04/21 Atomic Bafety and Licensing Board Panel 6app 
12060,354 24X Fiche 50-366.62/04/21,0204280257 


82-04280330 Memorandum tc or-d er granting In part tc denying in part Wl 
Environ Decade 820320 motion to compel Applicant must 
respond to Interrogatories 11,15 (■ 16 but are excused from 
responding to Interrogator iet 1-4 

BLOCH, P B Atomic Safety and Licensing Board Panel 82/04/22'. 
Mlscontln Electric Power Co 0pp. 12865 310. 24X 

Fiche; 50-266, 82/04/22, 0204280330 


8204280020 Corrects typographical error in licensai B2C423 Itr 
transmitting nonproprietary varslon of MCAP-9960, Revision I, 

"Point Beach Steam Oanerator Sleavlng Rept “ Proprietary 
Info not marked 

RIDOWAY, D A Shaw, Pittman, Potts (< Trowbrldga. 82/04/23 
BLOCH, P B. I KLINE, \l R, , PAXTON, H C Atomic 8afetg and Licensing 
Board Panel 2pp. 12070:211. 24X F 1 che: 50-266, 02/04/23, 0204200020, 


8204200034 Informs that MI Environ Decade 820416 reply tc licensee 
respo-nsB to Decade mation to eompal expressly prohibited by 
10CPR2 736 

CHURCHILL, B M Shaw, Pittman, Potts tc Troubrldge. CHURCHILL, fl. M. 
Wisconsin Electric Power Co 82/04/23 BLOCH, P. D , KLINE, J.R., 
PAXTON, H. C Atomic Safety and Llcanslng Board Panel 2pp, 

24X Fiche 50-266,02/04/23,0204200034. 


12866 347 



1B4 


DOCKETED ITEMS 


f Financial In format Ian 


Q204S3043? Foruarda Annual Financial Rapt tt financial atatananta Pon 
1981 

COETSCHiJ H Hlacontin El ac trie Pouiar Co B3/0^/QB NRC - No 
Datalltd Affiliation OWan, Ip 15013 220 34X 

Flcht 9O-S661 82/04/00. 8ZD42304S9. 


— 920423043S Annual Financial Rapt 1901. 

MCNEEF. C B Miaeoniln Electric Pouar Co. 82/03/12 9lpp 
1SB13 221 24X Flchi 50-2*6,02/04/09,8204230429 


F Qparatinp llcanaa ataga docunantt t< corraipondanc a 


6203190001 OanarU Ltr 02-03 to all llctniata of oparating power 
reactor* ra potfTMI raqu Iranien te 

ElSENHUTrOO Dlvlaion of t-lcanalng B2/03/I9 HAUSPUBO, A 
Contolldattd Edlaon Co of Naw York 7pp 12S13 120 24X 

Flche 90-000,82/03/19,0203190001 


6204080577 Notlflai that raportinfl raiolrewenti provldad In 800907 
guldanca for raliaf valva & aafatu valva failure* & 
challangai have baan mat. No further review planned Raiiueet* 
that 1981 annual rapt & errata ha updated 

CLARK.R A Operating Reactor* Branch 3. 92/03/24 FAY, C. H 

Mlitan«in Electric Power Oo 3pp 12619.130 24X 

FKhf 90-266, 82/03/24, 6204000377 


9204280003 Foruartf* Amend 63 to Llcenee DPR-27, aafetg evaluation {< 
notice of Iffuance 4, aval 1 abil 1 tif Amend allowt for one-tlm* 
relaiatlon of ranutrement for monthly functional te»ti of 
turbine »top << governor vatvei. 

COLBURNrT O Operating Reactor* Branch 3 02/03/26 FAY,C, U, 

Ulsconein Electric Power Co 3PP. 12070:001 24X 

Flche. 90-301, 02/03/26, 8204280003 


— 8204280000 Amend 63 to Licence OPR-27, allow Ing pne-tlmc relaxation 
of requirement for monthlg functional teete of turbine etop 
& goyarnor yalvaa. 

CLARK, R. A Operating Raactori Branch 3 02/03/26 4pp 

12878 004 24X Fiche 90-301,82/03/26,8204500003 


— 82042BDOI2 Safety evaluation aupportlng Amend 63 to Llcenee DPR-27 
« Office of Nuclear Reactor Regulation, Director 82/03/56 I’pp 
12878 008 24X Flche 90-301.82/03/26,8204280003 


—8204280014 Notice of ieiuance h avallabillby of Amend 63 to Llcenee 
DPR-27 

CLARK. R A. Operating Raactori Branch 3 82/03/26 2pp 

12878' 010. 24X FI Che ■ 90-301 , 82/03/26, 8204280003 


6204200460 Notlfle* of format acceptance of util commltmenti to 
Oencrlc Ltr 81-01. "Qual 1 flea ti one for Inep.Eiam (k Teatlng 
ti Audit Pereonnel. “ 

CLARK. R. A Operating Reictori Branch 3, 82/04/02. FAY.C H. 

Hteconiln Electric Power Co Zpp. 15707:149. 24X 

Flche- 90-266. 82/04/02, 0204200460 


’>6171027 Advltee that autlliarg faaduater eye at certain UeetlnghoUfic 
WB faellitle* do not meat Claie 1 eeiamic dailgn criteria, 
ondeneatf etoraga tanke are not protected u/manual 
peretlon or alarm tr Ipi. Fad 1 1 tlei require generic review. 
lUNTERiD. R Region 3. Chicago, Office of the Director. 77/06/29. 
'ARNICK.R. F Region 2, Atlanta, Office of the Otpectar. Spp. 
2920.046. 24X Flche 90-000,02/04/02,8204300003. 


''4120339 Forward* "Pretiminarg Evaluation of PMR Safety li Relief 
alvt Teet Program Reiulta. Pain t Beach Nuclear Plant." in 
aiponee to NI/RE0-0737i Item 11. D 1. 

AY.C.H Idle can I in Electric Power Co. 82/04/08. DENTON. H R. 
flea of Nuclear Reactor Regulation. Director, 3pp. 12640:592. 
X Flch*' 30-266, 82/04/08.6204120339. 


04120346 "Pretlninary Evaluation of PUR Safety h Relief Valva Teet 
Progrem Reiutti, Paint Beach Nuclear Plant." One ovarelie 
drawing anc 1, Aparturi card le avallablt In POR 
e EDS Nuclear. Inc. 82/03/31. 9pp. 15640.599. S4X 
Flche 90-566,82/04/06,8204120339 


160199 Oinerlc Ltr 82-00 to all FMR plant llcaniee* t. applicant* re 
*n*nlttal of NUREO-0909 relative ta Oinna tuba rupturt 
a end NUREQ Lift af NRC racl plant* and. 

BENKUT, DO. Divieion af Licenilng 82/04/19, HAM8PUR9, A. 
neatldatad Edteon Co. of Now York, 7pp 15787:203, 24X 

ch*< 90-000. 82/04/15, 8204160199. 


8204210290 Forward* reprint of Revielon i to “Point Beach Steam 
generator sleeving Rept " Reprint replecei rept tranimitted 
in util 820312 ltr & includes mark* which delineate 
proprietary Info Rept withheld (r#f 10CFR2 7901 
RlDOUAy. D A Shaw, Pittman, Pott* (< Trowbridge RIOOUAY, D A 
Mlfcontin Electric Power Co 82/04/16 BLaCH,P B > KLINE. J K , 
PAXTON, H C Atomic Safety and Licensing Board Panel 2pp 
iSeOl 001 24X Flche 50-266.02/04/16,8204210290 


— 8204510203 Fopwarde reprint of Revulon I to "Point Beach Steam 
generator Sleeving Rept " Reprint completely mark* matl 
coniidered to be proprietary Rept withheld (ref tOCFR2 790) 

FAY.C W Hl*cpn»ln Electric Power Co 02/04/13 DENTON, H H 
Office of Nuclear Raactor Regulation, Director 2pp 12001 003 
24X Fiche 50-566, 85/04/16,8204210290 


— 8204210350 Authorlie* utililatian of Affidavit AU-SO-53 to justify 
withholding of releeued Revision 1 to "Point Beach Steam 
Oenarator Slaavlng Rept " 

HIESEMANN.fl A Weatlnghoufe Electric Corp 02/04/06 DENlDN.il ft 
Office of Nuclear Reactor Regulation, Director Ip 12601 0D5 
24X Flche 90-266.82/04/16,0204210230 


8204210295 Oanerlc Ltr 82-09 to all power reactor I icensees, app 1 leant* 
for OLrN&SS vendor* St reactor vendors re environ 
qualification of eaf aty-related electrical equipment 
NRC position re qua 1 1 f t ca tion requirement* end 
ElSENHUr.D S Division of Licensing 02/04/20 HAUSPLIRO, A 
Consolidated Edison Co of New York iQpp 12862 337 24X 

Flche 90-000. 82/04/50, 0204210299 


B2042305S6 Respond* to Oenerie Ltr 02-03 re post-TMI requlrament* Work 
necsesary to finalize response cannot be completed before 
S2B4S6 

BURaTElN. S Wleconein Electric Power Co 62/04/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactor* Branch 3 Ip 12819 240 24X 

Flche 90-266,82/04/20.8204230996 


0204270225 Notifies of 620906 meeting w/Reglon 3 mg t to discuss 
finding* of S20t04-'t9 4i 20 emergency preparedness appraisal, 

620330 ltr re shift staffing t, augmentation 6 util position 
re regulatory position In Table B-1 of NJREO-0694 

KEPPLER.JG Region 3, Office of Director 82/04/20 DURaTEIN.fr 
Uifconsln Electric Power Co Ip 12093039 24X 

Flche 90-566,03/04/20,8204270229 


8204300394 Respond* to 820413 tel con re relevant min shift staffing 
Util 850218 proposed min shift staffing deficiencies 
outlined Issue to be discussed during 02OSO6 enforcement 
meeting 

MfND.U A Division of Emergency Preparedness (1 Operational Support 
02/04/26 DURGTEIN.S Wt scons In Elec trie Power Co Spp 
12006 333 24X Fiche 50-266,02/04/26,8204300394 


Q Inspection reports, IE Bulletins t< correspondence 


0204090360 Forwards IE insp Rept* 50-266/02-06 t< 90-301/02-06 on 
020252-26, No noncofflpliance noted 

HOY.O W Region 3, Office of Director 82/03/16 DUR8TEJN, 8 
Ulsconiln Electric Power Co Spp 12929 079 24X 

Flche 80-566,82/03/16.8504090360 


—8504090375 IE Insp Repts 90-266/02-06 U 90-301/82-06 on 820222-26. No 
noneomp I lance noted Hafor areas Inspected oparatlonal 
radiation protection ac t i vl 1 1 es, previ ou* Insp findings h IE 
c Irculars 

LOYENDALEiP C I OREOER, L R Division of Engineering & Technical 
Fragrams 83/03/12 iOpp 12929 077 24X Fiche 90-266.82/03/16. 

0204090368 


8204090362 Forward t IE Insp Rspts 50-266/02-07 1< 90-301/03-07 on 
850303-03, No noncamp 1 lane e noted 

N0RELIU8.C E Division of Engineering t« Technical Programs. 
85/03/53. BLIRSTEIM.S Mlsconsln Electric Power Co 2pp 
12637' 193. 24X Flche* 90-366, 05 /03/23, 02040 90363 


—8204090369 IE In*p Rept# 90-266/02-07 ti 50-301/82-07 on 020302-03 Ns 
noneomp 1 Ian c ■ noted Major araas inspected , Unit 1 Cycle 10 
control rod drop time tasts, control rod drlvi t< position 
Indication check* 

ROBINSON, D L , JACKIN, I N Division of Enginetrlng <( Technical 
Program* 82/03/16 Spp 12627 ISS 24X Flche* 50-266, 82/03/23, 

8204 090362. 


8302040113 IE Info Notica 82-08, "Chtek Valva Failures on Diesel 
Oenerator Engine Cooling Sys " U/svc list, 
e Director's Officer Office of Inspection and Enforcement 
82/03/26 4pp. 12862.399 24X Flche ' 90-000, 82/03/56, 8203040113 



DOCKETED ITEIVAS 


1B5 


SS04260SSB Submit* addl info to be included in hlRC review of feci 11 ty 
tniervice insp relief re<iuestfi per 820836 request 
FAY.C W Wisconsin ElBctrle Power Co 02/04/08 DENTOM. H R 
Office of Nuclear Reactor Regulation! Director 2pp 12039 098 
84X Fiche 50-366! 08/04/03. 8204260288 


8204160081 Requests that and 830412 cover Itr be substituted for 
B2040B cover Itr transtni ttlng Mar 1982 nontlllq operating 
repts Ltr erroneously referred to Dec 1981 calendar month 
FAV.CiW Wisconsin Electric Power Co 82/04/18 NRC -Mo 
Detailed Af f 1 liatlon Olven ip 12699233 24X 

Fiche 50-2&6. 83/04/18, 8204160081 


0204220419 Forward* IE Ihsp Repts 30-266/02-03 tt 30-301/02-05 on 
BS0322-24 No noncomp I lane e noted 

HiNOtJ A Division of Emergency Preparedness It Operational Support 
88/04/07 BUR8TE1N. S Misconsln Electric Power Co 8pp 
18006 249 24X Fiche 80-866,88/04/07.8204220419 


—8804220423 lE Insp Repts S0-866/B2-O3 6 50-301/08-03 an 080328-24 No 
noncompl lance noted Major areas Inspected analyse* onsite 
le/Region 3 measuremants van discussion of results 
AOZAKiS , OESTMANN, M J , SCHUMACHER < H Division of Emergency 
Preparedness 6 Operational Support 83/04/07 5pp 1S0O6 231 
Z4X Fiche 30-266.08/04/07.0204280419 


0204140491 Act receipt of 820326 ltr informing NRC of steps taken to 
correct installation deficiencies in conduit installed as 
part of TffI mod program 

SpESSARD.fi L Division of Project & Resident Programs 08/04/08 
BURSTEIN, B Mi scons in Electric Power Co tp 12669 319 , 24X 

Fiche 50-866.82/04/00.8804140491 


—8804140494 Advises that 020319 review re const of electrical conduit 
indicates that Part 21 rapt is not required Special review 
committee has been established to evaluate work being dene 
FAY. C W Wisconsin Electric Power Co 03/03/26 KEPPLER. J 0 
Division of Project 1< Resident Programs 2pp 12669.220 24X 

Fiche 30-366.02/04/00.8804140491 


— B2O4I6OO0S Forwards monthly operating repts for Mar 1902 U/o end 
FAY. C W Wisconsin Electric Power Co 82/04/12 NRC - No 
Detailed Affiliation Given Ip 18699 234 84X 

Fiche 30-266.02/04/12.8304160081 


T Hearing transcripts on non-ant 1 trust matters 


8204200293 Forwards RA Miesemann testimony in response to A9LB 820325 
que a tions 

KENRICK. J R Ecfcart. Seamans. Cherln b Meliott 02/04/14 
BLOCH. P 8 . KLIMS. J R . PAXTON. H C Atomic Safety and Llcenslns 
Beard Panel 2pp 12735 074 24X Fiche 30-366.82/04/14.0204200293 


--B204200309 Testimony of RA Uiesemann In response to ASL8 B2032S 
questions Release of test results would provide useful info 
to Westlnghouse competitors re nature of slaevlng process 
Certificate of 8ve and 

MIESEMANN. R A Weatlnghouse Elec trie Corp 08/04/14 7pp 
12733 076 a4X Fiche 30-266.38/04/14.0204200293 


DOCKET 80-302 CRYSTAL RIVER NUCLEAR PLANT. UNIT 3 
F Security, madlcal. amergency b fire protection plans 


8202040148 Info Notice 02-11. "Potential Inaccuracies in Wide Range 
Pressure Instruments Used in Westlnghouse Designed Plants " 

Sve list end 

UORDAN. E L Division of Engineering b duality Assurance S2/04/09 
63pp 12870 342 24X Fiche 30-000.02/04/09.0202040142 


3204200014 Forwards addl info re IE Bulletin 80-04. "Analysis of PWR 
Main Steam Line Break W/Contlnued Feedwater Addition." per 
^fRC 8802S6 

PAV.C W Wisconsin Electric Power Co 02/04/14 DENTON. H R 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactors Branch 3 6pp 12743 001 S4X 
Piche 90-266.82/04/14.8204200014 


820421D167 Submit* addl info requested 020312 re inservice insp 
program for reactor coolant pumps 

FAY. C W Wisconsin Electric Power Co 82/04/14. CLARK.R A 
Operating Reactors Branch 3 3pp 18603 318 S4X 
Flchs 30-866, 02/04/14. 0204210167. 


0202040143 IE Info Notice 02-18, "Surve 1 llanc e of Hydraulic Snubbers " 
W/encl SVC list 

UOROAN. E L Division of Engineering b Quality Assurance 02/04/21. 
64pp 12073 001 84X Fiche* 30-000, 62/04/21, 8208040143 


R Periodic operating reports b related correspondence 


820433030B Discusses inherent problem u/4-wlre emergency notification 
sys telephone circuit. To prevent lockup, util should ensure 
that second call is not established within 20-s after 
original call 

STOKR. J P Division of Emergency Preparednees b Operational Support 
62/01/29 UHRIO, R E. Florida Power b Light Co 4pp 12816 132 
84 X Fiche 30-000. 82/01/29, 8204230308 


3204230420 Responds to questions re nature of response during 
emorgency . NRC role during emergency b need to effectively 
Interface u/llcensee organlaation at technical support ctr b 
emergency operations facility during response to tmergency 
STOHR. J.P Division of Emergency Preparedness b Operational Support 
82/01/89 UHRIO. R E Florida Power b Light Co 7pp 12819 264 
24 X Fiche 30-000, 88/01/29. 8SC 4230420 


Q204230472 Discusses schedule of info to be submitted by utils in 
advance of emergency preparedness exercise Approprlats state 
b local agencies should be Informed well in advance of 
esercises to facilitate participation 

STOHRr J P Division of Emergency Preparedness b Operational Bupport 
08/Ot/29 UHRIG, R E Florida Power b Light Co 4pp 12014*894 
24X Fiche. 30-000, 82/01/29. 8204230472 


8204S30311 Commends util initiative re installation of early warning 
public notification sys 

O'REILLY, JP Region 2, Office of Director 08/03/08 Florida 
Power Corp. Ip 12310 123 24X Fiche 50-302,82/03/00,0204230211 


02O4O7OS19 Forwards monthly operating repts for Har 1980. 

FAY, C W Wlseunsin Electric Power Co 00/04/09 Office of 
Nuclear Reactor Regulation, Director Ip 12980 342 24X 

Fiche: 80-266, 80/04/09, 0204070219. 


—0204070224 Monthly operating rspts for Mar 1900 

* Wisconsin Electric Power Co 00/04/07 lOpp 12300*343 24X 

Fiche 30-266,60/04/09,0204070219 


B204 180209 Forwards srreta to "1981 Annual Results b Data Rapt for 
Point Beach Nuclear Plant, Units 1 b 8, •' b info required by 
NOfleQ-0737, Item II K 3.3, in respunso to NRC 020324 ltr re 
reporting relief valve b safety valve failures b challengii 
BUR8TE1N, S Wisconsin Electric Power Co 02/03/30 DENTON. H R 
Office of Nuclear Reactor Regulation, Director CLARK. R. A 
Operating Reactore Branch 3. Ip. 12637 192 24X 

Fiche. 30-266. 82/03/30, 0204120209. 


—B2041 20213 Errata to "1961 Annual Results b DaU Rapt. Point Beach 
Nuclear Plant.Unltf 1 b 2. " 

a Uifcontin Electric Power Co, 08/03/30 Ip. 12637,193 24X 

Fiche* 50-266, 82/03/30. 8804180809 


8204200270 Forward e monthly operating repte for Mar 1908 
FAY.C.W, Wisconsin Electric Power Co 82/04/08 NRC 
Detailed Affl lletion OlveR Ip. ■ 180701036., 24X 

F I C h e ! 30-866, 02/04/06, 08O480O87O.' ■ , 


No 


6204230241 Confirmation of action ltr listing matters discussed in 
S2030S telcon concerning feciltty fire doors Region 2 should 
be informed if util understanding differs from listed 
und ere tending . 

O'REILLY, J P Region 2. Office of Director 02/03/10 HANCOCK, d. A 
Florida Power Corp. 2pp 12017 396 24X Fiche* 30-302, 02/03/ tO, 

8204230241 


83041 5014B Forwards Amend 53 to License DPR-78 b notice of issuance b 
availability Amend modifies license to Include requirement 
to maintain safeguards contingency plan. 

aTOLZ.j F. Qperettng Reactors Branch 4 02/03/29. HANCOCK, U A. 

Florida Power Corp 5pp 12637 291 24X Fiche. 30-302,08/03/23, 

8204190143 


— 8204150133 Amend S3 to License DPR-72rRtodlf y Ing license to require 
matnt of safeguards contingency plan to b e implemented 
within 30 days 

BTOLZ.J F. Operating Reactors Branch 4. 02/03/83 2pp 

12607*286 24X Fiche* 30-302. 08/03/23, 6304190148 


— 8204190162 Notice of issuance b availability of Amend 33 to License 
DPfl-'72 

3T0LZ, J F. Operating Reactors Branch 4. 62/03/23. 2pp. 

12607 860 E4X FI Che* 30-308. 62/03/23,8804130148, 


-8204280273 Monthly operating repts fop Mar 1908 
FAY, C M. Wisconsin Electric Power Co. 02/04/06 
24X Fiche. 90-266,82/04/00,0204280270 


9pp. 12070 037 



1B6 


DOCKETED ITEMS 


BS04090132 Requftcti copies of 1 icenseeVepplicent re^U'Vfts for 
• itension or asaraptCan ra imp lanientat ion of 1QCFR73 SI 
flnlv Haddam Nack & Mlllskone (lava submittad f»as i< fea 
forms 

TREHPERiL Licanst Fea Hanagamank Branch BZ/Od/O^S Office of 
Nuclaar RaackOr RagitlaklOn> Director ip 12633 S60 S4X 
Flcha 30-000* aS/04/03,B20«0'WI 32 


BS04230506 Dlsetiasas resolution of daficlenclas in amargency 
preparedness progran, per 830406 tatcon Procaduras reflecting 
nigt roll in restructured emergency organliation ulll be 
imp lenentad 

□ 'REILLV. JP Region 2* Office Of Director 83/04/00 HANCOCKi 0 A 
Florida Pouer Corp 3pp IZalS 324 24X Ficha 30-302,03/04/08. 

8204230306 


QZ04270446 Requests astension until B2080S of present eremption to NRC 
final rule, “Protection of Unclassified Safeguards Info " 

Eitenslon due to delay In receipt of shipping containers 
MARDiS.D 0 Florida Pouer Corp 83/04/30 STOLZ. J F Operating 
Reactors Branch 4 Ip 12034 306 24X Flchc 30-302,82/04/80, 

820 4370448 


S2O4S80396 Foruards revlisd Page 5-4 to modified amended security plan 
Page withheld Iref 10CFR73 21) 

HARDiS, D 0 Florida Pouer Corp 82/04/23 DENTON. H R Office of 
Nuclear Reactor Regulation, Director Ip 13063 304 24X 

Flche 30-302.02/04/23,8204330336 


H Oeneral correspondence 


0204010237 ForuardS questions for B6W ouners response re revlaie uf 
abnormal transient o-paratlng guidelines program 
EISENHt/r.DO Division of Licensing 82/03/03 HALL. M Oabcocl: l< 

Utlcox Operating Plants OwnerB Group HALL, W Consumers Pouior Co 

24pp 13489 300 24X Flche 30-000,82/03/03,0204010237 


8204010016 Summary of 820300 meeting u/BhU licensees & Dt<U re not tic 
cracking problems Status of facility conditions listed 
WAGNER* P C Operating Reactors Branch 4 82/03/13 Opera tins 

Reactors Branch 4 23pp 12491 336 24X Ficho 50-000,88/03/15* 

8204010016 


8203190001 Oeneric Ltr 82-03 to all licensees of operating pouer 
reactors re post-THI requirements 

EISENHUT* D 0 Division of Licensing 62/03/19 HAUSPURO.A 
Consolidated Edison Co of Nau Vork 7pp 12313 iga 24X 
Flchc 90-000, 02/03/19. 8203190001 


8204010308 Remits license fee for Change Request 64, Revision <0 Requests 
formal clarl f I cat i an on license fees for NRC-mandatad 
license changes 

HARD IS, D O Florida Power Corp 82/03/24 MILLER, H □ License Fei 
flanagamant Branch. 3pp 12477 273 24X Flche 30-302,82/03/84. 

8204010308 


8204130148 Foriiiards Amend 33 to License DPR-72 b notice of issuance fa 
availability Amend modifies license to include requirooient 
to maintain safeguards contlngancy plan 

STOLZ, J F Operating 'Reactors Branch 4 82/03/23 HANCOCI4* J A 

Florida Power Corp Spp 126S7 261 Z4X Flche 50-302. 82/03/23* 
8204 I SO 140 


8204220628 Responds to 820211 ltr re VH Split t concern over alert b 
notification isiran) sys & plant shutdowns for facility 
Of seven unscheduled plant ihutdouns, nona rasilltad in 
activation of site emergency plan 

DIRCKS.M J Office of the Eiecutlve Director For Operations 
32/03/26 HAWKINS. P Senate 9pp 12831 346 24X 

Iche. 90-302. 82/03/26. 620422O62S 


204220633 Forwards ltr from constituent VM Splitt eipressing concern 
over alert fa notification iiiran) sys fa plant shutdown for 
facility 

HAWKINS, P Senate 82/02/11 FOUCHARD, J d’ Office of Public 
Affairs 2pp 12831 330 24X Flche 30-302,32/03/26.0284220628 


B204220636 Discusses concerns re malfunctians of facility emergency 
warning sys FEHA reply end 

SPLITT. V W Affiliation Unknown 81/08/11 0RIHE8. B Division 
of Emergency Preparedness Spp 12831 332 24X 

Flche 30-302,82/03/26.8284220620 


'04220389 Responds to FOIA request for seven categories of documentB 
■a TMl action plan 

•ELTON, d M Division of Rules and Records 81/11/12 BHOLLV, B C 
fnlon of Concerned Scientists 6pp 12824 100. 24X 

Iche 50-800.61/11/12.8204228303 


1003130391 Discusses Jen 1980 site visits to verify implementation of 
Category A Lessons Learned requlremante Requests that Div of 
Dperatlng Reactors project managers b IE regional director 
or rtsidint inspector participate in site visits 
EIBENKUT.D 0 Division of Operating Reactors BO/Oi/lO. 
eCHUENCERiA Operating Reactors Branch 1 <Pre 600428) 9pp 
12824 153 24X Flche 90-000.81/11/12.8204220389 


——02041 301 55 Am end 93 to License DPR— 72,modifying license to require 
nalnt of safeguards contingency plan to be implemented 
within 30 days 

BTOLZ.J F Operating Reactors Branch 4 82/03/25 2pp 

12687 206 24X Flche 30-302.02/03/23,8204130140 


— 6204190162 Notice of issuance fa availability of Amend 53 to Litonse 
DPR -72 

STOLZ, U F Operating Reactors Branch 4 02/03/23 2pp 

12687 288 24X Flche 90-302,82/03/29.8204190146 


8204090413 Informs that refund of application fee is forthcoming 

KILLER, W O License Fee Management Branch 62/03/26 HANCOCK, J A 
Florida Power Carp Ip 1236 9 267 24X Flche 30-302,82/03/26. 

6204090413 


0204270815 Summary of 020316 meeting ui/BbW licensees fa represan tat 1 vee 
in BethesdaiHD re HPI notile cracking Plant specific 
presentations given 

PADOVAN.K L Operating Reactors Branch 4 82/03/30 Operating 

Reactors Branch 4 Spp 12872 123 24X Flche 30-000,82/03/30. 

6204270515 


8204010534 CRYBTAL HIVER-3 SAFETY STUDY Volume 2-AppendlcBB 

8ARCIA. A A I LINER. R.T ■ AMI CO, P J Science App 1 teat 1 ans. Inc FIW 
A-i241 NUREO/CR-2319 VOS 82/03/31 Office of Nuclear 
Regulatory Research, Director 300pp Available at NTIB 
12468 001. 24X Flche 30-302.02/03/31,8204010534 


0204060003 Submits preliminary assessment of EPRI PMR safety X. relief 
valve test program fa potential effects of testing, per 
NURE0-0737> Item II D 1 

KAROIS.DO. Florida Power Corp 82/03/31 E16ENHUT. D O. Dlvliloii 

of Licensing 2pp 12554 052 24X Flche 50-302.02/03/31. 

8204060083 


P Operating license itage dacumanCs & correspondence 


4238201 Confirms 020201 arrangamint for B20212 meeting u/util in 
.tlente.OA to dlscuee change in util orgenl letlonal fa 
‘unctlonal alignment re facility 

-EUlSiR C Dlviiion of Project fa Resident Programs 02/02/04. 
-lANGOCK.J A Florida Power Corp. Ip. 12817 336 24X 

Flche 90-302.82/02/04.8204230281 


204230401 Dlscueses 020212 meeting re proposed organ 1 lattonal 
functional alignment changes fa general diicuesion relative 
to makeup line thermal stress probiams 

LEWI8.R C Division of Project fa Resident Programs 02/02/22 
HANCOCK. d A Florida Power Corp Ip. 12017:230 24x 

Flcha: 90-302. 82/02/22, 0204230401 


6204020092 Foruerds Franklin Research Ctr raquaet far addl info re 
"Equipment Environ Ouallf 1 cation Ravi ou of Licensees 
Resolution of outstanding Issues from NRC Equipment Environ 
Quallficatton 8ERs 4 TMI Action Plan Installed Equipment " 
BTQLZ.J F Operating Rasetore Branch 4 02/03/01. HANCOCK, d A 

Florida Power Corp 2pp 12513 010. 24X Flche* 50-302,62/03/01, 

8204020072 


6204070208 Advises that util confirmed applicability of DAM-1964. 
"Intagrated Control Syi Reliability Analysis.” par 
NUREO-0737. Item II K 2 9 Static transfer switch installation 
completed Aug 1900 Requirements of ref Item satisfied 
MARDI8* D. 0 Florida Power Corp 82/03/31 STOLZ. d F Operating 
Reactors Branch 4. 2pp 12380 001 24X Ficha. 50-302, 02/03/31. 

8204070200 


0204870292 Responds to NURE0-0737 Item III D 1 1 Auilltery bldg cubicle 
door fa ventilation louver not Inetelled until Oct 1901 )k Feb 
1982. respectively Ollbert Associates analysis indicates all 
piping penetrations require sealing. 

KAH0I8.D 0 Florida Power Corp 82/03/31 STOLZ, d F, Operating 
Reactors Branch 4. 3pp. 12380.073 24X Flche 30-302,02/03/31, 

0204070253 


8204160037 CRYSTAL R I VCR-3 SAFETY STUDY Volume t-Melti Study. 

oARCIArA A . LINER, R.T , AMICD, P. d, Science ApplUations, Inc. FIN 
A-1241. NURE0/CR>'2919 VOl. 82/03/31 Division of Risk Analgsls. 

176pp. Available at NTie. 12713:202. 24X Ficha; S0-a02, 82/03/31, 

0204160057 



DOCKETED ITEMS 
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320^070396 Application for omond to Lic«n«» DPR-72 aufchorliing 
oporatton at yw, full pouer lu/raaetor coolant pump pouir 
monltart bypaasad Ju> 1 1 fi cation statemant tc ravlaw faa and 
DAVWAUDtP y Florida Power Corp 82/04/01 DEN TON i H R Office of 

Nuclear Reactor Regulation! Director 3pp 12576 233 24X 

FIdie 50-302(82/04/0110204070576 


0204130471 Forwards raguost for add! info re senior reactor operator tc 
reactor operator training for mitigating core damage, 

Reiponso raguirad within 30 days 

STOLZiO F Operating Reactors Branch 4 02/04/01. HANCOCKi J A 

Florida power Corp 4pp 12661 124 24X Fiche. 30-302, 02/04/01 r 

8204130471 


8304270334 Submits remaining responses to NRC 020107 regueSt for addl 
info re seismic goal 1 f lea t i on of audllary feedwater tyi 
Tables of nahseitmlcally qualified electrical circuits b 
control devices end 

KARDI8<D 0 Florida Power Corp 82/04/20 STOLZ.JF Operating 
Reactors Branch 4 6pp 12852 102 24X Fiche 30-302, 02/04/ 20> 

0204270334 


02O427O4S6 Requests addl info re TNI Action Plan Item II K 3 3, 
reporting relief valve & safety valve falluras Response 
within 30 days requested 

BTOLZi J F Operating Reactors Branch 4 02/04/23 HANCOCK, >1 A 

Florida Power Corp 2pp 12095 056 24X Fiche 50-302,02/04/23, 

8204270456 


0204140627 Forwards request for addl info re auxiliary feedwater 
reliability assessment Response to be submitted by 820507 
STDLZ, JF Operating Reactors Branch 4 02/04/01 HANCOCK, 0 A 

Florida Power Corp 4pp 12686 094 24X Fiche 50-302,02/04/01, 

8204140627 


8204170470 Confirm! 620401 telephone author! x ation to operata w/reacbor 
coolant pump power monitor trip function bypassed provided 
four reactor coolant pumps were operating tc plant operating 
at 73!S full power License DPR-72 amended 

NOVAK, T M Aeslstant Director for Operating Reactors 82/04/02 
HANCOCK, 0 A Florida Power Corp 3pp 12730 202 24X 

Ficha 50-302,82/04/02,0204170470 


8204070251 Bubmits estimates of cost, time & radiation exposure entailed 
In Inetallatlon of RC5 water level measurement sys Estimate 
based on BtiU designed hot leg level measurement sys 
MARDIB, D 0 Florida Power Corp 02/04/03 MATTSON, R J Divlelpn 
of Systems Integration (post 011005} Ip 12627'0S7 24X 

Fiche 50-302, 82/04/03, 820407025 1 


8204140221 Forwards revised Pages 6, 7 6 10 to “Local Leah Bata Test 
Reptr" conducted on B1 1 130, incl ud ing three valves previously 
omitted 

MARDIS, 0 0 Florida Power Corp 82/04/00 DENTON, H, R, Office of 
Nuclear Reactor Regulation, Director Ip 12662:350 24X 

Fiche 50-302, 82/04/08, 8204 1 4022 1 


'0204140224 "Local Leak Rate Test Rept, " Pages 6, 7 b 10 
» Florida Power Corp 82/04/08 3pp 12662 331 24X 

Fiche 50-302,02/04/08,8204140221 


B2042003S4 Advises that results of evaluations of alternatives to 
determine capability of spray additiva sys to deliver 
required flow to reactor bldg spray sys are 
axpectsd by Apr 1782 Final resolution by 021001 

MARDIB, D 0. Florida Power Corp 02/04/13 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Ip 12736 264 24X 

Ficha: 50-302, 02/04/13, 0204200334 


B20420D311 Forwards updated completion schedule, in response to 620317 
request, for NUReC-0737 Items I A 3, 1, II B 2, II, B 3, II.B 4, 

II E 1 2,11 E. 4 2,11 F 1 t, II. K 2 10 

MARDIB, D 0. Florida Powar Corp 82/04/14 EISENHUT, D 0 Division 

of Licensing 4pp 12737 003 24X Fiche 30-302,02/04/14, 

820420031 1 


8204160155 Oeneric Ltr 02-00 to all PNR plant licensees t« applicants re 
transmittal of NUREO-0709 ralativo to Oinna tube rupture 
M/o encl NUREO List of NRC recipients end 
EISENHUT, D 0 Division of Licensing 82/04/15 HAUSPURO.A 
Consolidated Edison Co of New York 7pp. 12707.203 24X 

Fiche: 50-000, 82/04/ 1 5, 8204 160155. 


8204360011 Advises that License DPR-72 amende d, author li ing operation 
w/reactor coolant pump powar monitor trip function bypasiid 
until problem of spurious reactor trip resolved per 820406 
author 1 latton 

NOVAK, T M Assistant Director for Operating Reactors 82/04/16. 
HANCOCK, vT A Florida Power Corp, 6pp 12055 176 24X 

Fiche 50-302,62/04/16,0204260011 


B204260116 Requests util approval for participation In program to 
experimentally detarmine etactromagnatic interferance at 
various locations in BNR << PNR duo to plant ti transmission 
sys operations. Response to be submittsd within 2 wks 
srOLZ,V. F. Operating Raactors Branch 4. 82/04/16 HANCOCK, V A. 

Florida Power Corp Spp, 1205 5.017, 24X Fiche, 50-302, 82/04/16, 

6204260116 


B204210275 Oeneric Ltr 02-07 to all power reactor licinsees, app llcants 
for DL, NS8B vendors fc raaetor ventfors re environ 
qualification of taf ety-relatad atactrleal aqulpment, 

NRC position re qualification raqulramonts onci 
EISENHUT, 0 0, Division if Licensing 82/04/80. HAU8PUR0, A, 
Consolidated Edison Co. of New Vor.k OPEKAiJ Northeast Utilities. 

t.YLE.H p. Northsrn Indiana PghUc Sarvlcf Co 16pp, 12068.337, 

2«X FiCha:30-000, 02/04/20', 0204210875. 


0 Inspection reports, IE Dulletlns b correspondence 


8204070157 Forwards IE Safeguards Insp Rept 50-302/01-28 on 811207-11 b 
notice of violation Notice wlthhald Iref 10CFR73 21) 

KELLOGG, P J Division of Resident (■ Reactor Project Inspection 
82/01/06 HANCOCK, J A Florida Power Corp 2pp 12SBB. 206 . 24X 

Fiche 50-302,82/01/06,8204070157 


— 8204070164 IE Safeguards Insp Rept 90- 302/61-28 on 011207-11 
Noncomp 1 lance noted failure to adequately search pirsonnal. 

Details withheld (ref tOCFR73 21) 

PEHNY,C D , MCOUIREi D R Division of Englnosrlng b Technical 
Inspection 62/01/04 Ip 12SB8 208 24X Flchs 50-302, 02/01/06, 

8204070157 


B2041403B2 Forwards IE Insp Rept 50-302/82-04 on 020210 No 
noncomp I i anc e noted 

LONOi F. J Division of Project & Resident Programs 82/03/17 
HANCOCK, J A Florida Power Corp 2pp 12663' 283 24X 

Ficha 50-302,82/03/17,8204140382 


--8204140383 IE InSp Rept 50-30'2/82— 04 on 820210 No noncompliance noted 
Major areas inspected emergency p la nnlng, sped f Ically 
interface between licensee b NRC Region 2 at emergency 
response facilities 

TAYLOR, P A , JENKINS, O R. Division of Emergsney Preparedness b 
Operational Support 82/03/16 4p p 12663 205 24X 

Fiche 50-302,82/03/17,8204140382 


82042309 59 Supplements 800707 response to IE Bulletin 80-11. “Masonry 
Hall Design, “ to include areae where collapsed wall could 
impact compone'nts in omergsTicy feedwater sys 

MARDIB, D 0 Florida Pouar Corp. 82/03/23 O'REILLY, J P Region 2, 
Office of Director Opp 12815.314 24X Ficha 50-302,82/03/23, 

S20423O9S7 


0204140372 Forwards IE Info Notice 82-OB, “Check Valve Failures on 
Diesel Generator Engine CDollng Bys " No action or response 
requested. 

O'REILLY, J P Replan 2, Office of Director 82/03/26 UHRIQ,R E 
Florida Power b Light Co 4pp 12670 311 24X 

Ficha; 50-000, 82/03/26,8204140372. 


9204140439 Forwards IE Info Notice 02-10, “Following Up Symptomatic 
Repairs to Assure Resolution of Problem," 

□'REILLY, J P Region 2, Office of Director 82/03/31. UMRIOiR E 
Florida Power b Light Co 4pp 12670 005 24X 

Fiche 50-000,82/03/31,8204140439 


8204120347 Forwards IE Safeguards Insp Rept 60-302/02-07 on 620306-12 
No nancomp 1 la nee noted 

LONG, F J Division of Project b Resident Progrems, 02/04/06 
HANCOCK, J A Florlde Power Corp 2pp 12640 025 24X 

Fiche 50-302,02/04/06,8204120349 


-6204120354 IE Befeguerds Imp Rept 50-302/02-07 on 820308-12 No 
noncompl lance noted Major areae inepectad physical security 
program, aud it, records b rapte, power supply b dstsctlon aids 
Details withheld (ref I0CFR73 21> 

MOORE, D.E , MCOUIRE, D R Division of Engineering & Technical 

Programs 02/04/09 Ip L2640 027 24X Fiche 50-302,82/04/06, 

6204120347 


8204300133 Grants requested relief from hydrostatic test b insp 
requirement. Exam of replacement sield areas by radiographic b 
(nagnetic particle methods edequate, SER encl 

STOLZ.J F Dperetlng Reectors Breneh, 4 02/04/00 HANCOCK, J A 

Florida Power Corp. 2pp 12908 320 24X Flchs, 50-302, 62/04/00, 

8204300133 


——8204300138 Bafety evaluation granting relief from inservice Insp 
requirement 

Nuclear Reactor Regulation, Director 62/04/00, Spp 
12708,322 24X Fiche' 50-302, 02/04/00, 6204300133 
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8202040142 IE Info Wot»c« 32-11, "Potential Inaccuracief in Hide Range 
ppeitore Instrument! Used In Hestlnghouse Designed Plants " 

S'/C list end 

^;aRDAN> E L DWlslon of Engineering fc Oualitg Assurance ea/Ot/O? 
ii3pp 12B78 342 34X Fiche 30-000. 82/04/0*?, 0202040142 


0204140401 Forwards lE Bulletin 02-01. "Alteration of Radiographs of 
Ueldi In Piping Subasseml) lies " 

O'REILLViJ P Region 2. Office of Director 82/04/13 UHRIO. R E 
Florida Fouier & Light Co 5pp 12670 3SB 24X 
Fiche 30-000.62/04/13.8204140401 


8204080078 Forwards LER e2-01l/03L-0 

CUWEHAUS, T C . MARDIB. D 0 Florida Power Corp 02/03/17 
O'ReiLLY. J P Region 2. Office of Director Ip 12606 092 
Fiche 50-302,02/03/17.8204080078 


— 0204080004 LER 02-01 l/O3L'0 on 020224 , d ur i n g performance of 8P“li2.HC 
flow.Channel A was found out of cal Ibr Caused Pg linear 
voltage differential transformer shorting out Transformer 
replaced k Instrument calihr 

HOHARA. D P Florida Power Corp 82/03/17 Region 2, Office of 
Director 2pp 12606 093 24X Fiche 30-302. 02/03/17. 8204000070 


0204140442 Forwards IE Info Notice 82-0°. "Cr acting In Piping of 
Makeup Coolant Lines at Bh-W Plants, ■' to ho reviewed for 
possihle appi icabil 1 tg 

O'REILLY, J P Region 2. Office of Director 02/04/13 UHRlG.fl E 
Florida Power 1< Light Co JONES, J A Carolina Power It Light Co 

□AIL.L C Dute Power Co 4pp 12666 251 24X 

Fichf 50-000. 02/04/13, 8204140442 


8204260361 Forward* tahvlations on steam generator Insp 1< malnt for 
B&U plants based on info provided by util 

STOLZ.J F Operating Reactors Branch 4 02/04/15 Duke power Co 

IBpp 128SS 203 24X Fiche 90-000. B2/04/ 1 9. 0204260361 


8202040143 IE Info Notice 02-12, "Surve 1 1 lance of Hydraulic Snubbers “ 
M/ancI SVC list 

JORDAN. E L Division of Engineering k Quality Assurance 02/04/21 
64pp 12B73 001 24X Fiche 30-000,82/04/21.8202040143 


R Periodic operating reports & related correspondenc s 


8204050263 Forwards “Annual Environ Operating Rept.Uol 1 - 
Nonradlologtcal, 1981" & "Annual Environ Operating Hept. 

Vol 2- Rad lo log i ca 1, 1901 . " per Tech Spec 9 6 1 

KAROIS.DO Florida Power Corp 82/03/31 O'REILLY, JP Region 2, 
Office of Director tp 12324 084 24X Fiche 90-302,82/03/31, 

82040S0263 


8204080302 Fnrwards LER B2-010/03L-0 

LUTHEHAU3, T C , MAfiDlS, D 0 Florida Power Corp 92/03/17 
O'REILLY, JP Region 2, Office of Director Ip 12613 299 24X 

Fiche 30-303, B2/03/17. 0204060302 


— 0204000306 LER aa-010/03L-0 on 820217. conne c tor BMO-14 failed & 
declared inoperable Caused by leak or lasts In roof allowing 
water to enter electrical connector Connector cleaned I, 
repaired (, will be waterproofed 

KOMARA, B F Florida Power Corp 82/03/17 Region 2, Office of 

Director 2pp 12613 296 24X Fiche 90-302,82/03/17.8204000302 


0204160320 Forwards LER e2-Ol4/03L-0 

LUTKEHAU3. T C , MARDIS, D 0 Florida Power Corp 02/03/29 
O'REILLY, J P Region 2, Office of Director Ip 12693,001 24X 

Fiche 50-302.82/03/29.8204160320 


— 0204160321 LER aa-014/03L-0 on 820226, Crv-26 failed to close remotely 
while filling CFT-IB On 020308, MDV~ 94 failed to close 
remotely following pumpdown of flCDT Caused by improper 
operation of close torque switch air supply regulator 
DROWN, C 0 Florida Power Corp 82/03/29 Region 2, Office of 
Director 2pp 12693 002 24X Fiche 50-302,82/03/29,8204160320 


DOCHET 50-304 I IDN NUCLEAR POWER STATION. UNIT 2 


— 6204050260 "Annual Environ Operating Rept.Vol t - Nonr adiolog ical, 
1981 " 

BAYNARD, P Y Florida Power Corp 82/03/31 400pp 12524 006 

24X Flcbe 50-302.62/03/31,0204050263 


— B2O4OSO270 “Annual Environ Operating Rept.Vol 2 - Radiologies 1, 1901 
BAYNARD, 0 0 Florida Power Corp 82/03/31 BBpp 12525- 140 
24X Fiche 50-302.62/03/31,8204050263 


F Security, medical, emergency 1. fire protection plans 


B204020279 Recdgnlies Util oitraordinary efforts to meet Commission 
B202D1 deadline for Installation 6, testing of prompt 
notification sys 

KEPPLER, J 0 Region 3, Office of Director 82/03/29 REED, C 
Commonwealth Edison Co Ip 12503 168 24X Fiche 50-000,02/03/29. 

0204020279 


8204200076 Forwards monthly operating rept for Mar 19B2 

MARD-IS, D 0 Florida Power Corp 82/04/13 DEYPUNO, R C Director's 
Office, Office of Inspection and Enforcement Ip 12742 202 24X 

Fiche 50-302.02/04/13.8204200076 


S304120473 Releases public version of revised generating station 
emergency plan telephone directory 

FELTON. J M Division of Rules and Records 02/03/29 Document 
Management Branch ip 12654 207 24X Fiche 50-000,82/03/29, 

0204120475 


— 6204200094 HentMv operating rapt for Mar 1982 

BOOART.D . CULVER.M H Florida Power Corp. 02/04/13 4pp 
12742 203 24 X Fiche 50-302. 82/04/ 13. 6204200076 


S Reportable occurrences. LERs t, related correspondence 


8204220675 FOIA request for nancompllence rep ts filed by operators at 
Crystal River w/focus on unscheduled venting of radioactive 
metl since 760101 

LOREl.fi WMNF-FH Tampa. FL 82/01/20 Region 2, Office of 
Director Ip (2825 225, 24X Fiche 30-302. 02/01/20. 6804220675 


8204220670 Responds further to FOIA request for noncompliance repts 
filed by eprretors of Crystal River Printout of LERs end 
FELTON.J M Division of Rules and Records 02/03/11 LOREl.H 
WHMF-FH Tampa. FL Ip 12825 226 24)C Flcha 50-302,82/03/11. 

820'422067a 


— 8204220663 LER printout on facility events involving radioactive 
releases »rn«, )o-»i i. --- 

Hven 82/02/22 7pp 
■/1 1,6204220678. 


— 6204120479 Forwards public version of revised generating station 
emergency plan telephone directory. 

CHANEY, y L Commonwealth Edison Co 62/02/08 DENTON, 11 R 

Office of Nuclear Reactor Regulation, Director Ip 12654 290. 

24X Fiche 50-000,62/03/29,8204120473 


--0204130460 Public version of revised generating station emergency plan 
telephone directory 

PALMER. F A Conmonuiea I th Edi son Co 82/02/16 41pp 136S4'291. 
24X Fiche, 50-000, 82/03/29,8204120473 


8204190005 Releases public version of revision to generating station 
smergency plan environs group implementing procedure 
FELTON, J H Division of Rules and Records. 82/03/29 Document 
Management Branch ip 12731.083 24X FI che 30-000, 02/03/29. 

8204190005 


— 8204190008 Foruiards public version of Revision 2 to Oenerating Station 
Emergency Plan Environs Group Implementing Procedure £0-3. 

"Field Team Equipment (< Survey Techniques " Receipt form 
end. 

CHANEY, V Commonwealth Edison Co 83/03/10. DENTaN, H. R. NRC - 
No Detailed Affiliation Oiven Ip 12731-084 24X 

Flcha 30-000. 02/03/29, 8204190005 


^Dwer Corp 83/03/16 
reetpr Ip 12604:237 24X 


'62O4OS0185 LER 02— OOY/OSL— 0 on 620204, con ta lament isolation valves 
MUV— 259 k Nl/V— 260 failed to close during cold shutdown 
testing Cavstif by insufficient torque switch settings Torque 
switch setting increased, ff>-4 02 will be revised. 

BRDWN.C 0 Florida Power Carp 62/03/16 Region 2, Office of 
Director 2pp, 12604 260, 247 Fiche. 90-302, 82/03/16, 8204000182 


— 6204190013 Public version of Revision 2 to Generating Station Emergency 
Plan Environs Group implementing Procedure EO-3, “Field Team 
Equipment 1, Survey Techniques “ Revised table of contents 
end 

BRENNER, N B Commonwealth Edison Co 82/02/09 llpp 12731 085 
24X Fiche 50-000.82/03/29,8204190003 


8204220706 Re 1 tales public 
Implementing procedure 
FELTON, J-M Division of 
Management Brandi if, 
8204220706 


version of revision to emergency plan 

Rules and Records, 82/04/12. Document 
12034 095. 24X FI che- 50-299, 82/04/12, 
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m 


—QZ0A1IS07I2 Forual'ilt public veriioh of Ravitlon 9 to Emtrgencv Plan 
Implamanting Ppocadure ePIP-320--l) "Activation of Oentratlng 
Station Emargancg Plan Station Group " 

a Comnonutaltb Ediaon Co BS/03/29. NRC - No Oatailad 
Affiliation Oivan ip 13B34 096 24X Ficha' 90-295, S8/04/iBi 

6204220706 


•8804220719 Public varsion of Raviaion 9 to Emapganeg Plan Imp lemant ing 
PTocadura 320-1, "Activation of Oanarating Station 
Emargancv Plan Station Group " 

a Commonuaalth Edison Co 82/03/29 6p p 12634 097 24X 

Ficha 90-295,62/04/12,8204220706 


B204270171 Ralaaati public varslon of ravision to amargancg plan 
imp lananting procadura 

FELTON, J M Division Of Rulas and Racordt 82/04/12 Documant 
Hanagamant Branch tp 1 8674 203 24X Ficha 90-299,82/04/12, 

6204270171 


■8204270177 Foryards public varslon of Ravision 3 to Emsrgsneg Plan 
Implerasntlng Procadura EPIP 990-2, "Environ Kit I, Emargancg 
Dparations Facility Radiological Eiiuipmtnt " 
a ComntonyaaUh Edison Co 82/03/29 NRC - No Dstailsd 
Affiliation Oivan Ip 12074 804 24X Ficha 90-899,88/04/18, 

8204270171 


—0204270181 Public varslon of Rsvision 3 to Emargancg Plan Implemanting 
Procadura 990-8, "Environ K1 t & Emarganeg Oparationi 
Facility Radiological Equlpmant, " 

a Commonwaalth Edison Co 82/03/89 7pp 12874' 809 24X 

Ficha 50-299,08/04/12,8804870171 


8204270497 Ralaasas public varsion of ravliad amtrgancy plan 
ImplBfliantlng procadura 

FELTON, JM Division of Rulas and Racords 62/04/12 Documant 
Managamant Branch tp 18874 244 24X Ficha- 90-299, 02/04/18, 

8204270487. 


— B204270469 Foryarda public varslon of Rsvision 4 to Emarganeg Plan 
Implamanting Procadura EPIP 480-1, "Tachnlcal Support Ctr 
Ouartarlg Survaillanca " 

a Commonyaalth Edison Co 82/03/29 NRC - No Datailad 
Affiliation Oivan Ip 12074 249 24X Ficha- 90-295, 82/04/12, 

8804270457 


-0204270473 Public varsion of Ravision 4 to Emarganeg Plan Imp lanintinfl 
Procadura EPIP 420-1, "Tachnlcal Support Ctr Ouartarlg 
Survaillanca " 

a Commonyaalth Edison Co 82/03/25, 4pp. 12674-846 24X 

Ficha 90-295.02/04/12,8204270457 


0204210179 Foryards rtsponsa to open Itams listad in BNL tichnlcal 
avaluatlon rppt "Post-Fira Shutdoun Capability " Also 
foryards ravlsiohs to "Bafa Hot Shutdoyn Analytis" j< "Bafi 
Cold Bhutdoyn Analysis " 

LENTINE.F 0 Commonysalth Edison Co 82/04/16 DENTON, H R Officii 
of Nuclaar Reactor Regulation, Director. 29pp 12803.315 24X 

Ficha 50-295,82/04/16,8204210179 


8204300056 Ralaasas public varslon of ravision to ginarattng station 
amarganeg plan command ctr amargancy plan Implamanting 
procadur a 

FELTON, J M Division of Rulas and Racords 02/04/23 Documant 
Hanagamant Branch Ip 12900 297. 24X FI cha. 30-000, 08/04/23, 

0204300056 


— 8204300064 Forwarda public varslon of Rsvision 3 to Oanarating Station 
Emarganeg Plan Command Ctr Emarganeg Plan Implamanting 
Procadura EOF-3, "Envlron/Emergancg Coordinator " Receipt 
form and 

HOORE. R. D Commonyaalth Edison Co 82/04/14. DENTON, H R NRC - 

No Datailad Affiliation Oivan Ip 12908-290 34X 

FIcht 90-000, 68/04/23, 8204300096 


— 8204300077 Public varsion of Rsvision 3 to Osnarattng Station 
Emarganeg Plan Command ctr Emarganeg Plan ImpltMantlng 
Procedure EOF-3, "Environ/Emirgancg Coordinator." Rivisad 
table of contents and 

BARR.J R Commonyaalth Ed lion Co. B8/03/12 ISpp 12900:299. 
24X Ficha. 9Q-000, 93/04/23, 82043(^096 


1 Financial information 


8204060003 Foryards guarantas of pagmant of daftrrad primiums for 1902. 
OSTERiO. Commonyaalth Edison Ce. 82/03/30. BALT2HAN, J, Office of 
State Programs, .Director. Ip, , 12990:207, 24X Ficha 90-000, 

82/03/30,8204060003 


—8204060019 Submits annual financial statement for 1981 

BCTNKE, W a Commonyaalth Ed icon Co. 82/03/29. NRC - No 
Detailed Affiliation Oivan, 6pp, 12990.208 a4X 
Ficha, 90-000, 82/03/30, 8204060003, 


P Operating lictnsa staga documents U c orraspand sne t 


0204220309 Raspo-nds to FOIA request for seven catagorias of documents 
re TMt action plan 

FELTON, J H Division of Rulas and Records 01/11/12 bmOLLV, 0 C 

Union of Concerned 8c lent lets 6pp 12024 tOO 84X 
Ft Che. 90-000, 01/11/12, 8204220309 


— 0003130391 Discusses Jan 1990 site visits to verify Imp Itmentatlon of 
Category A Lassoni Learned raqu Iren, ants Requests that Div of 
Operating Reactors project managers 6 IE regional dirsetor 
or resident inspector participate In alta visits 
EIBENHUT, D 0 Division of Operating Raactors 00/01/10 
BCHWENCER.A Operating Reactors Branch I (Pre 600420) 9pp 
12B24 199 34X Flche 90-000, 8 1 /1 1 / 1 2, 82O4S2O309 


8204190290 "Evaluation of Zion Nuclaar Oentratlng Station “ 
a Institute of Nuclear Pouer Optratlons 81/12/31 40pp 
12602 007 24X Ficha 90-299, B1 / 12/31 , 82041 9D290 


8204140068 Responds to FOIA request for Indsi Identifglng OLe 6 amends 
re possess ion, sh Ipp Ing, rtce lying U staring of nuclear fuels 
at Comm Ed of IL facilities Documents available at Raglan 3 
ofc lilted 

FELTON, J H Division of Rulea and Racords 82/02/04 VAN 

DEMARK.R E Iflldmin, Harrold, Allan ti Dison. 3pp 12672 392 84X 

Flche 50-000,82/02/04,8204140062 


8204090009 Faruiards "Revlay of Zlan Pr ebab i 1 1 s t Ic Safety Study Sgs 
Analysis," U J Hickman personal absarva tlons, 

NOVAK, T M Assistant Director for Operating Reactors, 02/03/16 
KLOPP.e Commonuealth Edison Co 2pp 12633 261 24X 

Flche, 90-299, 03/03/16. 0204090089 


— 8203150262 Foryards brief revlay of (> comment on probabilistic safety 
ana Igsisiln rasp one* to Orleimayar 011218 1 tr 

HICKMAN, J H Sandla Laboratories 02/02/18 OKRENT.D ACR8 - 
Advisory Committee on Raactor Safeguards 4pp 18633 263 24X 
Ficha 90-299,02/03/16,0204090085 


B204120Q17 Foruards guidance re design of lou raduaits storagi facility 
per utll B20129 Itr 

VARGA, 6 A Operating Raactors Sranch 1 88/03/16 DELOEORQ E, L O 

Oommonutalth Edison Co 5pp 12658 142 84X Ficht. 50-295. 82/03/16, 

0804120017 


6203190001 Oenarlc Ltr 82-09 to all licansaes of operating payer 
reactors re p ost-TMJ roqu i rements 

EISENHUr, O Q. Division of Licensing 02/03/19 HAUSPURO.A 
Consolidated Edison Co of New York CROUSE, R Toledo Edison Co 
ORlFFlNi J E Vermont Vankea Nuclear Pouer Corp 7pp 12913 120 
24X Flche 50-000,82/03/1910203190001 


0203290410 Forwards 3D-day response to NRC 880210 request, "Ziun 
Stetlon - Units 1 & 2, Equipment Environ due t if 1 cation TMI 
Action Plan Hods ” 

SWARTZ, E D Commonuaalth Edison Co 02/03/24 EI6ENHUT. D Q. 
Division at Licensing 2pp 12921:237 24X Flche 90-299,02/03/24, 

62032904 IS 


— 0203290429 "Zlan Station - Units I t, 2, Equipment Environ Qua! If Icatlon 
TMI Action Plan Mods " 

a Camtnonwealth Edison Co B2/03/22 199pp 12321 840, 24X 

Flchs- 90-29 9, 02/03/24, 8203290418 


— 8204090431 "Thirty-Day Response Zion Station - Units 1 ti 2 THI Action 
Plan Equipment Environ Qualification - dual iflcation Test 
Repts " 

* Commonuealth Edison Co 82/03/24. ISOpp 12922-039. 24X 

Ficht, 50-299, 02/0-3/84, 02038904 16 


020422069? Notification of 020406 meeting u/util in Qtthesde.MD to 
discuss proposed hydrogen addition tost. 

O'CONNOR. P Operating Reactors Branch 9 02/03/84 CRUTCHFIELD, D 

Opsrating flaaetors Branch 9, 2pp 12832 361, 24X 

Flche 90-000, 68/03/24,8204220699 


0204820046 Foruardi, for comment, d ra ft rapt from Sandia Natl Lab vc 
probabilistic safety study, W/o enc 1, 

NOVAK, T M Assistant Director for Operating Reactors. 08/03/30 
KLOPPiO Commonutalth Edison Co. 2 pp 18622:168. 24X 

Flche 90-293,62/03/30,0204280046 


0204060196 aubmlts rasponses to NUREQ-0737 items requiring 880401 
submittals. Items 1 1. B 2, 1 1. B. 3, II 0 I, II F. 1, 1 1. K, 3, 10, 

11 0. 3 6 II. K 3 30 discussed 

SWARTZ, E D Commonusalth Edison Co, 02/03/31, EIBENHUT.D, 0 
Division of Licensing. 7pp. l2SS7;a61 24X Flche- 90-000, 62/03/31. 

0204060196 
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9204290505 SUMMARY OF THE ZION/INDIAN POINT STUDY 

HURFIN. WB ganiil* Labdratorlvt FIN A-1019 NURe0/CR-l409 
82/03/Sl Offic* of Huelaar R«gulat«ry Rc-starctii Dlrt<tar 70fP 
Availablt at NTIS 12895 250 24!( FicAe 90-000i 8S/03/31 r BS04290S05 


620406027S Foruard* rasponit to NUREO-OTS? ifeiini raqulrlng 821040] 
aubmittal 

SWARTZ. E D, Comnonuaalth Edlfon Co 82/04/01 REEO.C NRC - Nr 
Datailtd ATflUation Oivan Ip 12803:279 24X 

Ficha 90-000. 82/04/01. 82040B0275 


— 8204080283 Proviiltf ri«pon«t to NlRlEO-0737 Itaitia II. 0 2.11.8,3.11 D 1. 
II D 3. II. F 1 3. II F. 1 S, II K 3 18 t< n K 3 30 Commltmant 
data Tor complatlon of pott-accldan t lamp ling capability 
uilll ba provldad bg 820416 

SWARTZ. E D Comnsnuaalth Ed lion Co 82/03/31 EISENHUT.D. 0 
Olvlflon of Licanilng Spp 12603 2S0 24X Flcht SO-000. 

82/04/01. 8204080279 


8304090379 Informc of modi to original leak reduction ti control program 
ivbmlttad 600101. in raaponia to THI Lfriioni Laarnad Catagorv 
A Itam 2 1 &. a Implamantatlon of waita gas lyi aurvelllance 
program justifiai dalatlon of praiiur a-daca g test af sgi. 

LENTINE.F 0 Cownonuealth Ediaon Co 02/04/02 DENTON, H R QPfice 
of Nuclear Reactor Ragulatlon. Diractor Spp, 12687:061 24X 

Flchi 90-293. 82/04/02,8204090379 


6204300003 Reipondt to FOIA raguait for five eategoriea of documanti 
ra Sapt 1979 rapt. "Racommandatlona of TMl-2 IE 
Invaitlgatlon Taam " Approi 170 pagas of matl being placed 
in PDR 

FELTON. J H Dlvifion af Rulaa and Records, 82/04/02. WEISS. E R 
Union of Concernad Sclentlatt Ip 12920 032 24X 

Fleht 90-000,82/04/02,6204300003 


8204230311 Adviies that installation of ATUS mitigation cys mil) 
prevlda taro reduction In already low levels of risk 
associated ui/ATWS events Any further consideration of AMSAC 
installation in advanea of ATWS resolution unjustifiable 
SWARTZ. E 0 Coffimonuealtb Edison Co 82/04/13 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 2pp 12816 130 24X 

Flchs 90-299,62/04/13,8204230311 


8204160155 Generic L-tr 82-00 to all PWR plant licensees it applicants re 
transmittal of NUREO-0909 relatlva to Oinna tube rupture 
H/o enc 1 NUR£0 List of NRC recipients end 

EISENHUT.D 0 Division of Licensing 82/04/19 HAUSPURO, A 
Consolidated Edison Co of New York 7pp 12787 203 24!( 

Flche 90-000,82/04/15,0204160159 


8204230521 Forwards response to Oeneric Ltr 02-05 re implementation 
status of NUREO-0737, ine 1 uding Items 1 A 3 1 re simulator 
esams, II 0 2 re plant shielding, II 0 3 re post-accident 
sampling 6 li B 4 ra training for mitigating core damage 
SWARTZ, E D Commonwealth Edison Co 02/04/15 EISBNHUTiO 0 
Division of Licensing 23pp 18815 273 84X Flche 90-000,88/04/15, 


0204260416 Forwards comments on facility probabilistic safety study 
as provided to ACRS by consultants 

NOVAK, T M Assistant Director for Operating Reactors 82/04/19 
KLOPP, 0 Commonwealth Edison Co 19pp 12662 292 24X 

Flche 50-295.82/04/19.8804260416 


-B.:os«;6Ud.ci rorwarde comments on facility probabilistic risk analysis 
per 011221 request Usefulness of analysis is open to 
question due to many aesumptlons (, judgments made 
POMEROY. P M. Rond out Aceociates 02/01/25 ORIESMEYER.J (4 ACliU 
- Advisory Committee on Reactor Oafeguards 4po 12862 267 
Flche 50-295,82/04/19.0204260416 


— 8204300130 Forwards Amends 17 t, 14 to Licansas DPR-39 It DPR-4B, 
rtspactlvely Secondary pouar oparated reliaf valves should 
be considered safety-related It Included In Tech Specs W/o 
end 

HUNTER, D H Region 3. Chicago. Office of the Director 77/03/29 
FlORELLliO Regions. Chicago. Reactor Operations Nuclear Support 
Branch Ip 12920 079 24X Ficha 90-000. 82/04/02. 8204300003 


—B204260 42S Comments on util probabilistic risk analysis ra flammable 
hydrogen hasard Concurs w/mec hanl i t 1 c treatment of hydrogen 
accumulation t, burning in facility containment atmosphere 
SCHOTT, 0 L Los Alamos Scientific Laboratory 82/01/20 
OKREUT.D ACRS - Advisory Committee on Reactor Safeguards 6pa 
12862 271 24X Flche 90-299, 88/04/19, 8204260416 


— 8204300140 Safety svaluatlen supporting Amends 17 t, 14 to Licenses 
DPR-39 I, DPR-4B. respectively 

• Office of Nuclear Reactor Regulation, Director 76/01/29. Spp 
12920 080 24X Flche 90-000,82/04/02.0204300003. 


8204230206 Forwards training program outline of Westinghouie course for 
mitigating core damage Imp Ismen tatlon of program will be 
discussed In response to Oenirle Ltr 82-09 

SWARTZ. E D Cemmonwaalth Edison Co 82/04/09. EISENHUT. D. 0, 

Division of Llcinsing 3app 18818 001 24X Flche 50-295, 08/O4/O&, 

B204230206 


8204160613 Provides Info requested by NRC re control room HVAC 
radiation menltora Hod will be made to effect tselabfon of 
control room HVAC upon receipt of safety injection itgnal, 

LENTINE.F 0. Commonwealth Edlion Co, 62/04/06. DENTON, HR. Office 
of Nuclear Reactor Regulation. Director 2pp 12700 093 8 4X 

Ftche 90-299. 82/04/06.8204160613 


8204190216 Commits bo reporting future failures to close of primary sys 
prassuriier pressure operated relief valve it eafety valve* 
via LER sys & to document future fallurce or ehallenget to 
primary eys priieorlier valves in annual rept 
SHARTZ.E D Conmonwsalth Edison Co 02/04/12. EI9ENHUT, D 0. 
0804190216^''^“"**''® 24X Flche, 90-895. 02/04/12, 


B204220392 Application for amend to Licensee DPR-39 ti DPR-40 changing 
wording of sourea Inventory sections of composLta iicsnses. 

Changes necessary to procure radioactive eourcae Claie 1 it 
It amend fees end 

Commonwealth Edlion Co 82/04/13, DENTON.RR Offici 
of Nucliar Reactor Regulation, Director 2pp, 12806:330 84X 

Ftche 50-295, 02/04/13,8204220392 U. 2 X 


■8804820396 Proposed changes to Tech Specs 
of conposl te licenses 
• Commonwealth Edison Co 82/04/13 
Ficha 90-299,82/04/13,8204880392, 


re source Inventory sections 
13pp. 12B06 332. 84X 


LENTINE.F, 8 Commonwealth Edison Co. 82/04/13 
of actor Ragulatlon. Director 19pp. 
Flche 90-299, 82/04/13,8204830297 


DENTON. H.R. Offi 
12817 889. 24X 


•8204860921 Comrre'nte on util probabilistic risk analysis in response to 
JMOrleimeyer 611221 request Analysis of conditional 
probabilities of selimU induced failures for structures 
& components is very difficult to evaluate 
TRlFUNACiM D Bouthern California, Vniv of 82/02/23 
ORIESMEVER. V M ACR3 - Advisory Committee on Reactor Safeguards 
Spp 12862 290 24X Flche 90-299,82/04/19,8204260416 


•0204260919 Comments on util probabilistic risk analysis in resnonss to 
JM Or lesmey er B11315 request 

DAVIB.P.R Intermountaln Technologies, Ine 02/01/15 
ORIESMEVER, J M ACR9 - Advisory Committee on Reactor Safeguards 
7pp 12062 293 24 X Flche 90-295.02/04/19.0204260416 


0804210295 Generic Ltr 02-09 to all power reactor 1 icensees. app 1 icants 
for OL, NSBS vendors & reactor vendors re environ 
qualification of sa f ety-re 1 ated alectrical equipment 
NRC position re qua lificatlon requirements end 
BI0ENHVT, D 0 Divieion of Licensing 02/04/20 HAUBPURG.A 
Consolidated Edison Co of Nsw York 18pp 18062' 337 84X 

Flche' 90-000, 02/04/20, 6204210299 


a Inspection reports, IE Bulletins L correspondence 


8202040113 IE Info Notice 82-08, "Check Valve Failures on Diesel 
Oenarator Engine Cooling Bya » H/sve list 
* Director's Office, Office of Inspection and Enforcement 
82/03/26 4pp 12062 359 24X Flche 50-000,02/03/26,0202040113 


0204160240 Forwards IE Insp Repts 50-295/02-07 t< 50-304/02-07 on 
820316-19. No noncompllancs notsd 

fiOY.O W Division of Enginaarlng I, Technical Programs 02/03/31 

REEO.C, Commonwsalth Edison Co 2pp 12696 277. 24X 

Flche, 90-299, 82/03/31 , 6204160248 


■0204160290 IE Insp Repts 90-295/82-07 t< 90-304/82-07 on 020316-19 No 
noncompllancs noted Major areas Ine ps eted . operatt onal 
radiation protactlon program during refuallng outage 
MILLER. D E . GREOER.L R Region 3, Office of Director 02/03/30 
7pp. 12696 279. 24X Flche , 90-299, 82/03/31, 0204 16024B 


0202040142 IE Info Notice B2-11, "Potential Inaccuracies in Wide Range 
Preesura Instruments Used in Hestlnghouse Designed Plants “ 

Bve list and 

JORDAN, E L. Divieion of Engineering «, Quality Assurance 08/04/09 
63pp. 12670:342. 24X Flche 30-000,82/04/09,8208040142 
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8204270233 foriii4rrfs IE Insp firpts 50-390/82-04 50-304/02-04 on 

BS011i6-0331 No none omp 1 i anc B notod 

SPESSARD. R i. Division of Project !< Resident ProBrams 82/04/12 
REEDjC Comntonuealth Edison Co 2pp 12053 002 24X 

Flefie 50-395, 02/04/1 2, 8204270233 


— 8204130347 Foruards mat dotes resulting froin airborne effluentc ti 
li<iuid sffluafitsi 1991 

FLESBNER.R A Cominontiie a I th Edison Co 82/03/39 KEPPLER, J 0 

RBflion 3. OPflCB of Director ip 12641 338. 24X 

Flche 50-295. 82/04/01, 8204130339 


— 8204270230 IE Insp Repts 50-295/82-04 S< 50-304/82-04 on 020116-0331 No 
noncomp llance noted Major areas inspected radioactive 
releases, Un It 1 primary to secondary leakage, loss of RHR 
cooling It loose parts in primary sys 

KDHUER, J E , WATERS, J R , OULDEMONDiW Division Of Project 1, 
Resident Programs 02/04/12 llpp 12053 004 24X 

Flcha 50-295,02/04/12,0204270233 


8204300310 Foruards IE Insp Repts 50-295/82-05 It 50-304/02-05 on 
820130 No non c omp 1 lance rioted 

PAPERIELUO, C J Division of Emergency Prepapednees It Dperational 
Support 82/04/13 REED, C Commonuealth Edison Co 2gp 
12089246 24X Flche 50-295,82/04/13,8204300310 


— 8204300318 IE Insp Repts 50-295/82-05 & 50-304/82-05 on 820130 No 
no-ncomp I iance noted Major areas Inspected testing of prompt 
public not i f 1 cat i on/uarn 1 ng sys 

AXEL8OM1 U 1. , PATTERSON, J P Division of Emergency Preparedneis It 
Operational Support 62/04/12 5pp 12089 248 24X 

Flcha 50-295,82/04/13,0204300310 


B204200317 Ack receipt of 020303 Ur informing NRC of steps token to 
correct violations noted in IE Insp Repts 50-895/81-20 It 
30-304/81-26 

NORELlirs, C E Division of Project It Resident Programs 02/04/16 
FEED, C Commonuealth Edison Co ip 12737 015 24X 

Flche 30-293, 02/04/1^, 8204200317 


■8204200325 Responds to NRC B2012B Ur re violations noted in IE Insp 
Repts 50-293/01-88 t> 30-304/81-26 Corrective actions study 
performed to assess dynamic performance of typical 
subsystems during earthiiuake 

DELOEOROE, L, D Commonuealth Edison Co, 02/03/03 KEPPLER.JO 
Raglon 3, Office of Director 42pp 12737 016 24X 

Flche 50-295,02/04/16,8204200317 


8202040143 IE Info Notice 02-lBi '*8urve 1 llanc e of Hydraulic Snubbers." 
H/encl eve list 

JORDAN, E L Division of Engineering It Quality Assurance 82/04/21 
64pp 12073 001 24X Fiche 50-000,02/04/21,0202040143 


02O43OD23S Confirms 020423 telcon u/1 sham, Lincoln It Beale re need for 
certain utH photographs in conduct of WC investigation 
KEPPLER, J 0 Region 3, Office of Director 82/04/27 REED, C 
Commonuealth Edison Co Ip 12890 089 24X Flche 50-295,02/04/27, 

0204300232 


--BZ041S03SB Max doses resulting from airborne releases li lliiuid 
effluents. 1991 

e Commonuealth Edison Co BS/03/11 3p p 12641 239 24X 

Flche 50-S73, 92/04/01. 820412033? 


--82041S0366 “Raduaste It Environ Monitor ing. Annual Rept 1901 '* 
» Naielton Environmental Sciences Corp 02/03/31 164pp 

12641 243 24X FI che' 30-293, 02/04/01, 8204120339 


8204130311 Foruards monthly operating repts for Mar 1902 

ORAESSER.K L Commonuealth Edison Ca 02/04/07 Director's 
Office, Office of Inspection and Enforcement Ip 12650 001- 24X 

Flcha 50-295, 62/04/07, 020413031 1 


— 8204130319 Monthly operating repts for Mar 1982. 

caOK,J M Commonusalth Edison Co 02/04/07 llpp 12653*002 
24X Flche 50-293,02/04/07,8204130311 


0 Reportable occurrences, LERs ti relatid cor rssp andsnci 


0204150109 Responds to FQIA request that OECD Incident Reporting Sys 
repts be placed in FOR Documents listed In app available in 
PDR Other pertinent documents complitely withheld (ref FOIA 
Exemption 4> 

FELTON, J M Otvislon of Rules and Records 81/11/09 CONNOR, L 
Doc-Search Associates 3pp 12700 339 24X Flcht' 90-000, 01 /i 1/09, 

8204130109. 


— 8204130215 Incident Reporting Qvc Rept 28 a.ri turbine disc cracks In 
Miitlngftouse pHRs 

e Organliatlon for Economic Cooperation 6 Development (Paris) 
01/03/13 2pp 12709 261 24X Flche' 80-000, Bl/1 1/09, 8204130109 


8204020325 Foruiards LER 82-003/03L-0 

ORAESSER, K L Commiotiuaal th Edison Co. 62/03/29 KEPPLER, J 0 
Region 3, Office of Director Ip 12496 243 24X 

Fiche 50-304,82/03/23,8204020329 


— 8204020342 LEB 02-OO3/O3L-O on 920305, uhi la performing safeguards logic 
tasting per procedure FT— 10c, relays 8101 for Trains A I, D 
mal functi one-d, result 1 ng in block of 81 Gaussd by 
maladjustment of relays Relays replaced 

ROHDE, J E ComniDnusaLth Edison Co B2/03/2S Region 3, Office 
of Director Ip 12496 244 24X Flche; 90-304,62/03/23, 

02O4O2OS29 


R Periodic operating reports l< related corrospendence 


6204070243 Foruards monthly operating repts for Jul 1900 

GRAESBER.K L Commonuealth Edison Co 60/00/00 LOVELACE, U H 
Office of Management and Program Analysis Ip 12500 116 84X 
Flche 50-295, 80/08/08, 0804070243 


— G204D70344 Monthly operating repts for Jul 1900 

COOK.O M Commonuealth Edison Co 80/08/00 tlpp 12500 117 
24X Flche 50-295, BO /OB/ 08,6304070243 


8204D70273 Foruards monthly operating repts for 8ept 1900 

CRAEBBER.K L Commonuealth Edison Co 00/10/07. LOVELACE, U. H 
Office of Management and Program Analysis ip 18571 340. 24X 

Flcha 90-295,00/10/07,8304070273 


— 0204070279 Monthly operating rept* for Sept 1980 

COQK.aK Commonuealth Edison Co 80/10/07 llpp 12571 341 
24X Flche 50-295,00/10/07,8204070273 


8204090132 Foruards "Annual Operating Rept, 1901. " 

GRAE8SER, KL Commonuealth Edison Co 02/03/31 DENTON, H R, 

Office of Nuclear Reactor Regulation, Director Ip 13519 215. 24X 

Flche, 50-293, 02/03/31,8204090122 


8204120273 Foruards LER a2-O09/03L-0 

ORAESBER.K L Commonuealth Edison Co 62/04/03 KEPPLER, J 0 
Rsglon 3. Office of Director ip 12630'O31. 24X 

Flche 50-304,82/04/05,0204120273 


— 0204120276 LER e2-009/03L-0 «n 020306. d ur 1 ng Cold shutdoun, steam 
pressure transmitter 2PT-914 failed high at 4 690-voltB dc 
Caustd by c and ensat loti entry into transmitter due to steam 
leak Leah repaired fa transmitter dr led, cl oaned & recalibr 
CANTWELL, P. F. Commonusalth Edison Ca 02/04/09 Region 3, 
Office of Director Ip 1S630 032 24X Flche 50-304,02/04/05, 

8204120273 


8204160549 PNO-II 1-02-37 on 820409, unit shutdoun because of high 
conductivity in steam generators, Caused by contamination 
from Lake KI uatere during routine autlllary feeduatar pump 
testing Flushing t, draining required 

WATERS, J , KMOp, 0. Region 3, Office of Director 02/04/09 Ip 
12701 099 24X Fiche: 50-304, 82 /04/09, 8304 1 60949 


8204270302 Forwards LER a2-006/oaL-0 

CRAESGERrK L Commonwealth Edison Co 82/04/20. KEPPLER, J. 0 
Region 3, Office of Director Ip 12052' 213, 24X 

Flche 90-304, 62/04/20, 8204270302. 


— BK040B0125 "Annual Operating Rept, 1981. '' 

« Commonuealth Edison Co 02/03/31 17pp, 12518 216 24X 

Fiche. 50-299, 82/03/31, 6204050122 


8204120339 Forwards "Radwaste fa Environ Knnitorlng, Annual Rapt 1981" 
fa max doses resulting from airborne releases fa liquid 
effluents, 1901 

ORAESSER.K L Commonwealth Edison Co 62/04/01 KEPPLER, J 0 
Region 3, Office of Director. Ip 12641’237 24X 

Flche 50-299,02/04/01,6204120339. 


•8204270314 LER G2-006/03L-0: on 820321,20 steam ginerator level 
transmitter 2LT-93e found out of tolerance by -fS, 17. Caused 
by lero shift on transmitter Transmitter recalibr, 

CANTWELL, P. F Commonuealth Edlion Co B2/04/20, Region 3, 
Office of Director Ip lBB9a'816. a4X Flche' 00-304, 02/04/20, 
8204270302 
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DOCKET 90-309 KEUAUNEE NUCLEAR POWER PLANT 


F 8*curltyi niBdicAli BmirBiney fc Tir* prottetlon plani 


S2042003Sa Forward* itinario for ufciliiation in llrtitBd tcopa facility 
• itrciit ichadulfd fsr BZ0323 U/o tncl 

HATHEH3<E R wiacDniin Public S»rvlc» Corp BS/Ol/lS AXELSONi W 
R«g Ion 3 j Office of Director Ip 12733’309 S4IC 
Flcbt 90-309. 62/01/19. 9204200360 


0204090216 Clarjfle* provieioni of 10CFR90 70 r# util eecort for 
proporly identified NRC Inipector* during normel ji offtiornal 
worblnp hourciln riiporiiie to util B20129 Itr re eltr 
Indoctrinet 1 on U hedging program 

KEPPLER.J 0 Region 3. Office of Director 82/04/01 NATHEWB R R 
Witconiin Public Service Corp Spp 12629 094 2’4X 

Flche 90-309.02/04/01.8 304090216 


— B20409023B Reipond* to NBC 011203 Itr ri site orientation *< badging of 
NRC ptrionnel NRC & contractor parionnel mutt recelva alte 
orientation b be badgid during normal working hour* 

KATHEUB.E R Uliconi in Public Service Carp 03/01/28 

KEPPLEB.J 0 Region 3. Office of Director 2pp 1362? 094 24X 

Flcbe 90-309.02/04/01.8204090216 


0204300021 Rileaeei public vertion of revition to einergency plan 
Implamentlng procedure 

FELTON. J H Dlvleion of Rulei and Record! 02/04/23 Document 
Management Branch Ip 12920 241 24l( Flchf 90-309.82/04/33. 

0204300021 


— 8204300027 Forward! public vtrilon of Rtviiion A to Emergency Plan 
Implementing procedure! EP-RET-2Fi "Personnel 
Decontamination " 

MATHEW9. E R Ui icon! in Public Service Corp 82/04/19 
DENTON.hr Office of Nuclear Reactor Regulation. Director Ip, 
12920 242 24X Flchl 90-309.02/04/23,8304300021 


— 8204300032 Public verilon of ftevtiion A to Em-irgency Plan Imp lamenting 
Procedure! EP-RET-2F. "Perinnnel Decontamination “ Reviiad 
Indei end 

« Ullconiln Public Service Corp 82/03/19 9pp 12920 243 34X 

FI Che 90-305, 02/04/23. 8204300021 


I Financial information 


8204120209 Forward! Annual Financial Rapti for 1901 

MATHEWS. E R Hliconjin Public Service Corp 82/04/07 DENTON, H 
Office of Nuclear Reactor Regutation. Director tp 12639 264, 24X 

Flche 90-309, B3/04-/07, 8204120209 


— 83041S0267 Annual Financial Rept 1901 

MCNAMARA, H A . HELFRECHT. D J Mad lion Oat «< Electric Co 
02/02/10 30pp 12639 269 24X Flche 90-303,02/04/07,0204120003 


0204020089 Forwards request for addl info in response to NUREQ-073Vi THI 
Action Item J I 0 1 re RCS vents Reiponse required within 60 

day! 

VAROA. 8 A Operating Reactors Branch 1 82/03/23 MATHEWS, C « 

Wlsconiin Public Service Corp Spp 1S913 OOS 24X 
Flche 90-309,82/03/23,0204020009 


0204270041 Advises that responses to requirements of TMI Action 1 benifc 
111 D 3 3 t (< III 0 3 3 2i in-plant radiation monitoring, 
ere acc eptab l e 

VAROA, B A Operating Reactors Branch 1 02/03/24 MATHEWS, E R 

Wisconsin Public Service Corp 3pp 12073 340 24X 

Flche 90-309,02/03/24,0204270041 


0204210796 Forwards request for eddt info re NUREO-0737. 1 terns I A S 1 
II. B 4 Response requested within 30 days 

VAROA. S A Operating Reactors Branch 1 82/03/29 MATHEWS. b K 

Wisconsin Public Service Corp 6pp 12799 293 24X 

Flche 90-309,02/03/27,0204210796 


8204060119 Submits revised info ro pressurlier safety fc relief volvos 
in use at facility. per NUREG-0737. Item II D 1 
MATHEWS. E R Wisconsin Public Service Carp 62/04/01 

eiSENKUT.O 0 Division of Licensing 2pp 12949 329 Z4X 

Flche 90-309.82/04/01.8204060119 


8204300003 Responds to FOIA request for five categories of documents 
re Sept 1979 rapt. ''Recommendations of TMI-2 IE 
loves 1 1 go 1 1 on Team " Approi 170 pages of matl being placed 
in POR 

FELTON. J H Division of Rules and Records 62/04/02 WEISS, b R 
Union of Concerned Scientists Ip 12920 032 24X 

Flche 90-000,82/04/02,8204300003 


— B00617102S Requests factoring of inspector findings re auiiltaiy 
feedwater sys Into review Lack of seismic design 
requirements for candensate storage tanks identified 
HARNICK. R F Region 3. Chicago, Office of the Director 77/07/2? 

■SEYFRIT.K V Division of Reactor Operations Inspections ip 
12920 0 4 9 2 4X Ficht 90-000,02/04/02,8204300003 


--8204300124 Advises that secondary power operated relief valves in 
Westfnghouie PWRs should be considered safety-related, 
appropriately upgraded b should be covered by specific Tech 
Spec requirement 

HUNTER. D R Region 3, Chicago, Office of the Director 77/02/1*2 
FIOBELLIiQ Raglan 3, Chicago, Reactor Operations Nuclear buppurt 
Branch Ip 12920 070 24X Fiche 80-000,82/04/02,8204300003 


— 0204300130 Faruiards Amends 17 b 14 to Licenses DPR-39 b DPR-4 0, 
respectively Secondary power operated relief valves should 
be considered saf oty-ra lated b included in Tech Specs U/a 
end 

HUNTS H, D R Region 3, Chicago, Office of the Director 77/03/29 
FIOREi-Ll. D Region 3, Chicago, Reactor Operations Nuclear Suppurt 
Branch Ip 12920.079 24X Fiche 90-000,62/04/02,8204300003 


'04120290 Annual Financial Rept 1901 

Wisconsin Power b Light Co S3/04/07 39pp 12639 297, 24X 

Ichi 90-30 3,02/04/07.0204120289 


4(20892 Annual Financial Rapt 1901 

'lEMEfl, P D Wisconsin Public Bervlcs Corp 62/02/25 
12639 337 24X Flche 90-305,82/04/07,0204120209 


31pp 


--8204300167 Discusses issues re use of nansa fe ty-related equipment t<v 
mitigate consequences of tube rupture accident b Tech Spec 
operability requirement Valves are appropriate for use 
intended b addl limiting conditions not needed 
SEYFRITiK Office of Inspection b Enforcement, Office of the 

Director 77/08/22 WARNICK, R F Region 3, Chicago, Office of 

the Director, 2pp 12920 090 24X Flche 90-000,82/04/02, 

820430D003 


Upepe^lng license stage documents b correi pondince 

13290119 "Adequacy of Station Electric Distribution Bus Voltaiies, 
ieuaunse Nuclear Power Plant," Informal rept 

A-64B9 0203290118 62/08/29 

Systems Integration (post 811005) 12pp 
J2719 010 24X Fiche 50- 305, 82/02/26. 02032 90118 


203300003 "Degraded Orid Protection for Class IE Power Sys.Keuauni 
NcjcIvat Pousr PlAn^j Informal r«pt 

A-6429 8203M0003 62/02/88, 

'P"** BMO09) U 

12313 121 gqx Flche 50-309,82/02/20,8203300003 


8204130277 Submits add! Info on auxiliary feedwater sys, in response to 
NRC 920225 request Four overslte isometric drawings end 
Aperture cards are available in PDR 

MATHEWS, E R Wisconsin Public Service Corp 02/04/00 VAROA. 8, A 
Operating Reactors Branch 1 Spp 12697' 082 24X 

Flche 50-305, 82/04/08,8204(30277 


8204220244 Requeste assistance in developing procedural approach that 
can be applied to all licensees to determine implementation 
schedules on plant-specific basis rathsr than attempting to 
impost industry-wide implementation schedule 
EISENHUT, D 0 Division of Licensing 82/04/ tfi MATHEWS, E fl 
Uliconsin Public Service Corp Spp 12620 360 24X 

Ficha, 50-305, 82/04/12, 8204220244, 


‘k '■* *fP>‘**tIon, survey Utl 

does not plin to submit applicitioni or rsquests for revtsw 
<ppllcibli to 

^Almtinb^OIrl^rlnrjJr 62/03/01 TEDESCD.E 

“Inactor for Llcsntlng ip 12I57'132 24X 

Flche. 50-305, 82/03/01,8203000493, * 


8204280621 Conclude* that util 620323 respon** documenting flA program 
rt fuel oil for emergency pewar diasel gensrators at 
facility accB p tabl e 

VAROA. S A. Operating Riactori Branch 1 82/04/13 MATHEWS, E, R. 

Wl*confln Public Btrvice Corp 2pp 12878-169 24X 

Ficha 50-305,82/04/13.8204280621 
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02O422O(&3 Confirms that TMI Itam II K 3 3i "Reporting Relief Valve ti 
Safety Valve Failures t< Challenges" is resolved Houaver< 
reporting requirements must be fortnalliod NRC ulll contact 
util in future re necessary Tech Spec mods 

MAROA. B A Operating Reactors Branch 1 0S/O4/14 MATHERS. E R 

Plltconsin Public Service Corp 3pp 12921 170 24X 

Flehe 50-309.92/04/14.9204220163 


021)^160159 Denerlc Ltr 83-09 to all FRR plant licensees Si applicants re 
transmittal of NUHEO-0909 relative to Olnna tube rupture 
W/o end NUREO List of NRC recipients end 

EISENHUT.D 0 Division of Licensing 92/04/19 HAUSPURO. A 
Consolidated Edison Co of Nsu York 7pp 12707 302 24X 

Flehe 90-000.92/04/15.0204160183 


0204870347 Foriuardt graphics re results of FO surveillance for Mar 
1 982. ver 1 f y i n g operation lUithin Tech Spec limits 

MATHEWS. E R Wisconsin Public Service Corp 92/04/19 VAROA. E A 
Operating Reactors Branch 1 3pp 12949 031 24X 

Flehe 50-303. 92/04/1“?. 0204270347 


0204810293 Generic Ltr 82-09 to all power reactor 1 icensees. app 1 icants 
for OL. M3S3 vendors It reactor vendors re environ 
goal if icatl on of safety-related electrical equipment 
NRC position re qualification requirements end 
EIBENHUT. D 0 Division of Licensing 03/04/20 HAUSPUflO. A 
Consolidated Edison Co of Neui York 10pp 12062.337 24X 

Flehe 90-000.93/04/20.8204210299 


S204280394 Updates progress In Implementing NUREO-0737 requirements p ei 
Generic Ltr B2-03 

HATHEHB. E R Wisconsin Public Service Corp 82/04/23 

EISENHUTi D 0 Division of Licensing 13pp 12866' 008 34X 

Flehe 90-303i 82/04/23. 0204200374 


Q Inspection reports. IE Bulletins li correspondence 


0204)50000 Forwards IE Performance Appraisal Insp Rept 90-305/01-17 un 
911207-10 (i BSOtOS-OB No none amp 1 ianc e noted 

TAYLOR. J M Division of Reactor Programs 88/03/16 MATHEWBiER 
Wiiconsin Public Service Corp 3pp 12710 190 34X 

Fliht 30-309. 93/03/16. 0204150008 


— 8204190010 IE Performance Appraisal Insp Rept 50-309/81—27 on 
011207-19 (i 880105-00 Ho none amp 1 lance noted Major areas 
inspected licensee mgt controls over selected licensed 
activities 

HINCKLEY.. D 0 . DAIRD. 0 , JADLONSKI.F J Director's Office. Office 
of Inspection and Enforcement 03/03/09 44pp 12710: 193 24X 

Flehe 50-309,02/03/16,0804130000 


B20428D616 For wards IE Performance Appraisal Insp Rept 90-309/01-3/ on 
81l207-ia «i B20109-OB No noncompliance noted 

TAYLOR. J M Division Of Reactor Programs 08/03/16 MATKEHB, E R 
Wisconsin Public Sarvlte Corp. 3pp 18070 118 24X 

Flehe 50-305. 92/03/16.0204280616 


— 0204280624 IE Performance Appraisal Insp Rept 90-309/01 -27 on 811207-19 
V 820109-091 No noncomp 1 tanc e noted Major areas inspected 
licensee mgt controls over selected licensed activities 
HINCKLEViD O , DAIRD. J B , VABLDNSKI.F J Region 3, Office of 
Director. B2/03/09 44pp 12978 181 54X Fiche 90-303,82/03/16. 

0204380616 


0202040113 IE Info Notice 03-09. "Check Valve Failures on Diastl 
Oenerator Engine Cooling Sys " U/sve list 

» Director's Office. Office of Inspection and Enforcement 
03/03/36 4pp 12968 359 24X Flchc 90-000,03/03/86,8203040113 


G304260391 Forwards request for addl info re Inservice insp program 
VAROA. 0 A Operating Reactors Branch 1 9S/03/30 MATHEEWS.E.R 

Wisconsin Public Service Corp 9pp 12090 346 24X 

Fiche 50-305. 92/03/30,0804260391 


€204150436 Forward* "Environ Qualification of Electrical Equipment 
1C Bulletin 77-OlB Aging Study " 

HATHEUS.C R Wisconsin Public Service Cerp 08/04/01 VAROA. 8 A. 
Operating Reacter* Drench 1 4pp 1267B 190 84X 

Fiche 50-305. 92/04/01,8204150436 


~~B?04iS043Q "Environ Qual i f icatl on of Electrical Equipment IE Bulletin 
79-01 D Aging Study " 

e Wisconsin Public Service Corp B2/04/30 BOOpp 12679 203 
24X Fiche 50-305,92/04/01.0304150436 


€208040142 IE Info Notice 82-11, "Potential Inaccuracies in Wide Range 
Pressure Instruments Used in Westlnghouse Designed Plants " 

Sve list enc 1 

VORDAN. E. L Division of Engineering & Quality Assurance 02/04/09 
A3pp 12970 342 24X Fiche 50-000,02/04/09,0202040142, 


0204300299 Forward* IE Insp Rept 90-305/82-00 on 030324-26 No 
noncamp 1 lane e noted 

PAPERIELLO.C J Division of Emergency Preparedness h Operational 
Support 82/04/13 MATHEWS.e R Wiscansin Public Service Corp 
2pp 12009 157 a4X Flcha SO-305, 92 /04/ 13, 0804300299 


— 8204300307 IE Insp Rept 50-309/88-09 on 830334-26 No noncompl ionce 
noted Major areas inspected confirmatory measurements 
Including collection of samples 6 analysis onsite 
RDZAK.S , OEBTMANN, M J , SCHUMACHER, M C Region 3, Office of 
Director 82/04/12 6pp 12889 159 24X Fiche 90-305,82/04/13, 

0304300299 


0204210016 Responds tu IE Performance Appraisal Insp Rept 50-30S/B1-27 
Items Identified as weaknesses due to misunderstanding of 
util mgt philosophise ^ controls 6 not to lack of 
eff ec t i vsness 

MATHEH3, E R Wisconsin Public GervIceCorp 02/04/15 TAYLOR, J.H 
Division of Reactor Programs 7pp 12803 390 34K 

Fiche 30-305, 92/04/19.8204210016 


0202040143 IE Info Notice 02-18, "Surveillance of Hydraulic Snubbers " 
W/anc 1 SVC 1 1 st, 

JORDAN, E. L Division of Engineering & Quality Assurance 02/04/81 
64pp 12073 001 24X Fiche 50-000,02/04/81,0202040143 


R Periodic operating reports & related correspondence 


8204070232 Forwards manthly operaking rept for Apr 1901 

MATHEWS. E R Wisconsin Public aervlee Corp 81/09/07 Office of 

Management and Program Analysis Ip 12990 140 24X 

Fiche 50-305.01/05/07,0304070238 


— 0204070239 Monthly operating rept for Apr 1901 

RU1TER,G H Wisconsin Public Bervico Corp 01/03/01 4pp. 
12500 141 24X Fiche 90-303,01/05/07,0204070238 


9204070177 Forward* monthly operating rept for May 1901 

MATHEWS, E R Wisconsin Public Service Corp 01/06/11 Office of 
Management and program Analysis Ip 12990,275 24X 

Fiche 50-305,91/06/11.0204070177 


— 8204070184 Monthly operating rept for May 1981, 

RUITER.O H Wisconsin Public Service Corp 01/06/01 4pp 
12590 276 24X Fiche 50-305,01/06/11,0204070177. 


6204070170 Forwards monthly operating rept for Juno 1981 

RUITEBiOH Wisconsin Public Bervico Corp 81/07/09 Office of 
Management and Program Analysis Ip 12598 200 24X 

Fiche 50-305,81/07/09.8204070170 


— 9204070174 Monthly operating rept far June 1981 

RUITER.O H Wisconsin Public Service Corp Bl/07/01 5pp 
12509 291 34X Fiche 50-305.91/07/09,8804070170 


0204130-309 Forward* monthl-y operating rept far Aug 1901 

MATHEW8.E R Wisconsin Public Hervlce Carp 01/09/10 Office of 
Management a-nd Program Analysis Ip 13638 193 24X 

Fiche 50-305,01/09/10,0204130309 


— 9204130393 Monthly operating rapt far Aug 1901 

RUITER.O H Wisconsin Public Service Carp Sl/lO/Ol 6pp 
12690 194 24X F 1 Che ' 90-303, Bl /09/ iO. 0804130309 


8204130306 Forwards monthly operating rept far Bept 1991 

MATHEWS, E.R Wisconsin Public Service Corp 01/10/06 Office of 
Management and Program Analyst* ip 12650 201 24X 

Fiche 90-309,81/10/06,0804130306 


— 0204130300 Monthly operating rapt far Sept 19B1 

RUITER.O H Wisconsin Public Service Corp 81/10/06, 2pp 
12659 202. 24X Fiche 50-305,01/10/06,9204130306 


9204130379 Forwards monthly operating rapt for Oct 1981 

MATHEWS, E R Wiscansin Public Bervlce Corp. Bl/ll/10 Qffic* of 
Management and Program Analysis tp 12698 204 24X 

Fiche 50-305.91/11/10.0204130379 


— 0204130304 Monthly operating rept for Oct 1901 

RUITER.O H Wisconsin Public Service Corp 81/11/02 App. 
126SQ 205 24X Fiche 90-309,81/11/10,9204130379 


9204150320 Forwards monthly operating rept for Feb 1908 

MATHEWS, E, R. Wisconsin Public Service Corp B2/03/09 Office of 
Management and Program Analysis ip 12602,313 34X 

Flehe’ 50-305. 92/03/09,0204130220 
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DOCKETED ITEMS 


DOCKET S0-a05 KEUAUNEE MJCLEAR POUER PLANT 


F Stcurlttji m«dlc«li cmtrsinev D firs protsctlan plan* 


&SO4S0O389 Fpruarii* s-ctnarlo far utilization in llmltad *cdp* facility 
tiarcltt ichadU'lail for 8SD223 U/o and 

HATHEUI8.ER Ulteoncln Public Sarvtc* Cerp S2/01/19 AXECSON>U 
Rtplon 3. QNlc* of Dlrictor Ip 12733 309 S4X 
Fleha- 90-309. S2/01/19. 8204200308 


8204a'70216 Ciarlflai praylfloni of 10CFR90 70 ra util aaeort for 
proptrly Idantlfled NRC intpacber* during normal & offnsrmal 
uorkfng houri. in r*«panit to util 020120 Itr ra *lta 
Iniioctr {nation 1. badglng program. 

KEPPLER.J 0 Aaplon 3. Offica of Olractor 02/04/01 NATHENB.E.R. 
Uiiconaln Public Sarvlc* Corp Spp 121.29: 074. 24X 

Fleha: 90-309. 02/04/01, 02040 ?021« 


—0204090233 Ra«pandi ta NRC 011202 Itr Tf ilta arlantatlon L badglng of 
NRC ptraannal NRC 4c cantractar partonn*! mutt ractive »ita 
orlantitian 4, ba badpad durlnp normal working hour* 

HATHEUS,E R Uiicaniln Public Oarvlct Carp 02/01/20 

KEPPLERtJ 0 Raglan 3, Offica af Olractor. 2pp 12629 096 24X 

Ftcha 90-309,02/04/01,0204090216 


0204300021 Ralaata* public vartlen of ravlilon to amargancy plan 
inplimantlng procaduri 

FELTON.U H Oivlaion af Rultc and Raeerd* 82/04/23 Ooc umant 
lianagamant Branch Ip 12920.241 24X Ftehi 90-309,02/04/23, 

8204300021 


— B204300027 Forward# public van Ian af Ravlilon A to Emargancg Plan 
Implamanting Procadura* EP-R'ET-2Fi ’’Partonnal 
JDacontaminat Ion, ” 

HATHEHS,E R. Ulicontln Public Barviet Corp. 92/04/19 
DENTON.K R. Cfflca of Nuclaar Raactor Rtgul4tioni Olractor Ip 
12920 242 24X Fleha* 90-309, B2/04/23.S204300021 


— B204300032 Public vortion of Ravi»ian A to Emarganey Plan Imp lementlriB 
Procadurai EP-fl6T-2F. '’Paraannal Oacontam Inat ion " Ravitad 
inda* and 

a Hlscontln Public Barviea Carp 02/03/19, 9pp 12920 243. B4X 
Fleha 90-303.82/04/23,0204300021 


I Financial inforaiation 


B204120285 Forward* Annual Financial Rapt* for 1901 

MATMEWSfE.R Wliconiin Public Sirvlca Corp, 82/04/07. DENTON, H 
Offica of Nuclaar Raactor Regulation, Olractor Ip 12639 264 24X 

Fleha’ 90-309, 82/04/07,0204120209 


— 6204120287 Annual Financial Rapt 1901 

MCNANARA.H A., HELFRECHT, 0 J Nadlioti Oaa 4< Elaetrlc Co 
82/02/18 30pp 12639 269 24X Fleha 90-309,02/04/07,8204120203 


— 0204120290 Annual Financial Rapt 1901 

a Nliconaln Powar 6 Light Co 82/04/07, 3Spp 12639 297 24X 

Fleha 90-309,82/04/07,0204120209 


•8204120292 Annual Financial Rapt 1901. 

ZIERSR, P D lfi*eoniln Public Sarvica Corp B2/02/25 31 pp 

12639 337. 24X Fleha 90-309,82/04/07,8204120289 


0204020089 Forward* raquast for addl info in reiponsa to NUfiEO-073/, Tin 
Action Itam II B 1 ra RC8 vanti Ratponta required within 60 

dag « 

VAROA, 8 A Oparatlng Raaetori Branch 1 92/03/23 MATHEWS, C R 

Wiacentin Public Sarvlca Carp 9pp 12913 009 24X 

Fleha 90-309,92/03/23,8204020089 


8204270041 Adviiai that raiponta* to requlramant* of TMI Action Items 
til D 3 3 1 t< 111 D 3 3 2, in-plant radiation monitoring, 
are aecaptabla 

VAROA, 8 A, Operating Reactor* Branch 1 82/03/24 MATHEWS, E R 

Witconiln Public Service Corp 2pp 12973 340 24 X 

Fleha 90-309,82/03/24,8204270041 


0204210796 Forward* rtqua«t for addl info ra NURE0-0737i I tem* I A 2 1 t, 
II 8 4 Raiponia requetted within 30 day* 

VAROA, S A Oparating Reactor* Branch I 82/03/29 MATHEWS,!; R 
Witconiln Public 8ervlee Corp 6pp 12795 293 24X 

Fleha 90-309,82/03/29,8204210796 


B204060I19 Submiti ravlted Info re pre««urlier lafety L relief valves 
in uia at facility, per NUREG-0737, Item II 0 1 
MATHEWS, E R Witconiln Public Service Corp. 82/04/01 

EISENHUT, D 0 Oivlaion Of Lt canting 2pp 12949 329 24X 

Flehe 90-309,02/04/01.8204060119 


8204300003 Raipond* to FOIA requatt for five categorle* of documents 
ra Sapt 1979 rapt, "Recommendation* of TMl-2 IE 

Investigation Taam " Approi 170 pages of matl being placed i 
In PDR. ! 
FELTON, J M Division of Rule* and Record* 82/04/02 WEISS, L R j 
Union of Concerned Scientist* Ip 12920 032 24X j 
Fiche 90-000,82/04/02,8204300003 


— SOOSITIOSS Requiiti factoring of Inspector findings re auziliaty I 

feedwater lys Into review Lack of seismic design I 

requirements for condansati storage tanks Identified I 

WARWICK, R,F Region 3, Chicago, Office of the Director 77/07/2? [ 

SEVFRIT.K V Olvlilan of Reactor Operations Inspections Ip - 

12920 049 24X Fleha 90-000,82/04/02,0204300003 3 


— 6204300124 Advise* that secondary power operated relief valves in 
Westinghouie PWR* should be considered safety-related, 
appropriately upgraded (, should be covered by specific Tech 
Spec raqulremant. 

HUNTER, D R Region 3, Chicago, Office of the Director 77/02/22 
FIORELLl.O Region 3, Chicago, Reactor Operations Nuclear buppnrt 
Branch ip 12920070 24X Flehe 90-000,82/04/02,8204300003 


— 8204300130 Forward’s Amends 17 t, 14 to Licenses DPfi-39 (< DPR-40, ! 

respectively Secondary power operated relief valves should I 

be considerad safety-related h included In Tech Specs W/o 
anc 1 

HUNTER, D B Region 3, Chicago, Office of the Director 77/03/r9 j 

FI0RELLI<0 Region 3, Chicago, Reactor Operations Nuclear Suppurt , 

Branch Ip 12920.079 24X Flehe 90-000,82/04/02,0204300003 | 


—8204300167 Discusses issues re use of nonsaf ety-related equipment to 
mitigate consequences of tube rupture accident (t Tech Spec 
operability requirement Valve* are appropriata for use 
intended (■ addl limiting conditions not needed 
SEVFRITiK Office of Inspection I, Enforcement, Office of the 

Director 77/00/22 WARNlCKiR F Region 3, Chicago, Office of 

the Director 2pp 12920 090 24X Fiche 50-000,82/04/02, 

8204300003 


' Operating license stage documents *< eorrespondanee 

8203290110 "Adequacy of Btebion Elaetrlc Distribution 8y* Voltages, 
Kewaunee Nuclear Power Plent," Informal rapt. 

UDY, A C. ESLO, Inc FIN A-6429 8203290118 82/02/20 

PREVATTEiRL Divliion of Byetem* Integration Ipost 811003). ISpp 
187I9-010 84X Fiche: 90-309. 82/02/88, 0203290118 


8203300003 "Degraded Orid Protection for Class IE Power Due, Kewaunee 
Nucleer Power Plant," Informal rept 

UDY.A C. EOLO, Ine, FIN A-6429. 8203300003. 08/02/ 20, 

PltEVAT’IE,B L Division of Systems Integration (post 811009). lOpp 

18913:121. 84X Flehe: 90-309. 82/08/28, 8203300003*^ 


8804130277 Submits addl Info on auxiliary foedwater sys, in rospotiie to 
NRC 880229 rtquost Four overslie Isomctrie drawings enc 1 
Aperture cards are available In PDR 

MATHEWS, E R Hi sc one in Public Service Corp 82/04/00 VAROA, S A 

Operating Reactor* Branch 1 3pp 12657 002 24X 

Fiche 50-305,02/04/00.0204130277. 


8204220244 Requests assistance in developing procedural approach that 
can be applied to all licensees to determine Imp lemente tion 
tchadule* on plant-specific basts rather than attempting to 
Impose Industry-wide Implementation schedule 

E18ENHUT,D.O Division Of Licensing 02/04/12 MATHEWS, E fi 
Wisconsin Public Service Corp 3pp. 12820 360. 24X 

Flehe: 90-309. 02/04/12. 0204280244, 


6203000493 Reaponds to NRC 080112 Itr ra new applications aurvau.Utll 
doaa not plan to submit epplicatlons or raquasti for review 
applicable to steted categories. 

MATHEWS.E B, Wisconsin Public Service Corp, 82/03/01 TEDE8CO,R 
Aistatant Director for Licensing, Ip, 12197:132, 24X 

Fieha* 90-309, B2/O3/0t, 8203000493, 


6204880621 Conclude* that util 020323 response documenting QA program 
re fuel oil for tmergancy power diesel generator* at 
facility acceptable 

VAROA, 8 A Operating Raaetori Branch 1 88/04/13. MATHEWS.E R 

Wisconsin Public Service Corp Spp 18878 169. 24X 

Fleha’ 90-309, 88/04/13. 8804800681. 


8203190001 Oanaric Ltr 88-09 to all lie 
raaefcore ra poat-TNI requiramanta. 
EI8ENHLIT. D 9 Dlvlalon o.f Licensing, 
Consolidated Edison Co. of Nau York, 
Ficll*. 90-OOD, 63/03/19,0203190001. 


ansae* of oparating power 

82/0 3/19. HAUBP URO, A 

7pp. 12913:128. 24X 
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B20<1300299 Forward* IE rnsp Rspt 50-303/a2~0B an B20324-26 Ma 
nonconipUancc noted 

PAPERIEULQi C d Dtviston of Emergency Prep arodueoa t aperatlonol 
Support eS/04/13 KATH£M5<E R UlaConoin Public Ssrvlca Corp 
2pp 12689 197 24X Fit ho 3 0-309i 02/04/13 . 880430029*? 


— B204300307 IE Imp Rapt 50-305/B2-0B on 820334-20 No noncampl ianca 
noted Major araa* InopBcted conf 1 rma torg (neaiureanents 
Including collection of sample* & analgsis Qnsitv 
ROZAKiS • 0E8TMANN, H d , SCHUMACHER. M C Region 3. Office of 
Director 83/04/12 tpp 12689 1 99 34X flche 30 - 303 . B3/04 / 13, 

8204300299 


82042201*3 Confirm* that TMI Item H K 3 3. "Reporting Relief ValVe b 
Safety Ualve Failure* b Challenges" 1* raiolved However, 
reporting requirement* fnu*t be formal lied NRC will contact 
util in future re necessary Tech Spec mod* 

VAROAi S A Operating Reactors Branch 1 02/04/14 MATHEWS. E fl 

Wisconsin Public Service Corp 2pp 12821 170 24X 

Ffcfie 50-305.92/04/14,8204220163 


8204160135 Generic Ltr 02-09 to all PWR plant licensees b applicants rt 
transmittal of NUHEO-0909 relative to Olnna tube rupture 
W/o and NUREO List of NRC recipient* end 

EIBENHUT. D 0 Division of Licensing 82/04/13 HAUEPURQ. A 
Consolidated Edison Co of New Yorle 7pp 1276/ 203 24X 

Flche 30-000.92/04/19,8204160155 


8204270347 Forwards graphics re results of FO surveillance for Mor 
1'762, vor i fy ing operation within Tech Spec limits 

MATHEWS, E R Wisconsin Public Service Corp 82/04/19 VARGA. B A 
Operating Reactors Branch 1 3pp 12849 031 34X 

Flche 90-303.82/04/19.8204270347 


8304210295 Generic Ltr 82-09 to all power reactor 1 Icensees, app 1 1 cants 
for OL. N3SS vendors b reactor vendors re environ 
quallftcatlon of saf ety-r elated electrical equipment 
NRC position re qualification requirements end 
EJ&ENKUT,D 0 Division of Licensing 92/04/20 HAUSPURO, A 
Consolidated Edison Co of New York 18pp 12862 337 24X 

Flche 50-000,02/04/20,8204210295 


8204280394 Updates progress In implementing NUREO-0737 raquirements pei 
Generic Ltr 82-05 

MATHEWS, E ft Wisconsin Public Service Corp S2/04/23 

EI8ENKUT, 0 0 Division of Licensing 13pp 12866 009 24X 

Flche 30-303,82/04/23,8204200394 


0 Inspection reports, IE Dultstlns & correspondence 


8204130008 Forwards IE Performance Appraisal Insp Rept 50-303/81-17 un 
811207—16 b 820103-08 No noncomp 1 lane e nbtad 

TAYLOR, JM Division of Reactor Programs 82/03/16 MATHEUS.ER 
Wisconsin Public Service Corp 3pp 12/10 190 24X 

Flche SO-303. 82/03/16, 0204150000 


— B2041S0010 IE Performance Appraisal Insp Rept 50-303/B1-87 on 
811207-18 b 020105-09 No none omp 1 lane e noted Major areas 
inspected licensee mgt controls over selected licensed 
activities 

HINCKLEY, D 0 , QAIRD, B , JADLONSKI, F J Director's Office. Office 
of Inspection end Enforcement 92/03/09 44pp 12710.193 24X 

Flche 30-305,92/03/16,9204130008 


82O49B0616 Forwards IE Performance Appraisal Insp Rept 30-305/81-8/ on 
B11207-IB b 820103-08 No noncomp 1 lane e noted 

TAYLOR, J M Division of Reactor Programs 02/03/16 MATHEWS, E R 
Mlseonsln Pub lie Service Corp 3pp 12078.118. g4X 
Flche 30-305.82/03/16.0204280616 


— B204280624 IE Performance Appraisal Insp Rept 30-303/91-27 on 811207-18 
b 820103-081 No noncompliance noted Major areas inspectad 
licensee mgt controls over selected licensed activities 
HINCKLEY, D 0 . BAIRD, J D , JABLONSKt.F J Region 3, Office of 
Director 82/03/09 44pp. 12678 121 24X Flche 30-303.82/03/16. 

6204280616 


0202040113 IE Info Notice 82-08, "Check Valve Failures on Diesel 
Oenerator Engine Cooling Sys “ W/svc list 
> Director's Office, Office of Inspection and Enforcement 
B2/03/26 4pp 12862 333 24X Flche- 30-000, 82/03/26, 02020401 13 


8204860331 Forwards request for addl info re inservlcc insp program 
VAROA.a A Operating Reactors Branch 1 82/03/30 MATHEEW8, C. R 

Wisconsin Public Service Corp Spp 128S8 346 24X 

Flche 30-303, 82/03/30, 820426035 1 . 


8204130436 Forwards "Environ Qualification of ElactrScal Equipment 
IE Bulletin 79-010 Aging Study " 

MATHEWS. E R Wisconsin Public Service Corp 92/04/01 VARGA, 8 A. 
Operating Reactors Branch 1. 4pp 12679.199 24X 

Flche; 30-303, 92/04/0 1 . 8204 1 30436 


— 8204130436 "Environ Qualification of Electrical Equipment IE Dulletin 
79-01 B Aging Study “ 

* Wisconsin Public Service Corp 92/04/30 BOQpp, 12678:203 
24X Flche 50-305,82/04/01,9204130436 


9204210016 Responds to IE Performance Appraisal inop Rept 30-305/81-27 
Items Identified ae weaknessee due to misunderstanding of 
util mgt philosophies b controls b not to lack of 
effectiveness 

MATHEWS, e R Wisconsin Public Bervice Corp 82/04/IS TAYLOR, J. H 

Division of Reactor Program* 7pp 12803 350 a4X 
Flche 30-303,82/04/15,8204210016 


8202040143 IE Info Notice 82-12, "Surveillance of Hydraulic Snubbers " 
W/encl SVC list 

OOftDAN, E L Division Of Engineering b Quality Assurance 92/04/21 
64pp 12873 001 24X Flche 50-000,82/04/21,8282040143 


R Periodic operating report* b related correspondence 


8204070232 Forwards monthly operating rept for Apr 1981 

MATHEMS-E R Wisconsin Public Bervice Corp 01/03/07 Office of 
Management and Program Analysis Ip 12388 140 24X 

Flche 30-305.81/09/07,0204070232 


—6204070239 Monthly operating Topt for Apr 1981. 

RUITER.O H Wleconain Public Service Corp. 81/05/01 4op 
12380 141 24X Flche* 50-305. 81/05/07, 8204070232 


8204070177 Forward* monthly operating rept for May 1981 

MATHEWSiER Wisconsin Public Bervice Corp BI/06/11 Office of 

Management and Program Analysis Ip 125B8 273 24X 

Flche 30-303.81/06/11.8204070177 


— 8204070184 Monthly operating rept for May 1901 

RUITER.O H Wisconsin Public Service Corp 81/06/01 4pp 
12588 276 24X Flche 50-303.81/06/11,8204070177. 


8204070170 Forwards monthly operating rept for June 1981 

RUITER.O H Wisconsin Public Service Corp 81/07/09 Qffiru of 
Management and Program Analysis Ip 12388 280 a4X 
Flche 30-303.81/07/09.8204070170 


— 8204070174 Monthly operating rept for Juno 1901 

RUITER.O H Wisconsin Public Bervice Corp 81/07/01 Spp 
12388 201 24X Flche 30-303,81/0.7/09,8204070170 


8204130389 Forwards monthly operating rapt for Aug 1981 

MATHEWS. E R Wisconsin Public Gervlce Corf 91/09/10 Office of 
Management and Program Analysis Ip 12690:193 24X 

Flche 50-309.81/09/10,9204130389 


— 8204130393 Month ly operating rapt for Aug 1981 

RUITER.O H WlBconstn Public Bervice Corp. 81/10/01 App 
12690 194 24X Flche. 50-305, 81/09/10,8204130389 


0204130396 Forwards monthly operating rept for Sept 1981 

MATHEWS, ER Wisconsin Public Service Corp. 81/10/06 Office of 

Management and program Analysis Ip 12656 201 24X 

Flch* 30-309.81/10/06.8204130386 


— 8204130388 Monthly operating rept for Bept 1981. 

RUITER.O H Misconstn Public Service Carp. 01/10/06 Spp 
12699202 24X Fiche 50-305,81/10/06,8204130386. 


8204130379 Forward* monthly operating rept for Oct 1781 

MATHEWS, E R Wisconsin Public Bervice Corp, 81/11/10 Office of 
Management and Program Analysis Ip. 12698.204. 24X 

Flch* 30-305. 81/11/10. B204I30379. 


— 9204130334 Monthly operating rept for Oct 1981 

RUITER.O H Wisconsin Public Service Corp Bl/ll/OS. 4pp. 
12658 203 a4X F 1 che: 30-303, 81 /1 1/ 10, 8204130379 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies In Wide Range 8204130220 Forward* monthly operating rept for Feb 1982 

Pressure Instruments Used In Westlnghous* Designed Plant* " MATHEWS, E R Wisconsin Public Service Corp 82/03/09. Office pp 

Sve list end Management and program Analysis Ip 12662.313 24X 

JORDAN, E L Division of Engineering b Quality Assurance. 82/04/09 Flche* 30-303, 82/03/09, 8204150229 

*3pp 12978 342 24X Flch* 30-000.82/04/09,8202040142 
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— B2O41S0B31 Hontftly op«rat»ng rapt for Fab 1'9S2 

RUITEBrO H Wiaeohsin Public Sarviee Corp a2/03/'01 4pp 
12482 314 24X Ficha SO-30B, 62/03/0?. 8204190226. 


S Raperbabla occurTtncaa. LERi 1. ralabad c orraapondanca 


82041S01C9 Raipotida to FOIA requast that OECD Incidant Raporting 
rapta ba placad In PDR Documants listed In app available in 
PDB Other pertinent docuflianta complately uilthhald irap FOIA 
Eiemptlon 4>. 

FEUDN. J M Division Of Rules and Record ■ 81/11/0? CONNOR. L 

Do-c~‘ 8 aarch Assoclatas 3pp 1270S 33?. 84X Flcha 90-000.81/11/09. 

820419010? 


— 8204190219 Incident Reparting Svc Rapt 28 2. re turbine disc cracks In 
destinghause PHRs 

a Drganiiatlan for Econpmlc CoDperation 1< Devetopinent (Paris). 
01/03/13 2pp 12709 261 24X Flcha 50-000.81/11/09.0204150109 


8204220329 Forwards LEfis 92-004 /03L-0 k 02-00 5/03L-0 

OIEBLER.C Hisconslji Public Service Corp. 02/04/07 REPPLER. J 0, 
Riglon 3. Office of Director Ip 12806 161 24X 

Ficha: 90-309. 82/04/07. 8204220329 


—8204220303 LER 82-004 /OSL-O an 820308. valve 01 2009 failed to class 
during FHR pucip & valve testing Cause unknuun Valve closed 
manually Multiple cycling froei control room revsated no 
further difficulties 

SMOKER. C 8 HI scons in Public Service Corp 82/04/07 Replan 3. 
Office of Director tp. 12806 162. 24X Flchf: 90-309. 02/04/07, 

820422032? 


—8204220341 LER B2-005/03L-0. on 820309. ]A2 sv< Water pu/rp failed to 
start on demand during quarterly surveillance testing pf svc 
water pumps Caused by Failure of circuit to close due to 
failed open closing coll Coll replaced. 

BHOKER.C S HI scons In Public Service Corp 82/04/07. Region 3. 
Office of Director tp IBBOB 163 24X Flcha 90-309,02/04/07. 

8204220329 


8204220464 For wards LER B2-006/03L-0 

MATHEHa.E R Hisconsin Public Service Corp 82/04/13 KEPPLER. J 0 
Region 3, Office of Director Ip 12808 199 24X 

Flcha 50-309. 82/04/13. 820 422046 4. 


—8204220470 LER e2-006/03L-0 on 820319. safety injection recirculation 
line valve 81-209 to refueling water storage tank taken out 
of svc for minor corrective maint. Valve returned to ivc 
wltMn Tech Spec limits 

e Wisconsin Public Servics Corp 82/04/14 Region 3. OFfice of 
Director Ip 12808 20D 24X Flche 90-309,82/04/13,8204220464 


62O42205D3 RO re failure of control I'oon area monitor fChannel R-1 ) of 
radiation monitoring sys & Immediate 1. long-term corrective 
actions Portable radiation monitor placed In control room 
Monthly testing performed, 

(ATHEWS.E R Hie eons In Public Service Corp. 82/04/19 REPP LER. J O 

Region 3. Office of Director Ip 12008 102 24X 

(chc 90-305.82/04/19.8204220308 


— 02O41SOI05 Public version of Revision 3 to Emergency Plan Imp Irmontliig 
Procedure F3“4i "Responsibilities During Alert, Site Area or 
General Emergency " Revision 8 to table of contents oncl 
SCHULLKE, 0 A Northern States Power Co 82/03/30 29pp 
12672 333 24X Flche 50-202,02/04/06,8204130136 


J Insurance & indemnity information 


8204370403 Forwards Endorsements 0 to NELIA Binders EB-17<ED-36 & 
ED-37, Endor sc men t 61 to NELIA policy NF-174 & Endorsement 
51 to NELIA Policy NF-197 

JDHNSDN-R C Northern States Power Co 82/04/22 DINITZ, 1 
Antitrust k Economic analysis Branch (Utility Finance) 6 pp 
I2S49 022 24X Flche 50-000,82/04/22,6204270403 


P Operating license stage documents & correspondence 


8202080217 Forwards application for amend to Licenses DPR— 42 1, DPR-60, 
consisting of changes to Tech Spec 4 4 A 5 C re containment 
airlock lealcage 

MAVER.L □ Northern States Power Co 02/02/01 (Office of Nucleai 

Reactor Regulation, Director Ip 11848 1 64 24X 

Flche 90-282. 82/02/01,8202000217 


— B2020B0223 Application for amend to Licenses DPn-42 k DPR- 6 O 1 eonslstlnq 
of changes to Tech Spec 4 4 A 9 C re containment airlock 
leakage 

HAVER, L 0 Northern States power Co 82/02/01 3pp 11048 165 
24X Flche 90-282,82/02/01,0202080217 


— 8202060226 Proposed changes to Tech Spec 4 4 A S C re contalnmrnt 
airlock leakage 

* Northern States Power Co 82/02/01 2pp 11040 160 24X 

Flche 50-282.83/02/01,0202080217 


0204330006 Forwards Amends 59 t, 49 to Licenses OPR-42 t, DPR-60, 
respectively, safety evaluation h notice of Issuance 1< 
availability Amend revises Tech Specs permitting increase In 
allowable leakage rate for overall airlock door tests 
DlLANNIrD C Operating Reactors Draneh 3 62/03/05 HAVER. L 0 

Northern States Power Co 3pp 12820 209 24X 

Flche 50-202,82/03/05,8204220006 


— 0304220012 Amends 99 k 49 to Licenses DPfi-42 fc DPR-60, respect Ivoly. 
revising common Tech Specs permitting Increase in allowable 
leakage rates For overall airlock door tests 
CLARK.fi A Operating Reactors Branch 3 02/03/09 7pp 

12020 292 24X Flche 50-202,82/03/05.0204220006 


— 0204220016 Safety evaluation supporting Amends 99 b 49 to Licensee 
DPR~42 it DPR~60i respectively 

♦ Office of Nuclear Reactor Regulation. Director 82/03/05 2pp 
12820 299 24X Flche 90-282,02/03/05,0204220006 


— 8204220013 Notice of Issuance 1 , availability of Amends 55 k 49 to 
Licenses DPR-42 k DPR-60. resp ec 1 1 ve I y 

CLARK. fi A Operating Reactors Branch 3 82/03/09 2pp 

12820 301 BAX Flche 50-202, 82/03/09, 8204220006 


CKET 50-306 prairie ISLAND NUCLEAR STATION, UNIT 2 
Security, medical, emergency 1< fire protection platis 


4020316 Recognises util 1 1 traordlnary efforts to melt Commissi an 
20201 deadline tor installation tr testing of prompt 
otlflcation sye 

EPPLER.J 0. Region 3. Office of Director, 02/03/29 OJUBERra. 0 E, 
Northern States Power Co tp 12499,201 84X 

Iche 90-000, eZ/03/2?, S204D20316 


1D4090152 Request* copies of 1 Icsnsee/applicant requests for 
cttenslon or eieoptlon re imp Is mentat 1 on of 10CFR72 31, 

Only Hadden Neck k Hi II stone have fubmittad fee* l< fee 
forme 

TREHPERiL Llctfite Fe« Management Branch 82/04/09. Office of 
Nuclear Reactor Regulation. Director Ip. 12633,260. 24 X 

Flcha. 90-000, 82/04/09. 8204090 1 92. 


6204020037 Refuse* 820217 request that Qadler be placed on svc lists 
for facilities FIN Pollution Control Agency already has two 
members on svc list 

DIIANMr.D Operating Reactors Branch 3 82/03/12 DfiEIMHURST.L J 

Hlnnitata. State of 2pp 12512 319 24X Flche 90-202,82/03/12. 

8204020037 


6204020048 Forwards request fop addl info re environ qual 1 f ice t ipn of 
eef ety-relats d electrical equipment Response within 30 days 
required, W/o eric 1 . 

CLARK. R A Operating Reactors Branch 3 02/03/16 MAVER.L Q 

Northern States Power Co 2pp 12512' 322 24X 

FI Che, 90-282, 82/03/16, 8204020048 


92031900DI Oeniric Ltr 82-05 to all licensees of operating power 
riactors re poet-TMI requirements 

EieENHOT. D 0 Division of Licensing 82/03/19 HAU8PUR0. A 
Consolidated Edison Co of New Vork 7pp 12913 128 24X 

Flche. 90-000, 82/03/19. 8203190001 


8204190136 Releases public version of revision to emergency plan 
Implementing procedure. 

FELTON, d. M Division Of Rules and Record*. a2/O4/'06. Document 
Management Branch Ip. 12692' 331. 84X Flch 90-282. 82/04/06, 

8204190136 


8204220696 Advises that response* to THt Action Items II E 1.1 It 
II E 1 2 are acceptable Safety evaluation encl 
CLARK. R A. Operating Reactors Branch 3 82/03/22 MAVER.L 0. 

Northern States Power Co 14pp 12834 037 24X 

Flch* 50-282,82/03/22.8204220696 


■8204190145 Forward* ’pub 11 e version of Revision's to Emergency Plan 
Inplementlng Procodures F3-4. "Responsibilities During 
Alert, Sit* Aree or oenerel Emergency " 

MAYER, L.O Northern States Pouitr Co 82/03/30 ' Region 3. 

Office of Director Ip 12692:332 84X Fl'che; 90-282, 82/04/06. 

8204190136. 
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BS04O70372 Submits addl info on NUR£G-0737. Itom I A 1 1> ''Shift 
Technical Advliori” re ed It training qualifications 
Requirements for non degreed senior reactor operator 
qualifying as shift technical advisor end 

HAVERi L 0 Northern States Pouer Co B2/03/3t Office of Nuclcni 
Reactor Regulation! Director 3pp 12975 181 S4X 
Fiche 50-000. 02/03/2'?, 8204070372 


8304030210 Submits response to Q30401 reporting requirments re 
NUREO-0737, Item II 0 1. "PUR Safety S< Relief Valve Test 
Program " Conditions tested represent range of uneipected 
operating U accident conditions for facilities 

HAVER.t 0 Northern States Pouer Co 82/04/01 Office Pf Nucloai 

Reactor Regulation. Director 3pp 12604 203 24X 

FiChe 50-202. 02/04/01. S2040B0210 


8204090315 Provides schedule for suhmittlng Info re NUREO-0737. Iteoi 
I D 1. "Control Room Design Revieu " Preliminary program 
plan rept ulll be submitted by 620831 

HAVER.L 0 Northern States Pouer Co 82/04/01 Office of Nuclem 
Reactor Regulation. Director Ip 12627 321 24X 

FtcfiB 50-282.82/04/01,8204090315 


3204300003 Responds to FOIA request for five categories of documents 
re Sept 1979 rept. "Recommendations of TKI-2 IS 
Investigation Team " Apprpi 170 pages of matl being placed 
in PDH 

FEUTONi J N Division of Rules and Records 83/04/02 UEIS8.E R 
Union of Concerned Scientists Ip 12920 032 24X 

FI Che 50-000. 82/04/02. 8204300003 


— 8006171021 Advises that Prairie Island BER of 720928 states that 
auslllary feeduater sys ulll function as designed to 
meet E8F requirements Proposes that IE inspect Class 1 desin 
criteria 

THORNBURG. H 0 Division of Reactor Operations Inspections 
77/0B/29 OOLLERi K R Office of Nuclear Reactor Regulation. 
Director 2pp 12920 04B 24X Flche 50-000,82/04/02,0204300003 


8204260394 Notifies that NRC revieu of util response to NUREO-0737. 
Item III 034. "Control Room Habitability." has been 
completed 6 found acceptable Issue considered resolved 
pending post- imp lementatl on revieu by Region 3 
CLARK. R A Operating Reactors Branch 3 82/04/09 HAVER. L U 

Northern States Pouer Co 3pp 12855 314 24X 

Fichs 50-282,82/04/09.8204260394 


0 Inspection reports, IE Bulletins & correspondence 


8204070472 Responds to IE Bulletin 79-0IB,3uppl 3, "Environ 
Qualification of Class IE Equipment " Safety-grade 
subCDoling margin monitors Installed Qualification Info for 
future THl action plan equipment to be submitted 
HAVER. L 0 Northern States Pouer Co 81/01/22 KEPPLER. J O 
Region 3. Chicago. Office of the Director (81/03/01) I3pp 
12978 205 24X Fiche 30-282,81/01/22.0204070472 


0204050381 Forwards IE Insp Repts 50-202/82-02 «< 50-306/92-02 on 
820119-2980 noncompliance noted 

HIND. U A Division of Emergency Preparedness 6 Operational Support 
82/03/16 OILDERTS. D E Northern States Poster Co 3pp 12523 252 
a4X Flche 50-202.82/03/16.8204080381 


—8204050383 IE Insp Repts 50-202/82-02 !< 50-306/82-02 on 820119-29 No 
noncompliance noted Major areas Inspected prompt 
nottf icatlon/uarnlng sys $< testing of sys 

QURCEBS, 0 L , PATTERSON, J P . AXELBON. U L Division of Emergency 
preparedness t. Opera tional Support 82/03/15 7pp 12523 294 
a4X Flche 50-282.82/03/16.0204050381 


0202040113 IE Info Notice 82-00. "Check Valve Failures on Diesel 
Oenerator Engine Cooling Sys " U/svc list 
* Director's OFfica. Office of Inspection and Enforcement 
B2/03/26 4pp 12062.359 24X Flche 30-000.82/03/26.8202040113 


8204140271 Foruards IE Insp Repts SO-202/B3-D4 6 50-306/82-04 on 
820201-28 t> notice of violation 

STREETER. J F Division of Project & Resident Programs 82/03/29 

0ILBERT3, DE Northern States Pouter Co 2pp 12662 194 24X 

Fiche 30-282,82/03/29.8204140271 


—8204140274 Notice of violation from Insp on B2020J-2B 

STREETER, J F Division of Project tt Resident Programs 82/03/29 
Ip 12662 196 24X Flche 90-282,02/03/29.8204140271 


—8204140283 IE Insp Repts 90-202/82-04 «< 30-306/82-04 on 820201-28 
Noncompl lance noted Failure to close out design changes 
within 3 month period follouing Installation 

FEIERADEND, C D > BUR0ES8, 0 L . NELSON.R L Division of Project k 
Resident Programs 82/03/29 llpp 12662 197 24X 

Fi Che 90-282. 82/03/29. 82041 40271 


8204160155 Generic Ltr 82-08 to all PWR plant licensees I- applicants re 
transmittal of NUREO-0909 relative to Oinna tubs rupture 
W/o enc I NUREO List of NRC recipients end 

EISENHUT. D 0 Division of Licensing 82/04/13 HAU3PURQ. A 

Consolidated Edison Co of Neu York SCNIEDER.F U Public Service 

Electric t< Gas Co of New Jersey DERRY. 0 T Pouer Authority of the 
State of Neu York 7pp 12787 203 34X Flche 50-000.82/04/15. 

0204160155 


8204260129 Foruards Info re status of NURE0~0737 requirements u/ 
implementation dates between 010701-820301 In accordance 
U/10CFR50 94(f) 

HAYCP.L 0 Northern States Pouer Co 82/04/16 Office of Nuclear 
Reactor Regulation. Director 21pp 12840 219 24X 

Fiche 50-282,82/04/16,8204260129 


82041S0439 Ack receipt of B20325 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-282/82-01 & 
50-306/82-01 

SPEQSARDj R L Olvlilon of Project t. Resident Programs 62/04/07 

GILBERTS. D E Northern States Pouter Co Ip 1S639 193 24X 

Flcba 50-282,08/04/07.8204120439 


— 8204120446 Responds to NRC 820224 ltr re violations noted in Ik Insp 
Repts 90-282/82-01 k 90-306/82-01 Corrective actions 
Final Investigative rept for R8-81-23 completed b sys to 
remind of repts due established 

OILDERTS, O E Northern States Pouer Co 82/03/35 SPESSARD. R L 
Division of Project (a Resident Programs 8pp 12639.154 24X 

Fiche 50-282,02/04/07,8804180439 


8204270374 Foruards response to 820317 request for addl info on 
upgraded senior reactor operator k reactor operator training 
program (< training for mitigating core damage, par THI Action 
Items If D 4 6 1 A 2 1 

haver. L 0 Northern States Power Co 02/04/16 Office of Nuclear 
Reactor Regulation. Director 4pp 12852 091 24X 

Fich* 30-282,82/04/16,8204270374 


8804210295 Generic Ltr 02-09 to all power reactor 1 icensets. app 1 i cants 
for OL. NSS8 vendors & reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qual 1 f lea tton requirements end 
EISENHUT. DO Division Of Licensing 82/04/20 HAUBPOHO.A 
Consolidated Edison Co of Now York 18pp 12862.337 24X 

Fiche 30-000,82/04/20.8204210295 


8204200471 Notifies that Unit 2 will be loaded w/40 TOPHOD assemblies 
during Cycle 7 reload Requasts XN-NF-02-21 (p 1 "Application 
of EXXON Nuclear Co PUR Thermal Margin Methodology to Ml> 

Core Configurations" be referenced on facilities dockets. 

WAVER. L 0 Northern States Pouer Co 82/04/23 Office of Nuclear 
Reactor Regulation, Director Ip 12867 286 S4X 
Ficlie 50-282.82/04/23.8204200471. 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies In Hide Range 
Pressure Instruments Used in Uestlnghouse Designed Plants “ 

Bve list end 

JORDAN, E. L Olvlslon of Engineering 6 Quality Assurance 0S/O4/O9 
63pp 12078 342 24X Flche 90-000,82/04/09,8202040142 


S208O4OI43 IE Info Notice 82-12, "Surveillance of Hydraulic Snubbers 
U/oncl SVC list 

JORDAN. E L Division of Engineering t< Quality Assurance 82/04/21 
64pp 12073 001. 24X Fiche. 90-000.82/04/21,0202040143 


R. Periodic operating reports b related correspondence 


8204190369 Konthly operating repts (or Jan 1981 

HUNSTAD, A. A Northern States Power Co 81/02/02 8pp 12729 250 
24X FI Cho. 50-802. 81/02/02.8204190369 


B2O4O9'O307 Foruards monthly operating repts for June 1901. 

MAYER. L O Mortliern States Pouer Co 81/07/14 Office of 
Hanogoment and Program Analysis Ip 12625 2S6 24X 

Flche. 50-882, 81/07/14,0204090387 


— 6804090391 Monthly operating repts for June 1981 

HUNSTAD, A A. Northern States Power Co 81/07/01 7pp 
18625 297 24X Flche 90-303,81/07/14,0204090387 


8204090370 Foruards monthly operating repts for Aug 1981. 

HAVER. U 0 Nortliern States Power Co 81/09/14 Office of 
Management and Program Analysis Ip 12627 092 24X 

Flche 90-882,01/09/14,0804090378 
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— B2040'?03e3 Mo nth I V operating rapta for Aog 1981 

HUNSTADth A Northern Stat«> Power Co B1/09/OJ Bpp 
I2i37 093 34X Flche 50-202. 81 /09/ 1 4> B20409037B 


B2040903ti) PoTWarda monthly operating repta for Sept 1981 

MAYEfi.!- 0 Northern Btates Pouier Co fll/iO/12 Office of 

Hanagemant and Program Analyali Ip 12627 243 24X 

Flche 30-282.81/10/12.8204090316 


— 8204090319 Konth ly operating rapts for Sept 1981 

HUNSTADfA A Northern States Power Co 81/10/01 7pp 
12627 244 24X Flche 50-202.81/10/12.8204090316 


B2040600B2 Submits preliminary evaluation of relief valve operation 
required by I tern tl 0 1 . NURES-0737 Tested valves h 
conditions envelop range of expected operating S. accident 
conditions at plant 

OARRITY.J H Maine Yankee Atomic Power Co 82/03/30 CLARK. R A 
Operating Reactors Branch 3 2pp 12554 030 24X 

Flche 90-309,82/03/30.8204060002 


820422021S Advises that NRC position modified re reactor protection sgi 
tt ESP actuatl on sys Proposed Tech Specs enc 1 

CLARK, R A Operating Reactors Branch 3 82/03/31 OARRITY. JH 

Maine Yankee Atomic Power Co 3pp 12821 233 24X 

Piche 50-309. 02/03/31.8204220215 


8204160112 Foruiards monthly operating repts for Mar 1902 

MAYER. t- 0 Northern States Power Co 82/04/12 Director's 

Office. Office of Inspection and Enforcement Ip 12697 233 24X 

Flche 30-282.82/04/12.8204160112 


6204200191 Forwards “Systematic Assessment of Licensee Performance. 
Jol 19B0-JonB 1981 '* 

HAYNES, R C Region I, Office of Director 02/04/01 RANDAZZA, J 
Maine Yankee Atomic Power Co 25pp 12742 145 24X 

Flche 50-309. 02/04/01,8204200191 


— 8204160115 Monthly operating repts for Mar 1902 

DUOSTAD. D Northern Elates Power Co 82/04/02 Bpp 12697 234 
24X Ftchfl 50-282,82/04/12.8204160112 


S Reportable occurrences. LERs ic related correspondence 


8204150425 Forwards request for addl Info re seismic qualification 
of auxiliary feedwater sys Info requested by 820307 
CLARK, R A Operating Reactors Branch 3 82/04/02 OARRITY Maine 

Yankee Atomic Power Co 4pp 12689 358 24X Flche 50-309, 8P/04/0!«. 

0204150423 


8204020307 Forwards LER B2-004/03L-0 

HAVER, L □ Nerthern States Power Co 82/03/24 Region 3, Office 

of Director ]p 12497 078 24X Flche 50-306,82/03/24,8204020307 


—8804020312 LER 82- 004/0 3L-0 on 920226, main t workman accidentally bumped 
Qverspeed brlp mechanism on auxiliary feaduater pump, 
tripping valve tt making pump inoperable Caused by personnel 
error Valve operator reset 

HUNSTAD.A A Northern States Power Co 82/03/24 Region 3, 

Office of Director Ip 12497079 24X Flche 30-306,82/03/24, 

0204020307 


6204200150 Application for Proposed Change 91 to License DPR-36> 
modifying Tech Spec Section 3 9 re safety injection 
actuation signal by revising Pages 3 9-2 h 3 9-4 

RANOAZZA, J B Maine Yankee Atomic Power Co 02/04/12 Office of 
Nuclear Reactor Regulation. Director 2pp 12740 017 24X 

Flche 50-309,82/04/12,8204200150 


— 8204200157 Proposed Change 91 to Tech Spec Section 3 9 re safety 
injection actuatl on signal, revising Pages 3 9-2 6 3 9-4 
» Maine Yankee Atomic Power Co 02/04/12 2pp 12740 019 24X 

Flche 50-309,82/04/12.8204200150 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 
F Security! medleal. emergency & fire protection plans 


8204190336 Forwards YAEC-I296-P, “DNQR Limit Methodology tc Application 
to ME Yankee Plant ’’ Formal review 4< approval necessary 
prior to submittal of Cycle 7 reload analysis Affidavit of 
sve end Rept withheld <ref 10CFfi2 790) 

VANDENBURGH, Vanlee Atomic Electric Co 02/04/08 CLARK. R A 
Operating Reactors Branch 3 2pp 12726 093 24X 

Flche SO- 309. 02/04/09. 8204190336 


8204160155 Oenerlc Ltr 02-08 to all PWR 
transmittal of NUREO-09O9 relative to 
W/o end NUREO List of NRC recipients 
ETGENHLIT.D 0 Division of Licensing 
Consolidated Edison Co of New York 
Flche 30-000,82/04/15,0204160153 


plant licensees it applicants n 
Oinna tube rupture 
enc 1 

02/04/15 HAUSPURQ. A 
7pp 12787 203 24X 


8204200073 Advises that Info re post-TMI requirements contained in 
Oenerlc Ltr 62-OS will be submitted by 820430, per 020317 
reques t 

OARRITY, J H Maine Yankee Atomic Power Co 02/04/16 CLARK.R A 
Operating Reactors Branch 3 Ip 12742 207 24X 

Flche 30-309,82/04/16,8204200073 


0 Adjudicatory correspondence 


0204150266 Memorandum & order granting State of HE petition to 
Intervene Sensible ME Power revised Contentions 3, 6(a) 8.9, 

10. 11, 13, 16 I. 17 admitted «, 1-4, 6(b) b (c ), 7. 12, 14. iS U 18 
rejected 

LAZO.R M Atomic Safety and Licensing Board Panel 82/04/12 
Maine. State of 26pp 12683 045 24X FI che. 50-309. 82/04/12, 

8204150266 


S204210295 Oenerlc Ltr 82-09 to all power reactor 1 1 censees. app 1 i cants 
for OL. NSSS vendors tt reactor vendors re environ 
qualification of safoty-r elated electrical equipment 
NRC position re qua lificatlon requirement a end 
EIBENHUT. D 0 Division of Licensing 02/04/20 HAUSPURO. A 
Consolidated Edison Co of New York THOMAS.J E San Diego Oas b 
Electric Co DIETCH, R Southern California Edison Co 18pp. 

12062 337 24X Ficho 50-000,82/04/20,0204210295 


. General correspondence 


)204020430 Requests name change on eve list from LP Doyle to JM 
Barrows 

BARROWS. J M Safa Power for Maine 82/03/29 Operating Reactors 
Branch 3 Ip 12S03 ObS 24X Flche 50-309. 82/03/29, 8204020430 


204230070 Responds to -JM Kerry 820323 Hr to Chairman Palladino ro 
facility pressuriied thermal shocli Isiua NRC will raassess 
problem based on detailed info recently obtained from 
eaveiral owners of PWR 

DENTON. M R Office of Nuclear Reactor Regulation. Director 
82/04/13 KERRY, J.M Maine, State of. 5pp. 12834 231. 84X 

Flche 30-309, 82/04/13,8204230090 


3204300399 Responds to NRC 820129 ltr re engineered safeguards review 
for single failure Containment isolation, rec irculat 1 on 
actuation 5 containment spray actuation sys reviewed b 
determined to comply u/single failure criteria 

OARRITY, J H Maine Yankee Atomic Power Co 02/04/20 HAYNES, R f 

Region 1, Office of Director Ip 12886 315 24X 

Flche 50-309,82/04/20,8204300399 


820427031 1 Responds to NRC 820317 request for addl info re KURE(»'0/U7 
Items I A 2 1, “Upgraded Senior Reactor Operator b Reactor 
Operator Training." b 1 1 B 4. "Training for Mitigating Cora 
Damage “ 

OARRITY, J H Maine Yankee Atomic Power Co 82/04/23 CLARK. R A 
Operating Reactors Branch 3 5pp 12853 195 24X 

Flche 50-309,82/04/23,8204270311 


-9204230093 Requests info re serious problem of prassuriied thermal 
shock at facility 

KERRY, J M Maine, State of 82/03/23. PALLADINO, N J. 
Commissioners, 2 f p 12834 286 24X FI c he; 50-309, 82/04/15. 

8204230090 


Operating license stage documents b correspondence 


Q Inspection reports, IE Bulletins b correspondence 


8204070493 Ack receipt of 820304 ltr informing NRC of steps taken to 
correct violation noted in IE Safeguards Insp Rept 
50-309/81-28 

MARTIN, T T Division of Engineering b Technical Programs 02/03/83 
OARRITY, J H Maine Yankee Atomic Power Co 2pp 12584.233 24X 

Flche 50-309,82/03/23.8204070493 


*03190001 Generic Hr 82—05 to all licensees of operating power 
reactors re post-TMI requirements. 

EI3ENHUT.D0 Division of Licensing 82/03/19, HAUSPURO, A 
Consolidated Edison Co of New York 7pp 12513:128 24X 

Flche 50-000,82/03/19,8203190001. 


8204270031 Forwards request for addl info re Inservice insp program 
CLARK.R A Operating Reactors Branch 3 02/03/23 OARRITY. U.H. 

Maine Yankee Atomic Power Co 4pp. 12873 332 24X 

Flche 50-309, 82/03/23,8204270031. 
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B804010437 EN-B1-040A on Qa03S9i p enal ty asses «ed against licensee 
based on violations involving failure to shut down ti to rcpt 
event mitigated by SlOi 000 based on error in NRC cover Itr 
to notice of violation 

BARDERiO • LIEOERMANiJ Director's Office, Office of Inspection and 
Enforcement 82/03/29 Ip 12484 036 24X FI Che 30-309,02/03/29, 
8204010437 


8204130363 Forwards IE Info Notices 82-09, "Cracking in Piping of 
iMateup Coolant Lines at O^W Plants" 6, 82-10, "Following up 
Symptomatic Repairs to Assure Resolution of Problem " No 
written response required 

HAyNE8,R C Region 1< Office of Director 82/03/31 O'TOOLE, J D 
Consolidated Edison Co of New Vork HLKILL, H D General Public 
Utilities - GPU Service Corp LEMPGES, T E Niagara Mohawk Power 
Carp Spp 12682 248 24X Flche 30-000,82/03/31,8204130363 


8204130462 Forwards IE Bulletin 82-01, "Alteration of Radiographs of 
Melds in Piping Subassemblies " No written response 
required 

HAVIJE6,RC Region i. Office of Director 82/03/31 0'T0aLE,J 
Consolidated Edison Co of New York HUKILL, H 0 , BARTON, J J 
Genera] Public Utilities - GPU Service Corp 6pp 12663 234 24X 

Flche 30-000.92/03/31,8204130462 


0204080463 Ack receipt of 620324 Itr informing NRC of steps taken to 
correct violation noted In IE tnsp Rept 30-309/81-32 
5TAR08TECKI p R Division of Project J< Resident Programs 82/04/02 
OARRITY, J H Maine Yankee Atomic Power Co ip 12399 146 24X 

Fiche 30-309,82/04/02,8204080463 


— 8204080473 Responds to NRC 620223 Itr re Violation noted in IE Insp 
Rept 30-309/81-32 Corrective actions written 8</or oral 
periodic gu 1 1 tes, separate from annual exams, will be given 
for operator requa 1 1 f Icat Ion program 

RANDAZZA.J □ Maine Yankee Atomic Power Co 82/03/24 

HAYNES. R C Region 1. Office of Director 2pp 12399 147 24X 

Flche 50-309.82/04/02.0204080463 


8302040142 IE Info Notice 82-11. “Potential Inaccuracies In Hide Range 
Pressure Instruments Used In Mostinghouse Designed Plants " 

Svc list enc 1 

JORDAN. E L Division of Engineering f, Quality Assurance 02/04/09, 
63pp 12878 342 24X Flche 30-000.82/04/09.8202040142 


0204200140 Ack receipt of 820329 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-309/81-31 
SMITH. 0 H Division of Emergency Preparedness t. Operational Support 
83/04/14 RANDAZZA.J 0 Maine Yankee Atomic Power Co Ip 
12739 361 24X Flche 30-309.82/04/14.8204200140 


— 8204200132 Responds to NRC 820226 Itr re violations noted in IE Insp 
Rept S0-309/S1-2I Corrective actions emergency preparedness 
instructor designated, emergency plan training lesson plans 
developed emergency plan to be revised 
RANDAZZA.J D Maine Yankee Atomic Power Co 82/03/29 
HAYMES.R C Region 1. Office of Director llpp 12740.001 24X 

Flche 30-309,82/04/14,8204200140 


8204200186 Ack receipt of 820331 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept SO-309/S1-OB 
MARTIN, T T Division of Engineering t. Technical Programs 82/04/1.1 
RANDAZZA.J D Maine Yankee Atomic Power Co Ip 12740 039 24X 

Flche 30-309,82/04/13,8204200186 


— 8204200109 Responds to NRC 020301 Itr re violations noted in lb Insp 
Rept 30-309/81-00 Corrective actions new training program 
for security personnel implemented 

RANDAZZA.J D Maine Yankee Atomic Power Co 82/03/31 
HAYMES.R C Region 1. Office of Director 2pp. 12740.040 24X 

Flche 50-309,02/04/13,8204200186 


9202040143 IE Info Notice 82-12, “Surveillance of Hydraulic Snubbers “ 
M/encl svc list 

JORDAN, E L Division of Engineering it Quality Assurance 02/04/21 
64pp 12873 001 94X Flche 30-000,82/04/21,8202040143 


R Periodic operating reports It related correspondence 


0204070291 Forwards Monthly Statistical Rept 80-06 for June 1980 
MOaoV. 0 E Maine Yankee Atomic Power Co 00/07/19 Office of 
Management and Program Analysis Ip 12571.314. 94X 

Flche 30-309, 00/07/12, 820407099 1 


— 8204070296 Monthly Statistical Rept 80-06 for June 1980 

BEERS, F C Maine Yankee Atomic Power Co 80/07/12 6pp 
12571 313 24X Flche 50-309,80/07/12,8804070291. 


8204070302 Forward* Monthly Statistical Rept 80-10 for Oct 1980. 
MOODY, D E Maine Yankee Atomic Power Co 80/11/12 Office of 
Management and Program Analysis Ip 12371 301 24X 

Flche 30-309,80/11/12,9204070309 


— 8204070306 Monthly Statistical Rept BO- 10 for Oct 1980 

BEERS, F C Maine Yankee Atomic Power Co 00/11/12 SpP 
12S71 302 24X FiClie 30-309,80/11/12.6204070302 


8204070289 Forwards Monthly Statistical Rept 80-U for Nov 1980 
MOODY, D E Maine Yankee Atomic Power Co 00/12/10 Office of 
Management and Program Analysis Ip 12371 333 24X 

Flche 30-309,80/12/10,8204070289 


— 8204070294 Monthly Statistical Rept BO-11 for Nov 1980 

BERNARD, 0 H Maine Yankee Atomic Power Co 80/12/10 Spp 
12571 336 a4X Flche 30-309.80/12/10.8204070289 


8204090337 Forwards monthly operating rept for Dec 1900. 

MOODY. 0 £ Maine Yenkee Atomic Power Co 81/01/12. Office of 
Management and Program Analysis Ip 12623 242 24X 

Flche 30-309,81/01/12,8204090337 


— 8204090338 Monthly operating rept for Dec 1980 

DERNARD.D M Maine Yankee Atomic Power Co 61/01/12 6pp 
12625 243 24X Fiche 30-309.81/01/12,8204090337 


8204090400 Forwards monthly operating rept for Apr 1981 

MOODY, D E Main* Yankee Atomic Power Co 01/03/11 Office of 
Management and Program Analysis Ip 12627 180 24X 

Flche 30-309. 81/03/11. 8204090400 


— 8204090401 Monthly operating rept far Apr 1981 

OERNARD, D H Maine Yankee Atomic Power Co 81/03/11 Spp 
12627 IBl a4X Fiche 50-309,81/03/11,8204090400 


8204090393 Forwards monthly operating rept for Meg 1981 

MOODY, D E Heine Yankee Atomic Power Co 81/06/11 Office of 
Management and Program Analysis Ip 12623 273 24X 

Fiche 30-309.81/06/11.8204090393 


— 820409039S Monthly operating rept for May 1981 

BERNARD. D « Maine Yankee Atomic Power Co 01/06/11 4pp 
12623 274 24X Flche 30-309.81/06/11.8204090393 

I 

8204090371 Forwards monthly operating rept for June 1981 

SJOGREN. R M Maine Yankee Atomic Power Co 81/07/10 Office of 
Management and Program Analysis Ip. 12627 122 24X 

Flche 50-309. 81/07/10. 8204090371 


— B204O90376 Monthly operating rept for June 1981 

DERNARO.D M Maine Yankee Atomic Power Co 81/07/10. Spp 
12627 123 24X Flche 30-309,81/07/10.8204090371 


8204090364 Forwards monthly operating rept for Jul 1981 

SJOGREN, R M Maine Yankee Atomic Power Co 81/08/11 Office of 
Management and Program Analysis Ip 12627' 144 24X 

Flche 50-309.01/08/11.8204090364 


— 8204090368 Monthly operating rept for Jul 1901 

BERNARD, 0 M Maine Yankee Atomic Power Co 81/08/12 Spp 
12627 145 24X Flche 30-309.01/08/11.8204090364 


8204090357 Forwards monthly operating rept for Aug 1981. 

SJOGREN, R M Maine Yankee Atomic Power Co 81/09/11 Office of 
Management and Program Analysis Ip 12627 174 24X 

Fiche 30-309. 01/09/11,0204090337 


— 8204090338 Monthly operating rept for Aug 1981 

□ERNARO.O H Maine Yankee Atomic Power Co Bt/09/11. Spp 
12627 173 24X Fic he. 30-309, 81 /■09/ 1 1 , 0204090337 


8204O9O3SS Forwards monthly operati'ng rept for Sept 1981 

SJOORENtR M Maine Yankee Atomic Power Co. 81/10/09 Office 
Management and Program Analysis ip. 12627 166 24X 

Flche 30-309, 01/10/09. 8204090333 


— 8204090356 Monthly operating rept for Sept 1901 

DOYLE, A E Main# Yankee Atomic Power Co 01/10/09 3pp 
12627.167. 24X FI the. 50-309, 81 /10/09> B2040903SS 


0204090327 Forwerds monthly operating rapt for Oct 1981 

BJOOREN, R M Maine Yankee Atomic Power Co 81/11/10 Office of 
Management and Program Analysis. Ip 12627 216. 24X 

Flchs 30-309,01/11/10,8204090327 


—8204090330 Monthly operating rept for Oct 1901 

DOYLE, A E Maine Yankee Atomic Power Co 81/11/10 Bpp 
12627 217 24X Fiche 30-309.01/11/10,0204090327, 
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B3041&027? Forwardt dionthli^ optratlng rapt far Feb 1'992 

SJaCREN.fi M »1ilna Vanlcee Atonic Power Co 92/03/12 Office of 
Hanegenent and Pragran Analgiii Ip 12&B2 0&7 24X 

Fiche 50-a09i B2/03/12iB204 150279 


—8204130282 Monthlif operatlnj rept for Feb 1982 

OON'LEtA E Maine Yankee Atomic Power Co 92/03/12 Bpp 
I2<.a2 OAB 24X Fiche 50-309, 88/03/12. 92041 30279 


S204C90374 Forwards Annual Radiological Environ Surveillance Rept 
1981 

OARJllTV.J H Maine Yankee Atomic Power Co 92/04/02 HAYNES, P C 

Region 1. Office of Director Ip 1262S t4l 24X 
Fiche. 30-309, 92/04/02, 0204090374 


—8204090381 Annual Radiological Environ Surveillance Rapt 1981 

a Maine Yankee Atomic Power Co 82/03/31 lOOpp 12625 143 
24X Fiche 50-309,82/04/02,8204090374 


8204160169 Forwards manthly operating rept for Mar 1982 

SJOORENiR M Maine Yankee Atomic Power Co 82/04/14 Office of 
Management end Program Anal gi is Ip 12698 105 24X 

Fiche 50-309,82/04/14,8204160169 


—8204160172 Monthlg operating rept for Mar 1982 

DOVLEiA E Maine Yankee Atomic Power Co 82/04/14 60pp 
12698 106 24X Fiche 50-309,02/04/14,8204160169 


S Reportable occurrences, UERs fa related correspondence 


8204190256 Forward c LER 81-02 1/O3L-0 

UOOD, E C Maine Yankee Atomic Power Co 81/09/29 HAYNES, R C 
Region 1. Philadelphia, Office of the Director (81/03/01) Ip 
12729 141 24X Fiche 30-309,81/09/29,8204190256 


—8204190262 LER ai-021/O3L-0 on 810923, fol lowing ropair of locking 
device on connictor l.tA-1213A> transmitter LT-1213A failed 
high, resulting in lose of channel A tow steam generator 
water level trip protection Cause not stated Unit replaced 
PAINE,U J Maine Yankee Atonic Power Co 81/09/29 Region t, 
Philadelphia, Office of the Olreetor (81/03/01) )p 12729 142 
24X Fiche 50-309,81/09/29,8204190236 


8204190240 Forwards LER 81 -022/0 3L-0 

MOOD, E C Maine Yankee Atomic Power Co S 1/09/30 HAVNEe.R C 
Region 1, Philadelphia, Office of the Director (91/03/01) Ip 
12721 285 24X Fiche' 30-309, 81 /09/30, 8204 1 90240 


-8204190243 LER 61 -022/03L-0. on 910923, quart erlg surveillance 
lecaeuremiint of HPSI valve steam stops was in prograii when 
RPSI valve found to have adverse tolerance buildup Caused hg 
periodic disassetnbig fa normal wear Valve readjusted 
PAlNEtU J Maine Yankee Atomic Power Co 81/07/30 Region 1, 
PMladalphla. Office of the Director <81/03/01) ip 1272 1 286 

24X Fiche 50-309,81/09/30.8204190240 


8204130109 Responds to FOIA request that OECD Incident Reporting Bgs 
repts be placed In POR. Documents listed In app available in 
PDR Other pertinent documents completelg withheld (ref FOIA 
Exemption 4) 

FELTON, J M, Division of Rules and Records 81/11/09. CONNOR, L. 
Dec-Search Asiociates 3pp 1270Q 339 24X Fiche 50-000,81/11/09, 

8204130109 


—9204130277 Incident Reporting Sgs Rept 64 re PHR pressure vessel 
enbrittlement 

a Organiiation for Economic Cooperation fa Development (Paris) 
81/09/29. 3pp. 12709 345 24X FI ehe 50-000, 81 /1I/09, 8204 150109 


8204010179 Forwards LER B2-007/03L-0 

HODO, E C Maine Yank as Atomic Power Co 82/03/17 HAVNEB, R C. 

Region 1, Office of Director Ip 12478 ODl 24X 
Fiche 30-309, 82/03/17,8204010179. 


—8204010191 LER 82-007/03L-0 on 820303, while performing monthly A train 
diesel generator survei 1 lanca, both air motor drive pinions 
failed to disengage flguheel ring gear after start Caused by 
defective start solenoid valve Valve replaced 

PAINE, W J. Maine Yankee Atomic Power Co 82/03/17 Region 1, 
Office of Director. Ip 1247B'002. a4X Fiche 30-309, 82/03/17, 
8204010179. 


B20401033S Feruarili LER 82-00B/03L-0 

HOOD.E C Maine Yankee Atomic Power Co 62/03/18. Region 1, 
Office of Director. ip 12477:298 24X Fiche 50-309. 82/03/18, 
8204010335 


"9204010336 LER a2~008/03L-0 on 020303 . FIT- 1 20 1C ausiliarg feodwator 
flow Indication failed while performing monthly checks 
Caused by power supply failure Power supply replaced 
PAINE. U J Maine Yankee Atomic Power Co 82/03/18 Region i. 
Office of Director Ip 12477299 24X Flcho 30-309,02/03/10. 

02040 1 0333 


8204010307 Forwards LER 02-OO9/O3L~O 

HOOD, £ C Maine Yankee Atomic Power Co 82/03/19 Region 1. 
Office of Director ip 12485 266 24X Fiche 50-309,82/03/19. 
8204010307 


--8204010311 LER B2-C09/03L-0 on 920300, dur 1 n g containment isolation sys 
surveillance testing. control room ventilation motor operated 
valve failed to operate Caused by oil & dirt in motor 
housing Motor replaced, tested fa returned to sve 

PAINE, H J Maine Yankee Atomic Power Co 82/03/19 Region 1, 
Office of Director Ip 12483 267 24X Fiche 50-309,02/03/19, 

8204010307 


8204020410 Forwards LER 82-010/03L-0 

WOOD, E C Maine Yankee Atomic Power Co 82/03/23 Region 1, 
Office of Director Ip 12503 341 24X Fiche 50-309,02/03/23, 
8204020410 


— 6204020412 LER 82-010/03L-0 on 820309 fa 12, during cold shutdown, primary 
vent stack continuous halogen fa particulate sample filters 
inadvertently tagged out between third shift Tags cleared fa 
sys placed into operation 

PAINE, W 0 Maine Yankee Atomic Power Co 82/03/23 Region ). 
Office of Director Ip 12303 342 24X Fiche 50-309,82/03/23, 

8204020410 


8204050054 RO 02-OH/OlT-O while in cold shutdown fa performing routine 
maint on LDT-5 valve, wiring error discovered on opening 
inhibit circuitry for letdown stop valve Error would allow 
valve to open w/resst of ESF actuation signal 

WOOD, E C Maine Yankee Atomic Power Co 82/03/24 Region 1, 
Office of Director Ip 12SIS 343 24X Fiche 50-309,82/03/24. 

0204050034 


8204030203 Forwards LER 02-OO3/OiT~O 

NOOD, E C Maine Yankee Atomic Power Co 82/03/24 HAYNES, R C 

Region 1, Office of Director Ip 12531 134 24X 

Fiche 50-309,82 / 03/24,8204050203 


--S2040S0209 LER 62-005/01T-0 on 820310, during cold shutdown fa removal 
of steam generator primary manways, si i manway studs ware 
found broken fa four studs had linear indications Caused by 
possible stress corrosion failure Investigation continuing 
PAINE, W J Maine Yankee Atomic Power Co 82/03/24 Region 1, 
Office of Director Ip 12531 135 24X Fiche 50-309,82/03/24, 

8204050203 


8204080322 RO 02-012/017-0 two containment isolation sys manual valves 
found open w/RCS leak test underway Valves closed fa locked 
Six upstream steam generator blowdown valves closed contrary 
to Tech Spec 3 11 

HOOD, E C Maine Yankee Atomic Power Co 82/03/29 Region 1. 
Office of Director Ip 12607 037 24X Fiche 50-309,82/03/29, 

0204080322 


8204120293 Forwards LER 02-Ot3/O3L-O 

UQOD. E C Maine Yankee Atomic Power Co 82/04/01 Region i. 
Office of Director ip 12634 US 24X Fiche 30-309,82/04/01, 
8204120293 


--8204120298 LER 02— 013/03L-0 on 620324, during cold shutdown, presauri irr 
liquid was diverted to RHST, 1 owerlng level indication Caused 
by malposi t 1 oning of RHR isolation fa recirculation valve 
Operating procedures re-emphasl led 

PAINE. U J Maine Yankee Atomic Power Co 62/04/01 Region 1, 
Offtee of Director Ip 12634 U6 24X Fiche 30-309.82/04/0), 

8204 120295 


8204140233 Forwards LER 02-O12/O1T-O 

UOOD, E C Maine Yankee Atomic Power Co 62/04/02 Region 1, 
Office of Director Ip 12663 025 24X Fiche 50-309,82/04/02. 
8204140233 


—8204140237 LER 02-O12/OlT~O on 620326, two containment isolation sys 
manual valves found open u/RCS leak test underway Caused by 
failure of c ommunlcatlon at shift turnover Appropriata 
procedures re-eirphasiied 

PAINE, H J Maine Yankee Atomic Power Co 82/04/02 Region J, 
Office of Director. Ip 12663.026 24X Fiche’ 30-309, e2/04/03> 

8204 1 40233 


8204140299 Forwardt LER 82-01)/01T-0 

WOOD, E C Maine Yankee Atomic Power Co. 82/04/02 Region 1, 
Office of Director Ip 12670 048 24X Fiche 80-309.82/04/02. 
820414029? 
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B20414030S LEB 02-Oi 1 /0 1 1~0 on 03O334i uin n g orror ijiscovererf on 

optnlng inhibit circuitrg for letdown stop valve (LD— T“5) 

Caused bg installation of wiring change using drawing* which 
did not reflect current as-built info from design change 
PAINE>W J Maine rankee Atomic Power Co 02/04/03 Region \> 
Office of Director Ip 12670 049 24X Fiche 50— 309< 62/04/02# 

8204140299 


0204320372 Forwards LER 02-01 4/03L-0 

«00D. E C Maine Yankee Atomic Power Co 02/04/13 Region It 
Office of Director tp 12005 031 24X Fiche 50-309,02/04/13, 
8304220372 


— 0204220391 t-EH e2-014/03L-0 on 020326, d ur i n g start of plant heatup, 
station technical advisor was not at required station for 
period of 7-h Caused bg misconception on part of assigned 
personnel Btation technical assistants advised of procedure 
PAINE, U J Maine Vankee Atomic Power Co 82/04/13 Region I, 

Office of Director ip 12805 032 24X Fiche 50-309,02/04/13, 

0204220372 


0204230179 Forwards UER 02-01 5/03L-0 

W00D>E C Maine Vankes Atomic Power Co 62/04/14 HAVNES, R C 
Region 1, Office of Director Ip 12005 071 24X 

Fiche 50-309,02/04/14,0204220179 


— 8204220186 LER 02-O1S/O3L-O on 820325, while performing containment 
isolation sgs valve leak test,VP-A-5 containment purge 
eshaust valve found leaking Caused bg dirt accumulation on 
valve rubber seal Seal cleaned ti retested sa t Isfac tor 1 1 g 
PAINE, W J Maine Yankee Atomic Power Co 02/04/14 Region I, 

Office of Director Ip 12805 072 24X Fiche 50-309,83/04/14, 

0204220179 


0204120362 Forwards 011019 sgstamatlc assessment of licensee 
performance for Jol 19B0-June 1 981 Results reclassified 
under present requirements No written response required 
KAVNES. R C Region 1, Office of Director 82/03/30 UDEnrT2,R A 
Public Service Electric tt Oas Co of New Jerseg. 34pp 1264B OS6 
24X Fiche 30-272,82/03/30,8204120362 


8204060071 Forwards response to NtJREO-0737, 1 1 em II D 1. “PWR Bafotg & 
Relief Valve Test Program " 

LIDEN, E A Public Service Electric i, Oas Co of Now (lerseU 

82/03/31 VAROA, S A Operating Reactors Drench 1 3pp I29S4 161 

24X Fiche 30-272,82/03/31,8204060071 


8204190374 Summarg of 020401 meeting w/util at site re status of active 
regulatory actions related to facilitg 

ROSS, N J Operating Reactors Dranch 1 82/04/03 VAROA, 9 A 

Operating Reactors Branch 1 6pp 12731.167 34X 

Fiche 50-272,02/04/05,0204190374. 


8204190410 Approves use of Rod Ek change Procedure in "Safety Evaluation 
of PSEt(0 Rod Exchange Met hodol agy , " subj to confirmatary 
testing per end criteria Data from measurements & meeting 
w/rep resentat ives to discuss procedure requast«<r 
VAROA, 8 A Operating Reactors Branch 1 B2/04/09 UOARITZiR A 

Public Service Electric & Qas Co of New Jersey 3pp 12731 054 
24X Fiche 50-272,02/04/09,8204190410 


S20430029] Advises df purchase of four Haywar d-Ty 1 er pumps for use in 
raduaste disposal sys, per telcon request Pumps will be 
components of nonsaf e ty-r« 1 ated sys 

LIDENiC A Public Service Electric h Oas Co of New Jersey 
82/04/14 VAROA, S A Operating Reactors Branch I tp 13866.109 

24X Fiche 50-272,82/04/14,0204300291 


DOCKET 50-311 SALEM NUCLEAR OENERATINO STATION, UNIT 2 


F Security, medical, emergency & fire protection plans 


8204140537 Summary of 620308 meeting w/uttl re need for automatic fire 
suppression sgs in certain areas of facilities List of 
attendees U licensee presentation on fire haiard analysis 
enc 1 

ROSS'H J Operating Reactors Branch 1 82/03/26 VAROA, S A 

Operating Reactors Branch 1 19pp 12674 342 24X 

Fiche 50-272,82/03/26,8204140537 


B204290270 Forwards Attachment A to Part 3-2 of std operating 
procedure "Emergency Public Info, Imp lement ing t< Std 
Operating Procedures for Filed Nuclear Facilities " 

• Maryland, State of 82/04/21 NRC - No Detailed Affiliation 
Olven Ip 12881 323 84X Fiche 50-000,82/04/21,82042 90270 


— 8204290292 Attachment A to Part 3-2 of std operating procedure; 
"Emergency Public Info, Implementing it 8td Operating 
Procedures for Fixed Nuclear Facilities " 

* Maryland, State of 82/04/30 30pp 12881 324, 24X 

Fiche 50-000,02/04/21.8204290270 


P Operating license stage documents (( correspondence 


0204160155 Generic i-tr BS-OB to all PIfR plant licensees t< applicants i u 
transmittal of NURE0-09a? relative to Olnna tube rupture 
W/o end NUREO List of NRC recipients end 

EI8ENHUT, D 0 Dlvisien of Licensing 02/04/19 HAUSPURO. A 
Consolidated Edison Co of New York DOLAN, J Indiana & Hichlgan 

Electric Co CLAYTON, F L Alabama Power Co 7pp 12707 203 S4X 

Fiche 50-000, 82/04/19.8204160155 


8204S9034S Forwards response to 820317 Generic Ltr 62-05 “Post-TMl 
Requirements " NUREO-0737 Items I A 3 1, 1 1 P> Tt D, 4, 

II E 1 2, 11 E 4 3 ti II. r 1 implementation schedule end 
LIDEN, E A Public Service Electric Oai Co. of New Jersey 
83/04/13 EIBENHUTi 0 0 Division of Licensing 4pp 13802 1 1 D. 
24X Fiche 80-372,02/04/19,8304390345 


0304390402 Forwards request for addl Info re reactor proteetlon sys/ 
E6F actuation sys sstpolnt methodology, wi th In 30 days of 
r ec* 1 p t of ltr 

VAROA, B A Operating Reactors Branch 1 83/04/16 UDCRIT2, R A 

Public Service Electric t, Qas Co of New Jersey 5pp 13695 0/5 
24X Fiche 50-311,82/04/16,0304290402 


8304260127 Requests rspt documenting relief valve l< safety valvo 
failures V challenges for 000401 to present, in order to 
close out TMI Action Plan Item II K 3 3 

VAROA, 0 A Operating Reactors Branch I 83/04/19 UDERITZ, 0 A 
Public Service Electric I, Oas Co of New Jersey 2pp 13099 028 
24X Fiche 50-272,03/04/19,0304260127 


B2O412DO10 Buppls response to FOIA request for documents on three 
individuals involvement in licensing matters before 
appointment to ASLB Addl documents discovered listed in App 
A end 

FELTON, J H Division of Rules and Records 01/13/22 ZITZER.P. 
Limerick Ecology Action 3pp 12654 227 24X Fiche 50-000, 

8I/1S/22, 0204130018 


8204310295 Oeneric Ltr 82-09 to all power reactor 1 Ic ensoes, ap p li cants 
for OLtNSSS vendors ti reactor vendors re environ 
quail f lea 1 1 on of safety-related electrical equipment. 

NRC position re quell f 1 eat 1 on requirements end 
EiaENHJT, D a Division of Licensing 82/04/80 HALISPI/RQrA 
Consolidated Edison Co of Now York 18pp 1S86S;337 34X 

Fiche 50-000,82/04/20,8204210395 


— 8204120129 Forwards for 1 nfo, Representative J Eilberg 710714 ltr re 
plants U/a encl 

MORRIS, P A Atomic Energy Commission 71/07/21 BUSH, 6 H ACfta 
- Advisory Committee on Reactor Safeguards ip 18654 251 24X 

Fiche 50-000,01/12/22,0204180010 


8204070624 Forward* Revision 1 to request for addl Info re equipment 
environ qualification review Response requested within 21 
days 

VAROA, S A Operating Reactors Branch 1 83/03/22 UDERITZ, R A 

Public Service Electric L Oas Co of New Jersey 3pp 12997' i 62 
a4X Fiche 50-272,82/03/22,8204070624 


— S2O3OBO304 Revision 1 to request for addl Info re "Equipment Environ 
Oualif Ication Review of Licensee Resolution of Outstanding 
Issues From NRC Equipment Environ Qualification Safety 
Evaluation Repts & TMI Action Plan Installed Equipment " 

• Franklin instl tute/Franklin Research Center NRC-03-79- i 18 
BFI-C5237-517 ROl 82/03/03. NRC - No Detailed Affiliation 
Olven lOpp 13597.165 S4X Fiche 50-272, 83/03/22. 8204070634. 


O, Inspection reports, IE Bulletins t, corrssf ondence 


8204120164 Submits check in payment of 020233 order Impostne civil 
penal t i »s. 

UDERITZ, R A Public Service Electric L Oaa Co pf New Jersey 
82/03/19 OEYOUNO, R C Director's Office, Office of Inspectlun and 
Enforcement 3pp. 13637.135 34X Fiche. 50-272, 83/03/ 13, 8304120164. 


8204020475 Forwards 1£ Insp Repts 90-272/02-06 1, 50-311/83-05 on 
030209-0308 ti nattes of vialatlon, 

STAROSTECKl, R. Division of Project L Resident Prosrams. 82/03/18. 
UDERITZ, R. A Public Berviee Electric t, Oae Co. of New Jersey Spp 
13501-060 a4X Fiche 50-372,83/03/18,0204020475. 


■8204030477 Notice of violation from Insp on 830209-0308 
STAROSTECKl ,R, Division ef Project 6 Resident Prugrams 
3pp 13801:063. 34 X Fiche 50-372,82/03/10,0204020479 


83/03/10 
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—0204020484 IF Ins(> R»pt» 30-272/82-06 b 30-311/82-05 on 820209 ”0303 
Noncompl lone* notad /ailura to pott dir* uatcha* at span 
panttratlon* dor Unit 2 & dallura to apply far tioaly 
oparator 11 cans* ranaual for Unit 1 

NORRHOLMpL J . SUMMERS, R , OREENMAfJ, E 0 Division of Progatt «< 
flasidant Proseami 82/03/12 20pp 12301 044 24X 

Ficha 30-272,82/03/184 8204020473 


8204080431 Foruard* IE Insp Rapt* S0-272/62“07 fc 50-31 1/B2-04 on 
820208-11 & 17-10 tc not lea of vtolatlon 

MARTIWiT T Division Of Engln»*rlnfl U Taelinleal Programs 82/03/22 
UDERITZ.R A Public Sarvica Elactrlc 4 Oa s Co of Nau Uertay l-’pp 
12399 213 24X Ficha 30-272.82/03/22.8204080431 


— 8204080467 Notlca of violation from Insp on 820208-11 tt 17-lQ 
MARTIN, T T OtvllloP of Englnearlng 4 Tacbnlcal Program* 

82/03/22 2pp 12399 213 24X Ficha 30-272.82/03/22.8204060401 


—0204080496 IE Intp Rapt* 50-272/82-07 4 50-311/62-04 on 820200-11 & 
17-16 Noncompllanca notad failure to adOrass program 
af f ac tlvana s* In OA audit rept* 

MEVEB.O W . SHAUD.E f « MAPUDA, 0 Division of Englnearing 4 
Tacbnlcal Program* 02/03/16 12pp 12399 217 24X 

Ficbi 30-272,02/03/22.8204000491 


9204130059 Act rrceipt of 820313 Itr & chad for •4-0.000 for pagmrnb 
of civil pane Idas Impaaed 4g NRC 020223 ordar 
LIEBERMAN, J Dlrictor's Dfflca, Offica of Inspection and 

Enforcement 02/03/30 UOERITZ.B A Public Bervlce Electric 4 Oas 

Co of Keu Jar* ay 2pp 12707 230 24X Ficha 30-272.82/03/30, 

6204130039 


8204130365 Forwards IE Info Netlc** 02-09, "Cracking In Piping of 
Makeup Coolant Linas at B41f Plant*" 4 82-10. "Following up 
Symptomatic Ripalrs to Assura Rasolutlon of Problam " No 
urlttali raiponia raguirad 

HAVNE9.R C Region 1, Offlc* of Director 82/03/31 O'TOOLE, J D 
Consolidated Edison Co of Ntui York POLLOCK, M S Long Island 
Lighting Co RHOOE.O K Niagara Mohaut Power Carp Spp 
12482 249 24X Fich* 30-000.82/03/31,0204130343 


S2041S0462 Foruardi IE Bulletin BS-Ol. "Altsratlon of Radiographs of 
Uelds in Piping Subas semb I i it " No loritten reEponee 
required 

HAVNES.R C Region 1. Offlc* of Director 82/03/31 O'TOOLE. J 
Consolidated Edison Co of Neu Vorli CARROLL.J T J-arseg Central 
Pcuar 4 Light Co CURTIS.N N Pennsylvania Poufor 4 Light Co 4pp 
12693 234 24X Flcho 50-000,62/03/31.9204130463 


8204200149 Forwards tE Insp Rapt* 30-272/82-02 4 50-311 /S2-D2 on 
020110-21 4 notice of violation 

SMITH. 0 H Oivldon of Emergency Preparedness 4 Operational Support 
62/O4/0S UNDERITZ. R A Public Service Elactric 4 Oas Co of New 
<crs*y 2pp 12737 223 24X Flche 30-272, 82/04/03.8204200149 


204200154 Notice of violation from insp on 620119-21 
SnlTH.O H Division of Emergency Praparadnaas U Operational 
Support H2/04/O5 2pp 12737 227 24 X Flche 30-272.82/04/05. 

8204200149 


-8204200216 IE Insp Repts 50-272/82-02 4 50-311/82-02 on 920118-21 
None amp 1 lane a noted lack of instrument calibr procedure for 
liquid scintillation counter 4 inadaquacy of procedure for 
compositing of liquid samples 

KOTTAN, J J , JANO.J C . BORES. A J Region 1, Office of Director 
82/03/29 tipp 12737 227 24X Ficha 50-272.02/04/05,8204200149 


6202040142 IE Info Notice 82-11, "Potential Inaccuracies l-n Mida Range 
Pressure Instrument* Usad In Uastinghouta Designed Plant*.” 

Sve list and 

JORDAN. E L Division of Englnaartng & Quality Assurance 82/04/09 
63pp 12B7B 34 S 24 X Flcbe 50-000.82/04/09.8202040142 


8204270151 Foruard* IE Insp Repts 30-272/82-05 & 30-311/82-09 
on 820309-0403 V notice of violation 

STAROSTECKt, R Division of Project 4 Resident Programs 82/04/09 
UNDERITZ, R A public Service Elactric 4 Oas Co of New Jersey 2pp 
12833.144 24X Ficha 50-272.82/04/09,8204270151 


0204200312 Aeh receipt of 820304 4 30 Itrs Informing NRC of steps taken 
to correct violations noted In IE Insp Repts 50-272/81-29 8, 
30-311/81-29 

STAROSreCK 1 , R Division of Project 4 Resident Program* 82/04/13 
UDERirr.R A Public Bervlce Electric 4 Oa« Co of New Jersey Ip 
12737 070 24 X Flche 50-272,82/04/13.8204200312 


— 8204200319 Responds to NRC 820202 Itr ri violations noted in Ib Insp 
Repts 50-272/01-29 4 30-311/91-29 Corrective actions safety 
evaluation performed 4 approved on 820212 for utiltiation of 
3iliona metal filler to repeir leak* 

UDERITZiR A Public Service Electric 4 Oas Co of New Jersey 
82/03/04 STAROSTECKI. R Division of Project 4 Resident Programs 
7pp 12737 071 24X Fiche 50-272,02/04/13,0204200312 


— 0204200327 Submits addl Info supplementing 820304 response Form AK2(i b 
of Administrative Procedure AP-20 will be modified to 
Include question re necessity of safety evaluation Action 
will be completed by 620921 

UDERITZ.R A Public Service Electric 4 Gas Co of New Jersty 
82/03/30 STAROSTECK t . R Division of Project 4 Resident Programs 

Spp 12737 070 247 FiChe 90-272,02/04/13.8204200312 


G204200280 Ack receipt of 8204D2 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-272/82-01 4 
30-31 1/02-01 

STAROSTECKI, R Division of Project 4 Resident programs B2/04/13 
UDERITZiR A Public Service Electric 4 Sas Co of New Jersey Ip 
12737 300 24X Flche 50-272,02/04/13,8204200200 


— 8204200266 Responds to NRC 820202 Itr re violations noted in IE Insp 
Rept* 30-272/82-01 4 90-311/82-01 Corrective actions station 
emergency plan revised to Include 10CFR50 72 requirements 4 
recirculation line Installed on safety injection pumps 
UDERITZiR A Public Service Electric & Gas Co of New Jersey 
82/04/02 HAVNES, R C Region 1. Office of Director llpp 
12737 SOI 24X Flche 50-272,82/04/15,9204200280 


8202040143 IE Info Notice 82-12, "Burve 1 1 lane e of Hydraulic Bnubberc 
bl/encl SVC list 

JORDAN. E L Division of Engineering 4 Quality Assurance 02/04/21 
64pp 12873 OOl 24X Flche 50-000.82/04/21,8202040143 


R Periodic operating reports 4 related correspondence 


8204090320 Foruard* monthly operating rept for Sept 1981 

MlDURAiK J Public Service Electric 4 Gas Co of New Jersey 
81/10/09 Office of Management and Program Ana 1 ys 1 s ip 

12627 292 24X Fiche 30-311,81/10/09,8204090320 


— B204090331 Monthly operating rept for Sept 1901 

MILLER. L K Public Service Electric 4 Ges Co of New Jersey 
BI/lO/09 12pp 12627 293 24X Flche 50-311, 01/10/09.8204090320 


8204080470 Forward* annual radiological interim rept 1981, "Artificial 
island Radiological Environ Monitoring Program, 1991 " 

LtDEN.E A Public Service Elactric 4 Oas Co of New Jersey 
02/03/29 HAYNES. R C Region 1, Office «f Director Ip 
12399 236 24X Flche 30-272,82/03/29,8204080470 


— 8204080475 "Artlflciel Island Radiological Environ Monitoring Program. 
1981 

* Radiation Management Corp HMC-TR-82-01 82/03/31 120pp 

12579 237 24X Flche 50-272,82/03/29,0204080470 


0204160119 Forwards monthly operating rept for Her 1982 

tllDURA.H J Public Service Electric 4 Oas Co of New Jersey 
82/04/10 Olraetor's Office, Office of Inspection and Enforcement 
ip 12697 242 a4X Flche 50-311.82/04/10.8204160119 


— 6204160120 Monthly operating reft for Mar 1982 

MILLER, L K Public Service Electric 4 Oas Co of New Jersey 
82/04/10 16pp. £2697 243 24X Flche 50-311.92/04/10.8204160119 


0204300442 Forward's NPDES rapts for Mar 1982 Etclusion explanations 
inc luded 

HfLLERiL K Public Service Electric 4 Oas Co of New Jersey 
82/04/22 BAKER, R A ■ LUND IN, C Environmental Protection Agency. 

2pp 12305 173 24X Flche 50-272,82/04/22.8204300442 


— 8204270155 Notice of violation from insp on 820309-0405 

DTAROSTECKI.R Region 1, Office of Director 82/04/09. Ip. 
12353 146 24X Flche 50-278,82/04/09.8204270151 


— 8204300443 NPDES rapt* for Mar 1902 

KILLER, L K Public Service Electric 4 Gas Co of New Jersey. 

—8204270162 IE Insp Repts 30-272/02-03 4 50-311/82-08 on 820309-0405. 02/04/19 I7pp, 12885.178 24X Flche 50-272,02/04/22,820430044? 

Noncomp J lance noted failure to follow safety tagging program 
procadcjreo 

NOARHOLM. L J • SUMMERS, R , TRIPP. L E Division of Projact & S Raportable occurrences, LERs 4 related correspondence 

Rasldenb Programs 82/04/08 14pp, 12853.147, 24X — 

Flche 50-272, 02/04/09. 6204270 1 31 

6204190158 Forwards LEA 81~036/03L-0 Detailed event analysis end. 
UDERITZiR A Public Service Electric 4 Oae Co of New Jersey. 
81/07/06, GRIER. 9 H Region 1, Philadelphia, Office of the Director 
(81/03/01 > 2p|i 12723 192 84X Flche 30-311,81/07/06,0204190150 


DOCKETED ITEMS 


171 


— 82041V0I61 LEfi 01-O36/O3L-O on SlOfiOii pTsssuri J or pressure channel 1 
Indicated greater than mai allouatle tolerance Caused bg 
pressure transmitter 3pr4?5 out of spec Unit callbr (< 
returned to svc 

eSPEY. J J Public Service Electric & Oas Co of Neu Jerseg 
81/07/06 Region 1> Philadelphia) Office of the Director 
<01/03/011 ip 12723 194 24XFlche 30-31 1 < 01 /07/06> 0204 1901 50 


8204020338 Foruards LER 02-014/031.-0 Detailed event analgsis end 
MIDURA^H J Public Service Electric 4r Oas Co of Neu Jersey 
82/03/18 HAYNES) R C Region It Office of Director 3pp 
12493 233 24X Flche 50-31 1/ 82/03/ 1 0. 02O4O2O33S 


— 0204020343 LER BS-0t4/03L-0 on 02OS19i steam generator 21 level channel 
2 read 20X higher than channels 3 t< 4 Channel 2 declared 
Inoperable Cause unlnoun Transmitter tested 6 found 
satlsfactorg Sensing lines bloun doun to remove solids 
OlCKEV<F Public Service Electric & Qas Co. of New Jersey 
82/03/10 Region !• Office of Director Ip 12493 238 n4X 
Flche SO-Sl I, 82/03/lSf B2O4O2O330 


3204000516 Forwards LER 02-O15/O3L-O Detailed event analysis end 
HIDURAjH J Public Service Electric & Oas Co of New Jersey 
82/03/23 HAYNES) R C Region 1) Office of Director. 3pp 
12599 122 24X Flche. 50-311, 82/03/23, 8204000516. 


— 82040BOS22 LER 82-01 5/03L-0 on 820221 > reactor coolant leak rate 
surveillance 4 4 7 2 d was not performed Caused by 820219 
reactor trl p, prec ludlng necessary steady state condition for 
test Surveillance performed when conditions stabillied, 

DICKEV.F Public Service Electric tt Oas Co of New Jersey. 
82/03/23 Region 1, Office of Director ip 12399 123 24X 

Flche 30-311,82/03/23,8204080316 


1204070289 Forwards LER 82-016/03L-0 Detailed event rept end, 
NIOURA,H J Public Service Electric & Oas Co of New Jersey 
82/03/26 HAYNES, R C Region 1, Office of Director 4pp 
12376 236 24X Ftche 30-311,82/03/26,0204070239 


—8204160393 LER a2-020/03L-0 on 8203 1 3, d ur In g performancB of 

surveillance procedure SP(0)4 0 3 p,au>lllary feaduatar pump 
23 would not attain spec 1 fled min speed of 3,500 rpm Caused 
by leakage past overspeed ball check valve 
FRAHMi R Public Service Electric it Oas Co of New Jersey 
82/03/31 Region 1, Office of Director Ip 12701.074 24X 

rich# 30-311,02/03/31,0204160306 


8204220439 Foruards LER 81-ta9/03X-l Detailed event analysis end 
MIDURAcH J Public Service Electric ti Oas CP of New Jersey 
02/04/02 HAYNes.fi C Region 1, Office of Director 3pp 
12806 211 24X Flche' 50-311, 02/04/02, 8204220439 


—0204220442 LER 01-129/O3X-1. on B11222,b6iel Indicators fpr boric add 
storage tank levels dropped below Tech Spec requirements 
caused by lass of nitrogen header pressure due to depletion 
of low pressure nitrogen supply Backup tank connected 
DICKEY, F Public Bervlce Electric tc <?as Ca. of New Jersey 
S2/04/02 Region I, Office of Director Ip 12806 214 24X 

Fiche 30-31 1, 82/04/02, 0204220439 


B2042S0267 Forwards LER B2-022/03L-0 Detailed event analysis end 
NIDURAiH, J Public Service Electric It Oas Cd of New Jersey 
02/04/07 HAYNEBrfi C, Region I, Office of Director 3pp 
12005 324 24X Flche 50-311,02/04/07,0204220267 


—8204220274 LER 02-O22/O3L-O! on 820326, operator attempted to start 
auxillarg bldg exhaust fan 21 Fan would not start & declared 
Inoperable Caused by autotsetlc trip shutter which had not 
been reset when fan circuit breaker was racked In 
FRAKH, R Public Service Electric It Oas Co of New Jersey 
82/04/07 Region 1, Office of Director. Ip 12B05>327 24X 

Fiche 80-311, 82/04/07, 8204220267, 


0204220362 Forwards LER B2-021/03L-0 Detailed event analysis end 
MIDURA, H J. Public Service Electric I, Oas Co of New Jerseg 
82/04/07 HAYNES, fi C Region 1, Office of Director 3pp. 
12005 035 24X Flche 50-311,82/04/07,8204220362 


-0204070265 LER 02-O16/O3L-O on 820226 It 27, axial power distribution 
drifted out of power bend Caused bg clogged icreens tripping 
circulator Power reetored It action statement terminated 
DICKEY, F Public Service Electric It Oas Co of New Jersey 
82/03/26 Region 1, Office of Director Ip 12576 240 24X 

Flche 50-31 I, 02/03/26, 8204070259 


204090411 Forwards LER 62-017/(>3L~0 Detailed event analyile end 
HIOURA,H J Public Service Electric It Oae Co. pf New Jersey 
62/03/29 HAYNEB, R C Region 1, Office of Director 3pp 
12624.120 24X Fiche 30-311,02/03/29,82040 90411 


-B204090416 LER 82-017/03L-0 on 820228, while starting containment fan 
coll unit 22, operator found svc water flow indicating lero 
Caused by low svc water flow Jalve 22SW223 exercized 6 
action statement terminated 

FRAHH, R Public Bervlce Electric It Oas Co of New Jerseg 
82/03/29 Region 1, Office of Director tp 12624.131. 24X 

Flche 50-31 1,82/03/29,8204090411 


. — 8204220369 LER 02-021 /03L-0 on 020320, while performing surveillance 
procedure 8P<0)4 6 1.3 on lOO ft elevation containment air 
lock, lea kage rate exceeded limit of 0. 03 La at daelgn 
preesuri of 47 O pstg Caueed by lease chain an Inner doer 
FRAHH, R Public Service Electric I, Oes Co of New Jersey 
02/04/07 Raglan 1, Office of Director Ip 12003 D3Q 24X 
Flche 30-31 1, 82/04/07, 0204220363 


8204270401 Forwerde LER 02-O2S/O3L-O Detailed event analysis enci 
KIOURAiH J Public Service Electric & Oas Co of New Jersey. 
02/04/13 HAYNES, fi C Region 1, Office of Director. 3pp 
12052. 151 24X Flche- 50-311, 02/04/13,8204270401 


— 8204270414 LER 02-D2S/O3L-D: on 02O4O2,after dosing RHR pump 22, pump 
supply breaker opened due to phase A overcurrent rendering 
pump It related ECC8 subsystem inoperable Cause of breaker 
overcurrent trip unknown Pump taetsd satis fact or lly 
FRAHH, R Public Bervlce Electric ti Oas Co, of New Jersey 
02/04/13 Region 1, Office of Director Ip 12052.134. 34X 

Fiche. 30-31 1, 82/04/13, 0204270401 


104160224 Forwards LER e2'D19/03L-0 Detailed event analysis end 
NIDDRAiH J Public Service Electric I, Oas Co. of Naw Jersey. 

02/03/31 HAYNES, R C Region 1, Office of Director 3pp DOCKET 50-312 RANCHO aECO NUCLEAR OENERATINO STATION 

12696 273 24X FI che 50-31 1, 82/03/31, 02041 60224 

F Security, medical, emergency Si fire protaetlon plans 


8204160233 LER B3-0t9/03L-0 on 820307, undervoltage condition In 
safeguard! equipment control cabinet caused Hod 1 2A SEC 
actuation Caused by failure of card file assembly Card file 
assembly replaced It loads secured Sys returned to svc 
FRAHH, R Public Berviee Electric li Oas Co of New Jersey. 
82/03/31 Region 1, Office of Director Ip, 12696.276, 24X 

Flche 30-311,82/03/31,8204160224 


8204130002 Ack rieelpt of 620212 Itr providing status rept of progress 
on completion of prompt not If i cat ion sys at facility Formal 
reply to 820212 notice of violation should be filed within 
5 days after achieving full compliance 

LIE8ERHAN,J, Director's Officer Office of Inspection and 
Enfarcement, 82/03/12, HATTIMOE, J J. Sacramento Municipal Utility 
District, 2pp. 12659 325, 24 X Flch e, 50-3 12, 82/03/12, 0204130002. 


04160403 Forwards LER 82-0ie/03L-0 Detailed event analysis sncl, 
M1DURA,H J Public Servlet Electric fc Oas Co. of New Jersey. 
82/03/31 H4VNE8, R C Region 1, Office of Director , 3pp 
12707- 153, 24X Flche, 30-311, 82/03/31, 0204160403 


9204160411 LEfi 02-01 B/03L-0 on 820304, eteam generator 24 feedwater 
channel 2 flow indicator failed Caueed by failure ,of force 
motor In flow traneml tter. Tranemltter, properly repaired, 
callbr l( returned to gve 

FRAHH, R. Public Bervice Electric l< Oae Co. of New Jereey, 
02/03/31. Region 1, Office of Director. Ip, , I;^707. 150. 24X 

Fiche; 50-311, 82/03/31, 8204160403, ,, , 


>4160586 Forwerde LER 82-020/q3L-0 Detailed event anelyili end, 
ItDURA, H. J. Public Service Eleetr.Ic li, Oae Op, of Now Jereey, 
>2/03/31. HAYNES, R.C Region I» Of’ficeof Director. 3pp 
2701,071. 24X Fiche- 30-3U, 82/03/31,820-116,0586 


8204070411 Submlti etetua of prompt notification eye Due to delivery 
problame w/vendor (i waath er, eompl a tion date for eye may 
slip into third wk of Apr 

HATTIMOE, J J. Sacramento Municipal Utility District 82/04/01. 
DEYOUNOiR. C Director's Office, Office of Inepsction and 
Enforcement, 2pp 12560-215 24X F I che- 50-318, 02/04/01, 8204070411. 


6204090152 Requeite coplee of 1 ic ensea/appl leant requeets for 
exteneton or exemption fe Impl omentat 1 on of I0CFR73 21 
Only Haddam Neck I, Hilletona have submitted feee 6 fee 
forma. 

TREMPERiL. License Fee Management Branch. 02/04/05 Office of 
Nuclear Reactor Regulation, Director, Ip. 18633,260 24X 

Flche SO-OOO, 02/04/05, 6204090152. 


0204830336 Forwards revised Pages 13-2 & 14-5 of Amend 10 to physical 
security plan Revised pages withheld (ref 10CPn73.21> 

HATTIMOE, J. J Baer amen to Muni c 1 pal Uti 1 1 ty Dlitrlc t. 02/04/16 
8T0LTZ, JF. Operating Raactare Branch 4 Ip, 12013-279 24X 

Flche; 50-312. 62/04/16,6204230336 
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0 Ad juificatorg corraspondtnce 


82040202<?l Forward* TM Novak e2033k raamo t< HL Padovan G20331 affidavit 
in risponse to ASC.AB BSOSOB menorandum Si ordar r*<|U*>tlng 
an»u*r* to HP t noiile qo**ttoni 

DLACK.fi L Htarins Branch I 92/03/31 ftOSEWTHAL.A S . BUCK. J H , 
KOHLi C N Atomic Safotg and Ltconiing Appeal Panel Ip 1249-7 003 
24K Fiche 50-312.82/03/31.8204020291 


— B2O4O20297 fioipondi to quntloni In ASLAB 820309 mainorandom b order 
r* HPI noiiles Tharmal cgcle duo to makeup flou mag hav* 
more significant impact on HP! makoup noiilos than thermal 
cycling Prom HPI actuation 

KOVAK. TM Assistant Diroctor for Operating Reactors B2/03/3I 
BLACK. R L Hearing Branch 1 2pp 12497 084 24X 

F 1 c b 8 • 5 0-3 1 2 , 82/03/3 1 . B2040202 9 1 . 


— 02040203-00 Affidavit of ML Padovan in rasponaa to ABLAC 620308 
memorandirm t. ardor re HPI noiile* Method of manual 
initiation of HPI to makeup noiilas simillar to method used 
at Rancho Seco. Crysstal fiivar 3 b Oconee 

PADQVAH.M L Operating Reactore Branch 4 B2/03/3i. Bpp 

12497 OBb 24X FI Che 50-312.82/03/31.0204020291 


— 0204020304 Summarites 9203ib meeting u/BbW 1 1 censees, BbW. C-E b BbW 
Regulatory Response Oroup in Bethesda.MD re continued 
operation of plants not inspected for crack* In HPI makeup 
norclec 

PADOVAN-K L Operating Reactor* Branch 4. 92/03/30 Operating 

Reactors Branch 4 7pp 12497 094 24X Fiche. 30— 312. B2/03/3i. 

S204020291 


8204230439 Foruards TH Novak 820414. memo to RL Slack transmitting 
HU Padovan B204iA affidavit providing addl Info as indicated 
In NRC BI8331 response to A8LB 620308 mtihorandum b orifer 
BLACK. R L Hearing Branch 1. 82/04/20. ROSENTHAL. A 9 . BUCK, J. H . 

KOHL.C N Atomic Safety and Licensing Appeal Panel. Ip. 12817:001 
24X Fiche 50-312. B2/04/20. 8204230439 


— 0204230443 Foruards HL Padovan testlmonv tc ASLB Quoitiaiis 1 b 3. 
NOVAK. T.K. Assistant Oirector for Oparating Reactors. B2/04/16 
BLACK. 0 L Hearing Branch I. ip. 12017.002 24X 

Fiche 50-313. 82/04/20. 9204230439. 


— 8204230452 Affidavit of HL Padovan supplementing 820331 tsstlmony re 
ASLAB Ouestlons 2 b 3. Discusses verification of results of 
Intervice Insp rtcord findings b clarification ra thermal 
cycle 

PABOVAH.M U. Operating Reactore Branch 4 82/04/16, 9pp 

12817 003 24X Fiche. 50-312. 82/04/20. 8204230439, 


1204230415 Forwards Stol t 820421 affidavit In reeponsa to A9LAB 
820413 memorandum b order 

SLACK.R L Hearing Branch I 82/04/21 R OSENTHAL, A. 8 , KOHL.C N , 
B-(JCK.U. H Atomic Safety end Licensing Appeal Panel ip 12817 234 
24X Fiche- 30-312.82/04/21, B204230419. 


S204230423 Affidavit of JF Btol i In response to ASLAB 820415 memorandum 
b order requesting Info re pla-ns for repairs b future 
operation of plant foliovilng discovery of mleslng thermal 
sleeve froin cracked makeup nozile 

STOLZi^; F Operating Reactors Branch 4 82/04/2-1. 3pp. 

12817 235 24X Fiche 50-312,82/04/21(8204230415 


0204260171 Foruards util ansutrs to ASLAB 830415 memoranduffl b order. in 
form of RA Dieterich affidavit. 

TRAVIESO-DIAZ fihau. Pittman. Potts b Trouhridge TRAVIEBB-DIAZ 

Sacramento Hunlclpal Utility Dietrlct 82/04/21 ftOSENTHAL. A 8 . 

KOHL.C N Atomic Safety and Licensing Appeal Panel 3pp 
12839 005, 24X Fiche. 30-312, 82/04/21, 8204260171. 


— 8204260170 Affidavit of RA Dleterlck answering questions in ASLAB 
8204{S mtmarandum b order. Mi e slpg thermal aleeve could 
impact b damage In-core instrument guide tubas or other 
component* in reactor vessel lower head region. 

OIETERiCH.fi A aecramento Municipal Utility District. 62/04/21 
8pp 1283?- 006. S4X Fiche; 50-312. 82/04/21. 82042601 71. 


U Insurance b indemnity information 


8204010301 Forward! sndorsamant to HAELU Binder XB-49. H/o end. 
MATTIHBE.JJ. Sacramento Hunlclpal Utility Diitrict. B2/03/1S. 
SALTZHAH. U. B. Antitrust b Economic analysis Branch (Utility 
Finance) Ip 12477-213 24X Fiche - 80-312, 02/03/13. 8204010301. 


8204000320 Forward* Endorsements 58 b 8 to NELIA Policy NF-S13 ti Bindsr 
EB-49 rsipectlvely. 

MATTIMOE.J U Sacramento Municipal Utility Dletrtct 82/04/02, 
8ALTZMAN. J A-ntltrust b Econonlc analysis Branch lUtllitu Finance! 
4pp 12612- 144, 24 ){ Flchi- 50-312, 82/04/02, B2040B0320, 


8204140310 Forward* Endorsements 36 b 57 tc NELIA Policy NF-2I2 
MATTIMQE. if J Sacramento Municipal Utility District 02/O4/-O/ 
SALT Z MAN. V Q Antitrust b Ecanomlc analysis Branch (Utility 

Finance) 3pp 12662 243 24X Fiche 50-312,82/04/07.8204140310 


8204210164 Forwards Endorsement 56 to NELIA Policy NF-212 

MATTIMOE. U J Sacramento Municipal Utility District 82/04/09 
SALTZMAN'J B Antitrust b Economic analysis Branch (Utility 
Finance) 2pp 12804 006 34X Fiche 30-312,92/04/09.8204210164. 


P Operating license stage documents b correspondence 


8204160127 Responds to FOIA request for minutes of Systematic 
Assessment of Licensee Performance Revleu Oroup meetings 
Documents listed in app are available in PDR 

FELTON, d M Civlslon of Rules and Records 81/11/03 UDELL. R A 
Critical Mass Energy Project 2pp 12719 026 24X 

Fiche 50-000,81/11/03,8204160127 


— 0106230242 Eummary of 81051? meeting In Bethesda.MD re facility 
review* 

« Syctematic Assessment of Licensee Performance Review Oro-up 
81/03/1? Systematic Assessment of Licensee Performance Review 

Oroup 6pp 12717 07l 24X Fiche 50-000.81/11/03,8204160127 


8204010237 Forwards questions for BbW owners response re review of 
BbU abnormal transle-nb operating guidelines program 
CISENHUr. D 0 Division of Licensing 02/03/03 HALL. U Oebcnck b 

Wilcox Operating Plants Owners Oroup 24pp 12489 300 24X 

Fiche 90-000. 92/03/03, 8204010237 


8204060131 Forwards proposed Amend 62.Revislon 1 to Radiological Talk 
Specs re as-bullt conditions Amend constitutes extensive 
revision to sections covering environ items 

nATTIMOE.vl- J Sacramento Municipal Utility District 02/03/11 
ENOELKEN.R H Region S. Office of Director 14pp 12934 306 24X 

Fiche 50-312.82/03/11.8204060131 


— 8204060136 Proposed Amend 62, Revision 1 to Radiological Tech Specs 
• Sacramento Municipal Utility District 82/03/11 SiSpp 
12554 320 24X Fiche 50-312,02/03/11,8204060131 


6203190001 Oe-nerlc Ltr 82-05 to all licensees of operating power 
reactors re post-Tlil requiremente 

EISENKUT.DO Division of Licensing 82/03/19 HAUSPURO, A 
consolidated Edison Co of New York 7pp 12513 128 24X 

Fiche. 50-000, 92/03/19.8203190001 


8204010498 Advises that info re atmospheric dump valve control b 
override redesign will not be available within time stated 
in 820304 ltr Info will he available by end of Mar 
MATTIMOE.J J Bacramento Municipal Utility District 02/03/22 
STOLZi J F Operating Reactors Branch 4 Ip 124B4 395 24X 

Fiche. 90-312. 82/03/22. 8204010458 


B204050427 Forwards written response to draft technical evaluation rept 
re Franklin Research Ctr exam of NUREO-0612, "Control of 
Heavy Load* at Nuclear Power Plants " 

HATTIMOEtJ J Sacramento Municipal Utility District 82/03/22 
EISENHUT.D 0 Division of Licensing SSpp. 12S22 260. 24X 

Fiche 50-312. 82/03/22, 8204050427 


8204090119 Requests listed individuals be granted access to plant on 
820405-11 for alec tromagne tic interference equipment 
testing 

8T0LZ. J F Operating Reactors Branch 4 82/03/22 MATTIMOE.J J 

Sacramento Hunlclpal Utility District 4pp 12633 226 24X 

Fiche; 50-312, 82/03/22. 8204090119 


8204010298 Respond* to A3LB 82030Q msmorandum b ordsr rs sxcessive use 
of HPIB Addl cycles for HFI naiiles indicated Cracking of 
meks-up noliles at Crystal River b Oconee not caused hy 
sxcssslv* «*• of HPta 

MATTIMOE.J J Sacramento Municipal Utility District 82/03/29 
STOLZ.J P Opiratlng Reactors Branch 4 2pp 12486,001 24X 

Fiche. 50-312, B2/03/2S. 8204010298 


B204270005 Summariias NRC views resulting from 811217 meeting w/BbU 
owners group rs small break LOCA analysis model b provide* 
addl info for planning verification program Kodsl 
verification endorsed. 

ElfiENHUT. D O. Division of Licensing 82/03/25. MATTIMOE.J J 
Babcock h Nil cox Oparating Plant* Qwntrs Oroup 6pp 12874 014. 
24X Fiche- 50-312, 02/03/25. 8204270005 


8204070366 Forwards util S2032S ltr b INPO Feb 1902 evaluetlon rept 
for Unit 1. 

CREWS. J L Division of Resident. Rsactor Project b Engineering 
Programs 02/03/26 TAYLOR, J M Division of Reactor Programs, Ip 
12573: (84. 24X F I « h a ; 30-3 12, 82/03/26, 0204 070386 
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0204070391 FOTuard* INPO Feb 1982 evaluation rapt for Unit l.par B203S3 

raquest 

KATTIHOEt J J Sacramento Municipal Utility District 02/03/25 
EHOELKENi R H Region S< Office of Director Ip 12979 199. 24X 

Ficbe 50-312,82/03/24.0204070306 


0204070395 “Evaluation of Rancho Seco Nuclear Oenarating Station- 

Unit l< " Feb 19B2 

« Institute of Nuclear Pouer Operations 02/02/23 40pp 
13979 186 24X Flche 90-312,82/03/26,0204070306 


3204270915 Bummary of 020316 meeting u/CtcN licensees It representatives 
in Oetbosda, MO re HPl noiile cracking Plant specific 
presentations given 

PADQVAN, M L Operating Reactors Branch 4 02/03/30 Operating 

Reactors Branch 4 0PP 12072 1 23 24X Flche 50-000,02/03/30, 

8204270315 


8204210321 Responds to 020319 request re approval to purge reactor 
bldg up to ?0-h in 1?02 Containment shoulif be purged u/air 
drawn through pressure equaltjation lino valves BFV B361D b 
93603 

NQVAKi r M Assistant Director for Operating Reactors 02/03/31 
MATTIMOE, J J Sacramento Municipal Utility District 3pp 
I2B00 359 24X Flche 50-312,02/03/31,8204210321 


0204220256 Requests addl info re equipment qualification items 
installed per NUREO-0737 Info should be submitted within 30 
dags of Itr receipt 

STOLZ, J F Operating Reactors Branch 4 02/04/09 MATTIMDEjU J 

gacramento Municipal Utility District 4pp 12034 161 24X 

Fiche 50-312,02/04/10,0204220236 


B20422O213 Requests notification if NRC understanding that util 
requested no technical deviations from hUREO-0737 Item 
n F 1 3, "Containment High Range Radiation Monitoring," is 
Incorrect 

STOLZ, U F Operating Reactors Branch 4 02/04/12 MATTIMOE, J U 

Sacramento Municipal Utility District 3pp 12821 220 24X 

Ficht 90-312,82/04/12,0204220213 


0204270091 Requests assistance in developing pratlcal procedural 
approach in imposing new requirements on industry Better 
understanding of plant uiorkload needed 

EtSENHUT. D 0 Dlvlsloo of Licensing 82/04/12, MATTIMOErJ J, 
eacramento Municipal Utility District 6pp 12073 241 24X 

Fiche 30-312,82/04/12,0204270091 


0204160155 Generic Ltr 02-00 to ell PHR plant licensees b eppllcante re 
transmittal of NUReo-090? relative to OInna tube rupture. 

U/d inck hlUREO List of NRC recipients encl 

EISENHUT, D 0 Division of Licensing 02/04/13 HAUSPURO, A 
Consolidated Edison Co of Nsw York HIMILL.H, D Metropolitan 
Edison Co DOLANi U American Electric Pouer Co i Inc 7pp. 

12707 203 24X Fiche 90-000,02/04/15,0204160159 


B2042D0243 Responds to 020317 request for Info re TMI Action Plan Itemu 

I A 3 1. II B 2, II B 3, tl D 4, II E t 2, II E 4 2, II Fib 

II K 2 10, per NUREO-0737 Anticipatory reactor trips will be 
upgraded to safety grade during 8ept 1982 outage. 

HATTIMOE.J j Sacramento Municipal Utility District, 02/04/15 
EtSENHUT. D 0 Division of Licensing 3pp 12737,219 24X 

Flche 90-312,82/04/19,8204200243. 


8204230492 Forwards sketch shouing electric power distribution for 
atmospheric dump valve control. In response to NRC 020304 
request for add! info One ovtrilie drawing sncl, Aperture 
cerd is available in PDR 

MATTIMOE,U J Secramsnto Municlpel Utility District. 02/04/19 
BTOLZ.J F Operating Reactors Branch 4. 2pp 12817.113 24X 

Ficht 50-312, 02/04/13,8204230492. 


8204210299 Ocneric Ltr 02 ,'O? to all power reactor 1 Ic tnseeti app lican ts 
for OL, NSS6 vendors b reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qual 1 Pica tion requirements encl, 

EISENHUT, 0 Q Division of Licensing, S2/04/20 HAUBPURO, A 
Consolidated Edison Co of New York 10pp 12862.337 24X 

Ficht 90-000, 82/04/20,8204210299. 


8204280456 aubmlts info re adequacy pf station electric d le trib Utl on 
■ys voltage, 

MATTIMOE.J J Sacramento Municipal Utility District, 02/04/21 
STOLZ, U F Operating Reactors Branch 4 Spp 18a68- 142 24X 
Flche 90-312,82/04/21,0204280456. 


Q Irispaction reports, IE Bulletins & correspondence 


0204130002 Ack receipt of 820212 ltr providing status ropt of progress 
on completion of prompt notification lys at fac 1 1 1 ty. Forma I 
reply to B20212 notice ef violation should be (Piled within 
9 (fays after achieving full compliance 

LIEOERMAN.U Director's Office, Office of Inspection and 
Enforcement 82/03/12 MATTIMDE, J J Sacramento Municipal Utility 
District 2pp. 12697 325 24X Fiche 90-312. 82/03/12, 0204130002 


0204120460 Forwards request for addl info re response to IE Bulletin 
00-11, "Masonry Hall Design " Response required by 02OSO1 
BTOLZ, J F Operating Reactors Drench 4 82/03/15 MATTIMDE, J J 

Sacramento Municipal Utility District 3pp 12693 339 a4X 
Flche 50-312,03/03/13,8204120460 


8204070400 Foriuards IE Insp Repti 50-312/83-06 on 020201-26 No 
noncomp I iance noted 

STERNBERG, D M Division of Resident, Rtactor Project b Enalneering 
Programs 02/03/19 MATTIMaE, J J Sacramento Municipal Utility 
District Ip 12570 269 24X Fiche 90-312.82/03/19,0204070400 


— 8204070406 IE Insp Sept 50-312/32-06 on 820201-26 No noncompi iance 
noted Major areas insp ec ted, op eratl anal safety verification, 
malnt observa t ions, sur vo 1 llance observatl ons, review e f plant 
□peratlpns & LER Followup 

CANTER, H U . a'QRIEN.U , YOUNO, T Division of Resident, Reactor 
Project 6 Engineering Programs 02/03/19. i3pp 12970.370 y4X 
Flche SO-Jl 2. 32/03/19, 8204070400 


8204210121 Sub'mits Special Rep t 82-04 re risults of two reactor bldg 
Inspi performed Mar 6 Sept 1981 Insps performed in 
accordance w/utll surveillance procedure 8P 205 4 
MATTIMOE.U J. Sacramento Municipal Utility District 82/03/24. 
ENOELKEN. R H Region 5, Office of Director 2pp 12804 014 E4X 
Flche 30-312. 82/03/24,9304210121. 


— 8204210125 "Surveillance af Containment Structure Interior fc Esterior 
Surfaces " 

* Sacramento Municipal Utility District 81/03/09 36pp 
12004.016 24X Flche 30-312. 02/03/24, 8204210121 

0204070939 Forwards iS Safeguards Insp Rept 90-312/92-07 on 020300 
No none ompl lanc e noted. 

NORDERHAUO.L R Division of Radiological Safety it Safeguards 
Program 82/03/29 MATTIMOE, J U Sacramento Municipal Utility 
District ip 12904 234 24X Flche 50-312,02/03/23.0304070539 


— 0204070540 IE Safeguards Insp Rept 90-312/82-07 on 820300. No 
noncomp iian ce noted Major areas Iniptctid IAEA audit of 
records 6 repts b surveillance cemerai Details withheld 
trsf lOCFna.79Ql 

NELSON, O D < NDRDERHAUO, L R Division of Radiological Safety «< 
Safeguards Program, 82/03/24 Ip 12584 299 24X 

Flche- 50-312, 82/03/29, 0204070939 


8204140406 Informs that IE Info Notice 03-OB, "Cheek Valve Failure* on 
Diesel Oenerater Engine Coaling 8ys, " (oas sent to listed 
licensees on 620326. 

u Region 9, Office of Director 82/03/26 Region 9, Office af 
Director. ip, 12670.149 24X Flche 90-000,02/03/26,0204140406 


0204140023 Forwards IE In«p Rept 90-312/82-09 on 020312. No 
noncomp 1 lane e noted 

BOOK, H E Division of Resident, Reactor Project b Englnasring 
Programs 82/03/29 MATTIMDE, O J Eacramento Municipal Utility 
District 2pp. 12663 197 24X Flch* 90-312,82/03/29,0204140023 


— 0204140028 IE Insp Rept 90-312/02-09 on 820312. No norcornpi lane o noted. 
Major areas inspected: radiatloi) survsg t< contamination 
uipet, packa ging conditions tc package marking t, labeling 
RIEDLINOER, 0. A , TffOMAB.R 0 , BOOK, H E Division Of ReSitlant, 
Reactor Project & Engineering Programs. 82/03/29 Spp. 

12669 19? 24X Flchf 90-312, 82/03/29, 8204140023, 


8204140333 Forward* IE Insp Rept 50-312/82-02 on 620112-19 U notice Of 
Vi 0 latlon, 

SIBHOP.T U Division of Resident, Hoaetor Project b Engineer ing 
Programs, 02/03/29, MATTIMOE, U U Sacramsnto Municipal Utility 
District Spp 12663.301 24 X FI chs. 90-312. 82/03/29. 0204140333. 


— 0204140336 Notice of violation from Insp on 820112-13, 

HERNANDEZ,© Division of Resident, Rssetor Projict b Engineering 
Programs. 82/03/29 3pp 12663:303, 24X FI ch *; 80-a 12. 02/03/29, 
0204 14 0333 
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— 0204140340 I£ Iit»p flept 50-312/02-02 on 020112-15 Noncomp Hence noted 
on 620112. tontoinors of Mflh »tTen9t*i toltlnj met! to be 
uied in ertetlon of itructurel itael for nirclear eve 
alectrlcel bids found open 

HERNANDEl.O i ECKHARDT. J H Dlvlilon of Reeldent. Reactor Project 
Si Enfflnearing Prosnam* B2/03/26 6pp 12&63.30& 24X 

Flche 50-312.62/03/29.6204140333 


6204090354 Informi that IE Bulletin 82-01. '‘Alteration of Radiographs 
of Melds In Piping Subaisembllesi " uas tent to listed 
licensees on 620331 

* Region S. Office of Director 82/03/31 Region 8 j Office of 
Director Ip 24X Fiche. 50-000. B2/03/31 . 0204090354 


0204090396 Advises that IE Info Notice 02-09. "CracHns In Piping of 
flateup Coolant Linas at at<H Plants. " has been sent to 
listed licensees 

# Region 5. Office of Director 82/03/31 Region 5. Office of 
Director Ip 12625:279, 24 X Flche: 50-000. 02/03/31. 0204090396 


9204090410 Advises that IE Info Notice 82-10. “Fdllouing lip Symptomatic 
Repairs to Assure Resolution of Problem." has been sent to 
listed lictnseas 

• Region 9. Office of Director. 02/03/31 Region 5. Office of 

Director Lp 12624 029 24X Flche 50-000.82/03/31.0204090410 


8204270306 Foruerds IE Insp Rept 50-312/62-11 on 020301-31, 

No noncomp 1 lane s noted 

STERNBERO.D H Division of Resident. Rfaetor Project & Engineering 
Programs 62/04/08 HATTIMOEiJ Sacramento Municipal Utility 
District 2pp. 12052 176 24X Flcha 50-312.02/04/08.8204270306 


—8204270312 IE insp Rept 50-312/02-11 on 820301-31 No noncomp 1 lanca 
noted Major areas Inspected operational safety vsrlf lea blon . 
milnt 6 surveillance observations tc rsvleu of plant 
operations 

CANTER. HL > O'BRIEN. J . VOONO. T Division of Resident. Reactor 
Project li Engineering Programs. 02/04/07 6pp. 12852 170 24X 

Flche: 50-312. 62/04/09. 0204270306 


202040142 IE Info Notice 02-11. ‘'Potential Inaccuracies in Uide Range 
Pressure Instruments Used in Nestlnghouse Designed Plants, " 

Sve list snel 

JOROAN.E L Division of Engineering 4< Duality Assurance 62/04/09 
63pp 12676 342 24X Flche 50-000.82/04/09.0202040142 


1204270432 Forwards IE Insp Rept 50-312/82-10 on 020322-26 No 
nenconpl iance noted 

BOOK. H E Region 5. Office of Director 02/04/09 MATT I HOE, J J. 

Sacramento Municipal Utility Dlitrtct. 2pp 12052 136 24X 

Fiche 50-312, 82/04/09. 8204270432. 


—6204270444 IE Insp Rept 50-312/02-10 on 820322-26 No nancompl lane e 
noted Major areas inspected IE circular fo 1 lowup. health 
physics appraisal followup U waste mgt 

NORTH. H 3 . NENSLAHSKl.F A , BOOK. H E Region S. Office of 
Director 02/04/06. lEpp IS852 130 24X Flche 50-312,62/04/09. 

6204270432 


6204280608 Board Notification 82-37. notifies of findings from 820226 
insp of MP! noiiles On noitle A. cracking of nocple safe end 
found upstream of thermal sleeve. No noiile or safe end 
cracking detectsd on nexslas B.C 4. 0 

NOVAK. T.M Assistant Director for Opereting Reactors 82/04/13 
Atomic Safity end Licensing Appeal Panel 4pp 12678.039 24X 

Fiche 50-312,62/04/13.8204280608. 


8204260361 Forwards tabulations on steam generator Imp & maint for 
66VI plants based on info provided by util 

STOCZ. J.F Operating Reactors Branch 4. 02/04/15. Duke Power Co 

Ifipp 12035:288 24X Flchs: 30-000. 62/04/15, 020426036) 


8202040143 lE Info Notice 82-12, ''Surveillance of Hydreulie Bnubbers.'' 
W/encl SVC list. 

JORDAN, E L Division of Engineering 4, Duality Assurance 62/04/81 
64pp. 12873:001. 24X Fiche. 50-000, 02/04/21, 8202040143 


R Periodic oparating reports 4. related correspondence 


6204160602 Forwards monthly operating rapt for Mar 1982, 

RODRlOUEZ.R J Sacraminbo Municipal Utility District 82/04/07 
Director's Office. Office ef Inspection and Enforcement. Ip, 
12700-353 24X Flche 50-312,82/04/07.0204160602. 


--8204I60604 Monthly operating rept for Mar 1982, 

COLOMBO. R,U. Sacramsnto Municipal Utility District 62/03/31 
Spp. 12700:354 24X Flche, 30-312, 62/04/07, 8204160602. 


8204300480 Forwards Revision I to monthly operating rept for Mar 1982. 
correcting operating data rapt Lines 18,21 4. 22 

RODRIQUEZ. R J Sacramento Municipal Utility District 62/04/21 
Director's Office, Office of Inspection and Enforcement Ip 
12BB3 041 2 4X Fiche 50-312.62/04/21,6204300480 


— 6204300405 Re vie ion I to monthly operating rept for Mar 1982, correcting 
Lines 18,21 tt 33 of operating data rept 

COLOMBO. R Sacramento Municipal Utility District 62/04/21 lp 
12065 042 24X Flche 50-312.62/04/21,0204300480 


S Reportable occurrences, LERs 4. related correspondence 


0204070470 Forwards LER 82-008/04T-0 

HATTIMOE.J J Sacramento Municipal Utility District 82/03/82 
ENOELKEN.R M R eg 1 on 5, Of f 1 c e of Di r e c tor Ip 12576 283 24X 

Flche 50-318,02/03/88,6204070470 


—6204070463 LER 82-008/04T-0 on 620121. plant effluent pH found to be 
high (0 6-6 7) for approx 3 minutes Caused by Instrument 
error RH L delta TC probes replaced 

COLOMBO. R U Bacramento Municipal Utility District 62/03/22 
Region 5. Office of Director lp 12370 204 24X 

Flche 50-312.62/03/22.6204070476 


B204070S6S RO 62-03 on 620312. hole discovered through barrel wall of 
std I7H drum carrying contaminated equipment from facility 
to BLN Hole taped over 4. drum returned to facility 
Contaminated inatl rebarrelad & shipped 020316 

MATTIMOE.U J Sacramento Municipal Utility District 82/03/23 
ENOELKEN.R H Region 5, Office of Director ip 12576 167 24X 

Fiche 50-312,02/03/23.6204070565 


8204130304 PND-V-82-0t4 on 080402, during exam of HPI lines, mul t Ipl e 
pressure boundary ID cracks found on noizle A Cooldown of 
prtssurlier commenced 4. RC8 drained Further insp of noiiles 
to be performed 

ECKHABDT. J . V0UN9, T Region 5, Office of Director 82/04/05 Ip 
i26S7 356 24X Flche 50-312.62/04/05.8204130304 


6204130100 PN0-V-e2-014A on 820403, new set of radiographs of A. B 4< C of 
HPI noiiles taken after addl insulation removal Safe-end 
noiile A to be cut open to repair defects 4. visually 
confirm thermal sleeve absence 

YOUNQ. T • STERNBERO.D M Region 3, Office of Director 62/04/06 
Ip 12655 ISO 24X Fiche 50-312.62/04/06.8204130106 


6204160620 RO 62-09 on 620405. crac k ing indications it thermal sleeve 
displacement revealed by ultrasonic 4. radiographic exams of 
HPI notiles Further analysis needed Details 4. corrective 
actions taken to be forwarded in 14-day rept, 

RODRlOUEZ.R J Bacramento Municipal Utility District 62/04/06 
ENOELKEN.R H Region 5, Office of Director 2pp 12700 066 24X 

Flche 50-312.02/04/06.0204160620 


0204130125 PN0-V-G2-01S on 820407. while draining RCS sys to reactor 
coolant drain tank. prior to performing HPI noiile maint. 
unplanned release of radioactive gases occurred in auxiliary 
bldg at minus 20~ft 6 47-ft levels Levels evacuated 
YQUNO, T , NORTH.H Region 3, Office of Director B2/04/07 lp 
12653 219 24X Flche 30-312,62/04/07.8204130123 


0204150237 PND-V-G8-014D re results of visual insps of HPIS thermal 
sleeves 4. pipe notzles Licensee will assess repairs or 
replacement! needed for missing noiile sleeve A S< loose 
sleeve 6 

YOUNO. r Region 5, Office of Director 62/04/12 lp 12662-332 
24X Flche; 50-3 1 2, 62/04/12, 8204130237 


0204220405 Forwards LER 62-009/01T-0 Detailed event analysis submitted. 
MATTIMOE, J. J Sacramento Municipal Utility District 82/04/13 
ENOELKEN.R.K Regions, Office of Director. 4pp 12608' 103 24X 

Fiche 30-313.82/04/13.6204220465 


— 6204830490 LER 02-OO9/O1T-O on 620405. rad lograph Ic 4< ultrasonic exam *f 
high pressure injection nozzles revealed unacceptable 
condition in A 4. B nozzles Cause not stated Safe-ends will 
be replaced u/new design 

COLOMBO.R U. Sacramento Municipal Utility District 62/04/13 
Region 5. Office of Director lp 12000-104 24X 

Flche, 50-312, 82/04/13, 0204220403, 


8204200219 PNa-V-88-014C on 82041 0. fol 1 owing notification by Region 4 
of minor hydrogen explosion at AR Nuclear One. monitor ing of 
hydrogen concentration above water in drained down RCS 
initiated. 

YOUNO, T . ZWETZIO. 0 Region 5, Office of Director, 02/04/14 Ip 
12737:222 24X Flche 50-000,62/04/14,6204200219 


DOCKETED ITEMS 


17B 


ea 042 iO 2 a 7 PNa-V-ea-Oiy on 020419 - 20 . tlctn»ee p»rform»!f vliopl intp 
on portion of »u*illaT<j fooduatir onc«-throu 9 h ottam 
}«ii*rator di*c^•r 9 e hoador In B gtnorafcor Hoadar daformatlon 
on ootside faeo uneven & concave 

VaUNO. T Region 5. Office of Director 02/04/20 Ip 12839.17b 
24X Flthe 90-312.82/04/20,8204260287 


0204280337 RO 82-10 on 820419. ln»p of “B" once-throogh eteafli generator 
revealed deformatione limllar to def orniati one at Davie 
Btfte oenerator A ulll be inepected 820420 Anatyeie detaile 
(0 be foruarded uhen completed 

OUBRE. R P Sacramento Municipal Utility Dletrlct 88/04/20 
ENOELKEN. R H Region 5. Office of Director Ip 12669 S93 24X 

FUhe 30-318.82/04/20,8204280337 


0204280439 PN0-V-a2-0140 verifying current ftatue of HPI noiile 
repalre Noizle A radlogrephic test of safe-end to noirle 
ueld good Penetrant test & ultraeonic test to follou Tharnial 
sleeve A hard rolled to safe-end 1. contact rollad to noiile 
VQUNO. T Region 5, Office of Director 82/04/21 Ip 12868 154 
24X Flche 50-312.92/04/21,9204280439 


S204260466 PNa-V-e2-0i7A. updating info re A fc D au« illary feedwater 
once-through eteam generator header problem Tlbcroptics exam 
df S header showed deformation u/pln In place Similar exam 
of A header to be performed 

YOUNO. T Region 9. Office of Director 82/04/81. Ip 12067. 31'i' 
24X Fichfl 30-312,02/04/21,0204280466 


DOCKET 90-313 ARKANSAS NUCLEAR ONE. UNIT 1 


F Security, medical, emergency & fire protection plans 


8204190013 Releases public version of revised emergency plan 
procedure 

FELTON, U H Division Of Rules and Records 82/03/29 Document 
Management Branch Ip 12731.113 24X FI che 90-313. 02/03/29. 

9204190013 


— 8204190017 Forwards public Version of Revision 2 to Emergency Plan 
Procedure 1904 02, "Magnitude Of Releaee " 

e Arkansas Power & Light Co 82/03/16. NRC — No Detailed 
Affiliation Given Ip 12731 114 24X Flcha 30-313,82/03/29, 

8204190015 


—8204190010 Public version of Revision 2 to Emergency Plan Procedure 
1904 02, "Magnitude of Release " 

O'HANLON, 0 P Arkansas Power t) Light Co 02/03/16 2pp 
12731 115 24X Fiche 50-313,82/03/29.8204190013 


8204130330 Releases public version of emergency plan implementing 
procedures 

FELTON, J M Division of Rules and Records 62/03/31 Document 
Management Branch Ip 12661 001 24X Flche 90-313,82/03/31, 

0204130330 


— 8204130346 Forwards public varslon of Emergency Plan Imp lemon ting 
Procedures 1904 01 re magnitude of reloass - computer 
method ti 1904 04 re magnitude of release - OERMS 
• Arkansas Power !» Light Co 02/03/19 NRC - No Detailed 
Affiliation Oiven Ip I2661-002 24X Fiche 30-313,82/03/31, 

8204130338 


— 6204130391 Public version of Emergency Plan Implementing Procedures 
1904 01 re magnitude of release - computer method (< 1904 04 
re magnitude of release - OERMS 

O'HANLON, J P Arkansas Power fc Light Co 82/03/19 7pp 
12661 003 24X Flcho 90-313,83/03/31,8304130338. 


8204130070 Releases public version of revised emergency plan 
implementing procedure 

FELTON. U H Division of Rules and Records 03/04/01 Doeument 
Management Branch Ip 12661 212. 24X FI che; 90-313, 02/04/01. 

8204130070 


— 8204130071 Forwards public version of Revision 3 to Emergency Plan 
Procedure 1903 24, "Oil Spill Prevention Control fc 
Countermeasure Plan “ 

• Arkansas Power fc Light Co 82/03/39 NRC - No Detailed 
Affiliation Oiven Ip 13661:213 24X Fiche 90-313,82/04/01, 

8204130070 


—8204130073 Public version of Revision 2 to Emergency Plan Procedure 
1903 24, "Oil Spill Prevention Control fc Countermeasure 
Plan " 

0 'HANLON, d P Arkansas Power fc Light Co, 82/03/19 80pp 

12661 214 24X Fiche: 90-313, 82/04/01, 8204130070 


8204260369 Releatet public Version ot revised emergency plan 
procedures 

FELTON, J H OlvlBlan of Rules and Records 82/04/13. DoCUmont 
Management Branch Ip 12090 319 24X Flche. 30-313.82/04/12, 

0204260369 


— 8204260371 Forwards public varslon of revised emergency plan 
procedures, including Procedures 1904 04 re magnitudo of 
release - OERMS fc 2904 Ol re magnitude of raloase computer 
method , , . 

« Arkansas Power fc Light Co 62/04/02 NRC — No Detailed 
Affiliation Oiven 2pp. 13898 380 24X Flche 90-313,82/04/12, 

B2D4260363 


— 8204260375 Public version of revised emergency plan procedures, 
including Procedures 1904 04 re magnitude of release - OERMS 
fc 2904 01 re magnitude of release - computer method. 
a'NANLONiJ P Arkansas Powsr fc Light Co 82/04/01 14pp 
12090 033 24X Flche. 90-313. 83/04/12. 8204260369. 


H Oenaral correspondence 


8204230321 Responds to 820304 Itr re LO Egan reyuest for, "Certification 
Documents of C-E in Certifying AR Nuclear 1“. BER fc supple 
re Cure Protection Calculator Sys end W/o end 
DIRCK&i U J Office of the Executive Director for Oporatlons 
02/03/26 LAOOMARSINa, R. House of Rep 2pp 12643.223. 24X 

Fiche 50-313, 62/03/26. S204230321 


— 0204230330 Forwards rt<luest frdm constituent LO Egan requesting 
documents used by C-E in certifying AR Nuclear 1 

LAOOMAReiND.R House of Rep 02/03/04 CARR NRC - No Detailed 
Affiliation Given 2pp. 12643 227 24X Fich e- 90-313. 02/03/26, 

8204230321 


F Operating license stage documents fc: correspondence 


0204220383 Responds to FOIA request for seven categories of documents 
re TMI action plan 

FELTON.O M Division of Rules and Records 01/11/12 SHOLLV, H C 
Union of Concerned Scientists 6 pp 12624 100 24X 

Flche 90-000,01/11/12,0204220389 


— a00313039'l Discusses Jan 1980 site visits to verify imp leoiontatlon of 
Category A Lessons Learned requirements Requeets that Otv of 
Operating Reactors project managers fc IE regional dlractor 
or resident inspector participate In site visits 
EISENHUr, D G Division of Operating Reactors 80/01/10. 

SCHNENCER, A Qparatlng Reectors Branch 1 (Pro 0004281 9p p 
12824 199 24X Flche 30-000,01/11/12.0204220389 


0204010027 "Tech Specs for Redundant Decay Heat Renuval Capability, 
AR Nuclear One, Unit I." technical evaluation rapt 
0TEVER8ON.3 A. EOfcG, Inc. FIN A-64a9 0204010027. 02/02/28. 

DONOHEW, JN Division of Licensing. 17pp 12492074 24X 

Flcha. 30-313, 82/02/28. 8204010027. 


8204010237 Forwards questions for DfcN owners response re rovleu nf 
BfcU abnormal tranelent operating guidelines program 

eiSENHUT.D O Division of Licensing 82/03/03. HALL, H Qabcock fc 

Ifllcox Operating Plants Owners Group. HALLiU. Consumers Power Co. 

24pp 12409.300 24X F1 ch* 90-000. 02/03/03, 8204010237 


6204010016 Summary of 620303 mas'tlng w/DfcN llcensoos fc BfcN r* noiile 
cracking problems Status of facility conditions listed. 

UAGNERiP C Oporatlng Reactors Branch 4 82/03/19 Operating 
Reactors Dranch 4 23pp. 12491 336 24X riche. 90-000. 02/03/ 1 3, 
8204010016 


620319000>1 Oenerlc Ltr 82-05 to all licansees of operating power 
reectors ra post“TMI requirements. 

EISENHUT, D. G Division of Licensing 82/03/19 HAUSPURO.A 

Consolidated Edison Co of Now York. JONEB.J.A Carolina Power fc 

Light Co, OAVrDSON, D R Cleveland Electric Illuminatina Co 7pp. 
12913:128 a4X Flche- 50-000, 02/03/19,6203190001. 


8204070638 Forwards EOfcO ropt, "Technical Eva luat 1 on. Elac tr tea I . 
Initrumentaii on fc Control Aspects of Lou Temp Dvorpresouro 
Mitigating 6 ys>" For revlow. Info nocessary to addross 
recommendations should be provided. 

STOLZ.J. F Operating Reactors Branch 4 02/03/29 CAVANAl/OH, H, 

Arkansas Power * Light Co. 2pp 12997.061. 24X 

Flche- 90-313, 02/03/29,8204070638 


-8204070640 "Technical Eva luatlon, Elec trical, Instrumontatlon fc Control 
Aspects of Low Tsmp Overpressure Mitigating Bys, " 

WEBER, D, A ECfcO, Inc. FIN A-6296 EOO-EA-9194. 80/06/30. 

8 HEMAN 8 KI,P C, Division of Licensing 16pp, 12997:063. 24> 

F i c h e 90 -31 3, 82 /03/a9, 8 204070638 
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8204270515 Suinfli*T« o# B2031A mettinj ui/BfcH llc»n*Bis b Teprt»»ntet £v»« 
In r» HP I noiil# crBcldns Plant ■pteiPtc 

arisentiii an< jlvvii 

PADDVANi M L OpBratlnB R»actDr» Branch 4 82/03/30 Oparatint) 

Raactort Branch 4. Bpp 12072 IB3 24K Fichc 50-000. B2/0 3/30 1 
8204270515 


8204080278 Application fop amand to Licanaa DPR-51 actanding tcamption 
from lOCFfiSO. App H to allonj Irradiation of aurvalllanca 
apfcijnana outslda facility Baila for aitanalon ancl 
CAVANAUOH!. W Arkamaa Poiutr St Ul9ht Co B2/04/02 STOLZi 0 F 
Qparatlng Raactort Branch 4 llpp 12603 26B 24X 

Flcha 50"313t 02/04/02, B2O4OS<1270 


8204120224 Forujarda r«»pan»a to TMI Action Ittm 11. E I 2 ra amappencu 
fatduatar tya in rasponaa to 020205 I tr 

MARSHALL/ .f B Arkanaaa Pouar Sc Light Co 02/04/02 BTDLZ. 0 F. 
Opiratinp Haaetora Branch 4 4pp 12637x147 24X 

Flcha* 50-313. 02/04/02, 8204120224 


8204190043 Foruiartfa ra<iiftat for addl Info ra aalipile lual i f icat ion of 
amirgancy fiadwatar tya RBapo.naa ranuirad ulth-ln 30 dayi 
STOLZ. J F Oparattng Raactora Branch 4 02/04/02 CAVANAUOH. H 

Arkaniat Powar St Light Co 4pp 12731 131 24X 

Ficha: 50-313, 02/04/02, 0204190043 


a tnapactlon rapnrts, IE Bulletins t< c arresp ondanca 


0202230399 Forutards IE Insp Rapts 50-313/B1-32 St 50—360/81-31 on 
011102-06 No none omp 1 ianca notad 

8RDHM, 0 D Tachnleal inspaction Branch 82/01/11 CAVANAUOH, W 
Arkanaat Power b Light Co 2pp 12005 139 24X 

Flcha 50-313,02/01/11,0202230379 


—8202230401 IE Insp Repts 50-313/01-32 8, 50-360/81-31 on 811102-06 No 
noncompi ianca notad Major areas Inspected security 
organliatlon p ersonne I, con t Inpency respansa, 11 gh ting, 
protected Sc. vital areas Details uithhald <raf 10CFF2 790> 

CALDWELL, R A • KEULV, J A Physical Security Section 82/12/23 
ip 12005 I4i, 24X Fiche SO-313, 82/01/1 1, 0202230399 


B204 130343 Forwards IE Insp Repts 50-313/02-04 Sc 50-360/82-04 on 
020201-20 Sc notice of violation 

SEIDLE, H C Division of Resident, Reactor Project Sc Engineering 
Programs 02/03/22 CAVANAUOH, W Arkansas Power St Light Co 2pp 
1265S 054 24X Flcha 50-313,02/03/22,0204130343 


— 8204130343 Notice of violation from insp on 020201-20 

SElDLEiM C Division of Resldant, Reactor Project 6 Engineering 
Prog races 02/03/22 2pp 12650 056 2 4X Flche 50-at3c B2 /03/28j 

0204130343 


8204120300 Forwards five ovarsli# PfclDs. Apert ure cards are available in 
PDR Drawing transmittal list ancl 

eUINSiE Arkansas Power Sc Light Co 02/04/03 NBC - No Detailed 
Affiliation Olven 2pp 12640 290 24X Ficha, 50-313, 82/04/03, 

0204120300 


0204120075 Summary of 020302 mating u/otll t< E4H In Bethasda, MD re 
leaking fuel rod Investigation Vitugraphs ancl 

VISSINO.O S Operating Raactora Branch 4 02/04/05 Operating 

Reactors Branch 4 22pp 12652,315 24X Flcha 50 - 313 , 02/04/05, 

02041 20D75 


0204210603 Summary of 020331 meeting ui/utH in DethasdaiHD re chemical 
cleaning program for onca-through itaaie generator Viiuigrapha 
end. 

VIBSINOcO 5 Operating Reactors Branch 4 02/04/05 OparatinD 

Raactors Branch 4 40pp, 12707 270 24X FlcJl* 50-313,02/04/05, 

0204210603 


0204260405 Foruardf Amend 64 to License DPR-Sl Amend revl aas Tech Specc 
to reflaet changes in health physics organitatlpn 

VlSSlNOaO S Operating Raactora Branch 4 02/04/05 CAVANAUGH, M 

Arkansas Fouiar Ic Light Co 2pp, 12055 322, 24X 

Flcha 50-313,02/04/05.0204260405 


—0204260406 Amend 64 to License DPR-Sl changing Tech Bpaci re health 
physics section organliatlon 

BTOLZi J F. Operating Raactors Branch 4. 02/04/05 iPpp 

12855 324 24X Flcha 50-313,02/04/05,0204260405 


— 0204260408 Safety evaluation aupparting Amend 64 to Lie anti DPR-Sl. 
a OFflca of Nuclear Reactor Ragulatlon, Dlractor 02/04/05. 2pp. 
12055 333 24X Flcha 50-313,02/04/05,0204260405 


— 0204260411 Notice of Isauenca of Amend 64 to Licanaa DPR-51 
STOLZiJ, F. Operating Reactors Branch 4 02/04/05 2pp 

12055 335 24X FI cha: 50-313, 82/04/05, 0204260405 


8204150367 Dlscustaa oia of INPO significant event avaluitien 6 Info 
network pragram, par Oentrlc Ltr 02-04 

MARSHALL. JR Arkansas Power 6 Light Co. B2/04/07 E16ENHUT, D. S 
Mvlaion of Llceneing Ip 12603:076. 24X Flcha 50-313,02/04/07, 
8204150267 


0204260009 Rasponda to 000212 ltr submitting Info par NRC 791018 
raquaat Propoiid Tech Spaci ra reviaad tamp /praasure limits 
to ha applied during emergency c ondtt Iona, n ot nacaaaar ily 
based on proposed rutamaklng 

STOLZrJ. F Optratlnp Reactors Branch 4 B2/04/14 CAVANAUftH.W 

Arkansas pouar I, Light Co. 3pp 12843 353. 34X 

FIcha:50~313, 02/04/14, 8204260009. 


8204230273 Riquasta astanalon of respansa dsadllna on 16 raquaste for 
addi Info ra environ qualification of atectrical equipment 
MARSHALL, J R Arkansas Power t, Light Co 02/04/16 STOLZ.J. F. 
Operating Raactora Branch 4 CLARK, R. A Opiratlng Raactora Branch 
3 4pp 12817 115 24X F Ic h a : 50-313, 02/04/ 16, 0204230273 


— 8204130352 IE Insp Repts 50-313/02-04 6 50-368/02-04 on 020201-20 
None omp 1 Ian c a noted seismic support missing b Category E 
valves mlsp osi t 1 oned 

JOHNSON, W D , CDLLAN, L J , HALL, R E Division of Resident, Iteoctoi 
Project 6 Engineering Programs 02/03/16 6pp 126SB OSS 24X 
Ftche 50-313,02/03/22,0204130343 


G204090347 Forwards IE Bulletin 02-01, "Alteration of Radiographs of 
Welds In Piping Subas eemb 1 les " No specific actions 
requ ir ed 

C0LLIN3, J T Region 4, Office of Director 02/03/31 Public 
Barvlcf Co of Colorado 3pp 12625 293 24X Flche 50-000, 

02/03/31, 0204090347 


0204090351 Forwards IE Info Notice 02-10, "Following Up aymptamatlc 
Repairs To Assure Resolution Of Problem " No response 
required 

COLLINS, J.T Raglan 4, Office of Director 02/03/31 Public 
Service Co of Colorado 2pp 12627 068 24X Flche 50-000, 

02/03/31, 8204090381 


0204150450 Forwards IE Info Notice 02-09. "Cracking In Piping of Makeup 
Coolant Lines at BbM plants " No written response requested 
CDLLINBiJ T Region 4, Office of Director 02/03/31 Public 
Service Co of Colorado 2pp 12605' 039 24X Flche 50-000, 

82/03/31, 8204150450 


0204000200 Updates 810126 response to IE Sulletin 80-06 re EBF reset 
controls Procedura 1013 1 verifies that Unit 2 containment 
sump isolation valves are in open position 

MARSHALL, J R Arkansas Power b Light Co 02/04/01 STOLZ, J F 
Operating Reactors Branch 4 CLARK, R A Operating Reactors Uranch 

3 Ip 12604 250 24X Ficha 50-313,02/04/01,0204000200. 


8204120222 Advises that response to NRC 820302 request for addl Info rt 
inservtca insp program will be submitted by 020701 
MARSHALL, J R Arkansas Power b Light Co 02/04/02 STOLZ, J F 
Operating Reactors Branch 4 Ip 12637 141 24X 

Flcha 50-313,02/04/02,0204120222 


BS02040142 IE Info Notice 02-11, "Potential Inaccuraclas In Wide Range 
Pressur# Ins t ruman ti Used In Westinghouss Designed Plants " 

Sve list end 

JORDAN, E, L Division of Englnaering b Quality Assurance 82/04/09, 
63pp, 12878 342 24X Flche 50-000,82/04/09,8202040142 


0204260361 Forwards tabulations on steam generator insp b maint for 
BbU plants based on info provided by util 

STOLZ, J F Operating Reactors Branch 4 82/04/15 Duka power Co 

lapp 12055 260 24 X Flcha 50-000,02/04/15,0204260361. 


8204270360 Ac k receipt of B2040S ltr informing NRC of steps taken to 
correct violatlona notad in lE Imp Repts 50-313/92-02 b 
50-360/82 -02. 

SEIDLE, H C Dlvlelon of Resident, Reactor Project b Engineering 
Programe. 02/04/20 CAVANAUOH, W. Arkansae Power b Light Co Ip 
12052 156, 24X Ficha 50-313.02/04/20,8204270360 


8204210295 Generic Ltr 02-09 to all power reactor 1 Ictneaes, app 1 leants 
for OL, NS6S vandore 6 reactor vendore rt environ 
qualification of eafety-ralated electrical equipment 
NRC poeltian re qualification requirements ancl 
EI8ENHUT.D.0 Divlilon of Licensing. 82/04/20 KAUSPURO.A 
Consolidated Edison Co. of New York. FICANDENTI.F J, Atlantic City 
Electric Co LUNDVALL, A E Baltimore Gas b Electric Co. IBpp. 
12062 337. 24X Flche: 50-000. 02/04/20, 02O421O29S, 


— 0204270371 Rasponda to NRC 020304 ltr re violations noted In IE Insp 
Repts 50-313/02-02 b 50-368/02-02 Corrective actions 
pressuriier proportional heater IB-month test added to 
test program & survaJllanca scheduling record* completed 
MARSHALL, J R Arkansas Power b Light Co 02/04/02, SEIDLE, M L 
Dlvlelon of Resident, Reactor Project b Engineering Programe 4pp 
12052:157. 24X Flche 50-313,02/04/20,8204270360 
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e5'a3040143 IE Info Notice S3~13< "Surveillance at HgdrauHc Snubbers ” 
M/«ncl SVC list 

JOROANiE L Division of Englnserlng ti Quelitg Assurance 83/04/81 
64pp 12873 001 24 X Ficbe 50-000.82/04/21.8202040143 


R Periodic operating reports 1. related correspondence 


S204070297 Fortiiards monthly operating rept for Oct 1900 

TRIHDLE. D C Arkansas Pouer (. Light Co 80/11/14 HALLER. N N 
Office of Hanagement end Program Analgsls Ip 18971 321 S4X 
Fiche 50-313,80/11/14. B204070297 


—0204070301 Month Ig operating rept for Oct 1980 

DRAMLETT. L 8 Arkansas Pouer & Light Co 00/11/14 7pp 
12571 322 24X Fiche 90-313.60/11/14,8204070297 


8204150307 Foruards monthlg operating rept for Feb 19SS 

MARSHALL, vi R Arkansas Pouer (( Light Co 62/03/13 HALLER. N 
Office of Management and Program Analgsls Ip 12d>82 093 24X 

Fiche 30-313, 82/03/15, 82041 30307 


0204130177 Ra nn B20403. tuo HPl noiiles Oh facility RC8 found to 
req.uiro corrective action Defects uill be corrected before 
returning to power opepatioh 

t) 'HANLON. P Arkaneas Power ii Light Co 82/<04/09 COLLINS. J 
Region 4. Office of Director Ip ISbSi 315 S4X 
Fiche 90-31 3. 0 2/04 /OS. 8204 130177 


9204230497 Forwards LER &2-009/01T-0 

MARSHALL, J R Arkansas Power & Light Co 32/04/13 BEIDLE, W C 
Region 4. Office of Director tp 12815 354 24X 

Fiche 50-313, 82/04/13,0204830487 


— 8204230497 LER 02-009/017-0 on 020401 , nondestruc t Ivfi e«am of HPI 
notilei Indicated defects aesoelatedl u/A. B tt D noiklts Task 
force of BitU Qunars group set up to determine cause Ic 
propose long-term corrective actione 

ROOERS.P Arkansas Power 1< Light Co 88/04/13 Region 4, 
Office of Director 9pp 12815 393 24X Fiche 90-313,82/04/13, 

0204230407 


</ Operator Examinations 


— 8204150309 Monthlg operating rept for Feb 1982 

SHIVELY. C N Arkansas Power S< Light Co 62/03/08 6pp 
12682 054 24 X FI the 50-313.82/03/19.8204190307 


3 Reportable occurrences, LERs related correspondence 


3204150109 Responds to POtA request that OECD Incident Reporting Bys 
repts be placed in PDR Documents listed In epp available in 
PDR Other pertinent documents completely withheld (ref FOIA 
Exemption 4) 

FELTON, J M Division Of Rules and Records 81/11/09 CONNOR, L 
0oc-8earch Associates 3pp. 1270S 339 24X Fiche 90-000.81/11/09, 

0204150109 


—SOI 1170099 "Rept on Loss of Offsite Pouer Event at AR Nuclear One. Units 
I L 2 on 000407 " 

LANNINO,W D Director's Office 00/10/19 67pp 03733- 817 a4X 
Fiche 30-000.81/11/09.0204150109 


8204220231 Forwards request for addl Info necessary to complete review 
of util response to NUREO-0737, Items I A 8. i i< 11 B 4 re 
upgreded senior reactor & reactor operator training ti 
training to mitigate core damage, respectively 

STOLZ.J F Operating Reactors Branch 4 CLARK. R A Operating 
Reactor c Branch 3 03/04/13 CAVANAUOH.H Arkaneas Power t, Light 

Co Spp 12821 201 24 X Fiche 90-313,82/04/13,8204280331. 


DOCKET 30-315 DONALD C COOK NUCLEAR POUER PLANT. UNIT 1 


F Security, medical, emergency Si fire protection plans 


82040B0189 Releases public version of procedure temporary ebeet for 
emergency plan procedure. 

FELTON. U M Division of Rules and Records 82/03/16 Document 
Management Branch Ip 12A16 306 24X Fiche 90—319.82/03/10. 

0204080109 


— 62041 50S4S Incident Reporting 6ys Rept 42 re 800510 leakage of reactor 
cooling water into containment 

• Organization for Econornlc Cooperation tc Development (Paris) 
91/07/06 2 pp 12709 307 24X Fiche 90-000.81/11/09,0804150109 


B2O4O5O1O0 Forwards LER 0a-OO8/O3L“O 
MARSHALL. J R Arkansas Power t< Light Co 02/03/19 BEIDLE, W C 
Division of Resident, Reactor Project tt Engineering Programs 2pp 
12915 305 84X FI Che 90-313,82/03/19,8204050108 


—8204050115 LER B2-005/03L-0 On 820227, emery eneg diesel generator 3 
failed to etart during monthlg eurveillanee test Caused by 
turbocharger failure Turbocharger replaced 

ROGERS, P Arkansas Power I, Light Co. 62/03/19 Region 4. 
Office of Director Ip 12519 307 24X Fiche 50-313.82/03/19. 

8204090108 


0204090149 Forwards corrected LER 02-005/03L-0 
MARSHALL. J R Arkansas Power It Light Co 82/03/23. 8EI0LE. U C 
Region 4, Office of Director ip 18929 337 24X 

Fiche; 50-313, 82/03/23, 8204090145 


— 620'4Q80193 Forwards public version of Procedure Temporary Sheet S for 
Emergency Plan Procedure PMP 8080 App A, "Telephone Numbtrs 
for Key Plant Peraonnal “ Receipt form ancl. 

* Indiana k Michigan Electric Co 92/03/11 NRC - No Detailed 
Affiliation Olven Ip 1261B 307 24X Plchei 90-319. 02/03/18. 

6204080189 


—8204080196 Public version of Procedured Temporary Sheet 3 for Emargeircy 
Plan Procedure PMP 2030 App A. "Telephone Numbers for Keg 
Plant Personnel. " 

NEST, R A , BLVTH.R Indiana 4, Michigan Electric Co 82/03/11 
Spp 18613,308 S4X Fiche 50-315,82/03/10.0204080109 


8204090226 Releases public version of reissued page to emergency plan 
plant manager procedure index 

FELTON. U M Division of Rules and Records 8S/03/1? Document 
Management Branch tp 12633-391 34X Fiche 90-315, 02/03/19, 

6204090326 


— 8204O90S31 Forwards public version of reissued Page 3 to emergency 
plan plant manager procedure index 

« Indiana & Michigan Electric Co 82/03/12 NRC - No Detailed 
Affiliation Oiven Ip 18633 392 24X Fiche: 90-319. 63/03/19, 

8204090226 


— 6204050319 Corrected LER 83-009/03L-0 on 820227. emergency diesel 
generator 2 failed during monthly surveillance teet. Caused 
by failure of turbocharger Turbocharger replaced Failed 
turbocharger returned to manufacturer for repair. 

ROGERS. P Arkaneas Power St Light Co, 82/03/19 Region 4, 
Office of Director Ip 12929.330. 24X Fiche 90-313,82/03/23. 

SZ04OS0I49 


— 8204090234 Puhllc verelun of reissued Page 9 to smergancy plan plant 
manager procedure index. 

• Indiana & Michigan Electric Co 82/03/12. Ip 12633-393. 24X 

Fiche 90-31 9. 82/03/19, 0204090226 


3204300341 Forwards LER 82-006/03L-0 

MARSHALL. U R. Arkansas Power 6 Light Co 82/04/01 SEIDLE, H. C 
Division of Resident. Reactor Project L Engineering Programs. If. 
12088 073 84X Fiche 90-313.82/04/01,8204300341. 


— &2043003S7 LER B2~006/03L-0 On 820316. while at 83X power. control room 
emergency air conditioning sys fan V8F-9i Indicated low air 
flow Caused by accumulation of dust Diameter of suction 
restriction increased 

ROOERS, P Arkaneas Power l« Light Co 02/04/01 Region 4, 

QPPice of Director 2pp 12088 074 24X Fiche* 50— 313, 82/04/01. 

3204300341. 


0204140126 Advises that unofficial advanced draft of controller/ 
observer manual for BS0330 emergency reeponse exercise wee 
delivered to NRC on 8S0324 per util 820S04 commitment. 

SMITH, M 0 Indiana fc Michigan Electric Co. 82/03/24, KEPPLER. U 0 
Region 3, Office of Director Ip 12666-089 24X 

Fiche 90-319, 02/03/24,8204140126. 


8304130019 Releases public version of procedure temporary sheet* to 
emergency plan procedures 

FELTON, JM Division of Rules and Records 02/03/31. Oocumunt 
Management Branch. Ip 12661 393. 24X Fiche 50-319,02/03/31, 

8204130019 


8204030412 PN0-IV-B2-13, NOT performed on degraded high pressure 
injection noijles, Preliminary reiulte- tharmal sleeve 
retainers mlsslns. upstreem end of thermal sleeve worn fc 
thermal sleeve had wall thickness reduction 

HALL.R. E , SEIOLE, W C. Region 4/ Office of Director 82/04/02 
2pp 12611 132 24X Fiche- 90-313, 82/04/02, 8204080412 


--8204130021 Forwards public Version of procedure tamparary ehast to 
Emergency Plan Procedures FMP 2060 EPP 001 re emergency 
plan activation St condition classification i< PMP 2000 EPP. 

006 re initial dose assestments (gasiovs) 

a Indiana it Michigan Electric Co 82/03/19. NRC - No Detailed 
Affiliation Olven Ip 12661 394 24X Fiche: 90-319, 82/03/31 . 

8204130019 
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--320413-0033 Public vtrflon ol procadur* tanipairarij ihaati to Emargincg 
Plan Procadurai ftiP 2080 EPP 001 ra airergancg plan 
activation (i condition e lata 1 ^ 1 cat 1 on it PUP 3080 EPP 004 rt 
Initial dott aasaasmanta igaacout}. Raviiad indcs end 
• Indiana t, HUhipan Elaetrlc Co. 83/03/19 ipp 13461 35&. 

S4X Flcha 90-31S< 32/03/31,8304130019 


8204140613 Rtlaaaei public vtraion of rtvlalen to plant managar 
proccdura for amargtncg plan 

FELTONfJ H Diylaton of Rolti and Racordt 83/04/06 Document 
tlanagenent Branch Ip 12689 096 24X Fie he 90-319,82/04/06, 

320414061B 


— 8204140634 Forwerdt public veriion of Aiviiion 1 to Plant Manager 
Procedure Energencg Plan Proeedura App 4, "TelepJione 
Numberi for Keg Plant Perionnel '■ 

CATANIA, D E Indiana 6 nichtgan Electric Co 82/03/39 NRC - 
No Datatlad Affiliation Olvan Spp 13689 OB3. 24X 
Fiche 30-319,83/04/06,8304140613 


— B204140639 Public vtraion of Ravlilon I to Plant Manager Procadura 
Emerganeg Plan Procedure App A, "TeJtphone Number* for Keg 
Plant Pereonnel " 

e Indiana 1, Michigan Electric Co 82/03/39 9pp 13685,037 
34X F 1 c h e. 9 0 -31 9, 8 2/04/06 1 320 4 1 40618 


33-04190106 Ralaatai public verilon of procedure temporarg ahaeta to 
emerganeg plan proeeduraa. 

FELTQNtvl M Dlvtaten of Rulaa and Record*, 82/04/06 Document 
Managamant Branch. Ip 13707 S4S 34X FI eh a 90-319,83/04/06, 
8204190106 


—8204190120 PoTwirdf public vtraion of procadura temporary «heet« to 
Emergencg Plan Proeeduraa PMP 3080 EPP. OOi re emerganeg 
plan actlvatlen (i condition e taaa 1 f icatlon 6 PMP 3030 
EPP 030 re tachlncal aupport ctr. 

» Indiana 6 Michigan Electric Co 83/03/39. NRC - No Detailed 
Affiliation Olven Ip 187071343 34X Ficha 90-313, 88/04/06, 

3204190106 


— BS041901S9 Public varalan of proeedura temporary aheeta to Emergencg 
Plan Procedures PHP 3030 EPP 001 r» emergencg plan 
activation t, condition c laai 1 f lea 1 1 on & PMP 8030 EPP. 030 
re aparatlon of technical aupport etr 

WEST, R A , JER2,C J Indiana t< Michigan Electric Co 83/03/89 
5pp 12707 344 S4X Fichei 90-319, B3/04/06. 8304190106 


304130283 Provides status re implementation of control room fire 
detection sys Initaltatlon of addi fire datectori dalagad 
due to repeated testing failure* Utilliation of In-cablnet 
detection ays under review 

MERINO, R.F Indiana It Michigan Elaetrlc Co 83/04/07. DENTON, H R 
Office of Nuclear Reactor Regulation, Otrector app 12699 339 
SAX Fiehe: 90-319, 82/04/07, 8304130299 


JS04360030 Act receipt of 811130 1 tr transmitting rtvlaed pages to 
security training h qualification plan Revisions u/twe 
•iceptioni acceptable Response to end concerns to be 
submitted within 30 dags of receipt of ttr 
VAROA, 8. A Operating Reactors Branch 1 83/04/13 DOLAN, J. 

Indiana t, Michigan Electric Co 3pp 13847; 318 24X 

Flchf 90-319, 83/04/12, 8304260030 


3204370086 Releeses public version of proceduTS temporary sheet to 
revised emergency plan procedure. 

FELTON, M Division of Rules and Raeurds 83/04/19. Oacuaient 
Management Branch Ip 13873 086 34X Flche 90-315,83/04/19, 

8204370096 


“8204370090 KoTwards public version of Procadura Temporary Shaet 5 to 
Revision 1 of Emergenev PUn Procaduri PMP 3080 EPP 001, 

"Emergencg Plan Activation 6 Condition Classification " 

• Indiana ti Michigan Electric Co 83/04/08 NRC - No DetaUed 
Affiliation Olven tp 12873:087. S4X Fiehe' 90-319,83/04/19, 
8204370086 


--8304270093 Public version of Procedure Temporary Sheet 9 to Revision 1 
of Emergency Plan Procadura PMP 2080 EPP. 001, "Emergency 
Plan Activation it Condition Classification." Revised plant 
manager procedure index end, 

« Indiana t, Michigan Elsetrle Co. 83/04/08, Spa. 18873; 088. 

S4X Fiehe. 90-319, 83/04/19,8204270086 


8204270187 Advises that fitete of Ml should request to speak to shift 
supervisor re emirgtncy plan clarifications, Accident Info 
reporting -data sheet and 

BMlTKtW. 0. Indian* It Michigan Eiaetrie Co 83/04/19. BRUCHMAN, 0. R. 
Michigan, State of. 3pp. 13893:076. S4X Fiehe. 90-319, 83/04/19, 
8804870187. 


6204360279 Requests submittal of physical security plan pages 
appropriately revised based on end comments re key t, lock 
control program. per 810914-18 insp Response requested 
ulthln 30 dags Comments withheld <ref 10CFR73 21) 

VAROA, B A Operating Reactors Branch I 63/04/22 DOLAN, J 
Indiana t, Michigan Electric Co 2pp 1S64I 196 24X 

Fiehe 90-319,82/04/23,8204360279 


P Operating license stage d ocumen ts (< correspondence 


620414063) "Tech Specs for Redundant Decay Heat Removal Capabilibg, 
Donald C Cook Nuclear PlantiUnits 1 6 2. " technical 
evaluation rapt 

BTEVER8QN, J A. EOtcO, Inc FIN A-6439 6204140631 02/02/38 

DQNOKEW, J N Division of Licensing ISpp 136B6 101 34X 

Ftche 90-319.83/03/28,8204140631 


6204330602 Forwards Amend* 93 b 39 to Licenses DPR-ga t, DPR-74. 
respectively, safety aveluatton U notice of issuance $, 
availability Amends Incorporate std radiological safety Tech 
Specs 

0R0TENHVI6, M Operating Reactors Branch 1 62/03/11 DOLAN. J 

Indiana it Michigan Electric Co Bpp 12632 160 24X 

Fiehe; 90-319, 83/03/ 11 , 8204320602 


—8204230600 Amends 03 U 39 to Licenses DPR-9e «< DPR 74, respect Ivelg, 
Incorporating std radiological safety Tech Specs t< 
recognliing inetallatlon -of equipment for generation t, 
surveillance of low temp pressurlzer protection sgs 
VAROA, B A Operating Reactors Branch 1 62/03/11 77pp 

12832 162 34X Fiehe 90-319,82/03/11,8204220602 


“8204230612 Safety evaluation supporting Amends 93 t> 39 to Uiconsee 
DPfl-S8 6 DPR-74. respectively 

* Office of Nuclear React-op Regulation, Director 82/03/11 
llpp 1283 3 239 24X Fiehe 90-319,62/03/11,8304220602 


— 8204230616 Notice of issuance S, availability of Amende 53 it 39 to 
Lieensei DPR-S8 t, DPR-74, respectively 

VAROA, 8 A Operating Reactors Branch 1 62/03/11 2pp 

12332 2 90 34X Ficha 50-319,62/03/11,6204220602 


6204020098 Forwards request for addl info re TMI Action Items II.F t 4, 
1 1 F 1 9 6 1 1 F 1 6 re sys ,ronitoring Response within 30 
days required 

VAROA, 8 A Operating Reactors Branch 1 62/03/16 ODUAN, J 

Indiana h Michigan Electric Co 9pp 12513 326 34X 

Fiehe 90-319,82/03/16,8204020096 


B204090071 Confirms 830319 teleon Written clarification of 
app 1 1 cab 1 1 1 ty of Alien test results to facility containment 
sumps required to support safety evaluation preparation, 
VAROA, 8 A Operating Reactors Branch 1 82/03/17 DOLAN, v( 

Indiana & Michigan Electric Co Bpp 12633 306 S4X 
Fiehe 30-315,83/03/17.8204090071 


8203190001 Generic Ltr 83-05 bo all llcenseei of operating power 
reector* re post-TMt requirements, 

EISENHUT.D 0 Division of Licensing 02/03/19 HAOSPURQ.A 
Consolidated Edison Co of New York 7pp 12913’ 128 24X 

Fiehe. 90-000, 83/03/19, 8203190001 


6204060050 Application to amend Licenses DPR-98 L DPR-74, changi ng Tech 
Specs to incorporate editorial ti organl iat 1 anal changes 
HUNTER. R 8 Indiana b Michigan Electric Co 83/03/29 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 6pp 12999 342 
24X Fiehe 90-319,82/03/29,8204060050 


—8204060098 Tech Specs Table 3 3-1 re condition setpoint b Tech Spec* 
Teble 6 3-6 8 2, facility staff qua! if teat ions, admlnis tratlve 
controls b safety limit violations 

« Indiana b Michigan Electric Co 82/03/29 12pp 12955 340 
24X Fiehe 90-315,82/03/29,8204060090 


6204270007 Forwards request for add! info re seismic qualification of 
audttary feedwatsr sys.needed to complets review of util 
response to Oenerlc Ltr 81-14 

VAROA, S A Operating Reactors Branch 1 82/04/09 DOLAN, J 

Indiana b Michigan Elaetrlc Co 3pp 12674 024 24X 

Fiehe 50-319.82/04/05,8204270007 


6204130294 Advises of delay until 620515 in submittal of updatad 
response to safety evaluation rt environ qualification of 
safety-related electrical equipment Updated version will 
suptrsedt all prsvlous submittals 

JUROENSEN, R M American Elec brie Power Service Corp 82/04/06. 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pg 
12697:327. 24X Fiehe. 50-31 9, 82/04/06, 82041 30294 
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0304^130140 Respond* to NRC 820219 1 tr re environ qualification of 
safatvrelated equipment Table re status of compliance u/ 
NUHe0-0737 items end 

H£RINO>R F Indiana & Michigan Electric Co 82/04/07 VAROA> 8 A 
Operating Reactors Branch I Spp 131i59 220 24X 

Ffcha 50-318,82/04/07,8204130140 


8204380638 Request* unescorted access at faellitq for RL Cil imb erg, neu 
NRC project manager for facllitg 

V/AROAi 8 A Operating Reactors Branch 1 02/04/13 DOLAN, vf 

Indiana it Michigan Electric Co Ip 12878,169 24X 

Flche 80-318 . 02/04/13, 8204260620 


8204130278 Responds to NRC 810921 I tr re requirements of NURE0-0737> 
Item II D 1, "PWR Relief t. Safety Valve Test Program *' 

Conditions tested envelop range of expected operating tt 
accident conditions for facilities 

HEHINO.R F Indiana «< Michigan Electric Co 02/04/07 DENTON, M R 
Office of Nuclear Reactor Regulation, Director 3pp 13659 342 
24X Flche 50-315.82/04/07,8204130378 


8204140366 Application for amend to License* DPR-9B ti OPR-74 consisting 
of changes to ECCS analysis li posiBr distribution limit 
Tech Specs 

HERINO, R F Indiana k Michigan Electric Co 03/O4/O7v DENTON. H R 
Office of Nuclear Reactor Regulation. Director 6pp 12663' 341 
34X Fiche 50-315.02/04/07,8204140366 


— 8204140369 Proposed Tech Spec changes to ECCS analysis & pouier 
distribution limits 

• Indiana h Michigan Electric Co 02/04/07 Spp 12663 347 
24X Fiche, 50-315, 03/04/07, 0204140366 


0304230144 Informs that revleie of util 810914 response to Oeneric 
Ltr 81-01 completed Commitments to requirements of Reg 
Ouides 1 SB S< 1 146. accep table 

VAROA. B A Operating Reactor# Branch 1, 62/04/09 DOLAN, J 

Indiana t< Michigan Electric Co 2pp 18034 275 84X 

Flche 50-319.02/04/09,8204230144. 


8204160155 Generic Ltr 82-00 to all PNR plant licensees ti applicant* re 
traniislttal of NLIHEO-0909 relative to Olnna tube rupture 
H/d end NUREo List of NRC recipient* end 

EISEMHUT.D.O Division of Licensing 02/04/19 HAUSPORO, A 
Consolidated Edison Co of Neu/ Vork PARKER, M □ Duke Pouer Co 
OPREA, 0 W Houston Lighting Pouer Co, 7pp 12707 £03 24X 

Fiche 50-000.03/04/15,0204160155 


0204210399 Generic Ltr 02-09 to all pouer reactor 1 1 censees, ap p llcants 
for OL. N889 vendors & reactor vendor* re environ 
qualification of safety-related electrical equipment 
NRC position re qualification requirement* encl 
EIBENHUT.DO Division of Licensing 02/04/20 HAUBPURO, A, 
Conaoildated Edison Co of Ncu York SCOVILLE. J, J Potomac Electric 
Pouer Co DERRY.O, T Pouer Authority of the State of Neu York 
iSpp 12862 337 24X FI che 50-000, 82/04/80, 0204210295 


Q Inspection reports, IE DullstlnB k correspondence 


0202040113 IE Info Notice 82-00, "Check Valve Failures on Diesel 
Generator Engine Cooling 8y* " M/sve list 
* Director's Office, Office of Inspection and Enforcement 
82/03/26 4pp 12062 395 24X FI ch e ’ 90-000, 63/03/26, 8202040113. 


8204270014 Forwards IE Insp Repte 5O-3IS/02-O6 k SO-316/03-06 on 
820316 No nonconiptlance noted 

KEPPLER.J 0 Region a, Office of Director 02/04/13 DOLAN. J E 
American Electric Power Service Carp DOLAN. J, E Indiana t< Michigan 
Electric Co 2pp 13853 376 24X Flche 90-315,82/04/13,9204370014 


—82042700 IB IE Insp Rep is 50-315/62-06 6 50-316/02-06 on B20316 No 
nancomp 1 ian c e noted Major areas Inspected Licensee 
corrective tnoasures to up grad e plant operation 
SPESSARD.R L , SWANSON. E R Division of Project (, Resident 
Programs 82/04/09 4p p 1 2052 378 24X Flche 50-315.02/04/13. 

8304270014 


0202040143 IE Info Notice 82-12. “Burve I llance of Hydraulic Snubbers ' 
W/enc 1 SVC list 

v/ORDAN. E L Division of Engineering Quality Assurance 8S/04/S1 
64pp 13873 00 1 34X Fiche 50-000,83/04/31,9303040143 


8304360375 Requests submittal of physical security plan pages 
appropriately revised based on encl comments re key S, lock 
control program, per B10914-18 insp Response requested 
within 30 days Comments withheld (ref 10CFR73 Si) 

VAROA. 0 A Operating Reactors Branch 1 B 3/04/23 DOLAN. J 
Indiana k Michigan Electric Co Spp 13041 156 24X 

Flche 90-319,83/04/23.0304260279 


0204300426 Forwards response bo Franklin Research Ctr 8S0115 request 
for add! info re IE Bulletin 00-04, "Main Steam Line Break 
u/Continued Feedwater Addition " Response also contains 
revisions per 820302 & 03 telcons 

HLfMTER.R S Indiana (■ Michigan Electric Co 02/04/36 DENTON.HR 
Office of Nuclear Reactor Regulation. Director 4pp 1SB86 110 
24X Fiche 50-3 1 5.02/04 /26 , 8304300426 


R Periodic operating report* &, related correspondence 


0204070311 Forwards monthly operating rept for Feb 1960 

SHALLERi D V Indiana k Michigan Electric Co 80/03/06 Office of 
Management and Program Analysis Ip 12573 001. 24X 

Fiche, 30-319. 00/03/06, 020407031 1 


— 0304070314 Monthly operating rept for Feb 1960 

OILLETT, W T Indiana ti Michigan Electric Co 00/03/05 6pp 
13972 002 34X Fiche 30-315.00/03/06,8204070311 


0204070206 Forwards monthly operating rept for Nov 1900 

EHALLER.D V Indiana k Michigan Electric Co 00/12/11 Office of 
Management and Program Analysis Ip 12571 307 24X 

Flche 50-315, 00/12/11, 820 4070206 


8204160330 Forwards IE Insp Rept* 50-315/02-04 k 50-316/02-04 on 
020201-0313 k notice of violation 

SPE83ARD.R L Division ef Project S< Rsiident Programs 02/04/01 
DOLAN. J E American Electric Pouer Service Corp DOLAN. J E 
Indiana (« Michigan Electric Co 7pp 12706' 290 24X 

Flche 90-319,02/04/01,6204160330 


—8204160332 Notice of violation from Insp on 020201-0313 

SPEaSARD, R L Division of Project fc Resident Program* B2/04/0J 
3pp 12706 292 24 X Fiche 90-315,02/04/01,0204160330 


—0204160334 IE Insp Rept* 90-319/82-04 *< 50-316/02-04 on 820201-0313 
Noncompltance noted. fal lure to comply u/test procedures 
during hydrostatic testing to assurs proper document control 
k maintain adequate con trol , documentation h evaluation 
aWANSDN.E R , DUBRY, N E , HAYES. D W Division of Projsct It 
Resident Programe 02/03/31 13pp t2706'296 24X 

Flche 50-315,02/04/01, 0204160330, 


— 8204070290 Monthly operating rept for Mov 1900. 

OILLETT.W T Indiana *. Michigan Electric Co 00/12/03 6pp. 
12971 300 a4X Flche 50-315,00/12/11,0204070286 


8204'070S07 Forwards monthly operating rept for Dec 1900 

SMALLER, D V Indlane k Michigan Electric Co 81/01/14 Office of 
Management and Program Analysis Ip 12577 143 24X 

Fiche- 50-315, 01/01/14,0204070907 


— 0204070511 Monthly operating rept for Dec 1900, 

OILLETT, U T. Indiana k Michigan Electric Co 81/01/05 6pp 
12977 143 24X Flche 50-319,81/01/14,0204070007 


82O4OSO207 Forwards monthly opersting rept for Jan 1902 

SMITH, W 0 Indiana & Michigan Elsetrlc Co SMITH, M 0 American 
Electric Pouer Co , Inc, B2/02/12. Office of Management end 
Program Analyil* Ip 12931,320 24X Fiche 90-315,02/02/12, 

0204090287 


8204200508 Requests addl Info re proposed Inservlce Insp program for 
non-destructive exam of welds. Response expected within 30 
dsys. ' 

VAROA, B A Operating Reactors Branch I, 82/04/09 DOLAN, J 
Indiana & Michigan Electric Co 6pp 12707’ 150. 24X 

Ftchei 90-319, 02/04/09, 0204200900. 


9202040142 IE Info Notice 02-11, "Potential Inaccuracies In Wide Range 
Pressure Instruments Used in Westinghadss Designed Plants." 

Bve list encl. ' ... 

JORDAN, E L Division of Engineering fc Quality Assurance 02/04/09 
63pp 12070 342 a4X Fiche' 50-000, 02/04/09, 8202040142, 


— B2040S0294 Monthly operating rept for Jan 1982 

MIOMTiA Indiana k Michigan Electric Co, 82/01/31 Spp 
12931 321, 24X Flche 50-319,02/02/12.0204090207 


8204190309 Faruiard* monthly operating rept for Fab 1902 

SMITH, W. 0 Indiana k Michigan Electric Co 82/03/09 Office of 
Management and Program Analysis Ip, 12602 060, 84X 

Flche; 50-319, 82/03/09, 8204(90309, 


—0204190312 Monthly operating rept for Fob 1982, 

GILLETTiW.T, Indiana k Michigan Electric Co 82/03/02, hpp. 
12682 061 24X Flche ! 90-318, 02/03/09, 02041 90305, 
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S204&203B7 Foruards "Radlalogical Envlrpn Monitoring Annual Rapt i^Sl " 
SMITHiH 9 Indiana tc Michigan E lac trie Co 83/03/S3 KEPPLER>>f 0 

Ragton 3, Off lea of Olractor Ip 12494 203 S4X 

Fieha: 80-318, ez/03/23< 6204020387 


— 9204020390 "Radiological Environ Monitoriing Annual Rapt 1961 " 
KOHL.1K A . UlUrC K Indiana Ic Michigan Electric Co 81/12/31 
2>0pp. 12494 203 24X FlCha 80-319.82/03/83,8204020387 


B204130271 Advlaaa tliat I9B1 annual anviron operating rapt farthcoming 
under aaparata covtr. 

HSRINO.R F Indiana ft Michigan Electric Cn 82/04/07. DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 12732 131 24X 

Flche- 90-319. 82/04/07, 8204130271 


2 Reportable occurrancei, LERe ft related cor raipondence 


8204020449 Foruards LER* fla-011/03L-0. e2-0ia/O3L-0 ft Ba-013/03L-0 
SMITH. W Q. Indiana ft Michigan Electric Co 82/03/84. KEPPUEFi, J 6 
Region 3. Office of Director Ip 12901 093 24X 
Fieha 30-315.82/03/24,8204020449 


DOCKET 30-31 ft DONALD C COOK NUCLEAR POWER PLANT, UNIT 2 


F Security, medical, emergency ft fire protection plana 


8804060189 Releases public version of procedure temporary sheet for 
emergency plan procedure 

FELTON, J H Division of Rules and Records 82/03/18 Document 
Management Branch. Ip 12618 30ft 84X Fiche 90-313,82/03/19, 
82O40S0169 


— 82040-30193 Foruards public version of Procedure Temporary Sheet S For 
Emergency Plan Procedure PMP 20S0 App A, "Telephone Numbers 
for Key Pla-nt Personnel " Receipt form end 

• Indiana t. Michigan Electric Co 82/03/11 NRC - No Detailed 
Affiliation Qiven Ip 12616 307 24X Fiche 90-319.82/03/18, 

6204060139 


— 82040a019ft Public version of Procodured Temporary Sheet 2 for Emergeiity 
Plan Procedure PMP 2060 App A, "Telephone Numbers for Key 
Plant Personnel " 

WEST, R A , BLVTH.R Indiana ft Michigan Electric Co 68/03/11 
2pp 12618 308 24X Fiche 90-319,82/03/18,8204080189 


—820 4 020497 LER 82-01 1/03L-0. on 820223, during surve 111 ante par Tech Spec 
4 6 2 8 SB, three eelli of N train battery Pound to have 
electrot-ytc gravity less than 1 20-0 min limit. Caused by lou 
readings ft loss of acid Acid added ft battery tested 
MIZNER.D 6 Indiana ft Hlehlgan El sc trie Co 82/03/24 Region 
3, Office of Director Ip 12901 054 24X Fiche- 90-319, BS/03/24. 

6204020449 


-3204020466 LER B3-012/03L-0 on 820303, turb 1 no driven auxiliary 
feeduater pump trlp/throttle valve tripped shut uhen 
manually started No problems found Surveillance test 
complsted Pump returned to sve No further action planned 
RUNSER.H F Indiana ft Michigan Electric Co. bs/ 03/24 Region 
3, Office of Director Ip. 12S01 099 24X Fiche- 90-319, 82/03/24, 

6204020449 


“8204020497 LER 82-0i3/03L-0 on 820302, contr ol switch for containment 
pressure equalisation fan in stop ft baetdraft dampar for 
opposite fan uis opan Cauee could not be detarmlnad. Startup 
procedures revised. 

KRAUSE. D F Indiana ft Michigan Electric Co. 82/03/24 Region 
3, Office of Director 2pp. 12S01 05ft 84X Fiche- 90-319, 
82/03/24, 8204020449. 


B204090226 Releases public version of reissued page to emergency plan 
plant manager procedure indei 

FELTON,/ M Division Of Rules and Records 8S/03/19 Document 
Management Branch Ip 12633 351 24X Fiche 50-315,82/03/19, 

6204090226 


— 6204090231 Forwards public version of reissued Page 9 to emergency 
plan plant manager procedure index 

• Indiana ft Michigan Electric Co 62/03/12 NRC - No Distalled 
Affiliation Given tp 12633 352 24X Fiche 90-31 9, es/03/19, 

6204090226 


--B204090234 Public version of reissued Page 9 to emergency plan plant 
manager procedure index 

• Indiana ft Michigan Electric Co 82/03/12 Ip 12633 353 24X 

Fiche 90-319,02/03/19,8204090226 


8204140126 Advl see that Unofficial Advanced draft of controller/ 
observer manual for 820330 emergency response exercise uas 
delivered to NRC on 820324 per util 820204 commitment 
SMITH, M 0 Indiana ft Michigan Electric Co 62/03/24 HEPPLCR, J 0 

Region 3, Office of Director Ip 12666 089 24X 

Fiche 30-3 1 9. 02/03 /a4 , S204 1 40 1 26 


'204120239 Forwards LERs 8a-014/03L-0 ft 82-01 3/03L-0 
SMITH, H 0 Indiana ft Hlehlgan Elactric Co 82/04/02 HEfPLER.^f B 
Region 3, Office of Director. tp 12637 Sf4 24X 
Fiche 90-315. 62/04/O2.B2O4tSOS39 


8204120243 LER B2-014/03L-0 on 820305, duri ng reactor trip coincident 
u/lcw TAVO, feeduiater isolatlan valve FHO-203 failed to 
close Caused by buildup of corrosion products within 
Lifflltorgue actuator connection box Contacts cleaned 
UlZNERiD 0 Indiana ft Michigan Electric Co. 82/04/02 Reg inn 
3, Office of Director ip 12637 218 24X Fiche. 80-319, 82/04/02, 

820412023? 


’04130249 LER 8S-019/03L-0: on 820309, during power incr ease, t urh me 
would net accept addi load at 46X Turbine runbaefc occurred 
Caused by problems in Initial pressura limiter circuits 
Circuitry removed from control sys b 

KRAUSE, D F Indiana ft Hichlian Electric Co. 82/04/02 Region 
a. Office of Director app. 13637 216. 34X Fiche: 50-319, 

S2/04/02, 6204130239. 


1330228 Foruards LER 82-Q16/03L-0 

lITKiH, 0 Indiana ft Mlchiga-n Electric Co 83/04/13. KEPPLER, J 0 

i}lon 3, Office of Director Ip 13809 318. 24x 
Che -90-31 9, 82/04/13,8204320338 


’^4220380 LER 83— 016/O3L— 0 on 830323, dur In g normal Op eratlon, control 
room air handling unit, l-HV-ACRA-t, failed to operate Caused 
by broken fan belt. Nets baits Inetalled ft Inspected. 

PIBHL.H H Indiana ft Michigan Electric Co 83/04/13 Region 3, 
Office of Director. ip. 18808*319 84X Flcho 90-319.83/04/13, 

8304330338 


14320393 Forwards LER 83-017/03L-0. 
iMlTH, U.O Indiana ft Michigan Elactric Co 82/04/16. 
eg ion 3, Office of Director. Ip. 18806.387. 24X 

ichf 80-319, 82/04/16,8304830393 


KEPPLER, J 0, 


1804330403 LER 82-017/03U-0: on 8S03S0, during normol op eratlon, number 
8/0 stop valve dump vat vee,MRV-a41 ft MRV-843 removed Prom 
SVC to repair laat leakage etam disc, seat ring ft gaslata 
replaced In each Fisher Rtyle 697 EA8 valve. 

PIEHL, R H Indiana ft Michigan Electric Co 83/04/16, Region 3, 

***'"’'• *''• 84X Fiche 90-3I8, 83/04/16, 

8304 330 393 . 


B20413001? Re-leases public version at procedure temporary sheets to 
emergency plan procedures 

FELTON, J M Division Of Rules and Records 83/03/31 Document 
Management Branch Ip 12661 393 24X Fiche 90-319,82/03/31, 

8204130019 


—8204130021 Foruards public version of procedure temporary sheet tn 
Emergency Plan Procedures PMP 2080 EPP 001 re emergency 
plan activation ft condition class! Flcation ft PMP 2080 Epp 
006 re initial doso assessments (gaseous) 

a Indiana ft Michigan Electric Co 82/03/19. NRC - No Detailed 
Affiliation Given Ip 12661 394 24X Fiche 90-319,82/03/31, 

8204130019 


— 8204130033 Public varslon of procedure temporary sheets to Emergency 
Plan Procedures PMP S080 EPP 001 re emergency plan 
activation ft conditlnn classification ft PMP 2060 EPP 006 re 
Initial dose assessments (gaseous) Revised index end 
« Indiana ft Michigan Electric Co 63/03/19 6pp 13661 359 
24X Fiche 80-319.82/03/31,8204130019 


6204140618 Releases public version of revision to plant manager 
procedure for emergency plan 

FELTON, J It Division of Rules and Records 02/04/06 Docutnent 
Management Branch Ip 13609 096 S4X Fiche 50-319,82/04/06, 
0304140618 


-“8304140624 Foruards public version of Revision 1 to Plant Manager 
Procedure Emergency Plan Procedure App A, "Telephone 
Numbers for Key Plant Parsonnel " 

CATANIA, D E Indiana ft Michigan Elactric Co. 82/03/29. NRC - 
No Detailed Affiliation Oiven Spp 13683 089 84X 

Plcht 90-319,82/04/06,6304140616 


— 8204140639 Public version of Revision 1 to Plant Manager Procedure 
Emergency Plan Procedura App A. "Telephone Numbers for Key 
Plant Personnal " 

e Indiana ft Michigan Electric Co 83/03/29. 9pp 12689:087, 
24X Fiche: 90-319, 83/04/06, 8304140616. 



DOCKETED ITEMS 


181 


B304 1 50106 Re 1 public version of procedure teoiporarit sheets to 

emergency plan procoduros 

FELTON. J n Olvlaion of Rules and Records 82/04/06 Docuosent 
Manaaement Branch Ip 12707 242 24X Fiche 50-315.62/04/06. 

0204150106 


—6304150120 Foriuards public version of procedure beatporary sheets to 
Emergency Plan Procedures PMP SOSO EPP 001 re eaisrsency 
plan activation ti condition classification (t PMP 20S0 
EPP 020 re techlncal support ctr 

e Indiana 6 Mlchlpan Electric Co 82/03/25 NRC - No potslled 
Affiliation Oiven Ip 12707 243 24X Flclie 50-315.82/04/06, 

82041 50106 


— 8204150129 Public version of procedure temporary sheets to Emergancy 
Plan Procedures PMP 2080 EPP 001 re emergency plan 
activation (< condition classification It PMP 2080 EPP 020 
re operation of technical support ctr 

UEST. R A I JERZ. C J Indiana & Michigan Electric Co 62/03/25. 
5pp 12707 244 24X Fiche 50-315,82/04/06.8204150106 


82041302B5 Provides status re Implementation of control room fire 
detection sys Insta I lat i on of addi fire detectors delayed 
due to repeated testing failures Lltilliation of in-eabinst 
detection sys under revleu 

HERIMO, R F Indiana t< Michigan Electric Co 82/04/07 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 3pp 12653 S3? 

24X Fiche 50-315,82/04/07.0204130285 


8204260030 Ack receipt of 811130 Itr transmitting revised pages to 
security training << qualification plan Revisions u/tuo 
exceptions acceptable Response to end concerns to be 
submitted u/lthln 30 days of receipt of Itr 

VARQA. S A Operating Reactors Branch I 82/04/12 DOLAN, 3 
Indiana ii Michigan Electric Co 3pp 12847 318 24X 

Fiche 50-315. 82/04/12. 8204260030 


8204270086 Releases public version of procedure temporary sheet to 
revised emergency plan procedure 

FELTON. O H Division of Rules and Records 62/04/15 Oocunent 
Management Branch Ip 12873 086 24X Fiche 50-315,02/04/15, 

8204270086 


—8204270090 Forwards public version of Procedure Temporary Shdot S to 
Revision I of Emergency Plan Procedure PMP 2080 EPP 001, 

“Emergency Plan Activation b Condition Classification " 
e Indiana & Michigan Electric Co 82/04/08 NRC - Nb Dotailed 
Affiliation OlVen Ip 18873 007 24X Fiche 50-315,02/04/15, 

8304870086 


.—8304270093 Public version of Procedure Temporary 8heet S to Revision 1 
of Emergency Plan Procedure PMP 2080 EPP 001, “Emergency 
Plan Activation t< Condition Classification " Revised plant 
manager procedure Index end 

« Indiana << Michigan Electric Co 82/04/0B 3pp 13873 068 
24X FJchfi 50-315,83/04/15,8204270006 


8204270187 Advises that State of MI should request to speak to shift 
supervisor re emergency plan clarifications Accident info 
reporting data sheet and 

SMITH. W O Indiana (( Michigan Electric Co 62/04/15 DRUCHMAN.G N 
Michigan. State of 3pp 12053 076 24X Fiche 50-315,82/04/15, 

0204270187 


8204260273 Requests submittal of physical security plan pagis 
appropriately ravitad based on end comments re key (< lock 
control program, per 810914-18 Insp Response requested 
ulthln 30 days Comments withheld <ref 10CPR73 21). 

UAROA, S A Operating Raactors Branch 1 82/04/22 DOLAN, >1 

Indiana St Michigan Electric Co 2pp 12B41.156. 24X 

Fiche 50-315.82/04/22,8204260275 


P Operating license stage documants tc correspondence 


8204140631 “Tech Specs for Redundant Decay Heat Removal Capability, 
Donald C Cook Nuclear Plant, Units 1 St 2, " technical 
•valuation rept 

STEVBRBQN, JA EOSiO, Inc FIN A-6429 8204140631 02/02/28 

OONOHEW, J N Division of Licensing ISpp 12686 101 24X 

Flcha 50-315,82/02/20,8304140631 


a2<142206l>3 Foruerds Amends S3 St 39 to Licenses DPR-3B St DPR-74, 
r esppc 1 1 ve I y, saf sty avaluation h notlea of issuanea St 
availability Amends Incorporate std radiological safety Taeh 
Space 

OROTENHUrSiM Operating Reactors Branch 1 02/03/11. DOLAN, J. 

Indiana i< Michigan Electric Co 2pp, 12032 160 84X 

Ficii* S0-3IS, 62/03/11, 8204320602 


—8204230606 Amends S3 St 39 to Licenses OPR— 56 S DPR 74, respect ively, 
Incorporating std radiological safety Tech Spec* it 
recognlilng Installation of equipment for generation St 
surveillance of leu temp pressurlxer protection sys 
VARDA, S A Operating Reactors Branch 1 82/03/11 77pp 

12832 162 24 X Fiche 50-315.63/03/11.8204220602 


— 6204230612 Befety evaluation supporting Amends 53 t< 39 to Llcensos 
DPR-SB St DPR-74, respect ivelg 

• Office of Nuclear Reactor Regulation, Dlractar 82/03/11 
llpp 12833 239 24X Fiche 50-315.82/03/11.8304320603 


— 8204220619 Notice of issuance h availability of Amends 53 4 39 to 
Licenses DPR-58 6 DPR-74, rasp ectl ve ly 

VARDA, S A Operating Reactors Branch 1 82/03/11 3pp 

13032 250 24X Flch* 50-315.83/03/11,8304330602 


8304020058 Foruarifs request for addl info re THI Action Items II F 14, 
II F 1 5 t< It F 1 6 ra ays monitoring Response ulthln 30 
days required 

VARGA, 8 A Operating Reactors Branch 1 82/03/16 DOLAN, V 

Indiana «< Michigan Electric Co 9pp 13512 32B 34X 

Fiche- 50-315, 02/03/16, S2040200S8 


8304090071 Confirms 820315 talc on Written clarification of 
applicability of Alden test results to facility containment 
sumps required to support safety evaluation preparation 
VAROA, 8A Operating Reaetprs Branch 1 03/03/17 DOLAN, d 

Indiana 6 Michigan Electric Co Spp 1263 3 306 34X 

Fiche 50-SI5.8S/03/17. 020 4 09007 1 


0203190001 Oaneric Ltr 83-05 to all licensees of operating power 
reactors re post-TMI requirements 

BIBENHOT. D 0 Division of Licensing 82/03/19 HAUSPUflO, A 
Consolidated Edison Co of New Vork 7pp 12513 126 24X 

Flcha- 50-000, 82/03 / 1 9, 8 203 1 9000 1 


8204230136 Notifies that incorrect amend number was transmitted in 
620304 ltr Correct amend numbar should be 38 

OROTENHUIStM Operating Roactors Branch 1 83/03/24 DDLAN, J 

Indiana t< Michigan Electric Co 2pp 12834 277 24X 

Flcho 50-316,82/03/ 24, 8804230 136 


8204060050 Application to amend Licenses DPR-SB 6 DPR-74i changing Tech 
Specs to incorporate editorial It organliational changes 
HUNTER, R a Indiana l< Michigan Electric Co 82/03/29 DENTON, H R 
Offica of Nuclear Raactor Regulation, Director 6pp 12S5S 342 
24X Fiche 50-315,02/03/29,0204060050 


—8204060058 Tech Specs Table 3 3-1 re condition setpoint ti Tech Specs 
Table 6 3-6 0 2, facility staff qual 1 f Icat Ions, adml nlstretivo 
controls N safsty limit violations 

• Indiana (< Michigan Electric Co 82/03/29 12pp 12955 340 
24X Fiche 50-315,83/03/29,8204060050 


8204270007 Faruards raquast for addl info re seismic qualif Ication of 
auxiliary feediuatar sys, needed to complete ravlew of util 
response to Ocnerlc Ltr 01—14 

VARDA, 8 A Operating Raactors Branch 1 82/04/05 DOLAN, J 

Indiana «< Michigan Elactric Co. Spp I3B74 024. 24X 

Fiche 90-315,82/04/05,8204270007 


8204130294 Advises of delay until 820319 In submittal of updated 
responsa to safety evaluation re environ qualification of 
safety-related olectrlcat equipment Updated version ulll 
supersede all previous submittals 

JUR0EN9EN, R N American Elactric Power Bervlcs Corp. 82/04/06 
DENTON, H R Office of Nuclear Reactor Regulatlan, Director 2pp 
12657:327 24X Fiche 90-313,82/04/06,8204130294 


8204130140 Responds to NRC 820219 ltr re environ qualification of 
safety-related equipment Table re stetus of compliance u/ 
NUREO-0737 Iteme end 

HERINO.R F Indiana ((Michigan Electric Co 82/04/07 VAROA, 0 A 
Operating Reactors Branch 1 Spp. 126SS 220 24X 

Fiche- 50-315, 82/04/07.8204130*40 


8204130278 Rasp ends to NRC B 10921 ltr re requirements of NUREO-0737, 
Item II, D 1, "PWR Rillsf & Safety Valve Test Program " 

Conditions testid envelop range of expected operating t< 
eccident conditions for facilities. 

HERINO.R F Indiana << Michigan Elactric Co, 82/04/07. DENTON, H B 
Office of Nuclear Reactor Regulation, Director. 3pp 1 2655. 342. 

24X Fiche. 50-315, 82/04/07, S2O4130278 


8204140366 Application for amenif to Licenses DPR-58 (< DPR-74 consisting 
of changes to ECCfi analysis S, power distribution limit 
Tech Epees 

HERINO, R F Indiana 6 Michigan Electric Co 82/04/07 DENTON, H. R. 
Office Bf Nuclear Reactor Regulation, DlroctO'r. 6pp, 12663,341 
84X F 1 c h e ■ 50-3 1 5, 82/04/07 , 6204 1 40366 
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— 02041*10369 Propos6.(J Tech Spec chanjps to ECC8 analysis b pouiBI* 
d (stT i button limits 

* Indiana U Hlchigan Clsctrlc Co BS/'04/07 Spp 12663 347 
a4X Fichs 50-313,83/04/07.0204140366 


8204230144 Informs tJiat ravleiu of util 810914 respoinse to Generic 
Ltr 81-01 completed Commitment* to requirements of R »9 
Guides 1 SB t< 1 146. accop tabl e 

VAftGA.S A Operating Reactor* Branch 1 82/04/09 ODLAM. J 

Indiana 6 Michigan Electric Co 2pP 12834 27S 24X 

Ftche 30-315.82/04/09.8204230144 


8204160153 Generic Utr 92-08 to all PHR plant licensees b applicant* rc 
transmittal of NUHeO-0909 relative to Oinna tube rupture 
u/p end HUREO Llot of NRC recipients end 

EISEhIHUr.DO Division of LlcensinS B2/04/15 HAUSPURG, A 
Consolidated Edison Co of New Vork ABWELL. D L Louisiana Pouiei b 
Light Co DUNN. C N Duquesne Light Co 7pp 12797 203 24X 

Flche 50-000.62/04/15.8204160155 


8204310295 Oenerlc Ltr 82-09 to all power reactor 1 icensees. app 1 i cants 
for OL.NSSS vendors b reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qualification requiromonte end 
EISENHUT.O Q Division of Licensing 82/04/20 HAUSPURO. A 
Consolidated Edison Co of New Tori VAO.E Public Service Co of 
New Me* ice LEE, O Public Service Co of Colorado IBpp 
12862 337 24X Flche 50-000,82/04/20.8204210295 


Q Inspection reports. IE Bulletins & correspondence 


8202040113 IE Info Notice 82-08. "Check Valve Failures on Diesel 
Senerator Engine Cooling 8ys “ W/svc list 
• Director's Office, Office of Inspection and Enfarccnicnt 
82/03/26 4pp 12B62 359 24 X Fich e 50-000, 82/03/26. 8202040113 


6204160330 Forwards IE Insp Repts 50-315/82-04 b 50-316/82-04 on 
820201-0313 & notice of violation 

SPESSARDjR L Division of Project b Resident Programs. 02/04/01 
DOLAN. J E American Electric Pouter Service Carp DOLAN, J E 
Indiana 6 Michigan Electric Co 7pp 12706 290 24X 

Flche 50-315.82/04/01.8204160330 


— 8204160332 Notice of violation from Insp on 820201-0313 

8PES9AR3>,R L Division of Project b Resident Programs 82/04/01 
Spp 12706 292 24X Flche 50-315.63/04/01.8204160330 


—8204160334 IE Insp Repts 50-315/62-04 b 50-316/82-04 on 020201-0313 
Noncomp 1 lance noted failure to comply ui/teit proceduree 
during hydrostatic testing to assure proper document control 
b maintain adequate control, documentation b evaluation 
SNANSON.E R . DUBRV.N E . HAYEB, 0 U. Division of Project b 
Resident Programs 82/03/31 13pp 12706 295 24X 

Flche 50-315.62/04/01,8204160338 


B20420G308 Requests addl Info re proposed Insirvice Insp progran for 
non-destructl va eiam of welds Response eipected within 30 
days, 

VAROA, S A Operating Reactors Branch 1 83/04/09 DOLAN, J 

Indiana & Michigan Electric Co 6pp 12787:158 24X 

Fiche, 30-319, 82/04/05. 8204200508 


6302040142 IE Info Notice 82-11, "Potential Inaccuracies In Uids Range 
Pressure Instruments Used in We st inghouse Designed Plants " 

Svc list snd 

JORDAN, E L Division of Engineering b Quality Assurance 82/04/09. 
63pp 12878 342 24X Flche- 50-000. 82/04/09.8202040142 


6204280628 Requests unescorted access at facility fop RL Cl llmberg, new 
NRC pToject manager for facility 

VAROA, 8 A Operating Reactors Branch 1 82/04/12 DOLAN, J 

Indiana b Michigan Electric Co Ip 12878 169 24X 

Flche; 50-315. 82/04/12. 8204280628 


8204270014 Forwards IE Insp Repts 50-315/83-06 b 50-316/82-06 on 
820316 No non comp I lance noted 

KEPPLEfl.J O Regions, Office of Director, 82/04/13 DOLAN, J. E 
Aaierlcan Electric Power Service Corp. DOLAN, J E, Indiana b Michlgnri 
Electric Co 2 pp. 1 2852 276 24X Flche: 50-315, 82/04/13,6204270014 


—8204270016 IE Insp Repts 50-315/82-06 b 90-316/82-06 on 620316. No 
noncomp 1 lance noted. Major areas inspected: licensee 
corrective measures to upgrade plant operation 
8 PE 88 ARD 1 R L , SWANSON, E, R Division of Project b Resident 
Programs 82/04/09 4jip 12852.278 84X Fiche 50-315,82/04/13. 

8204270014 


8202040143 IE Info Notice 82-12, "Burve 1 1 lane e of Hydraulic Snubbers," 
W/encl SVC list 

JORDAN. £ L Divlsioii of Engineering b duality Assurance, 62/04/21. 
64pp. 12073 001 . 24X Flche: 90-000. 82/04/21,0202040143. 


8204260275 Requests submittal of physical security plan pages 
appropriately revised, based on end comments re key b lock 
control program, per 010914—10 insp Response requested 
within 30 days Comments withheld (ref 10CFR73 21) 

VAROA.e A Operating Reactors Branch 1 82/04/22 DOLAN. J 

Indiana b Michigan Electric Co 2pp 12841 156 24X 

Fiche 50-315.82/04/22.8204260273 


8204300426 Forwards response to Franklin Research Ctr 830115 request 
for addl info r« IE Oulletin 80-04, "Main Steam Line Break 
ui/Contlnued Feedwater Addition " Response also contains 
revisions per 820302 b 03 telcons 

HUNTER. R S Indiana b Michigan Electric Co 82/04/26 DENTON, HR 
□fflce of Nuclear Reactor Regulation. Director 4pp 12606 110 
24X Fiche 50-315,82/04/26,0204300426 


R Periodic operating reports b related correspondence 


8204070515 Forward* monthly operating rept for Feb 1980 

SMALLER. D V Indiana b Michigan Electric Co 80/03/06 Offlti. el 

Management and program Analysis Ip 125/7 128 24X 

Flche 30-316,90/03/06,8204070515 


— B20407051B Monthly operating rspt for Feb 1900 

OILLETT. W T Indiana b Michigan Electric Co 80/03/05 lOpp 
12577 129 24X Fiche 50-316, 80/03/06, 820407051 5 


8204050072 Forwards monthly operating rept for Jan 1902 

SMITH. U O I ndlana & Michigan Electric Co SMITH. U 0 Amerltoii 
Electric Power Co , Inc 82/03/12 Office of Management and 
Program Analysis Ip I2S1G 284 34X Ftche 30-316,82/02/12. 

8204050072 


— 8204050079 Monthly operating rept for Jan 1983 

HIGHT.A Indiana b Michigan Electric Co 02/01/31 9pp 
12518 285 24X Fiche 50-316.82/02/13,8204050072 


8204150293 Forwards monthly operating rept for Feb 1982 

SM1TH,W 0 Indiana & Michigan Electric Co 02/03/09 Office of 
M'anagement and program Analysis Ip 12661 361 24X 

Flche 90-316.82/03/09.8204150293 


— 8S04150297 Monthly operating rept for Feb 1983 

OILLETT. W T Indiana b Michigan Electric Cd 82/03/02 6pp 
12682 001 24X Flche 90-316,82/03/09.8204150293 


8204020387 Forwards "Radiological Environ Monitoring Annual Rept 1901 * 
SMITH.W O Indiana b Michigan Electric Co 02/03/23 KEPPLCH.JC 
Region 3, Office of Director Ip 12494 202 24X 

Fiche 50-315, 82/03/23, 8204020307 


— 8204030390 "Rad 1 Plog i cal Environ Monitoring Annual Rept 1981 “ 

KOHL.K A . LIU.C K Indiana b Michigan Electric Co Bl/12/31 
60pp 12494 203 24X Fiche 30-315,82/03/23,8204020387 

620413037] Advises that 1981 annual environ operating rept farthconing 
under separata cover 

merino, R F Indiana b Michigan Electric Co 82/04/07 DENTON. H It 
Office of Nuclear Reactor Regulation, Director Ip 12732.121 24X 

Flche’ 90-315. 82/04/07, 0204130271 


B Reportable occurrences. LERs b related correspondence 


8204020374 Forward* LER B2-O17/031— 0 

SMITH.W, 0 Indiana b Michigan Electric Co 62/03/24 REPPLEH.JC 
Region 3. Office of Dlrecfcor Ip 12494 281 24X 

Fiche 50-316.82/03/24,8204020374 


— 0204020378 LER a2-ai7/03L-0 on 820223, during rollup of main turbine in 
preparation for placing unit In svc, pressuriier pressure 
decreased below Tech Spec limit Caused by unexpected 
decrease in condenser vacuum 

CHADHELL.H M Indiana b Michigan Electric Co 02/03/24 Region 
3. Office of Director 2pp 12494 202 24X Flche 50—316. 

82/03/24, 8204020374 


8204020564 Forward* UER S2-Oie/03L-0 

SMITH, M O Indiana & Michigan Electric Co 82/03/26 REPPLER.J.O 
Region 3. Office of Director Ip 12499 3 50 24X 

Fiche • 50-316. 02/03/26, 8204020564 


— 8204020568 LER a8-018/O3L-0 on 020311 , following shutdown, RC8 dose 
equivalent 1-131 cone on trat Ion exceeded steady state 
Tech Spec limit until 820312, No cause given Iodine behavior 
under transient conditions consistent u/WCAP-S637 
PALMER, R A Indiana b Michigan Electric Co 82/03/26 Region 
3i Office of Director Spp 12499 359 24X Flche 50-316. 

82/03/26, 8204030964. 
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S2O4160A3I RO confirming 820406 telcon rept of tlmi log b«tu«tn 820311 
istuanco & 020327 racelpt of T»ch Spec Amend 39i reeoJtlng 
In incompetent performance of eurvelllance Paragraph* 
41S32&4532 Next rept due bg 820420 

SNITH.W 0 Indiana b Michigan Electric Co 02/04/07 (lEPPLER/ J 0 
Region 3i Office of Director Ip 12699 300 84X 

Fich* 30-316.82/04/07,8204160631 


9204160540 Foriuarde LER B2-019/03L-0 

SMITH, W 0 Indiana & Michigan Electric Co 82/04/00 KEPPLER, J, 0 
Region 3. Office of Director Ip 12701 105 24X 

Flihf 50-316,02/04/00,8204160540 


--0204160546 LER 62-019/03L-0 on 82031 1 , fol 1 ou/ing eh u tdoun, conta i nment 
air particulate b gateous radiation monitoring ige R-lt b 
R-J2 sample pump tripped on low flou Cauee undetermined 
Flou adjusted to correct level of 10 SCFM 

PALMER, R A Indiana b Michigan Electric Co 02/04/08 Region 
3, Office of Director Ip 12701 106 24X Fiche 30-316,02/04/00, 

9204160340 


8204200037 Forwards LER 92-01 7/04T-0 

SMITH, W 0 Indiana b Michigan Electric Co 82/04/12 KEPPLER, 0 0 

Region 3, Office of Director Ip. 12742 332 24X 

Fiche 30-316,82/04/12,8204200039 


-—0204200030 LFR 82-019/04T-0 on 920401 , unp lanned gat release detected 
bg elevated t/nlt 2 vent stack gaseous monitor reading 
Event continued for several dags Total of 119 Cl Xe-133 
released Caused bg seal leak on centrifugal pump. 

PALMER, R A Indiana b Michigan Electric Co 82/04/12 Region 
3. Office of Director 3pp 12742 333 24X Fiche 30-316, 

82/04/12, 8204200039 


8204220332 Forwardi LER 82-021/03C-0 

SMITH, H 0 Indiana b Michigan Electric Co 82/04/13 KEPPLER, J 0 

Region 3, Office of Director Ip 12805 020 24X 

Fiche 30-316.92/04/13,0204220332 


—8204220357 LER 02-021 /03L-0 on 820319, while In mode 5. survell lance 
testing of ESF ventilation igt filter train <HV-AES-2) 
revealed one HEPA filter did not meet air flou distribution 
criteria New filters installed 

PALMER, R A Indiana b Michigan Electric Co 82/04/13 Region 
3i afflce of Director Ip 12005.029 24X Fiche 30-316,82/04/13, 

8204220332 


8204220313 Forwards updated LER 82-02D/04T-0 

SMITH, M 0 Indiana b Michigan Electric Co 82/04/13 KEPPLER, J 0 
Region 3, Office of Director Ip 12808 096 24X 

Fiche 30-316, 82/04/13. 8204220513. 


— 8204220517 Updated LER 82-020/047-0 on 820401, unplanned gas release 
detected bg elevated vent stack gaseous monitor (R-26> 
reading Caused bg small leak from seal on east centrifugal 
Charging pump Coolant filter changed 

PALMER, R A Indiana b Michigan Electric Co 82/04/13 Region 
3. Office of Director 3pp 1280B 097 24X Fi chf 80-316, 

82/04/13. 0204220513 


9204270215 Forwards LER 82-022/01 T-0 

SMITH. M 0 Indiana b Michigan Electric Co. 82/04/20 KEPPLER, J.O 
Region 3. Office Of Director tp 12892'96a 24X 

Fiche 50-316. 82/04/20, 820427021 3 


— 6204270223 LER 82-022/01T-0; on 62031 1 , discovered nonconformances to 
Amend 39 to Tech Specs due to receipt on 820327 
w/re troec t t VB effective date of 820311 Operations standing 
order issued until procedures reflect amended Tech Bpeci. 

■TAKER, K R, Indiana b Michigan Electric Co 82/04/20 Region 2, 
Office of Director 2p 12852.361. 24X Fiche 50-316,82/04/20, 

0204270213 


0204270433 Forward* LER 02-O23/O3L~O 
SMITH. W 0 Indiana b Michigan Electric Co. 02/04/21. KEPPLER, J.O 

Region 3, Office of Director Ip 12834:285, 24X 
Fiche' 50-316, 82/04/21, 8204270433. 


-8204270437 LER B2-023/03L-0: on 820323, during containment sprag noitlr 
air flow surveillance test three sprpg notilt* found 
obstructed Caused bg duct tape over tuo,w/third covered by 
rubier glove held u/tapa Obstructions removed. 

palmer, R. A Indiana b Michigan Electric Co, 82/04/21 Region 
3, Office of Director 2pp 12834.286. 24X Fiche: 30-316, 

82/04/21, 8204270433, 


8204300259 Forwards LER* 82-024 /03L-0 b 02-02 9/03L-0. 

BMITHrM. a Indiana b Michigan Electric Co. 82/04/23- KEPPLER, J 0. 
Raglan 3i Office of Director, Ip,, 12891:338. 24X 

Fiche. 30-316, 82/04/23, 8204300239. 


—8204300262 LER B2-024/03L'0 on 820323, rol 1 -U p fire door 344 would Hot 
Close upon automatie closure activation Caused bg discharge 
spring torqulng mechanism being assembled u/oyerslied 
trave ling link Spiral b trave ling link replaced. 

PIEHL,R H Indiana b Michigan Electric Co 82/04/23. Region 3, 
Office of Director 2p p 12071' 33? 24X Fiche 30-316,02/04/23, 

B 2043 00239 


— 8204300260 LER B2'025/03L~0 on 820326, min average ice weight of sample 
baskets from radial rows 6 b 9 group 2 found to be less than 
1,220 lb/ba*ket at 95X level of confidence Caused bg 
migration of ice mas* awag from crane wall lee mass added 
PALMER, R A Indiana b Michigan Electric Co 82/04/23 Region 
3, Office of Director 2pp 12891 341 24X Fiche 90-316, 

82/04/23,82 04300239 


DOCKET 50-317 CALVERT CLIFFS WJCLEAR POWER PLANT, UNIT 1 


F Security, medical, emargencg b fire protection plans 


8202240131 Forwards security-related Info Info withheld 
iref 10CFR2 7?0» 

BOWKAKER.NJ Baltimore Oas b Electric Co 62/02/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director tp. 12029:117 24X 

Fiche 50-317,82/02/16,0202240131 


8202240172 Forwards security related Info Withheld (ref 10CFR2 790). 
DOWMAKER.hlJ Baltimore Oas b Electric Co. 82/02/16. DENTON, H R. 
Office of Nuc 1 ear Reactor Regulation, Dlrec tor 2pp 12029. 068 
24X Fiche 30-317,02/02/16, 8202240172 


9204 070410 Forwards three revised pegs* to securitg plan Pages withheld 
(ref iOCFR73 21 ) 

SHIAZDOWEKl.E Baltimore Oas b Electric Co 82/03/25. DENTON. H. R 
Office of Nuclear Reactor Regulation, Director Ip 12966-002 24X 

Fiche 50-317,82/03/23,8204070410 


8204090132 Requests copies of I leans ee/app 1 ican t reitueitt for 
oitenslon or exemption re implementation of 10CPR73 21. 

Only Hsddam Neck b Millstone have submitted fees b fee 
forms 

TREMPERiL License Foe Management Branch. 82/04/08 Office op 
Nuclear Reactor Regulation, Director. tp. 12633 260 24X 

Fiche 30-000. S2/04/03, 8204090192. 


8204140501 Responds to 820310 Itr transmitting Change to security plan 
Change consistent w/provtsions of 10CFR50. 94{p} Appropriate 
plan page revision* incorporating change reguested within 
30 day* 

CLARK, R A. Operating Reactor* Branch 3 82/04/06 BOWMAKER.N J 

Baltimore Oas b Electric Co 2pp 12673:086 24X 

Fiche; 30-317, 82/04/06, 8204140901 


8204150261 Confirm* detail* of acceptability of using water curtains or 
dedicated sprinklers at designated doorways in lieu of ltd 
fir* doore, per BWRI rept, ’'Fire Evaluation of Doors b Water 
Curtain " supporting hydraulic calculations end 
LVNDVALL.A E Baltimore Oas b Electric Co 92/04/06 CLARK, R A. 
Operating Reactors Branch 3 19pp 12683 026 24X 

Fiche 50-317,82/04/06,8204150261 


6204290259 Forwards observation* b recommendation* re 811117 
radiological emargency preparednoi* Rserclse 
KRIMH, R Id, Ftdaral Emargencg Managamant Agency 82/04/16. 
ORIMES.B Otvlsion of Emergency Freparednees 17pp 12884.022 
24X Fiche 30-317,92/04/16, 9204290289 


8204290270 Forward* Attachment A to Part 3-2 of std operating 
procedure "Emergency Public Info, Imp lament Ing b Std 
Operating Procedure* for Fired Nuclear Faci 1 i tie*. “ 

« Maryland, State of 92/04/21 NRC - No Detailed Affiliation 
eivtn Ip. 12981 '323. 24 X Fiche 30-000,82/04/21,6204290270. 


— 9204290292 Attachment A to Part 3-2 of std operating procedure 
"Emergency Public Info, Imp lementlng b 8td Operating 
Procedurat for Fixed Nuclear Facilities " 
e Maryland, State of 82/04/30. 30pp. 12881:324. a4X 

Fiche: 50-000,82/04/21. 8204290270 


J Insurance b indemnity information 


8204210260 Forward* Endorsement* 49 b 19 to NELIA Pol Id is NF~216 b 
N8-340 b Endertement 8 to NELIA Binders E0-S2 b EB-53, 

OAMMIE, o. B. Baltimore Oas b Electric Co 82/04/07. DINITZ, I. 
Office of State Pragrame, Director 7pp 12803:077. 24X 

Flehe 50-317, 82/04/07, 8204210260. 
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P Operating license stage rfoewnents i correspondence 


6204070021 Forwards Amends 60 I SO to Licenses DPR-93 t DPfi-69) 
regpec tlve Igj safety evaluation 6 notice of issuance b 
availatUltg Amend changes Tech Specs to reflect recent ngt 
re organiiation 

JAFFE. 0 Qperatinj Reactors Branch 3 63/03/09 LLNDVALLj A E 

Baltlmare Gas & Electric Co 3pp 1S56S 3S7 34X 

Fiche 30-017.02/03/09.6204070021 


— B204070023 Amends 69 t< SO to Licenses DPR-53 6 l)PR-69, respec t Ive Ig, 
changing Tech Specs to reflect recent mgt reorganiiatlon 
CLARK. R A Operating Reactors Branch 3 02/03/09 14pp 

12565 330 24X Fiche 50-317.02/03/09.8204070021 


— 8204070027 Safety evaluation supporting Amends 69 t< 50 to Licenses 
DPR-53 & DPR-69. respectively 

* Office of Nuclear Reactor Regulation. Director 02/03/09 2pp 
12565 3S0 24X Fiche 50-317,82/03/09.6204070021 


— S204070032 Notice of issuance tc ava i lad il 1 1 y of Amends 68 & 50 to 
Licenses DPR-53 fc DPR-69i resp ee tive Itj 

CLARK. R A Operating Reactors Branch 3 02/03/09 2pp 

12563 332 24X Fiche 50-317,02/03/09.0204070021 


8203190001 Generic Ltr B2-0S to all licensees of operating pouer 
reactors re post-THI requirements 

EISENHUr, 0 0 Division of Licensing 02/03/19 NAUSPORS.A 
Consolidated Edison Co of Neu Vort COUNStL.M 0 Connecticut 
rankee Atomic Pouer Co 7pp 12313 120 24X Fiche 30-000.82/03/19. 

020319000) 


B2040S0020 FoTufards status re Imp 1 erren t at Ion of NURE0~0737 Items 
II B a. II F 1 1. II F 1 2, II F 1 3 6 1 1 F 1 6 re post- 
aceldent sampling sys. noble gas steck monitor & steam 
affluent non! tor. containment mater level t. hydrogen monitor 
LUNDVALL.A E Baltimore Oas (. Electric Co B2/03/26 EIGEN HOT. l> S 
Division of Licensing 2pp 12521 033 24X Fich e' 50-3{7. 6 2/03/36. 

9204050020 


6204030241 Forwards proprietary 1. nonpr oprie tary "Partial Response to 
NRC Ouestioni on CEN-161 1 Qk-P. Improvements to Fuel 
Evaluation Medal.'' Proprietary version available In Central 
Files only 

LUNDVALL.A E Baltimore Oas t. Electric Co 62/03/26 CLARK. R A 
Operating Reactors Branch 3 6pp 12331 333 24X 

Fiche 30-317,02/03/26.6204030241 


— 0204050247 Nenproprletary "Partial Response to NRC Questions oi« 
CEH-16HB)-P. Improvements to Fuel Evaluation Model " 

« Combustion Engineering. Inc CEN-193< D)-NP €02 02/03/21 

7Spp 12331 339 24X Fiche 50-317.82/03/26.6204050241 


8204090031 Approves request to withhold 02O1OS raeponsa to NRC 
questions re thermal-hydraulic analytic methods & Dec 1961 
CEN-191 IBI-P. "CETOP-D Code Structure L Modeling Kethodi for 
Calvert Cliffs Units i & 2. " Iref 10CFR2 790) 

CLARK. R A Operating Reactors Branch 3 62/03/29 LUN09ALL.A E 

Baltimore Oas U Electric Co 3pp 12632.290 24X 

Fiche 50-317, 02/03/29,0204090031 


6204140487 Informs of modified staff position on length of time reactoi 
frotactlon sys or ESF actuation sys channel may hs bypassed 
San finofre Unit 3 Tech Spec & design criteria enc I 
CLARK. ft A Operating Raaetors Branch 3 62/03/31 LUNDVALL.A C 

Baltimore Oas L Electric Co lOpp 12606 133 24X 

Fiche 30-000. 82/03/31, 020 4 1 4046 7 


6204190270 Summary of 820324 meeting ui/util ti Franklin Research Ctr 
re Implementation of radiological ET8 for facilitiee 
JAFFE. D, H Operating Reactors Branch 3 62/04/06 Operating 

Reactors Branch 3 t4pp 12731 194. 24X Fiche; 30-317. 02/04/06. 

8204190270 


B204I90361 Responds to 810927 request for prelimlnaTy evaluation 
supported by test results demonstrating capability of rellaf 
k safety valves to operate under espected operating L 
accident conditions per TMI Item 11 D. 1 

LUNDVALL.A E Baltimore Oas «. Electric Co 82/04/06, CLARK. R A. 
Operating Reactors Branch 3 3pp 12720-033 24X 

Flrha .in-miv < 


es DPft-83 k DPR-69. deleting 
ta T of 12 F t( reducing 

rle Co 82/04/07 CLARK. R A 
12700 324 24X 


0204160544 Submits addl Info re spent fuel pool mod per request Spe, 
fuel pool structure re-evaluated based upon Increased loads ' 

caused by neu high density spent fuel storage racks Stresses 
are ulthln allowable FSAR stress limits 

OLSON, R C Baltimore Oas U Electric Co 02/04/12 CLARK. R A 
Operating Reactors Branch 3 Ip 12701 102 24X 

Fiche 30-317.82/04/12.8204160344 


8204160360 Responds to NRC 620107 ltr re TMI Action Plan Item 
II F I 3, addl accident monitoring instrumentation 
Containment hlgh-range monitoring sys was discussed In util 
000317 ltr Equipment under revieu per NUREO-0737 

LUNDVALL.A E Baltimore Gas t, Electric Co 62/04/13 CLARK. R A 
Operating Reactors Branch 2 2pp 12706 357 24X 

Fiche 30-317,02/04/13.0204160360 


6204190063 Forwards response to NRC 020120 request for info re ECCS 
unavailability Ends provide listing of equipment outages 
associated u/LEfts. c orrec 1 1 ve k preventive maint k approt 
outage time associated u/surve illance testing of ECCS 
LUNDVALL.A E Baltimore Gas k Electric Co 02/04/13 CLARK. R A 
Operating Reactors Branch 3 ISpp 12723 319 24X 

Fiche 30-317.02/04/13.6204190063 


8204190204 Responds to 610111 memo re proposed leakage evaluation 
significant deviations from present surveillance methodology 
will create unnecessary £< meaningless addl expenditure of 
money . manpower L outage time 

LATHAM. 0 N Baltimore Sas & Electric Co 02/04/13 UAFFE. D H 
Operating Reactors Branch 3 3pp 12723 193 24X 

Fiche 50-317,82/04/13,8204190204 


8204300006 Advises that implementation schedules for new requirenentq 
on nuclear Industry should be established on plant-specific 
basis rather than Imposing Industry-wide implementation 
dates 

EIBENHUT, D 0 Division of Licensing B2/04/13 LUNDVALL.A E 
Baltimore Oas A Electric Co 3pp 12920 174 24X 

Fiche 50-317.62/04/13.8204300006 


0204200043 Forwards Info requested re high burnup fuel 

11000.0 0 Baltimore Oas i Electric Co 62/04/14 JAFFE. 0 K 
Office of Nuclear Reactor Regulation, Director 2pp 12743 011 
24X Fiche 50-317,02/04/14,8204200045 


— 6203130194 Requests addl Info on high burnup fuel from licensees for 
response to Rotlutlon k Environ Problems. Inc 800306 ltr 
CONNER. E L Operating Reactors Branch 3 82/02/26 UAFFE.U Nnc 

- No Detailed Affiliation Given Ip 12743 013 24X 

Fiche 30-000,02/04/14,8204200045 


8204160155 Generic Ltr 82-00 to all PNR plant licensees t. applicants re 
transmittal of NURE0-09O9 relative to Olnna tube rupture 
H/o one! NUREO List of NRC recipients encl 

EISENHUr. 0 0 Olvislon of Licensing 82/04/13 HAUSPURO.A 
Consolidated Edison Co of Neu Vork 7pp 12707 203 24X 

Fiche 30-000,02/04/13.0304160153 


8204220433 Forwards supplementary support Info to 820400 request foi 
amend to ETS re deleting portions pertaining to water 
quality monitoring NRC action requested by 820314 
OLSON.R C L Baltimore Oas h Electric Co 02/04/16 CLARK, R A 
Dperatl ng Reactors Branch 3 29pp 120OB 034 24 X 

Fiche 30-317,02/04/16.8204220433 


8204230368 Forwards detallod schedule Info on TKl-related itams.per 
Centric Ltr 02-03 

LUNDVALL.A E Baltiiror* Oas S, Electric Co 02/04/19 EISENHUT.U" 
Division of Licensing 4pp 12816 042 84X Fiche 30-317. 88/04/i'/' 

8204230360 


0204210295 Generic Ltr 82-09 to all power reactor 1 icensoesi app Ucan** 
for OL.NSSQ vendors N reactor vendors re environ 
qualification of safety -related electrical equipment 
NRC position re qualification requirements end, 

EISENHUT.DG Division of Licensing. 02/04/20 HAUBPURG.A 
Gonsolidated Edison Co of New York MORtSI.A V Boston Edison CP 
I8pp 12062 337 24X Fiche 30-000,02/04/80.0204210295 


6204280314 Forwards check to cover fee re application for amend to 
License DPR-S3 

LIPPOLD.N J Baltimore Gas t. Electric Co. 02/04/22 CLARK. R A 
Operating Reactors Branch 3 2pp 12069 064 24X 

Fiche 50-317, 02/04/22,0204200314. 


8204270334 Forwards draft rad lologl cal efflusnt Tech Spses fc outlln* 
of proposed procedures for Implementstlon of augmented 
radldoglca 1 effluent program 

TIERNAN. 0. A Baltimor* Gas h Electric Co 02/04/23. CLARK. R A 
Operating Reactors Branch 3 Bpp 12840 001 24X 

Fiche 50-317, 82/04/23.0204270354. 
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— 8204S703SS Draft: radiological effluent Tech Specs 

* Baltimore Oas & Electric Co 02/04/23 S4pp 12B40 00*? 34X 

Fiche 50-317. 02/04/23, 0204370354 


Q Inspection reports, IE Bulletins it correspondence 


0204150365 Forwards lE Info Notices 02-09, "Cracking in Piping of 
Makeup Coolant Lines at Dtw Plants" i> 02-lOi "Folloulng up 
Symp tome tic Repairs to Assure Resolution of Problem " No 
written response required 

HAYNES, R C Region 1< Office of Director 82/03/31 O'TOOLC.JD 
Consolidated Edison Co of Neu York LLNDVALL, A E Baltimore Oas & 

Electric Co HARRINOTGN,N D Boston Edison Co Spp 12682 248 
24X Fiche 50-000,82/03/31,8204150365 


B204IS0462 Forwards IE Bulletin 02-01, "Alteration of Radiographs of 
Welds in Piping Subassemblies " No written response 
required 

HAVNES. R C Region 1, Office of Director 02/03/31 O'TOOLE, J 
consolidated Edison Co of New York LUdOVALL, A E Baltimore Oas 4, 
Electric Co HARRINGTON, N D Boston Edison Co 6pp. 12603 234 
24X Flche 50-000,82/03/31.8204 1 50462 


6204090353 Notifies that response to 820120 request for add! Info re 
IE Bulletin 80-04, "Main Steam Line Break Accident U/ 

Continued Feedwater Addition," will be delaged until 021020 
to aliou coordination of analyses 

OLSON.fl C L Baltimore Oas U Electric Co 82/04/05 CLARK, R A 
Operating Reactors Branch 3 2pp 12601 192 24X 

Fie ha 50-317,82/04/05,8204000353 


S202D4014S IE Info Notice 02-11, "Potential Inaccuracies in Wide Ranae 
Pressure Instruments Used in Westinghouse Designed Plants " 

Sve list encl 

OORDAN, E L Division of Engineering it Quality Assurance 82/04/09 
63pp 12870 348 24X Flche 50-000,82/04/09,0202040142 


8204160386 Ack receipt of 020317 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/82-02 & 
50-318/82-02 

3TAROSTECKI, R Division of Project S, Resident Programs 82/04/09. 
LUNDVALL, A E Oaltimore Oas i< Electric Co Ip 12707 139 24X 

FiChe 30-317,02/04/09,0204160308 


--8204160400 Responds to NRC 020216 Itr re violations noted in IB liisp 
Rapts 30-317/82-02 4< 50-318/02-02 Corrective actions 
procedures for waste neutraliting tank revised to clarify 
requirements performed prior to opening NNT bypass 
LUNDVALL, A E Baltimore Oas I, Electric Co 02/03/17 
6TAR0STECKI , fi Division of Project l< Resident Programs 3pp 
18707 HO 24X Fiche 50-317,82/04/09,0204160308 


— 6204i504J7 Monthly operating repts for Fab 1981 

LOTITQ.E M Baltimore Oas S, Electric Co 81/03/11 I3pp 
12685 064 24X Flche 50-317,01/03/11,0204150415 


B2041S0410 Forwards monthly operating repts for Mar 1901 

LOTI TO, E M Baltimore Oas L Electric CO' 01/04/14 Office of 
Management and Program Analysis Ip 12685 028 24X 

Fiche 50-317,81/04/14.6204150410 


— 8204150413 Monthly operating ropte for Mar 1901 

LOTITO, E M Baltimore Oas L Electric Co 01/04/14 lOpp 
12685 029 24X FlCha 30-317.81/04/14.6204130410 


6204150401 Forwards monthly operating repts for Apr 1901 

LOTITO, E M Baltimore Oas t, Electric Co 01/05/14 Office of 
Management and Program Analysis Ip 12684 355 24X 

Flche 50-317,61/08/14,8204150401 


— B2O41S04O4 Monthly operating repts for Apr 1981 

LOTITO, E M Baltimore Oas fc Electric Co 81/05/14 lOpp 
12664 356 24X Flche 30-317,81/09/14,8204150401 


6204190309 Forwards menthly operating repts for May 1981 

LQTITO,£. M Baltimore Oas & Electric Co 81/06/12 Office of 
Management and Program Analysis Ip 12682 263 24X 

Flche 80-317,81/06/12,0804150389 


— 0204150394 Monthly operating repts for May 1901 

LOTITO.E Baltimore Oas t, Elactric Co 81/06/12 lOpp 
12602 264 24X Flche 50-317,81/06/12,8204150309. 


8204130369 Forwerda monthly operating repts for dune 1901 

LOTITO, E M Baltimore Oas it Electric Co Bl/07/fS Office of 
Management and Program Analysis Ip 12662 230 24X 

Flche 80-317,81/07/15.0204160369 


—0204190372 Monthly operating repts far June 1981, 

LOTITO.E Baltimore Oas (.Electric Co 81/07/19 I7pp 
12682 231 24X Flche 50-317.81/07/19,8204150369 


6204150304 Forwards monthly operating repts for Jul 1981 

LOTITO.E M Baltimore Oas i, Electric Co 61/08/14 Office of 
Management and Program Analysis Ip 12681 319 34X 

Flche’ 90-317, 01/08/14, 0204190304 


— 0204150308 Menthly operating repts for Jul 1981 

LOTITO.E Baltimore Oas t, Elactric Co. 81/00/14 17pp 
12681 320 24X Flche 90-317, 81/08/ 14. 0204150304 


0204190445 Forwards revised computer printout summary sheets re 020226 
response to IE Bulletin 79-OlB, "Environ Qual 1 flcatlon of 
Class IE Equipment " Revision resolves discrepancy in 
tolenold valves contained In qual if leatlon Category SV13 
LVNDVALL.AE Baltlmoro Oas it Electric Co, 82/04/12 NOVAK. T 
Assistant Director for Operating Reactort llpp 12684 341, 24X 

Flche 30-317.02/04/18,8204150445 


8204300398 Forwards IE Insp Repts 50-317/82-05 S, 50-310/02-05 on 
820302-0413 (< notice of violation, 

STAROSTECKl, R. Division of Project t. Resident Programs. 88/04/16 
LUNDVALL. A E Baltimore Oas (< Electric Co 2pp. 12808 044 24X 
Flche 50-317.82/04/16,8204300358 


8204160107 Forwards monthly operating repts for Aug 1901, 

LOTITO, E, N Baltimore Oas 6 Electric Co 81/09/14 Office of 
Management and Program Analysle Ip, 12699,020 24X 

Fiche 90-317,01/09/14.6204160107 


—0204160111 Monthly operating repts for Aug 1981 

LOTITO.E Baltimore Oas 8, Electric Co. 81/09/14 t4pp 
12699 021. 24X Fiche- 90-317, 81/09/ 14.8204160107, 


8204160114 Forwards monthly operating repts far 8ept 1981 

LOTITO.E M Baltimore Oai & Electric Co 81/10/14 Office of 
Management and Program Analysis Ip 12699 035 24X 

Flche- 90-317,01/10/14, 9204160114. 


“8804300367 Notice of violation from insp on 020302-0413 

STAROSTECKl, fi Division of Project 8, Resident Programs. 02/04/16 — 8204160110 Monthly operating repti for Sept 1901 

3pp. 12BB0 046 24X Flche 50-317,82/04/16,0204300350 LOTITO, E Baltimore Oas t< Electric Ca 61/10/14 16pp 

12699 036 24X Flche . 90-317, 01/10/ 14, 82041601 14. 


—0204300389 IE Inep Repts 50-317/82-05 (, 50-310/02-05 on 020302-0413 
Noncomp 1 lance noted failure to post radiation area as 
required, fa llurs to control drawing changas it failure to 
conduct required safety reviews for facility changas 
ARCMIT2EL, R E , TRIMBLE, D C , MCCABE, E C Division of Project (i 
Resident Programs 02/04/13 20pp, 12080 049 24X 

Fi«he- 50-317, 82/04/16, 8204300350 


0202040143 IE Info Notica 82-12, "Surveillance af Hydraulic Snubbers. " 


41/anc 1 eve list. 

JORDAN, E L Division of Engineering it Quality Aeturane# 
64pp. 12 973 001 24X Fiche 50-000,82/04/21,0202040143 


82/04/21 


R Pafladie operating reports it related correspondence 


6204070318 Forwards corrected Page t for 1901 monthly opereting rept. 
LOTITO.E M. Baltimore Oas (< Electric Co 61/11/13. Office of 
Management and Program Analysis Ip 12972:010 24X 

Fiche: 90-317, 01/11/13,0204070310 


— 6204070320 Corrected Pege 1 for monthly operating rapt for Oct 1901. 
LOTITO.E Baltlfflora Oas (.Elsctric Co 61/11/13 ip. 12972' Oil, 
24X Fiche, 90-317. 01/11/13, 8204070310 


8204190392 Forwards revised monthly operating repti for Oct 1901, 
LOTITO.E M Baltimore Oas I. Electric Co 61/12/18 Office of 
Management and Program Analysis Ip 12603:079. 24X 

Flche: 50-317,01/12/10.0204190352 


0204190419 Forwards monthly operating repts for 1981 

LOTITO.E M Baltimore Oas I. Elactric Co 01/03/11 Office of 
Management and Program Analysis ip 12605 063 24X 

Flche; 90-317. 01/03/1 1, 620415041 5 


—0204150395 Revised monthly operating repts for Oct 1981 

LOTITO.E M Baltimore Oae Si Electric Ce 61/12/18 t3pp. 
12683:080. 84X Flche 90-317.61/12/16,6204150352. 
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02041 !H>34I Foruartfi monthly opirotlng p»pti Pot Fob 1982 

LOTITQiE n Qaltlmoro Oai li Eloctrlc Co 82/03/19 OPPica of 
Kanagoniirit and Program Analyolt If 12676.001 24X 

Flch* 30-317.02/03/19.8204150941. 


— 0204130944 Monthly oparatlng rapti for Fab 1902 

LOriTOiE H SalblmoTa Oaa l< Elactrlc Co 82/03/12 12pp 
12676 003 24X Flcbt 90-317.82/03/19.0204190941 


0204200289 Forward > "Nonrad lolog 1 cal Environ Mont tor Ing Rapt 1981 " 
LUNDVALL.A 8 Baltlmora Qaa U Elactrlc Co 82/03/19 Rag ion 1. 
Offica of Dlractor If 12734 219. 24X Ftcha 90-317. 82/03/19. 

8204200289 


— 0204200300 “Monrad 1 olog 1 c al Environ Monitoring Rapt 1901 " 

« Baltlmora Oaa b Elactrlc Co 02/03/31 219pp 12734 220 24X 

Flcha 90-317. 02/03/19, 0204200289 


8204020377 Forward a “Motaorol ogle a 1 Bummary." Jul-Sac. 1981 

LUMDVALL. A E. Oaltlmora Oaa ft Elactrlc Co. 82/03/23 HAYNES. R. C 
Raglon 1. Offica of Olractor Ip 12494 048 24X 

FUha 90-317. 82/03/23.8204020377 


— 0204020383 ''Mataorologicjl Summary . " Jpl-Dac. 1981 

a Baltlmora Oa» 1. Elactrlc Co 82/03/23. 6Bpp 12494 049 24X 

FI c h a 90-3 17.82/03/23.8 2 040303 77 


6204080407 Forward! "Radiological Environ Monitoring Program Annual 
flrpt 1901 

tUHDVALL. A E Baltlmora Oaa b El tc trie Co 82/03/29 Raglon J. 
Offica of Dlractor Ip Avallabla at KTIB 12611 013 24X 

Flcha 90-317. 02/03/29. B204080409. 


— 0204080416 “Radiological Environ Monitoring Program Annual Rapt 1981 " 
BARTOL. J U I FUHRMAN. 9 R . RAFI.A Baltlmora Oaa b Elactrlc Co 
02/03/31 92pp 12611:014 24X Ftcha 90-317.02/03/29.8204080409 


8204210249 Forwarda monthly optraCing rapta for Mar 1982 

LOriraE H Baltlmora Oaa b Elactrlc Co 82/04/16 Diractor's 
□fflca. Offica of Inapactlon and Enf orcamint Ip. 12803’063 24X 

Fie ha- 90-317. 02/04/16.0204210249 


—8204210292 Monthly oparatlng rapta for Mar 1982 

LOriTO.e Baltlmora Oaa b Elactrlc Co 82/04/19 lOpp 
12003:064 24X Flcha 90-317.02/04/16,020421024? 


8 Raportabli oecurrincaa, LERa b ralatad cor raapondanca 


8204190109 Rtaponda to FOIA raquaat that OECD Incidant Raportlng 8y« 
refts ba placed In FOR Oocumanta listad In app available In 
POR Other pertinent docunenta completaly ulthheld Iraf FOIA 
Exemption 41 

FEUTDMi J H OlvJalon of Rulea and Raco.rda 81/11/09. CONNOR. L 
Doc-8tarch Aiaoclatca 3pp 12708 337. 24X Flcha . 90-000* 81 /1 1/09. 

8204130109. 


— -820419'0277 Incident Reporting Bye Rapt 64 ra PHR preaaura vaaael 
ambr 1 ttlamant 

« Organisation for Economic Cooparation b Oevalopnent IParial 
81/07/29 3pp. 12709-349. 24X Fiche 90-000. 81/1 1 /09, 8204190109. 


8204010133 Foruardt LER 82-007/03L-0 

RUSSELL. L B Oaltlmore Oaa b Blactrle Ce 02/03/19 HAVNE9. R C. 
Region 1. Office of Dlractor. Ip. 12470 029 24X 

Flcha 90-317.82/03/19. 8204010133. 


—820401013? LER B2-007/O3L-O on 820218 & 21, auxiliary faadwater flow 
Indication of ataam ganarator 12 Indlcatad 70 gpm u/no flow 
In line Cauaed by ahlftlng of tranamlttcr xaro adjuitmant. 
Trananlttar rtcallbr 

RAYNOR. H . PAVIS.O. S Baltimore Oaa b Electric Co 02/03/1? 
Region 1. Office of Director ip. 12478' 030. 24X 

Flche;a0-317. 82/03/ 19.8204010133 


0204020331 Forwarda LER 82-OQ0/O3L-O. 

RUSSELLiL. B Baltimore Oaa b Elactrlc Co. 82/03/22 HAVNES.R C. 
Region 1, Office of Director. Ip 12496 227. 24X 

Fiche 90-317.82/03/22,8204020331 


■—8204020334 LER 62— 008/03L— *0. on 820303. during power oparat Ion. whil a 
raatorlng componant cooling lineup to normal, enmponant 
cooling HX 11 diacovarad iaolated for 13-h Cauaed by failure 
to log HX inlet valvaa in locked valve deviation log 
HENDERUCH. ft U Beltlraora Oaf b Elaetric Co 02/03/22. Region 
1. Offica of Dlractor 2pp. 12496:228 a4X Flehf 90-317. 
02/03/22, 0204020331 


8204220188 Poruardc LER 02-OO9/O3L-O 

RUSSELL, L 0 Baltimore Oaa b Electric Co 82/04/12 HAYNES, ft C 
Region 1. Office of Director ip 12809 069 24X 

Fiche 90-317,82/04/13,820422010 0 


—8204220196 LER B2-0D9/O3L-0 on 820314. reactor protection aya Channel { 
hi power thermal margin/lou preaaurc b axial thape index 
trip unite bypaaaed due to TH Input falling low Cauaed fay 
felled temp traniroltter 1-TT-U2HB Tranamitter replaced 
DAVIS. 0 S . RAYNOR, J M Boaton Edison Co 02/04/12 Region 1, 
Office of Director Ip 12805 070 24X Fiche 90-317,02/04/13, 

0204320180 


8204220310 Forwards LER 02-01 0/03L-0 

RUSSELLiL B Baltimore Oat b Electric Co 02/04/12 HAYNES, R C 
Region 1. Office of Director Ip 12806' 135 24X 

Fiche 50-317,02/04/12,0204220310 


— 820422031? LER e2-010/03U-0 on 820319, computer failed causing lota of 
CEA pulse counting aya b Incort detection ays Caused by 
defective analog muitlplaxcr card lAMl Card replaced 
LAOIEHSKl.d 0 , RAYNOR, J U Baltimore Oaa b Electric Co 
82/04/12 Region 1, Offica of Director. Ip 12806 136 24X 

Flcht' 50-317, 02/04/12, 0204220310 


8204270303 Forwarda LER 82-013/03L-0 

RUSSELL. L B Baltlmora Oaa b Electric Co. 82/04/15 HAYNES, fl C. 
Raglon I. Office of Director Ip 12893 092 24X 

Flcht. 90-317. 82/04/lS. 8204270203 


—0204270210 LER 68-012/03L-0 on 320316. during normal operation, capoc i ty 
of charging pumps uai below min required by Tech Specs 
Cauaed by deterioration of bladders in storage Charging pump 
11 vented b returned to avc 

PAVIB. 0 0 Daltimort Oaa b Electric Co 82/04/15 Region 1, 
Office of Director 2pp 12B93; 093 24X Flcha 90-317.02/04/15, 

3204270203 


0204270227 Forwards LER e2-013/03L-0 

RUSSELL. L 0 Baltimore Oaa b Elactrlc Co B2/04/19 HAYNES, R C. 
Region 1. Office of Director Ip 12B93 16i 24X 

Fiche 90-317,82/04/19.0204270227 


— 8204270229 LER 82-013/03L-0 on 020316. u/charg Ing pump 12 out of avc 
awaiting ma lnt> d 1 acharge relief valve of cherglng pump 13 
lifted b remained open. render ing pump inoperable Caused by 
relief valve setpoint drift Teat will be conducted 
PAVI8. 0 S Baltimore Oat b Electric Co 82/04/19 Region 1. 
Office of Director. Ip 12853 162 24X Fiche 50-317.82/04/15, 

8204270227 


8204270167 Forwards LER 82-01 t/03L-0 

RU8BELU. L B Baltimore Oaa b Electric Co 02/04/16 HAVNEB.K C 
Region 1. Office of Director Ip 12893 090 S4X 
Fiche 50-317,82/04/16.0204270167 


— 8204270170 LER 02-Oli/O3L-O on 8303S1. control element aatembly SI 
dropped Into core Cauac not determined Electrical teat 
results forwarded to N808 supplier Monthly surveillance teat 
procedure being revised 

JUNOE. H A . RAYNOR. J M Baltimore Oaa b Electric Co 02/04/16 

Region 1. Office of Director 2pp 12853 0?I 24X 

Fiche 90-317,82/04/16,3204270167 


6204870272 RO on 820419. manual liolation valves inside containment for 
alx hydro-gen temple points discovered shut, prohibiting 
operation of hydrogen analyiara Cause not stated Corrective 
action will be addressed In followup rapt. 

RUSSELLiL B Baltimore Oaa b Electric Co 82/04/16 HAYNES. R C 
Raglon 1. Offica of Dlractor Ip 12853 093. 24X 

Flcht 90-317,02/04/16.0204270272 


GS04270343 Forwards updated LER B1-078/03X-1. 

RUSSELLiL B Baltimore Oaa b Electric Co 82/04/16 HAVNEB, R C 
Region I. Office of Director tp 12852 089 24X 

Fiche 90-317,82/04/16,0204270343 


— 0204270353 Updated LER Bl-07e/03X-l on 81 1008, dietal ganarator IS 
removed from eve Cauaed by two cylinder Injectora b water 
jacket relief developing leaks Injectors replaced Relief 
relnatalled w/ntu 0 ring 

LAOIEWSKl.J 8 , LUDWIO, P.O Baltimore Oaa b Electric Co 
62/04/16. Raglon 1. Office of Director. 2pp 12892 006 SAX 
Flcha. 90-31 7, 32/04/16, 8204270343 
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DOCKET 50-316 CAUVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


A App 1 icatlon/construcfcion stage documents (< correspondence 


9204160155 Generic Ltr 02-08 to aU PWR plant licensees t< applicants re 
transmittal of NUREO-070? relative to Glnna tube rupture 
U/o end NUREO List of NRC recipients end 

EISENHUT>D Q Division of Licensing 82/04/15 HAUSPURO.A 
Consolidated Edison Co of Nee, Vork 7pp 12787 203 24X 

FICli* 30-000.02/04/15,0204160155 


F Securltg. medical, emergency t< fire protection plans 


8S02S40131 Forwards security-related Info Info withheld 
(ref 10CFR2 790) 

J}aUMAKER,N J Daltimore Gas (< Electric Co 82/02/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip, 12027 117 24X 

FI Che 50-317,02/02/16,8202240131 


B202240172 Forwards security related info Withheld (ref 10CFR2 790) 
DOWMAKERiN J Baltimore Gas «< Electric Co 82/02/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 12029 068 
24X Flche 50-317.02/02/16,8202240172 


8204070410 Forwards three revised pages to security plan Pages withheld 
<ref 10CFR73 2i) 

GWIAZDOUSKl.E Daltimore Gas & Electric Co 82/03/25 DENTON. II R 
Office of Nuclear Reactor Regulation, Director ip 12S66 002 24X 

Flche 30-317,92/03/25,0204070410 


9204070152 Rcituests copies of licensee/applicant requests for 
estension or eremptlon re implementation of 10CFR73 21 
Only Haddam Neck t< Millstone have submitted fees tt fea 
forms 

TREMPEfitfL License Fee Management Drench 82/04/03 Office of 
Nuclear Reactor Regulation, Director Ip 12633 260 24X 

Flche 30-000, 02/04/03,0204090152 


0204140501 Responds to 620310 ltr transmitting change to security plan 
Change consistent u/provisions of lOCFRSO S4<p) Appropriate 
plan page revisions incorporating change requested uitliln 
3D days 

CLARK, R A Operating Reactors Branch 3 02/04/06 BOWMAKER.N 3 

Oaltlcnore Gas b Electric Co 2pp 12675 006 24X 

Flche 50-317, 82/04/06, 0204140501 


6204150261 Confirms details of ac ceptab i 1 i ty of using water curtains or 
dedicated sprinklers at designated doorways In lieu of std 
fire doors, per 6WRI reft, "Fire Evaluation of Boors & Water 
Curtain " Supporting hydraulic calculations end 
LUNDVALL.A E. Baltimore Gas «< Electric Co 02/04/06. CLARK. R A 
Operating Reactors Branch 3 19pp 12683 026 24X 

Flche 30-317, 82/04/06, 0204150261 


8204270259 Forwards observations fc recommendations re 811117 
rad io tog i cal emergency preparedness exercise 
KfllMtl, n U Federal Emergency Management Agency 82/04/16 
0RJHE8, 0. Division of Emergency Preparedness I7pp 128B4 023 
24X Flche 50-317,02/04/16,8204290259 


8204290270 Forwards Attachment A to Part 3-2 of std operating 
proceiTure "Emergency Public Inf o, Imp 1 ement Ing & Std 
Operating Procedures for Fixed Nuclear Faclllttes " 

» Maryland. State of 82/04/21 NRC - No Detailed Affiliation 
OJVen ip 128ai-323 24X FI che 50-000, 82/04/21, 0204290270 


— 9204290292 Attachment A to Part 3-2 of std operating procedure 
■'Emergency Public Info, Implementing b Std Operating 
procedures for Fixed Nuclear Facilities " 

4 Maryland, State of 82/04/30 30pp. 12881 324 24X 

Flche 50-000.82/04/21.0204290270 


3 Ineurance t< indemnity information 


8204210260 Forwards Endorsements 49 *( 19 to NELIA Policies NF-216 & 
N8-34B & Endoreement 8 to NELIA Binders Efl-52 << EB-53 
OAMHIEjO 8 Baltimore Gap li Electric Co 82/04/07, DINIT2. 1 
Office of State Programs, Director. 7pp 12803 077 24X 

Flche S0"31 7, 02/04/07, 6204210260 


P Operating license etage documente b correspondence 


BB0407OO21 Forwards Amends 6B t< 30 to Licenses DPB-93 t< DPR-69, 
respect ively, safety evaluation b notice of ietuance & 
availability Amend changes Tech Specs to reflect recent mgt 
r# orciani XAtl on 

JAFFE, D Operating Reactors Branc|i 3. 82/03/09 LUNDVALL, A. E. 

Baltimore Gee ti Electric Co, ,3pp. 12363 327 24X 

Flche 50-317,82/03/09,8204070021 


—8204070023 Amends 60 b SO to Licenses OPR-33 b DPR-69i respect Ively, 
changing Tech Bpcce to reflect recent mgt reorganiiatlon 
CLARK, R A Operating Reactors Branch 3 02/03/09 14pp 

12563 330 24X Flche 30-317,02/03/09,0204070021 


— 6204D70027 Safety evaluation supporting Amends 66 t> 90 to Licenses 
DPR-S3 & DPB-69. respectively 

* Office of Nuclear Reactor Regulation, Dtroctor 82/03/09 2pp 
12563 350 24X Flche 50-317.82/03/09,8204070021 


—8204070032 Notice of issuance & availability of Amends 68 b 30 to 
Licenses DPR— 33 h DPR-69, resp octive ly 

CLARK, R A aperatlnS Reactors Branch 3 82/03/09 2pp 

12563 332 24X Flche 50-317.82/03/09.8204070021 


0203190001 Oenerlc Ltr 82-05 to all licensees of operating power 
reactors re post-THI requirements 

EIBENHUT.DO Division of Licensing 82/03/19 HAUSPURO.A 
Consolidated Edison Co of New York C0UN3IL,W G Connecticut 
Yankee Atomic Power Co 7pp 1SS13 120 24X Flche 50-000,02/03/19, 

0203190001 


8204030020 Forwards status re Implementation of NUREG~0737 Items 
1 1 D 3, n FI 1, II F I 2, ri F I 3 h II F 1 6 re post- 
accident sampling eys, noble gas stack monitor t< steam 
effluent monl tor, containment water level b hydrogen monitor 
LUNDVALL.A E Daltimore (3as «< Electric Co 62/03/26 EIBENHUT.DO 
Division of Licensing 2pp 12S21 035 24X Fiche 50-317,82/03/26, 

0204050020 


8204050241 Forwards proprietary tc nonproprietary “Partial Response to 
NRC Questions on CEN- 16l <B>-P. I mprovnments to Fuel 
Evaluation Model '* Proprietary version available In Central 
Files only 

LUNDVALL.A E Baltimore Oas b Electric Co 82/03/26 CLARK, R A 
Operating Reactors Branch 3 6pp 12531 333 24X 

Flche 30-317,82/03/26,0204050241 


— 8204050247 Nonproprietary "Partial Response te NRC Questions on 
CEN-161 (0)-P, Improvements to Fuel Evaluation Model " 
a Combustion Engineering, Inc CEN- 193( B)-NP 802 82/03/21 

79pp 12331 339 24X Fiche 30-317.82/03/26.0204030241 


8204090031 Approves request to withhold B2O103 response to NRC 
questions re th ermol-hydrau He analytic methods & Dec 1901 
CEN-191 (Dl-P, "CETOP-O Code Structure & Modeling Methods for 
Calvert Cliffs Units 1 b 3, " Iref 10CFR2 790) 

CLABK.R A Operating Reactors Branch 3 82/03/29 LUNDVALL, A E 

Baltimore Oas 4c Electric Co 3pp 12632 290 24X 

Flche 30-317. 82/03/29. 820409003 1 


B20414O4B7 Informs of modified staff position on length of time reactor 
protection sys or E8F actuation sys channel may be bypassed 
San Onofra Unit 2 Tech Epee b design criteria end 
CLARK. R A Operating Reactors Branch 3 82/03/31 LUNDVALL.A C. 

Baltimore Oas 4, Electric Co lOpp 12686-153 24X 

Flche 50-000,82/03/31,8204140407 


8204190270 Summary of 820324 meeting u/utll b Franklin Research Ctr 
re Implementation of radiological ETB for facllltlas 
JAFFE, D H Operating Reactors Drench 3, 82/04/06 Operating 

Reactors Branch 3 14pp 12731 194 24X Flche 30-317, 02/04/06, 

0204190270 


8204190361 Responds to 810929 request for preliminary evaluation 
supported by test results demonstrating capability of relief 
b safety valves to operate under expected operating b 
accident conditions par TMI Item II D 1 

LUNDVALL.A E Daltimore Oas b Electric Co 02/04/06. CLARK, R A. 
Operating Reactors Branch 3 3pp 12720 033 24X 

Flche 30-317.02/04/06.8204190361 


8204160556 Applicetlon to amend Licenses DPR-53 b DPR-69, delctl ng 
sections from App D.ETS to allow delta T of 12 F b reducing 
biological monitoring, 

LUNDVALL.A E Daltlfflora Oas b Electric Co 82/04/07 CLARK, R A 
Operating Reactors Branch 3 3pp. 12700,324 24X 

Flche 30-317,02/04/07,8204160536 


8204130290 Application to amend License DPR-69i chang Ing Tech Specs to 
add mod to control room emergency ventilation eys Par air 
conditioning 

LUNDVALL.A E Baltimore Oas b Electric Co 82/04/12 CLARK, R A 
Operating Reactors Branch 3. 3pp. 12633 345 24X 

Flche 30-318.82/04/12.8204130290 


—8204130292 Proposed Tech Specs 3 76 re control room emergency 
ventiletlon sys. 

s Baltimore Oas b Electric Co. 82/04/12 Ip 12633,348. 84X 

Fiche 30-310,82/04/12,0204130290 
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8204190204 R»tpond» to SlOlIl inemn T» propoiod Icakjp* ovaluatinn Atiij 
flgnificant davlatlona from pT»»«nt aurv# il laoca m* thodo 1 ogil 
util ereatf unnBC»»»arv & meaTiJnjl»»» add) aipanditore of 
nontu^ manpoua r & outags time „ _ 

LATHAMi 0, W flalttmora Out li Elaetric Cp 82/0^/13 JAFFEiD M 
Opepating Riaetor* Branch 3 3pp. 12723 195 24Jt 
Flcha 50-317.82/04/13.8204190204 


0204080393 Notlflas that re»pon>B to 820120 requast for addl trfP r« 
IE Bulletin a0-04i "Main Steam Line Break Accident M/ 

Continued Fepifiiiater Addition." oilll be delayed until 821020 
to alloy coordination of analyse* 

OLSON, R C L Haltimore Oa s t< Electric Co 82/04/05 CLARK, tt A 
Operating Reactors Branch 3 2pp 12601 192 24X 

Flche SO-317, 02/04 /OS. 82040803S3 


8204300006 Advises that Imp leraen tatlpn schedules for ney requirements 
on nuclear industry should be established on p lant— spec i f Ic 
basis rather than Imposing Industry-wide Implementation 
tf 1* 

EISENHUT. 0 8 Division of Licensing 82/04/13 LUNDVALL. A E 
Baltimore Oas tc Electric Co. 5pp 18920 174, 24X 

Flche 50-317. 82/04/13.8204300006 


8204220417 Submits eupplemental Info to 620412 request fop Tech Spec 
change confirming that design basis of redundant air 
conditioning unit* ensures compliance y/hab 1 tab 1 11 ty 6 temp 
limit requirements for most limiting equlpmsnt 
OLSON, ft C Beltimore Oa* t< Electric Co 02/04/16 CLARK. R A 
Operating Reactors Branch 3 2pp 12806-244 24X 

Flche 50-318.82/04/16.9204220417 


B2D4220433 Forwards supplementary support Info to 820408 request for 
amend to ET6 re deleting portloni pertaining to yatsr 
quality monitoring KRC action requested by 020514 
0L5DN. R C L Baltimore Oes & Electric Co 82/04/16 CLARK, R A 

Operating Reactors Branch 3 2?pp J 2800. 054. 24X 
Flche: 50-317. 82/04/16, 8204220433 


8204270495 Forwards Amend 51 bo License DPR-6 9i safety evaluation & 
notice of Issuance It avaljabllity Amend estsnds mar 
allowable period of Inoperability for control room air 
conditioner to 21 days to permit mod. 

JAFFE. D H Optrating Reactors Branch 3 82/04/16 LUNOVALL, A L 

Baltimore Oas 6 Electric Co 3pp J2072 1 31 24X 

Flche 90-318, 82/04/16,8204870495. 


— 8204270499 No tic e of issuance 6 availability of Amend Si to License 
DPR-51 

TftAMELL<C M. Operating fteictori Branch 3, 82/04/16 2pp 

12872:134 24X Flche 50-310,82/04/16,8204270495 


8202040142 t£ Info Notice 82-11. "Potential Inaccuracies in Uide Rai.ge 
Pressure Instruments Used in Nestinghouse Designed Plants " 

5vc list end 

JORDAN, E L Division of Engineering 6 Quality Assurance 82/04/0'? 
63pp 12870 342 24X Flche 50-000,82/04/09.0202040142 


02O416O3B0 Ack receipt of 020317 Itr Informing NBC of steps taken to 
correct violation# noted In IE Insp Repts 50-317/02-02 1< 
50-318/82-02 

SfARDSTECK 1 1 R Oivlslon of Project 6 Resident Programs 82/04/09 
LUNDVALL, A E Baltimore Qas & Electric Co Ip 12707 139 1'4 X 

Flche 90-317, 02/04/09, 02O416O3B0 


— 8204160400 Responds to NRC 520216 Itr re violations noted in IE Insp 
Repts 90-317/02-02 6 90-310/82-02 Corrective actions 
procedures for waste neutralizing tank revised to clarify 
requirements performed prior to opening MNT bypass 
LUNDVALL.A E Baltimore Oas (c Electric Co 02/03/17 
BTAROBTECKI , R. Division of Project I, Resident Programs 3pp 
12707 140 24X Flche 50-317,82/04/09,8204160308 


8204150449 Forwards revised computer printout summary sheets re 82022* 
response to IE Bulletin 7?-0tB, "Environ Qualification of 
Class IE Equipment " Revision resolves discrepancy In 
solenoid valve* contained in qualification Category 0V13 
LUNDVALL.A E Baltimore Oas 4< Electric Co 82/04/12 NOVAK. T 
Aselstant Directer fur Operating Reactors Upp 12664 341 SAX 
Flche 50-317.02/04/12,0204150445 


0204300359 Forwards IE Insp Repts 50-317/82-09 S< SO-3I8/02-OS on 
820302-0413 t, notice of violation 

BTAROBTECKI, R Division of Project t< Resident Programs 82/04/16 
LUNDVALL.A E Baitlfflore Oa s & Electric Co 2pp 12888 044 24X 

Flche 90-317,02/04/16.8204300350 


— 0204270518 Amend 51 to License DPR-69. chang ing Tech 9pec* to extend max 
allowable period of operability fur control mom air 
conditioning unit from 7 to 21 days to allow mods to 
equipment 

CLARK.R A Operating Reactors Branch 3 82/04/16 Spp 

12072 136 24X Flche 50-310,82/04/16.8204270499. 


-8204270521 Safety evaluation supporting Amend 51 to License DPR-69 
• Office of Nuclear Reactor Regulation. Director. 82/04/16 3pp 
12872. 141 24X Flche 50-310,82/04/16.8204270495. 


— 0204300367 Notice of violation from insp on 020302-0413 

BTARDSTECKI , R Division of Project t, Resident Programs 03/04/1/* 
3pp 12888 046 24X Flche 50-317.02/04/16,8204300358 


—8204300385 IE Insp Repts 50-317/82-05 U 50-318/62-05 on 620302-0413 
Noncompliance noted failure to post radiation area as 
required, fa i lure to control drawing changes S< failure to 
conduct required safety reviews for facility changes 
ARCHITZEL.R E , TRIMBLE, O C , MCCABE, E C, Division of Project l< 
Resident Programs 02/04/13 20pp 12888 049 24X 

Flche 50-317,02/04/16.0204300358 


D421029S Otnerlc Ltr 82-09 to all power reactor licenires. app licants 

for DL, N5BS vendors b reactor vendore re environ 

qualification of safety-related electrical equipment 

dRC position re qualification requirements dncl 

eiSENHVT. 0 0 Division of Llcansimg 82/04/20 HAUSPUHO.A 

Consolidated Edison Co of New Vork. MORIBl.A V Boston Edison Co, 

16pp 12862 337. 24X Ficho, 50-000. 82/04/20, 0204210895 


B20S04D143 IE Info Notice 82-12, "Surveillance of Hydraulic Snubbers " 
W/*ncl SVC list 

JORDAN, E L Division of Engineering & Quality Assurance B2/04/.11 
64pp 12873 001 24X Flche 90- 000,82 /04/21,6208 040143 


R Periodic operating reports & related correspondence 


204270354 Forwards draft radiological effluent Tech Specs & oiftlinc 
of proposed procedures for implementation of augmented 
radiological effluent program 

riERNAN,J.A Baltimore Oie l< Electric Co 82/04/23, CLARK, R A 
Operating Reectore Branch 3, 6pp 12848, OOf 24X 
Flche. 90-317, B2/04/23, 0204270354. 


-8204270398 Draft radiological effluent Tech Specs 

e Baltimore Oas & Electric Co 82/04/23 24pp. 12840 009 24X 

Flche 50-317,92/04/23,8204270354 


Q tnspectlpn report*. lE Bulletins correspondence 


0204150415 Forwards monthly operating repts for 1981 

LOT I TO, E H Baltimore Oas b Electric Co 81/03/11 Office of 
Henagsnent and Program Analysis, Ip 12689' 063 24X 

Flche 50-317,81/03/11.02041504 1 5 


— 8804150417 Monthly operating repts for Feb 1981 

LDTITO, E M Balttmors Oas ti Electric Co 81/03/11 IGpp 
12695 064. 24X Flche 50-317,01/03/11,8204150415 


8804150410 Forwards monthly Dperating repts for Mar 1901 

LOTI TO, E H Baltimore Oas t< Electric Co 01/04/14 Office of 
Management and program Aneiysii Ip 12605,028 24X 

Flche. 50-317, 81/04/14, 6204150410 


8204190369 Forwards IE Info Notices 88-09, "Cracking In Piping of 
Maksup Coolant Lines «t BIckf Plents" & 82-10. "Folleutng up 
Symptomatic Repair* to Assure RasoIUtUn of Problem " No 
written response required 

HAYMEB, R C Region 1. Office of Director 82/03/31 O'TOOLE, J.D. 
Consolidated Edison Co. of Nsu York, LUNDVAlL, A E Baltimore Cas b 
Electric Co HARRINOTON. U D. Boston Edlion Co. Spp. 18682.240, 
24X Fiche 50-000,82/03/31,8304150365. 


0204190462 Forward* IE Bulletin 88-01, "Alteration of Radiographs of 
Meld* In Piping 8uba*s«Aiblt*s. " No written response 
required, 

HAYNES, R C. Region I. Office of DlTector. 08/03/3!, q 'TOOLE, J 
con*olidatad Edison Co of Hew York, LUNDVALL. A. E. Baltimor* Oas 
Electric Co, HARR IMOTCN, M D. Boston Edison Co 6pp. 13603'2a4 
24X Flch#-50-000, 62/03/31, 0204190462 


--8204150413 Monthly oparatlng repts for Mar 1981 

LQTITO, E M Baltimore Oas «, Electric Co 81/04/14 lOpp 
12689 029 24X F 1 c h *1 50-31 7. 01 /04/ 14, 82041 904 10 


8804190401 Forwards monthly operating repts for Apr 1981 

LOTITO. E H Baltimore Oas t< Electric Co 81/09/14 Office of 
Management and program Analysis Ip 18684 399 24X 

Fiehe. 90-317. 81/09/14, 0204190401 


— 8204190404 Monthly operating rapt* for Apr 1981, 

LOTITO, E M Baltimore Oas b Electric Co 01/09/14. lOpp 
12684' 396 84X FI c h •: 50-31 7, B 1 /09/ 1 4, 88041 90401 , 
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620415039? Forward* monthly operating rept* for May 1981. 

LOTlTOt E M Baltimore Oat (< Electric Co B1/06/1S Office of 
Management and Program Analytii ip. 1Z6B2 263 24>> 

FIche 50-317.91/06/12,0204150309 


— 8204150394 Monthly operating repts for May 1991 

LOTira, E Baltimore Oat t< Electric Co 91/06/12 lOpp 
12682 264 24X Fiche 50-317,81/06/12,8204190399 


820419036? Forward* monthly operating vepti for June 1991 

LOTITO. E M Baltimore Oas U Electric Co 81/07/19 Office of 
Management and Program Analysl* Ip 12692 230 24X 

Fiche 90-317,91/07/19,8204190369 


— 0204150372 Monthly operating repts for June 1781, 

LOTITO, E Baltimore Oas 6 Electric Co 91/07/19 17pp 
12682 231 24X Fiche 50-317,81/07/19,8204150369 


3204150304 Forward* monthly oparating repts for Jul 1991 

LOTITO, e M Baltimore Oa* tt Electric Co. 81/08/14 Office of 
Management and Program Analyai* Ip 12681 31?, 24X 

Fiche 50-317, 81/09/14, 9204150304 


'B20415030B Monthly operating repts for Jul 1961 

LOTITO. E Baltimore Oa* b Electric Co 81/08/14 17pp 
12631 320 24X Fiche 50-317,81/08/14.8204150304 


3204160107 Forward* monthly operating rapt* for Aug t?Bl 

LOTITO. E M Baltimore Oat b Electric Co 8t/0?/14 Office of 
Manageaient and program Analgsl* ip 12699 020 24X 

Fiche- 50-317, 81/09/14, 8204160107 


— 8204160111 Monthly operating repte for Aug 1981 

LOTITO.E Baltimore Oat b Electric Co 81/09/14 14pp 
12699 021 24X Fiche 50-317,91/07/14,8204160107 


8204160114 Forward* monthly oparating rapt* for 9ept 1981. 

LOTITDiE. M Baltimore Gas b Electric Co 81/10/14, Office of 
Management and program Analyile Ip 12699 035. 24X 

Fiche 90-317,81/10/14,8204160114 


— 920 4 1601 IB Monthly operating repts for Sept 1981 

LOTITO.E Baltimore Oas b Electric Co Bl/10/14 16pp 
12699.036 24X Fiche 50-317,81/10/14,9204160114 


9204150352 Forward* revised monthly oparating repts for Oct 1981 
LOTITO.E M Baltimore Oas b Electric Co Bl/12/18 Office of 
Management and Program Analysis Ip 12693 079 24X 

Fiche 90-317.81/12/18,8204150352 


— 3204150395 Revised monthly operating repts for Oct 1991 

LOTITO.E M Baltimore Oas b Electric Co 81/12/18 ISpp 
12683 080 24X Fiche- 50-317, 81/12/ 18, 8204150352. 


8204,150941 Forward* monthly operating repts for Feb 1982 

LOTITO.E M Baltimore Oas b Electric Co 82/03/15 Office of 
Hanagement and Program Analysl*. Ip 12676 001. 24X 

Fiche 50-317, 82/03/15, 8204150541. 


— 8204150944 Monthly operating repts for Feb 1982 

LOTITO, E M Baltimore Oai b Electric Co 82/03/12, 12pp 
12676 002 24X Fiche- 50-317, 92/03/19,8204150541 


8204200289 Forward* "Nonrad lolog i cal Environ Monitoring Rept 1981 " 
LilMOVALL, A E. Baltimore Oas b Electric Co 82/03/15 Region 1, 
Office of Dir ec ter Ip 12734- 819. 24X Fiche; 50-317, 82/03/ 15, 

8204200285 


— 9204200300 '-Nonrad i olog ical Environ Monitoring Rept 1981." 

e Baltimore Qai b Electric Co 82/03/31. 213pp, 18734*220. 24X 

Fiche 50-317,88/03/19,8204200885 


8204020377 Forward* "Meteorological Bummarg, " Jul-Dee, 1901 

UUNDVALL, A E Baltlmora Oa» b Electric Co. 82/03/83. HAYNES, R C. 
Region I, Office of Director. Ip. 12494; 048. 24X 

Fiche, 90-317. 92/03/83, 8804020377 


—8204020383 "Meteorological Summary." Jul-Dee. 1981. 

a Baltimore Oas b Electric Co, 02/03/83. 6epp. 12494; 049 a4X 
Fiche: SO-31 7> 82/03/23, 9204080377, 

820408040? Forward* "Radiological Environ Monitoring Program Annual 
Aept 1981. " ' 

LUNDVALL, A E Baltimore Oa* b Electric Co 82/03/29. Region i, 
Office of Director. Ip Available *t KT16, 12611.013 84X 

Fiche 50-317, 82/03/89, 8804080409, 


--B2040B0416 "Radiological Environ Monitoring Program Annual Rept 1991 " 
BARTOL, J L , FUHRMAN, 0-R , «AFi,A Baltimore oai b Electric Co 
82/03/31 92pp 12611 014 24X Fiche 90-317.92/03/29.9204080409 


B204210S49 Forward* monthly operating repts for Mar 1902 

LOTITO.E M Baltimore Oas b Electric Co 92/04/16 Director's 
Office, Office of Inspection and Enforcement Ip 12B03 063 24X 

Flchi 90-317,02/04/16.9204210249 


— 9204210292 Monthly operating repti for Mar 1902 

LOTITO, E Baltimore Oa * b Electric Co 02/04/15 lOpp 
12803064 24X Fiche 50-317,82/04/16,8204210249 


S Reportable occurrences, LERs & related correspondence 


9204010141 Foruarii* LER B2-006/03L-0 

RUSSELL, L B Oaltimors Oas b Electric Co 82/03/19 HAYNES, R C 
Region 1, Office of Director Ip 12478 081 24X 

Fiche- 50-319, 82/03/19,0204010141. 


— B20401014B LER 02-'OO6/O3L-O on 8202 1 9, dur In g Mode 9 operation, while 
conducting surveillance testl ng, lea kage paet CTMT purge 
supply b eihaust valves was found in excess of Tech Bpecs 
Caused by normal wear of ethylene proplene seats, 

HENOERLICH, R L > L 'HEUREUX, R. If Baltimore Oas b Electric Co 
82/03/19 Region I, Office of Director, ip 12478 022. 24X 

Fiche 50-318,82/03/19,8204010141 


0204050134 Forward* LER 02-007 /03L-0, 

RUSSELL, L B Baltimore Oas b Electric Co 62/03/29 HAVNES.R C 
Region 1, Office of Director Ip 12926 079 24X 

Fiche 50-318,82/03/29,0204050134 


— 9204090308 LER 82-007/03L-D on 820223 , aux i 1 ia ry feedwater flow 
indication to steam gaicerator 22 Indicated 70 gallons psr 
minute ui/no flow in line Possibly caused by personnel error 
Flow transmitter dampening adjustment Improperly get 
PAUI8, 0 5 , RAVNGR.J U Daltlmore Oas b Electric Co 92/03/25 
Region t, Office of Director Ip 12526.076 24X 

Fiche, 50-318, 82/03/29, 8204050134 


0204050140 Forwards LER B2-011/O3L-0 

RU88ELL,L 9 Baltimare Oat b Electric Co 92/03/29 HAYNES, R. C 
Region I, Office of Director Ip 12919208 B4X 
Fiche 50-318,92/03/25,8204090140. 


— 9204090143 LER 02-O11/O3L-O on 020223, steam generator preseure 
indicator PI-I023A found reading high Caused by transmitter 
going out of calibr due to undetermined causes 

LAOIEHSKI, J 8 , BASSO, L.F Baltimore Oa* b Electric Co. 92/03/29 
Region 1, afflce of Director 2pp 1291S 29? 24X 

Fiche; 50-318, 82/03/29, 8204090140 


0204090230 Forwards LER S2-O13/O3L-0 

RUSSELL, L 0 Baltimore Oas b Electric Co 93/03/29 HAYNE9.R C. 
Region 1, Office of Director ip 12532 199 24X 

Fiche 90-318,02/03/39,8204090238 


— 8204090242 LER 82~013/03L-0 on 82031 6, c onta 1 nme nt bldg spray header 21 
inadvertently Isolated by closing valve 2-91-319 Caused by 
auxiliary bldg operator error Operator couneeted 
HENDERLICH, R L. Baltimore Oas b Electric Co. 82/03/29 Regioti 
1, Office of Director Ip 12932 IS? 24X Fiche 90-318,82/03/25, 
8204050238 


8204090246 Forward* LER B2-0I2/O3L-0 

RUSSELL, L.B Qaltimor* Da* b Electric Co 92/03/29. HAYNEB, R. C 
Region 1, Offlca of Director Ip 13532 169 24X 

Fiche , aO-aiQi 82/03/29.0284090246 


— 8204090293 LER a2-012/03L-D' on 820223, e hann el D wide range nuclear 
Instrument discovered spiking high. Caused by drawer 2-NI-004 
printed circuit board connector A4 making poor contact. Boar d 
removed & connector cleaned 

LAOIEHSKI.J.S , RAYNOR, J.U Baltimore Oas b Electric Co 
82/03/29 Region 1, Office of Director. Ip. 12532:166. 24X 

Fiche, 90-318, 83/03/29, 8204090246 


9204120232 Forward* LER 92-014/03L-0 

RUSSELL, L B Beltimor* Oa* b Elactrlc Co 82/04/02 HAYNEB, R.C. 
Riglon 1, Office of Director Ip. 12638.027. 24X 

Fiche- S0-3IB, 82/04/02,8204120232 


— 8204120239 LER B2-O14/03L-O. on 820304, water observed in emergency 
diesel generator lube oil dry tank, Caussd by filling tank 
from uniamplad barrel of oil which had significant amount of 
water New procedure written. 

PAVIS, 0. 8. Baltimore Oas b Electric Co 82/04/02. Region 1, 
Office of Director 2pp 12630-020 24X Fiche: 50-318,82/04/02. 

6204120232 
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0204270430 Faru«ri$ LEfi 02-01 3/03L~(l 

RUSBEULiI. B Baltimor* 0»« it Eleetrle Co 82/04/19 HAVNESiR C 
Raglan l» Offltt of JUractor Ip 12040 033 24X 

Flcha 30-310,82/04/1910204270430 


— 8204270440 LER B2-015/03L-0 on 820320, during normal operation, negative 
limit eetpolnt for channel A ot reactor protection sgi axiel 
sltape Index failed to operate Caused bg failure of axial 
pouer distribution module Module replaced 
WEMOERLICH, R L , BASSO, L F Baltimore Oes t< Electric Co 
82/04/19 Regiod 1, Office of Director Ip 12848 034 24X 

Flche: 30-31 0. 82/04/19, 8204270430 


DOCKET 50-320 THREE MILE ISUAHD NUCLEAR STATION, UNIT 2 
F SecuritUi nvedlcal, emergencg & fire protection plans 


8204090213 Releases public version of revised emergency plan 
Implementing procedure 

FEt-TOH, J M Division of Rules and Records 82/03/19 Document 

Management Branch Ip 12A33 179 24X Flche 50-320,92/03/19, 

020409021 S 


— 0204090219 Foruards public verelon of Revision 3 to Emergency Flan 
Implementing Procedure 1034 6 "Addl Assistance & 

Notification ” 

OIAONI, 0 J . RARRENtR 0 Oeneral Public Utllltiee - OPV Service 
Corp 82/O3/0A Office of Nuclear Reactor Regulation, Director. 
]p 12633 ISO 24X Flche 50-320, 02/03/ 19, 82D>40?021 3 


-0204070223 Public verelon of flavislon 3 to Emergency Plan Implementing 
Procedure 1054.6, “Addl Aeelitance t< Notification “ 

• Oeneral Public Utilities — OPU Service Corp 82/03/06 20pp 
12633 181 24X Flche' 90-320, 82/03/ 19. 820409021 5 


104130358 Releases public version of revision to emergency plan 
Implementing procedure. 

FELTON, J M Division of Rules and Records 02/03/29 Document 
Management Branch. Ip 12661' 186 24X Ft che; 50-320, 82/03/29, 

8204130358 


— 8204130361 Foruards public version of Rsviiion 1 to Emergency Plan 
Implementing Procedure 1054 6, ''Contaminated Injuries/ 

Radiation Overexposure “ Receipt form enc 1 
HCKINNET.H Oenerel Public Utilities - OPU Service Corp 
82/03/19 DENTON, H R Office of Nuclear Reactor Regulation, 
Director Ip 12661. 187 24X Flche SO-320, 82/03/29. 8204130390 


6204130363 Public version of Revision 1 to Emergency Plan Implementing 
Procedure 1054 16. ''Contaminated Injurl es/Radiatlon 
Overexposure " 

• Oeneral Public Utilities - OPU Service Corp 82/03/17. /pp 
12661 180 24X Flche 90-320,82/03/29,0204130350 


1290270 Forwarde Attachment A to Part 3-2 of std operating 
ocedure "Emergency Public Info, Implement ing I, Std 
eratlng Procedures for Fixed Nuclear Facilities “ 

Maryland, State of 82/04/21. NRC - No Detailed Affiliation 
/en Ip 12801 323 24X Flche. 50-000, 82/04/21, 8204290270 


14290292 Attechment A to Part 3-2 of std operating procedure, 
'Emergency Public Info. implementing & Std Gparattng 
'roceduret for Fixed Nuclear Facilities '• 

Maryland, Btota of 82/04/30 30pp. 12801’ 324. 24X 

Che 50-000,82/04/21,8204290270 


ludleatory correspondence 


10120 Responds to 820329 memorandum inviting comments on posslbla 
ilsiion hearing in Commonyeatth of PA ITtll does not 
act to explanation of plane for Unit 2 cleanup Hearing 
uid not expand record re Unit 1 restart proceeiftng. 

MBRlDOEiO.F Shaw. Pittman, Potti ti Trowbridge TRONBRIOOE, D F 
ropolitan Edison Co 32/04/08 CHILK.S J Office of the 

-etary of the Commission. 8pp 12655: 191. 24X 

e 50-289,02/04/08,8204130120 


0470 Notice of lisuencc of 020401 t< 07 emends to NRR Director 
1 order k motion to conform proposed Tech Speci 
ficate of Bve end 

iVEiM.N Office of the Executive Legal Director 82/04/19. 
12001 290 84X Flche. SO-320, 82/04/19, 8204210470. 


—0204210495 Amend of 800211 order, revi s ing recovery mode proposed lech 
Specs to reflect current plant conditions 

DENTON, H S Office of Nuclear Reactor Regulation, Director 
82/04/01 Oeneral Public Utllltiee - OPU Service Corp 4pp 

12801 299 24X Flche 50-320,82/04/19,0204210470 


— 8204210499 Safety evaluation supporting 820401 amend to 800211 order 
a Office of Nuclear Reactor Regulation, Director 02/04/01 9pp 
12801 299 24X Flche 50-320,82/04/19,8204210470 


— 8204210506 Revised Tech Spec Pages 3 7-1 re feedwater sys, 3 8 4 re 
offsite power distribution sys, 3/4 4 1 re reactor coolant 
loops l< 3/4 7 1 re feedwater sys 

e Office of Nuclear Reactor Regulation, Director 02/04/01 9pp 
laeOl 304 24X Flche 50-320,02/04/19,0204210470 


— 8204210310 Forwards 020407 amend to NRR Director 8O0211 order, safety 
evaluation (. Tech Spec* Changes to recovery mode Tech Specs 
reflect current plant conditions 

SNVDERrB J TMI Program Office 82/04/09 BARTON, J J Oeneral 
Public Utilities - OPU Service Corp 2pp 12001 309 24X 

Flche 90-320,62/04/19,8204210470 


— 8204210517 Amend of 800211 order, revl sing recovery mode Tech Specs to 
reflect current plant conditions 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
82/04/07 I2pp 12801 311 24X Flche 50-320.82/04/19,8204210470 


— 8204210520 Safety evaluation supporting 020407 amend to 800211 order. 
* Office of Nuclear Reactor Regulation, Director 02/04/0? /pp. 
12001 323 24X Flche 50-320,02/04/19,8204210470 


— 8204210526 Revised Tech Spec pages reflecting current conditions of 
plant 

e Office of Nuclear Reactor Regulation, Director 02/04/0/ 

20pp 12001 330 24X Flche 50-320,02/04/19,8204210470 


8204260159 Responds to 820303 request for Info necessary to reply to 
constituent RS Ollbert 820221 1 tr re discharge of 

radioactive water Since 790328, no liquid discharges 1 

occurred 

DlRCKSiM J Office of the Executive Director for Operations ' 

82/04/19 WALKER, R S House of Rep 2pp 12838 147 24X 1 

Flche 50-320,82/04/19,8204260159 


— 8204260169 Settlement agreement terminating Civil Case 79-1368 NRC 
will prepare programmatic EI8 Util will not discharge 
wastewater into Susquehanna River until E18 published All 
claims will be brought before NRC Initially 
EILPERIN, S F Office of the Oeneral Counsel STANLEY, N 
Justice, Dept of AUOENDLICK, H Me tropol 1 tan Ed Ison Co 80/02/27 

6pp 12838 149 24X Flche 50-320,82/04/19,8204260199 


— 8204260174 Stipulation S, order dismissing Case 79-1360 ui/prejudlte 
Full t( complete settlement reached 

HUS District Court, District of Columbia 80/02/28 Ufftc* 
of the Oeneral Counsel 3p p 12838 155 24X 

Flche 50-320, 82/04/19, 8204260159 


8204280263 Foruiards '■TMI-2 Accident Sac 1 oeconomlc Impacts," per 
psychological Impact of restarting Unit 1 
DAUBER, D D Shaw, Pittman, Potts ti Trowbridge 02/04/23 
NORRIS.J A Siting Analysis Branch 22pp 12863' 334. 24X 

Flche 50-209, 02/04/23,0204280263 


H Oeneral correspondence 


820419010? Responds to 811211 1 tr requesting comments on JKinnlch Itr 

re Pa tr 1 a t/Even 1 ng News editorial on TMI-2 cleanup Dfcition ; 
to use federal funds for TMI cleanup rests u/Congress not i 
NRC [ 
FALLADINO.N Commi ss 1 oner s 82/03/01 SPECTER. A Senate Bpp. I 
I2732'001 24X Flche 50-3 20.82/03/01,0204190109 j 


8204070460 Requests info re posslbla sources of Increased level* of 
radioactivity showing up In groundwater sampling Proposed 
corrective actions also requested 

DORSEY, J A Dorsey I J A DaRBEV, J A. Susquehanna Ualley Allianct 
82/03/22 BARRETT. L H TMI Program Office Ip 12578,302 24X 

Flche 90-320,82/03/22,8204070460 


820426015? Responds to 820303 request for Info nscessary to reply to j 

constituent RB 'Oitbert 820221 Itr re discharge of J 

rad loac t ive water Since 790328, noliqulddltchargai 
occurred, 

DIRCKS.tf J Office af the Executive Director for Operetion* 

82/04/19 WALKER, R S House of Rep. 2pp 12830.147. 24X 

Flche: 50-320, 82/04/19, 8204260159. 


4210490 FoTwapdi 820401 amend of NRR Director 800211 order, safety 
valuation 1, revised Tech Spec pagas. Recovery mode pppposed 
tch Specs changed to reflect current conditions at plant 
yY0ER,BJ TMI Program Office. 02/04/01. BARTOW, J. J Oenaral 
yblic Utllltiee - OPU Service CorP. 2pp. 12001:293, 24X 

Iche 90-320,82/04/19.8204810470 


X 

1 
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— BS04a&Oi69 «Rrffifntnt ttrmlnating Civil Cat* 79-136S, NRC 

will prtpari pragraitiinatlc EI6 Util will not ditcharga 
biiatauattr Into Sutqufhanna Rlvar until EIS publlphad.All 
claim* ulll b* brought bafora NRC Initially. 

EILPERINiS F D#fic* ot tha Oanaral Counial STANLEYi N 
Ju«tlca<D*pt of AUOENBLICKiM Matropelitan Edlion Co BO/Oa/S7 
&PP ISeSB 149 24X Pieha 90-320< es/04/19i 6204260199. 


— 8204260174 Stipulation *< order dl»ffli»»lng Gate 79-1366 w/prajudiee, 
Full (t eompleta lattlamant raachad 

a U, S Dlitrlct Courti OUtrlet of Columbia. 80/02/26 Office 
of tha Oanaral Counsal 3pp 12836 i99 24X 

Flcha: 90-320. 82/04/19. 6204260199. 


8204290576 Ratpondt to 820223 r*qua*t for info to roapond to 
conatituant B Iruin Itr r* dlccharga of radioaetiva uatar 
from THt-2 Radioactive uatar from accident tterad at tit* 
OIRCKS. W J Of flea of tha Enocutiv* Director for Oparatlon*. 
62/04/19 WALKER. R, 8 Houia of Rap 4pp 12899"006. 24X 

rich* 90-320. 82/04/19, 6204290976 


6204160027 NRC PLAN FOR CLEANUP OPERATIONS AT THREE MILE ISLAND UNIT 2. 
Ravltlon 1 

LO.R.i SNYDER, B. TMI Program Office NURE0-0690 ROt 62/02/20. 

30pp Available at NTIS. «3 29. 12719:236. 24X 

Fleha' 90-320. 82/02/28. 8204160027. 


8204300001 FOIA raquait for flv# catagortaa of doeumanti ra Sept 1979 
rapt. ''Racofflmanda tlani of TffI-2 IE Invaatlgatlon Team “ 

WEISS, E Union «f Concarnad Sc i anti eta 62/03/03. FELTON, J 
Dlvltlon of Rula* and Racord* 2pp. 12920:030 24X 

Fleha' 90-320. 82/03/03.8204300001. 


8204080293 Forward* "OPU Enargij Plan. Load ti Capaeltv Foracait " Alto 
forward* mart ad-up draft* of info in tupport of praparation 
of anvlron a**a**mant ra p igehologlea 1 Impact of raitarting 
TMl-1 

BAUSER.O.B. ahawi Pittman, Pott* tc Trowbridge 82/03/0? 
REOAN.W.M Biting Analgd* Branch. 100pp. 12603-032 24X 

Fleha 90-269, 82/03/09, 8204080293 


I Financial information 


8204120331 Forward* Annual Financial Rapt 1961. uniform ttatlitlcal rapt 
& foracatt tourca (i application of fund* ttatinant 
HUKILLiH D Oanaral Public Utllltlaa - OPU Sarvlea Corp, 62/04/06 
Office of Nuclear Reactor Regulation, Director 29pp 12639,194 
24X Fleha 90-269,62/04/06,8204120331 


—8204120336 Annual Financial Rapt 1981 

KUHNS, W 0 . DIBCKAMP,H Oanaral Public Utilltla* - OPU Service 
Corp 02/03/04 39pp 12639 196 24X Fleha! 90-289, B2/04/06, 
6204120331 


J Inturanca 1< Indamnltg Information 


6204270468 Forward* Endar»*(nent* 7,0,9,97 I* 83 to ANI Bindtrt EB-69, 
E0-13 & BB-86 li Paliele* NF-220 li NF-164, retpaetivtlg. 

MOREAU* W N Oanaral Public Utilitla* - OPU Sarvlea Corp B2/04/21, 
SALTZMANi J Antltru*t fc Beenomle analgil* Branch (Utilitg Flnanct) 
9pp. 18693’ 343 24X F1 eh a- 90-000, 02/04/21 , 6204270466. 


P Operating lictnia <taga document* << eorratpondcnc* 


8204220369 Re* pond* to FOIA rtquatt for tiven eatagorle* of documents 
ra TNI action plan 

FELTON, U M. Divlalon of Rule* and Record* 61/11/12 SHOLLY, 8 C 
Union of Concerned Sclantlit* 6pp 12824,100 24X 

Fleha- 90-000, 81/11/12, 620422036 9. 


—6204080296 -'OPU Enargg Ptan:Load 6 Capaeitg Foracatt. Program For 
Balancing Supplg ti Demand Through Yr 2000, “ 

e Oanaral Public Utlllttea - OPU Service Corp 61/ii/30. 71pp. 

12603-193 24X Ptcha - 90-269. 62/03/09, 6204080293. 


6204190966 NRC PLAN FOR CLEANUP OPERATIONS AT THREE MILE ISLAND UNIT 2 
a TMI Program Office. NUREO-0696 ROl ERR 82/03/16. 3pp 
Aval lab la at NTIS. 12708 048. 24X Fi eha: 90-320, 62/03/16. 6204190966. 


6204220912 Rttpondi further to FOIA raqusat for document* (i racord* 
noted In NRC Hating ''TMI Action Plan Steering Oroup 
Chronologg. " Record* listed in App B placed in PDR, No 
record* located of meeting* lUtad In Item* 3,11.13 I, 19 
FELTON, J H Dlvltlon of Rules and Ra cords 82/03/16 SHOLLY, S G 
Union of Concerned Sclantistt. 8pp 12629:019. 24X 

Flcha- 90-320, 82/03/16.8304220912. 


—6009220602 Notifies Commi ** toner* that OAO will avaluat* NRC action* to 
Implamant NUREO-0660 racommandatlon* N adaquaeg of NRC 
priority ly* in Implamanting that* recommendation* 

Evaluation undartakan at raquaat of Senator 0 Hart, 

CUMMlNOSrJ J, Offlea of Inspector ti Auditor. 60/02/11 
AHEARNE, U. F. , OILINSKY. V , KENNEDY, R, T. Commi talonari. Ip 
12629 092 24X FI c he. 90-320, 62/03/18, 620 4220912. 


8203190001 Oanerle Ltr 62-09 to all llcantaa* of operating power 
reactor* ri pott-TMI raqulramant*. 

EI8ENHUT, D 0 Division of LIcaneing 82/03/19. HAU8PUR0,A. 
Contolldatfd Edison Co. of New York 7pp 12913.126. 24X 

Flcha 90-000,82/03/19,6203190001. 


— 8001210032 Request* updated detcrlptlon of tasks In TMI action plan 
CNURE0-0660> for 0L» it near-tarm DL» it updated actimate of 
•chadula, rasoureas to issue raqulramant it rasourca* to 
review Implementation 

MATTSON. R U NRC Three Mile Island Task Fore*. 79/12/21 NRC 

Three Mila Island Task Force, 4pp 12624 196 S4X 

Flchc 90-320.61/11/12,6204220369 


— 8003040649 Commend* effort* put into draft of TMI action plan, Task 
manager* should revtau action plan to locate I, ferret out 
any remaining radundanciai or ineona 1 atancia* Ovarvlaw of 
Section* III A tc III B end. 

HATTSON.fi. J Division of egstam* Safsty 60/01/23 Division of 
System* Safety Spp 12824 221 24X Ft eha- 90-320. 81/11/12, 

8204220369 


—6006090991 Forward* Draft 3 of TMI action plan for ACR6 600306 meeting 
re naar-term OL raqulramant* approved by Commisflon on 
000207 Prlorltlai t, staff rasourca rtprog ramming will be 
discusaad, . W/a and 

MATTSON, R J Division of Systam* Safety. 80/03/09. FRALEY, R. 

ACRE - Advisory Committee on Reactor 8af a guards. Ip, 12624,228. 

24X Flcha. 90-320, 61/11/12,8204220369 


8204090468 FOIA request for aecas* to cerraspondence batwaan Oanaral 
Public Utlle/Mat Ed i< NRC from Mar 1979 to Jan 1962 ra TMI 
restart program, 

WACHTER.S.A. Affiliation Unknown, 82/01/18, NRC - No Ottail ad 
Affiliation Olvan, Ip. 12691,267. S4X Fi eh*! 90-289. 62/01/18, 
6204090466 ■■ ' 


6204090300 Raspend* to FOIA raquaat for aceps* to all eorraspondenca 
between Oanaral Public Utils/Mat Ed '6 NRO from Mar 1979-Jan 
1982 ra TMI Unit 1 raitart program. Documant* availabl* at 
LPDR 

FELTON, J H. Division of Rults and Records. 62/01/26 WACHTER.S.A. 
Affiliation Unknown. ' ip. '12691:266. 24X Flcho: 90-289, 62/01 /26, 

6204090300, 


6204060212 Tastimony of NJ Palladlno on NRC FY63 budget raquaat before 
Subcommltta* on Energy it Mater Devalopmant !■ Commlttea on 
Appropr iatlone 

PALLADINO. N J. Commli* loners. 82/03/22. 17pp, 12619:046 24X 

Fiche, 90-000. 62/03/22,6204060212. 


—6204060229 Raquast* support in sstsbllshlng somt form of funding thet 
will guaranter rapid cleanup U DOE plans to take posiafSion 
tc dispose of antlra damagad reactor core as *aon a* 
technically feasible. 

PALLADINO, N J Commissioner*. 62/03/22. MCCLURE, J.A. Senate. 
Energy tc Nature 1 Raeourcet, 2pp. 12619:066, 24X 

rich*. 90-000,82/03/22, 8204060212. 


— 6204060226 Raquasts support in establishing soms form of funding that 
will guarantee rapid cleanup k DOE plans to teke possession 
tc dispose of entire damaged reactor core as soon as 
technically fssslbla. 

PALLADINO, N J, Commi* s lontra 62/03/22. SIMPSONiA. K. Benate, 
Environment tc Public Morks, 2pp, 12619:070 24X 

Flcha. 90-000* B2/03/22* 6204060212 


—8204080274 Requaats support in aetebllshlng tome form of funding that 
ulll guarantaa rapid cleanup of THl tc DDE plans to takt 
possassion tc dispose of entire damaged reactor core at toon 
at technically feasible, 

PALLADINO, N J. Cancimiss loners. 62/03/26. UDALL. M. K House of 
Rep < Interior tc Ineular Affairs. 11pp. 12619:149. 24X 

Fiche. 90-000* 82/03/22. 6204060212. 


6204010099 Staff raqulrementi mania re 6203S3 ctiaetlng w/Advliory Panel 
on Decontamination of TMr -2 In Haehing ton* DC, Stronger NRC 
commitment toward resolving decontemlnstlon problem 
encouraged. 

CHILK, 6. J, Office of the Beeretary of tha Coewnteslon 62/03/26. 
BlCKiflT.L Office of tha Exeeutivi Legal Director. DIRCK8,W.U. 
Offlct of the Executive Dlraetor for Qparatlene, 2pp, 12469:326, 
24X rich* 90-320,82/03/26*8204010099 
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8204280017 Forwiri* TMI fTojrafs ofc wttUv r#pt for wk of 

820321-27 

BARRETTiL H THI Projram Offlci ea/OS/B? DENTONtH R Office of 
Muelaar Reactor Reaulatlofii Director SNYDERtB J, TMI Program 
Office 8pp 12873 2S4. 24X Flcht 50-320. B2/03/a9< 8204200017- 


— 8204230024 Re^ueetf greater financial part 1 elpat Ipn bij federal govt in 
cleanup actlvltlee due to potential for elote degradation 
of eontalnnent Integrity 1< a<iulpnent capability t< 
pofaiblllty of bankruptcy on part of owneri 

PAL.LADtl«3> N 0 Cemnleilonerf B2/03722 HCCLtmgrJ A Senate 
4pp 12373-292 24X Flche 90-320.02/03729.8204230017 


— 8204230029 Subeiltf rapt re efforts b finding* re TI1I-2 cleanup bated on 
tnveetlgetlon* Reactor I* threat to public health b lafatg 
until decontaminated 

lilKMICH. J C Advisory Council for Decontajnl nation of THI Unit 2 
82/03/17 PALLADINO. N U. Cofflinisf lonert 3pp 12878:297 24X 
PICho 90-320.82/03/29.8204230017 


8204120012 Approve* general section of Revlflon 1 to general project 
design criteria for recovery facllltlet. tub j to listed 
change* 

BARRETT. L H THI Program Office 82/04/01 BARTON. J J Oeneral 
Public Utllittee - OPU Service Corp 9pp 12A&2' ISl 24X 
Flchi: S0'320, 82/04/01.6204120012 


3204300424 Faruards asand ef order to Ulcenie DPR-73 b lafety 
evaluation Amend changft recovery mode proposed Tech Sped 
to reflect current plant condltioni 

BNVDER, B J THJ Program Office 82/04/01 BARTON. d.R Oeneral 
Public Utllltlee - CPU Service Corp 3pp (2920 184 24X 

Fiche: 90-320. 32/04/01. 8204300424 


--8204300494 Amend of order to t-leente DPR-73 . changing recovery mod* 
propa*ed Tech Speci to reflect current plant condition* 
DENTON.HR Office of Nucleer Reactor Regulation. Olraetor 
32/04/01 oeneral Public Utilltlei - OPU Service Corp 4pp 
12920: 1B7 24X Plche 90-320. 82/04/01. 0204300424 


—8204300494 Safety evaluation supporting amend of order to License 
PPR-73 

* Office of Nucleer Reactor Regulation. Director 82/04/01 
lOpp 12920:191 24X Flche 90-320.82/04/01.8204300424 


8204080090 Forward • reiponse to 791017 generic Itr re radioactive 
release at North Anna Review revealed that circumstanca* of 
incident are not applicable to TI1I-2 due to difference* In 
plant design 

BARTON. J >1 Oeneral Public Utllltlee -OPU Service Corp 82/04/02 

SNVOEN.B J THI Program Office 2pp 12406 090 24X 

rich*. 90-320. 82/04/02. 8204080090 


8204080349 Poruard* aniuer* to qucstloni from 820224 meeting in 
Bethaeda.MO re environ asseiiiaent of psychological Impact of 
Tesfearting facility. 

BAUSERiD B Shaw. Pittman. Pott* b Troubrldga BAUEER.S 0. Oaneral 

Public Utllitiei - CPU Servlcs Corp 82/04/02 REOAN.H.H Siting 

Analysis Branch lOpp 12401:239 24X Flche, 90-239. 82/04/02. 

8204080349 


'04300003 Reapends to FOIA request for five categorle* of documents 
PS Sept 1979 rapt. "Recommendation* of TMI-2 IE 
Investigation Team." Approx 170 pages of matl belna placed 
in PUR. 

FELTON. J H Division of Rul*i and Reeordi 82/04/02 HEI88.E R 
Union of Concerned Sciantiet* Ip 12920' 032 24X 

rich* 90-000.82/04/02.8204300003 


—8004040786 Discusses lE Insp program b licensee 3A program ueaknsss 
requiring NRC review Proposed IE bulletin b proposed 
temporary instruction end 

hunter. D R Division of Reactor Construction rnspeetion 
79/04/22 MARTIN. R 0 Division of Reactor Construe t Ion 
inipsetlon epp 12920 139 24X Flche SO-000. 82/04/02. 

8204300003 


—0007030449 Discusses BbW PWR transients from full power conditlone 1. 
general imptlcatlone re loss of site power analysed 
transient Scenario for loss of offsite power from full 
ppuer attached b sections of Davis-Bessa FSAR end 

HUNTER.O R Region 3. Chicago. Reactor Conetruction b Engineering 
Support Branch 79/12/27 OAeLIAROO.UE Division of Raacior 
Cdnstruetion Inspection i7pp 02899 031 24X 

Flche 90-00 0.82/04/02.8204300003 


—0204300012 Advises that 790306 reactor trip /uvarspsed turbine trip 
should be evatuatsd thoroughly because of dlscrepanc 1st 
listed which appear to be Tech Spec violations 

HUNTER, 0 R Region 3, Chicago, Office of the Director 79/ll/*!0' 
ORIERi 0 H Region 1. Philadelphia, Office of th* Director 4pp 
12920 033 24X Flche 90-000,82/04/02,820 4 300003 


— B2043000I3 Forwards responses to Action Item Tracking Bys (AITElt 
F01000762 b F010009a7, AITS not presently applicable to 
Cleanup activities b should b* closed 

CDNTEjR TMI Program Office 81/12/03 HEIHIO.R projects 
Branch 2 4pp 12920 037 24X Flche 50-000.82/04/02,8204300003 


--8204300014 Advises that THI operators have throttled emergency 
feedwater flow to limit Impact on RCS temp b pressure. u/o 
Tech Spec. FSAR or other deeign euthor 1 jet I on Plant 
traneients should be reviewed for nonconforming procedures 
HUNTER. D.R TMI Program Office 79/11/20 MARTIN. R D NRC - No 
Detailed Affiliation Olven Ip 12920 041 24X 

Flche 50-000,82/04/02,8204300003 


—6204300019 Advise* that consideration he given to setting flow tasting- 
requirement* for Class I ays re supplies to emergency 
feedueter sys b UH3 

HUNTER, D P TMI Program Office 79/11/06 DLACKHOOD. E 0 NHL 
No Detailed Affiliation Olven Ip 12920 042 24X 

Flche 90-000,82/04/02.8204300003 


— 8204300023 Advises that plant design should be reviewed becauoo of 
findings of procedural Isolation of Class 1 supply of water 
to once-through steam generator via emergency feedwater lys 
during TMI-2 Investigation 

HUNTER. 0 R TMI Program Office 79/11/20 MARTIN. R D NRC - Np 
Detailed Affiliation Given 2pp iS920, 043. 24X 

Flche 90-000,82/04/02,0204300003 


—8204300099 Advises that TMI-2 investigation Indicates need to tbruJi'-p 
special insp effort te assure that safety-related air 
operated valves are adequately designed to function u/o 
dependence on nonsef c tg-related sys 

HUNTER, 0 R Region 3, Chicago. Office of the Director 79/11/06 
JORDAN, E L NRC - No Detailed Affiliation Olven Ip. 12920 063 
24X Flche 90-000,82/04/02,8204300003 


— S2043000’67 Suggests that regulations preventing const of two or more 
units on one site or providing far design criteria to alloui 
addl units to survive most serious nuclear accident should 
be consider ed 

HUNTER, 0 R, Region 3, Chicago. Office of the Director, 79/lI/Ot 
B LACK HOOD. E 8 Region 3. Chicago. Office of the Director, Ip 
12920-072 24X Flche 90-000.02/04/02,0204300003 


■7912120021 Discusses criterion of App B to 10CFR50 re Independent insp 
effort Coneure «/positlon tfiet licensee OA pregrem* for 
operation ere deficient in audits ef many routine taeki 
BRNAN.B E Division of Raactor Operettons Inspections, 79/09/26 
HONTER.DR Division of Reactor Construction tnipectlon. )p. 
12920,149 24X Flche; 90-000. 02/04/02. B204300003 


-8204300074 Advltat that evaluation of component* expoeed to temp* in 
eiciss of 0OO F during accident should be completed prior 
to restart 

HUNTER. D R Region 3. Chicago. Office of the Director 79/li/06 
BLACKWOOD, e. B, Reglo-n 3. Chicago, Office of the Director Ip 
12920-073 24X Flche 90-000,82/04/02.8204300003 


-8004040781 Diicuetee need for inspector training In lieencee 0A/O< 
programs Recommendi that m Hunter develop Inspecter 
training program. 

BRYAN.8 E Dlvialon of Reactor Optratiane Inepactieni 
COBB.L. 1 Eieeutlve Officer for Hanegement b Analysis. 

12920:193 24X Flche 90-000. 68/04/08, 6204300003. 


79/11/2 

Ip, 


—8204300099 Advises that because of failure of presturirer relief valv* 
during THI eceident. In-depth evaluation of RCS lealrase 
through relief b safety valves to determine if valve 
deterioration reeults should ba considered. 

HUNTER, D R, Region 3, Chicago. Office of the Director. 79/11/09, 
BLACKWOOD, E, B Region 3. Chicago. Office of the Director ip. 

12920 074 24X Flche 90-000,82/04/02.8804300003 


—0004^0789 Forward* undated program recommendation for considerati 
Betlevee program has substantial merit. 

MARTIN. R D. Division of Reactor Conetruction Inipectlon, 
79/06/22 ALLAN, J.M, Region 1, PhnadelpMa. OfVlce o? the 
Director tp. 12920 147. S4X Flche. 90-000. 82/04/02, 8204300003 


—8204300108 Advises of specific design b regulatory raquiramente re 
waste gas sys that should be considered to protect public 
Accident revealed def i c ienc lee. 

HUNTER, D, R Region 3, Chicago, Office of the Director 79/11/06 
BLACKWOOD. E 8. Region 3, Chicago, Offlct of the Olracter 2pp 
12920 079 34X Flche- 90-000, 82/04/02. 8204300003. 


—8204300172 Pages 12-40 of Martin Rept 

a Affiliation Unknown 79/03/31 29pp 12920.098. a4X 
Flche: 90-000, 82/04/02, 8204300003 
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--0204300179 Di»cu 89 Bs loss of core cooling following loi« of offsite 
jiower at TMI-a 

HUNTER. Dfi Region 3. Chleagoi Office of the Director 79/12/27 
ALLAN. J M Region 1. Ph i lade Iphla. Office of the Director 4pp 
12920 124 24X Fiche 50-000. 02/04/02.8204300003 


—0204300241 Advises that requirements for plant mgt positions need 
•valuation & upgrading to ensure qualified personnel are in 
responsible positions 

HUNTER. 0 R Region 3. Chicago. Office of the Director 79/11/06 
BLACKWOOD. E 0 Region 3. Chicago. Office of the Director^ Ip 
12920 130 RAX Fiche SO-000, 82/04/02. 0204300003 


—0204300245 Advises that THl-2 on-dutg superintendent uias not able to 
provide guidance because of lack of similiarltg & eiperlence 
u/unlt during accident Staffing requirements should be 
reviewed (. evaluated 

HUNTER. D R Rogjon 3. Chicago. Office of the Director 79/11/06 
0LACKWOOO. E 0 Region 3. Chicago. Office of the Director Ip 
12920 159 24X Fiche 50-000.02/04/02.8204300003 


--8204300847 Advises that lack of formal operator training re significant 
plant transients at TMI-2 indicates that insp should focus 
on ongoing operator training programs to assure immediate 
review of plant transients within formal sgs 

HUNTER. D R Region 3. Chicago. Office of the Director 79/11/06 
BLACKWOOD. E B Region 3. Chicago. Office of the Director ip 
12920 160 24X Fiche 50-000.82/04/02.0204300003 


—9204300251 Recommends special Insp effort in area of plant staff 
tra Ining. tr a 1 n 1 ng program content, emergencg procedures ti 
simulator training, be undertaken In view of failure of TMI-K 
staff to understand LQCA indications (< safeguards sgs 
HUNTER. D R Region 3, Chicago, Office of the Director 79/11/06 
BLACKWOOD. E B Region 3. Chieego. Office of the Director 2pp 
12920 161 24X Fiche 50-000,82/04/02.0204300003 


— 8204300255 Pages 5 - 12 of Martin Rept 

» Affiliation Unknown 79/03/31 Spp 12920 163 24X 

Fiche 50-000, 02/04/02, 0204300003 


0204160255 Advises that lower tank farm is being maintained emptg 
AttC reactor coolant bleed tanks are being maintained at 
50.000 gallons to provide reserve tankage 

BARTON. J J General Public Utilities - GPU Service Corp 02/04/00 
BARRETT. L H TMI Program Office Ip 12696 209 24X 

Fiche 50-320.02/04/00.8204160259 


8204160313 Forwards info in support of Tech Spec Change Request 13 to 
allow energizing of single control assemblg mechanism 
BARTON. J J General Public Utilities - GPU Service Corp 82/04/08 
BARRETT. L H TMI Program Office 2pp 12693 253 24X 

Fiche 50-320,82/04/08,0204160313 


—0204160314 Proposed Tech Specs re energlilng single control assembly 
mechanism 

» General Public Utilities - GPU Service Corp. 82/04/08 Ip 
12693 255 24X Fiche 50-320,82/04/08.8204160313 


0204210257 Application to amend License DPR-73. chang Ing Tech Specs to 
allow movement of individual control rods to gain 
edvancad info on core conditions Certificate of Svc end 
ARNOLD. R C Oenaral Public Utilities - OPU Service Corp 82/04/00 

SNTDER. B J TMI Program Office 3pp 12803 003, 24X 

Fiche: 30-320, 02/04/00, 0204210257 


— 8204210270 Proposed Tech Spec Change 37 to License OPR-73. all owing 
movement of individual control rods to gain advanced Info 
on core conditions 

e Ocneral Public Utilities - GPU Service Corp 82/04/08, 6 pp. 
12803 011 24X Fiche 50-320,82/04/08,8204210297 


8204260277 Forwards application to amend License DPR-73. consist ing of 
Tech Spec Change Request 37 re control rod sgs 

ARNOLOiR C General Public Utilities - GPU Service Corp 02/04/00 
SNYDER. B J. TMI Program Office ip. 12839-183 24X 

Fiche. 90-320. 82/04/08, 8204260277 


—8204260284 Application to amend License DPR-73. consisting of Tech Spec 
Change Request 37. to allow movement of individual control 
sod or aklal power shaping rods under controlled operating 
procedures, 

ARNOLD. R C General Public Utilities - GPU Service Corp 
82/04/08 Spp 12839 184 24X Fi Che- 50-320. 82/04/08, 8204260277 


— 8204260294 Proposed Tech Specs 3 13 t. 3/4 1 re control assemblies b 
water injection cooling & reactivity control sys.to allow 
movement of individual control rod or axial power shaping 
rode under controlled operating procedures 

e Oaneral Public Utilities - OPU Service Corp. 82/04/00 2pp. 
12839*189 24X Fiche 50-320. 82/04/08. 0204260277 


82042004B6 Forwards amend of 800211 order to incorporate recovery mode 
Tech Spec cha ngas. ref J ec t Ing current facility conditions, 
per NRC 810223.0316 & 1006 requests %t safety evaluation 
SNYDER, B J TMI Program Office 82/04/09 BARTON, J J Oeneral 
Public Utllttiai - OPU Service Carp 3pp 12804 215 24X 

Fiche 90-320.82/04/09,0204200486 


— 6204200S02 Amend of 800211 order to incorporate recovery mode Tech 
Specs. ref lec ting current facility conditions per NRC 
B10223.031B b 1006 requests 

DENTON, H R. Office of Nuclear Reactor Regulation, Director 
82/04/07 General Public Utilities — GPU Service Corp. 12pp 
12804 218 24X Fiche 50-320,02/04/09,8204200486 


—8204200509 Safety evaluation supporting proposed mods to recovery mode 
Tech Specs, reflecting facility conditions 

« Office of Nuclear Reactor Regulation, Director 82/04/09, 7pp 
12804 230 24X Fiche 50-320,02/04/09,0204200406 


— 8204200515 Proposed mods to recovery mode Tech Specs 3/4 6,3 7,3 9,5 1, 
6 3,6 4 b 6 9 

* Office of Nuclear Reactor Regulation, Director, 82/04/09. 

20pp 12004-237 24X Fiche 50-320.02/04/09.8204200486 


8204200060 Forwards ''THI-2 Recovery Program Solid Waste Staging 
Facility Sys Description," per 820223 1 tr, Submerged 
demlnerallicr sys technical evaluation rept update 
for thcoming 

BARTON, J J General Public UtlUfctes - OPU Service Corp 02/04/14 
SNYDER, a J TNI Program Office Ip 12742 212 24X 

Fiche 90-320. 82/04/14.8204200068 


—0204200075 ''Ttil~2 Recovery Program Solid Haste Staging Facility Sys 
Description " 

• General Public Utilities - GPU Service Corp 82/04/14. 20pp. 

12742 213 24X Fiche 90-320.82/04/14,8204200068 


8204160159 Generic Ltr 82-08 to all PNR plant licensees b applicants rc 
transmittal of NUREO-0909 relative to Oinna tube rupture 
H/o end NUREO List of NRC recipients enc 1 

eiSENHUT. D G Division of Licensing B2/04/19 HAUSPURQ.A 
Consolidated Edison Co of New York PARKER, H 0 Duke Power Co 
□PREArO U Houston Lighting b Power Co 7pp 12787 203 24X 

Fiche 90-000, 82/04/19.8204160195 


8204200138 Forwards Change Requeet 14 re RCS chemistry specs Change 
deletes oxygen b hydrogen concentrations b establishes 
chloride spec In recovery operation plan 

DARTON, J U General Public Utilities - OPU Service Carp 82/04/15 

SNYDER. B J TMI Program Office 2Bpp 12 7 39-225 24X 

Fiche 50-320,82/04/19.8204200138. 


62O42B0477 Forwards 011211 ltr transmitting Recovery Operations Plan 
Change Request It in conjunction w/Teeh Bpec Change Request 
33 deleting long-term 0 steam generator cooling sys 
BARTON. J J General Public Utilities - GPU Barvice Carp 02/04/15. 
SNYDER. B J THI Program Office Ip 12067 270 24X 

Fiche 90-320,82/04/19,8204200477 


—8204280484 Forwards Recovery Operations Plan Change Request 1 i in 
conjunction w/Tech Spec Change Request 33 deleting long-term 
S steam generator cooling sys 

barton. J \i General Public Utilities - OPU Service Corp. 

81/12/11 8 NYOER 1 B.O TMI Program Office. 2pp. 12S67.271 34X 

Fiche 90-320.02/04/15,8204280477 


"0204280407 Proposed Taeh Spec 4 7. plant sys. 

« General Public Utilities - OPU Service Corp 01/12/11. Ip 
12067 273 24X Ficfie 50-320,02/04/19,8204280477 


0204260137 Forwards correctly ravlaed Tech Spec Pages 4 3-8 b 4 6-2 
to NRC 620409 submittal re approved mods to recovery 
operations plan. 

SNYDER, a d TMI Program Office. 82/04/16. BARTON, d J Oaneral 
Public UtlllticB - GPU Service Corp 2pp 12BS9 026, 24X 

Fiche. 90-320, 62/04/16, 8204260137. 


— 0204260143 Revised Tech Spec Pegoi 4 3-0 b 4 6-2 for insertion into 
recovery operations plan 

e TNI Program Office 82/04/16 Bpp 12059:020 24X 

Fiche 90-320,02/04/16,8204260137 


8204210470 Notice of Issuance of 820401 b 07 amends to NRR Dirsetor 
800211 order b motion to conform proposed Tech Specs 
Certificate of Svc end 

WILCOVE.MN, Office of the Executive Legal Director. 02/04/19. 
Spp 12801 290 24X Fiche 90-320,62/04/19,0204210470. 
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— 8204ai04?O Furwiriii 820401 amenit of NflR Dir»etor S00211 ortftri 
•valuation & rtvlitd Tich Spac pagt« Rteovtrg mod* propottd 
Tich 8p»c« ehingad to rifloct currant conditions at plant 
BNYDERi B J TMI Projram Offict BS/'O^yCl BABTONr J J Oanarol 
PobUt Utllltlai - OPU Sirvic* Corp, Sff ISBOl' S?3 24X 

Flcha aO-3SO, 82^04/19. 0SO421O47O 


— 5204210499' Amind of 600211 ordari ravl • ing rtcovirg nod* propoiad T*cb 
Bptct to rafltct currant plant condltioni 

DENTON. H R Offlca of Nuctaar Rtactor Ragulatlon. Dlractor 
82/04/01. Oanaral Public Utllltlai - OPU Sarvlca Corp 4pp, 
12BOI.293 24X Flch* 30-320.82/04/19,8204210470 


— 8204210499 Bafaty avaluatlon supporting 820401 aninif tn 80021 1 ordar 
a -Office of Nuclaar Raactor Ragulatlon. Dlractor 82/04/01 9pp 
12501*299 24)r Flchf 30-020.62/04/19.8204210470 


—8204280493 Tech 8pac« 4 7-4.4, 7-3.4 9-1 & 4 9-2 re •orvilllanea 
reiiulraffltntt for control room amarganeg air cleanup igs 1. 
fuel handling b Idg /aui 1 1 1 arg bldg air cleanup tgi 
• Oantral Public Utllltla* - OPK Service Corp 82/04/21 4pp 
12667 262 24X Flcha 30-320,82/04/21,8204260483. 


0 Inepactlon raporti. IE Dulletins 6 corratp ondanc a 


B2041S0369 Forii>ard« IE Info Notices 82-09. “Cracking in Piping of 
Hakeup Coolant Line* at B.(iU Plants" 6 82-10. "Follouilng up 
Bgnptamatlc Repairs to Assure Resolution of Problem " No 
uritten response required 

HAVNEB, R C Region 1. Office of Director 82/03/31 □ 'TOOLE. J D, 

Consolidated Edison Co of New York COUNSIL.U 0 Northeast Nuclear 
Enargg Co Ceubi of Northeast Utliitiai) DALTROFF. 8 L 
Phlledalphla Electric Co. 9pp 12682 248 24X 

Flcha 30-000,62/03/31.0204130369 


— 3204210S06 Revised Tech Spec Pages 3 7-1 re feeduater igs.S 8 4 re 
offslta power distribution sgs,3/4 4 J re reactor coolant 
loops ti 3/4 7 J re faiduatar sgs 

e Office of Nuclear Reactor Regulation. Director 82/04/01 Bpp 
12801 304 24X Flche 30-320,82/04/19.8204210470 


— 9204210310 Forwards 820407 amend to NRR Director BOOSIl order. safetg 
•valuation 1. Tech Specs Changes to racoverg mode Tach Specs 
reflect currant plant condltlona 

SNYDER, B.J TMI Program Offica. 82/04/09 BARTON. J J Oaneral 
Public Utilities - OPU Service Corp 2pp 12801.30? 24X 

Flche 90-32 0,82/04/19.8204210470 


-8204210917 Amend of 800211 order, revising reeoverg mode Tech Specs to 
reflact current plant condltlone 

DENTON, HR Office of Nuclear Raactor Regulation. Dlractor. 
82/04/07 12pp 12801 311 24X F Icha* 30-320. 82/04/ 19. B2042J0470 


— B204210S20 Bafetg evaluation supporting 820407 amertd to 800211 order 
a Offica of Nuclear Reactor Regulation. Dlractor 82/04/07 7pp 
12801 323 24X Fie he 30-320.82/04/19,0204210470 


8204130462 Forwards IE Bulletin 62-01, "Alteration of Radiographe of 
Ueldf In Piping Subaaeamb 9 i as " No written response 
required 

HAYNES, R C Region 1. Off lea of Director 02/03/31 O'TOOLE. J 
Conio 11 dated Edison Co of Nau York LEMPOES. T E Niagara Mohauk 
Pobiep Corp COUNBIL. H -0 Northeast Nuclear Enargg Co (subs, of 
Northaast Utilitiai) 6pp 12683 234 24X Flche 30-000.02/03/31, 

8204190462 


8204210003 Forwards IE Insp Rept 30-320/02-01 on 820117-0219 6 natlci 
of violation Insp rapt withheld (ref 10CFR73 211 

STAROBTECKl.R Division of Project 6 Retidant Programs. 82/04/0] 
BARTON. 3 J Qaneral Public Utilitiai - OPU Service Carp 3pp 
12B01'007 24X Fieh# 30-320.82/04/01.0204210009 


--8204210005 Notice of violation from Insp on 820117-0219 Nancompl lance 
noted measures not istablished to assure that operating 
procedures were controlled -li reviewed prior to initiation of 
cooling sgs piping mod. 

STARCISTECKI . R Division of Project 1. Resident Programs 82/04/01 
2pp 12901 010 84X Ficha 90-320,82/04/01,8204210003 


— 8204210926 Revised Tech Spec pages reflecting current conditions of 
p lent 

e Office of Nuclear Reactor Regulation. Dlractor 82/04/07 
80pp 12301330 24X Flche, 30-320,82/04/19, 8204210470 


704260076 F-oruard* applieatio-n to amend License DPR-73 It proposod Tach 
Spec Amend more claarJg defines equipment needed to provide 
adequate ventilation capabilitg for fuel handling & 
ausiliarg bldgt 

ARNOLD. R.G Oeneral Public Utilities - OPU Service Corp B2/04/19 
SNYDER. B J TMI Program Office ip 12640-103 24X 

Flche. 90-320. 82/04/19.82042600 7 6 


B204260Q77 Application t-P amend License DPR-73, d eflnlng more claarlg 
equipment needed to provide adequate ventilation for fuel 
handling b ausiliarg bldgs Certificate of Sve end 
ARNOLD, R Daneral Public Utilities - OPU Service Corp 62/04/19 
9pp 12840 104 24X Flche 30-320.62/04/19,8204260076 


B204260090 Proposed Tech Spec 3 9. re radwaste storage, fuel handling b 
auxiliary bldg air cleanup sys 

* Oeneral P-ubllc Utilities ~ -OPU Service Corp 02/04/19 Ip. 
12840 109 24X Flche 30-320.92/04/19.8204260076 


1204210295 Oeneric Ltr 82-09 to all power reactor 1 1 c ensees. app llcan t s 
for OL. N6S8 vendors b reactor vendors re environ 
qualification of safeig-reiated electrical equipment 
NRC poiltlon re quel 1 flee tlon requirements end 
eiSENKUT, D 0 Dl vie ion of Licensing 82/04/20. NAU6PUR9. A 

Consolidated Edison Co of New York PARRIS, H 0 Tennessee Valley 
Authority 18pp> 12862 337. 24X Flche 90-000,82/04/20,6204210293 


6204290933 Submits approval of design criteria for tamporary once- 
through steam generator layup r ac Irculatlon syi, Suhml ttal of 
tachnlcal evaluation rapt re cooling effacte on RCS awaited, 
BARRETTiL. H TMl Program Office 62/04/20 BARTON. J J Oeneral 
Public Utilities - OPU Service Corp 4pp. 12693 066 24X 

Flche- 90-320. 82/04/20, 820429033 3 


0204290542 Concurt w/B2040fi ltr re prop need plan to remova reactor 
coolant bleed tanks AbC from required reserve waste water 
tankage to facilitate RCS cleanup 

BARRETT. L.H TMI Program Office 82/04/20 BARTON, J J Oeneral 
Public Utilities - OPU Bervlce Corp 4pp 12899,022. 24X 

Flcha- 50-320. 52/04/20. 8204290343, 


6204260483 Forwards Recovery Operatione Plan Change Request 12 for mods 
to air cleanup lyi surYalllance performed on fuel handling 
bldg, aux t liary bldg it control room, clarifying eurveillanea 
raquiramants b supplementing Tech Specs Change Request 39. 

BARTON. U Oeneral Public Utilities - OPU Service Corp 82/04/21, 
BARRETTfL. H. TMI Program Office 3pp. 12667 234. 24l( 

Flcha - 50-320, 62/04/21, 8204260483 


6204140275 Ac k receipt of 820319 ltr Informing NRC of rejection of 
violati(Jn noted in IE Inep Rapt 90-320/81-22 Violation 
occurred as cited Corrective actions agreed upon on 820319 
11 ited 

STAROSTECKIj R Region 1, Office of Director 82/04/07 BARTON. JJ 

General Public Utllitiee - (JPLf Service Corp 2pp 12664 30U L*4X 

Flche 30-320,82/04/07.6204140273 


— 0204140284 Reiponde to NRC 8201 1 1 ltr re violations noted in IC Insp 
Rept 80-320/61-22 Rejects nancompl lance cited Survey 
performed was adequate for compliance W/10CFR20 20i(b> 

BARTON, J J Oeneral Public Utilities - OPU Ssrvice Corp 
62/03/19 HAYNES, R C Raglan 1. Office of Director 3pp 
12664 310 84X Ficho 30-330.62/04/07,8204140273 


620S040142 IE Info Notice 82-11. "Potential Inaccuracies in Hide Rangr 
Pressure Inetrumenti Used in Mestlnghouie Designed plants " 

Bve Hat end 

JORDAN. E. L Division of Engineering b Quality Assurance 82/04/0? 
63pp. 12676 342 24X Flche 30-000, 62/04/0?. 0202040142 


6202040143 IE Info Notlcs Q2-1S. "Surveillance of Hydraulic Snubbers ‘ 
N/encl SVC Ilet 

JORDAN. E L, Dlvlelon of Engineering b Quality Assurance 82/04/21 
64pp 12073 001 24X FI c he; 90-000. 82/04/21. 8202040143 


R, Periodic operating reports b related correspondenca 


S2040S04S9 Forward* TKI program afe weekly statu* rept for uk of 
620314-20. 

SNYDER, B J THI Program Office 02/03/22 DENTON, H R Office of 
Nuclear Reactor Regulation. Director Bpp 12963 236 34X 

Flche: 90-320. 62/03/22. 620405049 5 


S204280017 Forward* TMI program ofc weekly stetus rept for wk of 
620321-27 

BARRETTjL.H TMI Program Office 82/03/29 DENTON. H R Office of 
Nuclear Reactor Ragulation. Director SNYDER. 0 J TMI Program 
Office, 0pp 12678 264 24X Flche 30-320.62/03/29.6204280017 


--B204260024 Requaete greater financial participation by federal govt kn 
Cleanup actlvltlae due to potential far sloix degradation 
of containment integrity & equipment capability b 
poislbillty of bankruptcy on part of owner* 

PALLADINO, N. J Comnl ee ianer*. 82/03/22 MCCLURE. J A, Banate 
4pp 12876 292. 24 X Flche 30-320,82/03/29.8204260017 
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— 0204280029 Subrtii ts rapt re efforts 4t findings re TMI-2 cleanup based on 
investigations Reactor is threat to public health (t safety 
until decontaminated 

MINNICHiJ E Advisory Council for Decontamination of TMI Unit 2 
02/03/17 PALLADINOi N J Commissioners 3pp 12870 297 24X 

Flche 90-320,02/03/29,8204200017 


0204140542 Foruiards TMI Program Ofc ueekly status rept for uk of 
B2032B-O403 

BARRETT, L H TMI Program Office 82/04/05 DENTON, H R Office of 
Nuclear Reactor Regulation, Director BMYDER, D J TMI Program 
Office 7pp 12673 079 24X Pi Che 30-320,82/04/03.8204140342 


8204190360 Forwards periodic monitoring rept re groundwater monitoring 
for Jan-Mar, 1982 

OARTON, J J Oeneral Public Utilities - OPU Service Corp 02/04/06 
QARRETT.L H TMI Program Office 3p p 12729 266 24X 

Fiche 30-320.02/04/06,8204190360 


— 0204190362 Periodic monitoring rapt re groundwater monitoring for 
Jan-Mar, 1982 

* Oeneral Public Utilities - OPU Service Corp 82/04/06 Slop 
12729 269 24X Fiche 50-320,82/04/06,8204190360 


T Hearing transcripts on non-ant I trust matters 


6204300105 Transcript of Advisory Panel on Decontamination of TMI-2 
011116 meeting in Lebanon, PA Pp l-t06 

« Advisory Council for Decon t aaiinatl on of TMI Unit 2 01/11/16 

lOBpp 12910 253 24X Fiche 50-320,01/11/16,0204300105 


6204080208 Transcript of Advisory Panel For Decontamination of TMI 
Unit 2 620126 meeting In Harr i sburg, PA Pp 1-57 
• TMI Program Office 82/01/28. 97pp 12616 317 24X 

Fiche 50-320,63/01/26,8204080208 


6304090212 Testimony of NJ Palladino on NRC FYB3 budget reguest before 
Subcommittee on Energy & t/ater Development tt Committee on 
Appropriations 

PALLADINO, NJ Commissioners 82/03/22 t7pp 12619 048 24X 

Fiche 50-000,62/03/22,8204080212 


8204260027 Transcript of 820323 public meeting in Hash tngton, DC re 
decontamination of TMI-2 Pp 1-57 

« Cemmlssleners. 83/03/23 31pp 12647 225 24X 

Fiche 90-320,62/03/23,8204260027 


8204290846 Forwards TMI Program Ofc weekly status rept for uk of 
820410-17 

6ARRETT, L H TMI Program Office 02/04/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Director SNYDER, B J TMI Program 
Office 4pp 12893 016 24X Fiche 50-320,02/04/19,8204290346 


— 8204260034 Submits rept re efforts 4< findings on TMI-2 decontamination 
Facility constitutes threat to public health b safety until 
decontamlna ted 

MINNICH. J E Advisory Council far Decontamination of TMI Unit 2, 
02/03/17 PALLADINO, N Comnil esioners, 3pp 12047 206 84X 

Fiche 50-320,82/03/23,8204260027 


0204300235 Forwards ''Semiannual Cost Rept for Jan-Juno 1901 " 
OERUSMY, T M Pennsylvania, State of NRC-03-S0-272 02/04/22 

COaOtL I DirBCtor'’s Office, Office of Inspection and Enforcement 
I7pp 12891 302 24X Fiche 50-000, 82/04/22, 0204300233 


S Reportable occurrences, LERs b related correspondence 


— 8204260038 Forwards Info re alternative plans for adeguate funds to 
comp late facility cleanup 

TRAVERS, W D NRC - No Detailed Affiliation Given 62/01/00 
Advisory Council for Decontamination of TMI Unit 2 Spp 
12847 26? 24X Fiche 50-320, 62/03/23,8204260027 


8204120300 RO B2-li/iP on 820303, open unplugged floor drains discovered 
in several ventilation sys eihaust filter cabinets Drains 
supply bypass path for flow around filter Details will be 
Included in followup rept 

BARTON, J J Oonerol Public Utilities - OPU Service Corp 82/03/04 
ORIERrD H Region t, Office of Director Ip 12634 110 24X 

Fiche 50-320,82/03/04,8204120300 


8204050237 Forwards LER 02-O1O/O3L-O 

DARTONp J J Oeneral Public Utilities - OPU Service Corp 82/03/25 
HAYNESi R C Region 1, Office of Director ip 12532 162 24X 

Fiche 50-320,82/03/25,8204050237 


U Congress! ona 1 /Executive Corraspondence 


6204010507 Reponds to MK Udall 82 0204 1 tr axpresslng oppoiitton to 
Info flow during accident NRC prefers to concentrate efforts 
on implementing lessons learned From past tkperiance to 
Improva flow 

PALLADINO, N J Conmlss loners 62/03/02 UDALL, M K House of Rrp , 
Interior b Insular Affairs 2pp 12492 102 24X 

Fiche- 30-320. 82/03/02,0204010507. 


DOCKET 50-321 EDWIN I HATCH NUCLEAR PLANT, UNIT 1 


——8204050244 LER 02-O1O/O3L-O on 020222, aus i I lary bldg vent sys supply 
fans 1AH-E-7A b D) tripped resulting in low vent sys eihaust 
flowchart Caused by malfunctioning interlock relay between 
radiation monitor b supply fans Relay replaced 
CHAPLIN, a D Oeneral Public Utilities - OPU Service Corp 
82/03/25 Region 1, Office of Director 2pp 12532 163 24X 

Fiche 50-320, 82/03/23, 0204050237 


F Security, medical, emergency b fire protection plans 


8204010190 Forwards IE Insp Repts 50-321/81-26 (< 50-366/61-26 on 
811021-22 Ka noncompliance noted 

KELLOOO, P J Reactor Project Branch 2 81/12/07, MILLER, J.H 
Oeorgia Power Co 2pp 12479; 277 24X Flch# 50-321,81/12/07, 
8204010190 


8204120294 RO 82-01 1/OIL-O on 820303, re potential bypass path of 
several ventilation sys filtration units Followup rept will 
be submitted by 820406 

OARTON, J J Oeneral Public Utilities - OPU Service Corp 82/04/02 
HAYNES. R C Region 1, Office of Director Ip 12634 027 24X 

Fiche 50-320,82/04/02,8204120294 


8204160311 Forwards LER 82-Oll/OlL-O 

BARTON. J J Oeneral Public Utilities - OPU Service Corp 62/04/07 

HAYNEB, R C Region 1, Office of Director Ip 12693,810 24X 

Fiche 50-320. 82/04/07, 820416031 1 


— 8204160312 LER 82-Oli/OlL-O on 020303, during problem analysis of 820108 
event, apparent deficiency in decontaminat ion factors for 
auxiliary bldg b futl handling bldg ventilation HEPA fitters 
was noted Caused by lack of four plugged cleanouts, 

CHAPLIN, 8 D, Oeneral Public Utilities - OPU Service Corp 
82/04/07 Region 1, Office of Director 3pp. 12693 219 24X 

Fiche 50-320,82/04/07,8204160311 


0204160343 PNO-TMI-02-008. on 820323, h ighest tritium concentration for 
groundwater samples noted for test borings 2, 3 b 17. Licensee 
tnstitutad systematic program to identify source 
MOSLAK. T . SHANBAKY.M , FA8AN0, A, TMI Program Office 02/04/18 
2pp 12706 320 24X Fiche 50-320,82/04/12,8204160343 


8204190246 PND-TMl -02-009 on 820414, when technician entered reactor 
bldg to take grab samples, interlock mechanism to personnel 
airlock jammed Exit delayed 52 minutes Radiation dose 89 man 
remi Further entrlas postponed until repairs made. 

O'NEILL, a , SHANBAKY.M, FABAND, A TMI Program Office. 82/04/14 
ip. 12720 036 24X Fiche 50-320,02/04/14,0204190246 


—8204010202 IE Insp Repts 50-321/81-26 b 50-366/81-26 on 811021-22 No 
nencompl ianct noted Major areas Inapected'caordlnated full- 
scale radiological tmerg ency axarcisa. 

ANDREWS, D L , JENKINS, O.R Reactor Project Branch 2 01/11/25 

21pp. 12479 279 24X Ft ch# I 50-321, 01/12/07. 8204010190 


6204230308 Oiscusias inherent problem w/4-uJlre emergency notification 
sys telephone circuit. To prevent lockup, util should ensure 
thet second call is net established within 20-t after 
orlg Inal call 

8T0HB, J P Division of Emergency Preparedness b Operational Support 
82/01/29 UHRI0,R E Florida Power b Light Co. 4pp 12816.132 
24X Fiche 50-000^82/01/29,8204230308. 


8204230420 Responds to guestlons re nature of response during 
emsrgency, NRC role during emergency b need to effectively 
interface u/lletnste organixatian at technical support ctr b 
amergancy operations facility during response to emergency. 
aTOHR/J. P Division of Emergency Preparedness b OpBrattonal Bupport 
82/01/29 UHRIO,R E Florida Power b Light Co 7pp 13815:264, 
24X Fiche 60-000.82/01/29,0204230420 


6204230472 Discusses schedule of Info to be submitted by utils In 
advance of emergency preparedness exere isa. Approprlats state 
b local agsneies should be informtd well in advance of 
exercises to facilitate participation 

STDHR.»/. P Division af Emergency Preparedness b Dperatlpnal Support 
02/01/2? UHRIO. R E, FlO'rlda Power b Light Co 4pp 12814' 294 
24X Fiche 50-000.02/01/29,8204230472, 
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8204SS0246 RO tfltcu(»lns tobcijnil ard cmala datactinn installation Mods 
to affected areas h App it smoke detection additions (iflll 
Coincide w/Ap|ii R echedule to atlau for msre complete design 
review & conialidated smoke detection plan 

RANRV^H Oeorgia Power Co B3/03/76 O'REILLYiJ R Region S> 
Office of Director app ISBi>4.03D 841 Piche 30-321 . Sa/02/21>< 
020426 024& 


8204330879 Coeiisends initiative taken to Install early warning public 
notification sgs by 810701 dvo data 

O'REILLY. J P Region 2. Office of Director 62/03/11 MILLER. J « 
Oeorgia Pouar Co. ip 120IA 197 34XPl<he 30-331. 82/03/ 1 1 ■ 
8204330279 


-'-ea03]3039l Discusses vfan 1980 site visits to verify implementation af 
Category A Lessons Learnod requirements Requests that Olv of 
Operating Reactors project managers It IE regional director 
or resident inspector participate in site visits 
CISERKllTrO O Division of Operating Reactors 80/01/10 
SCHUENCERp A Operating Reactors Branch 1 (Pre 800420) 9pp 
12BS4 155 24X Fiche 50-000,81/11/13.0204220303 


Q204140973 "Degraded Grid Protection for Class IE Power Sys. El Hatch 
Nuclear Power Plant.Unlts l ti 2. " inforiral rept 
UDY.A C EOfcO. Inc FIN A-&429 8204 J 405 7 5 02/02/28 

PREVATTE. R L Division of Systems Integration (post BltOOS) JOpp 
12d>a& 0A4 24X Fiche 30-321. B 2 /02/2B, 88041 40S7S 


8204120350 Releases public version of revised emergency plan 
implementing procedure 

FELfON. J K Division of Rules and Records 63/03/29 Document 
Management Branch. ip 12B52 097 34X FI c he- 50-321, 63/03/39. 

8204130230 


— B3041S0259 Public version of Revision 13 to Emergency Plan Imp 1 ementins 
Procedure HNF-6004. "Personnel Dosimetry Program “ 

Transmittal sheet incl 

AaOERS.UH Oeorgia Power Co 82/03/18 Slpp 12652098 HdX 
Fiche 50-32 1. 82/03/29. 8204120250 


8304130004 Releases public version of revised emergency plan 
procedure 

FELTON. J M Division of Rules and Records 82/03/3? Document 
Management Branch Ip 12660 001 S4X Fiche 50-321.82/03/29, 
8304130004 


— 8304130005 Public version of Procedure H4P-Q016. Revision 18. 
"Bhlpncnt of Radioactive liatl ” 

• Oeorgia Power Co. 83/03/16 4 3pp 12660 003 24X 

Fiche 50-321,82/03/39,8204130004 


0204190019 Release* public version of revised emergency plan 
Implementing procedures 

FELTON, J M Division of Rules and Records 83/03/29 Document 
Henagtnent Branch. Ip 12731.117 24X FI che- 50-321. B3/03/S9. 

8204190019 


— 8204190020 Public version of Revision 4 to Emergency Plan Implementing 
Procedure liNP-'462S re site area emergency - external survey 
team L Revision 4 to Procedure HNP-4725 re general 
emergency - external survey taam 

ROOEflS.HH Oeorgia Power Co. 82/03/17 I7pp 12731 118 24X 

Fiche 50-321,82/03/29.8204190019 


8304230244 Discuesae 820301 meeting re review of nuclear activities 
u/emphaels on manpower planning L training Meeting provided 
better undere tend Ing of mg t programs t, Interface activities 
w/me/or contractors 

O'REILLY, JP Region 3. Office of Director 02/03/09 MILLLW. J l( 
Oeorgia Power Co 3pp 12814 357 24X Fiche 50-000,82/03/09. 

8204230244 


8203190001 Oeneric Ltr 82-05 to ell licensees of operating power 
reactor* re post-TMI requirements 

EISEKHUr, DO Division of Licensing 82/03/19 HAUBPUHO. A 
Consolidated Edison Co of Mew York 7pp 12313 138 34X 

Fiche. 90-000. 83/03/ 1 9, 820319X1001 


0204080000 Notifies of completion of post-implementation review of 
shift technical advisor training program, per TNI Action 
Item I A 1 1 Program acceptable 

erOLZ..f F Operating Reactors Branch 4 02/03/19 BECKMAN. J T 

Georgia Power Co 2pp 13613 271 24X Fiche 30-331,02/03/19. 

0204060080 


8204060142 Oeneric Ltr 82-03 to all operating BURs re high burnup 
MAPLHOR limits Based on listed considerations, plant-speci fic 
ref to OE position acceptable Qversiie list of recipients 
end Aperture cardi available in PDR 

EISENHUr.D 0 Division of Licensing 82/03/31 DELOEORBE.L 
Commonwealth Edison Co SCHUBERT.F . 8HIKSHIK.R E Oalryland Power 
Cooperative 2pp 12632 079 24X Fiche 30-000. 82/03/31, 8204060142 


8304190425 Requests addl info for review of NUREO-0737 Items I A 3 I 
I) 1 1 B 4, re operator training & training for mitigating 
core damage, w i thin 30 days of receipt of ltr 

STOLI. J.F Operating Reactors Branch 4 02/03/31 BECKHAM, x) 1 

Georgia Power Co Spp 12731 037 34X Fiche 50-321,82/03/31, 

8204190435 


8204130059 Releases public version of revised emergency plan 
Inplenenting procedures 

FELTON, if M Division of Rules and Records 82/04/01 Oocument 
Managenbht Branch ip J265S 349 34X Fiche 90-321, 03/04/01. 

6204130059 


-6204130063 Public version of Revision 1 to Emergency Plan Implementing 
Procedures HNP— 4624 re site area emergency — internal survey 
team ti HNP-4734 ra general emergency - internal survey 
team 

ROOERSiW H. Oeorgia Power Co. 82/03/23 6pp 12650,390 04X 

Fiche 50-331.82/04/01,8304130059 


8304)30086 Releasee public version of revised emergency plan 

FELTON, J.H Division of Rule* and Records. 83/04/02 Document 
Management Branch tp. 13660 218 24X Fi che- 50-321. B2/04/03, 

8204130066. 


-6204130006 Forwards public version of revised emergency plan 
Transmittal sheet end. 

ROOERB.H.H Odorgla Power Co. 82/03/34 Office of Nuclear 
Reactor Regulation, Director 2pp. 13660 221. 24X 

Ficb* 50-331, 08/04/02. 0204130006 


0204130090 Pub I Ic version of reviled emergency plan 
* Georgia Power Co 02/03/31. 130pp 12660:223 

Fiche 90-321,03/04/02,0204130066 


24 X 


P. Operating liccnsa stage documents 1, correspondence 


0204220385 Responds to FOIA roqyest for seven cateporia 
re TMl action plan 

FELTON.J H Olvielon of Rules and Record*. 61/11/(2 
Union of Concerned Sclenttet* 6pp (8824.100. 84X 
Fiche: 30-000, 61/11/12,8204220309 


of documents 
BHOLUy.B C. 


8204160607 Discusses circumstances which have precluded implementation 
of NOREO-0737 I torn I C 1 re procedures for transients 6 
accidents. Symptom-hasad procedure implementation tentative 
schedule will be submitted. 

BECKHAM, J T Georgia Power Co 82/04/02 Office of Nuclear 
Reactor Regulation. Director 2pp 12700 351 34X 

Fiche 50-331,82/04/02,8304160607 


8204090369 Application to amend Licenses DPR-57 li NPF-9> chang in g Toth 
Specs to provide emergency relief from dryutll inerting 
limiting cond itlon. rod pattern adjustments 1, rod block 
clamp l< extension for Inoperable LPCI Inverter 

BECKHAM, if T Oeorgia Powar Co 82/04/09 Office of Nuclear 
Reactor Regulation. Director. 2pp 13627 128 24X 

Fiche 90-321,82/04/09,8204090369 


— 0204090372 Proposed Tech Spec changes re emergency relief from drywelt 
inerting limiting condition for operation, time extension 
for rod pattern ad juitments, p lacement of rod block clamp at 
107X rated power 4< extension for operable LPCI Inverter 
a Georgia Power Co 82/04/09. 14pp 13627 130 34X 

Fiche. 50-331,82/04/09, 8204090369 


6204090384 Forwards addl info in response to 820339 request re peak 
containment temps for equipment qualif Ication. Smal 1 steam 
lint break analysle peak drywell temps lower than FBAR DBA 
temps 

BECKHAH.J. T Georgia Power Co 62/04/09. STOLZ.JF Operating 
Raactore Branch 4. 4pp 13627-064 34X Fiche 90-321,03/04/05, 

8204090384 


8204090448 App 1 i cation to amend License DPR-S7, Chang Ing Tech Bpoc 
operability requlremonts for HPCt sys St reactor core 
Isolation cooling sys. per 10CFR90 90 ti 10CFR90 99(0(1) 

BECKHAM, d T. Georgia Power Go 82/04/09. Office of Nuclear 
Reactor Regulation, Director Spp (2624-100,' 34X 

Fiche: 90-321, 82/04/09,8204090448 


“8204090490 Proposed Tech Specs for amend to HPCl 1, reactor core 
isolation cooling' roqulrements 

« Gsorgla Power Co 82/04/09 6pp 12624:103. 24X 

Fiche- 90-321, 03/04/09, 8204090448 
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6304130479 Ngtifies thafc slectric distribution sgs voltagts comply w/ 
Ocnoroi Design Criterion i7 ti are acceptable per 791207> 

0438i 100? ti 8S011S responses 

STPLZ.J F Operating Reactors Branch 4 82/04/05 BECKHAM, J T 

Oeorgla Pouer Co Spp 13661 131 24X Flche 50-331.83/04/09, 

0304130475 


— 820 4130476 Safety evaluation re adeiiuacy of facility electric 
dlttributlon sys voltages Design acceptable 
* Division of Licensing 83/04/09 Spp 13661 133 S4X 
Flche 90-321,03/04/09,8304130475 


8204260306 Requests addl info needed to complete revleu of 810504 
response to Oeneric Ltr 81-01, "Oual 1 f icati on of Insp.Esam 
ii Testing fc Audit Personnel '' 

STOLZ.JF Operating Reactors Branch 4 83/04/05 BECKHAM, J T 

Oeorgla Power Co Spp 12895 347 84X Flche SO-321. 83/04/05, 

8204260386 


8204210467 Requests submittal of proposed license amend to change Tech 
Spec* to include limiting condition of operation where 
secondary containment Integrity cannot be properly 
maintained 

STOLZ, J F Operating Reactors Branch 4 02/04/08 BECKHAM, J T 

Oeorgla Power Co Spp 12800 326 34X Flche 50-321,82/04/08, 

8204310467 


8204260377 Responds to 010838 submittal re NUfiEO-0737, TMI Action Plan 
Item II K 3 S7, common ref for vessel level instrumentation 
Bubmfttal acceptable 

STOLZ>J F Operating Roaetars Branch 4 83/04/14 BECKHAM, J T 

Oeorgla Power Go Spp 12895 306 S4X Flche 50-331,83/04/14, 
0304360397 


8S04160IS2 Generic Ltr 03-07 to all BUR plant licenteas t, applicants re 
transmittal of NUfiEO-0909 relative to Olnna tuba rupture 
H/o and NOREO List of NRC recipients end 

EtSENHOT, D 0 Division of Licensing 83/04/15 Commonwealth 
Edison Co ROOT, L, D Iowa Electric Light ti Power Co 7pp 
12787 196 24X Flche- 50-000, 82/04/15, 8204160152. 


8204270428 Informs that util unable to comply w/submlttal date of 
830416 for confirmation of completion or schedule for 
completion of requirements under NUfiEO-0737, per 020317 
request Info will be submitted by 820420 

DECKHAM. J T Georgia Power Co 83/04/16 Office of Nuclear 
Reactor Regulation, Director ip 13849004 24X 

Flche. 50-331, 83/04/16,8304270438 


6304210295 Generic Ltr 82-09 to all power reactor 1 leansaes, app llcants 
for 0L,NB8S vendors & reactor vendors re environ 
qual If icatlon of safety-related electrical equipment. 

NRC position re qualification requirements end 
EISENHUT.DG Division of Licensing 02/04/30 HAUBPURO.A 
Consolidated Edison Co of New York OPEKA,J Northeast Utilities 

LYLE, H P Northern Indiana Public Service Co ISpp 12062 337 

a4X Flche 50-000,82/04/30,8204210395 


8204260026 Forwards completion schedule for NUREG-0737 requirements R 
explanation of requested extensions of schedule for certain 
Items 

BECKHAM, J T Georgia Power Co 82/04/20 Office of Nuclear 
Reactor Reguletlon, Director Itpp 12841 041, 24X 

Flche. 50-321, 82/04/30, 8304260036 


0. Inspection reports, t£ Bulletins It correspondence 


B204010190 Forwards IE Insp Repts 50-321/81-26 it 50-366/81-36 on 
311031-22 No poncomp 1 lane e noted 

KELLOGG, P J Reactor Project Branch 2 81/12/07 MILLER* U H 
Georgia Power Co. 2pp 12479 277 24X FI che- 50-321, 81/12/07, 
8304010190 


“0204010302 IE Insp Repts 90-321/81-26 6 50-366/81-26 on 811021-22 No 
noncompliance noted Major araas inspected . coordinated fuM- 
scala radlelogleat amargency exercise ' 

ANDREWS, D L > viENKINS* G R Reactor Project Branch 2 81/11/29 

Slpp 12479 279 S4X Flche- 50-321 , 81/12/07, 8204010190 


0203020610 Forwards IE Insp Repte 50-321/82-02 6 50-366/82-02 on 
81 1231-820130, No noncempl'lance noted 

KELLOGG, P U. Division of Project' 6 Reeldent Progfome, 83/02/02. 
MILLER. J M Georgia Power Co 2pp 12^78:361 34X 

Flchel 30-321, 82/02/02, 0203020610 


—0203020610 IE Insp Repts 50-321/82-02 ti 50-366/82-02 on 811221-820120. 
No noncomp 1 lanco notod Major areai Inspected Tech Spec 
coimpl lance, hoosetooplngi opera tqr porf ermonco, plant 
operations, OA practices 6 TMI task action Items 
ROGERS. R.F , BROWNLEE, V. L. .Division of Project 6 Resident 
Programs. 82/02/02 3pp 12079.001 24X Fleha- 50-321, 02/02/02, 

6303020610 


8304330374 Forwards Revision 4 to response to IE Bulletin 79-OlB, 
"Environ Qua 1 If 1 cation of Electrical Equipment " Revision 
changes quel i f icatlon status of certain Llmltorque motor 
operated valves from qualified to open item W/o end 
HEAD, 0 F Georgia Power Co 83/02/10 O'REILLV.J P Region 2, 
Office of Director Ip 1S016 006 24X Flche 30-321,82/03/10, 

8204230374 


0304070539 Forwards IE Safeguards Insp Repts 50-331/03-05 (< 
50-366/83-05 on 820208-15 6 notice of violation Notice of 
vlotatlon withheld (raf 10CFR73 31) 

LONG, F Division of Project & Resident Pragrams 02/03/02 
HILLER, J H Georgia Power Co 2pp 12504 251 24X 

Flche 50-321,83/03/02,8204070939 


—8204070551 IE Insp Repts 50-321/02-09 t< 50-366/02-09 on 820208-12 
Noncomplianc e noted falluro of entry/exit control porsonnal 
to provide required saarchat at protected area Details 
withheld (ref 10CFR73 31), 

GOODE, R U , MCGUIRE, D.R Division of Engineering St Technical 
Programs 83/03/02 Ip 12584 293 a4X Flche 50-331,82/ 03/02, 
8204070939 


0304010390 Forwards IE Insp Rapti 90-331/62-04 t< 90-366/02-04 on 
820200-11 No none omp I lane e noted 

LONO.F J. Division of Project I, Resident Programs 02/03/11 
MILLER, J.H Georgia Power Co 2pp 12476 Oil. 24X 
Flche 90-331,82/03/11,8204010350 


--02O4O1O367 IE Insp Repts 50-321/82-04 St 50-366/02-04 on 820200-11 No 
noncompliance noted Major areas Inspected ' MBIV testing Si 
meint documentation. 

HHlTENERtK. L. Division of Engineering & Tochnicel Pragrams 
HUNTtM 0 I OAPEiF Division Of Engineering It Tochnicel Programs, 
82/03/10 Spp 12476 013 24X Fi che. S0-3Slt 82/03/11. 0204010350 


8204140372 Forwards IE Info Notice 02-00, "Check Valve Failures on 
Diesel Generator Engine Cooling Bys " No action or retponee 
requeeted 

O'REILLY, JP Region 2, Dffleo of Director, 82/03/26 UHRIO.R.E 
Florida Power 6 Light Co 4pp. 12670'31t. 24X 

FlchO 90-000,82/03/26,6204140373 


8204270991 Diseussts IE insp on 810929-1003 6 forwards notice of 
violation & notice of proposed inposltion of civil penalty 
DEYOUNG, R C Otrector's Of flea. Off lee of Inspectlan end 
Enforcement 62/03/39 HILLER, JH Georg la Fewer Co 4pp 
12872 092 24X FlchO’ 50-32 1 , 82/03/29, 0204270991 


— 8204270956 Notice of Violation 6 notice of proposed Imposition of civil 
penalty in amount of 490, 000. Noncomp 1 lane e noted ' two 
different diaphragm types not up to Tech Spec requlrsmante 
need to rep lace rup tur ed diaphragms In HP IC ays 
DEYOUNG, R C, Director's Office, Office of Inspection and 
Enforcement 82/03/29 5pp 12872 096 24X 

FlchO, 90-321,82/03/89.8 204270551 


8204070908 Ack racslpt of 830317 ltr informing NRC of steps taken to 
correct violetions notad in IE Insp Repts 50-321/82-09 Si 
90-366/82-09 

LONG, F J Division of Project & Resident Programs 02/03/30 
KELLY, R J Georgia Power Co Ip 12984’346 24X 

FlchO' 90-381, 83/03/30, 0304070508, 


--02O4O7O517 Responds to NRC 020303 ltr re violationf noted In IE Insp 
Repts 90-321/82-09 Sc 30-366/82-05 Corrective actions 
withhold (ref 10CFR73. 21) 

BECKHAH, JT. Georgia Power Co, 03/03/17 O'REILLY. J. P Region 
2, Office of Director ip 12504.247 84X Flche, 90-321,02/03/30, 

8204070900 


8204140439 Forwards IE Info Notice 02-10, ''Following Up Bymptomatlc 
Repairs to Assure Resolution of Problem " 

O'REILLY, J P Region 2, Office of Director 82/03/31 UHRIO.R E 
Florida Power l< Light Co. 4pp. 12670! 005 , 24X 

Flche- 50-000, 82/03/31, 6204 1 40435. 


8204230227 Clarifies Info previously provided for Inep program 
furvalllance frequency per IE SUllitln 79-09 re OE AK-2 
breakers Insp Interval appropriate for subj breakers 
BECKHAM, J T Oeorgla Power Co- 02/04/09, 0 'REILLY, J P. Reg ion 2, 

Office of Dlracter. 2pp. 12816 149 24X Flche. 90-321,82/04/09, 

8804230227, 


0204230314 Forwards performance appraleal section mgt plan for 020419- 
23,26-30 ti 0910-13. Ineps are integral part of revlsod NRC 
Insp program described In NUREO-0397 k approved by NRC In 
t/une 1977, 

LEWIS, R.C Olvlelon of Project 6 Resident Programe. 03/04/06, 
KELLY, R J Oaorgla Power Co, 3pp. 13016: 127, 84X 

Fleha. 50-321, 02/04/06, 8204230314, 
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a2a4S104bO i4pprav«i util 300S0I b 320311 T«(iuasts for relief frcm 
1974 e^dltlan of ASHE Sactlon XI Coda r* Taquired 
tn*»TvlCB iii»p hydrostatic rain tsst tamp of 100 F & hold 
times 

STOLZiJ F Oparatlng Raactors Branch 4 02/04/07 BECKHAM. J. T 

Oaorgla Pohiar Co 3pp. 12800 329 2AX Fi cha 90-321.02/04/07. 
0204210460 


6202040142 IE Info Notice 02-11, “Potantlal Inaccuracies In Nlde Rango 
Preasvre Instruments Used in Msstlnghouia Oatignad Plants " 

3vc list end 

,J>0RDANi E L Division of Engiraering b Quality Assurance 02/04/09 
63pp 12B7B 342 24X Fiche 50-000.03/04/07,8202040142 


8204140401 Forwards IE Bulletin 82-01. "Alteration of Radiographs of 
Uelds in Piping Subassemblies ” 

0'HEIl-l.r. d P Region 2. Office of Director 82/04/13 UHRIO.R E 
Florida Power b Light Co 3pp 13670 35B 24X 

Ficha 50-000.02/04/13.0204140401 


8204140442 Foruiarda IE Info Notice 03-09. "Craelclng in Piping of 
Makeup Coolant Lines at BbM Plants." to be ravleuied for 
possible applicability 

O'REILLV. J P. Region 3. Office of Director 02/04/13 LTHHIO.BE. 
Florida Power b Light Co 4pp 12666 351 34X 

Flcho 50-000. B2/04/ 13. 8204140442 


9204300216 Forwards response to IE Bulletin 00-11. “Masonry Mail 
Design “ During com t< concrs ta b grout routinely tested to 
ensure compliance w/spec Section 322-3 Nln compressive 
strength of 4.000 pii uniformly used 

BECKHAM. d F Oeorgla Power Co 82/04/26 Office of Nuclear 
Reactor Regulation. Director 56pp 12S91 233 24X 

Fiche 50-321-82/04/20,8204300218. 


8202040143 IE Info Notlo 82-12. “Surveillance of Hydraulic Snubbers 
W/encl SVC list 

JORDAN. E L Division of Engineering b Quality Assurance 82/04/21 
64pp 12873 001 24X Fiche 30-000,82/04/21,8202040143 


0204300448 Responds to 020329 notice of violation k proposed impasltinn 
of civil penalties Sis violations cited arise from use of 
substandard vendor supplied valve diaphragms in HPCI Penalty 
not protested Payment end 

BECKHAM. J.T Georgia Power Co B2/04/23 DEYDUNO, R C Director's 
Office. Office of Inspection and Enforcement 13pp 12803 150 24X 

Fiche 50-321, 82/04/22, 8204300440 


— 8204280320- LER B2-013/03L-0 on 0202 1 3. d ur i n g star tup. average powas 
range monitor not adjusted within S-h time limit b 
corrective action ineffective Caused by spatial 
redistribution of tenon b faulty rod pattern adjustment 
COOOIN.C L Oeorgla Power Co S2/03/0S Region 2. Office of 

Director 2p p 12069 048 24X Fiche 50-321,82/03/02.8204200313 


820428035S Forwards LER 82-014/03L-0 

MANRY, M Oeorgla Power Co 02/03/02 O'REILLY, J P Region 2. 
Office of Director Ip 12865 235 24X Fiche 50-321,82/03/02, 
8204280355 


— 8204200361 LER 02-O14/O3L-O on. B202 1 3. reac t or pressure switch ID3I — 
NDlSAi actua ted at 164 5 psig Increasing Caused by setpoint 
drift Switch recallbr per HNP-1-9B79 

NIX.R T Georgia Power Co 82/03/02 Region 2. Office of 
Director 2pp 12069 226 24X Fiche 50-321,82/03/02.8204280355 


8204280497 Forwards LER 02-O16/O3L-O 

MANRV, M Georgia Power Co B2/03/02 O'REILLY. J P Region 3, 
Office of Director Ip 13867 302 24X Fiche 50-321,03/03/03, 
8204280497 


--8204280SO0 LER a2-0l6/O3L-O an 830213. while porfarntlng routine 
survel llanc e, samp le pump for fission product monitors found 
inoperable Caused by blown fuse Fuse replaced b sys returned 

to SVC 

ROSERSi N H Georgia Power Co 82/03/02 Region 2. Office of 
Director 2pp 12867 303 24X Fiche 50-321.82/03/02.0204280497 


8304280255 Forwards LER a2-Oi7/O3L-0 

MANRY. M Georgia Power Co 82/03/04 O'REILLY, J P Region 3, 
Office of Director Ip 13964 051 24X Fiche 50-321.02/03/04. 

8204280255 


— B2043BO25B LER 82“017/O3L— 0 on 620218. while performing surveillance, 
drywell H2-02 analycer 1P33-N001B found out of expected 
values Caused by callbr drift Instrumenb recallbr b returned 
to SVC 

NIX.R T -Oeorgia Power Co 82/03/04 Region 2. Office of 

Director 3pp 13064 053 34X Fiche 50-321 , 82/03/04. B204 2R025S 


8304280426 Forwards LER 02-01 1/O3L-0 

MANRY, M Oeorgia Power Co 82/03/04 O'REILLY, J P Region 3, 
Office of Director Ip I2S66 034 24X Fiche 50-321,02/03/04. 

8204280426 


Periodic operating reports b related corra spondence 


1204050367 Forwards monthly operating repts for Nov 1981 
MANRY, M Oeorgla Power Co 81/12/10 CINTl/LA, T. NRC - No Detailed 
Affiliation Given Ip 12531: 163 34X Fiche 50-321. 81/12/10. 

B204030267 


— -82042B0431 LER G2-011/03L-O on 830212. ful lowing reactor core Isalatl 
cooling inl t lation. smoke discovered coming from diagonal 
Caused by oil leak from 3/B-inch threaded pipe that had 
vibrated loose Fipo tightened 

C008IN.C U Georgia Power Co 02/03/04 Region 3, Office of 

Director 2pp 12866 035 24X Fiche 50-321.82/03/04,8204280426 


ID4050217 Forwards 
MANRY, M Georgia 
Affiliation Olven 
8204050317 


monthly operating repts for Dec 19Bi 
Power Co 82/01/08 CINTULA, T NRC - No Detailed 
Ip 13531 177 34X Fiche 50-321,83/01/08. 


8204200504 Forwards LER a3-012/03L-0 

MANRY, K Oeorgla Power Co 83/03/04 Q'REILLY.J P Region 3. 
Office of Director Ip 13S67 297 34X Flcho 50-321,82/03/04, 

8204300504 


204160344 Forwards monthly optratlng repts for Mar 1962 
NlX.H C. Georgia Power Co* 02/04/08 Division of Licensinor Jp 
13706' 329 24 X Fiche 90-321,83/04/08.8304160344 


— 8204160349 Forwards monthly operating rept for Mar 1983 

NlX.H C Georgia Power Co 83/04/08 Division of Licensing* 
Ip 12706 330. S4X Fiche: 50-321, 02/04/00. 8204160344 


— 8204160351 Monthly operating repts for Mar 1982, 

OILBRETHiT Oeorgla Power Co 82/04/10. 9pp, 12706:331 24X 

Flcho: SO-32 1, 83/04/00, 8204160 344. 


S Reportable occurrences, LERs b related correspondence 


8304280246 RO dlscuiiing substandard smoke detection ins tallat 1 on. Mods 
to affected areas k App R imoki detection additions will 
coincide u/App R schedule to el law for more complete design 
review b consolidated smoke detection plan 

MANRY, M. Georgia Power Co 82/02/26. Q'REILLV, J. P. Region 3, 
Office of Director. 2pp. 12064 030 24X Fit he: SO-321, 83/02/36, 

8204280346 


0204280313 Forward* LER 82-013/03L-O 

MANRV.M Georgia Power Co 02/03/02 O'REILLY, J.P Region 3, 
Office of Director. Ip 12865.047 a4X Fiche: S0-32t, 82/03/02. 
8204380313 


— 8204200509 LER Q3-012/03L-0 on 820211. HPCI auxiliary oil pump failed 
to perform during procedure HNP-1-3310. HPC I. “Hydraulic Oil 
Piping Moisture Protection “ Cause not positively 
Identified Suspected components replaced 

CDOOIN. C L Georgia Power Co 02/03/04 Region 2. Office of 
Director 3pp 13867 300 34X Fiche 50-321,02/03/04,0204200504 


020400040) Forwards LER 82~01B/O3L-0 

MANRY. M Georgia Power Co 03/03/16 Q'REILLY.J P Region ?, 
Office of Director Ip 13611 098 24X Fiche 50-321,82/03/16, 

0304000401 


— 0304090407 LER 03-O1B/O3L-O on BS02 19. during steady state ope rat I en, 
drywell b torus temp recorder found operating erratically. 

Caused by malfunctioning reed) sul tc hei. 0wl tehee repaired 
b recorder returned to svc. 

NIX.R T Georgia Power Co aS/03/16 Region 2. Office of 
Director 2pp. 12611 099. 24X Fiche 50-321,82/03/16,0204000401 


9204160310 Forwards corrected supplemental narrative summary to 810430 
RQ 90-321 /1979-OSl. Rev t s inn. 5 re groundwater samples. Test 
Hell P16 incorrectly labeled T16 

MANRY, M Georgia Power Cn 62/03/25 O'REILLY, J.P Region 2, 
Office of Director. 3pp 1269‘3 323 24X Fiche 50-321.02/03/25, 

8204160313 


8204160577 Forwards LER e3-010/03L-0 

MANRY, M Georgia Power Co 83/03/30 Q'REILLY.J p. Region 2, 
Office of Director Ip 12700 334. 24X Fiche 90-321,62/03/30, 

0204160597 
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—8204160*03 LER 02-O1O/O3L-O on 820311 , iPiJl-MSTA RHR »Vt u»t»r pump lA 
cooling uobBT (hutorf v«lv* found not locked open Volvo 
chockod for correct potition & locked per HNP-l-lU? All 
velvoe astoclated u/HNP-i-1117 verified 

^AXtEV, S X Oeorgifl Pouar Co 82/03/30 Region 2i Office of 
Director 2p p 12700 335 24X FI che SO-321. e2/03/30< 8204 160597 


8204280528 Foruardf LER 82-020/ 03L-0 

MlX.H C OBargla Pouar Co 02/04/08 O'REILUY, J P Raglon 2i 
Office of Director Ip 12867 070 24X Flcfia 30-32l< 8Z/04/0ffi 
0204280528 


— 8204280532 LER B2-D20/03L-0 on 82031Si oil leek found on reactor core 
iiolation cooling turbine autboard bearing bouilng Cauied bg 
clogged drain orifice Inilde bearing houi Ing DrlPlcB 
cleared 

NIXiR T Oeorgia Pouer Co 82/04/08 Raglan Bt Off lea of 
Director 2pp 12867 079 24X Fichr 50-321, B2/04/0B< 8204280528. 


8204280173 Forward* LER 82-OB2/03L-0 

HfXrH C Oeorgia Power Co 02/04/20 O'REILLV. J P Rtgien 2> 
Office of Director Ip 12B71>162 24XFlche 50-321,82/04/20. 
8204280173 


—9204200191 LER e2-0a2/03L-0 on 920328. while performing HNP-1-3170, 
reactor water ehroud level indicator* failed to melntaln 
cloted contact* within Tech Spec limit* Caused bg megnits 
•lipping on ehaft cauilng double actuation Magnet* adjutted 
NIX, R, T Oeorgia Power Co 02/04/20 Region 2. Office of 
Director Zp 12871 163 24X Flche 50-321 , 82/04/20, 8204280173 


0204280221 Forward* LER 02-O21/O3L-O 

tfANRY.M Oeorgia Power Co. 82/04/20 O'REILLY, J P Region 2r 
Office of Director Ip 12870 291 24X Flche 50-321,82/04/20, 
82042B022J 


—8204280229 LER 82-021 /03L-0 pn 820322, while in eteadg state op anti oil. 
1T47-R612 dr guie 1 1/torui multipoint recorder found 
inoperable Caused bg component failure due to loose 
balancing unit coupling Design change initiated 
l/IXaR T Oeorgia Power Co 02/04/20 Region 2, Office of 
Director 2pp 12070 292 24XFiche 50-321,82/04/20,8204280221 


DOCKET 50-332 BHOREHAM NUCLEAR POWER BTATION 


A App 1 ieatlon/ con* true t ion stage documents It corresponddnea 


8Z041S006S Clarifies Option* 3 1< 4 for achieving acceptable resolution 
of min separation crlterial for electrical cable racewags 
Proposed revision to Option 4 not viable 

BCHWENCER. A Licensing Branch 2 82/03/15 POLLOCK, H 8 Long 

Island Lighting Co 2pp 12652 310 24X Flche 50-322,82/03/15. 

8204 1 2006 B 


8304130118 Notification of B20316 noetlng u/Llcen* Ing Review Group 1 
in BethesdatHD to discuss BWR 8TS 

FAULK NER < H J Standardization % Special Projects Branch 82/03/16. 
HILLER, J R Standard i letion t< Special Projects Branch 1 Ipp 
12660 050 24X Flche 50-000.82/03/15,8204130118 


83042S008S Inform* of potential reportable conditicn tn hgdrodgnomic 
load* in piping U support* of control rod driveline sgs 
Proposed plan for reinforcing affected components requested 
SCHWEMCER.A Licensing Branch 2 82/04/05 POLLOCK. M 8 Long 

Island Lighting Co 3pp 12876 339 24X Flche. SO-322, 82/04 /OS. 

8204280085 


8204270969 Board Notification 82-31 forioardlng Infn re hgdrodgnanlc 
load* in control rod drive sgs due to fast scram actuation 
TEDEBCa. R L Assistant Director for Licensing 82/04/06 Atomic 
Safetg and Licensing Board Panel 9pp 12872.107 24X 

Flche 50-000, 02/04/06,8204270569 


8204160152 Oenerlc Ltr 82-07 to all BUR plant licensers t< applicants re 
transmittal of NUREO-0909 relative to Olnna tube rupture 
W/o end NUREO Liat of NRC recipient* end, 

EISENHDT. D 0 D1 Vi lion of Licensing. 82/04/15 Commonueelth 
Edl»on Co. MCOAUOHY, J P Mississippi Power t< Light Co. 

FINFRDCK. I R Jersey Central Pouer <i Light Co 7pp 12787' 196 
24X Flche 50-000,82/04/15,8204160152. 


8204260039 Forward* documentetlon re assurance design t< const OA 
control presented at 820315 meetirg ui/NRC One oversize 
drawing end. Aperture card is available in PDR 
POLLOCK. M S Long Island Lighting Co. 82/04/19 DENTON.H R, 
Office of Nuclear Reactor Regulation, Director 91pp 12839*210 
24X Flche. 50-322, 82/04/19,8204260039, 


8204210299 Oentrlc Ltr 82-09 to all power reeetar lice tieees, app licants 
for OLi NSBB vendors U reeetor vendors re environ 
qua llficatlan of lafetg-related tleetrlcal equipment 
NRC position re quel t f ieatlon requlraments end 
EISENHUT, D O, Division of Licensing 82/04/20 HAUSPURS, A 
Coniolldated Edison Co of New York, MAIERiJ Rochester Oa* ti 
Electric Corp HATTIMOE.J J Sacramento Municipal Utilitg District 
IBpp 12862 337. 24X Fiche 90-000,82/04/20,8204210298 


8204260182 Forwards raiponirs to NRC 8202U Requests 223 93-223 9B re 
single failure of 8RV va 1 ves, reac tor recirculating sgi & 
reactor bldg closed loop cooling water sgs Reiponeet will be 
incorporated into future amend to F8AR 

SMITH, JL Long Island Lighting Co 82/04/20 DENTON, H R Officn 
of Nuclear Reactor Regulation, Director. 7pp 12836 215 24X 

Flche 50-322.82/04/20,8204260182 


£ NRC Bafttg Evaluation Report (SERI, suppls & c prrstpondence 


8204140469 Forwards proposed leak testing change* for autometie 
depressurization accuaiula t or sg s, per NUREQ-0737 I tarn 
II K 3 28 as stated in Suppl 1 to SER Changes will confirm 
pnsumat 1 c sgs design capability 

SMITH, J.L Long Island Lighting Co 82/04/07 DENTON, H R affice 
of Nuclsar Reactor Regulation. Director, 2pp 12670 070 24K 

Flche 90-322,82/04/07,3204140469 


B204270179 Outlines util re-evaluation of corrective actions li echadulr 
for implementing actions listed in SER Bupp 1 2, 

SMITH, JL, Long Island Lighting Co 82/04/16 OENTDN,HA Office 
Of Nuclear Reeetor Regulation, Director. 7pp 12893.060. 24X 

Flche 90-322, 82/04/16.8204270179, 


9204280141 Informs of separate low pressure steam bypass test of 
drguellito be performed to close Item 26 of SER Suppl 2 
<NURED-0420)> r e steam bypass of suppraiilon pool. Continued 
review of ftna i 1 break capability sent 810527 raquestad 
SMITH. J L Long Island Lighting Co 82/04/23 DENTON. H ft Office 
of Nuclear Raector Regulation. Director Ip 1S371 115 34X 

Ficha 50-322,82/04/23.8204280141. 


F Security, medical, emerganeg & fire protection plans 


8204030111 Rtleaias public version of emergency plan implementing 
procedures U draft emsrgency classification procedure. 

FELTON, J M Divielon of Rules and Records 82/04/02 Document 
Henagement Branch Ip 12616 299 24X Flche 50—322,82/04/02, 

S2040BD1 II 


— B2040SD116 Forwards public version of Vol* 1 t< 2 of emergency plan 
implementing procedures t. draft emerganeg c lassi f ica t ion 
procadurc, p er lOCFRSO App E requirements 

EMITHiJ L Long Island Lighting Co 82/03/25 DENTON.H R. 
Office of Nuclear Reactor Regulation, Director. Ip. 12616;260 
24 X Flche 90-322,82/04/02,8204080111 


— 6204090119 Public version of Vo 1 * 1 2 of emergency plan implementing 

procedures ti draft emergency classification procedure 
e Long Island Lighting Co 83/03/01 BOOpp 12616 261 24X 

Flche 50-322,82/04/02,8204090111 


9304200321 Lists emergency planning issues before ASLB which cannot bp 
litigated w/o final Buffolk County emergsneg plan, per A6LB 
820409 order 

SHAPIRO, R Cammer ir Shapiro SHAPIRO, R North Shore Comnittpa 
Against Nuclear tt Thermal Pollution 92/04/13 BRENNER, L . 
CARPENTER, J. L , MORRIS, P A. Atomic Safaty and Licensing Board Panel 
9pp 12735 119 24X Flche’ 90-322, 82/04/13,8204200321 


0 Adjudicatory correspondence 


82D4070S67 Response to ASLB request tn 8203 IS memoTendum order 
Filing & litigation on onsite emergency planning should not 
proceed prior to submittal of & opportunity to analyze 
offsite emergency plan Certificate of Sve end 
8HAPIR8, R North Shore Committer Apalnet Nuclear ti Thermal 

pollution SHAPIRO, R Cammer t. Shapiro, 82/03/26. 

Commissioners, Spp 12S77l080. 24X Pich a* 50-322, 82/03/26, 

8204070967 


9204010362 Forwards propoeed confirmatory order re ABLE rulings In 
820329 telcon re security proceeding Util agreed to order 
except for review of estimate of adversary sequence 
interruption portion H/H Broun nondi i closure affidavit oncl. 
LANPHER.L.C. Kirkpatrick, Lockhart. Hill, Chri ■ topher I, Ph 1 1 1 Ip S. 
LANPHERtL C. Suffolk County, NY 82/03/29, Bft£NNER>L. i 
CARPENTER. J. L. < HORRIO.P.A Atomic Safety and Licsnslng Board Panel. 
7pp. 12479,319 24X Fi Che. 90-322, 82/03/29, 8204010362. 
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9204 O 1 O 37 S Rtp»« Uteit conclusions fo fuel load datx prodOcas 
various emergonev planning docomsntf & slstts vieua re 
litigation of anv oPfslto smergenev planning issuos. 

Cortlflcat* of Sve end 

REVCLEy. W T, Long Island UlgJitlng Co REVELEyr W T Huriton & 
Williams B2/03/2? 23pp 1247A 123 24X Fichs 30-322* 82/03/29. 

8204010372 


6204010384 Submits vl«wi on whathsr filings fc litigation of onslta 
■margeneg planning contantlons can b# schedolsd in advance 
of offslts emargeneg plannlngtper AELB 620319 order Offsite 
preparedness should he considered flret 

LANPHER.L C. Kirkpatrick. Lockhart* Hill* Christopher li Phillips 
62/03/29 BRENNER«L . CARPENTER. J L . MORRIS.P. A Atomic Safety and 
Licensing Board Panel 3pp 12476 019 34X Flche 30-322.62/03/29. 

8204010384 


e20401024'9 Confirmatory order ro 820319 telcon Util must respond to 
Suffolk County Interrogatories 33 t* 36. Document Reguest 37 
& Supplemental Request 1 List of equipment located In 
secondary containment per Interrogatory B must be prO'duced 
&RENNER.L Atomic Safety and Licensing Board Panel 82/03/30 4pp 
12477 186 24X Flche 30-322,82/03/30.8204010249. 


8204010233 Confirmatory order granting Shoreham Opponents Coalition 8< 
Suffolk County 820323 m.ation to compel production by util of 
probahl 1 i s 1 tl c risk assessment L deposition Assessment bo he 
mede available by 820330 & deposition to commence on 820331 
BRENNER. L Atomic Bafsty and Licensing Board Panel 82/03/30 
Shoreham Opponents Coalition 4pp 12477 172, 24X 

Flche SO-322, 82/03/30.8204010292 


8204010386 Presents status rept on Suffolk County program for 
preparation O’f radiological emergency retponie plan Related 
corresp ondenc c 

6R0HN.il H Kirkpatrick. Lockhart. Hill. Christopher & Phillips 
6R0HN. H H Suffolk County. NV. 82/03/30 BRENNER. L . 

CARPENTER. J L. . HORRIS.P.A Atomic Safety and Licensing Board Panel 
6pp. 12477:001 24X Flche. 30-322. 82/03/30, 8204010386 


8204050028 Confirmatory order re security plan revieu ti revision of 
protective order to include HH Brouin* MW Ooldimlth 6 LC 
Lanpher. 

BRENNER. L Atomic Safety and Licensing Board Panel 82/03/31 9pp 
12921.006 24X Fiche 30-322,82/03/31.8204030020 


B204070546 Advisee that RJ Rauson & -UC Higgins uill attend B20413 site 
vis i t 

BORDENICK, B H Hearing Branch 4 88/04/01 BRENNER, L . 

CARPENTER. J L ■ MORRIS. P A Atomic Safety and Ulcansing Board Panel 
2pp 12377 104 24X Flche 30-322,82/04701.8204070348 


9204080138 Interrogatories 6 document requests on Suffolk County 
Contentldns 16 & 20 Related correspondence 

LETSCHE. K J Suffolk County. NT LETSCHE, K J Kirkpatrick, 
Lockhart, Hill, Christoph er L phi 1 1 Ip s 82/04/01 Long Island 

Lighting Co, 9pp I2604'220 24X FI che- 50-322, 82/04/01 , 82040801 38 


— 8204080162 Discovery requests to NRC on Contentions 16 fc 20 Certificate 
of 8vc end 

LANPNER.L C. Suffolk County. NT LANPHER. L C. Kirkpatrick, 
Ldclharti Hill. Christopher ti Phillips 82/04/01 Office of the 
Eescutlva Legal Director 9pp 12604 22 S 24X 
Flche 30-322,32/04/01,8204080158 


8204090SB1 Foruards Suffolk County motion for order compelling util to 
product documents b motion to- compel ansuert to 
in terrogatori es, Related correspondence 

LET8CHE.K Hi 1 1. Chr 1 stopher « Phillips e Suffolk Cgunty, NV 
82/04/01. BRENNER. L Atomic Safety and Licensing Board Penal Ip 
12607.020. 24X Fiche. 90-322. 82/04/01.6204080381 


— B204C80983 Notion for order compelling util to product 12 listed 
categories of documents Documents clearly reltvant 6 do not 
come under claim of prlvllaga Draft stipulation and 
Related correspondence 

LET8CHE.K ^f Suffolk County. NY LETSCHE. K 0, HI 11. Christoph or «< 
Phillips. 82/04/01 Atomic Safety and Licensing Board Panel 
20 pp 1260 7 021 . 24X Flche: 30-322,82/04/01,8204080981. 


— 8204080389 Motion to compel ansieers to listed Intsrrogatorlds Util 
failed to respond completely to Interrogatories Certificate 
of Sve and Related correspondence 

LANPHER, L C Suffolk County, NV LAhPHER. L C, Hill, Christopher b 
Phillips 82/04/01 Atomic Safety and Licensing Board Panel, 
spp 12607 041 24X Fi che- 90-322. 82/04/01. 8204080981. 


8204090199 Response to third set of interrogatories b request for 
production of documents. Certl flcate of 6vc and. Related 
correspondence. 

FLANAOAN.D, □ Long Island Lighting Co. FLANAOAN. D 0 Hunton h 
Williams. 82/04/02 Shoreham Opponents Coalition lOpp 
12604 326. 24X FI che: 90-322. 82/04/02, 8204080139 


8204120441 ForuierdP notice of appearance in proceeding b advises that 
other personnel should he replaced on sve list Affidavit of 
sve end 

KELLY. H J Neui York. State of 82/04/02 BRENNER. L , 

CARPENTER, tf H . MORRIS. P A Atomic Safety and Licensing Board Pane) 
3pp 12639 l-fl 24X Flche 30-322. 82/04/02, 8204120441 


8204080177 Conf Irmaf or y order re emergency planning issues Evidentiary 
hearing to commence on S20S04 in Riverhead, NV 

BRENNER. L Atomic Safety and Licensing Board Panel 82/04/09 &pp 
12604 211 24X Fiche 30-322.82/04/05.8204080177 


8204090144 Confirms 820413 site visit to control room. remote sh utdoun 
panel, spent fuel storage pool area.RHR sys, control rod 
drive unlts.scram discharge vol piping reactar uiater level 
instrumentation piping b technical support ctr 
REVELEY. H T Hunton b Williams 82/04/06 BRENNER, L , 

CARPENTER. J L . MORRIS. P A Atomic Safety and Licencing Board Panel 
2pp 12628 098 24X Fiche 30-322.82/04/06,8204090144 


— 0204090146 Statement of contentions In OL proceeding Notices of 
appearance b Certificate of Sve end 

« Long Island Lighting Co * Hunton b Mllllams 82/03/31 
Atomic Safety and Licensing Board Panel 39pp 1262B 100 24X 

Flche 30-322,82/04/06.8204090144 


8204120428 Request for approval permitting D Kraemer to type Suffolk 
County pleadings Affidavit of nondisclosure b Certificate 
of Sve end 

LANPHER. LC Suffolk County. NV LANPHER. L C Kirkpatrick. 
Lockhart. Hill, Christopher b Phillips 02/04/07 Atomic Safety 
and Licensing Board Panel 7pp 12639 142 24X 

Flche 30-322 ,82/04/07, 8204 120420 


8204130103 Order re IE Bulletin 82-01. "Alteration of Radiographs of 
Melds in Piping Subassemb 1 1 es " ASLB expects to be kept 
Informed of results of inquiry Otil should expedite 
response 

BRENNER. L Atomic Safety and Licensing Board Panel 02/04/07 3pp 
12633 142 24X Flche 30-323,02/04/07.8204130103 


8204130183 Protective order revis ion. permittl ng access to protected 
Info by addi Suffolk County representatives on needed 
basis per listed conditions 

BRENNER. L Atomic Safety and Licensing Board Panel 82/04/0 7 2pp 
12637 091 24X Flche 50-323,82/04/07.8204130183 


0204130123 Confirms S2040D telcon tliat no action presently cont emp l.ited 
on Suffolk County motion for order compelling NRC to produce 
documents ASLB Chairman Brenner unavailable 

MORRIS. P A Atomic Safety and Licensing Board Panel B2/04/OB 
Long Island Lighting Co Ip 12693 273 24X Flche 30-322,83/04/011, 

8204130122 


8204140199 Advises that Full compliance u/ASLD 820403 request to 
submit summary of Issues arising out of util b Suffolk 
County emergency response plans by 820414 might not be 
possible due to listed circumstances Related correspondence 
SHAPIRO. R Cammer & Shapiro SHAPIRO. R North Shore Committee 
Against Nuclear b Thermal Pollution 82/04/08 BRENNER, L , 
CARPENTER.^ L . l18RRiS. P A Atomic Safety and Licensing Board Panel 
2pp 13669 303 34X Flche 30-322.02/04/08,6204140193 


6204140226 Amended response to requests for production of documants 
REVELEY. W r Long Island Lighting Co REVELEY, W T Hunton &r 

Williams 62/04/0? Suffolk County, NY llpp 12663 027 24X 

Flche 30-322,82/04/09,8204140226 


— 6204140240 Further responses to Suffolk County Interrogatories per 
agreement Certificate of Sve end 

FLANAOAN.D O Long Island Lighting Co FLANAGAN, D 0 Hunton b 
Williams 82/04/0? Suffolk County, NY 120pp 12663 038 

24X Flche 30-322.02/04/09,0204140226 


B204160036 Foriaards Quadrei Rep t. OUAD-1 “82-108. "Evaluation of Hater 
Hammer Events In UWR Plants." Revision 0, to be transmitted 
to Intcrvenor Suffolk County In response to 820400 motion 
Rept Is preliminary only M/o end 

PERLIS.R Office of the Executive Legal Director 02/04/09 
LETSCHE. K J Kill, Christopher b Phillips ip 12698 204 S4X 
Flche 90-322,82/04/09,8204160036 


8204160043 Outline af Suffolk County emergency preparednecs concerns 
LANPHER, L C Suffolk County. NY LANPHER. L C Hi 1 1 , Chr istoph Pr b 
Phillips 82/04/13 lapp 12694 016 24X Fiche 30-322,82/04/13. 

8204160043 


--6204160044 Statement of quail f 1 cations of Suffolk County uitnesses 

lanpher, L C Suffolk County, NY LANPHER.L C HI 1 1 . Chris tophor (, 
Phillips 82/04/12 44pp 12694 029 a4X Flche 30-322,82/04/13, 
0204160043 
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— 8204160047 Te« tiffiony of MW Goldsmith re Suffolk County Contention 2 cm 
diesel generator relays 

GOLDSMITH, M W Suffolk County, NV GOLDSMITH, M W Enerfly 
Research Group, Inc SS/Od/lS 14pp 12674 073 24X 

Flche 50-322,62/04/13,8204160043 


"8204160052 Testimony of MW Goldsmith re Suffolk County Contention 4 on 
uater hammer 

GOLDSMITH, M W Suffolk County, NV GOLDSMITH, M W Energy 
Research Group, Inc 82/04/13 2Spp 12674 087 24X 

Fiche 50-322,82/04/13,8204160043 


--0204160053 Testimony of MW Goldsmith re Suffolk County Contention 7 on 
ECCS pump blockage 

GOLDSMITH, M W Suffolk County, NY GOLDSMITH, M W Energy 
Research Group, Inc 82/04/13 12pp 12674 112 24X 

Flche 50-322,82/04/13,8204160043 


— 6204160056 Testimony of DG Bridenbaugh ti GC Minor re Suffolk County 
Contention 11 on passive mechanclal valve failure 
8RIDENBAD0H, D , MINOR, 0 C Suffolk County, NV BRIDENBAUGH, D 
MHB Technical Associates 82/04/13 27pp 12674 124 24X 

Fiche 50-322,82/04/13,8204160043 


--8204160060 Testimony of RW Capstick re Suffolk County Contention 17<a) 
on fire protection 

CAPSTiCK, R W Suffolk County, NV CAPSTICK, R W Energy Rescaith 
Group. Inc 02/04/13 6pp 12694 151 24X Flche 50-322, 

82/04/13, 8204160043 


— 3204160063 Testimony of MW Goldsmith re Suffolk County Contention 5 on 
loose parts monitoring 

GOLDSMITH, M W Suffolk County, NV GOLDSMITH, M W Energy 
Research Group, Inc 02/04/13 62pp 12674 157 24X 

Flche 50-322,82/04/13,0204160043 


--0204160060 Testimony of MW Goldsmith, 8J HaruoodiRB Hubbard tc OC Minor 
re Contention 7D on sys reliability Certificate of Sve end 
GOLDSMITH, M W , HARWOOD, 8. J , HUBBARD, R B Suffolk County, NV 
02/04/10 155PP 12674 220 24X Fiche 50-322,82/04/13, 

6204160043 


8204200048 Security contentions <v/safeguards info deleted Certificate 
of Sve end 

LANPHER.L C Suffolk County. NV LANPHER, L C Kirkpatrick, 
Lockhart, Hill, Chr 1 s topher h Phi 1 1 Ips 82/04/13 Atomic Safety 

end Licensing Board Panel 5pp 12742 316 24X 

Flche 50-322,82/04/13,8204200048 


6204200321 Lists emergency planning issues before ASLB which cannot be 
litigated ui/o final Suffolk County emergency plan, per ASLB 
820405 order 

SHAPIRO, R Gammer L Shapiro SHAPIRO, R North Shore Committee 
Against Nuclear L Thermal Pollution 82/04/13 BRENNER, L , 
CARPENTER, J L , MORRIS, P A Atomic Safety and Licensing Board Panel 
3pp 12735 119 24X Flche 50-322,82/04/13,0204200321 


8204160016 Notice of appearance in proceeding 

tICMURRAV, C M Suffolk County, NV MCKURRAV.C M Hi 1 1, Chris topher (, 
Phillips 02/04/14 ip 12678 227 24X Flche 50-322,82/04/14. 

8204160016 


8204210431 Notice that MS Miller granted access to util security plan 
data Notice of appearance, affidavit of nondisclosure t< 

Certificate of Sve and 

LANPHER, LC Suffo Ik County, NV LANPHER. L C, Kirkpatrick, 
Lockhart, Kill. Christopher t, Phillips 82/04/17 Spp 12802 288 
24X Flche 50-322. 82/04/1?, 8204210431 


6204210436 Advises that matl described is not part of county emergency 
plan but is mat! produced by decisions made before 
activation of steering committee. 

ORDWN.H H Kirkpatrick, Lockhart, Hill, Christopher L Phillips. 
BROWN. H.H Suffolk County, NY 82/04/17 BRENNER, L . 

CARPENTER,.; L , MORRIS, P A Atomic Safety and Licensing Beard Panel. 
Ip 12802 308 24X Flche 50-322,02/04/17,0204210436 


S204210440 Joint notice of 820422 deposltlane in Hauppauge, NV re 
Suffolk County Contentions 16 ti 20 . Certificate of Sve end 
LETSCHE.K J Suffolk County, NV REVELEY, W, T Long Island Lighting 
Co UET8CHE, K J Kirkpatrick, Lockhart, Hill, Christopher l< 
Phillips 82/04/17 5pp 12802' 027, 84X Fiche* 50-322, B2/04/ 17, 

6204210448 


6204260223 Suppi to util L Suffolk County BSD41? joint notice of 
deposition UtU will eiamlne witnesses re Suffolk County 
Contortions 16 l< 20 Certificate' of Sve 'and. 

EARLEY. A F Long Island Lighting Co. 0 Hunton I, Williams 
82/04/19, 4pp 12838 021 84X Flche; 50-3 22, 82/04/17, 0204260223, 


S204230460 Prehearing conference order re actions taken at 020414 
conference Subjt discussed include hearing ti testimony 
sched ules, cross-ecamina 1 1 on p 1 ens, security tt emergency 
planning contentions L proposed findings 

BRENNER, L Atomic Safety and Licensing Board Panel 02/04/20 
12pp 12814 268 24X Fiche 50-322,82/04/20.8204230460 


0204260073 Supplemental response to util 020402 answers to Shoreham 
Opponents Coalition interrogatories re Coalition Contention 
19 Certificate of Sve end 

REVELEV, W T . HEVELEV. M T Long Island Lighting Co 02/04/20 
Shoreham Opponents Coalition 7pp 12840 158 24X 

Flche 50-332.82/04/20,8204260093 


8204280353 Notification of BM Jenkins L RE White as addl security 
experts Affidavits of nondisclosure l< Certificate of Sve 
enc 1 

MILLER. M 8 Suffolk County, NV MILLER.M 8 Kirkpatrick, Lockhart, 
Kill, Christopher L Phillips G2/04/21 llpp 12864 040 24X 

Flche 50-322.82/04/21,0204280253 


8204300186 Forwards SH Glass notice of appearance per ASLB request at 
620414 prehearing conference Glass role at conference 
limited to providing ASLB u/info & advice on scheduling 
emergency planning content ions 

REPKA. 0 A Hearing Branch 3 82/04/21 BRENNER, L , CARPENTER, J L , 

MORRIS, P A Atomic Safety and Licensing Board Panel 3pp 

12890:173 24X Flche 50-322,82/04/21,6204300186 


62042B0098 Response to 620401 interrogatories & requests for 
produetisn of documents Certificate of Sve end 
REPKA, D A Hearing Branch 3 02/04/23 Suffolk County, NY 

68pp 12870 320. 24X Flche 50-322.82/04/23.8304280098 


8204380136 Response to interrogatories & document requests on Suffolk 
County Contentions 16 L 20 

FLANAOAN, D 0 Long Island Lighting Co FLANAGAN. 0 8 Hunton (< 
Williams 82/04/23 Suffolk County, NV 13pp 12871 116 34X 

Flche; 50-332. 82/04/23. 0204380136 


0204300467 Responao to ASLB 820420 prehearing conference order re 
deferral of testimony NRC, Suffolk County L Shoreham 
Opponents Coa 1 1 t Ion agree that testimony on listed issues 
should be deferred until 830622 Certificate of Qvc end 
LANPHER, L C Suffolk County, NY LANF/ER. L C Kirkpatrick, 
Lockhart, Hill, Christopher 6 Phillipe. 62/04/27 4pp 1 2385 064 

24X Flche 50-322.83/04/27,6204300407 


820430032? Application for Issuance of subpoena duces team directed to 
util Prop os ed subpoena end 

LETSCHE, K J Suffolk County, NV LET6CHE, K J. Kirkpatrick, 
Lockhart, Hilt, Christopher (. Phillips 82/04/28 Atomic Safety 
and Licensing Board Panel 6pp. 123BB 273 24X 

Flche 50-322,82/04/28,6204300329 


8204300490 Motion for ASLB approval of addl secretarial assistance 
to provide filings In security proceeding A Pinto affidavit 
of nondisclosure end 

LANPHER, L C Suffolk County, NV LANPHER, L C Kirkpatrick, 
Lockhart, Kilt, Christopher 4. Phillips 82/04/28 Atomic Safety 
end Licensing Board Panel 7pp 12805 054 24X 

Fiche 50-322,62/04/28.8204300470 


H Genera 1 corr esp ond ence 


8204010270 Foruiards town board resolution that NRC require 
demonstrably effective evacuation plan for five eastern 
towns 6 that emergency planning include town Input. 

LANG. M Southampton Town, NV, . 82/03/24 PALLADINO, NJ 

Commissioners 2pp 12477 300 24X Flche . 50-322, 82/03/24, 

8204010270 


82-04080370 Forwards East Hampton Town Board 820319 resolution urging 
NRC to require demonstrably ef fectl ve, tested evacuation 
plan for five eastern Long Island towns 
CANTWELL, L. East Hampton, NV B2/03/S4 PALLADINO, NJ 
Commlsslonars 2pp 12601 246 SAX FI che . 50-322, 82/03/24, 
8204000370 


8204220079 Confirms meeting w/Buffolk County legislators to discuss 
fac 1 1 i ty. Da te s to be selected in future 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director 
82/04/01 PROSPECT, W New York, State of 3pp, 12822.276 24* 

Flche 50-322,02/04/01,0204220079. 


--8204220083 Informe ef Suffolk County legislators request for meetlnn to 
discuss facility safety. 

KENTfS Office of Congressional Affairs 62/0i/13 BEHM, T. 

Regional Operations », Generic Requirements. Ip 12022:280. 24X 

Flche 50-322, 82/04/01, 020 4220077 
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3204IS04I3I6 Eipr««s«i oppotitlon to nifthod In uiAich hairing conductad 
DENTON, a N Affiliation Unlnoun aa/04/09 PALLABINO. N J 
Comnitalonari Spp 12639-033 SAX Picha $ 90>382> B2/04y09i 
@204120436 


820430D176 Foruarda patitlon roquastlng avalu-ation of plant aafatg b 
avacuatlon plant bifora licanta grantad 

LESTER. A R Affiliation Unknown 62/04/29 PALLADINO, N J 
Canmltslonari 4pp 12691 333 24X Flcha 90-322162/04/29. 
0204300176. 


J IniurtncB & indamnity information 


8204130103 Op-dar t» IE sullatin 02-01. “Altaratlon of Radiographs of 
Wtlda in Piping Subaitamb 1 1 at " A8L0 etpactl to be kapt 
lltforntd of raiultt of Inquirg Util thould aipadlte 
ratponti 

BRENNER. L Atomic Safety »nd Ulcantlnj Board Panel 02/04/07 3pp 
12699 142 24X Flcha 90-322.82/04/07.8204130103 


8202040142 IE Info Notice 82-11. "Potential Inaccurocict in klldi Range 
Pressure Instrument* Used in Ucstinghouic Designed Plants “ 

Bvc list end 

JORDAN. E. L Division of Engineering b Quality Atsuranct 82/04/09 
63pp 12878 342 24X Flcha 90-000.82/04/09,8202040142 


8204140358 Foruardt Endorsement 6 to NELIA Policy NF-269 

SNITH. J L Long Island Lighting Co 82/04/09 DINITZ, t Antitrust 
b Economic analysis Branch (Utility Finance! 2pp 12662 027 S4X 
Flche 90-322, 82/04/09. 8204140398 


8204190329 Ac k receipt of 820309 b 11 Itrs informing NRC of steps talet. 
to correct violations noted In IE Insp Rapt 90-322/82-02 
STARaSTECKI, R. Division of Project b Resident Programs 82/04/12. 
POLLOCK, H 8 Long Island Lighting Co. 2pp 12726 192 24X 

Flcha 90-322,82/04/12.8204190329 


0 Inspaction reports. IE Bulletins b corrasp onifinc t 


0204230493 Forwards IE Insp Rept 50-323/79-06 on 790409-12 U notice of 
violation 

CARLSQN.R T Region 1. Philadelphia, Reactor Construction b 
Engineering Support Branch 79/09/16 WOFFORD. A U Long Island 
Lighting Co 2pp 12814 339 24X Flc he ■ 90-322. 79/09/16. 8204230493 


— 8204190338 Responds to NRC 820202 Itr re violations noted in lb Insp 
Rept 90-322/82-02 Corrective actions received further 
confirmation from contractor that proper tensioner pressure 
was maintained during retanslantng of hold-down beams 
PDLLDCK.N S Long Island Lighting Co 82/03/09 STAROSTECKI. R 
Division of Project b Resident Programs 3pp 12726 174 24X 

Fiche 90-322. 83/04/12. 8204190329 


— 8204230496 Notice of violation from Insp on 790409-12 

e Region 1. Phi ladelphla. Office of the Director 79/09/16. 3pp 
12814 337 24X Fiche 90-322.79/09/16.6204230493 


— 8204230S09 IE Insp Ropt 90-322/79-06 on 790409-12 Noncompl lanca noted 
failure to Identify lack of penetration in full penetration 
weld, failure to store equipment per instructions b failure 
to taka prompt correctiva action 

OURR.J P ■ QATEKAN. N H , TRIPP, L E Rag i on 1. Philadelphia, 

Raactor Construction b Engineering Support Dranch 79/09/16 6pp 
12814 340 24X Fiche 90-322.79/05/16,8204230493 


—8204190349 Responds to NRC 820202 Itr re deviation noted In IE Insp 
Rept 50-322/02-02 Copra c tlve ac tlons. wl 1 1 Install audible 
b eeternal visual alarm to loose parts monitoring sys panal 
by 820630 

POLLOCK, M E Long Island Lighting Co 82/03/11 STAROSTELKI. R 
Division of Project b Resident Programs 5pp 12726 197 r’AX 
Fiche 90-32 2,82/04/12,0204190329 


8202040143 IE Info Notice 02-12, "Surveillance of Hydraulic Snubbers ’ 
U/anc 1 SVC list 

JORDAN. E L Division of Engineering b (luality Assurance 02/04/21 
64pp 12873 OOl 24X Fiche 90-000,82/04/21,8202040143 


6204120316 Updates response to IE Bulletin Bl-03. "Flow D lockage of 
Cooling Nater to Gafatg Sys Components by Corblcula 
Sp (Astatic Clam) & Hytilus Sp (Mussel) " RHR exchatigei 
relatively free of blofoullng. 

POLLOCK. M S Long Island Lighting Co 82/03/30 HAYNES, R C 
Region 1. Office of Director 2pp 12634 028 24X 

Fiche 50-322. 82/03/30. 6204120316 


8204300281 Forwards IE Insp Rept 50-322/82-06 on 820308-12 No 
noncompliance noted 

(lARTINt T. T Division of Engineering b Technical Programs 82/03/30 
POLLOCK. MB Long Island Lighting C« 2pp 12889 294 24X 

Flcha 90-323.82/03/30,8204300201 


— B2043002B9 IE Insp Rept 50-322/82-06 on 820306-13 No noncompl lance 
noted Major areas Inspected preoperat iona I test results 
evaluation, preoperatlonal test procedures, preopcratlonal 
test witnessing b tour* of facility 

PULLANI.8 V , BETTENHAU5EN. L Division of Engineering b Technical 
Programs 82/03/24. 7pp 12689 296 24X Fiche. 50-322. 82/03/30, 

8204300281 


83041SD369 Forwards IE Info Notices 82-09. "Cracking in Piping of 
Makeup Coolant Lines at DbU Plants" b SS-lO. "Following up 
Symptomatic Repairs to Assure Resolution of Problem " No 
written rasponie required 

HAYNES, R C Region 1. Office of Director 0S/O3/3I O'TOOLE. J D 
consolidated Edison Co of New York SARTO hi. J J Oenoral Public 
Utilities - OPU Service Corp 5pp 12682 240 24X 

Fiche- 90-000, 82/03/31, BSO 4 i 9036 5 


8304190462 Forwards IE Bulletin 82-01. "Alteration of Radiographs of 
Welds in Piping Bubas semb 1 1 es " No written response 
required 

HAVNES.R C Region I, Office o# Director 82/03/31 Q'TOOLC, J 

Consolidated Edison Co of New York 6pp 12683:234 24X 

Pi Che 90-D00. 82/03/31. 8204150462 


0204300342 Forwards IE Insp Rept 90-322/62-09 on 820201-0329 No 
noncompllancs noted 

STAROSTECKI. R. Division of Project b Resident Programs, 82/04/02 
POLLOCK. M 8 Long Island Ligjitlng Co 2pp 12680:076. 34X 

Fich* 50-322, 82/04/02. 8204300342 


•8204300351 IE Insp Rept 90-322/82-09 on 82020 1-0329. No noncompl lance 
noted Hejor areas inspected: work ac tlvit 1 es, preoparat 1 anal 
testing b plant staff activities 

HtOOlNB.O. C . OAULO, R M Division of Project b Resident Programs 
82/04/01 8pp 12088 070. 34X FI c he 90-322. 82/04/02, 8204300342, 


8 Reportable occurrences. LERs b related correspondence 


8204210137 Part 21 rapt re HHA relays w/contact leads not fully 
Insulated, initially reported B1070B No operating BURt 
utlliis subj HMA relay* Ail potential problems will be 
corrected before startup 

BHERMODD, 0 0 Oeiseral Electric Co 82/04/01 DEYOUNO.R C 
Director's Office. Office of Inspection and Enforcement 4pp 
12804 OOl 24X Fiche • 50-000. 82/04/01 , B204210137 


8204270197 Deficiency rept re length of uninsulated flesibls leads 
connected to moveable contacts of HMA relays exceeding 
allowable dimens 1 ons. ini 1 1 a 1 1 y reported on 82031? Heat 
shrinkable tubing developed to cover terminals 
KILLIOAN.MH Long Island Lighting Co 82/04/14 HAVNES.R C 
Region 1. Office of Director 2pp I2S9S 141 24X 

Fiche 90-322.82/04/14.8204270197 


T Hearing transcripts on non-ant i trust matters 


0204140439 Forwards RJ Qlardlna.HU Hodges. VH Hsli.BB Summer, R Kirkwood. 
R Eberly b Jo Schiffgens testimony on Suffolk County 
Contentions 2.4.9.9.10.11 b 17. b Shoreham Opponents 
Coalition Contention 19 (J! 

eORDENtCK. 0 M Hearing Branch 4 82/04/12. DRENNER, L . 

CARPENTER, J L . MORRIS. P A Atomic Safety and Licensing Board Panel 
2pp 12666 196 24X Fiche 90-322,02/04/12.8204140439, 


— S204I40449 Testimony of fiJ Olardlna re Suffolk County Contention 2 le 
diesel generator relays Accumulation of dust, dirt b 
deleterious matls on electrical equipment In diesel 
generating room mlnimitcd Prof qualifications end 
OIAROfNA.R J Reactor Systems Branch 82/04/12 llpp 
12666-198 24X Fiche 90-322.82/04/12,3204140439 


— 8204140457 Testimony of MM Hodges on Suffolk County Contention 4 re 
water hammer Applicant demonstrated steps taken to insure 
that safety-related piping will not be substantially 
impaired by water hammer. Prof qualification* and 
H0DCE8.M W Reactor Systems Branch 62/04/12 lOpp 12666-169 
24X Fiche- 90-322,82/04/12.8204140439 


— 8204140463 Testimony of VH Hstl re Suffolk County Contention 9 on 
loose parts montorlng Operator actions Important to plant 
safety never taken based on info from loose parts monitoring 
■ ys alons.Prof q,ual i flea t ions end 

HSII.V, H Core Performance Branch, 82/04/12 lOpp 12666-179 
24X Flch* 30-322,82/04/12.8204140439, 
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--02O4I4O47O Testlmong of MW Hodges re Suffolk Countg Contention 9 re 
ECCS pump blockage Pldnt design ensures that isulation 
loosened during LOCA ui 1 1 not degrade ECCS flow since 
suction pipes include strainers & douncomer pipes 
HODOES, M W Reactor Systems Branch 02/04/19 6pp 12666 10'/ 
24)C Fiohe 90-322,82/04/12,0204140439 


— S204140474 Testimony of SB Sun re Contention 10 on ECCS core spray 
Info fro-m Japanese tests re core spray does not pose safety 
concern for plant Prof iiual 1 F 1 cat ions enc 1 

8U/i> S B Core Performance Branch 02/04/12 8pp 12666 196 
24X Fiche 30-322,02/04/12,0204140439 


— B204140485 Testimony of R Kirkwood re Suffolk County Contention 11 re 
passive mechanical valve failures Applicant designed, 
erected, fabricated t< tested safety-related sys valves per 
applicable codes & stds Prof qua 1 1 F Icat ions end 
KIRKWOOD, R Mechanical Engineering Branch 02/04/12 7pp 
12666 204 24X Fiche 30-322,92/04/12,0204140439 


— 8204140492 Testimony of R Eborly on Suffolk County Contention 17 on 
fire protection Applicant fire protection program meets 
Oeneral Design Criterion 3 Alleged inadequacies do not 
materially affect response to fire W/prof qualifications 
EBERt-Y, R Chemical Engineering Branch 82/04/12 9pp 
12666 2]1 24X Fiche 30-322,02/04/12,8204140439 


— 8204140499 Testimony of JO SchlffgenB on Shoreham Opponents Coalition 
Contention i9<J) on Reg Guide 1 115 re turbine orientation 
Plant essential sys adequately protected against potential 
turbine missile damage Prof qualifications encl 
6CHIFF0EN5, J 0 Materials Engineering Branch 02/04/12 7pp 
12666 220 24X Fiche 90-322,82/04/12,8204140439 


8204160043 Outline of Buffo] k County emergency preparedness concerns 
LANPHER,LC Suffolk County, NY LANPHER, L C HI 1 1, Chr 1 sto pher t< 
Phillips 02/04/13 18pp 12694 016 24X Fiche 50-322,82/04/13, 

0204 1600 4 3 


— 8204160047 Testimony of MW Goldsmith re Suffolk County Contention 2 tin 
diesel generator relays 

OOLOBMITHiMW Suffolk County, NY GOLDSMITH, M M Energy 
Research Group, Inc 82/04/13 14pp 12694' 073 84X 

Fiche SO-322, 02/04/13, 8204160043 


— 8204160052 Testimony of MW Goldsmith r» Suffolk County Contention 4 on 
water hammer 

GOLDSMITH, M W Suffolk County, NY QOLOBMITH, M W Energy 
Research Group, Inc 82/04/13 23pp 126941 007, 24X 

Fiche 90-322.02/04/13,8204160043 


— S2041600S3 Testimony of MW Goldsmith re Suffolk County Contention 9 on 
ECCS pump- blockage 

GOLDSMITH. M W Suffolk County, NY GOLDSMITH, M W Energy 
Research Group, Inc 62/04/13 12pp 12694 112 24X 

Fiche 90-322.82/04/13,8204160043 


-8204160096 Testimony of DO Dridenbaugh h OC Minor re Suffolk County 
Contention 11 on passive mechanclal valve failure 
BRtDENBAUOH, D . MINOR, G C Suffolk County, NY DRIDENBAUGH, D. 
HHB Technical Associates 02/04/13 27pp 12694 124 24X 

Fiche. SO-322, 82/04/13, 0204160043 


'-0204160060 Testimony of RW Capstick re Suffolk County Contention 17{u) 
on fire protection 

CAPSTICK. R W Suffolk County, NY CAPSTICK.R W Energy Research 
Group, Inc 82/04/13 6pp 12694 ISl 24X Fiche' 30-322, 

82/04/13. 8204160043 


—8304160063 testimony of MW Goldsmith re Suffolk County Contention 3 on 
loose parts monitoring 

OOLDBKirH/HM Suffolk County, NY GOLDSMITH, M W Energy 
Research Oroup, Inc 82/04/13 62pp 12694.197 24X 

Fiche 90-322, 82/04/13. 8204160043. 


-8204160068 Testimony of HW Goldsmith, SJ Her mood, RB Hubbard t( QC Minoi 
re Contention 7B on sys reliability Certificate of Sve encl 
OOLDSMlTH.M W . HARWOOD.S J. , HUBBARP'R B. Suffolk County, NY 
82/04/13 139pp 12694 220 24X Fi che ’ 50-322, 82/04/ 13, 

8204160043 


1204160101 Transcript of 820413 hearing in Fort Jefferson, NY 
Pp 530-644 

a Atomic Safety and Licensing Board jpanel 82/04/13, 120pp 

12697 116 24X Fiche’ 90-322, 82/04/13, 0204160101 


1204190173 Testimony of BR HeCaffrey on Suffolk County Contention 2 re 
diesel generator relays. 

MCCAFFREY, B R Long Island Lighting Co 82/04/13. 14pp 
13729-143 K4X Fiche' 90-322, 82/04/13, 0204190173. 


— 8204190181 Testimony of RE Fortier h RA Hill on Suffolk County 
Contention 4 re water hammer 

FORTIER, R E , HILL.R A Long Island Lighting Co FORTIER. R E 
Stone & Webster. Inc 82/04/13 18pp 12729 137 24X 

Fiche 30-322,82/04/13,0204190173 


— 8204190185 Testimony of OK Price on Suffolk County Contention 5 re 
loose parts monl taring sys 

PRICE, G K Long Island Lighting Co 82/04/13 13pp 12729 175 
24X Fiche 30-322,02/04/13,0204190173 


— 6204190187 Testimony of RM Kaecsak on Suffolk County Contention 9 re 
ECCS p ump blockage 

KASCSAK.R M Long Island Lighting Co 82/04/13 12pp 
12729 188 24X Fiche 90-322,82/04/13.8204190173 


— 0204190193 Testimony of RA Hill on Suffolk County Contention 10 re ECCS 
core spray 

HILL.R A Long Island Lighting Co HILL.R A General Electric 
Co 82/04/13 9pn 12729 200 2 4X Fiche 30-322,82/04/13, 

0204190173 


— 8204190196 Testimony of RE Fortier on Suffolk County Contention H re 
passive mechanical valve failure 

FORTIER, R.E Long Island Lighting Co FORTIER, R E Stone Ic 
Webster, Inc 82/04/13 IBpp. 12729 209 24X 

Fic h e: 90-322, 02/04/13, 82041 90173 


—8204190201 Testimony of DR McCaffrey on Suffolk County Contention 1/ i 
fire protec tion 

MCCAFFREY, B R Lang Island Lighting Co 82/04/13 14pp 
12729 223 24X Fiche 50-322,82/04/13,8204190173 


— 8204190205 Testimony of RM Kascask on Shoreham Opponents Coalition 
Contention 9 (j> te turbine orientation Certificate of Sve 
enc 1 

KASCSAK.R H Long Island Lighting Co 62/04/13 12pp 
12729 239 24X Fiche 90-322,02/04/13,8204190173 


8204200220 Corrected Page 930 of transcript of BS0413 hearing 
* Atomic Safety and Licensing Board Panel 02/04/13 Ip 
12737 223 24X Fiche 90-322,82/04/13.8204200220 


6204160105 Transcript of 820414 conference in Haupaugge,NY Pp 64S-B31 
e Atomic Safety and Licensing Board Panel 62/04/14 200pp 

12699:052 24X Fiche 90-322,82/04/14.8204160103 


8204190248 Transcript of 820414 DL bearing In Hauppauge. NY Pp 632-961 
Supportive matte encl. 

e Atomic Safety and Licensing Board Panel 62/04/14 198pp 

12720 154 24X Fiche 50-322,82/04/14,8204190240 


8204260189 Addendum to MW Goldsmith testimony re Suffolk County 
Contention 4 on utatarhammer Rep t provided by NRC on 620408 
on uaterhammer addressed Certiflcato of Sve end 

OOLDSMlTH.M H Buffolk County. NY OOLDSMlTH.M W Energy Reseat ch 
Oroup, Inc, 02/04/21 300pp 12S36 231 24X Fiche 30-322. 

02/04/21. 0204260189 


U Congressional/Esacutlve Carres p ondence 


8204010290 Advises that licensing hearing schedule Inadequate for fair 
hearings & discueslen of situation Projected fuel load date 
should have no bearing on hearing schedule 

DOWNEY, T, J House of Rep 82/03/25 PALLADINO, N J Commls Bioners 
ip 12477 194 24 X Fiche 90-322,62/03/25,0204010290 
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A Appl 1 cat ion/ construe tion stage documents S, correspondence 


6204220699 Forwards analysis ef ALAS— 644 re facility seismic design 
issues tt ability to maintain safe shutdaun after major 
■arthquak e 

REMICK, F J Office of Policy Evaluations, 01/11/09 
PALLADINO.N. J, , OIUNSKY, V . BRADFORD, P A, Commissioners. B4pp. 
12831 208 24X Fiche 50-279,81/11/09,8204220659 


8204210723 Addl response to FQIA request for Info re procautlons taken 
to "earthquake proof" facility Forwards PO&E 010920 it 30 
Itrs to NRC 

FELTON, J, M Division of Rules and Records 01/11/10 
SCHEIGERTr J. F Envir onmeritat Law Center of the Pacific ip, 

12795 299. 24X Fiche 50-279.81/11/10,0204210723 
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9204380142 Rvaponds to FOIA rsnueit for documrnta rr disqualification 
from ad judica t orq proceed Ings of members of ASL4@< ASLB or 
Commission by reason of prior employment u/MRC Forwards 
documonts listed in epp 

FELTON* J M Division of Rirloi and Records 81/11/12 ELLIOTTtC H 
Thomas %l Hair 2pp 12612 2i0 24X Ftehe 30-000.81/11/12. 

8204220142 


--0204220170 Forwards Level D schedule for radiological safety portion of 
DL review & target schedules fdr Level C milestones Const 
completion estimated for 740B01 «< 730301 for Units 1 & 2. 
respectively w/a end 

OIAMBU6SO. A Atomic Energy Commission - Deputy Director for 
Reactor Projects 79/11/12 HUNTZINO, L M Atomic Energy 
Commission ip 12812 288 S4XFlche 90-000. 81/ 1 1 /I2. B204220J 42 


—8204220201 Forwards summary of 7401^04 meeting w/AEC re application Pur 
DL 

CRANE.P A Pacific Oae & Electric Co 80/04/04 ROTBCHILD. T, 
Office of the general Counsel Ip 12012*008 24X 

Flcho 90-OOO.Bl/t i/12. 3204220142 


— 6204220209 Summary of 740804 meeting u/AEC in Bethesda. MO re 
application for OL Hos b Ins-Or if f i th fault discussed 
DETTIWOEB.R v Pacific Oas & Electric Co 74/06/04 Pacific 
Oas U giectrie Co lOpp 12812 301 24X Fiche 30-000. 81/ 1 1/lS. 

B204220142 


02040503B9 Addl response to FOIA request for documents re OAO audit of 
plaint conducted between 770530 l« 0610 No adtfl documents have 
bean found 

FELTON. J M Division of Rules and Records 81/12/08 SCKNELKEN. M 
Committee to Bridge the Oap Ip 12963 279, 24X 

Flcho 50-279. 81/12/08. 8304090389. 


8204070636 FOIA request for records re evaluation of emergency 
operating procedures at Diablo Canyon by XVZTX Info Co 
LANPHER.L C Klrhpa trick, Lockhart. Hill, Chr Istppher 6 Phi Hi ps. 
81/12/30 FELTON. J M Dlvliion of Rules and Records 2pp 
12996 099 24X Fiche 90-279,81/12/30,8204070636 


8204070639 Responds to FOIA request for records re evaluation of Diablo 
Canyon by XVZVX Info Co, NUfiEO/CR-1999, SER, i s available in 
PDR Handwritten notes for 800424 meeting end 

FELTON, J M Division of Rules and Records 82/01/19, LANPHER.L C 
Kirkpatrld. Lockhart. Hill, Christopher t, Phillips Ip 12S96 097 
24X Fiche 90-275,62/01/13.8204070639 


— 8204070643 Briefing mat Is re Diablo Canyon for 600424 meeting u/NRC 
FONCHS.F . BLACKiO XT^VX In forma t ion Corp. 80/04/24 9pp 
12596 098 24X Ficha 50-279,82/01/19.8204070639. 


8204140024 FOIA request for four categories of documents re 
Investigation of false info conveyed by util representatives 
during 811131 meeting 

FLEtSCHAKER. D. Fletschaker. 0 S 82/01/27. Office of 
Administration 2pp 12672 001 24X Fiche 50-279,82/01/27. 

8204140024 


'8204140027 Forwards FOIA request discussed In 820127 telcen 

FLEI8CHAKER, D Flelschakar, D 8 82/01/27 PARRISH. R Office 

of the Oenirel Couniet ip 12672i003 24X Fiche SO-279, 

82/01/27. 82 04 {40024 


8204140030 Respgnds partially to FOIA request for four categories of 
documents re Investigation of fell* info conveyed by util 
representatives during 811131 mes t ing. LI i ted documents end. 

Search continuing N/o end, 

FELTON.J M Division of Rules and Records 82/02/19 
FLEISCHAKER, D. Flelschakar. D 8 2pp. 12672.004 24X 

Fiche 90-279,82/02/19.8204140030. 


8204020162 Clarifies question ra opper tunitl as for public comment in 
proceedings on facility QA program 

PALLADINO.N J. Oommiss loners. 82/03/03 UOALL, M K. Housa of Rep. , 
Interior l< tneeiar Affairs Ip. 12513 033 24X 

Fiche 90-279,82/03/03,8204020162 


8204290999 Addl respense to FOIA request for four categories of 
documents re investigation of false info conveyed by util 
during B11103 meeting at feci li ty. Forwards 820120 memo 4, 
news article. App documenit withheld <ref FOIA Exemption 9 ), 
FELTON,./ H Oivlsian of Rules and Records. 82/03/04. 
FLEISCHAKER. 0 Aff 11 iati on Unknown 2pp 12899,026. 24X 

Fiche 90-279. 82/03/04, 8204290999. 


—8204290600 Forwards Santa Barbara Nows 820108 press release re 
allegations made against util engineers 4. independent 
auditor 

OILlNStty, V. ComMlsiloneri. 82/01/20, PALLADINO.N. BRADFORD, P., 
AHEARNE, J. Coiimlssionen 2pp. 12899:091, 24X 

Fiche- 50-279, 82/03/04, 8204290S99 


8204070044 Forwards board notification advising of submittals re 
seismic verification prograra-Phase 1 

TEDESCO.R L Assistant Director for Licensing 82/03/15 
E(BENHUT,D 0 OlVlsian of Licensing Ip 12594 088 24X 

Fiche 50-279,02/03/15,8204070044 


— 0304070064 '‘OA Review Rept Phase I Seismic Safety-Related Design Svis. 
performed for util prior to June. 1978 

« ANCD Eng Ineers. Inc 62/03/01 42pp 12994 092 24X 

Fiche 90-279,82/03/15.8204070044 


8204290404 FOIA request for transcripts of closed Commission meetings 
re suspension of fuel loading 4< low power testing license 
HOFFMAN.D K n 1 g hfR 1 d der Newspapers B2/03/19 FELTON, J Division 

of Rules and Records Ip 12919 003 24X Fiche 50-275,82/03/19. 

8204290404 


8204070323 Provides preliminary confirmatory info re adequacy of 
prsiSuriier safety & relief valves per hUnEO-0737 Item 
It 0 I EPRt repts documenting test program 4. results will be 
sent pending 820401 issuance 

CRANE. P A Pacific Oas S< Electric Co 82/03/31 MIRAOLIA. F .1 
Licensing Branch 3 3pp 12374 294 24X Fiche 50-275,82/03/31. 

8204070333 


8204160159 Oeneric Ltr 82-08 to all PWR plant licensees t. applicants re 
transmittal of NUREO-0909 relative to Olnna tube rupture 
N/o end NDREO List af NRC recipients end 

EISENHUT, D O Division of Licensing 82/04/19 HAU 6 PUH 0 , A 
Consolidated Edison Co of Mew VorK KUKILL.H D Metropolitan 
Edison Co DOLAN. 7 American Electric Power Co • Inc 7pp 
12787 203 24 X Fiche 90-000,02/04/19,8204160155 


0204190099 Responds to Oeneric Ltr BS-09 re post-TMl requirements End 
A lists completed items. Enel 6. uncomp 1 eted items 

SCHOVLER. J O Pacific Oas 4, Electric Co 82/04/ is E1SENHU1.0 0 

Division of Licensing 6pp 12724 247 24X Fiche 90-279.82/04/15, 

8204190055 


B204210299 Generic Ltr 82-09 to all power reactor 1 icensees, ap p 1 1 cants 
for DLi N3S8 ven-dors At reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qualification requirements end 
ElaENHUT.D 0 Division of Licensing 02/04/20 HAUSPURO.A 
Conioli'dated Edison Co of New Vork IBpp 12862 337 24X 

Fiche 90-000.82/04/20,0204210299 


8204290382 Responds to FOIA request for access to transcripts of 
Commission closed meeting's of 811116. 10 & 1? re suspension 
of fuel loading & low power testing license Transcripts 
withheld (ref FOIA Exemption 3) 

CHILK. 8 Office of the Secretary of the Commission 62/04/21 
HOFFMAN, D, E, Knight-Rl dder Newspapers 2p p 12919 001 24X 

Fiche 30-275. 82/04/21. S2042903B2 


82'042601BB Forwards announcement ltr t. organiiation chart of facility 
project organiiation integrating Bechtel resources per 
820329 commitment to provide addl info 

CRANE. P A Pacific Gas 4. Electric Co 82/04/22 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 4pp 12839 07i 
84X Fiche 90-279,82/04/22,8204260188 


F Security, medical, emergency 4. fire protection plans 


82O41S0411 Submiti rept of upgraded omergency plan full-scale exercises 
at facilities, in response to 820309 request Rancho Seco 
sxcrclsa scheduled for June 1982 Improvement areas noted 
Benefits from issuing NUREO rept seen as minimal 

SPENCER.O 8 Dlvlsi'On of Radiological Safety 4, Safeguards Program 
82/03/30 ORIMEB. B,K Division of Emergency Preparedness 3pp 
12639 13? S4X Fiche 50-000.82/03/30,8204120411 


0204060070 Submits proposal fpr radiological monitoring sys for 
•mergency operations facility Syi meets intent of 
NUR EO-0696 

crane. P A Pacific Oai & Electric Co 02/03/31 MIRAOLIA, F J. 
Licensing Branch 3 2pp 12554,271 24X Fiche’ 50-275, 82/03/31, 

8204060070. 


0 Adjudicatory carTssp-ondence 


8204220142 Responds to FQIA request for documents re disqualification 
of msmbers of A8LAB, ASLO or Commistlon from adjudicatory 
proceedings by reason of prior employment w/NRC Forwards 
documents listed in app 

FELTON. J.M. Division of Rulas and Records 81/11/12 ELLIOTT.C H 
Thomas 4, Hair. 2pp 12812 260 24X Fiche . 50-000, 81/ 1 1/12. 

8204220142 
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— -8204S201S2 Danlis applicant petition for ravisu) of ASLAP rule eniitllnit 
limited accae* to phgsical eecuritg pUn 

CHILKj S J Office of the Seeretarg of the Cammistion 77/09/19 
Pacific Oat l( Electric Co 3pp 12012 24>8 24X 

FIche 30-000. 01/11/ 12< 0204220142 


— 0204220170 Opposes ASLP it ASLAB actions to make security plan 
available for rsvleiii by atty ti qualified expert In svc of 
Intervenor Action uill reduce ability to provide adequate 
protection against sabotage 

SENDER. H ACRS - Advisory Committee on Reactor Safeguards 
77/00/10 HENDRIE, JM Commi s * I oners 2pp 12012 271 24X 

Fiche 50-000.01/11/12.6204220142 


—6012040039 Motion for leave to exceed page llmltetlon due to complex 
jurisdictional Issues Draft order end 

ROSS. R U Commissioners GO/11/03 0 5 Dletrlct Court. 

District of Columbia 2pp 12812 316 24X Fiche 50-000,01/11/12, 

0204220142 


— 9012040043 Motion to dismiss action since claim* not yet ripe, 
plaintiffs failed to exhaust administrative remedies b court 
lacks jurtedlctlon If motion denied . summery judgment should 
be granted 

ROSGf R L Commissioners BO/11/03 U 8 District Court. 
District of Columbia 2pp 18012 310 24X Fiche 90-000, 01 /I I /IP, 

0204220142 


— S01204004? Statement of matl facts as to lahich there is no genuine 
islue 

ROBS. R L Commissioners SO/ll/03 U S District Court, 
District of Columbia 23pp 12812 320. 24X Fiche 90-323, 

61/11/12. 0204220142 


— G012040693 Statement of points b authorities In support of motion to 
dismiss action or. In al ternatlve. for tum.marg judgement. 

Plaintiff motion for summery judgment should be denied due 
to dilatory nature. Draft order end 

RUFF, C F C I ROSB. R.U Commissioners RUFFrC F Jus tic e. Dept, of, 
Attorney General's Office 00/11/03 U 8 District Court, 
District of Columbia 67pp 12812.343 24X Fiche 30-000, 

01/11/12,0204220142 


— 0012040705 Reply to plaintiff statament of matl facts as to which there 
is no mat] issue Certificate of Bve end. 

RUFF.C F C Commissioners 00/11/03 U. S District Court, 

District of Columbia 3pp 12013 046 24X Fiche' SO-DOO, 01/1 1/12, 

0204220142 


S204190117 Forwards 020187 memo re Newmark inquiry. Commint* Invited 
by 620317 

CKILK, 8 J Office of the Bscretary of the Commission 82/03/04. 
Office of the Secretary of the Commisiton Ip 12717 337 24X 
Flcfie 30-275, 02/03/04,6204170117 


— 8204170129 Discusses NRC general counsel Inquiry re possibility of 
N Naxuark ainployment by PObE. Based on Intarvlews b review 
of files it contracts, no indication that N Newmark had 
been employed by PObE 

FITZGERALD, ^f A > ROTHSCHILD, T Office of ths General Counsel 
82/01/27. PALLADIND, N J , OILINSKY, V, BRADFORD, P. Commissioners. 
2Bpp 12717 338 24X Fiche S0-275> 02/03/04. B2O41701 17 


62031704B0 Responds to 020202 Itr re Indepindent eudlt Specific factore 
to be considered In determining independence b technical 
qualifications of organl latlnns b Individuals sat forth in 
rstponse to Representative* Dlngell b Ottingar 
DIRCKStU. J, Office of the Executive Director for Operations 
82/03/08 ALBOBTA. D Houst of Rep 2pp. 12319-272, 24X 

Fiche 90-000. 82/03/00,0803170480. 


8204000337 Responds to 020304 request for cgmmsnts re NRC Nsumark 
Inquiry. Confl rms reviewer conclusion thet Newmark was never 
employed or retelned on project Newmark was consultant to 
NRC re plant lelimU criteria b design ,r#sp oP«s spectra, 

CRANE, P A Pacific Gas b Electric Co 88/03/10 CHILK. B. J. Office 
of the Becratary of the Commission Ip. 12918’ 180 S4X 
FlcAe. 30-273, 02/03/10,8204000339. 


62O4O9O3B0 Brief In support of findings of fact b condlislons of law in 
form of proposed Initial decision Certificate of Svc' oriel, 

OLM0TEAD, M J, . HASSELL, D, F , JOHNSON, 0. E, Hearing Branch 4. 

02/03/29. 21Bpp. 12927 34a 84X Flcha. 90-279, 82/03/29, 8204090388 


0204010242 Order extending tim# until 08O41A for Commission to act tc 

CHILK,9 J. Office of the Sscretarg of the Commission B2/03/30 
Coismlsslpners. ip, 12477 171, 24X Fleho! 90-273. 82/03/30, ^ 

8204010242, , . , , 


0204000147 Memorandum b order In response to Governor Brown motion for 
deferral of ASLB decision pending evaluation of nauly 
discovered util design errors ASLB aware of events. No final 
decision to be made until new evidence evaluated 

WOLF, J. F Atomic Safety anil Licensing Board Panel 02/04/02 Spp 
12604 316 24X FIcht 50-273,82/04/03.0204000147 


0204000300 Errate sheet to NRC 020327 brief In support of findings of 
fact b concluilons of law in form of proposed initial 
decision Certificate of Svc me 1 

HASSELL. D F. Office of the Executive Legal Director 82/04/06 
9pp i2601.230 24X F1 c h e' 50-275. 02/04/06 > 8204000380 


8204140322 Answer opposing Oovernor Broun motion for deferral of ASLD 
decision pending svatuation of util design errors Involving 
block b relief valves b prtisurlser heaters. Certi flea t* of 
Svc end 

crane, P A Pacific Gas b Electric Co 02/04/07 Commissioners 
Spp 12663 276 24 X FIcht 50-275.02/04/07.8204140322 


8204170232 Response to Joint Intervenor* b Governor Broun prapoeed 
findings of fact b conclusions of law Certificate of Svc 
end 

LDCKEtR F Pacific Gas b Electric Co B2/04/12. 40pp 12720070 
24X Fiche 30-279,82/04/12,6204170232 


8204140161 Notice of wlthdraual of appearance In proceeding Certificate 
of Svc end. 

□LMBTEAD, H -J Regulatione Dlvlelon 02/04/13 3pp 12669 214 
24X Fiche 50-273,82/04/13,8204140161. 


8204270317 Order concluding that N Newmark was net employed by util on 
plant matters Investigation and. 

CHILKi 9. J Office of the Secretary of the Commission 02/04/27 
2pp. 12084 297. 24 X Fiche; SO-275, 82/04/27, 6204290317. 


H General corr eepandence 


B2040B0S31 Bupportf open Investigation of util seismic safety designs 
CONE.C APfl nation Unknown 02/03/27, BOBERTB.T.M 
Commissioners tp 12977.117 24X F1 che; 30-279. 02/03/27, 

B2O4D0O531 


0204130126 Opposes plant operation 

PATMONT-MADDEM, Affiliation Unknown 82/04/03 PALLADINO.N U. 
Commissioners. Ip 12659 277. 24X Fi che: 50-279, 03/04/03, 

8204130126 


02O413O1C7 Urges NRC not to accept current plant design b seismic 
readiness study by util selected consulting f Irm. Indep endent 
consultant should be selected 

NIMMONBrD Affllletlon Unknown 02/04/04 PALLADINO, N Ji 
Commissioners. Ip 12699 210. 24X FI chs' 90-279, 82/04/04, 

0204130127 


I F Inane 1 al Inf prmat ion 


0204060054 Forwards Annual Financial Rept 1701, 

CRANE, P A Pacific Gas b Electric Co 82/04/01. Office of 
Nuclear Reactor Regulation, Director, Ip. 12997:221 24X 

Ftehe, 50-000, 02/04/01, 0204060094, 


— 0204060067 Annual Financial Rept 1701 

SHACKELFORD,]} Pacific Oas b Electric Co. 02/02/18 3?pp. 

12297:222. 24X FIcht; 90-000, 82/04/01,0204060094. 


P. Operablng license stage documents & correspondence 


0202290171 Advises that project has ascalated to approx 60 to 70)t 
of currant htlllngi 

CLOUD, R.L Robert L. Cloud Associates, Inc. 62/02/23. MIRAGLIA.F 
Llcanslng Branch 3 Ip. 12031:130 84X Fiche: 90-000, 02/03/23, 

8202290171. 


Q Inspection reports, IE Bullttln* b correipondencs 


8204140406 Informs that IE Info Notice &2-0Bi "-Check Velve Failures on 
Diesel Generator Engine Cooling ays," was sant to listed 
Itcanseas on 020326. 

e Region 3, offlca of Director, 02/03/26. Region 9, afflce of 
Director Ip 12670.149, 24X Fiche, 90-000, 83/03/26. 8204140 4 06. 


8204070394 Informs that IE Bulletin 83-01, "Alteration of Radiagraph* 
of Helds in Piping aubastemblies, " was sent to listed 
licensees on 620331, 

» Region 9, Office of Director 88/03/31. Region 9, Office of 
Director tp. 24X Fiche: 90-000, 82/03/31, 8204090394. 
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0204090396 A>dvl«as that IE Info Notle* 8B-09f “CnackinB in Plpiftj of 
Hakaiip Coelanb Llnat at 9&U Planti> “ liat baan (ant to 
llatad licaniaea. 

* Haslon 5j Office of Director B2,'03/ai Region 5r Office of 
Di rector ip 13623 379. 34)C Fic ha- 50-000. 02703731. 0304090396 


BS0409041S Adviaai that IE Info Notice 02-10. "Folloulng Up Sgmptomattc 
Repairs to Assure Resolution of Prolilem.'' has teen sent to 
tlsted licensees 

f Region 3> Office of Director 82/03731 Region 9. Office of 
Director Ip 12634 039 34X FUh* 50-000, 82703/31 , 0304090418 


8204140431 Foruards IE Imp Rapt 90-375/82-03 & 90-333/83-02 an 831113. 
630.1233,39 b 31 6 820(06-08 No noncomp llanc e noted 

STERNBERO. 0 M Division of Realdent, Reactor Project 6 Engineering 
Programs 82703/31 CRANE. P A Pacific Oat ft Electric Co 2pp 
13670 348 24X Flcha 30-373,03/03/31,0304140421. 


—0204140436 IE Insp Repts S0-27S/B2-02 6 50-323/B3-02 on 811113 ft 30, 
1223i 29 ft 31 ft 830106-00 No noncomp ) lance noted Hapor areas 
Inspected activities associated «>/avaluati'On of pre-June 
1978 sc Isnl c-related contract work, per 01,1-81-30 
HORRILL.P., JOUKOFFtP , YOUNO, T Division of Rosidont, Reactor 
Project & Engineering Programs 83/03/30 3pp 12670 390 24X 

Flche 50-275.83/03/31.8204140421 


8202040142 IE Info Notice 83-11, "Potential Inaccuracies in tilde Range 
Pressure Instruments used In Uettinghousa Designed Plants 
Svc list end 

JORDANiC L. Division of Engineering ft Oualttg Assurance 82/04/09. 
63pp 12078 342 34X Flche 50-000. 82/04/09, 8302040143 


8304230420 Responds to .tueltlons re nature of response during 
amergencg, fJRC role during emergency ft need to effectively 
interface u/llcensee organliation at technical support ctr ft 
anergency operations facility during response to emergency 
STOHR. J P Division of Emergency Preparedness ft Operational Bupport 
82/01729 UHRJO.R E Florida Pouer ft Light Co HILLER. J H 
Oeorgia Fotuer Co STAMPUEY, N L Mississippi Pouer ft Light Co /pp 

13815 264 24X Flche 50-000.83/01/29,8304230430 


8204330473 Discusses schedule of info to be submitted by utils in 
advance of emergency preparedness exercise Appropriate stats 
ft locat agencies should bs informed uell in advance of 
exercises to facilitate par tl c i pation 

STOHR. J F Divlsiois of Emergency Preparedness ft Operational Support 
83/01/29 UHRIO, R E Florida Pouer ft Light Co PARKER, M 0 Duke 

pouer Co HANCOCK. J A Florida Pouer Corp 4pp 13814 394 341 

Fiche 50-000,82/01729.8204230472 


8244330518 Ac k receipt of util 820226 ft 0308 Itrs re 820431 
emergency exercise scenario Addl comments on details ulll 
be made by telcon to Black or Trolanberg 

STOHR. J P Division of Emergency Preparedness ft Operational Support 
82/04/14 HOMEiP U Carolina Pouer ft Light Co ip 12814 187 
24X Flche 50-324.82704/14,0204330518 


8204200481 Foruards supplemental technical justification to 810306 
request for exemption from 10CFR90 App R re installation of 
fixed fire suppression sys in cable spreading rooms 
UTLEY, E E Carolina Pouer ft Light Co 82/04/15 DENTON, H R 
□fflce of Nuclear Reactor Regulation. Director Bpp 12743 009 
34X Flche 90-324,82/04/13, 8204200481 


8202040143 IE Info Notico 82-12, "Surveillance of Hydraulic Snubbers ■■ 
U/encl svc list 

JORDAN'S L Dlvltlun of Engineering ft Ouallty Assurance 02/04/21 
A4pp 13073 001 34X Flche 50-000, 83/04/31. 8302040143. 


02D427O12O Releases public version uf State of NC emergency response 
plan 

FELTON. J H Oivlsion of Rules and Records 82/04/15 Document 
Hanagement Branch ip 12879 013 34X Flche 50-324, 82/047 1 5, 

8204270130 


R Periodic o.pBratln9 reports ft related correspondence 


8204010473 Foruardi "Progress Rspt 9 of Btlsmic SYc-Rclated Contracts 
Prior to June 1978. Diablo Canyon Nuclear Poeier Plant." for 
uiork period from 820337—0315 Addl verification recopaiended 
CLOUD, A L Robert 1. Cloud Associates, Inc S3/03/19 DENTON, H R 
Office of Nuclear Reactor Ragulationi Director, 3pp 12465.02? 

24X Flche. 50-275, 82/037 1 5, 0304 0 1 0472 


-8204010476 Progress Rspt of Seismic Bvc-Related Contracts Prior to 
June l?7Q>Diablo Canyon Nuclear Power Plant," for work 
period from 820237-0319 

* Robert L. Cloud Associates, tnc 8270 3715 llSpp 12405.031 

34X Flche* 50-375. 82/03/15, 8304010472 


3304160575 Foruards "Seismic Svc-Related Contracts Prior to Jun* 
1978." oleventh progress rept 

DENISON. E Robert C- Cloud Associates. Inc. 83704709. DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 12701 040 
34X Flcho 90-375.82704/09,8204160575 


-8204160980 "Belsnlc 8vc Related Contracts Prior to June 1978, " eleventh 
progress rept. 

e Robert L Cloud Associates. Inc. 83/04709 19pp. t3701'O43 

S4X Fiche 50-375,83704/09,8204160975 


8S04300366 Forwards itnlmonthly "progress Rapt J2 of Saf ety-Rslated 
Co-ntracts Prior to June 1970,820408-0481." 

HERBERT. P.J R F. Reody. Inc 82/04/27 DENTON. H Office of 
Nuclear Reactor Regulation. Director. ENOELKEN. R. Region S. Office 
of Director. Ip IBaSB'D??. 84X FI c he- 50-375, 03/04737, 8304300366 


— 8304300374 "Progrtis Rept 18 of Oafety-Re le ted Contracts Prior to June 
1970. 830408-0421. '* 

REEDV.R F. R. F. Reedy, tnc. 82/04721 8pp 13888: 100 34X 

Flche: SO-S79, 82704727, 8204300366 


DOCKET 50-334 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 
F. Security, medical, eaiergency ft fire protection plans 


8SO423O308 Discusses inherent problem w/4-wire emergency notification 
sys telephone circuit. To prevent lockup, utl I ehould eneure 
that second call is net established urlthin 20-s after 
original call. 

STOHR, J.P Division of Emergency Preparedntee ft Operational Support. 

82/0173? UNRlOfR.E. Florida pouar ft Light Co. HILLER. J.H. 

Oaorgla Power Co. eTAHPLEViN L. Htssleslppl Power ft Light Co 4pp 
18816:182. 24X FI ch »■ 50-000. 83/01/29. 8304330300 


— 8204370133 Forwarda public version of State of NC emergency response 
plan.per lOCFRSO S4<s)<i> Enel plan supersedes draft plan 
previously submitted In 820217 Itr 

ZIMMERMAN, S fi Carol Ina Power ft Light Co 03/04/05 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 4pp 18875 014 
34X Flche 50-334,82/04/15.0204270130 


— 8304370134 Public version of State Of NC emergency response plan Two 
oversiis drawings encl Aperture cards available in PDR 
a North Carolina. State of. 81/06/30 400pp 13875 039 24X 

Fiche 50-334,83/04/15,8304370130 


P Operating license stage documents ft correspondence 


0204330385 Responds to FOIA request for seven categories of documents 
re TMl action plan 

FELTON. JM Division of Rules and Records 81/11/12 SHOLLY.B.C. 
Union of Concerned Scientists 6pp 12824 100 24X 

Flche 90-000. 81/11712. 02O433O3B S 


— 0003130391 Discusses Jan 1980 site visits to verify Implementation of 
Category A Lessons Learned requirements Requests that Dlv of 
Operating ReactO'rs project managers ft IE regional director 
or resident inspector participate In site visits 
EiBENHUT, D « Division of Operating Reactors 80/01710 
SCHWENCEA, A Operating Reactors Drench 1 (Pre 800428). 9pp 
12824 155, 24X Flche 50-000,81/11/13,8304320385 


0202080371 Application to amend Licenses OFR-71 ft DPR-63 extending end 
dates for performing Insp surveillances ft tests required by 
Tech Specs 

HONE. P. H Carolina Pouer ft Light Co. 83703703 UASSALLO. 0 8. 
Operating Reactors Branch 3. Spp 11841 355 34X 

Flche 50-324,02/02703,0303000371 


— 0202080377 Propused Tech Spec changes re surveillance requirements 
» Carolina Pouer It Light Co 82703/03 4pp 11841 360. 24X 

Flche. 90-334. 82/02/03, 8302080371 


9204070014 Camroents on MUREO-0737 Item II F 1 3 exemption request. 
Uerlflcatton that proposed callhr methods will ensure 
accurate functioning of ion chamber after relnstallatlon 
requested within 45 days Delay request to be considered 
VABffALLO.D D. Operating Reactors Branch 3 03/02/36 JONE0, J A 

Carolina Power ft Light Co 4pp. 12365-359 24X 

Flche- 30-000. 82/0S/S6, 8S04070014 


8303190001 Oenerlc Ltr 82-05 to all licensees of operating power 
reactors r* post-THI rcqulremants 

etSENHUT, D O Division of Licensing 03/03/19, HAUePURO.A. 
Consolidated Edison Co of New York PARKER, U 0. Duke pouer Co 
DUNNtC N Duquesns Light Co 7pp 12513-128 24X 

Fiche. 50-000, 82/03719, 8203 1 90001 
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8204010463 Summirlt*! «pp 1 i c«(;iant ti tor rtvitu to tf 

tubnltttd prior to 841231>ln rofpento to Oenorlc Ltr 83-1 
IIMHEAHAN Corel Ina Poutr «< Light Co 82/0S/8? TEDE8C0. R L 
QPfic* of Nuclear Rtactor Regulatloni Director Spp 12489 237 
24X Flehf, SO-OOOi 82/03/29. 8204010463 


8204070649 Advltii of addl feet dut ra 820316 application for raviilons 
of Tach Sptct to incorporate raqulramante for time datag 
ralag aiod to be incorporated in itaam line braak datectlon 
iclreultrg of HPCI (i reactor core liolation cooling egt 
DIOOStR H Llcenia Pea Management Drench 62/03/30. J0NE8> J A 
Carolina Power 6 Light Co tp 12997 060 24)i 

(Flche 90-324. 82/03/30. 8204070649 


S204030159 Advi eat that firit proviilon for utllliing automatic 
dlvarelen of reactor bldg ventilation echauet to etandbg 
gae treatment ege hae been met. per NUREO-0737 Mode to 
particulate ti Iodine eampllng age underwag 

ZltiMERHAN.S R Carolina Power (c Light Co 82/03/31 VASSALLO. D. S. 
Operating Reaetore Branch 2 2pp 12919:227 24X 

Piche’ 90-324. 82/03/31. 8204090199 


8204060142 Oenarlc Ltr 82-03 to all operating DNRf rt high burnup 
KAPLHOR limlti.Baead on liitad cone 1 d oration*, plant-epac If ie 
ref to OE poeltlon acctp tab la. Over* 1 1 a Hat of recipient* 
end Aperture card* availabla In POR 

EISEKHUT.O 0 Olvliion of Li canting 82/03/31. DELOEOROE. L 
Commonwealth Edieon Co. VANDEUALLE. D Contumire Power Co. 
LINDER. F.L Oairgland Power Cooperative 2pp 12692,079 24X 

Flche 80-000,62/03/31.8204060148 


8204060100 Infortne of eKtenelon of average planar ecpoiure end point 
for 7c7 fuel bundlee to 40.000 MNd/t. per end OE NEDa-24093. 
Revleion I dtd Oct 1980 No lafetg concern preeented, Fuel 
tundlee to be removed during 820424 refueling outage, 

ZIMMERMAN. 8 R Carolina Power 6 Light Co. 82/04/08 VA88ALL0. D B 
Operating Reaetore Branch 2 7pp 12980,200. 24X 

FIcha 90-324,62/04/02.8204060100. 


B204190084 Requeete addl Info re reeponte to NUfiEO-0737 Item* I A. 2, 1 t< 
II 8 4> "Upgraded Senior Reactor Operator t, Raactor Operator 
Training" (< "Training for Mitigating Core Damage " Reiponte 
within 30 dag* requested 

VAS6ALL0. D B Operating Reaetore Branch 2 82/04/02 JONES. J A 

Carolina Power it Light Co. 9pp 12731 139 24X 

Ficha 90-324. 82/04/02.8204190024. 


8204060294 Forward! tupp lemental info to util 811123 retponee to NRC 
810908 request for addl info re spent fuel pool cleanup *gs 
In support of 810416 license amend request 

ZIMMERMAN. 8 R. Carolina Powar t> Light Co, 88/04/08 UA88ALLD. D B 
Operating Reactors Branch 2 Spp 12603 029 24X 

Flche 90-324. 82/04/08. 8204080294 


8204120178 Application to amend License* DFR-7t << DPR-62 revising 
proposed Tech Specs to require documentation of all control 
rod read switch failure* 

HOKE, P H Carolina Power <« Light Co 82/04/07. VAB8ALL0.D fl 
Operating Reactor* Branch 2 2pp 12636 108 24X 

Flche. 90-324. 82/04/07, 8204120178 


— B2041S'0I81 Tech Spec 3 13 7 requiring documentation of all control rod 
reed switch failures 

e Carolina Power & Light Co 82/04/07. 4pp. 12636,110. 24X 

Flche 50-324,82/04/07,8204120176 


6204120449 Advises that analgsis of Ttil Action Item II.E 4 2 7 re 
containment purge valves, will be submitted once results of 
OE owners greuf analgele are known, approx 820430, 

EURYrL W Carolina Powar 4, Light Co. 62/04/07 EISENHUT.D 0 
Division of Licensing Ip 12639-161. 24 X Flche. 80-324, 82/04/07, 

6204120449 


8204160182 Oeneric Ltr 82-07 to all BUR plant Heentees I, applicants re 
transmittal of NUREO-0909 relative to Olnna tube rupture, 

N/o and NUREO List of NRC recipient* and 

EIBENHUT, DO. Division of Licensing 82/04/19 Commonwealth 
Edison Co. DAVIDSON, D. R Clsvelsnd Electric illuminating Co 
SHERHaOD. 0 Oeneral Electric Co, 7pp. 12787,196 24X 

FIcha. 90-000, 62/04/18, 8204160192. 


6204230181 Forwards addl fee at requested in 920330 ltr per NUREO-0737, 
Item II. K 3 18, mod break detection logic. 

ZIMMERMAN. 6 R. Carolina Power ii Light Co 02/04/19, MILLER, W.O, 
LIcanaa Fat Managamant Branch, Ip. 12014i 362, 24X 

FIcha; 80-324, 62/04/19, 6204230161 


6204210299 Oaneric Ltr 82-09 to all power reactor llcenteee, applicants 
for OL, NS83 vendors (c reactor vendors rs environ 
qual 1 f Icat 1 on of saf etg-ra latad electrical equipment 
NRC position re qualification requirements end. 

EIBENHUT, 0 0 Division of Licensing. 88/04/20. HAUBPURO, A 
Consolldatsd Edison Co of Naw York BOROMANN.E A Cincinnati Oas k 
Electric Co DAV 1 060N. 0. R. Cleveland Electric Illuminating Co 
lepp 12862 337 24X Fi eh S' 90-000, 82/04/20, B204810298 


0204290334 Forwards retponsa to Otnerle Ltr 62-08, "Poat-THI 
Requirements," par 820317 requatt 

UTLEY. E.E Carolina Power & Light Co, 82/04/23 EIBENHUT. 0 0 
Division of Licensing 20pp 12B80 018 24X Flehs. 90-324, 82/04/23, 

6204290334. 


0, Inspection reports, IE Bulletins L correspondence 


6204230883 Confirms 020204 teleon ra 820224 meeting w/util at sits 
to discuss recent insp findings concerning exceeding 
limiting condition for operation ti failure of RHR sve water 
sge to operate 

O'REILLY, JP Region 2. Office of Director. 82/02/16 JONEa.JA 
Carolina Power (, Light Co 2pp 12819:317 24X 

Flche: 80-324, 82/02/16. 8204230993 


8204010214 Forwards IE Insp Repte 90-324/62-06 ti 90-329/62-06 on 
620216-19 No none amp 1 lane e noted 

CANTRELL, F Division of Frejact <i Resident Programs. 82/03/10 
JONEB.J.A Carolina Power t. Light Co 2pp 12479-264 24X 

Flche. 90-324. 62/03/10,6204010214 


-6204010221 IE Imp Repte 80-324/62-06 k 50-328/62-06 on 820216-19 No 
noncomplience noted Major areas inspected testing k mslnt 
documenteti on 

HUNT, M, D , HHITENER.H L , JAPE, F. Division of Engl nearing »< 
Ttchnical Programs. 62/03/10. 2pp 12479-266 24X 

Flche- 90-324,82/03/10, 8204010214 


6204010486 Ac k reeaipt of 820311 Ltr informing NRC of steps taken to 
correct violations noted In IE Imp Repte 90-324/82-01 (, 
90-328/02-01. 

CANTRELL, F S Olvlelon of Project 1, Resident Programt, 82/03/24 
JONEa.J A Carolina Power <t Light Co Ip. 12481 031 24X 

Flche 80-324, 82/03/24,8204010488. 


— S2040I0490 Rceponde to NRC 820209 ltr re violation* notid In !E Insp 
Repte 90-024/82-01 ti 90-329/02-01 Corrective action*, 
involved pertonnal counseled on failure to have required 
lurvelllance perf ormed. Proc edures revised 

FURR.H J Carolina Powar k Light Co 82/03/11 O'REIULV. JP. 
Region 2, Office of Director 6pp 12481 032 24X 

Flche; 90-324, 62/03/24. 6204010468 


—8204010499 Forwards IE Insp Repts 50-324/82-01 «i 50-325/82-01 on 
811219-820115 k notice* of violation k deviation. 

LENTS, R C. Division of Project t> Resident Program*. 82/02/09 
JONES, J. A. Carolina Power k Light Co. 2pp 12481 038 24X 

Flche; 90-324, 82/03/24, 8204010480 


—6204010498 Notice of violation from ln«p on 611315-820115. 
a Division of Project te Resident Programs. 82/02/09 Ip 
12461 040 24X Fic he, 80-324, 82/03/24, 8204010488 


—8204010499 Notice of deviation from Intp on 811318-020116 

• Division of Project k Resident Programs. 83/02/0? Ip. 
124B1 041 24X Flche 90-334,82/03/24,6204010488 


—8204010803 IE Insp Repte 30-324/82-01 tc 80-339/62-01 on 811319-620115 
Noncompllanc* noted ' fei lure to take reactor coolant 
eamplae per Tech Spec 3 4 9. 8 1. 

OARNER, L N , BURQERiC Division of Project tc Resident ProgramB, 
62/01/36 9pp. 12481:043 24X Fl the; 50-324, 82/03/34, 8204010488 


6204140378 Forward! TE Info Notice 62-08, "Cheek Valve Failure* on 
Diesel Oenerator Engine Cooling 8g* " No action or response 
requested. 

O'REILLY, JP Region 2, Office of Director. 83/03/36, UHftlO.R E, 
Florida Power k Light Co, DAIL.L, C , PARKER. H Q. Duke Power Co 
4pp. 12670'311 24X Flche 90-000,82/03/36,0304140373 


6204140439 Forwardi IE Info Notice 02-10, "Following Up egmptomattc 
Repairs to Assure Reeolutlon of Problem." 

O'REILLY, J.P Region 2, Office of Director. 88/03/31 UHRIO.R.E, 
Florida Power ti Light Co DAIL.L C , PARKER.H.O Duke Power Co. 
4pp. 13670,008, 24X Flche l 90-000, 02/03/31 , 0204140438 
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e204tSO4&4 Apprevd r*qu*«t to ptrforn dyt-pt nt tr«nt imp of accoetibto 
portfoni of noiil* blind radius on fiiduatir noirlii on 
orv-tin* basis Addl info ri sparpir riplicanint notila Insp 
sckadula riquiittd 90 daqs prior to start of uort 
VASSALLO.O B Opiratlng Riictors Branch S B2/04/0S JWES,J A 
Carolina Pswir i< Light Co Spp 13A93 292 24X 

F i c h t 90-324, 62/04/02, 8204120464 


8202040142 IE Info Ketici 82-11, >Patintial Inaccsiraclas In Uidi Range 
Prtssuri InstruBints Osid in Mistlnghousi Otslgnid Plants “ 

Svc list incl 

OOfiOANiE L Division of Enginiirlng t, Quality Assurance 82/04/09 
63pp 12878 342 24X Fichi 50-000,82/04/09,8302040142 


8204290638 Riquasts rtviiui ef NURE0-074B S, IE bulletini not closed out. 
conflraatlon of applicability to plant 6 idintlf icatlon of 
addl Itias that will conpati w/riseurcis ovtr 2-yr period 
EISENHUTiOe Division of Licensing 82/04/12 JONES. J A. 

Carolina Pouir I, Light Co Spp 12898 337 24X 

Fiche 50-324,82/04/12.8204290638 


8204140401 Farwards IE Bullatln 92-01, “Alteration at Radiographs of 
Wsldi in Piping Subasseab lies “ 

O'seiLLViJ P Rsgton 2, Office of Director 82/04/13 UHHIO.B E 
Fleride Power 6 Light Co DAIL.L C , PARKER.W 0 Duks Pouar Co 
Spp. 12670 398 24X Ftche 90-000,82/04/13,8204140401 


0204020367 Forwards LER 02-O19/O3L-O 

DIETZ, C R Carolina Power t Light Co 82/03/12 P'REILLV, I' 
Region 2, Office of Director Ip 12 503 1 29 24X 

Fleht 50-324,82/03/12.9204020367 


—0204020373 LER e2-0l9/03L-0 on 920214, dur in g opera t ion. post-a e l Idr nt 
dryujell particulate radiation detection inetroment 2-CAC- 
A0I4-I262-1 indicated downscale Caused by moisture in 
sampling chamber Moisture removed (< probe replaced 
PASrVA.K J Carolina Power «< Light Co 82/03/12 Regioiv 2. 
Office ef Director 2pp I2S03 130 24X Flche SO-324, 82/0 >/ 1.>. 

0204020367 


0204020308 Forwirds LER e2-034/03L-0 

DIETZ, C R Carolina Power 1, Light Co 02/03/17 O'REILLV, J P 
Raglon 2, Office of Director Ip 12494 190 24X 

Fiche 50-024,02/03/17,8204020308 


—8204020393 UER 02~O34/O3L-O on 82021 6, tuh 1 1 e pirfarming channel c*il*r. 
PT 4 1 IPC, exhaust vantllation radiation high ins truman t, 2- 
012-RM-N010A inadvertently actuated On 620217, s 1ml tar avent 
occurred W/2-D12-RM-N010B Caused by accidental jumpering 
PA9TVA, M J cerallna Power & Light Co 02/03/17 Region 2. 
Office of Director 3pp 12494 199 24X Flche' 90-324, 82/03/ 1 /. 

8204020380 


204140442 Forwards IE Info Notice 82-09, "Cracking in Piping of 
Makeup Coolant Lines at B&W Plants, " to be reviewed for 
poseible applicability 

O'REILLY, J.P Region 2, Office Of Director 82/04/13 UHRIO. R E 
Florida Power 4, Light Co STAMPLEV.N L Hifslsslppi Power be Light 
Co COLLIER, A R Offshore Power Systems (subs of Hastlnghouse 
Eteetpic Corp ) 4pp 12666 291 24X Fiche. 90-000, 82/04/13, 

8204140442. 


8202040143 IE Inf© Notice 82-12, “Surveillance of Hydraulic Snubbers " 
W/encl SVC list 

JORDAN, E L Division of Engineering (c Quality Aesurance 82/04/21 
64pp 12073 001 24X Fiche 50-000,82/04/21,8202040143 


0204020949 Forwards LER 82-040/03L~0 

DIETZ, C R Carolina Power t. Light Co 82/03/17 O'REILLY, d f 
Region 2, Office of Director ip 12499 107 24X 

Fiche 90-324, 82/03/17,8204020549 


'8204020553 LER 02-O4O/O3L-O on 820217, r out ine surveillance revealed 
drywell floor drain flow intagrator , 2-016-FQ-K601. was 
continuously counting w/no pump running Causa not found 
Mod to vortex type flowmeter will be tmtalled, 

PA8TVA. M J Carolina Power b. Light Co 02/03/17 Regiori 3, 
Office of Director 2pp 12499 168 24X Fiche 50-324,02/03/)/. 

8204020549 


R Periodic opiriting reports b rcletcd correspondence 


8204270329 Forwards monthly operating repts for Mar 1982 
DIETZ, C fi Carolina Power b Light Co 82/04/19 BTELLO, V 
of Inspection end Enforcement. Ip 
12849 035 24 X Fiche 50-324,82/04/19.0204270329 


■8204270333 Monthly operating repti for Mar 1982 
KARR ISON, F Carolina Power b Light Co 82/04/01 
12849 036 24X Fiche 50-324,82/04/19,8204270329. 


7pP. 


8204160260 Forwards updated LER 82~018/03L“1 

DIETZ.C R Carolina Power b Light Co 82/03/16 O'REILLY.d I* 
Raglon 2, Office of Director Ip 12699 043 24X 

Fleht 90-324.02/03/1010204160268 


-8204160275 Updated LER 02-O18/O3L-1 on 0201 20, dry wal 1 floor drain flc 
Intagretor wet continuously Indicating DMFD sump Plow w/no 
DWFD pumps running Caused by out of callbr square root 
integrator b flow transmlttar 

PA9TVA. M J Carolina Power b Light Co 62/03/10 Region 2. 

**'*'*'"’ ^ 12695 044 24 X Ficha 50-324.03/03/1(1, 


S Reportable occurrences, LERs b rtlated correspondence 

PND-II- 81-033 on 810506, licensee initiated Unit 2 shutdown 
” operability pf rhr heat exchangers Causa 
‘ failure on 010425 attributed to eicisslvt 

**'■'>*» exchenger baffle plate 
Rdgion 2 , Atlanta, Office of the Director 

8 l 07 ^ 0 oU Fleht 50-324,81/06/22, 

8204020213 Forwards updated LER 82-031 /03L-1, 

DIETZ.C R Cerolina Power b Light Co. 02/03/12 O'REILLY, J P 

Region 2 . Office of Director ip. 12490,303 24 Jt 
Ficha: SO-324, 62/03/12, 0204020213 

—8204020223 Updated LER 82-0'31/03L-l on e20209,water drlesina on 
etulgment cabinet of prlm.ry contelnm^t aU^ph^r U iS^to? 
l; -/monitor supply tran.form.r^SJlU nj 

P^TUAiM J Cerollne Power b Light Co, 82/03/12 Raaien S 

84X Ficha. 50-324, 82/S3/i2, 

0204020352 For words LER 82-037/03 L-0. 

DIETZ, C.R Carolina Power b Light Co 82/03/12 D'REillv j p 

-82O4O2O350^L«^;^37/ox^^^^ 

Spte piig li,n cauied by crud Sn!(tulItlor?n 

omeJ’ Voir^;: .‘"• 2 ;r*''iS 49 i* 2 :t‘='’ 

8204020352. >2496 241, 24X Flcho; 50-324. 02/03/ 12. 


DKunuDucioj rorwardS LER B2-055/01T-0 

DIETZ.C R Carolina Power b Light Co 82/03/19 O'REILLY. J P 
Region 2 , Office of Director ip 12613 221 24 Y 

Fiche 80-324.02/03/19,0204080263 

8204000267 LER 62-03S/01T-0 on 820316, review of high energy tine bte, 
analysis ravealsd that reactor water cleanup sys did not 
meet commitment of F 8 AR in that no pipe whip restraint to 
valve (031-F042) was installed 

NOVOTNY, D E Carolina Power b Light Co 02/03/19, Region V. 
8204080263 " 82/03/19. 

6204000063 Forwards LER 02-O4a/O3L-O 

‘‘ 02/03/24 O'REILLY.,/ f» 

Region 2 r Offict of Director Ip 12603*213 pav 

Fiche, 50-3241 B2/03/24( 8204080063 

■■®"?«or 2 tr 2 -CAC-;R- 77 B"o;:°r"'‘ '-ppr.s.ion chamber water temp 

rtcoTotr z CAC TR 770f on remote ehutdoun p«nel« found to b# 

Jhlrt"!!.?*’''!!'* = but was not recording on 

cnerp recorder 

PA 8 TVA,M J Carolina Power b Light Co 82/03/24, Region 8 . 

8204000063^*’'****"’ Plche. 50-324. 02/03/24, 

8204080330 Forwjrde LER Sa-030/03L-0 

DIETZjC R Careline Power & Llobt Co 62 / 03/94 nfoett i v i » 

Region 2, Office of Director Ip t2613 129 24 v° 

Fiche. 80-324, 82/03/24,8204080330*^ 

-8204000334 LER 02-O3O/O3L-O^on 820226, fully withdrawn control rod 10-j; 

flao 6 tup erintpoeed on " 0 " for '‘40" fioflifeian <ni 4 1 mm 
displayed on RTOB Apparently caused by defective rod 
‘"blcation probe reed switch 

PASTVA.M J Carolina Powar b Light Co 02 / 03/24 Real an 2. 

Rchi“50.3a4!’SlJS3/l;. 
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8304080047 FortJsrd* LER 02-O5O/O3L-O 

OtETZrC R Carolina Powir U Light Co 83/03/36 a'R£ILLy>J P 
Raglon S> Off let of Dlrtetor Ip 13609 SIS. S4X 
Flcha 80-334. B2/03/36> 8304080047. 


—8204080089 LER 63-0SO/O3L-O on 820227. d Itcovertd ntu proetdure to 
ofrfcaln rtac tor coolant samplat whllt noroial RWCU ■ampllng 
tgt Inaporablt uat Impltmtntad u/o plant nucltar tafatg 
coiniiilttta & general managtr revitu It approval 

PA9TV4. H J Carolina Poiotr It Light Co 83/03/36, Region 8. 
Office of Director Ip 13609 316 34X Fiche 90-324. 82/03/36. 

8204080047 


6204160483 Foruarde LER e2-03e/03L-0 

DIETZ. C R Carolina Pouter ti Light Co. 82/03/36 O'REILLV. J. P, 
Region 3. Office of Director Ip 12706 } 10 34X 

Fiehe 90-324,02/03/26,8204160403 


—820416049a LER 02-O3B/O3L-O- on 820301. RTOB Inetrument, 2-CAC-LI-2601-3, 
indicated higher level than redundant ine trumant. 2-CAC-LR- 
3603. tithleh shouted normal leval Event occurred again on 
880306 6 13 Caused bg change in trickle floui to rif leg 
PA8TVA. K J Carolina Pouter tc Light Co 83/03/36 Region 3. 
Office of Director 2pp 13706,111 84X Ficht’ 90-334, 83/03/36, 

0304160483 


8304160967 Forutards LER 82-043/03L-0 

DIETZ. C R. Carolina Pouer t, Light Co. 83/03/36 O'REILLY.J.P 
Region 8# Office of Director ip, 13700'341 S4X 
Fiche’ 90-324. 82/03/36, 0304160967. 


—8304160977 LER a8-049/03L-0, on 030301, while performing PT-03 1 7P,loui 
level switch 2-BSl-LtS~N031B-2 did net ae tuete, Caueed bg 
out of tolerance switch preventing switch actuation Switch 
readjusted (< instrument calibr 

PASTVA.kl J Carolina Power t. Light Co 02/03/36. Region 3, 
Office of Director Ip, 13700 343 34X Fiche' 90-384. 03/03/36. 

8304160967 


0204160189 Forwards LER 8S-044/03L-0 

DIETZ. C.R Carolina Power t< Light Co 03/03/29 O'REILLY, J P 
Region 2, Office of Director Ip 12701.016. 34X 

Fiche' 30-334, 82/03/29, 8304160109 


— B204160192 LER 82-044/03L-0' on 830301 . during channel functional test l< 
calibr of HPCI instrumentation, PT-S 1 aPC.rooin ambient temp 
switch 8-E41-T8-N602A failed to reepond to signal. Caused bg 
electronic failure Switch module replaced, 

PA8TVA. N J Caroline Power k Light Co 83/03/39 Region 2, 
Office of Director Ip 13701.017 24X Fiche, 90-384, 83/03/29, 

8304160187 


8204160201 Forwards LER S3-047/03L-0. 

DIETZ. C R Carolina Power (< Light Co 83/03/39 O'REILLY. J. P. 
Region 2. Office of Director Ip 13699; 393 34X 

Fiche 90-334,83/03/39,8304160201 


— 8304160-203 LER 02-O47/O3L-O on 820304, d Iscrtpaneg noted between remote 
shutdown pansl suppression chamber water level indicator 
2-CAC-LI-3343 tt local Indicator Caused bg change In trickle 
flow to wet ref lag of tranimltter 

PASTVA. H U Caroline Power l< Light Co. 82/03/29 Region 2. 
Office of Director. Spp 13699 236, S4X Fiche. 90-334, 83/03/39. 
8304160201 


S204160S73 Foruiardt LER QS-046/03L-0 

DIETZ. C R Carolina Power i< Light Co 83/03/39. O'REILLY, J P. 
Region 2, Off tee of Director. ip 13700' 337. 24X 

Fiche: 50-334, 83/03/39, 0304160973 


"B3O416O904 LER 82-046/03L-0 on 880303, control rad drive accumulator low 
presture/hlgh level annunciator for control rod 06-43 wae 
racelvod Caused bg valve packing leak on accumulator 
nitrogen charging inlet Isolation valve, Vlll, 

PASTVA, M J, Caroline Power L Light Co 02/03/39 Region 3, 

Office of Director Ip. 13700:338 S4X Fiche; 90-324, 83/03/39, 
8304160973. 


8204160307 Forwards LER 83-033/03L-0 

OIETZ.C R, Carolina Power 6 Light Co, 83/03/30. O'REILLY, J P. 
Region 2, Office of Director Ip. 12693; 014 24X 

Fiche 90-334,83/03/30,0304160307. 


—8204160308 LER 02-O33/O3L-O; on 030309, discovered 9/16-inch hole drilled 
through door frame Hole originated during plant eonat.was 
Improperlg located but not used, Hole seeled. 

PA0TVA, H. J Carolina Power i« Light Co/ 82/03/29. Region 3, 

□ffics of Director Spp. 13693:019, S4X Fiche' 90-334, 83/03/30, 
3304160307 


8204160470 Forwards LER a2-039/03L-0 

DIETZ, C R Carolina Power S< Light Co 03/03/30 O'REILLY. J P 
Region 3, OfFlet of Director ip 12706 137 24X 

Flehi 90-324,83/03/30,0304160470 


—6204160479 LER 82— 039/03L-0 on 820304, primsrg containment atmospheric 
osggen anelgier 2-CAC-AT-1259-2 eihibited erratic indication 
of drgwell oxggen concentration Caused bg eicess moisture 
build up Analgier el ec tromagne t i< unit replaced 
PASTVA. M J Carolina Power «< Light Co 02/03/30 Region 2, 
Office of Director 2pp 12706 130 24X Fiche 50-324. 02/03/30, 

0204 160470 


8204160319 RO 82-12 on 820329. investigation revealed that phase 
differential relag CFD 13B used In diesel generator control 
circuitrg not seismlcallg q.ualifle<l Reiags will be replaced 
when qualified relag identified L procured 

OIETZ.C R Carolina Power (• Light Co 82/04/01 D'REILLV.wl P 
Ragioit 3. Office of Director 2pp 13693 004 34X 

Flcha 90-334.83/04/01.8204160319 


0304070996 PHO- 1 1 -02-034 on 83040 1 , mechanic-craft sman emplogee 
arrested it charged u/commun Icat 1 ng bomb threat Threats 
occurred 820319 t, 33 Suspect access to facllltg suspended 
830336 Further action not planned 

QOOOE. R H I MCOUIRE, 0 R. Region 3. Office of Director 03/04/02 
ip, 13 976 230 34 X Fiche 90-324.82/04/03,8204070996 


8304160346 Forwards LER 83-01 1/01 T-0 

DIETZ, C R Carolina Power 6 Light Co 82/04/02 O'REILLY, J P 
Region 2, Office of Director Ip 12706336 24X 

Fiche 90-334,03/04/02.8204160346 


— S204160392 LER 02-Oll/OlT-O on 820331, HPCI turbine trip solenoid 
energized annunciator alarmed 6 HPCI turbine steam supplg 
valve closed eutona t i cal I g Caused bg actuation of NOOIA when 
isolation valve closed t< of NODIC due to failure 
PA8TVA, H J Carolina Pouer tt Light Co 82/04/02 Region 2. 
Office of Director 2pp 12706 327 34X Fiche 90-324,82/04/08, 

8204160346 


8304160243 Forwards LER a2-082/03L-0 

DIETZ, C. R Carolina Power t, Light Co 03/04/07 O'REILLV.vl P 
Region 2, Office of Director ip 12696 194 24X 

Fiche 90-324102/04/07.0204160243 


--9204160249 LER 62-092/03L-0 on 820300, rout 1 ne survei lienee revealed 
makeup demineral i i ed fire protection water tank Inventorg 
less than required Caused bg supply isolation planned melnt 
Tanks restored in 7 9-h 

PASTVA, M, J Carolina Power t< Light Co 02/04/07 Region P, 
Office of Director Spp 12696 155 84X Ftehe 50-324.03/04/07, 

8304160243 


0204160439 Forwards LER a2-03e/03L-0 

OIETZ.C R Carolina Pouer ti Light Co 82/04/08 O'REILLY, J P 
Region 2, Office of Director. ip 12705,293 24X 

Fiche 90-324,02/04/00,8204160439 


— 8204160440 LER a2-02S/03L-0’ on 820309, during PT-Ol 7 IPC, Cia-LOH-lSV 
leak, detectors of control rod drive accumulators 30-39, 
46-11,46-27 8i 06-19 would not respond to applied test 
inputs. Fa 1 1 ad reed switch in 06-15 replaced 

PASTVA, M V Caroline Power ti Light Co 02/04/00 Region 2, 
Office of Dlrtetor 2pp 13709:294 24X Fiche 90-334,82/04/08, 

0204160439 


8204330389 Confirms 820408 teleon re recent events Involving 
misal ignmsnt of three components In safetg-releted sgs Util 
will conduct Investigation of 020331 i< 39 events Results of 
Investigation will be discussed at 020601 meeting 
O'REILLV.vl P Rsgien 2. Office of Director B2/O4/O0 JONEO. U A 
Carolina Power 6 Light Co 2pp. 13014 346 34X 

Fiche; SO-324, 03/04/00, 0204330309 


8204300281 Forwards LER B3-033/03L-0. 

DIETZ, C.R Carolina Pousr (c Light Co 02/04/13 O'REILLY, J. P 
Rtglon S, Office of Director. ip 12869 141 24X 

Fiche. 90-334, 03/04/13, 0804380301, 


'6204880289 LER 82-032/03L-0: on 820319, rout 1 ne surveillance revealed 
prlaiarg containment atmoepherlc oxggen analgier, 

2“CAC-AT“1299-S, eihiblting upscale indication of drgwali 
oiggen concentration Caused bg reactor bldg inleakaga 
PASTVA. M J Carolina Power ti Light Co. 02/04/13 Region 3, 
Office of Director 2pp, 12869 142, 24X FI c he; 90-324, 02/O4/i3. 

8204200381 


8204280326 Forwards LER 82-036/03L-0, 

DIETZ, C.R Carolina Power ti Light Co 02/04/13 O'REILLY, J P 
Region 3, Office of Director, Ip 1S069 320 24X 

Fiche 90-324,83/04/13,8204280336 
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— &204BS0335 LER Q2~036/03L-0 on 8203144 fol lowing r*«cfcor icram from b7X 
potii(T< react or coolant actlvitv eiceeded Tech Spec limit of 
0 2 uCl/gm u/higheit oetlvltg it 0 2B0 uCl/'gni Caused tg 
incnase in coolint fission inventorg from tiating fuel 
PASTVAiK J Carol Ina Power S< Light Co 82/04/ 13 Region 2> 
Office of Director 7pp 128&9 321 24X Fiche 90-324482/04/104 

8204280326 


8204280455 Forwards LER 02-O41/O3L-t> 

DIETZiC R Carolina Power k Light Co 82/04/13 O'REILLyKj F, 
Region 24 Office of Director Ip 12868 144 84X 

Flehe. SO-324. 82/04/134 820 4 2804 95 


— 8204280461 LER 82-041/03L-0 on 8203144 I tand t g liquid control sgs 
relief valve 2-C41-F029A lifted at setpoint exceeding 
requirement Ceused tg Instrument drift. 

PASTVAiM %> Carolina Power & Light Co, 82/04/ 13 Region 2r 
Office of Director 2ep 12868 149 24 X Fiche 90-324.82/04/134 

8204280495 


8204200470 Forwards LER 82-054/03L-0 

DIETZ. C R Carolina Power t. Light Co 82/04/13 a'REILLY. J P. 
Region 2, Office of Director Ip 12067 874 24X 

Flehe 50-324. 82/04/ 13. 8204280470 


--9204280475 LER G2-054/03L-0 on 8203144 reactor low level switch 
2-B21-LIS-Nai70-l ictueted at level below reportable limit 
Caused bg instrumiint drift Switch recaltbr L returned to 
SVC 

PASTVA. M J Carolina Power L Light Co 82/04/ J3 Region 24 
Office of Dlrccter Ip 12867 279 24X Fiche. 50-324. 82/04/13. 

B2042e0470 


8204200204 Forwards LER 82-01 2/01 T-0 

DIETZ. C R Carolina Power U Light Co. 82/04/14 O'HEILLV. J P 
Region 2. Office of Director ip 12670 314 24X 

Fiche 50-324. 82/04/14.8204290204- 


—8204260207 LER 82-012/OlT-O on 820401. invest i gation revealed CPD tgpp 
ralags were not seismicallg qualified as required bg 
purchase spacs Relags will be replaced or affected diesel 
control circulCrg will be modified to correct problem 
PASTVA. K J Carolina Power «i Light Co 82/04/14 Region 2. 
Office of Director 2pp 12870 319 24X Fiche 50-324.82/04/14. 

8204200204 


9204200372 Forwards LER B2-053/03L-0 

DIETZ. C fl Carolina Power U Light Co 92/04/14, O'REILLY, J P. 
Region 2. Office of Director Ip 12865 160. 24X 

Fiche 50-324. 92/04/14,8204280372 


— 8204280373 LER 92-053/03L-0 on 820316. fire hose eta t ion 3-Re-22 on 
20-ft elevation of reactor bldg found inoperable due to 
missing hose noizle Cause of noiiie removal unknown Noizle 
7160 repEaeed Hose stations visuallg Inspected monthlg 
PASTVA, M 0 Carolina Power L Light Co 82/04/14 Region 2i 
□fflce of Director ip 12869 16t. 24X Fiche 50-324. B2/04/J4, 

9204280372 


8204280315 Forwards LER 82-087/03L-0 

DIETZ.C R Carolina Power A Light Co 82/04/15 O'REILLY. J P 
Region 2. Office of Director Ip. 12865*242. 24X 

Fiche 50-324.62/04/164 9204280315 


—6204280322 LER B2-057/03L-0 on 6203 17i auto— open actuation euitch of 
butterflg valve 2-CAC-V16 actuated w/e opening during valve 
actuation test PT-03 3 5 Cause not determined Solenoid 
operator will be replaced to avoid unidentified failure 
PASTVA, H J Carolina Power (i Light Co 82/04/18 Region 2. 
Office of Director ip 12865 243 84X Fiche 90-324.82/04/15, 

8204260313 


8204280367 Forwards LER 82-0SI/03L-0. 

DIETZ.C fl Carolina Power k Light Co 82/04/15 O'RErLLV.J P 
Region 2, Office of Director ip. 12870 049. 24X 

Fiche 50-324, 62/04/15.8204280367 


— 8204280370 LER 02-091 /03L—0 on 820318 k 25, Increased hydrogen 
concentration indicated in drgwill of pTlmery containment 
atmospheric hgdrogen analgzir 8-CAC-AT-i263-l, Cauied by 
erratic potentiometer fts k R» output due to dirty contacte 
PASTVA. M J Carolina Power It Light Co 82/04/19, Region 2. 
Office of Director. 2pp. 12870*090, 84X Flehe* 80-324. 82/04/ 1 5, 

8204280367 


8204200209 Part 21 rept re apparent lack of control over issuance of 
Class It piping, fittings k pressure lultches in Class I 
applications, initially reported 820416. Task force organized 
to classify suspect eomponanti, Ho related failures to date. 

DIETZ.C R. Caroline Power ic Light Co, 82/04/20. O'REILLY. V. P. 
Region 2. Office of Director. 2pp. 12870^311. 24X 

Flehe 50-324,82/04/30.820428080? 


DOCKET 90-329 GRUNShlICK STEAM ELECTRIC PLANT, UNIT 1 


F Security, medical, emergency ti fire protection plans 


8204230308 Discusses inherent problim w/4-wire emergency notiftcatlDn 
sgs tilephone circuit To prevent lockup, util should ensure 
that tecond call is nob established within 20-s after 
original call 

STOHR.J P Division of Emergency Preparedness L Operational Support 
82/01/29 UHRIO, R £ Florida Power t. Light Co PARKER, M O Duke 

Power Co HANCOCK, J A Florida Power Corp 4pp 12816 132 24X 

Fiche 50-000, 92/01/29, 8204230306. 


8204230430 Retponds to questions re natura of responae during 
emargencgiNRC role during emergency b need to effectively 
interface u/licensee organization at technical support ctr b 
amtrgtncg operations facility during raaponaa to amargency. 

STOHRiJ P Division of Emergency Priparedness b Operational Support 
82/01/29 UHRIO, fi E Florida Power b Light Co PARKER, W 0. Duke 
Power Co HANCOCK, J A Florida Power Corp, 7pp, 12815*264 24X 

Flch# 90-000, 82/01/2?. 8204230420 


8204230472 Olacustfs schedule of info to be submitted by utils in, 
advance of emergency prtpar edna sa exercise Appropriate stete 
b local agencies should be informed util in advance of 
exerclies to facilitate participation 

STOHR.J P Division of Emergency Preparedness b Operational Support 
02/01/29 UHRIO, R E Florida Power b Light Co PARKER, W 0. Duke 

Power Co HANCOCK. J A Florida Power Corp 4pp 12814 294. 24X 

Flehe 90-000,02 /01/29,820 4 2 30472 


8204230518 Ac k receipt of util B20886 b 0300 Itrs re 820421 
emergency exerciie scenario Addl comments on datails ii/lll 
be made by telcon to Olack or Trolenberg 

STOHR.J P Division of Emergency Preparedness b Operational Support 
02/04/14 HDWEiP W Carolina Power b Light Co Ip 12014:187, 
24X Fiche 50-324,82/04/14,8204230918 


8204200481 Ferwards aupplenental technical juttlf tcatlon to B10306 
request for exemption from 10CFR90 App R re installation of 
fixed fire suppression sys in cable spreading rooms 
UTLEY, E E Carolina Power b Light Co 82/04/19 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Spp, 12743 089 
24X Fiche 50-324,82/04/19,8204200401 


8204270120 Reliaaea public version of State of NC emergency responae 
plan 

FELTON, 0 M Division of Rules end Records 82/04/15 Document 
Management Branch Ip 12873 013 24X Fiche 50-324,82/04/15. 

8204270120 


— 0204270122 Forwardi public version of State of NC emirgency reoponie 
plan, per 10CFR80 94(s>(ll End plan supersedes draft plan 
previously submitted in 820217 Itr, 

ZIMMERMAN, 8 R Carolina Pouer b Light Co 62/04/09 DENTON.H.fi 
Office of Nuclear Reactor Regulation, Director 4pp 12879 014 
24X Flehe 90-324,82/04/15.8204270120 


““8204270124 Public version of State of NC emergency response plan.luc 
oversize drawings end Aperture cards available in PDR 
« North Carolina, etate of, 61/06/30 400pp. 12879:039 24X 

Fiche 50-324.82/04/19,8204270120 


P. Operating license stage documents b eorrespondancs 


8204220369 Responds to FOIA requsit for seven categories of documents 
re TMI action plan 

FELTON, J H Division of Rules and Racordi 81/11/12. eHOLLY.S C 
Union of Concerned Scientists. 6pp 12624.100 24X 

Fiche 50-000,61/11/12,8204220389 


— 8003130391 Discusses Jan 19B0 site visits to verify implementation of 
Category A Lessons Learned requlraminta Raquaits that Dlv of 
Operating Reactors project managers b IE regional director 
or resident inspector participate in site visits, 

E1SENHUT<D. 0 Division of Operating Reactors 80/01/10 
BCHNENCER, A. Operating Reactors Branch 1 <Pra 600428) 9pp. 

12824 IBS 24X Fiche* 90-000,81/11/12,8204220389 


6202080371 Application to amend Licenses DPR-71 b DPR-62 extsnding and 
datts for performing Insp eurve i 1 lances b tests required by 
Tech Specs, 

HONEiP. U Carolina Power & Light Co 62/02/03 VA8BALLQ,D B 
Operating Reactors Branch 2 Spp 11841.399. 24X 

Fiche 50-324,82/02/03,8202080371. 


— 8202000377 Proposed Tech Spec changes re surveillance requirementi. 
a Carolina Power b Light Co. 62/02/03. 4pp 11841:360. 24X 

Fiche 80-324,82/02/03.8202080371, 
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3204070014 Comments on NUREO-0737 Itam II F 1 3 exemption request 
VerlFicetion that proposed callbr methods uill ensure 
accurate functioning of ion chamber after reinstal lation 
requested leithin 49 days Delay request to be considered 
VASBALUOj D. B Operating Reactors Branch 2 62/02/2& JONES < J A 

Carolina Poucr ti i-ight Co 4pp 12969 359 84X 

Fich* gO-OOOi 02/02/26.8204070014 


8203i900'<}l Oeneric Ltr aS~09 to all licensees of operating pouer 
reactors re post-'TMI requirements 

EIBENHOT.D 0 Division of Licensing 02/03/19 HAUSPURO.A 
Consolidated Edison Co of Neu York PARKER. U O Duke Pouer Co 
OUNN.C N Duquesne Light Co 7pp 12913 128 24X 

Flche; 90-000. 02/03/19. 8203190001 


8204210293 Oeneric Ltr 82-09 to all pouer reactor 1 ic enssesi app 1 icants 
for Qi.. NSS9 vendors it reactor vendors re environ 
qual i f ica t ion of safety-related electrical equipment 
NRC position re qualification requirements end 
EISENHOT, D 0 Division of Licensing 82/04/20 HAWSPURO. A 
Consolidated Edison Co of Neu York DOROHANN. E A Cincinnati Oos k 
Electric Co DAVIDSON. 0 R Cleveland Electric Illuminating Co 
IBpp 12362 337 24X Ficho S 0-000. 82/04/20. 8204210295 


0204290334 Forwards response to Oeneric Ltr 02-05. “Post-TMI 
Requirements." par 020317 request 

UTLEVfE E Carolina Power & Light Co 02/04/23 EISENHUT, D 0 
Division of Licensing 20pp 12880 010 24X Fichc 90-324.02/04/23, 

0204290334 


8204010463 Sutiunariies application* it requests for review to ba 
submitted prior to 641231. in response to Oeneric Ltr B3~i 
ZIKMEHMAN Carolina Power i< Light Co 82/03/29 TEDESCO.R L 
Office of Nuclear Reactor Regulation. Director 2pp 12409*237 
24 X Flche 90-000,82/03/29.8204010463 


0204070649 Advises of addl feet due rs 020316 application for revisions 
of Tech 0pec* to incorporate requirements for tims delay 
relay mod to bo Incorporated in steam line break detection 
circuitry of HPCI it reactor cor* isolation cooling tys. 

DIOOS. R fl Lictnse Fse Management Branch 82/03/30 JONES. J. A 
Carolina Power *< Light Co Ip 12997 060 24X 

Fiche 80-324.02/03/30.8204070649 


6204090189 Advises that first provision for utillilng automatic 
diversion of reactor hldg ventilation exhaust to standby 
gas traatment sys has bssn met. per NllREO-0737 Mods to 
particulate it Iodine sampling tys underway 

ZIMMEftMAN.8 R Carolina Power it Light Co 02/03/31 VA80ALLO, D 0 
Operating Reactors Branch 2 2pp. 12518 227 24X 

Fich* 90-324,02/03/31,0204050199 


8204060142 Generic Ltr 62-03 to all operating BWRs re high burnup 
MAPLHOR limits Based on listed canslderatlons. plant-specific 
ref to OE position acceptable Qvertiie list of recipients 
end Aperturs cards available In PDR 

EIBENHUT.OO Division of Licensing 82/03/31 DELOEQROE, L 
Commonwealth Edison Co VANDEUALLE. 0 Consumers Power Co 
LINDER. F L Dalryland Power Cooperative. 2pp 12652 079 24X 

Flche 90-000,82/03/31,6204060142 


8204190024 Requests addl Info re response to NUREO-0737 Items I A 2 1 h 
II B 4i "Upgraded Senior Reactor Operator l< Raactor Oparator 
Training" & "Training for Mitigating Core Damage " Response 
within 30 days requested 

VASBALLO. D B Operating Raactor* Branch 2 02/04/02. JONES. J A 

Carolina Power (t Light Co Spp 12731 138 24X 

Flche 80-324,02/04/02,0204190024 


Q Inspection reports. IE Bulletin* 8< correspondence 


B2042305S3 Confirms 820204 telcon re 620224 meeting w/utl> at site 
to discuss recent Insp findings concerning exceeding 
limiting condition for operation t< failure of RHR sve water 
sys to operate 

O'REILLY, J P Region 2. Office of Director 02/02/16 JONES, J A 

Carolina Pouer & Light Co 2pp 12819 317 24X 
Flche 80-324.03/02/16.0204230893 


8204010214 Forwards IE Insp ReptS 50-324/82-06 fc 90-339/02-06 On 
820216-19 No noncompliance noted 

CANTRELL. F Division of Project le Resident Programs 62/03/10 
JONES. J A Carolina Power & Light Co 2pp 12479 264 24X 

Flche. 30-324, 03/03/ 10. 0204010214 


—8204010221 IE Insp Repts 50-324/02-06 1. 50-325/02-06 on 820216-19 No 
noncompliance noted Major areas 1 nsp acted . testing & malnt 
dacumenta tl on 

HUNT. M D , UHITENER.H L , JAPE. F Division of Engineering It 
Technical Programs 02/03/10 2pp 12479 266 24X 

Fiche 90-324,02/03/10.8204010214 


6204010400 Ac k receipt of B203I1 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/82-01 ti 
50-328/82-01 

CANTRELL, F S Division of Project Resident Programs 02/03/24 

JONES, J A Carolina Power L Light Co Ip 12401 031 24X 

Flche 80-324. 82/03/24. B2O4O1O400 


— 8204010490 Responds to NRC S20209 ltr re violations noted in IE Insp 
Repts 50-324/82-01 1, 50-333/02-01 Corrective actions 
Involved personnel counseled on failure to have required 
surveillance performed Procadures revised 

FURR. 0 J Carolina Power It Light Co 02/03/11 O'REILLY, JF 
Raglan 2. Office of Director 6pp 12401 032 24X 

Fiche 90-334,82/03/24.8204010400 


8204060294 Forwards supplemental info to util 011123 response to NRC 
SI09OS request for addl Info re spent fuel pool cleanup sys 
In support of 010416 license amsnd request 

ZIMMERMAN. 6 R. Carolina Power V Light Co. 82/04/09. VABSALLO. D B, 
Operating Reactors Branch 2, 3pp 12603 029. 34X 

Flche. 90-324, 82/04/09, 82040B0294 


—0204010495 Forwards IE Insp Repts 50-324/62-01 «< 90-325/82-01 or 
011318-820113 Ic notice* of violation (< deviation 
LEMI3.R C Division of Project & Resident Programs 02/02/09 
JONES. J A Carolina Power b Light Co. 2pp 12481 038 24X 

Fiche 90-324,82/03/24.6204010400 


0204120178 Application to amend Licenses DPR-71 C< DPR-62 revising 
proposed Tech Specs to require documentation of all control 
rod read switch failures 

HOWE, P H Carolina Power h Light Co 02/04/07 VASSALLO.D B 
Operating Reactors Branch S 2pp 12636 106 24X 

Flche 90-324,82/04/07,0204120178 


— 8204180101 Tech Spec 3 1.3.7 requiring documentation pf all control rod 
read switch failures, 

a Carol ipa Powar L Light Co 82/04/07 4pp. 12636 110 24X 

Fich# • 80-324, 02/04/07, 0204120178 


— 8204010503 IE Inip Repts 90-324/62-01 V 80-329/02-01 on 011215-020115 
Noncompliance noted failure to take reactor coolant 
samp la* par Tach Spec 3 4 3 B 1 

GARNER. L. W . BOROER.C Dlvlalon of Project ti Resident Programs 
02/01/26 9pp. 12401 042 84X Ficho 50-324.82/03/24.8304010400 


8204140372 Forwarda IE Info Notice 82-08. "Check Valve Failures on 
Diesal Generator Engine Cooling Bys " No action or responea 
raquested 

O'REILLY. JP Region 2, Office of Director 82/03/26 UNRIG, RC 
Florida Power h Light Co DAIL. L.C , PARKER, M 0 Duke Power Cp 
4pp. 12670,311 24X Fiche 30-000. 82/03/26,8204140372 


8204120449 Advises that analysis of TMl Action Item II E 4 2 7 re 
contalfinant purge valves, will be submitted onca rapultt of 
OE awnar* group analysis are known, approx 020430 
EURY. L. M, Carolina Powar !< Light Co 82/04/07, EISENHUT. D B 
Dlvlalon of Licensing Ip 13639*161. 24X .Flchs: 80-324, 02/04/07, 

8204120449. 


8204140433 Forward* IE Info Notice 62-10. "Following Up Symptomatic 
Repairs to Assure Resolution of Frablan " 

O'REILLY. J P Region 2, Office of Director 82/03/31 UHRIO, R E 
Florida Powar h Light Co. OAJL.L C, , PARKER. M 0 Duke Power Co 
4pp 126704 009. 24X Fiche 30-000. 02/03/31.0204140439 


0204160192 Oeneric Ltr 82-07 to all BWR plant lUatissa* Ic applicant* rc 
tranifflittal of NimEO-0909 ralatlva to ^inna tuba rupture. 

U/d and NUREG, List of NRC roclplonts ancl. 

EISENHUT, D.Q Division of Licensing. 82/04/19. Commonwealth 
Edison Co BECKMAN, J.T. Georg la Power Co. PILANT.J.H Nebraska 
Public Powar District. 7pp 12707*196 24X Fich# 90-000,02/04/15, 

0204160192. 


8204230101 Forwards addl fee a* r#qufsta(l in 020330 ltr par NOREO-0737, 
Item rt.K. 3 19, mod break datactien logic 

2IHHERMAN.br Carolina Powar I< Light , Co, ,02/04/19 MILLER, H.D 
Llcansa Fee Managemont Branch. Ip 12014*362. 24X 

Fiche: aO-324, 02/04/19,0204230101. 


8202040142 IE Info Notice 02-11, "Potential Inaccuracies in Hide Range 
Pressure Instruments Used in Wsstinghousa Dttlgnsd Plants " 

8VC list sne 1 

JORDAN, E L Division of Engineering << Quality Aeiuranct 02/04/09 
63pp 12878*342 24XFtche 90-000,02/04/09,6202040142. 


0204290630 Request# review of NUReo-0740 t, IB bulletlne not closed out 
confirmation of applicability to plant (i identification Of 
addl 1 tents that will compete w/pesourcea gvar 2-yr period 
EISENHUT, D.O Division of Ltcanaing B2/04/12 JONES, J. A 
Carolina Power h Light Co. 9pp. 12098 337, 24X 

Flche. 90-324, 82/04/12,0204290630. 
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8204140401 ForuardI IE' Bulletin e2-01> "Alteration ot Radiographs of 
Uelds in Piping Subasssmb 1 Lea “ 

O'REILLY, JP Region a. Office of Director 62/04/13 UHRIQ.ffE 
Florida Pouer b Light Co BAIL, L C , PARKER, U 0 Dole Payer Co 
3pp iaA70 3sa Z4X Fiche 50-000,02/04/13.8204140401 


8204140442 Feruerds IE Info Idotlce B2-09, "Cracking in Piping of 
Makeup Coolant Line* at BtiVI Plants, " ta be ravleued for 
postlble applicability 

O'REILLY. J P Region 2. Office of Director 62/04/13 UHRIO.R E 
Florida Power fc Light Co STAMPLEY, N L HUslislppl Payer <i Light 
Co COLLIER, A R Offshore Power Systems (subs of Hestinghodse 
Electric Corp ) 4pp. 1264,6 251. 24X Fiche 50-000,62/04/13, 

8204140442 


6202040143 IE Info Notice 82-12, "Surveillance of Hydraulic Snubbers." 
M/encl eve list. 

vfOROAN, E L Oiviiion of Engineering !< Quality Assurance 82/04/21 
64pp 12873 001 24X Fiche 90-000,62/04/21.6202040143 


R Periodic operating reparts & related correspondence 


B204S70329 Forwards monthly opsratlng repts for Mar 1962 

D1ET2.C R Carolina Power h Liybt Co B2/04/i9 STELLO, V 
Director's Offics. Office of Inspection and Enforcement Ip 
12849.035 Z4X Fiche 50-324,62/04/19,6204270329 


— 6204270333 Monthly operating repts for Har 1962 

HARRISON. F Carolina Pouar & Light Co 82/04/01 ?pp 
12649 036 24X Fi c ho. 50-324. 82/04/ 19, 8204270329 


3 Reportable occurrences, LERs & related correspondence 


3107130031 PHD-JI-Bl-033 On 61 0506, 1 1 c ens ee Initiated Unit 2 shutdown 
due to concern re operability of RNR heat eichangers Cause 
of Unit I failure on 610425 attributed to excessive 
differential pressure acrosi heat exchanger baffle plate 
JULIAN, C > LEHISi R Region 2, Atlanta. Office of the Director 
fai/03/OI) 81/05/06 5pp 65451 294 24X Fiche 50-324.81/06/22, 

8107130029. 


8204020199 Forwards LER B2-020/03L-D 

DIETZ.C R Carolina Power t< Light Co 62/03/11 □'REILLY. J P 
Region 2. Office of Director !p 12496 310 24X 

Fiche 90-329,82/03/11,8204020199 


204020206 LER e2-020/03L-0 on 820210, while performing PT 45 I,7,tnai]i 
turbine control velve hydraulic control oil pressure switch 
l-EHC-PSL-l 758 would not actuate Cause undetermi ned Switch 
replaced y/identicat switch t, returned to sve 

PA8TVA, H J Cerotlna Power 1, Light Co 82/03/11 Region 2, 
Office of Director Ip. 12498 319 24X Fiche 30-325,02/03/11, 

8204020199 


4020450 Forwards LER B2-023/03L~0 
ETZ.C R Carolina Power te Light Co 82/03/11. O'REILLY, J P, 
gion 2. Office of Director Ip 13903 069 24X 

chi 50-32 9. 62/03/ 1 1 1 8204020450 


04020453 LER 62-Q23/03L — 0 on 82021 1, during opera tl on, amp 1 1 f ler board 
circuitry of dc electrical battery charger 18-2 eiperlenced 
fliementariy failure resulting In high charger output voltage 
which caused Dlv 11 analog pouer supply inverters to trip, 

PA8TYA, H J Carolina Power fc Light Co 02/03/11 Region Si 
Office of Director 2pp 12503 070 24X FI che- 50-325, 62/03/11, 

8204020450 


4020403 Forwards LER B2-024/03L-0 

lIETZiC R Caroline Power & Light Co 62/03/16 O'REILLYjJ, P 
Region 2, Office of Blret tor Ip 13503 320 24X 

Fiche 50-325,82/03/16,6204020403 


B2040B0405 LER BH-024/03L— O on 620214 U 20, open posltlan Indication for 
dryuell to suppression vacuum breaker XIBH could not be 
achieved First event caused by failure of vacuum breaker to 
stroke fully open Cause of second event under 1 nvest 1 gat ten 
PASrVA.M J CaroJina Power b Light Co 62/03716 Region 2, 

Office of Director Ip 12303 329. 24X Fiche 50-329,62/03/16, 

0204020403 


1204020293 Forwards LER B2-027/03L-0. 

DIETZ, C R Carolina Power t. Light Co 82/03/17 O'REILLY, J. p. 
Region 2. Office of Director. Ip. 12497 103 24X 

Fiche 30-325,62/03/17.8204020293 


— 6204020303 LER B2-027/03L-0 on 020218, BRM B Indicated downscale 
following scran Caused by failed monitor probe Work request 
8, authorlia tion to replace detector during refueling outage 
written 

DIETZ, C R Carolina Power b Light Co 62/03/17 Region 2, 
Office of Director ip 12497 104 24X Fiche 50-325,02/03/17. 

6204020293 


6204020343 Forwerds LER B2-026/03L-0 

DIETZ, C.R Carolina Power b Light Co 82/03/17 O'REILLV. J P 
Region 2, Office of Director ip 12496 007 24X 

Fiche 50-323,62/03/17.0204020343 


— 8204020340 LER 02 D26/03L— 0 on 620216, dur i n g plant operetton, reactor 
core Isolation cooling turbine trlp/throt tie valve, l-E31~Va, 
failed Device reset & returned to sve Investigation will be 
done to determine cause Eupp 1 emsnta 1 rept will follow 
PABTVA.M J Carolina Power b Light Co 62/03/17 Region 2, 
Office of Director Ip 12496 006 24X Fie he! 30-323, 82/03/1 7. 

8204020343 


B204020309 Forwards LER B2-036/OIT-0 

DIETZ, C R Carolina Power b Light Co 02/03/18 □'REILLY, J.P 
Region 2. Office of Director. Ip 12501 007 24X 

Fiche 50-323,82/03/16,8204020509 


—6204020514 LER 02— 036/01 T—0 on 630306, valve operator motor froo, 
1-E1I-F002A removad from valve w/o following appropriete 
procedures, rendering RHR sve water subsystem Inoperahle 
Caused by communication breakdown among malnt parsonnel 
PABTVA, M J Carolina Power b Light Co, 62/03/18, Region S. 
Office of Director 2pp laSOl 008 24X Fiche 50-323,02/03/10. 

6204020309 


6204020305 Forwards LER B2-023/03L-0 

DIETZ, 0 R. Carolina Power b Light Co 62/03/19 O'REILLV, J P 
Region 2. Office of Director Ip 12497 060 24X 

Fiche 50-325,02/03/19,8204020303 


— 6204020315 LER B2-025/03L-0 on 620218, RCIC syi turbine started 
automatically on reactor low level, but Immedtetely tripped 
on high turbine exhaust pressure Caused by out-of-tolerance 
turbine ramp signal converter & Improperly tuned controller. 
DIETZ, C R Carolina Power b Light Co 82/03/19 Raglan 8, 
Office of Director. 2pp 12497 081 24X Fiche; 30-325,82/03/19, 

G20402030S 


6204060065 Forwards LER B2-O33/O3L-0 

DIETZ, C R Carolina Power & Light Co 62/03/23 O'REILLV, J P 
Region 2, Office of Director Ip 12605' 208 24X 

Fiche 50-325.82/03/23,0204080065 


—8204080070 LER 02-O33/O3L-O on 020222, while performing reclTc uia tlofi 
pump tripisys low water 2 channel calibr test. IB pump 
trlpp ed, Caused by inedvertant actuation of instrument 
I-821-LtK-N02SB-2 Personnel counseled. 

PABTVA, M J Carolina Power & Light Co 02/03/23 Region 2, 
Office of Director 2pp 12609 209 24X Fiche' 50-323,62/03/23, 

02040 00065 


0204000312 Forwards LER a2-029/03L-0 

DIETZ, C n Carolina Power & Light Co 02/03/24 O'RElLLVrJ P. 
Region 2, Office of Director Ip 12603 324 24X 

Fiche 50-325,02/03/24,0204080312 


“-B2040B0315 LER S2-029/03L-0: on. S20225, primary containment atmospberli 
oxygen anal y i er , 1-C AC-Ar-1263-2, ind 1 cated upscale trend of 
dryuell oxygen concentration Caused by shift of transmitter 
Instrument lero ref Transmitter SC-306 replaced b calibr 
PASTVA, H J. Carolina Power b Light Co 82/03/24 Region 2, 
Office of Director 2pp 12603' 325 24X Fiche. 30-325, 62/03/24. 

8204000312 


8204160452 Forwards LER e2-02B/03L-0 

DIETZ, C R Carolina Power b Light Co 02/03/29 O'REILLV. J P 
Region 2, Office of Director Ip 12706 092 24X 

Fiche 50-325,02/03/25,8204160452 


— 6204160472 LER 62-O20/D3L-O on 02030 l.RTOB instrument l-CAC-LR-26a2, 
Indicated level of -30 while RTOB i nstrument, i-CAC-LI- 
2601-3 Indicated level of -27 S Caused by loss of trickle 
flow to wet ref leg of each transmitter 

PABTVA, H J Carolina Power & Light Co 02/03/25. Reglan 2, 
Office of Director 2pp 12706 093 24X Fiche- 90-325, 82/03/29, 

0204 160492 


8204160562 Foruiardi LER B2-031/03L-0 

DIETZ, C R Carolina Power I, Light Co 02/03/25 O'REILLV, J P. 
Region 2, Office of Director. ip 12700 314 24X 

Fiche 50-325.82/03/25,0204160562 
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— 0aO4'l6O571 UER 82-031/03L-0 on 020301 < rfor i n g comparison of RTOD 
suppression thamber mater level) d 1 serepan ty betueen narrotu Sc 
uidt range Instrument indications discovered Caused by FITOB 
instrument inoperability Condensing pot will be installed 
PA3rVA.« J Carolina Power Sc Light Co 83/03/95 Region 3. 
Office of Director 2pp 12700 315 24X Fiche 30-325,02/03/25, 

02O416DSd>S 


8204150359 RO 1-62-41 on 020325, motor cooler Isolation valves to RHR 
SVC water pumps ID Sc 10 found open u/pumps not running 
Caustd by tripped circuit breaker 19 Circuit breaker reset 
Investigation In progress 

DIET 24 C R Carolina Power Sc Light Co 02/03/26 O'REILLY, J P 
Region 2. Office of Plrector ip 12707 163 24X 

Fiche 50-325< 02/03/26, 0204160359 


9204160170 Forwards LER B2-034/03L-0 

DIETZ. C R Carolina Power Sc Light Co 82/03/29 O'REILLYiJ P 
Region 2. Office of Director Ip 12701 014 24X 

Fiche 30-329. 02/03/29, 0204160170 


’B20’4I60177 LER 02~O34/O3L-O on 020304 , dur i n g routine surveillance, 
reactor pressure Indicator 1-C32-PI-3332 declared 
inoperable Caused by out of tolerance Indicator Sc failed 
conversion resistor R5 Resistor Sc Indicator replaced 
PA9TRA. M J Carolina Power Sc Light Co 02/03/30 Region 2, 
Office of Director Ip 12701 015 24X Fiche 50-325,02/03/29, 

0204160170 


8204160341 Forwards LER 82-035/03L-0 

DIETZ, C R Carolina Power Sc Light Co 02/03/29 O'REILLY, J P 
Region 2. Office of DlPector Ip 12706 314 24X 

Fiche 50-325,02/03/29,0204160341 


—8204160350 LER 02-O33/O3L~O on 020304, dur in g callbr of RHR0 SVc uatei 
differential pressure 1 ns trumenta 1 1 on, out pu t of transmitter 
l-El 1-PDT-N002 BX remained constant Caused by corrosion of 
module diaphragm Sensor module replaced 

PASTVA, M J Carolina Power Sc Light Co 02/03/29 Region 2, 
Office of Director Ip 12706 315 a4X Fiche 50-329,82/03/29, 
0204160341 


82040705S6 PNO- 1 1-02-034 on 020401, mechanic-craftsman employee 
arrested Sc charged w/communicat ing bomb threat Threats 
occurred 020319 Sc 23 Suspect access to facility suspended 
020326 Further action not planned 

GQODEiR tr , HCOLIIRE, D R Region 2, Office of Director 02/04/02 
Ip 12676230 24X Fiche 50-324,02/04/02.0204070556 


8204160336 Forwards LER 02-041/01 T-0 

DIETZ. C R Carolina Power Sc Light Co 02/04/07 O'REILLY-J.P 
Region 2. Office of Director Ip 12706 311 24X 

Fiche 90-325.02/04/07,0204160336 


-8204160340 LER B2-041/01T-0 on 020325, clrcu it breaker 19 of elrctricol 
distribution panel tB found in tripped position Cause not 
stated Circuit breaker replaced 

PASTVArM 3 Carolina Power S< Light Co 02/04/07 Region 2, 
Office of Director 2pp 12706 312 24X Fiche 50-325,02/04/07, 

0204160336 


5204230-389 Confirms 020408 telcon re recent events involving 
misalignment of three components In safety-related sys.Util 
will conduct Investigation of 020321 Sc 25 events Results of 
Investigation will be discussed at 020601 meeting 

O'REILLY, J.P Region 2, Office of Director 02/04/00 JONE0, J A 

Carolina Power S. Light Co. 2pp 12014,346 24X 

Fiche 50-324,89/04/00,8204230309 


8204160299 Forwards LER a2-039/03L-0 

OlETZiC R Carolina power Sc Light Co 02/04/09 O'SEIULY, J. P 
Region 2, Office of Director Ip 12693,027. 24X 

Fiche. 90-325. 02/04/09, 0204160299 


~B204160301 LER B2-039/03L-0' on 820313, both reactor bldg 20-fb elevation 
personnel airlock doors opened ilmul taneoosly. Caused by 
mechanical binding of interlock due to missing Sc loose 
screws for interlock cover plate, Screws replaced 
PASTVA, f1 J Carolina Power 6 Light Co 02/04/00 Region 2, 

Office of Director Spp 12699 020 24X Fiche 30-329,02/04/09, 

8204160299 


B2O42BO4B0 Forwards LER B2-040/03L-0 
DIETZ, C R Carolina Power S, Light Co 02/04/14 O'REILLY, J, P 
Region 2. Office of Director Ip. 12067.279 24X 

FUhe, 80-323, 82/04/14, 0204200480 


—8204280491 LER B2-04O/O3L-0 on 020319 , prima ry containment multipoint 
temp recorder 1-CAC~TR-1250 printed erratically Caused by 
fouled electrical contacts In recorder point select relay 
Contacts cleaned 

PASTVA, M J Carolina Power S< Light Co 03/04/14 O'REILLY, VP 
Region 2. Office of Director ip 12967 200 24X 

Fiche 30-329.02/04/14,0204280480 


8204200209 Part 21 rep t re apparent lack of control over issuance of 
Class It piping, fittings L pressure switches in Class I 
applications, initially reported 020416 Task force organised 
to classify suspect components No related failures to date 
DIETZ, C R Carolina Power tt Light Co 03/04/20 O'REILLY.J P 
Region 2, Office of Director 2pp 12870 311 24X 

Fiche 90-324,03/04/20,8204200209 


DOCKET 90-326 UNIV OF CALIFORNIA AT IRVIhC RES REACTOR 


Q Inspection reports, IE Bulletins It correspondence 


S2043D01B3 Forwards IE Insp Rept 50-326/82-01 on 020323-24 4, notice 
of violation 

STERNBEROi D R Division of Resident, Reactor Project (, Engineering 
Programs 82/04/19 KCOAUGNi J L California, Unlv of, Irvine 
2pf 12090 176 24X Fiche 30-326,02/04/15.0204300103 


— 0204300107 Notice pf violation from insp on 020323-24 

MILLETT, 0 J Division of Resident, Reactor Project tc Engineering 
Programs 02/04/13 2pp 12090 1 70 a4X Fiche 50-326.02/04/15, 
0204300103 


— 0204300191 IE Insp Rept 50-326/82-01 on 820323-24 None omp 1 ianco noted 
fuel moved w/o recording estimate of reactivity effect of 
adding fuel 

NILLETT, 0 V , YOUND, T Division of Resident, Reactor Project (c 
Engineering Programs 02/04/14 6pp 1 2090 100 24 X 

Fiche 50-326,02/04/15,0204300183 


docket 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F Security, medical, etnerg eneg 4i fire pratec t ion plans 


8204230300 Discusses inherent problem u/4-wlrp emergency natlflcation 
sys telephone circuit To prevent lockup, util should ensure 
that second call Is not established within 20-s after 
original call 

STPHR, -J P. Division of Emergency Preparedness Sc Operational Support 
82/01/29 UKRIO.R E Florida Power 6 Light Co 4pp 12816 132 
24X Fiche 50-000,82/01/29,0204230308 


8204S30420 Responds to ques tlene re nature of response during 
emergency. NRO role during emergency Sc need to effectively 
Interface w/licenses organiiatlon at technical support ctr tc 
emergency operations facility during response to emergency 
STtIHfi.J P Division of Emergency Preparedness tc Operational Support 
82/01/29 UHRIO.R E Florida Power 6 Light Co 7pp 12015.264 
24X Fiche. SO-OOO, 82/01/29, 0204230420 


8204230472 Discusses schedule of Info to be submitted by utils in 
advance of emergency preparedness ekerclse Appropriate state 
tc local agencies should be infornisd well In advance of 
exercises to facilitate participation 

STOHRiJ P Division at Emergency Preparedness tc Operational Buppurt 
SS/01/29 UHRlOiR E Florida Power ti Light Co. 4pp 12014:294 
24X Fiche 50-000,82/01/29,82042301472 


8204230258 Summarizes discussions w/NRC re requirements of 10CFR73 b 
security itorage containers Steel filing cabinet w/steel 
locking bar b three-p os i t Ion, changeafa le comb 1 nation, OBA- 
approvad padlock in controlled access area adequate 
MILLS, L M Tennessee Ual ley Authority 82/04/19. DENTON. K, R 
Office of Nuclear Reactor Regulation. Director Ip 12010 047 24X 

Fiche 90-000. 02/04/17,0204230258. 


8204270266 Forwards proposed revision to physical security plan 
Revision withheld (ref iOCFR2.790> 

MILLB, L M Tennessee Valley Authority. 82/04/21, A0EN9AM, E 
Licensing Branch 4 2pp. 12953:307. 24X Fiche 50-327,02/04/21, 

8204270266 


8204290429 Releases public version of revised radlalaglcal emergency 
plan imp lemen ting procedures 

FELTON, U hi Division of Rules andi Records 02/04/22. Document 
Management Branch Ip 12903 009 24X Fiche 90-000,82/04/22, 

820429D429 
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— 820429043a Foruarits pubiic version of revised rediojoglcsl emergenci; 
plan Implenienting procedijPe*< 1 nelud 1 ng procedures #or 
central emergency control etr< Muscle Shoals eaiergeocg 
control ctr It Knoxville emergencg control ctr. 

HILLS, L M Tennossoe Valleg Author Itg a3/0A/02 DBNTON, H R 
Office of Muclear Reactor Regvlatiorx Director Ip 12903 OID 
24-X Fit he SO- ODO. 82/04/22, 920-4290427 


— 0204290455 Public version of revised radial ogical emergencg plan 
l(itp letnentl ng procedures, int lud ing procedures for central 
e<nergeiicg control ctriMuscle Shoals energencg control ctr % 
Knorvtlle emergencg control ctr 

* Tennessee Veilag Authority 82/04/02 BOOpp. 12903 012 ?4X 

Fiche 50-000,82/04/22,8204270437 


P Operating license stage riocujTients It correspondence 


8204230539 Confirms 820201 tetcon re 82022d> tngt meeting at -facilitg 
reguested bg MRC to discuss util progress towarif resolution 
of Iden-tlfied concerns RD Martin uill be at facility on 
820325-26 to observe activities Agenda encl 

D'REILLy, JP Region 2, Office of Director 82/02/08 PARRIS, HO 
Tennessee Valleg Authority 2pp 12815 308 24X 

Fiche 50-327, 02/02/08, 820 423053 7 


8204220640 Responds to FOIA request for five categories of Info re 
proposed rule on interim requirements on hydrogen control 
Documents llstsd in App A end Documents listed in App B 
available in PDR 

FELTON, J M Division of Rules and Records. 83/03/04 PHIL I PS, M M 
Oebevolse l< Liberman 3pp 12824 003 24 X Fiche 50-000,82/03/04, 

8204220640 


— 8204220688 Foruards std order for DDE uo-rk "Development of Methodolngg 
for Evaluating Equipment Survivability In Environ of Surnlng 
Hydrogen for Sequoyah t, HcOuire *' 

V8LLMER,R H Division of Engineering FIN A-1306 81/05/08 

R08ER. KH Energy, Dept of 2pp 12824 078 24X 

Fiche 50-fl00, 82/03/04, 8204220640 


— 8204220695 Gtd order for POE work "Development of Methodology foi 
Evaluating Equipment Survivability In Environ of Burning 
Hydrogen for Sequoyah t« McOulre," Issued to Sendia Natl 
Labs Statement of uork encl 

ORENIERi 8 L Division of Engineering FIN A-1306-1 81/05/0/ 

ISpf. 12824 080 24X Fiche 50-000,82/03/04,8204220640 


8203190001 Generic Ltr 82-05 to all llcenfees of operating pouer 
reactors re post-TH( requirements 

ElBENHUT, D Q Division of Licensing 82/03/19 HAUSPURO, A 
Consolidated Edison Co of Neu York. 7pp 12513 128 24X 

Fiche 50-000,82/03/19,8203170001 


8204220664 Forwards Amend 12 to License DPR-77, safety evaluation ti 
notice of issuance & availability Amend updates Tech Specs 
to ensure consistency u/Unlt 2 Tech Specs 

ADENSAMfE O Licensing Branch 4 82/03/25 PARRIS, H 0 Tenmessec 

Valley Authority 2pp 12831 001 24X Fi c h e . 50-327, 82/03/25, 

B204220664 


— -B204220666 Amend 12 to License DPR— 77, updat ing Tech Gpect to ensure 
consistency w/Unlt 2 Tech Specs, 

ADENSAM, E. 0 Licensing Branch 4 82/03/25 200pp 12831 . 003 

24X Fiche 50-327,82/03/25.8204220664 


-8204220668 Safety evaluation supporting Amend IS to License DPR-77 
a Office of Nuclear Reactor Regulation, Director 82/03/25 Ip 
12931 009 24X Fiche 50-327,82/03/23,8204220664 


■8204220671 Notice of lisuance St aval lab ill t y of Amend 12 to License 
DPR-77 

ADENSAMiE G. Licensing Branch 4 02/03/25 2pp 12831 010, 24 X 

Fiche- 30-327, 02/03/25, 8204220664 


■8204220674 Advises of no kncun public correspondence or Irreversible 
impact associated u/lssuance of Amend 12 to License I)PR-77 
STABLE, C, Licensing Branch 4 82/03/24 TEDEBCO, R C. Assistant 

Director for Licensing, Ip 12831:012 24X Fiche* 50-327, 

82/03/25. 8204220664. 


B204I20472 Responds to B110I4 ltr requesting Indication of 
itcensabllity of Aerojet Energy Conversion Co vol redijctiom 
sys described in AECC-2-P(NP> Licensability undetermined 
ADEN8AM, E.O, Licensing Branch 4 82/03/27 PARRia,N 0 Tennescee 

Valley Authority. Spp 12653 360, 24X FI che> SO-327, 82/03/29, 

8204120472. 


9304060036 Forwards responie to NUREO-0737, I t em II D 1 re RCS syc 
relief t, aefety valves U/a end. 

KILLS, U M Tennessee Valley Authority 82/04/01 ADEN9AM, £, 
Licenelrg Branch 4. Ip. 13556: 164. 24X F lehe- 50-327, 82/04/01. 

8204060036 


8304130516 Confirms 820334 concurrence u/proposed deletion of 90X 
power level step in Startup Test SV-10 2, "Steam Generator 
Moisture Carryover Measurement," per 830323 request 
TEDESCO, fi L Assistant Director for Licensing 83/04/02 
PARRIS, H O Tennessee Valley Authority 3pp 13660 361 24X 

Fiche 50-327,83/04/03.8204130516 


8204130191 Forwards response to NRC 030212 request for addl info re 
hydrogen con t rol 

KILLS. L M Tennessee Valley Authority 83/04/06 ADEN9AH. E 
Licensing Branch 3 lOpp 12656 305 24X Fiche 50-327,83/04/06, 

8304130191 


8304090305 Application to amend License DRR-77 changing Tech Specs te 
surveillance requirements for snubbers 

HISENBURO.M R Tennessee Valley Authority 82/04/07 DEMTQN.Hh 

Office of Nuclear Reactor Regulation, Director Ip 1S627 257 ?4K 

Fiche 50-337,82/04/07,0304090305 


--8204090307 Tech Spec 3/4 7 9 changing surveillance requirements For 
snubbers 

* Tennessee Valley Authority 83/04/07 3pp 13637 238 24X 

Fiche 50-337,83/04/07,8204090305 


8204090397 Forwards addl info re equipment qua 1 i f 1 cat 1 on, 1 n response to 
NRC 830135 request 

NISENBURO, M R Tennessee Valley Authority 83/04/07 ADENSAK,E 
Licensing Branch 4 2pp 13630 011 34X Fiche 50-337,03/04/0-7, 

8804090397 


—8804070413 "Radiation Test of ElO Series Differential Pressure 
Transmitter of Std Const Type " 

BEARS, d A , MCCASLAND, K S , RAMSEUL.R Fojboro Corp T2-1075 
73/0a/3l 34pp 13630 013 24X Fiche 50-337,83/04/07,8304090399 


— 8304070417 "Irradiation, of Transmitters per Tost Schedule 5. 7S1210. js 
Modified May 1973 " 

• tsomedii, Inc fSubs of Masefield Enterprises, Inc I 73/04/,’t4 
app 13630 ,047 24X Fiche 50-327,82/04/07,8204090399 


—8204090419 "Estimation of Svc Life of EA170-XX303 Limit Switches foi 
Class rE Use,putside of Containment Area of Nuclear Power 
Plants " 

* Acme-Cleveland Co 79/11/09 3pp 12630 055 S4X 
Fiche 30-337,03/04/07,0204090399 


— B204090423 "Test Plan for Qualification of EA170-XX302 Series limit 
Switches for Use in Nuclear Power Plants in Compliance 
w/IEEE StdB 323-74.303-73 h 344-75, for Outside of 
C-onta Inment Only " 

# Acme-Cleveland Co 79/11/02 lOpp 13630 OSS 34X 
Fiche 50-327.82/04/07,8304090399 


--8204D90426 "Qualification of EA180 Series Limit Switches for Use in 
hluelear Power Plants in Compliance w/IEEE Btds 323-1974, 

383-1973 1( 344-1975 " 

# Acme-Cleveland Co 80/08/28 40pp 13630 067 34X 

Fiche 50-327,82/04/07,8204090399 


— 8304090430 "Tests of Limit Switch 130-90 " 

a Acme-Cleveland Co TR 3613-PP RO 80/03/15 46pp 13630 111 
24X Fiche 50-327,83/04/07,0304090399 


— 8204090433 "Seismic Qualification Test of Limit Control Switches ’ 
* Eduard J Ualter d. Associates 77/06/30 19pp 13630.163 
a4X Fiche 50-327,62/04/07,8204090399 


— 8204090438 "Test Plan for dual 1 f 1 cat i on of Series EA180 t, EA74D 
Switches for Use in Nuclear Power Plants in Compliance 
w/lEEE Btds 323-74,382-72 t, 344-75 " 

• Acme-Cleveland Ce 80/08/29 90pp 13630 182 24X 

Fiche 50-327,82/04/07,0304070399 


— 8204090442 "Estimation of Qualified Life of EA740 Series NucIcot 
S witch “ 

a Acme-Cleveland Co 80/02/27 7pp 12630 272, 24X 

Fiche 50-327,82/04/07,8204090399, 


— 8304090446 "Seismic Qualification Test Rept for IEEE Claes IE 
Solenoid Valve V70900-301 '■ 

* Valeor Engineering Corp MR70900-301-1 RA BO/ll/06 4Jpp 
12630 279. 24X Fiche 50-327,82/04/07,8204090399 


— 8304090449 "Seiemic Vibration Test Program performed on One Solenoll 
Valve V70900-3al, Revision O, Serial 1 " 

MI2EKANN,a , S CHAFF, H , BENZ A, 8 P Dayton T Brown, Inc 
00/09/20 34pp, 12630 320 24X Fiche 50-327,83/04/07,080 409039? 
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-'6804090493 "Ou*! 1 f i ea Uon Test Report for V926 Serie*. IEEE Clasi 
tC Solenoid Valves " 

« Valcar Engineering Carp QR-SSA RA 74/03/19 92pp 
ISiaO 394 34X Ficfie 50-327.03/04/07,0204090399 


— 8204090494 “Oeneral Qualification Telt Procedure for Claei IE WucJeat 
9vc Valves " 

• Valeor Engineering Carp 78/10/34 S2pp 12f>31 043 24X 

Flthe 30-327.03/04/07,8304090399 


--8204090495 "iNoclear Qualification Test Rept on MSIV Air Spring 
Actuator for Atuood Morrill Co. Inc “ 

e Ainerlcan Environment* Co 6TR-06097a'l 78/10/23 67pp 

12631 061 24X Flche 90-327,08/04/07,9204090399 


—8304090496 “Qua 1 1 flea t Ion of Plreuell SR dale IE Electric Cebles " 
e Rochbeetoe Co 70/06/07 llpp 13631 133 24X 

Flche 80-337, 08/04/07, 0204090399 


—6204090437 "LOCA-S IPEC " 

e Anaconda Co (eubs of Atlantlc-Ri ch f 1 eld Co I 79117 
79/04/30 42pp 13631 144 24X Flche 90-327,02/04/07,0304090399 


—0304090459 “Qualification Tett Rept on Eight Ceblf Splice A««eflibliee 
bo be Ueed at Broun* Ferry Unit 3,“ Vol 1 of 1 

* Hyle Laboratories 43B54'3 VOl 78/04/12 176pp 13631 106 

34X Flche 50-337,83/04/07.0804090399 


— 8204090461 "Main Steam Line Break (M8LD) Tett on Aged l< Irradiated 
Cable Specimen* “ 

» United Technologies Corp PE-93 80/09/07 9pp 18632 019 

34X Flche 5 0-337,62/04/07,8204090399 


—8204090465 "'Qual 1 f Icatt on Test of Aged L Unaged Under St/nulated 
LaCA/OOE by Sequential Eipoiure to Radlat ion, Steam I, 

Chemical Spray Environs " 

• United Technologies Corp 79/06/30 7pp. 12633 020 24X 

Flche 50-327,82/04/07,0304090399 


--8804090466 "Qual i f 1 ca t Ion Tett of Thermally Aged t< Unaged Electric 
Ceblre Under Simulated LDCA/DBE by Sequential Espoture to 
Environs of Radi aCi on. E team L Chemical Spray “ 

* Ifomedlki Inc {Sube of Masefield Enterprieet, Ine ) 79/06/30, 

S7pp 13633 027 24X Flche 50-327,82/04/07,6204090399. 


— 8S04Q90470 "Qua H f I eat 1 on Test Rept on Erane II Control (< 
Instrumentation Cable Under Simulated LOCA/OBE by 
Slfflvltancoue Exposure to Envlrone of Steam Chemical Spray 
L Oamma Radiation " 

• Isomedii, Inc (Subs of Masefield Enterprises, Inc.) 75/03/31 
ZIpp 12633 054. 24X Flche 90-327,08/04/07,0204090399. 


—8204090471 "Accident Environ Test Rept Claes F “ 

KQRNER, R L West 1 nghouse El eC trie Corp PEN-RLi(-3-36-73 
73/03/26 epp 13632 HO S4X Flche 50-387,02/04/07.8804090399 


-.0204090472 "Qual 1 f {cat! on of Okoiel Insulated Wire 1< Cable for 
Nuclear Plant Sve ” 

♦ Okonlte Co K-0-1 79/09/30 lOpp 12633 079 84X 

Flche 80-327,03/04/07,0204090399 


— -8204090474 "Test Rept on Incident Testing of Triai Penetration." 

* Westlnghotise Electric Corp 69/11/14 6pp 18632 118 84X 

Flche 90-327. 03/04/07. 6204090399 


—8204090475 "Main Steam Line Break Qua 1 If lea tson Teat on Okoiel 
Ineulatlon, " final rept 

a Okonita Co 344 ROl 61/04/16 7pp 18638.009 84X 

FIchf 50-337,83/04/07, 6304090399 


— B204090476 "Qualification Tests of Electric Cables Under Simulated 
Steam Line Break (SL8) by Sequential Environ Exposure to 
Envlrone of Thermal Aging , Rad latlon, Steam I, Chemical Spray " 
e Approved Englnetfrlng Test Laboratoriet 358-1077 81/O4/0B 

18 pp 12632;092 34X Flche 90-327,08/04/07,3804090399 


— 8204090477 "Qual 1 f ic* tlon Teet of Electric Cables Under Two Main Steam 
Line Break Simulations by Sequential Exposure to Environ* of 
Thermal Agi ng, Radla tion i Steam " 

* IionedtXi Inc ISube of Maiofield Enterprises, Ine ) 00/01/31 

34pp 13632 134 84 X FI eh*. 50-327, 08/04/07, 8204090399 


S804160155 Oenerlc Lfer 02-08 to ell PWfi plant license** ti epplicante re 
trenmlttal of NOREO-0909 relative to Olnna tube rupture. 

M/o enet NUREO List of NRC reetplent* end 

EtSENHUr, P. 0. Blvleion of Licensing 03/04/15 HAU8PUR0/A. 
Conioltdated Edison Co of New York 7pp 18707J8O3. 84X 

Flche 90-00P, 62/04/15, 8204160195. 


8304300479 Foruardi Franklin Research Ctr request for add 1 info re 
generic review of PWR main steam line breaks u/eontlnucd 
feedwater addition Response rsquestad within 30 days of 
rsc eipt of 1 tr 

ADENBAMi E 0 Licensing Branch 4 83/04/19 FARRIS, HO Tenntssee 

Valley Authority 2pp 1SS04 170 34X Flche 90-387,68/04/15. 

8204800475 


— 8204200477 "PWR Main Steam Line Break u/Continued Feedwater Addition 
requee t for addl info 

VOaaURY, F , HERRICK, R C Franklin Inst t t u te/Frank 1 1 o Researc h 
Center NRC-03-ei-l30 82/03/15 HEARM, P NRC - Mo Detailed 

Affiliation Oivert 4pp 12804.172 34X Flche 50-327,62/04/15, 

0204200475 


8204270415 Reipond* to Generic Ltr 08-05, "Poet-TMI Requ 1 remsTite. " New 
integreted schedule on all outstanding commltnents will be 
submitted by 820615 

MILLS. L M Tenneasea Valley Authority 68/04/16 A DENS AM, E 

Licenilng Branch 4 3pp 12894 293 34X FI cha; 50-327, 82/04/ 16, 

0204270415 


8204210399 Oeneric Ltr 82-09 to all power reactor 1 Iceneaee, app licants 
for OL.NSBS vendors L reactor vandori re environ 
qualification, of safety-related electrical equipment 
MRC position re qua llfication r •qulramants anc 1 , 

EISENHUT.O 0 Division of Licensing. B2/04/S0. HAUSPUROrA. 
cento tide ted Edison Co of Mew York 18pp 12363.337, 24X 

Flche 90-000,82/04/20,8804310395 


0 Inepectlon reports, IE Bulletins & correspondence 


6304330338 Forwards 020106 meeting aummery re resuLte of util 
iTvveitigatlon of recent violation of established control rod 
withdrawal t iml ts. At tendanc e list alto end 

O'REILLY, J P Region 2, Atlanta, Office of the Director (81/03/011 
82/01/11 PARRIS, HO. Tennessee Valley Authority 3pp. 13016077 
24X Flche, 50-337, 02/01 / 1 1 , 0204 330338 


0304010219 Forwards IE Insp Repts 50-327/63-01 U 50-328/02-01 on 
820135-37 No none omfl ianca noted 

CANTRELL, F 8 Division of Project (* Resident Program* 83/03/08 
PARRIS, H 0 Tennessee Valley Authority 3pp 12479 395. 24X 

Flche 50-327,03/03/08.8304010219 


—8304010234 IE Insp Repts 90-327/B3-01 L 50-328/02-01 on 020135-37 
No noncompl lance noted Major areas Inspected power ascension 
tett procedures, power ascension test witnessing tour of 
Unit 1 

FIEDLER.R L . JAPE, F Division of Engineering 6 Technical 
Programs 03/02/01 3pp. 13479' S57 34X Flche 50-327,02/03/08, 

0204010319 


6304010378 Ack receipt of B20312 ltr Informing NRC of addl step* taken 
to correct violation 6 emergency preparedness deflclanclei 
noted In IE Insp Repts 50-337/81-20 8< 50-330/61-24 
LEHia.R C. Division of Project & Reeident Programs 02/03/35 
PARRIS, H.G Tennessee Valley Authority ip 12476 114 S4X 
Flche 50-327,03/03/25,8204010370 


6204140372 Forwards IE Info Notice 62-08, "Check Valve Failures tin 
Diesel Oanerator Engine Coaling Syt " No action or response 
raques ted. 

O'REILLY, UP Region S, Office of Director. 63/03/26 UHRIO.R E 
Florida Power & Light Co 4pp. 12670 311 24X 

Flche- 50-000, 62/03/36.8204140373 


0204140435 Foruardi IE Info Notice 82-10, "Following Up Symptomatic 
Repalre to Asiure Reseiutlon of Problem " 

O'REILLY.J.P Regions, Office of Director. 02/03/31 UHRIB.R.E 
Florida Power 6 Light Co 4pp 12670-005 S4X 
Flche. 50-000, 02/03/31, 0204140435. 


8302040143 IE Info Notice 83-11, "Potential Inaccuracies In Mide Range 
Pressure Instruments Used in Mssttnghouee Designed Plants " 
eve 1 1 St cne 1 

JORDAN, E. L Division of Engineering L Quality Assurance. 63/04/09. 
63pp 12070,348 SdXFiche 50-000.63/04/09,8203040143 


0304140401 Forwards IE Bulletin 03-01, "Alteration of Radiographs of 
Mtldi in Piping Subaseemb 1 les " 

Q'REILLV, J P Regiort 8, Office Of Director 63/04/13 VHRiOiR E. 
Florlde Power 6 Light Co. Spp. 13670:356 24X 

PI Che: 90-000, 08/04/19, 8204140401. 


6304140442 Forward* IE Info Metlc* 63-09, "Cracking In Piping of 
Makeup Coolant Line* at B4W Plants, " to he reviewed for 
peselbl* appl icab 1 lity 

O^REILLY, J- P. Region 3, Office of Director. 83/04/13 UHRIO, R. E, 
Florida Power U Light Co. 4pp, 13666:391 24X 

Flche: 50-000, 62/04/13, 8304140442. 
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B202040H:3 IE Info Motlce 82-IS< “Survv (lUnc i of Hydraulic Snubbers 
U/onel SVC list 

JORDANi E L Diviilon of Engineering b Quslibg Assurance eS/04/Sl 
A4pp- 18873 001. 24X FI Che. 30-000, 82/04/2 1< 8202040143 


R Ferloilic operating reports fc releteii corresp on {fence 


8204090340 Foriiiards monthly operating repts for Aug 1981 

fiALLENTINE* if H Tennessee Valley Authority 81/09/11 Office of 

nanagement and Program Analysis Ip 12627 101 24X 

FI Che SO-327. 81/09/11,0204090340 


‘ — 8204090341 Monthly opecatlng repts for Aug 1981 

EDOINOSjM Tennessee Valley Authority 81/09/03 I6pp 
12627 102 24X Fiche 50-327» 81/09/1 1, B2O409O34O 


8204090343 Forwards monthly Operating repts for Sept 1981 

MASON.C C Tennessee Valley Authority 81/10/13 Office oF 
Management and Program Analysis Ip 12627 186 24X 

Fiche 50-327,81/10/13,8204090343 


— 8204090343 Month ly operating repts for Sept 1981 

EOOIN&SiH Tennessee Valley Authority 81/10/01 I7pp 
12627 187 34 X Fiche 50-327,81/10/15.8204090343 


9204090333 Forwards monthly operating repts for Oct 1981 

MASOffiC C Tennessee Valley Authority 81/11/16 Office of 
Management and Program Analysis ip 12627 303 34X 

Fiche 50-327.81/11/16,8204090333 


— I*404090333"MontMy operating repts for Oct 1981 

EDOINOS.M Tennessee Valley Authority 81/11/03 13pp 
12627 306 S4X Fiche 30-327, 81/11/16.82040903 33 


6204130307 Forwards monthly operating repts for Feb 1983. 

MASON, C C Tennessee Valley Authority 82/03/09 Office of 
Management and Program Analysis Ip 12678 174. 24X 

Fi c h « 50-327 . 82/03 / 09, 8204 1 5050 7 


— 6204150511 Monthly operating repts for Feb 1982. 

EOOINOSiM . DUPREE, 0 Tennessee Valley Authority 82/03/01 
lepp 12678 178 24X Flch# 30-327,83/03/09,0204130507 


— BSO40801D0 LER B2-024/03L-0 On 820218, turh I ne bldg sump b condensotc 
d emineral 1 t er radioactive effluent line monitors declared 
inoperable Caused by crud b debris buildup on flow switch 
Switches cleaned 

ROOER8. H R , HAROING.M R Tennessee Valley Authority 82/03/1'/ 
Region 2, Office of Director Ip 12606 009 24X 

Fiche 50-327, 02/03/ 19, 8204080094 


8204080124 Forwards LER 82-027/017-0 

OHEEN.M J Tennessee Val ley Authority 82/03/19 O'REILLV. Jl' 
Region 2. Office of Director Ip 12606 082 24X 

Fiche 30-327.82/03/19.0204080124 


— 6204080132 LER 62-027/01T-0 on 920307, urh 1 1 o praparing to perf oi m 
St-366>ERCM flow verification test, c ontal nment spray heat 
exchanger lA found w/low essential raw cooling water flow 
Caused by fresh water clams In piping Clams removed 
KIRK. O D , HAROINO.M R Tennessee Valley Authority 82/03/19 
Region 2, O’fflcn of Director 2pp 12606 0S3 24X 

Fiche 50-327,82/03/19.8204080124 


8204080466 Forwards LER a2-025/03L-0 

OREEN.H J Tennessee Valley Authority 82/03/19 O'REILLV. J l> 
Region 2. Office of Director Ip 12599 330 24X 

Fiche 50-327. 82/03/19.8204080466 


— 8204080472 LER B2-O25/03L-0 on 820212. press ur 1 1 er level channo) 
l-LT~68-333 declared inoperable Caused by transmitter out 
of callbr doe to instrument drift Barton Model 764 
transmitter recalibr 

ROGERS, H R . HAROINO.M R Tennessee Valley Authority 82/03/19 
Region 2, Office of Director Ip 12599 331 24X 

Fiche 50-327,02/03/19,8204080466 


8204070426 NPDES none omp 1 lanc e notification on 820304 sve bldg sump 
samples contained concentration of oil b grease in excess 
o-f Tech Specs limit Caused by sump not being cleaned daily 
to remove normal buildup of oil Sump will be cleaned dally 
EL-ASHRY, H T Tennessee Valley Authority 82/04/01 2pp 
12S6B 231 a4X Fiche 50-327,82/04/01,6204070428 


0204160410 Forwards UER 8a-O34/O3U-0 

GREEN. H J Tennessee Valley Authority 82/04/01 O'REILLY, J I* 
Region 2, Office of Director Ip 12704 148 24X 

Fiche 50-327.02/04/01,8204160410 


S Reportable occurrences, LERs b related correspondence 


0204150109 Responds to FQIA regueit that OECD Incident Reporting 9y& 
repts be placed in PDR Decumente listed In app available in 
PDR Other pertinent documents completely withheld (ref FOIA 
Exemption 4) 

FELTON, J M Division of Rules and Records 81/11/09 CONNOR, L 
Doc-Search Associates 3pp 12708 339 84X Fiche* 50 - 000 , 81 /J 1 /09. 

820413010? 


-8204190201 Incident Reporting Sys Rep t 27 re inadvertent operation of 
containment spray b accumulation of water in conteinnant on 
810212 

* Organiiation for Economic Cooperation b Development IParls) 
81/03/09 2 pp 12709 252 24X Fiche 30-000, 31/1 1 /09, 8204 190109 


8204020467 Forwards LER a2-O20/O3L-O 

OREENiN V Tennessee Valley Authority 82/03/15 O'REILLY. J P. 
Region 2, Office of Director ip 12901 019 24X 

Fiche 30-327.82/03/15.8204020467 


— S2041605I6 LER 02— 034/03L— 0 on 020303, while verifying throttle valve 
p as i 1 1 0 ’ns, 1 -KVC-67-337B containment spray heat exchanger 10 
outlet flow valve found tagged w/hold order tag Caused by 
failure to complete testing procedure 

KlflK.O B , HARDINO.M fl Tennessee Valley Authority 02/04/01 
Region 2, Office of Director 2pp 12704 149 24X 

Fiche 30-327,82/04/01.8204160410 


8204160476 Forwards UER 02-O35/O3L-O 

OREEN.H J Tennessee Valley Authority 62/04/01 O'REILLY, J P 
Region 2. Office of Director Ip 12702 263 24X 

Fiche 90-327,82/04/01,8204160476 


— 8204160488 LER B2-O39/03L-0 on 020303. uiht le in Mode 5, auxiliary cont.el 
air compressor tripped due to high temp Solenoid valve In 
essential raw cooling water cooling line stuck closed Cause 
of valve failure unknown Valve replaced 

KIRK, 0 D , HARDIN&i M R Tenneisee Valley Authority 82/04/01 
Region 2, Office of Director Ip 12702 264 24X 

Fiche 30-327.82/04/01,0204160476 


-8204020474 LER B2-028/03L-0 on 820214 b 15, in mode 3. cold lag 
accumulator 4 declared inaperable due to low boron 
concentration Caused by leak through in flow control leak 
-fl* *■ valves Investigated b repaired 

CARVER.A M , HARDINO.M H Tennessee Valley Authority. 82/03/1 
Region 2, Office of Director 2pp 13501 020 24X 

Fiche 50-32 7 . 82/03/ 1 5, 820402046 7 


8204020381 Forwards LER fla-029/Q3L-O 

OREEN.H J Tennessee Valley Authority 82/03/16 O'REILLV, JP 
Region 2 , Office of Director Ip. 12494 270 84X 

Fiche 30-327. 82/03/ 1 6, 320402038 1 


8204160298 FoTwards LER 02-O33/O3L-O 

OREEN.H J Tennessee Valley Authority 82/04/02 O'REILLV. J P. 
Region 2. Office of Director Ip 12696 306 94X 

Fiche 50-327, 82/04/02, 8204 1 60258 


—0204160260 LER 82-033/03L— 0 on 620304, conta lament process radiation 
monitors l-RM-90-106 b 112 declared inoperable Caused by 
loss of flow path to monitor 1-RM-90-1I2 due to closing of 
valve l-FCV-90-107 while monitor l-RM-90-i06 out of sve 
ROGERS, H R , HARDINOiM R Tennessee Valley Authority 82/04/02 
Region 2. Office of Director 2pp 12696 307 84X 

Fiche 30-327,82/04/02,8204160258 


—8204020305 LEB e2-029/03L-0 on 82021 5, w/un i t in mode 3, glycol 
containment isolation valve l-FCV-61-t94 would not raopan 

Caused by conductor 

OlBl not bting terminated Conductor retorminatad 

naiu*^***^«'I!,** '■‘•hRMete Vaitey Authority. 82/03/ i 
Region 8, Office of Dtrector Ip 12494.271 24 X 

Fie he 30-327,82/03/16,8204020381. 


8204080094 Forwards LER fl2-024/03L-0 

GREEN. H J. Tennesiae Valley Authority. 82/03/19 
Region 2, Office of Dtrector, Ip 12606,088 2 

F 1 c h e : 5 0-327. 82/03/ 1 9, B20 408009 4 


O'REILLY, J P 


8204160276 Forwards LER 82-036/03L-0 

OREEN.H J Tennossee Valley Authority 82/04/09 O'REILLY, J P 
Hogton 2, Office of Director Ip 12693 261 24X 

Fiche; 30-327, 82/04/09,8204160276 


— B204160280 LER 02-O36/O3L-O on 820312* whl I e in Muds 1. automatic c-Onti p| 
valve in auxiliary feedwater sys flow path failed to meet 
surveillance regulr cments Caused by faulty flapper assembly 
un past tiun er. Poe 1 1 loner replaced 

ROOERS, H R , HARDINOiM R Tennessee Valley Authority 82/04/09 
Region 2. Office of Director to 12693 262. 24X 

Fiche: 50-327, 82/04/09, 8204160276 
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6204260210 PNO- I t-02-039 on B2041 5. inad verten t actuation of sirens 
occurred during monthly groul test being conducted by Stats 
TN Caused by malfunction of telephone lines uihlch carry 
actuation signal 

JEriHIMS»0 R . QUICKi D R Region 2i Office of Director 02/04/1 S 
Ip 12070 301 24X Flche 50-327,02/04/15,6204280210 


82042B03S3 Submits NPDE8 no nc ump 1 1 anc e notification On 82021 7, s amp 1 os 
of concrete batch plant settling pond effluent eiceeded 
dally mas permit llrnitatlon Caused by eicesslve rainfall 
runoff Runoff will be rerouted away from settling pond 
EU-ASHRV, M T Tennessee Valley Authority 02/04/23 PATRICK, J If 
Environmental Protection Agency Ip 128&S 220 24X 

Flche 30-327, 82/04/23, B2042S0333 


DOCKET 50-326 SEQUOYAH NUCLEAR PLANT, UNIT 2 


F Security, medical, emergency t, fire protection plans 


6204230308 Discusses inherent problem ii)/4-uiire emergency notifioatlon 
lys telephone circuit To prevent lockup, util should ensure 
that second call Is not established within 20-s after 
ori glna 1 call 

STOHRp P Division of Emergency Preparedness U Operational Support 
62/01/29 UHRIO.R E Florida Power & Light Co 4pp 12016 132 
24X Flche 50-000.02/01/29,8204230300 


8204230420 Responds to questions re nature of response during 
etnerg enc y , NRC role during emergency S< need to effectively 
Interface w/ilcensee organization at technical support ctr I< 
emergency operations facility during response to emergency 
STOHR, J P Division of Emergency Preparedness !< Operational Support 
02/01/29 UhRIO.R E Florida Power «< Light Co 7pp 12013 264 
24X Flche 50-000,82/01/29,8204230420 


0204230472 Discusses schedule of info to be submitted by utils in 
advance of emergency preparedness exercise Appropriate state 
H local agencies should be informed well in advance of 
eiercises to facilitate participation 

srOKR, J P Division of Emergency Preparedness !< Operational Support 
62/01/29 UHRIO.R C Florida Power & Light Co 4pp 12014 294 
SAX Fiche 50-000,02/01/29,9204230472 


820423OS5B Bumm arizes discussions w/NRC re requirements of 10CFF173 
security storage containers Steel filing cabinet w/steel 
iocXlng bar !> throe-pos 1 1 i on, changeab I e comb inat ion, OSA- 
appreved padlock in controlled access area adequate 
MILLS, L M Tennessee Valley Authority 02/04/19 DENTON, H B 
Office of Nuclear Reactor Regulation, Director Ip 12010 047 24/ 

Fiche 30-000, 82/04/19, 9204230236 


P Operating license stage documents t< correspondence 


0204230939 Confirms 620201 telcon re 020226 mgt meeting at facility 
requested by NRC to discuss util progress toward resolution 
of identified concerns RO Martin will be at facility on 
020223-26 to observe activities Agenda end 

O'REILLV.UP Region 2> Office of Director 62/02/00 PARRlSiHO 
Tennessee Valley Authority Sp p 12015 300 S4X 
Flche 30-327,02/02/08,8204230539 


8204220640 Responds to FDIA request for five categories of Info re 
proposed rule on interim requirements on hydrogen control 
Documents listed in App A end Documents listed in App B 
aval lab le in FOR 

FECTCN, sJ M Division of Rules and Records 62/03/04 PKILIPS.N H 
Debevolse Ji Liberman 3pp. 12024.003 24X Fiche 50-000,02/03/04, 

9204220640 


— B2042206BB Forwards std order for DDE work “Development of Methodology 
for Evaluating Equipment Survivability in Environ of Burning 
Hydrogen for Sequoyah it McOoira ” 

VCLLMER, R H Division of Engineering FIN A-1306 81/03/00 

ROBERiKM Energy, Dept of 2pp 120 2 4 070. 24X 

Fiche 50-000,02/03/04,8204220640 


— 0204220695 Std order for DOE work “Development of Methodology for 
Evaluating Equipment Survivability in Environ of Burning 
Hydrogen for Sequoyah t< McOulre, " issued to Bandia Natl 
Labs Statement of work end 

GRENIER, 0 L Division of Engineering FIN A-1306-t 01/05/07 

iSpp 12924 000 24X Flche' 50-000, 02/03/04, 8204220640 


8203190001 Oenerlc Ltr 82-05 to all licensees of operating power 
reactors re post-TMl requirements 

EtSENHUT, D 0 Division of Licensing 02/03/19 HAUSPURO, A 
Consolidated Edison Co of New York 7pp 12313 120 24X 

Fiche 50-000.82/03/19,8203190001 


6204120472 Responds bo 811014 ltr requesting Indication of 
licensability of Aerojet Energy Conversion Co vol reduction 
sys described in AECC-2-P(NPI Licensability undetermined 
ADENSAMi E 0 Licensing Drancih 4 62/03/2? PARRIS, H 0 Tennessee 

Valley Authority 3pp 12653 360 24X Ft Che 90-327,02/03/29, 

6204120472 


0204060036 Forwards response to NLIREO-0737. 1 1 am II D 1 re RC8 sys 
relief U safety valves U/o enc 1 

HILLS, L M Tennessee Valley Authority 02/04/01 ADENSAK, E 
Licensing Branch 4 Ip 12556 164 24X Flche 90-327,02/04/01, 

0204060036 


0204270366 Forwards proposed revision to physical security plan 
Revision withheld (ref tOCFRE 790) 

HILLS, L M Tennessee Valley Authority 62/04/21 A DENS AM, E 

Licensing Branch 4 2pp 13853 307 24X Flche 50-327,02/04/21, 

0204270266 


8204290429 Releases public version of revised radiological emergency 
plan Implementing procedures 

FELTON, J M Division Of Rules and Records 82/04/22 Document 
Hanagement Branch Ip 12903 009 24X Fiche 50-000,02/04/22. 

8204290429 


— 8204290430 Forwards public version of revised radiological emergency 
plan implementing procedures, including procedures for 
central emergency control ctr, Muscle Shoals emergency 
control ctr b Knoxville emergency control ctr 

MILLS, L M Tennessee Valley Authority 62/04/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip 12903 010 
24X Flche 30-000,02/04/22.0204290429 


— 8504290455 Public version of revised radiological emergency plan 
implementing procedures, Inc lud Ing procadures for central 
emargency control ctr, Muscle Shoals emergency control ctr b 
Knoxville emergency control ctr 

e Tennessee Valley Authority 02/04/02 800pp 12903 012 24X 

Flche 50-000,02/04/22,8204290429 


H Oenaral correspondence 


8204130516 Confirms 820324 concurrence w/proposed deletion of 907. 
power level step In Startup Test SU-10 2, “Bteam Oenerator 
Moisture Carryover Measurement," per 020323 request 
TEDE8CD, R L Assistant Director for Licensing 02/04/02 
PARRIS, H 0 Tennessee Valley Authority 2pp 12660 361 24X 

Fiche 50-327, 02/04/02.0204130516 


6204130191 Forwards response to NRC 620212 request for add! info ro 
hydrogen control 

MILLS, L M Tennessee Valley Authority 02/04/06 A DENS AM, E 

Licensing Branch 3 lOpp 12696’ 309. 24X Flche 50-327,62/04/06, 

0204130191 ‘ 


8204090399 Forwards addl info re equipment qu al if i cation, in response to 
NRC 620125 request 

MISENBURS, M R Tennessee Valley Authority 02/04/07 ADENaAM, E 
Licensing Branch 4 2pp 12630 011 24X Flche 50-327,62/04/07, 
0204090399 


— 0204090413 "Radiation Test of ElO Series Differential Pressure 
Transmitter of Std Const Type " 

SEARS, J A , MCCABLAND, K O , RAMSELL, R Foxboro Corp. T2-IQ7S 
73/00/3* 34pp *2630 013 24X Flche 50-327,82/04/07,8204090397. 


— B204090417 "Irradiation of Transmitters per Test Schedule 9,721210,40 
Modified May 1973 " 

e Isomedix, Inc (Subs of Masefield Enterprises, Inc }. 73/04/24 

0pp, 12630 047 24X Fiche 50-327,02/04/07,0204090399 


6504190044 Responds to 020121 ltr re constituent T Kolod concerns over 
rumors of nuclear accident No accidents have occurred at 
plant Malfunction of control rod on 811114 in no way 
jeopardized public safety or health 

DIRCKS, W J Office of the Executive Director for Operations 
82/04/02 DOBCHWITZiR Senate 2pp 12731 291 24X 

Flche 50-326,82/04/03,8204190044 


-B201270397 Requests response to end constituent 1 tr, expressi ng 
concern re rumored problems w/fisslon rods at facilities 
SOSCHWITZtR Senate 92/01/21 NRC - No Detailed Affiliation 

Given Spp 12731 294 24X Fiche 50-326,02/04/02,0204190044 


— 8204090419 "Eitimatlan of Sve Life of EA170-XX302 Limit Switches for 
Class IE Use, Outs id# of Containment Area of Nuclear Power 
Plants. '* 

e Acme-Cleveland Co. 79/11/09 Spp 12630'’035, 24X 

Fiche* 50-327, 02/04/07, 8204090399 


— 8204090423 “Test Plan for Dual 1 f lea t Ion of EAJ70-XX302 Series Limit 
Switches for Us# in Nuclear Power Plants in Compliance 
w/lEEE Bids 323-74)302-72 b 344-75, for Outside of 
Containment Only ■" 

* Acme-Cleveland Co 79/11/02 lOpp 12630’ 030 24X 

Flche 50-327, 02/04/07, 0204090399. 
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— 8S04090426 ''Qiral if ica felon of EAIBO Sorici Limit SuitchfO for Ue* In 
Mucltor Poutr Plant* in Campllanca u/IEEE Stdi 3S3-i?74, 

302-1972 ft 344-1979 " 

» Acnit-CI»v*l«nd Co. BO/OB/28 40pp 12630' 067 24X 

Flcha 30-327. 92/04/07. B204090399 


—0204090430 "Ta«t» of Limit Sulitch 138-90 " 

« Acmi-CIsviland Co TA 36t3-PP RO 80/02/19 46pji 12630.111 
24X Flch* 30-327.82/04/07.9204090399 


— 0204090433 "Saltmlc Qual if Itafelon T«it of Limit Control Bultcfea " 
• Eduard J Ualfear 6 Atioclatai 77/06/30. 19f|) 12630 163 

24 X Flch* 30-327.92/04/07.8204090399. 


— 8204090438 “Tast fUn for Qual i f Icat 1 on of Sarlc* EAIBO 6 £6740 
Sultchis for Utd in Nuclaar Powar Plant* In Compllonca 
01/ IEEE Std* 323-74.382-72 & 344-73, " 

4 Acma-Cl«v«land Co 80/08/29 90pp 12630 182 24X 

Fichf 30-327.82/04/07.8204090399. 


— 8204090442 *'E(felmafelan of Qualified Life of EA740 Sarlt* Nueloar 
Suifech. " 

a Acna-Cl«valand Co 80/02/27 7pp 12630,272 24X 

Flcha 30-327.82/04/07.8204090399 


— 8204090446 "Sslsmlc Qualification Te«t Rapt for IEEE Cla«* IE 
Sal mold Valve V70900-3O1. •• 

* Valcor Englnesrlnfl Corp MR70900-30I - 1 RA 80/11/06 41pp. 

12630' 279. 24X Flcha 30-327. G2/04/07. 820 4090399 


— 8204090449 "Saitmlc Vibration To*t Program Parformad on One Solenoid 
Valve V70900-3ai> Ravi elan O.Barlal 1." 

UIlEMANN.a . aCHAFF.If . BEtfZA.8 P. Oa«feon T Broian. In'S. 

BO/09/20 34pp 12630 320. 24X Flch# 80-327.82/04/07.8204090399. 


— 82040904S3 "Qua 1 1 flcatl on Ta«t Report for V326 Sarla*. IEEE Cta»» 
IE Solanold Valves *' 

a Valcor Enginirring Corp. QR-526 RA 74/02/18 S2pp 
12630.394 24X Flcha 30-327.82/04/07.8204090399. 


"8204090434 "Oanaral Quail flcatl an Tait Procadora for Class IE Nuclaar 
Sve Valves. " 

a Valcor Engtnaaring Corp, 78/10/24 22pp, 13631 043 24X 

Ficlia 50-327.82/04/07.8204090399 


—8204090483 ''Nuclear Qualification Test Rapt on NStV Air Spring 
Actuator for Atuood Korrlll Co. Inc " 

* Amirican Envlr'onmenti Co STR-06037B-1 78/10/23 67pp 

12631 061. 24X Flcha 90-327. 82/04/07. B204090399 


-8204090496 "Qualification of FiraweSl 8R Class IE Electric Cables •• 
« Rock bast PI Co 78/06/07 11pp. 12631 133 24X 

Flch* S'0-327. 82/04/07. 0204090399 


-8204090457 "LOCA-S IPEC " 

» Anacohde Co (aufef of Atlantlc-Rlcbf laid Co ), 791J7 

79/04/30. 4app 12631' 144 24X Flcha; 80-327, 82/04/07. B2040W399. 


■8204090461 "Main Btaam Lin* Break INSLBl Teat on Aged k Irradiated 
Cab 1 a Spec 1 mans " 

« United rachnologlas Corp. PE-53 80/09/07 8pp. 1S632 015. 

a4X Flcha. 80-327. 82/04/07.8204090399 


—0204090468 "Oualif leatlon Test of Aged t< Unagad Under Simulated 
LOCA/ODE by Sequential Espasur* to Radiat Ian. Steam fc 
Chamlcal Sprag Environs " 

e United Tachnologlas Corp 79/06/30 7pp. 12632; 020. 24X 

Flcha, 80-327. 82/04/07. 8204090399. 


— 8204090466 "Oue 1 if Icat 1 on Test ef Thermallg Aged 1. Unagad Electric 
Cables Undar Btmulatad LOCA/OBE bg Baquentlal Eaposur* to 
Environ* of Radiation. Staem k GAemlcal Sprag, " 

e laomadlx. inc, <Bubs. of Masefield Enterprises. Inc ). 79/06/30. 

a7pp. 12632; 027. 24X Flcha 80-327.82/04/07.9204090399. 


— 6204090470 "Qual Iflcatlon Test Rapt an Eian* II Control 1< 
Instrumantatlon Cable Under Simulatad LOCA/OBE bg 
Binultanaous Espoiura to Environi of Btaam Chamlcal Sprag 
k Oamme Radlatidn " 

a Isomadlxi Inc (Subs, of Masaflald Entarprisas. Inc,), 75/03/31, 
21PP. 12632:084. 24X Fich a: 90-327. 82/04/07. 8204090399. 


— 8204090471 ‘'Accident Environ Taft Rapt Class F. “ 

KDRNEH.R 1. Nastlnghousa El a c trie Carp PEN-RLK-S- 26-73. 

73/03 /26. 8pp. 1 2632. 110. 24X FI c h a, 80 -327. 82/04/0 7. 8204 090399. 


— 8204090472 "Qual if icetion of okotel Insulated Hire b Cable for 
Nuclear Plant Sve " 

a Okonite CO K-O-l 79/09/30 tOpp 12632 075 24X 

Fiche 80-327.82/04/07,8204090399 


— 9204090474 "Test Rapt on Incident Testing of Trie* Penetration " 
a Uestinghouse Electric Corp 69/11/14 6pp 12632 112 24X 

Flcha 30-32 7. 82/04/07, 8204090399 


— 8204070479 "Main BteemLlna Break Qualification lost on Okoiel 
Insulation." final rapt 

« Okanita Co 344 ROl Bl/04/16 7pp 12632 089 24X 

Fichi 90-327,82/04/07.8204090399 


— B204090476 "Qualification Tests of Electric Cables Under Simulated 
Steam Line Break (SLB) bg Sequential Environ Esposura to 
Environs of Thermal Aging. Rad latlon. Steam b Chemical Qprag " 

« Approved Engineering Test Laboratories 398-1077 01/04/08 

lapp 12632 092 24X Flcha 90-327,82/04/07,8204090399 


— 8204090477 "Qualification Test of Electric Cables Under Tuo liasn Btesa 
Line Break Simulations bg Sequential Exposure to Environs of 
Thermal Agi eg . Rad iat ion it Steam " 

a Isomedlx, Inc teubs of Masefield Enterprises. Inc ) 80/01/31 

34pp 12632 124 24X Flcha 90-327,82/04/07.8204090399 


0204160198 Generic Ltr S2-0B to all PUR plant licensees 6 applicant* re 
transmittal of iNURE<0~0909 relative to Olnna tube rupture 
If/o and NUREO. List of NRC recipients end 

EISENHUT.D O Division of Licensing, 02/04/13 HAUSPURO, A 
Consol i dated Edison Co of Neu York 7pp 12787 203 24X 

Flcha 50-000,82/04/19.8204160195 


8S04200479 Forwards Frankll'n Research Ctr request for addl Infd re 
generic rovieu of PHR main steam line breaks u/contlnuad 
faidwater addition Response requested uithln 30 days of 
receipt of Itr 

ADENSAM.E 0 Llconslng Branch 4 82/04/19 PARRIS. H 0 Tennesnaa 

Vail eg Author Itg 2pp 12604 170 24X Fiche 50-327.02/04/151. 

82042004 78 


— 8204200477 “PUR Main Steam Line Break u/Contlnued Faeduater Addition." 
raquest far addl info 

VDSOURY.F I HERRICK.R C Franklin Institute/Franklin Research 
Cantar MHC-03-ei-130 82/03/15 HEARN. P NRC - No Detailed 

Afflllatlan Given 4pp 12804 172 24X Fiche 80-327.82/04/15. 

8204200479 


8204270418 Respond* to Generic Ltr 02-09. "Post-TMI Requirement* " New 
integrated schedule on all putstandlng commitments will be 
submitted bg 820618 

MILLS. L K Tennassee Valley Authority 82/04/16 ADENSAM.E 
Licensing Branch 4 3pp 128 3 4 253 24X Fiche 50-327,82/04/1*. 

0204270413. 


8204210299 Generic Ltr 63-09 to all power reactor 1 icansees. app 1 leant* 
for 0L.N95S vendors k reactor vendors re environ 
qualification of taf etg-re I ated' electrical equipment 
NRC position re qualification requirements end 
EIBENHUT.DQ Division of Licensing 62/04/20 HAUSPURO. A 
Coniolldatcil Edison Co of New York ISpp 12862 337 24X 

Fich* 90-000.82/04/20.8204210293 


Q Inspection reports. IE Bulletins k correspondence 


820423033B Forwards 620106 meeting summary re result* of util 
Investigation of recent violation of established control rod 
uithdraual limits Attendance list also end 

O'REILLY. JP Raglan 2. Atlanta, Office of the Director (81/03/011 
02/01/11 PARRIS.HO Tennaasae Valley Authority 3pp 12016:077. 
24X Fiche: 90-327, 82/01/11, 8204230338 


8204230300 Confirm* 820218 telcan r* plans to procead above SOX fowari 
based upon recant site insp verification k corractivo 
actions In connection w/c ontainnent spray r *c Irculation 
valv* iplsalig nmant 

O'REILLV. JP Region 2. Office of Director 82/02/18 PARRIS. HC. 
Tanntisaa Val ley Authority Ip. 12816.190 24X 

Flch* 50-328, 82/02/18.8204230300 


8204010219 Forwards IE In*p Rapt* 30-327/02-01 k 80-328/82-01 on 
820129-27 No noncompl ianca noted 

CANTRELL. F 8 Division of Project k Resident Programs 82/03/08, 
PARR IS. H 0 rennet ta* Valley Authority 2pp 12479:283 34X 

Flch*. 80-327, 82/03/06. 8204010219 
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—0204010824 IE Insp Rspts 50-327/02-01 i 50-328/02-01 on 820125-87 
No none amp 1 lance noted Major areas inspected power ascension 
test proceduresi pouer ascension test witnessing b tour of 
Unit f 

FIEDLERiR L , JAPEi F Division of Engineering b Technical 
Programs 02/02/01 3pp 12479 257 24X Fiehe 50-327.08/03/00, 

0204010219 


8S0401037B Act receipt of 820212 itr Informing NRC of addl steps taken 
to correct violation b emergency preparedness deficiencies 
noted In IE insp Repts 50-327/81-20 b 50-328/81-24 
LEInllS. R C Division of Project b Resident Programs 82/03/25 
PARRIS. H 0 Tennessee Valley Authority Ip 12476 114 24X 

Fichc 50-327.82/03/25.8204010378 


8804140378 Foruards IE Info Notice 02-08. "Check Valve Failures on 
Diesel fienerator Engine Cooling 6y& " No action or response 
reguestsd 

O'REILLY. J P Region 2. Office of Director 02/03/26 VHRIO.R L 
Florida Power b Light Co 4pp 13670 311 24X 

Flehs 50-000, 02/03/26, 0204140372 


6304270S5B Discusses IE insp on 611229 b forwards notice of violation 
b notice of proposed imposition of civil penalty 
DEVOUNOi R C Director's Office, Office of Inspection and 
Enforcement 82/03/29 PARRIS. H 0 Tennessee Valley Authority 
3pp 13872 101 24X Fiche 50-328.02/03/29.8204270558 


— 0204270563 Notice of violation b notice of proposed imposition of civil 
penalty in amount of 550,000 Noncompliance noted control 
rod limitation curve not within limits for 8 5-h during 
811221 startup 

DEYOUNQa R C Director's Office, Office of Inspection and 
EnfOTCemenl 82/03/29 3pp 12872 104 24X 

Fiche 50-320,82/03/29,0204270558 


B204140403 Forwards lE Info Notice 82-10, "Following Up Bymptomatlc 
Repairs to Assure Resolution of Problem " 

O'REILLY, JP Region 2, Office of Director 02/03/31 UHRIO.R t 
Florida Power b Light Co 4pp 12670 005 24X 

Fiche 50-000, 02/O3/3i, 0204140435 


0208040142 IE Info Notice 82-11. "Potential Inaccuracies in Wide Range 
Pressure Instruments Used in Nestlnghouse Designed Plants " 

8vc list end 

JORDANiE L Division of Engineering b Quality Assurance 82/04/09 
63pp 12078 342 24X FJche 50-000,82/04/09.8202040142 


8204140401 Forwards IE Bulletin 02-01. "Alteration of Radiographs of 
Melds in Piping Subassemblies " 

O'REILLY, JP Region 2, Office of Director 82/04/13 UHRIO.R E 
Florida Power b Light Co Spp 12670 350 24X 

Fiche 80-000,02/04/13,8204140401 


6204140448 Foruards IE Info Notice 02-09. "Cracking in Piping of 
Haleup Coolant Lines at BbM Plants." to be reviewed for 
possible applicability 

O'REILLY, JP Region 2, Office of Director 82/04/13 UHRIO.R F 
Florida Power b Light Co 4pp 12666 251 24X 

Fiche 50-000,02/04/13,0204140442 


0202040143 IE Info Notice 02-12, "Surveillance of Hydraulic Snubbers “ 
W/encl SVC list 

JORDAN, E. L Division of Engineering b Ouality Assurance 02/04/21 
64pp 12873 001 24 X Fiche 50-000,02/04/21,0202040143 


R Periodic operating reports b related correspondence 


0204090340 Foruards monthly operating repts for Aug 1901 

SALLEMTJNE.J M Tennessee Valley Authority 81/09/11 Office of 
Management and Program Analysis Ip 12627 101 24X 

Fiehe 50-327,81/09/11,0204090340 


— 8204O90341 Monthly operating repts for Aug 1981 

EDDINOB. M Tennessee Valley Authority 01/09/03, 16pp 
18627 102 24X Fiche 50-327,81/09/11,8204090340 


8204090343 Forwards monthly operating repts for Sept 1981 

MASONrC.C Tennessee Valley Authority 81/10/15 Office of 
Menagenent and Program Analysis Ip 12627 186 24X 

Fiehe 50-327,81/10/15,0204090343 


—0204090343 Monthly Operating repts for Sept 1981. 

EDDlNOSiM. Tennessee Valley Authority 81/10/01 17pp 
IS627 187 24X Fiche. 50-327, 01/10/13,0204090343 


8204090333 Forwards monthly operating repts for Oct 1981 

MASON, C C. Tennessee Valley Authority 81/11/16 Office of 
Management and Program Analysis. Ip 12627’ 305 24X 

Fiehe 50-327,81/11/16,8204090333 


"8204090335 Monthly operating repts for Oct 1901 

EDDINOB.M Tennessee Valley Authority 81/11/05 13pp 

12627 306 24X Fiche 50-327,01/11/16.8204090333 


6204150507 Forwards monthly operating repts for Feb 19B2 

MASON. C C Tennessee Valley Authority 02/03/0? Office of 
Management end Program Analysis Ip 12670 174 24X 

Fiehe 50-327,03/03/09.8204150507 


—0204150511 Monthly operating ropis for Feb 19B2 

EODINOS. M , DUPREE, 0 Tetineasee Valley Authority 02/03/01 
IBpp 12678 175 24X Fiche 50-327,82/03/09,8204130307 


9 Reportable occurrences. LERs b related eorre spondance 


6304020318 Forwards LER 02-O22/O3L-O 

CREEN. H J Tehnassae Valloy Authority 82/03/12 □'REILLY, JP 
Raglon 2, Office of Director Ip 12496 239 24X 

Fiche 50-328,62/03/1218204020310 


—8204020322 LER a2-022/03L-O- on 820213 , d urln g surveillance testing, 
lower containment airlock Inner door was declared 
inoperable Caused by braces being teriiued too tight Seals 
reset b surveillance procedure revised 

CARVER. A M . HARDINO.M fl Tennessee Valley Authority 62/03/12 
Region 2, Office of Dlraetor 2pp 12496 260 24X 

Fiche SO-328, 02/03/ 12, 8204020318. 


8204020376 Foruards LER 62-019/03L~0 

GREEN, H J Tennessee Valley Authority 82/03/12 O'REILLV, JP 
Region 2. Office of Director Ip 12494 279. 24X 

Fiche 50-328.82/03/12,8204020376 


--62040203S2 LER 82— 019/03L-0 on 820211 during startup, turb ine— driven 
auslliary feedwater pump declared inoperable when outboard 
seal packing bleu out Caused by normal deterioration of 
packing b uear of shaft sleeve Packing replaced 

CARVER. A M , HARDINO.M R Tennessee Valley Authority 02/03/12 
Region 2. Office of Director Ip 12494 200 24X 

Fiche 50-320,02/03/12.0204020376 


8204000480 Foruards LER 02-O26/O3L-O 

GREEN. H J Tennessee Valley Authority 02/03/23 Q'RElLLViJ. F 
Region S, Office of Director Ip I2S99 192 24X 

Fiehe 50-328,82/03/23,0204080480 


--8204080490 LER 02-O36/O3L-O on 820221 , c onta Inment sump level 
transmitter 2-LT-6S-176 inoperable due to high readings 
Caused by leaking sensor bellows Sensor bellows replaced 
b transmitter recallbr 

ROGERS, H R . HARDINO.M R Tennessee Valley Authority. S2/03/33 
Region 2, Office of Director Ip 12599 193 24X 

Fiche 50-328,08/03/83,8204080400 


8204160196 Forwards LER 02-O3O/O3L-O 

GREEN, H J Tennessee Valley Authority 02/03/31 O'REILLY, JP 
Region 2, Office of Director Ip 12699’ 259 24X 

Fiche 50-338,02/03/31,0204160196 


--6204160802 LER 03— 030-03L-0 on 620303, during Mode 3 operation, one 
auslliary feedwater automatic control valve controller 
2-LIC-3-173 Inoperable Caused by open loop due to taose 
connection at control ler Conn action tight sned 

ROGERS, H R , HARDINO.M R Tennessee Valley Authority 82/03/31 
Region 2, Office of Director, Ip 12699; 860 24X 

Fiehe 50-320,02/03/31,8204160196 


8204070426 NPOES noncompUanc e notification on 620304 sve bldg sump 
samples contained concentration of oil b grease in excess 
of Tech Specs limit Caused by sump not being cleaned daily 
to remove normal buildup of oil Bump will be cleaned dally 
EL-ASHRY, M T Tennessee Valley Authority 68/04/01 2pp 
18S60'23I 24X Fiehe 50-327,02/04/01,0204070420 


8204160176 Forwards LER e2-031/03L-0 

GREEN, H J Tennessee Valley Authority 02/04/02 O'REILLY, JP 
Ragion a, Office of Director Ip. i269B’200. 24X 

Fiehe- SO-32B, 62/04/02, 0204160178 


0204160 1 86 LER 62— O31/03L— 0, on B20304, d ur Ing Mode 1 operation, refueling 
water storage tank level transmitter 2-LT-63-50 deelered 
inoperable Caused by dust accumulation in potentloms tar 
Potentiometer cleaned b transmitter returned to sve, 

ROOERe, H R Tennessee Valley Authority 02/04/08 Region S, 
Office of Director. Ip. 12698:201. 24X Fiehe! 50-380,88/04/02, 

6204160178 
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BSD416027© Sistfi Interim deficiency rep t re revised drauinss o* OA 
valvBSj initial Jy reported a01212 Desian Change requested to 
revise TVA draulng series to cross ref <nanu#flCtoror 

numbers Nest rept by B21039 

lilLLB>L M Tennessee V/aHey Authority 62/04/07 0'fiEH.UYi J P 
Region S> Office of Director Ip 12695 038 24X 

Flehe 30-323. 32/04/07, 8204 160273 


02O416O39B Supp 1 to 610130 revised final deficiency rept re main 
control room habi tab 1 lity , Initial ty reported B00305 Mod to 
replace ducti ulll be handled as maint item on ■as-'needed 
basis instead af conmltment 

HILLS,!- M Tennessee Valley Authority B2/04/OB O'REILLY, J.P 
Region 2. Office of Blreetor 2pp 12707' 223 24X 

Flehe 30-32B, 62/04/08,0204160398 


0204280450 Revised final deficiency rept U first supplemental rept re 
Ineensistent establishment qf imp program, initially 
reported 610324 Const requirements sufficient for Sequoyah 
Nuclear Plant. Natts Bar const manual under revleu 
KILLS, L M Tennessee Valley Authority. 82/04/12 O'RErLLY. J P 
Region 2. Office of Director 4pp 12067 332 24X 

Flehe’ 30-000, 62/04/12. 3204280430 


3204260218 PNO-n-82-039 on B204I3. inadvertent actuation of sirens 
occurred during monthly growl tost being conducted by State 
of TN Caused by malfunction of telephone lines which carry 
actuation signal 

JENKINS. 0 R < QUICK, 0 R Region 2. Office Of Director 32/04/19 
Ip 12870 301 24X Flehe: 50-327, 82/04 /IS, 6204280218 


>4260353 Submits NPDE8 noncompl lance no t If 1 ca t ion. On 820217 , samplos 
jf concrete batch plant settling pond effluent exceeded 
lally max permit limitation Caused by excessive rainfall 
runoff Runoff will be rerouted away from settling pond 
EL-AaUftYiM T Tennessee Valley Authority 82/04/23 PATRICK. JR 
Environmental Protection Agency Ip 12863 228 24X^ 

FI Che. 30-327. 82/04/23, 82042B0D33 


DOCKET 30-329 MIDLAND PLANT, UNIT I 


A Applicatlon/constructlan stage documents l< correspondence 


6202080302 Forwards "Evaluation of Auxiliary Bldg Control Tower b 
Electrical Penetration Areas at Midland Plant" to fulfill 
120111 conunitment Rept supports util conclusions re plant 
tructural integrity. 

OOK, J W Consumers Power Co 82/01/29 BENTON, M B. Office of 
fuclear Reactor Regulation, Director, 2pp. 11840 030 24X 

iche 30-329,62/01/29,8202030362 


202060366 "Evaluation of Auxiliary Dldg Control Tower li Electrical 
Penetration Areas at Midland Plant " 

CORLEV.W 9 > FiaRATa,A E. Construction Tachnology Laboratories 
62/01/31 50pp 11640 092 24X Fiche 30-32?. 62/01/29, 8202080382 


010237 Foruiardt questions for BLU owners response re review of 

W abnormal transient operating guidelines program 

6ENHVT, D 9 Division of Licensing. 62/03/03 HALL, W Babcocl A 

Icox Operating Plants Owners Sreup, 24pp 12489 300 24X 

Che 30-000,82/03/03,8204010237 


1080590 Notification of 820310 meeting w/util In Bethasda.HD t« 
lecuss QA aspects of underpinning const of auxiliary bldg 
SVC water pump structure 

iOODrO. 8. Licensing Branch 4. 62/03/08 ADEN S AM. E. 9 Licensing 
Iranch 4 4pp JS61B 238 24 X Flehe 30-329.62/03/08,8204080390. 


J04220173 Summary ef 820111 meeting u/utll A Bechtel in Bethesda, MO re 
concrete cracks In auxiliary bldg ivc water pump structure, 
feeifwater Isolation valve pits A diesel generator bldg, 

HOOD. D 8 Licensing Branch 4 82/03/16 Licensing Branch 4. 

9pp 12621 179 24X Fiche> 30-329, 82/03/16, 8204220173. 


— 8204220163 Draft ''Effect of Existing Cracks on Strength of Reinforced 
Concrete Members ” 

80ZEN.H A Bechtel Corp. 81/12/83. 21pp 18821:164 24X 

Fiche. 30-329. 82/03/16, 8204220173 


J20428O52O Supplemental summary of 620116-20 meeting A audit u/ubll A 
Bechtel In Ann Arbor.lll re plan* A preparations on Phase II 
const for underpinning of auxiliary bldg 

HOOD, D 6 Licensing Branch 4. 62/03/16 Licensing Branch 4 

lapp 12630,329 S4X Fiche: 30-329, 02/03/16.6204220920. 


8204270489 Summary of 620303 meeting w/uttl In Bt this da, HD re site 
dewatering cr Iter la. Deuaterlng sys not designed to seismic 
Category 1 rt qulr snants. 

HOOD, D 6 Licensing Branch 4. 82/03/16 Licensing Branch 4 

32pp. 12876:074. 24X FI che. 30-389. 62/03/16. 6204270489 


0204290100 Summary of aillo3-0S meeting* u/ul 1 1 In Jacksori.MI re FbAR 
Chapter 13 

HOOD, D S Licensing Branch 4 62/03/16 Licensing Branch 4 Ip 

18900 114 24X Fiche 50-329,83/03/16.6204890100 


— 8204290107 Bummary of 820310 meeting w/utll In Bethesda.MD ro QA to be 
applied to remedial foundation wurk 

HOOD, D S Licensing Branch 4 02/03/12 Licensing Branch 4 

0pp 12900 115 24X Fiche 50-329.62/03/16,0204290100 


— 8204290117 "Quality Plan for Underpinning Activities," Revision 0 

BUD, W R , MOONEY Consumers Power Co 82/03/02 18pp 12VOO 123 
24X Fiche 90-389.02/03/16,6204290100 


— 6204890124 "QA Program Policy-List of Definitions," Revision It 
e Consumers Power Co 61/11/16 23pp 12900 142 24X 

Flch* 50-329.82/03/16,6204890100 


B2040901 ! S Forwards list qf Info needed to complete NRC review of 
Phase 8 of const activities for underpinning auxiliary 
bldg 

TEDESCDiR.L Assistant Director for Licensing 82/03/22 COOK. J |f 
Consumers Power Co 6pp 12633216 24X Fiche 90-329,62/03/22. 

6204090119 


6204000060 Forwards draft rept containing results of review of facility 
control room design program plan submitted by util on 
020113 

TEDE8C8,R L Assistant Director for Licensing 02/03/26 COOK, JW 
Consumers Power Co 7pp 126 IS 243 24X Fiche 50-329,62/03/26, 

6204060060 


8S040B006B Advises of plans for remedial measures re cracking of 
concrete foundatiuns for boratsd water storage tanks 
TEDEBCO.R L Assistant Director for Licensing 82/03/26 COOK, J U 
Coneumers Power Co 3pp 66164 056 24X Fiche 30-329, 62/03/26, 

8204060068 


6204020394 Forwards Dames A Moore rept, "Boll Dynamic, Modulus Study," 
in response to request to confirm recommended valve use In 
seismic analysis of all major Category 1 structures found 
on g lac ial tin 

COOK, J W Consumers Power Co 82/03/29 DENTON,)! R Office of 
Nuclear Reactor Reguletlen, Director 2pp 12303 292 24X 

Fiche 30-329.62/03/29,8204020394 


— 8204020395 "Soil Dynamic Modulus 8tudy “ 

« Dames A Moore 62/03/05 27pp 12503 294 24X 

Fiche 50-329,88/03/29,8204020394 


0204130326 Forwards response to NRC 020322 request for addl Info to 
complete review of Phases 2 A 3 of underpinning of auxiliary 
bldg A feedwater isolation valve pits Three overslie 
drawings enc 1 Aperture cards are available in FDR 
COOK. J U Consumers Power Co 02/03/31 DENTON, H R Office pf 
Nuclear Reactor Regulation. Director 19pp 12696 161 24X 

Fiche 30-389,02/03/31,8204130326 


0204090260 Forwards "Bounding Analysis Impact Btudy of NUR 26-0630. " 

In response to open item re NLIREO-O630i cladding swelling A 
rupture models for LQCA analysis 

COOK, J U Consumers power Co 62/04/02 DENTON. H R Division of 
Licensing 3pp 12624 039 24X Fiche 50-329.62/04/02.6204090280 


— 82040902B1 "Bound ing Analysis Impact Btudy of NUREO-0630 '' 

« Babcock A Hi Icox Co 62/04/02. 20pp 12624 043 24X 

Fiche: 90-329, 82/04/02.6804070260 


8204160025 Bummary of 820316 meeting w/utll re review A hearing 
schedules for soils remedial work at facility 

ADENSAM.E 0 Licensing Branch 4 82/04/02 Licensing Branch 4 

Spp. 12719 331 24X Fiche 30-329,82/04/08.0204160025 


6204210024 Confirms 820326 verbal concurrence w/plan to procaed 
w/lnsbal lation A operation of const dewatering A observation 
wells for SVC water pump structure based on review of 
preliminary procedures A 620326 recommendations 

TEOEBCO.R L. Assistant Director for Licensing 62/04/02 COOK. J U 
Consumers Power Co IBpp 12812 092 24X Fiche 90-329,62/04/02, 

6204210024. 


8204090393 Forwards revised response to N(JRE0-0737 Item II D 1 re 
relief valve testing requlremen ts. Response will be included 
In next F6AB revision 

CODK.J. W Consumers Power Co. 62/04/06. DENTON.H. R. Office of 
Nuclear Reactor Regulation, Director 4pp 12627 066 , 24X 

Fiche 90-329, 62/04/08, 6204090353 


DOCKETED ITEMS 


221 


GS04I£0584> Foruards adiil info re independent piping analysisi 
iupplenentlng 020304 fiovlelon 7 eaneerning drauings for 
enuPbers to be Installed at Node Point IBS & data for 
postulated LOCA 

COOK.J W Consumers Power Co 08/04/12 DENTON. H R Office of 
Nuclear Reactor Regulation. Director lS6pp i2&91i 313 34X 

Flcha 50-329,02/04/12.0204160286 


8204190274 Notification of S20415 meeting u/util in Oetbesda.KD to 
appeal two staff positions & discuss two TM I action plan 
items 

KERNAN^R U Licensing Branch 4 82/04/13 A DENS AH. E 0 Licensing 

Branch 4 4pp 12731 242 24X Flcho 50-329102/04/13,8204190274 


8204160155 Generic Ltr 03-08 to all PUR plant licensees S, applicants re 
transmittal of NUnEO-0909 relative to Olnna tube rupture 
U/o end NUREO List of NRC recipients end 

EJSENHUT, D Q Division of Licensing 02/04/15 HAUSPURO. A 
Consolidated Edison Co of New Vork 7pp 12787 203 24X 

Fiche 50-000.02/04/13.8204160155 


0304200387 Forwards requested addl info re FSAR Sections 7 & 0 
concerning NRC Question 031 54 < IE Bulletin 79-31) tt load 
sequences 

HELLS. R A Consumers Power Co 02/04/15 DENTON. H R Division of 
Licensing 4pp 12737 109 34X riche 50-329,82/04/15,0204200307 


B304S&03I5 Forwards Board Notification 02-39 re problems In 
implementation of applicant QA program during underpinning 
work 

TEDCSCO, R L Assistant Director for Licensing 82/04/15 
EtEENHUr, D 0 Division of Licensing 2pp 12061 333 24X 

Ftche 30-329,02/04/15,0204260315 


--B204860319 Board Notification 82-39 discusses problems in 

implementation of applicant QA program during underpinning 
uort Enel memo describes two issues being pursued by Region 
3 

TEDESCO, R L Assistant Director for Licensing 02/04/15 
Atomic Safety and Licensing Board Panel 3pp 12061 334 24X 

Fiche 50-339,02/04/15,0204260315 


—8204260326 Requests ASLB be informed of two listed issues being 
pursued by Region 3 re remedial soils work 

SPESSAROaR L Division of Project i Resident Programs 02/04/09. 

EISENKUTiD 0 Division of Licensing 2p p 12861 337 24X 

Flcho 30-329.02/04/15,0204260315 


0204200324 Forwards affidavit of sve for Amend 104 to OL applications 
consisting of Revision 43 to FSAR 

SULLIVAN, T J Consumers Power Co 82/04/16 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 12743 254 24X 

Flehe 50-329,02/04/16,0204200324 


8204230210 Forwards comparison of blockwall criteria revised response 
to NRC 800421 request for info re design of category 1 
masonry ualls tt p ip Ing/equlpmont supports to complete NRC 
eafatyi evaluation review 

COOK. JH Censumors Power Co 82/04/19 DENTON, H R Office of 
Nuclear Reactor Regulation. Director llpp 12810 057 24X 

Fiche 50-329.82/04/19,8204230210 


6204260172 Forwards "Summary of 8oi Is-Related Issues at Midland 
Koclear Plant " 

CDOK.J M Consumers Power Co 02/04/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 12035 009 24X 

Fiche 50-329,82/04/19,8204260172 


"0204260176 "Bummary of Soi 1 s-Re lated Issues at Midland Nuclear Plant 
* Consumers Power Co 82/04/19 lOOpp 12835! 01 1 24X 

Fiche 50-329,82/04/19,0204260172 


0 NRC Oraft/Pinal Environmental Statements, suppls & correspondence 


8204060026 Comments on D£8 Opposes plant const 

HEBERT, 0 Affiliation Unknown 82/03/24 HERMAN, R W Division of 
Licensing, 4pp 12354 265 24X Flcho 80-329,83/03/24.0204060026 


8204010469 Forwards comments re critical areas of DES Requests bearings 
on DES Immediately 

CASTEULANOa, V Midland County, MI 02/03/26 HERNAN.R H Office 
of Nuclear Reactor Regulation, Director Spp 12405 232 24X 

Fiche 50-329,82/03/26,8204010469 


8204060021 Comments on DES NRC should recognlle cooling pond fogging 
as adverse condition 

HALLBBRO.LM Aff i 1 iat Ion Unknown 02/03/29 HERNAN.R Dlvisien 
of Licensing 3pp 12549 198 24X Fiche SO-329. 82/03/29, 

8204060021 


8204060092 Requests that NRC reconsider methodology utlllied in DES 
HEARRONiT A ff II la 1 1 on Unknown 02/03/31 HERNAN, R H Division of 
Licensing tp 12549 323 a4X Fiche 50-329,82/03/31,8204060092 


8204070338 Comments on DES for facilities Issue of nuclear waste 
dleposal not sufficiently add rested In light of 
radiological research indicating errors in HiroBhlma 
bomb stud tee 

MILSQN, J F Affiliation Unknown 82/04/01 NRC - No Detailed 

Affiliation Given Ip 12575 166 24X Fiche SO-329, 02/04/01, 

8204070338 


8204120137 Comments on DES re operation of fa e i 1 Ity, NURE0-0S37 Rodwastv 
eys & plant emergency response plan will be addressed in GER 
scheduled for completion in May 1982 Soil stability 
should be addressed in FES 

WALKER, D Michigan, State of 82/04/01 Division of Liconsing 

Spp 12638 146 24X Fiche 50-329,02/04/01,8204120137 


0204120466 Extends comment date for DES to 820420, per 820317 request 
All comments received by 820420 will appear tt be anewerad 
in FES scheduled for issuance in vTul 1982 
ADENSAM, E O Licensing Branch 4 02/04/01. SINCLAIR, M 

Affiliation Unknown Ip 12653.352 24X Fiche 50-329, 82/04/01, 

8204)20466 


8204120467 Extends camment date for DES to 820420 per 830309 request 
All comments received by 820420 will appear S< be aniuered iti 
FES scheduled for Issuance in Jul 1982. 

ADENSAM, E 0 Licensing Branch 4 82/04/01 STAHIRla,0 

Affiliation Unknown ip l26S3t331 24X Flehe. 50-329, 02/04/01, 

0204120467 


0204070344 Comments on DES Water resburee Impact inadequate In 
meeting 1969 NEPA requirements 

WASHINGTON, J L Michigan United Conservation Clubs 02/04/08 
HERNAN.R U Division of Licensing Spp, 1SS6B 202. 24X 

Fiche 50-329,82/04/02,0204070344 


8204000292 Comments on DE0i NUREO— 0537. Opposes use of govt funds to 
prepars DEB 

SAVAGE, A 0 Affiliation Unknown 82/04/04 HERNAN.R M Office Of 
Nuclear Reactor Regulation, Director 3pp 12603.255 24X 

Fiche' 50-329, 82/04/04, 0204080292, 


8204000299 Submits concerns re embrittlement k suscaptlhlllty of copper 
welds to neutron bombardment damage, per DEB review Temp 
drop as result of ECCS could cause rupture of reactor 
containment vessel releasing radioactive contents 

WARREN, 8 K Affiliation Unknown 82/04/04 HENNAN, R M Division 
of Licensing Spp 12611 185 24X Fiche 50-329.02/04/04, 

8204080299. 


82042I029S Generic Ltr 82-09 to all power reactor 1 icensees, app I icants 
for 0L> NSSS vendors & reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qualification requirements end 
EiSENHUr. 0 0 Division of Licensing 02/04/20, HAUSPUfiO.A 
Consolidated Edison Co of New York DOLAN,U Indiana 6 Michigan 
electric Co ISpp 12862 337 24X Fiche 50-000,82/04/20, 

8204210295 


C Utility Environmental Report <ER>, amends t< correspondence 


8204090244 Forwards comments on DES, NUnEO-0537. 

LOCHSTET, W A. Penney Ivani* State Univ 82/04/04 Division of 
Licensing 7pp 12629 197 24X Fiche, 50-329, 02/04/04. 8204090244 


0204090157 Forwards comments re facility DES. Addl Info should be 
provided re withdrawal of Intake water from Tittabawaise 
River ti plant decommissioning. 

BACKLEY. H T Environmental Protection Agency 82/04/05 
ADENSAM, E, Q Licensing Branch 4 3pp. 12628:157 24X 

Flehe, 50-329, 82/04/05,8204090157 


8204200030 Advises that "Uaterbird Use of Midland Plant Cooling Pond ti 
Oow Chemical Co Tertiary Treatment Pond," 1979 t, 1900 annual 
repts k Ml NPDE8 permit application transmitted to ANL for 
environ rept review 

UELL6, R A Consumers Power Co 82/04/15 DENTON, H R Office of 

Nuclear Reactor Regulation, Director Ip 12742 305, 24X 

Fiche 80-329,02/04/15,8204200038 


0204160628 Comments on NUHEO-0537, DEB for facilities Problems of 
monitoring radiohalogens in presence of radionoble gasss 
should be addressed 


VILLFORTH, J. C 
Division of Lie 
8204160628 


Food St Drug Administration 82/04/12 HEHNAM, H, W 
ensing 2pp 12700.089 24X Flthe 50-329,82/04/12, 
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6204160416 Conment'l on draft EI6 Addl data chould t* presented re 
Impacti of plant discharges 

SLANCHAROi B Interior, Dept of 62/04/13 ADENSAH, E 0 Licensing 
Branch 4 Spp 12700 009 24X Piche 90-329,62/04/13,6304160616. 


9204220416 Comisents art MUREO-0937, DES for facilities DES developed on 
erroneous assumptions & deliberate esclutlon ef significant 
cdttsiAealth effects (> environ considerations 
SINCLAIR, M Affiliation Unlrnowii 82/04/17 Division of 
Licensing I4pp 12806 230 24X Pich# 90-329,82/04/17, BS04330416 


9304290466 Foruard i list of cofoments received to date re DES for 
facilities Response bv 820910 requested 

AOEhlSAH, £ <9 Licensing Qranch 4 83/04/22 CaOK, 0 N Consumers 

Pouer Co 3pp 12899 082 24X Plche 90-329,82/04/32,9204290466. 


8204290072 Comaients on DES DE9 is attempt to justifg need for & 
acceptabilitg of nuclear plant by denying existence of 
significant safety concerns Deficiencies uill reduce 
capability to operate at intended capacity 6 safety 
STAMIRIS, a Affiliation l/ntnoun 82/04/29 NERNAN.R Office of 
Nuclear Reactor Regulation, Director Qpp 12693 266 24X 

F1 C he 90-329, 62/04/28, 8204 290072 


8204230264 Forwards info requested to facilitate review of FSAR 
<u/TfSpect to generating SER Info includes steam generator 
Inventory for safety analyses h fuel in DNB for partial 
pump locked rotor analysis 

COOK, J U Consomert Power Co 88/04/14 DENTON, H R Off its o# 
Nuclear Reactor Regulation, Director 9pp I30t7 324 24X 

Fiche 50-329, 03/04/14,8204230204 


92-04230339 Forwards Info requested in 820412 telcon w/NRC in FSAB 
review for SER preparation Info resolved open Issue 9 from 
util 820406 computer list Info will be included in FSAR 
Revision 44 

COOK,J W Consumers Power Co 82/04/14 DENTON, H R Office of 
Nuclear Reactor Reguletion, Director 4pp 12817 109 24X 

Flche 50-329, 82/04/14,8804230388 


8204200494 Forwards compilation of soil-related info to support safely 
evaluations re soil issues per 8ER Info sources include 
meeting summaries, technical audits Si hearing testimony 
transcripts 

caOK.J H Conaumers Power Co 82/04/15 DENTON, H R office of 
Nuclear Reactor Regulation, Director 37pp 12743 051 24X 

Fiche 50-329,82/04/19,8204200484 


£ NRC Safety Evaluation Report (SEA), suppts & correspondence 


8204150273 Notification of canceled 620324 meeting u/util 8, Bechtel 
In Bethesda,N0 to discuss SCR open items re fire protection 
sys 

HERNAN, R M Licensing Branch 4 82/03/24 A DENS AH, E S Licensing 

Branch 4 3pp 12687 334 24 X Fiche 50-329. 82/03/24, 8204190273 


8204010159 Forwards addl info re fSAR Sections 4 4, 6 i.7, B, 9. 9 i< 13 for 
SER reviews, Jn response to KRC request Items addressed 
include loose part monitoring sy s, dis o-dium phosphate fc 
time delay generator breater closing 

COOK, J U Consumers Power Co 82/03/26 DENTON, H R Office of 
Nuclear fleactoT Regulation, Director 19pp 12479 312 24X 

Fiche 90-329,82/03/26,8204010199 


0204270894 Provides Info per R Ooniales request in generating SER 
Info should close concerns re effects of probable mat flood 
on cooling pond dikes h elevations of etterior entrances 
to SVC water pump S, diesel generator structures 

COOK, J. M Consumers Power Co 82/04/21 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 9pp 12853 129 24X 

Fiche 50-329. 92/04/21,8204270254 


9204270296 Forwards response to request for addl info re 
included in operational QA program per SER Response to 
Question 260 1 of OA program will be incorporated into 
COOK, J H Consumers Power Co 02/04/21 DENTON, H R 
Nuclear Reactor Regulation, Director 9pp 12892 217 
Flcha 90-329,02/04/21,0204270298 


items to be 

draft 

FSAR 

Office of 

24 X 


F Security, medical, emergency N fire protection plans 


6204150196 Informs that Section 10 4 9 of SER not acceptable 
alternative to third automatically actuated pump Original 
position should remain unchanged Third pump required to 
bring sys into acceptable range 

TEOESCO, R L Assistant Director for Licensing 92/03/26 COOK, J H 
Consumers Power Co 3pp 12687 290 a4X Fiche 30-329,82/03/26, 
6204150196 


9204010305 Requests delay in implementation of Q3A approved eecurity 
storage containers Status of implementation program withheld 
Cref lOCFR7a 211 

DEWITT, R fl Coneumere Pnwer Co 82/03/23 DENTON, H R Office of 
Nuclear Reactgr Regulation, Director 2pp 12477 097 24X 

Fiche 90-000, 82/03/23.0204010303 


0204060044 Poruiiards info requested by NRC to facilitate FSAR review 
In generating 5ER Info will be contained in Amend 44 to 
FSAR expected to be issued by 620601 

COOK, J M Consumers Power Co 82/03/30 DENTON.H R Office of 
Nuclear Reactor Regulation, Director 29pp 12935 299 24X 

Fiche 90-329, 82/03/30, 8204060044 


6204120172 Forwards SEft Info re matl properties t ambient temps within 
facility, per containment component fracture toughness 
review 

COOK, «) W Consumers Power Co 62/03/30 OENTON, H R Office of 
Nuclear Reactor Regulation, Director. 37pp 12636 044 84X 

Fiche 50-329,62/03/30,8204120172 


8204190273 Notification of canceled 820324 meeting w/uttl 6 Dechtel 
in Bcthtsda.HD to discuss 0ER open items re fire protection 
sys 

HERNAN, R M Licensing Branch 4 82/03/24 ADEN9AH, E 8 Licensing 

Branch 4 3p p 12607 354 24X Fiche 50-329,82/03/24,8804190273 


9204160304 Forwards info resolving NRC concerns expressed at 011007 
meeting re facility fire protection program Twenty-one 
oversiie drawings end Aperture cards are available in FDR 
MOONEY, J A Consumers Power Co 82/04/09 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 37pp 12706 226 24X 

Fiche 90-329,02/04/05,8204160304 


0 Adjudicatory correspondsnce 


9204070007 Forwards list of current open issues in SER Chapter 12 
(radiation protection) 1, proposed resolution 

COOK, J M Consumers Power Co 82/04/05 DENTON, N R Office of 
Nuclear Reactor Regulation, Director 3pp 12588 297 24X 

Flehe 30-029,82/04/09,6204070087 


8204140140 Forwards SER addl Inf o, documentl ng Info provldsd in 820331 
meeting to resolve issues re F8AR Sections 3 2 1,3 2 2, 

3 6 2,3 7 3 !i 3 9 Response applicable to F8AR Subsection 
3 7 3 1) will be incorporated in FSAR Revislan 43 

COOK, J N Consumers Power Co 82/04/09 DENTON.H R. Office of 
Nuclear Reactor Regulation, Director 29pp 12666 093 24X 

Fiche, SO-329, 62/04/09,8204140140 


S204C90274 Forwards response to SER Revision 9 1 4. 3 10, analysis of 
cask drop re Open Item 1, light loads Response will be 
Included in F9AB revision, 

COOKfJ W Censumeri Power Co, 82/04/08 DENTON, H B Division of 
Licensing 4pp. 12627 343 24X Fl c),b-SD-329. 02/04/09. 8204090274 


8204070978 Notion to strike Dow Chemical Co 820322 brief Dow attack ol 
ASLB findings improper since Saginaw Nuclear Study Oroup 
accepted findings 6 Dow filed no exceptions Proof of sve 
end 

CHERRY, M.M Intervsnors Othsr Than Dow CHERRY, M M Cherry, M 
H. /Cherry, Flynn «< Kanter 82/03/30 Atomic Safety and Licensing 
Appeal Panel Spp 12976 266, 24X Fiche 50-329,02/03/30, 

8204070570 


0204090193 Forwards addl questions from Mapleton Interveners re healt) 
ti safety Implications 

MARSHALL, W a Mapleton Interveners 82/04/01 HERNAN, R M Offie-i 
of Nuclear Reactor Ragulatlon, Pireeter 9pp 12628 148 24K 

Fiche 90-329,82/04/01,8204090193 


8204000149 Order canceling 820427-30 evidentiary hearings fc 820420 
eonferanc* of counsel . 

BECHHOEFER.C Atonic Safety and Licensing Board Panel 82/04/03 
2pp 12604 321. 24X Fiche- 50-329, 82/04/02, 8204080149 


6204160429 Forwards 8AR Change Notices 3194 6 3195 per SER re Open Item 
MSB-BjReg Quids I 21 li FBAA Chapter 14 test abstracts. In 
raiponee to NRC requests Info will hi included in FSAR 
revision expected to be issued approx 820419. 

REYNOLDB, v) H. Consumers Power Co. 92/04/08 DENTON.H R. Office of 
Nuclsar Reactor Begutation, Oirsetor 133pp 13709-256 24X 

Flfht* 90-329, 82/04/06, 8204160429. 


8204000002 Motion for Issve to file brief amicus curiae out of time 
Brief would deal w/whether ASLB 811222 decision set forth 
appropriate etdi re preparation of testimony fc conduct of 
eevneel. Cert 1 f icate of 8vc end, 

COWAN, B. Z Atonic Industrial Forum 82/04/09 Atomic Safety am 
Licensing Appeal Panel 6pp 12606 108 24X Flehe 90-329,62/04/0! 

0204080002. 
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65-04080221 Brl«f apposing Sag inau Vallag Nuclaar Studg Group 
ficaptlon to ASLB no sanction d at irmi nation ra util 
Intarvenor falltd to prasarva appsllata rights Notlcts of 
appearanca & uithdraual b Certlflcata of Svc and 

CHARNOFF, O Coniumars Pouer Co CHARNOFF, 0 9hau, Pittman. Potts b 
Troubridgo 82/04/05 Atomic Bafetg and Llcanslng Appaal Panal 
e7pp 126)3 298 24X Flehe 90-329.82/04/05.8204060221 


8204090139 Advlsas that quostlons in 820223,0303,09.10.11 b 19 Itrs 
uill be ansuerad In NRC 8ER to be Issued In Hag, 1962 
ELUHE.H B Antitrust Division 82/04/08 MARSHALL, M H Mapleton 
Intorvanors 3pp 12626 099 24X Flehe 90-329,82/04/08,8204090139 


8204130106 Order granting Laugars Commi ttaa Steering Group of AIF 
motion to file amicus curiae brief Brief bg B20426 ASLAB 
Intends to review entire ASLB decision sue sponte so that 
amicus brief will not expand matters subj to review 
SHOEMAKER, C 0 Atomic Safetg and Licensing Appeal Penal B2/04/0B 
4pp 12699 271 24X Flehe 90-329,82/04/08,5204130106 


3204140400 Forwards motion for extension of time to respond to util 
brief opposing Intervsnor exceptions 

POTTER. W C Fischer, Frank I in, Ford. Simon b Hogg POTTER, H C Dow 

Chemical Co B2/O4/0B KOrt., C N Atomic Safetg and Licensing 
Appaal Panel Ip 12670 140 24X Flehe 90-329,02/04/08,8204140400 


--B204140403 Motion for extension of time to respond to util 820409 
brief opposing intarvenor exceptions Certificate of Svc 
enc 1 

POTTER, H C Dow Chemical Co POTTER, HC Fischer, Frank 11 n. Ford, 
Simon b Mogg 82/04/09 Atomic 8afatg and Licensing Appeal 
Panel 4pp 12670 141 24X Flehe 90-329,82/04/06,8204140400 


S204I40434 Answer opposing Saginaw Valleg Nuclear Studg Group 620330 
notl-en to Strike Dow Chemical Co 820322 brief Dow entitled 
to take exceptions to ASLB findings once decision appealed 
Intarvenor waived right to appeal Certificate of Bve end 
BAVSER, D B Consumers Power Co BALfSER, 0 B Shaw, Pittman, Potts b 
Trowbridge 02/04/09 Atomic Safetg and Licensing Appeal Panel 
Spp 12671 034 24X Flehe 90-329,82/04/09,8204140434 


6204150071 Memorandum b order denglng WH Marshall 611216 motion to halt 
further const of facllibg pending resolution of 
electromagnetic pulse issue Matter irrelevant to soite 
matter before ASLB Issue barred in OL review also 
DECHNQEFER<C Atomic Safetg and Licensing Board Panel. 82/04/12 
Mipleton Intervenors 2pp 126B2 302 24X Flehe 90-329,02/04/12, 

8204190071 


6204160017 Answer opposing B Stramirls petition to intervene. No 
contentions filed Areas of Intended participation alreadg 
ruled untimelg Ang non-THl-retated contentions will not 
latisfg rextulrements Certificate of Svc ene 1 

FARKELL, A 6 Consumers Power Co 02/04/12 Atomic Safetg and 
Licensing Ooard Panel 14pp 1269B 219 24X Flehe 90-329,82/04/12, 

8204160017 


--B204210476 Brief In raplg to util 620409 brief Disagrees u/utit 
stetemsnt of ASLB findings b w/utll factual assertions re 
testimang at hearing upon which ASLB made no finding 
Certificate of Svc end 

CRESSHELL.T J , POTTER, U C. Dow Chemical Co POTTER. H C 
Fltehtr, Frank 1 in, Ford, Blmon b Hogg 82/04/19 Atomic Sefetg and 
Licensing Appeal Panal 92pp 12B02 121 24X 

Flehe 90-329,82/04/15,8204210471 


6204200101 Rasponee opposing Saginaw Oat leg Nuclear Studg Group 820330 
motion to strike Dow Chamlcel Co brief Once decision 
appeeled.ang partg meg defend ang ASLB determination on ang 
ground presantad In r«c ord, Cir 1 1 fleets of Svc end 
MlLCOVEiM N Office of the Executive Legal Oiractor 82/04/16, 
Atomic Safetg and Licensing Appeal Panel 6pp 12740 028 24X 

Flehe 90-329,82/04/16.8204200101 


8204210476 Order scheduling oral agreement on Saginaw Valleg Nuclear 
Studg Group appeal from ABLB 611222 partial initial decision 
for 820913 in Sethesda, MD Each side allotted 90 minute*. 
eiiOEMAKER. C J Atomic Safetg and Licensing Appeal Panel 82/04/16 
2pp. 12B01 390. 24X Flehe 90-329.es/04/L6.e2042t0496 


8204210443 Notifies that 0 Charnoff will present orel argument at 
820913 hearing Svc List and 

CHARNOFF, 0, Shaw, Pittman, Potts b Trowbridge CHARNOFF, 0 
Consumers Power Co 82/04/19 SHOENAKETt, C. J Atomic Safetg and 
Licensing Appeal Panel Spp 12B0Z 309 24X Flehe 90-329,82/04/19, 

8204210443 


0204210473 Answer opposing B Stamlris 820330 petition to Intervene in 
□L hearing Good cause for lataness not shown Certificate of 
Svc end 

OLUME.M 8 Antitrust Division 82/04/19 Atomic Safatg and 
Licensing Board Panel llpp 1S601>172 24X Flehe 90-329, 88/04/19, 

6204210473. 


8204260134 Response to Lawgers Committee Steering Group of AIF amicus 
curiae brief Requiring preparation of draft teitlmong to be 
produced at hearing does not interfere w/attg client 
privilege Proof of svc end 

CHERRViM M Aff i 1 let ion Unknown CHERRT.M.M Cherrg, M M /Cherry, 
Flynn b Kanter 82/04/1? Atomic Bafetg end Licensing Appeal 
Panel 9pp. 12840 214 24X F 1 che. 90-329. 82/04/19, 8204260134 


8204220269 Informs that NRC 620408 response applicable to B20401 Ibr 
re generic unresolved safetg Issues. 

aUUME, M B Antitrust Division. B2/04/SO MARSHALL, W. H Mapleton 
Intervenors Ip 1 2809’ 323 24X Fi che* 90-329. 62/04/20, 8204220269 


8204280009 Moves for eppeal of ASLB order denglng request to shut down 
const of facilities pending resolution of generic Issue of 
alac tromagne tic pulsa effects on nuc I car plants 
MARSHALL, H H Mapleton Intervenors B2/04/21. KOHL. C N , 

JOHNSON, N R. , EDLE8, 0 J Atomic Safety and Licensing Appeal Panel 
2pp 12870-237 24X Flehe 90-329,82/04/21.620428000? 


6204160019 Notice of appearance In proceeding Certificate of Svc end 
STERN, J R Consumers Power Co BTERN, J R Isham, Lincoln b Beale 
82/04/12 3pp 12698 211 24X Fieh e 50-3 29, 82/04/12, 0204160019 


6204160014 Order denglng Dow Chemical Co motion for extension to 
respond to util brief In opposition to intervenor 
ecceptlons Insufficient basis put forth 

SHOEMAKER, C J Atomic Safetg and Licensing Appeal Panel S2/04/t3. 

Ecu Chemical Co 3pp 12698 230 24X Flehe 50-329,82/04/13, 

8204160014 


8204210493 Motion to strike util 820405 brief. Util did not file 
excaptions b cannot challenge findings of fact not excepted 
to bg ang partg Proof of svc end 

CHERRY. M M Intervenors Other Than Dow CHERRY, M M Cherrg, M 
H /Cherrg, Flynn b Kanter 82/04/14 Atomic Safetg and Licensing 
Appeal Panel Dpp 12801 392 84X Flehe’ 90-329, 02/04/14, 

8204210493 


SS042I0464 Amicus curiae brief of Lewgers Commltbee Steering Group of 
AIF Discusses appropriate std re expert wltneiees b dutg of 
afflrmatlva tflecUiure of info In preparing expert witness 
testimony Certificate of Svc end 

CaNAN.I) t Atomic Industrie! Forum 82/04/19 Atomic Safetg and 
Licensing Appeal Panel 43pp 12001 206 24X Flehe 90-329, 

82/04/19, 8204210464 


S20426D141 Advises that UJ Olinitaad will present oral argument on NRC 
behalf, per ASLAB S20416 order. 

□LMSTEAD, H J Ragula 1 1 ons D1 vi s ion 82/04/22 BHOEMAKER, C. J 
Atomic Safety and Licensing Appeal Panel. Ip. 12833’ 260 24X 
Flehe 90-329,82/04/22,8204260141 


8204260013 Advises that NC Potter will appear b present oral argument 
on behalf of Dow Chemical Co at oral argument echeduled for 
020913 Svc list end Re la ted correspondence. 

POTTER, U C FI scher, Franklin, Ford, Blfflon b Hogg POTTER, NC Dow 
Chemical Co 82/04/22 SHOEMAKER, C. J Atomic Bafetg and Licensing 
Appeal Panel 2pp 12670 2S6 24X Flcha 90-329.63/04/22, 

8204280013 


6204260090 Motion to cancel 620513 oral argument, Oral argument 
unnecessary due to voluminous brief* filed. Proof of svc 
ene 1 

CHERRY, M M Seginew Valley Nuclear Study Group. CHERRY, M M. 

Cherry, M M /Cherry, Flynn h Kanter 82/04/22 Atomic Befety and 
Licensing Appeal Panel. 3pp 12871 032 24X Flehe’ 90-329,82/04/22, 

8204280090 


8204300087 Order directing response* to Saginaw Valley Nuclear Study 
Group motion to cancel 820913 oral argument to be received 
bg ABLB by 820903. 

SHOEMAKER, C, J Atomic Safety and Licensing Appeal Panel 63/04/26. 
tp 12890 090 24X F1 chs’ 90-329, 82/04/26, 8304300087. 


8204210471 Motion for reeonsldera tion of ASLAB 820413 order denying 
leave to file reply brief Dow Chemical Co b util are not on 
same sl-de of issue re Dow alleged Improper activity 
CRESaWELL, T. J , POTTER, W C Dow Chemical Co. PDTTW, W. C 
Flschar.FrankllmFord, Simon b Hogg 02/04/19 Atomic Safety and 
Llcen.lng Appeal Panel 6pp 12802’ 119 24X Flehe. 90-329, 82/04/19, 


8204210471 . 


8204300192 Forwards errata to util 820409 brief opposing intarvenor 
e xeeptlone. 

BAV8ER, D. fl 6hawi Pittman, Potti b Trowbridge. BAUBER,D. 0. 
Consumers Power Co. 82/04/28. KOHL, C. N Atomic Safety and 
Licensing Appaal Penal. Ip. 128911229 24X Flehe! 90-329, 82/04/20, 

8204300192 
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— esa4300J»9 Err«t« to uttl 620403 brlof oppoling intvrvonor cicoptionb 
Cortlficoto of Svc (ncl 

* Contunora power Co BZ/04/SB. Atortic Safettf onrf Llctncinj 
Appeal Panel 3pp 12071 SSt> 24* Pich* 30-327( 82/04 /2Br 
01204300152 


S20430C474 Antwer appoelng Saginaw Valley Nuclear Btuitt Oroup notloit to 
ctrlke uttl 920403 brief oppoilng Oroup eiceptlona tftll 
entitled to take eiceptlon to A8LD findings of fact once 
decision appealed Certificate of Svc encl. 

BAUSERi 0 B Conaunars Power Co 62/04/29 Atomic Safety and 
Licensing Appeal Panal App 12885 273 24* Flche 30-327,02/04/26. 

8204300474 


8204300476 Aneuer to Saginaw Valley Nuclear Oroup 620422 motion to 
cancel oral argument Util poeltion stated in 820409 brief 
opposing intervenar exceptions Util will participate If oral 
argument necesiary If/Cert 1 f Icate of Svc 

CHARNOFFr 0 Coneuraers Power Co. CHAflNOFF, 0 Sbew. Pittman, Potts & 
Trowbridge 82/04/28 Atonic Sefaty and Licensing Appeal Panal 
2pp 12883 002 24* Ficlie 30-327, 82/04/28. 8204300478 


H General corraspundonce 


8304D1028& Responds to 820125 itr re constituent Til NlUer 820118 Itr 
expressing concern about future releases of radloactlvo 
elements. NRC position Is that limits on routine releasee to 
environ low enough that any resulting risk negligible 
DIRCK8, M J. Office of the Executive Director for Operations 
B2/03/2A TRAXtER, a. House of Rep. 2pp 12477 178 24 X 

Flche' 30-327, 82/03/26, B2040I02A6 


— 820401G270 Requests findings b views on and constituent TR Hiller 
820118 Itr re potential harm of radloactJva releases from 

plants 

TRAXLER.B Houit of Rep. 82/01/23 KAKHERER.C Office of 
Congrsistonfl Affairs 2pp 12477 200 24X FI chs: 50-329, 

62/03/26, 8204010266 


8204070437 Requests recommendation to issut OL be reconsidered due tn 
use of outdated data re dost estimates tc cancer rate 
HANDLER, H A . HANDLER, C K Affiliation Unknown 82/04/06 
HERHAM'R U Division of Licensing Spp 1897S 226 24* 

Flche 30-329,02/04/06,8204070437 


K Utility Final Safety Analysis Report <F6Aft> fc emends 


6204200231 Forwards epplicatlon for Amend 104 to OL fa CP applications, 
consisting of Revision 43 to F8AR Also forwards PfalDt, 
electrical & Inetrumenta t Ion control drawings fa piping 
Isoms tries 

COOK.U H. Consumsrs Power Co. 82/04/14 DENTON, H R Office of 
Nuclear Reactor Regulation, Director. Ip. 12841:072 24X 

Flche. 30-329. 82/04/14, 8204200231 


8204200384 Forwarde affidavit of svc for Amend 104 to DL applications 
consisting of Revision 43 to F8AR 

SULLIVAN, T. vl Consumers Power Co, 82/04/16 DENTOMiH.R, Office of 
Nuclear Reactor Regulation, Director 3pp 12743.234. 24X 

Flche: SO-329, 82/04/16, 3204200324. 


11 Antitrust corretpandence 


8204140270 Requests extension to 620430 to providi antitrust info fa 
vltut ra eignlficant changes In antitrust review per Atomic 
Energy Act Section i03(c)(2}, 

UABLONi R. A. Bplegel fa McOlarmld JABLON.R.A Michigan Hunlclpa) 
Electric Assocletlon JABLONiR A Michigan, State of 82/04/05. 
MOON.C. W Licensing Branch 4 HESSIERiH Antitrust fa Economic 
analysis Branch {Utility Financs) 8pp 12662*214 24X 

Ftcha* 30-329. 82/04/09,8204140270. 


8204140391 Raqueits that Uolverlna Electric Cooperative be granted addl 
time to respond to comnisslon 820313 FR notice fa info 

request 

VABLONiR A eplcgel fa McDlamld JASLDrf, R.A Michigan Municipal 
Electric Aseoclftlan VABLON, R A. Northern Michigan Elactrlc 
Cooperative, Inc. B2/04/03. MOON.C W Licensing PrencA 4. 

MERRIBR'M Antitrust fa economic analysis Branch (Utility Flnancal, 
tp. 12674' 318. 24X Fi Che. 30-329, 82/04/03, 8204140391. 


“6204090389 IE Insp Repts 50-329/82-04 fa 30-330/82-04 on 820302-04 
No noncompl 1 anee noted Major areas Inspected shop weld repts 
& radiograph s, previous Inip findings & nondestructive exam 
parsonnel certifications 

WARD, K D r DANIELSON. D H Division of Project fa Resident Progrooj 
82/03/10 6pp 12623 267 24X Flche 50-329. 82/03/24, 8204090^0* 


820204D113 IE Info Notice 82-08, "Check Valve Failures on Diesel 
Generator Engine Coaling Sys. " W/svc list 
« Director's Office, Office of Inspection and Enforcement 
62/03/26 4pp 12S62 333 24X Flche 50-000,82/03/26,8202040113 


3204290378 eursmary of 820315 maeting u/uti 1 , Dattel 1 e. Genera I Physics 
Corp fa Southwest Rctcerch Inst In Bethesda, MD re preservlce 
insp pragraei Commitment made to change thermal shield 
bolt ma 1 1 

HERMAN.R H Licensing Oranch 4 82/04/06 Licensing Branch 4 

24pp 12900 165 34X Flche 50-327.82/04/06.8204290376 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies in Wide Range 
Pressure Instruments Used In Mestlnghouse Designed Plants " 

Svc list encl 

viORDAN, E L Division of Engineering fa Quality Assurance 82/04/09 
63pp 12878 342 24X Flche 50-000, 82/04/09, 82020401 42 


8202040143 IE Info Notica 82-12, "Surveillance of Hydraulic Snubbers " 
W/tncl svc list 

JORDAN, E L Division of Engineering fa Quality Assurance 82/04/21 
64pp 12873 OOl. 24X Flcba 30-000, 82/04/21, 8202040143 


R Periodic operating reports & related correspondence 


8204070407 Forwards nonconformance repts for Feb 1782, per ALAB-106 
condition of 730326 memorandum fa order fa Amend 1 of CP, 
consisting of nonconformanco repts from Bechtel, B&M fa 
Bechtel quality action repts 

COOK, J W. Consumers Power Co 82/03/26 OEYOUNO. R C Director's 
Office, Office of Inspection and Enforcement 700pp 1256B 287 

24X Flche 50-329,82/03/26.8204070407 


8204120343 Forwards Quarterly Rapt 37 for Apr-June 1982, per ALAD--106 fa 
Amend 1 to CP 

CODK. J N Consumers Power Co 82/03/31. DEyoUNO, R C Director's 
OffiCBi Office of Inspection and Enforcement ip 12640 235 24X 

Fiche 30-329.82/03/31,8204120343 


— 0204120352 Quarterly Rept 37 for Apr-June 19B2 

• Consumers Power Co 82/03/31 54pp 12640 236 24X 

Flche. 50-329, 82/03/31, 8204120343 


8 Raportable occurrences, LERs fa related correspondence 


8201260372 Interim deficiency rapt re existence of cracks In boratad 
water storage tank foundation Highest loaded bolt chair 
welds of bolt chair passed Next rept expected by B20313 
COOK, J. M Consumers Power Co B2/O1/10 KEPPLER, J 0 Region 3, 
Chicago, Office of the Director (81/03/011 2pp 11693 246 24X 

Flche: 30-329, 82/01/18.0201260372 


— 8201290033 "Evaluation of Midland Nuclear Power Plant Berated Hater 
Storage Tanks for Nonunlform Support Loading Resulting from 
Ring Hall Settlement " 

CAMPBELL, R D , HARDY, 0 8 . BANON, N Structural Mechanics 
Associates 8MA 13704 01 82/01/31 5Bpp 11751 006 24X 

Flche 50-329,82/01/18,9201260372 


B20409043S Sixth Interim deficiency rept re high energy line break 
analysis pipe whip restraint design Most restraints meet 
design requirements Next rapt by 820913 Current statue of 
actions and. „ 

CODK.J H Consumers Power Co 82/03/31 KEPPLER, J 0 Region a. 

Office of Director 8pp 12624 021 24X Fiche. 50-329, 82/03/31, 

8204090433 


8204120233 Interim deficiency rept re electrical components associated 
w/MSlV actuators, logic cabinets fa panel inserts Next rept 
axpectad by 820601 _ 

COOKiJ. U Consumers Power Co 82/04/01 KEPPLER, J 0 Region 3, 
Office of Director Spp 12636 001 24X Fiche 30-329,82/04/01. 

8204120233 


Q. Inspection reports, IE Bulletins fa correspondence 


0204090386 Forwards IE Insp Repts 50-329/82-04 fa 30-330/62-04 on 
820342-04 No nonconp I ianee no tad, 

NORELIVSiC, E. Division of Proftet fa Reildent Programs. 82/03/84 
CODK,V. H Conouasrs Power Co 2pp, 12623:265. 24* 

FlehS' 80-329, 02/03/24, 8204090386, 


8204120379 Interim deficiency rept re low alloy quenched fa tempered 
bolting 1.3 Inchee fa greeter In support of safity-rolatsd 
sys, initially reported 010109 Const instructed to preload 
snwbhsr studs Maxt rspt by 820709 

CQOUjJ W. Consumers Poufr Co. 62/04/02 KEPPLER, J 0 Region a* 
Office of DlPsctor. 7pp. 12640:168 24X Fiche: 30-329, 82/04/02, 


8204120379 
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aS04l<>0377 Second Interim Port 21 rept re rodent damage to 
electrical penetration ulrlng t< cablet Flodent control 
loiproved i< entries sealed Cracked conductor insulation ti 
Inadequate splices noted Neit rept expected 620604 
COQK< J Id Consumers Poiuer Co 62/04/08 KEPPLERr J 0 Region 3i 
Office of Director 6 pp 12707 227 24X Fiche SO-329. 82/04/08. 

8204160377 


3204160587 Interim Part 21 rept re assignment of auxiliary feeduater 
level control valves pouer tupp 1 1 es. i ni t lal ly reported on 
020309 Schematic diagram uill be revised Next rept expected 
by 820601 

COOK. J M Consumers Pouer Co 82/04/08 KEPPLER. J 0 Region 3. 
Office of Director 7pp 12701 064 24X Fiche 50-329,82/04/08, 

8204160537 


8204200017 Part 21 rept re airlock door seals presenting potential 
safety problem Seals should not be used after etartup u/e 
recertification Seals uill be replace if approved test b 
Insp program cannot be developed 

HOLLANDER. TC Presray Corp 82/04/14 Director's Office, Office 
of Inspection and Enforcement Ip 12742 350 24X 

Fiche 50-000.82/04/14,8204200017 


82 04220173 Summary of 820111 meeting u/utll & Dechtel in Oethesda, HD re 
concrete cracks In auxiliary bldg tve ueter pump structurs, 
feedwater isolation valve pits <> diesel generator bldg 
HOOD, D 6 Licensing Branch 4 82/03/16 Llcenelng Branch 4 

9pp 12821 179 24X Fiche 50-329,82/03/16,8204220173 


8204220520 Bupplemental summary of 820118-20 meeting it audit u/util t< 
Dechtel in Ann Arbor,HI re plans & preparations on Phase II 
const for und crplnning of auxll lary bldg 

HOOD, D 8 Licensing Drench 4 82/03/16 Licensing Branch 4 

18pp 12830 3 29 24X Fiche 90-329,82/03/16,8204220520 


8204270489 Summary of 820303 meeting u/util in Bethesda, HD re site 
dcuaterlns criteria Dauaterlng sys not designed to seismic 
Category 1 re quiremen t s 

HOOD, D 6 Licensing Branch 4 8S/03/16 Licensing Branch 4 

32pp 12876 074 a4X Fiche 90-329,82/03/16,0204270409. 


8204290100 Eummary of 811103-09 meetings u/utll In Jackson, HI re P 8 AR 
Chapter 13 

HOOD, D a Licensing Branch 4 82/03/16 Licensing Branch 4. Ip 

12900 114 24X Fiche 50-329,82/03/16,8204290100 


T Hearing transcripts on non-an t i trust matters 


8202080249 Transcript of 820202 OL hearing in Midland, MI Pp 6,907-7, 
139 

* Atomic Safety and Licensing Board Panel 82/02/02 233pp 

11892 081 24X Fiche 50-329,82/02/02,8202080249 


8204160356 Foruards H Singh testimony re plant fill problem, dl ceel 
generator bldg 

HCCALLISTER.P Army, Dept of 82/04/12 LEAR, 0 Hydrologic fc 
Oeotechnlcal Engineering Branch Ip 12707 016 24X 

Fiche 50-329.62/04/12,8204160356 


—8204290107 Summary of 820310 meeting u/utli In Bethesda, HD re QA to be 
applied to remedial foundation work 

HOOD, D 6 Licensing Branch 4. 82/03/12 Licensing Branch 4. 

8 pp 12900:115 24X Fiche 90-329,82/03/16,8204290100 


—8204290117 ''Quality Plan for Underpinning Activities," Revision 0 

BUD, hr R , HOONEV Consumers Pouer Co 82/03/02 lapp 12900 123 
24X Fiche 90-329,82/03/16,8204290100. 


--8204290124 "QA Program Policy-List of Definitions," Revision 11 
• Consumers Pouer Co 81/11/18 23pp 12900 142 24X 

Fiche 90-329,62/03/16,8204290100 


— 8204160364 Testimony of HN Singh re plant fill problem at dltsel 
generator bldg Pp 1-12 Supporting d ocumen tatt on end 
» Atomic Safety and Licensing Board Panel 82/04/12 35pp 
12707 Oie 24X Fiche 90-329.02/04/12.8204160356 


V Operator Examinations 


8204220222 Summary of 820100 meeting u/util in Qian Ellyn, IL re 
operator licensing Handouts t< vteugraphs end 

HOOD, D S Licensing Branch 4 62/03/19 Licensing Branch 4 

| 6 pp 12821 249 24X Fiche 50-329,02/03/15,8204220222 


8204090115 Foruards list of Info needed to complete NRC revleu of 
Phase 2 of const activities for underpinning auxiliary 
bldg 

TEDE8C0, R L Assistant Director for Licensing 62/03/22 CQUK.JM 
Consumers Pouer Co 6 pp 12633.216 a4X Fiche. 50-329, 62/03/22. 
8204090115 


8204080060 Foruards draft rept containing results of review of facility 
control room design program plan submitted by util on 
8201 IS 

TEOESCOi R L Aislstant Director for Licensing 62/03/26 CODKiJ U 
Consumers Pouer Co 7pp 12619.243 24X Fiche 90-329,82/03/26, 

8204080060. 


8204200DI9 Requests dual unit operator licenses be issued Listed 
Similarity in operating procedures, response characteristics. 

Tech Specs control room design b sys design justify dual 
licenses 

MEL LB, R A Consumers Pouer Co 62/04/15 DENTON, H R Office of 

Nuclear Reactor Regulation, Director 3pp 12742 306 24X 

Fiche 50-329.02/04/15,6204200019 
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A Application/construction stage decumanti b correspondence 


8202090382 Forwards "Evaluation of Auxiliary Bldg Control Touer & 
Electrical Penetration Areas at Midland Plant" to fulfill 
820111 commitment Rept supports util conclusions re plant 
structural integrity 

COOK, J W Consumers Pouer Co 02/01/29 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 11840 050 24X 

Fiche 50-329,82/01/29,0202000302 


—8202080398 "Evaluation of Auxiliary Bldg Control Touer fc Electrical 
Penetration Areas at Midland Plant " 

CORLEY, W 0 . FlORATOrA E Construction Ttehnology Laboratories 
62/01/31 50pp 11040.052 24X Fiche 50-329,82/01/29.0202080302 


620408006B Advises of plans for remedial measures rt cracking of 
concrete foundations for berated water storage tanks 
TEDE 6 CO 1 R L Assistant Director for Licensing. 62/03/26 COUK, J. U 
Consumsrs Pouer Co 3pp 66164-056 34X Fiche 50-329,62/03/26, 

8204080068 


6204020394 Foruards Dames b Moore rept, "Sail Dynamic, Mod ulus Study, 
in response to request to confirm recommended valve use In 
seismic analysis of all major Category 1 structures found 
on g lac 1 al till 


CQOKiJM Consumers Pouer Ce 82/03/29 

DENTON, 

H R 

Offico of 

Nuclear Reactor Regulation, Dir actor 
Fiche 50-329,82/03/29.8204020394 

— 8204020395 "Boil Dynamic Modulus Study 

2 pp 

12503 

292 

24X 

s Dames b Hoore 82/03/09 S7pp 

Fiche, 90-329. 88/03/29, 6204020394. 

12903 294 

24 X 



6204130326 Foruards response to NRC 820322 request for add! Info to 
complete revleu of Phases 2 (c 3 of underpinning of auxlliery 
bldg b feeduater isolation valve pits Three overtite 
dreulngs end Aperture cards are available In PDR. 

COOK, J M Consumers Po-uer Co. 82/03/31. DENTON, H.R Office of 
Nuclear Reactor Regulation, Director i9pp, 12656:161 24X 

Fiche- 50-329, 82/03/31, 8204130326 


6204010237 Foruards questions for DbW owners responss re revlsu of 
BbU abnerma 1 transient operating guidelines program 
EISENHUT, D 0 Division of Licensing 62/03/03 HALL, M Babcock b 

tfllcox Operating Plants Ouners Oroup 24pp 12489 300 24X 

Fiche 50-000,82/03/03,8204010237 


8204090260 Foruards "Bounding Analysis Impact Btudy of NUREO-ObOOi " 
in response to open item re NUREO~0630, cladding fuelling b 
rupture models for LOCA analysis 

COOK, J W. Consumers Pouer Co. 82/04/02 DENTON, H. R. Division of 
Licensing 3pp 12624 039 24X Fich e- 90-329, 02/04/02, 02O4O9O2BO. 


8204090590 Notification of 820310 masting w/util in Bethesda. MD to 
discuss OA aspects of underpinning const of auxiliary bldg 
Sc SVC water pump structure , _ . 

HQOD.D-B Licensing Branch 4 82/03/08 ADENSAM, E 0 Licensing 

Branch 4 4pp 12618 238 24X Fiche 50-329,62/03/00,8204080590. 


— 8204090281 "Bounding Analysis Impact Btudy of NllREO-0630. * 
s Babcock ti Nllcax Co. 62/04/02. 20pp 12624:043 24X 

Fiche- 90-329, 62/04/02,8204090280 


— y ... w vvii i'» reviaui «< nearing 

schedules for soils remtdlal work at facility, 

ADENSAM, E 0 Licensing Branch 4 82/04/02 Uidinslng Branch 4 

3 pp 12719:331, 24X Fiche- 90-329. 82/04/02,8204160029. 
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6204210024 Conflrnc* 63032 i& vcrb^a 1 toticurrcnca v/plan to procoi^ 
iii/lns ta I lot i 0 n & oparation of conat dtuatering & otiarvablon 
uolla for SVC uiatar pump atruoturo baatd on mivlau of 
prollmlnary procadurea & 920326 r*« omoianiJa t Ion a 

TEDESCOt R. i. Aaaiatont Olractor for Llcanalng ez^Q^/03 C00Kt^/ M 

Conauraara Powar Co IBpp 12B12' 092 24X Flcha 50-329,92/04/02, 

6204210024 


9204210293 Opneric Ltr 02-09 to all power reactor 1 i cenaaei, app 1 1 tantt 
for OLiNSBS vendora 6 reactor vendora re environ 
qualification of aafety-r elated electrical equipment 
NRC poaltlon re quail fleet loti requlremente end 
EISENHUT, 0 0 Olvlaion of Licensing 82/04/20 HAUSPUROiA 
Conaolidated Edison Co of New Vork DOLAN, J Indiana 6 Michigan 
Electric Co I0pp 12862 337 B4X Flche 30-000,82/04/20, 

920421029 3 


62040903S3 Forwards revised respanaa to NLREO-0737 Itam II, D 1 re 
relief valve testing requirements Response will he Included 
In next FSAR revliion 

COOKiJ.N Consumers power Co 92/04/09 DENTON, H A Office of 
Nuclear Reactor Regulation, Director 4pp 12627 089 24X 

Fiche 30-32?i 82/04/08, 92040903S3 


9204160296 Forwards add! Info rs Independent piping analgsls, 
supplementing 820304 Revision 7 concerning drawings for 
snubbers to be installed at Node point 18S U data for 
postulated LOCA 

COOK, a W Consumers Power Co 82/04/12 OEWTON, H R. Office of 


Nuclear Reactor Rigulatlonj Director 
FIch* 30-329, 02/04/12, 0204160286 


126pp 12696 313 24X 


C Utilltg Environmental Report (ER), amends 6 correspondencs 


9204200039 Advises that "Naterblrd Use of Midland Plant Cooling Pond 6 
Dow Chemical Co Tertiary Treatment Pond," 1979 1, 1980 annual 
repts 6 MI NPDES permit application transmitted to ANL for 
environ rept review 

WELLS, R A Consumers Power Co 02/04/13 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ip 12742 303 24X 

Flche 30-329,82/04/15,8204200030 


D NRC Draft/Final Environmental Statements, suppls & correspondence 


6204190274 Notification of 820413 meeting w/utll In Bethisda, MD tP 
appeal two staff positions I, discuss two THI action plan 
1 terns 

HERNAN, R W Licensing Branch 4 82/04/13 ADEN&AH, E, 0 Licensing 

Branch 4 4pp 12731.242 24X Flche 30-329,92/04/13.6204190274 


8204160135 Generic Ltr 92-09 to all P»K 
transmittal of NURE0~0909 relative to 
W/o end NUREO List of NRC recipients 
EISENKUr.O 0 Division of Licensing 
Consolidated Edison Co of New Vort 
Fiche 30-000,02/04/15,8204160155 


plant licensees & applicants 
Dlnna tuba rupture 
ere 1 

62/04/18 HAliSPURO, A 
7pp 12797 203 24X 


re 


BS04200287 Forwards requested add 1 info rs F6AR Sections 7 It 9 
concerning NRC Ouastion 031 34 (IE Bulletin 79-21 > I, load 
sequences 

WELLS, R A Consumers power Co 92/04/19 DENTON. H, R Division of 
Licensing 4pp. 12737 189 24X Fic he 90-329, 82/04/15, 8204200297 


6204060026 Comments on OES Opposes plant const 

HEBERT, 0 Affiliation Unknown 82/03/24 HERNAN, R W Division of 
Licensing 4pp 12SS4 269 24X Fiche 30-329,82/03/24.8204060026 


620401046? Forwards comments re critical areas of DES Requests hearings 
□n DE8 immediately 

CASTELLANOS, V Midland County, Ml 82/03/26 HERNAN, R U. Office 
of Nuclear Reactor Regulation, Director Spp 12483 232 24X 

Flche 30-329, 82/03/26,6204010469 


8204060021 Comments on DES NRC should reeogniie cooling pond fagging 
as adverse condition 

HALLBEROiLH Af f 1 1 lot 1 on On kn own 82/03/29 HERNAN, R Division 
of Licensing 3pp 12S49 198 24X Fiche 50-329.82/03/29. 

02O4O6OOS1 


920406D092 Requests that NRC reconsider methodology utiliied in PES 
HEARRON.T Af f i 1 iafc i on Llnknown 82/03/31 HERNAN, R.W Division of 
Licensing ip 12349323 24X Flche 30-329,82/03/31,8204060092 


B30426031S Forwards Board Notification 82-39 re problems in 
Implementation of applicant <1A program during underpinning 
work 

TEDEBCO, R L Assistant Director for Licensing 82/04/15 
ElSENHlfTiDO Division of Licensing 2pp 12861 333 24X 

Fiche' 90-329, 82/04/15, 820426031 3 


— B204260319 Doard Notification B2-39 discusses problems In 

Implementation of applicant CA program during underpinning 
work’Encl memo deecrlbes two Issues being pursued by Region 

a 

TEDEBCO, n L Assistant Director for Licensing 82/04/15 
Atomic Safety and Licanilng Board Panel 3pp 12661:334 24X 

Flche 50-329, 02/04/13, 8204260313 


8204070336 Comments on DES for facilities Issue of nuclear waste 
disposal not sufficiently addressed in light of 
radiological research Indicating errors In Hiroshima 
bomb studies 

WILSON, J F Affiliation Unknown 82/04/01 NRC - No Detailed 
Affiliation Given Ip 12373 166 24X Fiche 30-329,82/04/01. 

6204070338 


62041 SOI 37 Comments on DES re operation of fac i 1 i ty, NUREO-0537 Raduastr 
syi ti plant emergency response plen will be addressed tn 8ER 
scheduled for completion in May 1982 Soil stability 
should be addressed in FEB 

WALKER, B Michigan, State of 82/04/01 Division of Licensing 
Spp 12638 146 24X FI c he. 50-329, 82/04/01 , 6204120137 


— 6204260326 Requests ASLD be Informed of two listed Issues being 
pursued by Region 3 re remedial spile work 

SPES6ARD, R L Division of Frojact b Resident Programs 92/04/09, 

EIQENHDT.D 0 Division of Licensing Spp 12861.337 24X 

Flche 90-329,82/04/13,8204260313 


8204200324 Forwards affidavit of sve for Amend 104 to OL eppllcations 
consisting of Revision 43 to FSAR 

SULLIVAN. T J Consumers Power Co B2/04/16 DENTON, H R, Office of 
Nuclear Reactor Regulation, Olrector 3pp. 12743 254. 24X 

Flche 90-329,62/04/16,9204200324 


8204230210 Forwards comparison of blockwall criteria ti revised response 
bo NRC B00421 request for info re design of category { 
masonry walls l< p Iping/squlpment supports to complote NRC 
safsty evaluation review, 

CODK.J W. consumers Power Co, 82/04/19 DENTON.H.R Office of 
Nuclear Reactor Regulation, Dtrecior lipp, IZBlBi 057 24X 

Flche 90-329,82/04/19.8204230210 


8204260172 Forwards "Summary of Sol li-Related Issues at Midland 
Nuclear Plant. " 

CODK,-J. W Cpniumeri Power Co 82/04/19 DENTON, H R. Offlco of 
Nuclear Reactor Regulation, Director 2pp. 12835 009 24X 

Fiche 90-329,82/04/19,8204260172 


9204260176 ’’Summary of Sol 1 i-Related Issues at Midland Nuclear Plant 
» Consumers Power Co, 82/04/1?. lOOpp 12835 Oil. 24X 
Flche 50-329,82/04/19,8204260172 


8204120466 Extends comment date for DES to 820420, par 620317 request 
All comments recelvsd by 820420 will appear I, be answered 
In FES scheduled for issuance in Jul 1982 
ADENSAM, E 0 Li censing Drench 4 82/04/01 SINCLAIR, M 

Affiliation l/nknown Ip 126 9 3 352 24X Flche 30-329,82/04/01, 

6204120466 


8204120467 El lends cominent date for DE9 to B204S0 per 820309 request 
All comments received by 820420 will appear b be answered In 
FES scheduled for Issuance in 3ul 1982 

ADENSAM, EO Llcirslnfl Branch 4 02/04/01 aiAMIRIS, B 

Affiliation Unknown, Ip 12653 351 24X Fiche 90-329,82/04/01. 

8204120467. 


6204070344 Comments on DES Nater rssource impact inadequate in 
meeting 1969 NEPA requirements 

WASHINOTON, J, L Michigan United Conservation Clubs 82/04/02 
HERNAN, R U Division of Licensing Spp 12568 282 24X 

Fiche. 90-329, 82/04/02, 020407034 4 


6204060292 Commsnts an DES. NUREO-OS37 Opposes use of govt funds to 
prepare DES 

SAVAGE, A D AfflUatlon Unknown 82/04/04 HERNAN, R W Office of 
Nuclear Reactor Regulation, Director Spp 12603 295 34X 

Flche 90-329,82/04/04.0204080292. 


8204080299 Submits concerns re ambrl ttt smsnt b susceptibility of copper 
welds to neutron bombardment damage, per DES review. Temp 
drop as result of ECCS could cause rupture of reactor 
containment vessel releasing radioactlvs contents 

WARREN, 8, K. Affiliation Unknown 82/04/04 HENNAN, R W. Division 
of Licensing 3pp 1261 1 105 24X Fiche' 50-329, 62/04/04, 

0204080299 



DOCKETED ITEMS 


227 


620^090244 Foruards comtiiant* on DE8( NUREO-0537 

LOCHSTETpW a Pannay Ivan la State Univ 02/04/04 Division of 

Llcanalny 7pp 12629 197 24XKlthe 50-329, 02/04/04. B204090244 


6204090157 Portuards commants re facility DES Addl info should bo 
provided re uilthdraua) of intake utater from Tittabauasse 
River ti plant decommissioning 

8ACKLEYrB T Environmental Protection Agency 82/04/05 
ADEbTEAM, E 0 Licensing Qranch 4 3pp 13620 157 24X 
Ficbe 30-329,02/04/05.0204090157 


6204160628 Comments on NUfiEO-0337, DES for facilities Problems of 
monitoring radiohalogens in presence of radionoble gases 
should be addressed 

VlLLfOHTH.J C Food *i Drug Administration 02/04/12 HERMAN, R M 
Division of Licensing 2pp 12700 OSS 24X Ftche 50-329,02/04/12, 
62041606SB 


6204160616 Comments on draft EI8 Addl data should be presented re 
impacts of plant discharges 

BLANCHARD, B Inter ior, Dep t of 02/04/13 ADEN 3 AH, E 0 Licensing 

Branch 4 2pp 12700 OSS 34X Fiche 50-329,02/04/13,0304160616 


6304220416 Comments on NUREO-0537, DEB for facilities DES developed on 
erroneous assumptions C, deliberate exclusion of significant 
coats, health effects 4 environ considerations 
SINCLAIR. N Affiliation Unknown 82/04/17 Division of 
Licensing i4pp 12006 230 24X Fiche 50-329,02/04/17.0204220416 


8204140140 Forwards SER addl in f o , d ocum en t i ng info provided in 020331 
meeting to resolve Issues re F8AR Sections 3 2 1,3 2 3, 

3 6 2i 3 7 3 It 3.9 Response applicable to F8AR Subsection 
3 7 3 It will be incorporated In F5AR Revision 43 

CODK.J W Consumers Power Co 82/04/03 DENTON, H R Office of 
Nuc 1 ear Reactor Regulation, Director 29pp 12666 093 24X 

Fiche 50-329,02/04/05,0204140140 


0204090274 Forwards response to SER Revision 9143 10, analysis of 
cask drop re Open Item 1, light loads Response will be 
included in FSAR revision 

COOKiJ N Consumers Power Co 82/04/00 DENTCN, H R Division of 
Licensing 4pp 12627 343 24X Fiche 50-329,62/04/08,8204090374 


0204160429 Forwards BAR Change Notices 3194 I 3195 per SER re Open Item 
HEB-6,neg Guide 1 21 li FSAR Chapter 14 test abstrac ts> in 
response to NRC requests Info will be included in FSAR 
revision expected to be issued approx 020419 

REVNOLOa, J W Consumers Power Co 82/04/00 DENTON, H fi Office nf 
Nuclear Reactor Regulation, Director 133p p 12705 256 24X 

Fiche 50-329,82/04/08,6204160429 


0204230264 Forwards info requested to facilitate review of FSAR 
u/respect to generating SER Info includes steam generator 
Inventory for safety analyses 6 fuel in DNB for partial 
pump locked rotor analysis 

COOK, J W Consumers Power Co 02/04/14 DENTONiH R Office of 
Nuclear Reactor Regulation, Director 9pp 12017 324 84X 

Fiche 50-329,82/04/14,0204230264 


8204290466 Forwards list of comments received to date re DES for 
facilities Response by 820510 requested 

AOENSAHi E 0 Licensing Branch 4 03/04/22 COOK, J W Consumers 

Power Co 3pp 12995 002 24X Fiche 50-329,82/04/22,8204290466 


0304290072 Comments on OES DES is attempt to justify need for t> 
acceptability of nuclear plant by denying existence of 
significant safety concerns Deficiencies will reduce 
capability to operate at Intended capacity & safety 
STAHIRia, 0 Affiliation Unknown 02/04/20 HERNAN, R Office of 
Nuclear Reactor Regulation, Director 8pp 12003 206 24X 

Ftche 50-329,02/04/28,8204290072 


E NRC Safety Evaluation Report (GERl, suppls ti correspondence 


0304230303 Forwards info requested in 820412 tslcon w/NRC in FSAR 
review for SER preparation Info resolved open Issue S from 
util 020406 computer list Info will be included in FSAR 
Revision 44 

CODK.J U Consumers Power Co 62/04/14 DENTON, H R Office of 
Nuc 1 ear Reactor Regulation. Director 4pp 12017 109 24 X 

Fiche 80-329.02/04/14,8204230388 


6304300404 Forwards compilation of so i 1-r ela t ed info to support safety 
evaluations re soil Issues per SER Info sources include 
meeting surnmar ies, technical audits I, hearing testimony 
transcripts 

COOKrJ H Consumers Power Co 02/04/13 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 37pp 12743 031 24X 

Fiche 50-329,02/04/13,8204200484 


8204150273 Notification of canceled 020324 meeting w/ubil li Bechtol 
in Dcthesda.HD to discuss SER open items re fire protection 
*V* 

HERNAN, R W Licensing Branch 4 62/03/24 ADENSAH, E 0 Licensing 

Branch 4 3pp 13607 354 24X Fiche 50-3 29,02/03/24.6204150273 


0204010159 Forwards addl info re FSAR Sections 4 4, 6 1, 7, 0, 9 5 6 13 fot 
SER reviews, in response to NRC request Items addressed 
include loose part monitoring sys.disodlum phosphate & 
time delay generator breaker closing 

CaOKrJ.W Consumers Power Co 02/03/26 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 19pp 12479 312 24X 

Fiche 30-339.02/03/26,8204010159 


6204270254 Provides info per R Ooniales request in generating SER 
Info should close concerns re effects of probable max flood 
on cooling pond dikes li elevations of exterior entrances 
to SVC water pump N diesel generator structures 

COOK, J H Consumers Power Co 82/04/21 DENTON, H R Officu of 
Nuclear Reactor Regulation, Director 9pp 12053 120 24X 

Fiche 50-329,02/04/21,8204270254 


8204270298 Forwards reeponse to request for addl info re 
included in operational QA program per SER Response to 
Question 260 i of OA program will be incorporated intd 
COOK, J M Consumers Power Co 82/04/31 DENTON, H R 
Nuclear Reactor Regulation, Director 9pp 12052 217 
Fiche 50-329,82/04/31,8204270298 


items to be 

■draft 

FSAR 

Office of 
24X 


6304150196 Informs that Section 10 4 9 of SER not acceptable 
alternative to third automatically actuated pump Original 
position should remain unchanged Third pump required to 
bring sys into acceptable range 

TEDE6CQ, R L Assistant Oirsctor for Licensing 82/03/26 COOK, J U 
Consumers Power Co 3pp 13667 290 24X Fiche 50-339,82/03/26, 

0204150196 


0204060044 Forwards info requested by NRC to facilitate F0AR review 
in generating SER Info will be contained in Amend 44 to 
FSAR expected to be issued by 020601 

COOK.J W Consumers Power Co 82/03/30 DENTON, H R Office of 
Mvelear Reactor Regulation, Director 28pp 12555 299 84X 

Fiche 50-329,62/03/30,0304060044 


8204120172 Forwards SER info re matl properties I, ambient temps within 
facility, per containment component fracture toughness 
review 

■COOK, J W Consumers Power Co 82/03/30 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 37pp 12636 044 24X 

Fiche' 50-329, 82/03/30, 8204120172 


e2'0t0700a7 Forwards list of current open issues in SER Chapter 12 
{radiation protection) I, proposed resolution 

COOK, J W Consumers Power Co 02/04/05 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 12500 297 24X 

Fiche 50-329, 82/04/05, 8204070087 


F aecurlty, medical, emergency Zi fire protection plans 


6204010305 Requests delay In implementation of OSA approved security 
storage containers Status of Implementation program withheld 
{ref 10CFR73 21} 

DEMITT, R 0 Consumers Power Co 82/03/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 12477.097 24X 

Fiche 50-000,02/03/33,0204010305 


0204150273 Notification of canealad 820324 meeting w/utll I, Dechtel 
In Bethrsda.HD to discuss SER open items rs fire protS'Ction 
ays 

HERNAN.R N Licensing Branch 4 83/03/24. A DEN 0 AN. E 0 Licensing 

Branch 4 3pp 12687 354 24 X Fiche 50-329102/03/24,8204150273 


0204160304 Forwards info resolving NRC concerns expressed at 811007 
maeting re facility fire protection program. Twenty-one 
overslxe drawings end Aperture cards are available in PDR 
MOONEY, J A Consumers Power Co 82/04/05 DENTON, H R. Office of 
Nuclear Reactor Regulation, Director. 37pp 12706,226. 24X 

Fiche. 50-389, 02/04/05, 8204160304 


0 Adjudicatory c erraspondence 


8204070S7S Motion to strike Dow Chemical Co 820322 brief Dow attack of 
ASUB findings improper since Baglnaw Nuclear Study Group 
accepted findings I* Dow filed no exeep tlons, Proof of sve 
end 

CHERRY, M M Interveners Other Than Dow CHERRY, H H, Cherry, M 
M /Cherry, Flynn I, Kanter 82/03/30 Atomic Safety and Licenelng 
Appeal Panel. Spp 12576 266 24/ Fiche. SO-329, 82/03/30, 

B30407057B 
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8204090153 Farui^rdt addl ({ueitlons frani Hapl«ton Intervannrs r« AealtA 
<r lafetq loipl Icat-i oni 

HAnaMALL.W H llaplaton totarvenors 82^04/01 HEHNAM, R W Office 
of Ruclear Rfactor Resulatlooi Director 9pp 12628 14S 24X 

FUh« 50-339. 82/04 f 01. eaQ4Q901 53 


B20408014S Order cafcelinp 820427-30 evidentiary hcarldga 1> B20428 
conference of counial 

BECHKOEFEfl. C Atomic Safety and Licenalny Board Panel 88/04/02 
2pp 12604 321 24X Ficha 30-329.82/04/02.8204000143 


8204080002 Hot! an for Laave to flia brief amicus curiae out of tlma. 
Brtaf uould deal u/uhathar ASLB 811822 dacision eat forth 
appropriate stds re preparation of tastimony & conduct of 
couneal Cartiflcata of Svc ene 1 

COMANi B Z Atonic Industrial Forum 88/04/03 Atomic Safety and 

Licensing Appeal Panel 6 pp 12606 lOB 24X Ficha 30-329.83/04/05, 
8204080002 


0304030221 Brief opposing Saylnaui Valley Muclear Study Oroup 
eiceptton to ASLB no sanction determination re util 
Intarvenor failed to preserve appellate rights Notices of 
appearance (. withdraual & Certificate of Svc end 

CHARMOFF, 0 Consumers Pouer Co CMARNOFF. 0 Shau, Pittman, Potts b 
Troutrldge 82/04/03 Atomic Safety and Licensing Appeal Panel 
B7pp 12613 298 24X Ficha 30-329.82/04/03,8204030221 


3204090139 Advl see that questions in 820223. 0303. 09, 1 0, 1 1 k 19 Itrs 
uill he ansuerad In MRC BER to be issued In May, 19B2 
BLOHE.M B Antitrust Division 82/04/08 MARSHALL, 14 H Mapleton 
rntervenors 3pp 12628 093 24X Ficha 30-329.02/04/08,8204090137 


8204210493 Motion to strike util 82040S brief l/tlt did nut file 
eiceptlons 6 cannot challonge findings of fact not eicepted 
to by any party Proof of svc end 

CHERRY, M M Interveners Other Than Doui CHERRY. M M Cherry, M 
M /Cherry. Flynn b Kanter 82/04/14 Atomic Safety and Lleensitij 

Appeal Panel 3pp 12801 352 24X FI the 30-329, 82/04/14, 

8204210493 


8204210464 Amicus curiae brief of Lauijars Committee Steering Oroup of 
AIF Discusses appropriate std ro expert uitnesscs tc duty of 
affirmative disclosure of info in preparing expert uitness 
testimony Certificate of Svc end 

COHAN, 3 Z Atomic Industrial Fprutn 82/04/13 Atomic Safety and 

Licensing Appeal Panel 43pp 12801 206 24X Fiche 50-329. 

82/04/ 1 5. B2042 1 0464 


8204210471 Motion for reconsideration of ASLAB 820413 order denying 
leave to file reply brief Oou Chemical Co 6 util are not on 
same side of Issue re Ooui alleged improper activity 
CRESSHELL, T J , POTTER. W C Doui Chemical Co POTTER. H C 
Fischer. Fran t ) 1 n . Ford. Simon k Hogg 82/04/13 Atomic Safety and 

Ulcertsiny Appeal Panel 6 pp 12802 US 24<t Fiche 30-329. S2/04/)S. 
B204S10471 


— '8204210476 Brief in reply to util 030405 brief Disagrees ce/utit 
statement of ASLB findings t< iii/utll factual assertions re 
testimony at hearing upon uihleh ASLB made no finding 
Certificate of Bve encl 

CRESSWELL, T J . POTTER, « C Dow Chofiiical Co POTTER. W C 
Fi scher. Frank 1 in. Ford. Simon (< Hogg 82/04/15 Atomic Safety end 
Licensing Appeal Panel S2pp 12802 121 24X 

Fiche 50-329,82/04/15.0204210471 


6204130106 Order granting Lauyers Committee Steering Oroup of AIF 
motion to file amicus curiae brief. Brief by 820426 ASLAB 
intends to revleui entire ASLB decision sua spontc so that 
amicus brief lelll not expand matters subj to review 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 82/04/08 
4pp 12653-271 24X Fiche 30-329,82/04/08,8204130106 


8204140400 Forwards oiotlan for extension of time to respond to util 
brief oppo-slnq Intervenor eiceptlons 

POTTER, H C Flscher.Franklin. Ford, Simon Si Hogg POTTER, W C. Dou 
Chemical Co 82/04/08 KOIt., C N Atomic Safety and Licensing 
Appeal Panel Ip. 1S670 140 24X Fiche 50-329.82/04/08,8204140400 


— 6204140403 Motion for extension of time to respond to util B2'0'405 
brief opposing Intervenor eiccptians Certificate of Svc 
end 

POTTER. U C Dou Chemical Co POTTER, W C Fischer, Frank 1 in, Ford, 
Simon S< Hogg. 82/04/09 Atomic Safety and Licensing Appeal 
Panrl 4pp 12670.141 24X Fiche 50-329.82/04/08, 8204140400 


6204140434 Answer opposing Saginaw Valley Nuclear Study Oroup 820330 
motion to Strike Dow Chemical Co 820322 brief Dow entitled 
to take exceptions to ASLB findings once decision appealed 
intervenor waived right to appeal Certificate of Svc end 
BAVSER, 0 0 consumers Power Co BAUSER.O. B Shaw, Pittman, Potts k 
Trowbridge 83/04/09 Atomic Safety and Llceniing Appeal Panel 
3pp 12671:034 24X Fiche 50-329,82/04/09,8204140434 


6204200101 Response opposing Saginaw Valley Nuclear Study Oroup BS0330 
motion to strike Dow Chemical Co brief Once decision 
appealed, any party may defend any ASLO determination on any 
ground presented in record Certificate of Svc encl 
HILCOVE,M N Office of the Executive Legal Director 82/04/16 
Atomic Safety and Llcenelng Appeal Panel 6 pp 12740 028 24X 

Fiche 30-329,82/04/16,6204200101 


B20421O496 Order scheduling oral agreement on Saginaw Valley Nuclear 
Study Croup appeal from ASLO 811223 partial initial decision 
for 820513 In BethesdatKD Each side allotted 30 minutes 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 82/04/16 
2pp 12601 330 24X Fiche 30-329,62/04/16.8204210496 


8204210443 Notiflas that 0 Charnoff uill present oral argument at 
820313 hearing Svc list encl 

CHARNOFF.O Shaw. Pittman, Potts t, Trowbridge CHARNOFF, 0 
Consumers Power Co 82/04/19 SHOEMAKER, C J Atomic Safety .ind 
Licensing Appeal Panel 2pp 12002 305 24X Fiche 30-329.82/04/19. 

8204210443 


0204210473 Answer opposing B Stamiris 820330 petition to intervene In 
□L hearing Oood cause for lateness not shown Certificate of 
Svc encl 

BLUME, M B Antitrust Division 62/04/19 Atomic Safety and 
Licensing Doard Panel llpp 12601 172 24X Fiche 50-329,82/04/19, 

8204210473 


8204150071 Memorandum k order denying HH Marshall 811216 motion to halt 
further const of facility pending resalutton of 
electromagnetic pulse issue Matter irrelevant to soils 
matter before ASLB Issue barred In OL review also 
BECHHOEFER, C Atomic Safety and Licensing Board Panel 92/04/12. 
Mapleton Intervenors 2pp. 12682 302 a4X Fiche 30-329,82/04/12. 
820 4 I 3007 1 


8204260134 Response to Lawyers Committee Steering Oroup exf AIF amicus 
curiae brief Requiring preparation of draft testimony to be 
produced at hearing does not interfere u/atty client 
privilege Proof of svc encl 

CHERRY. M M Af ft 1 latlon Unknown CHERRY, M M Cherry. M M /Chdiry. 
Flynn le Kanter 82/04/19 Atomic safety and Licensing Appeal 
Panel 3pp 12040 214 24X Fiche 50-329, 82/04/19, 8204260134 


8204160017 Answer opposing B Stramiris petition to intervene No 
contentions filed Areas of intended participation already 
ruled untimely Any nan-TMl-releted contentions will not 
satisfy requlremtnts Cortlflcate of Svc encl 

FARMELL, A 8 Consumers Power Co S2/04/12 Atomic Safety and 
Licensing Board Panel I4pp 12698:213 24X FI c be: 30-329. 02/04/12. 

8204160017 


8204160019 Notice of appearance in proceeding. Certificate of Svc encl, 
STERN, .1 H Conpumers Power Co STERN, J R. Ishan, Lincoln ti Beale 
82/04/12 3pp 12698' 211. 24X Fiche • 30-329. 82/04/12. 9204160019 


6204160014 Order denying Dow Chemical Co motion for eitenslon to 
respond to util brief In oppesiti'on to Intervenor 
exceptions Insufficient baeis put forth, 

8 KOEKAKER 1 C. J. Atomic Safety and Licensing Appeal Panel. 82/04/13 
Dow Chemical Co. 3pp 12698 230. 24X Fiche 50-329,62/04/13, 

6204160014 


8204220265 Informs that NHC 82040B response applicable to BOTAOl Iti 
re generic unresolved safety Issues 

BLUME.H 0 Antitrust Division 62/04/20 MARSHALL, U H Mapleton 
Intervenors Ip 12005 323 24X Fiche 50-329,82/04/20,8204220265 


8204280009 Moves for appeal of ASLB order denying request to shut down 
const of facllitiei pending resolution of generic issue of 
flectromagnotic pulse effects on nuclear plants 
MARSHALL, M H Mapleton Intervenors 62/04/21 KOHL, C N > 

JOHNBON.tf R. . EOLEB.O J Atomic Safety and Licensing Appeal Panel 
2pp. 18870 237 84X Fiche 50-329,62/04/21,8204200009 


62'0'426O141 Advises that UJ Olmstead will present oral argunont on NRC 
behalf, per ASLAB 820416 order 

OLMSTEAD, U J Reguletlone Division 82/04/22 SHOEMAKER, C J 

Atomic Safety and Licensing Appeal Panel Ip 12638 260 2'4X 

Ficha- 30-329, 62/04/22, 8204260141 


6204280013 Advises that UC Patter will appear t< present oral argument 
on behalf of Dow Chemical Co at oral argument scheduled for 
620913 Svc list end Related correspondence 

PQTTER.H.C Fisehor.FranUln. Ford, Simon fc Hogg POTTER, HC. Dow 
Chemical Co 62/04/22 SHOEMAKER, C J Atomic Safety end Licensing 
Appeal Panel 2 pp. 12870 226 24X Fiche 90-329,82/04/22. 

6204280013. 
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0704280090 Motion to cancel B20S13 oral argument Oral argument 
unneeeisarg due to voluminou* brie#» filed Proof of svc 
enci 

CHEHRVi M M Saginaw Valley Nuclear Study Oroup CHERRY( M M 

Cherrui H M /Cherryp Flynn ft Kanter B2/04/22 Atomic Safety and 
Licensing Appeal Panel 3pp 12071 032 24X Fiche 50-329. B2/04/22, 

8204280090 


9204300087 Order directing responses to Saginaw Valley Nuclear Study 
Group motion to cancel B20513 oral argument to be received 
by ASLB by 020503 

BHOEMAKEfi.C J Atomic Safety and Licensing Appeal Panel 82/04/26 
ip 12890050 24X Fiche 50-329,82/04/26.8204300087 


B204300152 Forwards errata to util S20405 brief opposing intervenor 
eicep tlons 

BAUSER, D B Shaw, Pittman, Potts << Trowbridge BAUSER, 0 B 
Consumers Power Co B2/04/2S KOHL. C N Atomic Safety and 
Licensing Appeal Panel Ip 12B91 223 24X Fiche 30-329,02/04/20, 

8204300152 


— 8204300199 Errata to util 820405 brief opposing intervenor exceptions 
Certificate of Svc enci 

• Consumers Power Co B2/04/26 Atomic Safety and Licensing 
Appeal Panel 3pp 12S91 226 24X Fiche 50-329,82/04/28. 

8204300152 


6204300474 Answer opposing Saginaw Valley Nuclear Study Oroup motion tn 
strike util 820405 brief opposing Oroup exceptions Util 
entitled to take exception to ASLD findings of fact once 
decision appealed Certificate of Svc end 

BAU8ER. D B Consumers Power Co 82/04/28 Atomic Safety and 
Licensing Appeal Panel 6pp 12BS5 273 24X Fiche 50-329,82/04/28. 

6204300474 


9204300478 Answer to Saginaw Valley Nuclear Group 820422 motion to 
cancel oral argument Util position stated in B20405 brief 
apposing intervenor exceptions Util will participate If oral 
argument necessary W/Cert 1 f icate of Svc 

CHARNOFF, 0 Consumers Power Co CHARNCFF. 0 Shaw. Pittman. Potts ft 
Trowbridge S2/04/2B Atomic Safety and Licensing Appeal Panel 
2pp 12885 062 24X Fiche 50-329,82/04/28,8204300478 


8204140391 Reiiuests that Wolverine Electric Cooperative bo granted addl 
time to respond to Coaimisslan 820315 FR notice ft info 
request 

JADLON, R A Spiegel ftMcRlarmld JABLON.R A Michigan Municipal 
Electric Association JABLON.R A Northern Michigan Electric 
Cooperative, Inc 82/04/05 MOON, C W Licensing Hroneh 4 
MERRIER. M Antitrust ft Economic analysis Branch (Utility Financol 
Ip 12670 318 24X Fiche 50-329,82/04/05.0204140391 


0 Inspection reports, IE Bulletins ft eorresp ondonce 


8204090386 Forwards IE Insp Hepts 90-329/02-04 ft SO-330/B2-04 on 
020302-04 No noncomp 1 ianc e noted 

NORELIUS. C E Division of Project ft Resident Programs 02/03/24 
COOK. U W Consumers Power Co 2pp 12625 265 24X 

Fiche 50-329, 82/03/24. 02O4O9O3a6 


— B2040903B9 IE Insp Repti 50-329/82-04 ft 50-330/02-04 On 820302-04 
No noncompl lance noted Major areas Inspected shop weld ropts 
ft rad lograp h s, p revious Insp findings ft nondestructive exam 
personnel certifications 

WARD. M 0 r DANIELSON. D N Division of Project ft Resident Programs 
92/03/10 6pp 12625 267 24X Fiche 50-329.02/03/24.0204090386 


8202040113 IE Info Notice 82-08. ''Check Valve Falluroi on Diesel 
Generator Engine Coaling Sys *' W/avc list 
e Director's QfFlca, Office 0-f Inspection and Enforcement 
02/03/26 4pp 12862 399 24 X Fiche 50-000,82/03/26,0202040113 

8204290378 Summary of 020315 meeting w/ut i I . Battel lo, Oeneral Physic* 
Corp ft Southwest Research Inst in DebhesdaiMD re preservice 
insp program Commitment made to change thermal shield 
bolt rnatl 

HERNAN.R W Licensing Branch 4 82/04/06, Licensing Branch 4 

24pp 12900 163 24X Flch* 50-329.82/04/06,0204290378 

8202040142 IE Info Notice BB~11, "Potential Inaccuracies In Wide Range 
Pressure Instruments Used in Westlnghouse Designed Plants " 

Svc list enc 1 

JORDAN, E L Division of Engineering ft Ouallty Assurance 02/04/09 
63pp 12B70 342 24X Fiche 50-000.82/04/09,0202040142 


H General correspondence 


9204010266 Responds to 820125 Ur re Constituent TR Miller 020110 Ur 
expressing concern about future releases of radioactive 
elements NRC position Is that limits on routine releases to 
environ leu enough that any resulting risk negligible 
DIRCK8, M J Office of the Executive Director for Operations 
82/03/26 TRAXLER. B House of Rep 2pp 12477 198 24X 

Fiche 50-329. 02/03/26, B2O4010266 


— 8204010270 Requests findings ft views on enc 1 constituent TR Miller 
820118 Itr re potential harm of radioactive releases from 
plants 

TRAXLER, D House ef Rep 92/01/25 HAMMERER, C Office of 
Congressional Affairs gpp 12477 200 24X Fiche 50-329, 

82/03/26. 0204010266 


8204070437 Requests recomrsendation to issue OL be reconsidered due to 
use of outdated data re dose estimates ft cancer rate 
HAHBLER.M A , HANDLER, C K Af f i 1 la t i on Unk nown 03/04/06 

KERMAN, R W Division of Licensing 2pp 12575 226 24X 

Fiche 50-329, 02/04/06.6204070437 


K Otillty Final Safety Analysis Report (FSAR) ft amends 


8202040143 IE Info Notice 82-12, "Surveillance of Hydraulic anubbers " 
U/encl svc list 

JORDAN. E L Division of Engineering ft Guallty Assurance 02/04/21 
64pp 12873 001 a4X Fiche 50-000,82/04/21,0202040143 


R Periodic operating poparts ft related correspondence 


B204070407 Forwards nonconformance ropts for Feb 1902, per ALAB- 106 
condition of 730326 memorandum ft order ft Amend I of CP, 
conilstlrg of nonconformance repts from Bechtel, DtW ft 
Bechtel quality action repts 

CODH.J W Consumer# Pawer Co 82/03/26 DEVOUNO, R C Dlreetor'a 
Office, Office of Inspection and Enforcement 700pp 12S66 28/ 

24 X Fiche 50-329,82/03/26,8204070407 


8204120343 Forwards Quarterly Rept 37 for Apr-Juno 1982, par ALAB'106 ft 
Amend 1 to CP 

COOK.J H Consumers Power Co 82/03/31 DEVOUNO, R C Director's 
Office, Office of Inspection and Enfarcemont Ip 12640 235. SAX 
Fiche 50-329,82/03/31,8204120343 


--8204120352 Quarterly Rept 37 for Apr-June 1902 

« Consumers Power Co 82/03/31 S4pp 12640 236 24X 

Fiche 90-329,02/03/31.8204120343 


82042DD231 Forwards application for Amend 104 to DL ft CP applications, 
censisttng of Revision 43 to FBAR Also forwards PftlDs, 
electrical ft ins trirmenta t i on control drawings ft piping 
isometrics 

COOK. JU Consumers Power Co 02/04/14 DENTON. H R Office of 
Nuclear Reactor Regulation. Director Ip 12041 072 24X 

Fiche 50-329,82/04/14,8204200231 


8204200324 Forwards affidavit of svc for Amend 104 to OL applications 
censisttng of Revision 43 to FSAR 

EULLIVAN. T J Consumers Power Co 82/04/16 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 12743'254, a4X 
Fiche 50-329, 82/04/16, 8204200324 


li Antitrust corrispondancB 


S Reportable occurrences, LERs ft related correepondenc e 


6201260372 Interim deficiency rept re existence of cracks In bornted 
water storage tank foundation Highest loaded bolt chair 
welds of bolt chair passed Next rept expected by 62031S 
COOK., J M Consumers Powsr Co 02/01/10 KEPPLER.J, 0 Region 3, 
Chicago, Office of the Director (81/03/01), Spp 11693 246. 24X 

Fiche 50-329,82/01/10,0201260372 


— 8201290033 “Evaluation of Midland Nuclear Power Plant Oorated Mater 
Storage Tanks for Nonunlferm Support Loading Resulting from 
Ring (fall Settlement '' 

CAMF8ELL. R D, , HARDY, 0 8 , BANON, H, Structural Mechanics 
Associates SHA 13704 01, 82/01/31 50pp 11751' 006 24X 

Fiche; 90-329, 02/01/18, 0201260372 


9204140270 Requests extension to 820430 to provide antitrust info ft 
views TS significant changes in antitrust review per Atomic 
Energy Act Section 109(c)I2>. 

JABLON, R A Spiegel ft McDiarmid JABLON, R, A Michigan Municipal 
Electric Association, JABLON.R A Michigan, State of 82/04/09 
M(X3NfC. W Licensing Branch 4, MESSIER, M Antitrust ft Economic 
analysis Branch (Utility Finance) 2pp, 12662 214 24X 

Fiche. 50-339, B2/04/0S, 8204140270 


8204090439 Sixth interim deficiency rapt re high energy line bro«)( 
analysis pipe whip restraint design. Most restraints msat 
design requirements Next rept by 020919 Currant status of 
actions enc 1 

COOK.J N Coneumer* Power Co 02/03/31 KEPPLER, J 0 Region 3, 
Office of Director. 8pp. 12624:021 24X FUha, 50-329, 02/03/31 , 

8204090433 
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82041S0Z33 Interim itrficieney rept r» aleetrical components associated 
bi/rlSIV actuatorsi topic cabinets {< panel inserts Meet rept 
aipaeted by 620601 

CGOKiJ U Consumers Power Co 62/04/01 (lEPPLEll.J 0 Region 3. 
Office of Director 5pp 12636 001 2CX Flche SO-329, 62/04 /OI- 

6204120233 


6204120377 Interim i)eficlenci| rept re low allog quenched i temp ere d 
bolting I 9 Inches it greater in support of saf etg-related 
sgs> Initially reported B10107 Const instructed to preload 
snubber studs Next rept bg 620709 

CDOR-J M Consumers Poue p Co 62/04/02 KEPPLER. J 0 Region 3> 
Office of Director 7pp 12640 166 24X Flche 90-329, 62/04 /02> 

8204 120377 


8204160377 Efcond ititenin Part 21 rept re rodent damage to 
electrical penetration (ui r 1 ng & cables Rodent control 
improved S, entries sealed Cracliad conductor Insulation S< 
Inadequate splices noted Next rept eipected 820604 
COOK. J H Consumers Pouer Co B2/O4/0B KEPPLEft, J 0 Region 3, 
Office of Clrector 6pp 12707 227 24X Flche 90-327,82/04/00, 

8204160377 


6204160S87 Interim Part 21 rept re assignment of auiilCarg feeduiater 
level control valves pover supp 1 lei, ini tlal 1 g reported en 
62030? Ochomatlc diagram mill be revised Meit rept expected 
bg 620601 

COOK'J 41 Consumers Power Co 82/04/06 KEPPLER, J 0 Region 3> 
Office of Director. 7pp 12701 064 241C FI c he. 50-329, 02/04 /O0, 

8204160967 


6204200017 Part 21 rept re airloct door seals presenting petentlal 
safetg problsm Ssals should not be used after startup u/d 
recertification Seals will be replace If approved test Si 
Insp program cannot be developed 

HOLLANDER. T C Presrag Cofp 62/04/14 Director's Dfficei Office 
of inspection and Enforcement Ip 12742 390 24X 

rich* 30-000. 02/04/14, 8204200017 


T Hearing transcripts on non-anti trust matters 


8202080247 Transcript of 620202 DL hearing In Hid land, MI Pp 6,707-7, 
137 

• Atomic Safetg and Llcenelng Doard Panel 02/02/02 a33pp 
JIB92 OBI 24X Flche 80-327,68/02/02.6202080247 


82041603S6 Forwards H Bingh testimong re plant fill problem, d 1 e sel 
generator bldg 

HCCALLI8TER, P Armg.Dept of 82/04/12 LEAR, <9 Ngdrologic tc 
Geotechnical Engineering Branch Ip 18707-016 24X 

Flche 30 -327, B2/04/ 12, 8204160396 


■6204160364 Testimony of HN Bingh re plant fill problem at diesel 
generator bldg Pp 1-12 Supporting documentation end 
# Atomic Safety and Licensing Board Panel 62/04/12 35pp 
18707 OIB, K4X Flche 30-327,02/04/12,8204160336 


V Operator Examinations 


SS042202S2 Summary of 620108 meeting lo/utll In Olen Ellyn, IL re 
operator licensing Handouts t< wleugraph s end 

HOOD, D a Licensing Branch 4 02/03/1 S Licaniing Branch 4 

16 pp. 12821 245. S4X Flche 50-329, 82/03/1 S. 0204220233 


820420001? Requests dual unit operator licenses be Issued Listed 
similarity In operating procedures, responi e characteristic i, 

Ttch Specs control room design fc sys design justify dual 
1 1 canses 

HELLS, R A Consumsrs Power Co 02/04/15 DENTON, H 2 Office of 

Nuclear Reactor Regulation, Director 3pp, 12742 306 24X 

Flche BO-329, 02/04/15,8204200017 


DOCKET 90-331 DUANE ARNOLD ENERGV CENTER 


F Security, medical, emergency t, fire protection plans 


0204070243 Forwards Info re guard training U qualification plan Info 
withheld (ref 10CFR2 770) 

ROOT, L D. Iowa Electric Light & Power Co 82/04/01 DENTON, H 
Office of Nuclear Reactor Regulation, Director, Ip 12387 001 24X 

Flche 30-331,62/04/01,8204070248 


6204260273 Releases public version of revisions to corporate H 
emergency plan implementing procedures 

FELTON, JM Division of Rules and Records, 82/04/06, Document 
>236*: la? 24X FichB.50-331, 02/04/06. 


— 8204260304 Forwards public version of revisions to corporate Pi 
emergency plan Implementing procedures, inc luding procedures 
EPIP 2 1 re activation of operational support c tr 6 CPIP 
S 3 re radiological assessment coordinator 

ROOT.L 0 Iowa Electric Light b Power Co 82/03/17 DENTON. H R 
Office of Nuclear Reactor Regulation, Director Ip 12861 172 
24X Flche 90-331.62/04/06,0204260270 


— 8204260309 Public version of Revision 5 to corporate emergency plan 
implementing pr oced ures , inc 1 ud Ing Procedures EPIP 2 1 re 
activation of operational support c tr 6 EPIP 2 2 re 
activation of technical support ctr 

« Iowa Electric Light t. Power Co 82/03/02 77pp 12861 193 
24X Flche 30-331,82/04/06,8204260298 


— 6204260313 Public version of Revision 2 to corporate plan implementing 
procedures, including Procedures CPIP 5 3 re radiological 
a siessment coordinator 

a Iowa Electric Light 4c Power Co 82/03/15 14pp 12061 271 
24X Flche 30-331,82/04/06,0204260298 


8204270317 Ack receipt of 02O21S 6 0331 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-331/8I-23 QA Fire Protection Audit Rept I-0I-28 Issued on 
SI >231 revi ewed 

KEPPLER, J 0 Region 3, Office of Director 82/04/23 ARNOLD, D 
Iowa Electric Light Power Co 2pp 12832 189 24X 

Ficho 30-331, 82/04/23, 820437031 7 


— -B20427032I Follows up 020218 rosponse to NRC Fire Protection Audit Rrpt 
81-23 Corrective actions procedures changed to Include 
requirement for fire fighting practice sessions Fire plans 
Witt be revised per guidelines 

ROar. L D Iowa Electric Light !, Power Co 82/03/31 KEPPLER. J 0 
Region 3, afflce of Director 2pp 12832 187 24X 

Fiehe 50-331,02/04/23.6204270317 


— -0204270326 Responds to NRC 0201 11 Itr re violations noted in IE Insp 
Rept 50-331/81-29 Corrective actions combustible matls 
removed from power block b] d g s, miss ing fire extinguishers 6 
air bottles replaced L fire watch established 

ROOT, L D Iowa Electric Light 6 Power Co 82/02/10 KEPpLER, ,/ U 
Region 3, Office of Director 16pp 12692 109 24X 

Flche 30-331,02/04/23,0204270317 


J Insurance indemnity information 


8204120361 Forwards Endorsement 4 4 to MAELU Policy MF-72 

LOWENBTEIN.R Loiuan ste 1 n , Newma n. He i s , Axe 1 r ad & Toll 02/04/08 

SALTZMAN, J D Antitrust U Economic analysis Branch (Utility 
Finance) 3pp 12641 215 24 X Fiche 50-331,02/04/08,8204120361 


F Operating license stage documents b c orrespondenc e 


6203170001 Generic Ltr 02—05 to all licensees of operating power 
reactars re post“TMI requirements 

ElBENHUT. D 0 Division of Licensing 02/03/19 HAU8PUR0, A 
Consolidated Edison Co of New York 7pp 12513 128 24X 

Flche 50-000,02/03/17,8203170001 


8204160134 Responds to util 601231 submittal re THl Action Plan Item 
II K 3 3, reporting relief valve & safety valve failures & 
challenges Item considered resolved based on util 
commitment to meet requirement 

VABSALLO, D B Operating Reactors Branch 2 82/03/30 ARNOLD, D 

Iowa Electric Light & Power Co 2pp 12719 287 24X 

Flche 90-331,02/03/30,6204160134 


82040160142 Generic Ltr 02-03 to all operating BWRs re high bornup 
HAPLHOR limits Based on listed considerations, p lant-spec if ic 
ref to OE position acceptable Oversize list of recipients 
end Aperture cards available in POR 

EJ8ENHUT,0 0 Division of Licensing 62/03/31 DELOEORGE, L 
Commonwealth Edison Co STlCHNOTKiO R, loua-1 1 1 Inol d Gas t, 
Electric KNUBEL, J. General Public Otillties - GPU Service Corp 
2pp 12692 079 24X Flche 50-000,82/03/31,6204060142 


8204070677 Advises that shift technical advisor training program 
acceptable per THI Action Item 1 A 1 1 

VASSAULO, D 0 Operating Reactors Branch 2 82/03/31 ARNOLD, D, 

Iowa Electric Light & Power Co 2pp 12577.111 24X 

Flche- 50-331. 82/03/31, 0204070677 


8204150343 Forwards requests for addl info re environ qual if lea ti on 
of safety-related electrical equipment Info needed within 
30 days to complete pevleta H/o end 

VAS8ALLQ, D 8 Operating Reactors Branch 2 82/03/31, ARNOLD, D 

Iowa Electric Light S< Fower Co 3pp 12687,397, 24X 

Flche 90-331,82/03/31,3204150343, 





■ klVIW 


■M"! 


82^4 1 ^0139 Fafujrji raqutst #op «d4t infd v» NURE0-<)737 Iktni IASI 
I fl B 4.upBr<din; rtactor operator l> lanior rtactor 
oparatsr troinlng qua t tFUatlons t< training to Aitigata care 
danaga Ratpontt ihould bt fubnittad within 30 day* 

VASSALLO. D S Optratlng Rtactor i Branch 3 82/04/01 ARNOLD) 0 

lout Elactrie Light h Poutr Co Spp 12719 391 34X 

Fteht S0-33t> 83/04/01. 8204 1M130 


8:03220167 Foruardt tachnlcal evaluation rept. 'ContalnAant Laalagv 
Tilting “ 

CRA/£-C J Franklin tnit Ituti/Frank t In Riiiarch Canter 
MlC-03-79-lt8 83/03/17 BA3WA. S S mC - No Detailed Affiliation 

given tp 63937 001 24X Fichc 30-331.83/04/03,8303230167 


— B3O3230I73 'C ontainsant Leakage Rate Tasting,'* technical evaluation 
rep t 

DELCATZO-T J Franklin Instl tute/Frant 1 1 n Raaaarch Cantar 
TER-CS3S7-17 82/03/17 HUANO.Y S NRC - No Datailad Affiliation 
Olven 33pp 63937 003 34X Fiche 30-331,03/04/03, 8303230167 


8804300523 Submit! currant itatui ra Imp t enan tat I on of MUREO-0737 Itao 
II F t.accidant aanlterlng Subiystams eipar i anting various 
dldficultiti Intiria raeaiurat nalntalntd’ 

ROOT.L D toua Elactrie Light L Fouar Co 83/04/36 DEHTOMiH 

Off lea of Nuc Itar Raactor Ragulatlon, Dirac tor ip 13871 333 3AX 

Fleht S0-33i, 83/04/36, B30430O233 


Q Impaction repprta, IE Bullatins l> corrtsp o-ndanc a 


8304050327 Foruardi IE Imp Rept 30-331/81-27 on 81)201-820131 I, notice 
of violation 

6PESSARD.R L Divliion of Project !r Resident Prograini 82/03/13 
ARNOLD. D Iowa Electric Light U Power Co 3pp 12929 317 24X 

Fieh# 50-331. S2/03/13, 8304090327 


— 8204090331 Notice of violation from insp an 811301-820131 

BPEESARD.R L Division of Projact b Rtsldant Programs 83/03/13 
2pp 13929 319 24XFlchr 30-331,83/03/19,8204030327 


B3041S0343 SoMAarllt* corractiva actions to findings of Ptrforminea 
Appraisal 81-24 ra safatg conni ttea, operatl ons connittaa b 
training 

AaOT,L D Iowa Elactrie Light b Power Co 83/04/02 KEPPLER.J O 

Rtglon 3, Offica of Dlractor 3pp 12638 024 24X 

FIcha 90-331.92/04/02.8204130242 


—8204090340 IE Insp Rapt 50-331/81-37 on Bl 1 301-830131 Woncemp 1 i anC r 
notfd failure to follow pracadura It failure to properly 
store safety-related items 

CLAADV. L E . STREETER. J F Region 3. Offica of Director 
83/03/19 13pf 13929 33 ) 34X Fiche 90-331.83/03/19.8204050327 


S304300243 Forwards safety avaluatian ra licansaa requests for 
aieaptlon from raqulrsnants of App J tc proposed changes to 
Tech Specs 

6PEIS.T Assistant Director for Reactor Safety. 82/04/02 NOVAK, T 
Assistant Director for Operating Raactors Spp 12921 078 24X 

FlCha 30-331.82/04/02.8304300243 


8204210364 Raquasts notification of deviation from raqviremants of 
NUREO-0737 Itao III 033. "Improved In-Plant Iodine 
Ins trunentat i on Under Accident Conditions “ Response 
tepactsd utthln 30 days 

VASSALLO. D S Operating Reactors Branch 2 83/04/08 ARNOLD.D 

Iowa Electric Light 1, Power Co 2pp 13811 381 24X 

Fiche 50-331. 82/04/0 B. 0304310364. 


&30420037S Responds to Oanaric Ltr 82-09 Schcdula of NUflES-0737 iteais 
status end 

ROOT.L D Iowa Electric Light b Power Co 83/04/14. DENTON. H R 
Office of Nuclear Reactor Regulation, Director 3pp- 13734 182 
24X Fiche 50-331.82/04/14,8304200375 


B204160152 Ctnaric Ltr 82-07 to all BWR plant licanstta b applicants ra 
transmittal of NUREO-0909 relative to Oinna tuba rupture 
H/o and HUREO List of NRC recipients and 

EISENHUT.D C Otvlsion of Licensing 82/04/13 Connonwiaith 
Edison Co 7pp 13787 196 24X Fiche 90-000.82/04/19,8204160193 


8304370038 Approves 820303 connltAents b addl info ra NUREe-0737 
Item II K 3 27 ra common ref level, per 811021 requaet 
VASSALLO.D 3 Operating Reactors Branch 2 83/04/19 ARNOLD.D 

Iowa Electric Light % Power Co 3pp 13873 342 24X 

FJ c6 a 90-33 1 , 83/04/19, 8304370028. 


8304310058 Informs of currant status of N)JRE0-0737 Itan 11 b 3, "Post- 
Accident Sampling,” Implementotlon 

ROOT.L 0 Iowa ElcCtrliC Light b Power Co 83/04/16 DENTON.H R. 
Office of Nuclear Raactor Regulation, Director ip 12803 349 24X 

Fiche 50-331,83/04/16,8204210058. 


8204210393 Oenarlc Ltr 82-09 to all power reactor 1 icenteee, app Hcants 
for OL.NSSS vendors «, raactor vandore ra environ 
qualif icatiun of safoty-relatad alactrical aquipmant. 

NRC position re qual i f tcotion requirements and 
EISENWT, DO Division of Licensing 83/04/30 HAUSPUR8.A 
Consolidated Edison Co of New Vorit CGNRAD. V Public Service Co 
of Oklahoma SCHNEIDER. F H Public Service Electric b Oat Co. of 
Nfw Jersey. 18pp. 12863 337 34X Fiche 90-000.83/04/30.8304210295 


8204270318 Application to amend License DPR-49 to incorporate mods 
required by NUREO-0737, Item II 8 3. ’Post-Accident 
Sampling ” 

ROOT.L D Iowa Electric Light l< Power Co 83/04/83. DENTON.H R 
Office of Nucleor Reactor Raguiotlon. Director, tp 12853,023. 24X 

Fiche 50-331 . 82/04/23. 830427031 8 


—8304270221 Proposed changes to Toch Spec Pages 3.7-23 b 3.7-26. to 
incorporate mods requirod by NURE07-0737i I tom fl. B 3, 
”Post-Aceldont Soap ling " „ 

* Iowa Electric Light b Power Co. ,82/04/23, 9pp. 13953.034 
34 X F i c h t : 110-331 . 83/04/33, 820 43703 1 8, 


8202040113 IE Info Notice 83-08. “Chad Valve Failures on Diesel 
Oinrrator Engine Cooling Sys ” U/svc list. 

* Director's Office. Office of Inspiction and Enforcemrnt 
82/03/36 4pp 12862 393 24X Fiche 50-000.83/03/26,8302040113 


B20204014S IE Info Notice 82-lt, "Potential Inaccuracies in Wide Range 
Prsisure Instruments Used In Wsstlnghouse Designed Plants " 

8vc list encl 

JOADAN.E L Division of Engineering b Quality Assurance 82/04/09 
63pp 12878 342 24X Fiche 30-000.82/04/09.8303040142 


8304220486 Ack reciipk of B30401 ltr informing NRC of stops taken to 
correct violations noted In IE Insp Rept 50-331/81—11 
NOAELIUS. C E Division of Engineering b Technical Programs 
82/04/12 ARNOLD.D Iowa Electric Light b Power Co Ip 
13808 127 24X Fiche 90-331.82/04/12.8204220486 


— 8204330494 Responds to NRC BlOBIl ltr re violations noted In IE Insp 
Rapt 30-331/81-11 Corrective actions pump & valve inservlce 
testing procedural aodlfiad b test data trending program 
will be in place by S20630 

ROOT.L D Iowa Electric Light b Power Co 82/04/01 KEPPLER.J O 
Region 3, Office of Director Ip 12803 128 24X 

Fiche 50-331,82/04/12.8304220486 


8202040143 IE Info Notice 83-12, “Surveillance of Hydraulic Enubbers " 
U/encI SVC list 

JORDAN, E L Division of Engineering & Quality Assurance 82/04/21 
64pp 12B73 OOl 34X Fiche 90-000,82/04/21,8302040143 


8204270317 Ack recsipt of 020218 b 0331 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-331/81-35 QA Fire Protection Audit Rept 1-81-28 Issued on 
811331 reviewed 

KEPPLER.J 0 Reglo>n 3. Offica Of Director 82/04/23 ARNOLD.D 
leua Electric Light b Power Co 2pp 13832 169 34X 

Fiche 90-331.82/04/33.8304370317 


— 8204370331 Follows up 820218 response to NRC Fire Protection Audit Re 
81-29 Corrective actions procedures changed to Include 
requirement for fire fighting practice sessions Fire plans 
will be revised per guidelines 

ROOT.L 0 Iowa Electric Light b Power Co 82/03/31. KEPPLER, J Q 
Region 3, Office of Director Spp 13852.187 24X 

Fiche 30-331,82/04/23,8204270317 


—8204270326 Responds to NRC 820111 ltr re violations noted In IE luep 
Rept 90— 331/BI-2S Corrective actions' combustible matli 
removed from power block b Idg s, nl s s Ing fire sstlngulehers b 
air bottles replaced b fire watch established 

ROOT.L O Iowa Electric Light & Power Co 82/03/18. KEPPLER.J Q 
Region 3, Office of Olrsctor 16pp 12852. 189. 24X 

Fiche 50-331.82/04/23,8204270317 


8204300360 Ack receipt of 8204)4 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 30-331/81-27 
SPE&SARD,H L Oiviilon of Project 4. Resident Programs 02/04/36. 
ARNOLD.D Iowa Electric Light b Power Co la. 13888 034 a4X 
Fiche 90-331,83/04/26.8304300360 


—8304300372 Respohds to NRC S30319 ltr re violations noted In IE Insp 
Rapt 90— 331 /81— 27. Correct Ive actions; Document Change Forms 
3197.3246,3233 b 3320 reviewed b disposlt lontf according to 
procedures 

ROOT.L O Iowa Electric Light b Power Co B2/04/14. KEPPLER.J <2 
Region 3, Office of Director Spp 12888:033. 24X 

Fl e h e 50-33 1 . 83/04 /a6 , 8204300 360 
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R P4rlatllc a^aritlng rsportt & r«ljit«d cerr»ipoiid*nec 


B204O5OO44 Fofyardt annual «nvl.ron rept for 1 9B1 

MINECK. D L iDua Electrlt Light fc Power Co B3/03^2<> NRC - No 
Datailad Affiliation Ctvsn. Ip 12519 032 24X 

Ficho 50-331. e2/03/'Z‘?.Ba040if0044 


— 6S04050046 Annual environ rapt for 19S1> 

LEWIS. R a . KBANI.V R Ecoiopical AnoJgetd. Inc lEL-l 1 
BZ/03/12 aaopp. 12519 033 24 J[ FI eft » 30-331 . 82/'03/’a9, 
B2040S0044 


8204210063 Foruardi month Ig pperatlnj rept for Mar 1902 

MINECKrD L iDiua Electric Light Ic Power Co 02/04/14 Director's 
Office. Office of Inepection and Enforcement Ip 12804 032 24X 

Flchc S0-331J B2/04/14. 8204210063 


8204160123 F6rwar(ft LER 02-033/031-0 

MINECK.D L ioue Electric Light «< Power Co 02/04/08 KEPPLEfi.dO 
Region 3, Office of Director Ip 12699 234 24X 

Flehe S0-33J, 02/O4/Og,B2O4l6ol23 


— -62041&OI33 LER 02-O23/O3L~O on 020309. while performing lurvei IJanci 
t»fting.4 tV emergency hue undervoltage relay 127-3 tripped 
coneerva tlve 1 g high at 29 2 volte Caused by instrument 
drift Relay 127-3 recalibr 

OARMERi D M fowa Electric Light ft Power Co S2/O4/0B Regidn 
3. Office of Director Ip 12699 235 24X Fiche 50-331,02/04/00. 

8204160153 


0204160140 Forwards LER 82-024/03L-0 

MJNECK. D L rowa Electric Light fc Power Co 02/04/00 KEPPLER.3 0 
Region 3. Office of Director Ip 12699 232 24X 

Flehe' 30-331, 02/04/08. 8204160140 


— 8204210060 Monthly operating rapt for Mar 1902 

DROWN. S L Iowa Electric Light & Power Co 82/04/14 9pp 
IS0O4.O53 24X Fiche 30-331. 82/04/ 14. B2042I0063 


S Reportable occurrences. LERs b related correspondence 


B204020422 Forwards LER 82-019/03L-0 

MINECK, D L rouia Electric Light h Power Co 02/03/26 KEPPLER.J 0 
Region 3, Office of Director Ip 1SS03 042 24X 

Fiche 30-331,82/03/26,6204020422 


—0204020424 LER 02-Oi9/O3L-O on 820225. d uri n g surveillance tasting on 
main steam line tunnel Jrak iletfrction sys. temp switch 
718-4444 failed to operate Caused by faulty capacitor in 
power supply Sys tested t. restored to sve 

VARNER, D H Iowa Electric Light b Power Go 82/03/26 Region 
3, Office Df Director. Ip 12303 043 24X Flehe 90-331,02/03/26. 

S204D20422 


B2040BD483 Forwards LER 02-020/017-0 

I1INECK, D. L Iowa Electric Light b Power Co, 92/03/29 KEPPLER, J 0, 
Region 3> Office of Director tp 1259? OSS 24X 
Fiche 90-331. 02/03/29. 6204090483 


— 6204080493 LER B2-D20/017-0 on 02031 S, duri ng normal operation, whi le 
performing surva 1 1 lane e tei t i ng. s tandby diesel generator 
1021 tripped in start sequence Caused by procedural 
deficiency Procedures rewritten 

VARNER, D M Iowa Electric Light b Power Co 02/03/39 Region 
3, Office of Director 2pp 12599 086, 24X F 1 che. SQ-331 , 

02/03/29. 0204090483 


--9204I60144 LER 82-024/03L-0 on 820310. high flow pressure dl f f erentlel 
Indlcetlng switch 2442 tripped at 110 inches of water on 
reactor core isolation cooling steam line Caused by 
instrument drift Switch recalibr Design change pursued 
VARNER. 0 M Iowa Electric Light b Power Co 02/04/08 Region 
3, Office Of Director Ip 13699 233 24X Fiche 30-331.82/04/00. 

SS04160140 


0204300170 Forwards updated LER 79-021/01X-1 

NiNECK.D.L Iowa Electric Light b Power Co 02/04/23 KEPPLER.JO 

Region 3. Office of Director Ip 1289 1 329 24X 
Fiche 90-331,82/04/23,0204300170 


— 8204300178 Updated LER 79-021 /OlX-i on 790910, dur Ing lurvell lance 
teetlng min flow valve (MOV 2009) for ROR (LPCI) pumps 
IP~229A b 1P-229C failed to open Caused by stripped operator 
worm gear Norm. gear, quad rings fc 0 rings replaced 
HILL, H L Iowa Electric Light b Power Co 02/04/23 Region 3. 
Office of Director 2pp 12091 330 24 X Fiche 50-331,02/04/23. 

8204300170 


6204300352 Forwards updated LER 80-054/01X-1 

MtNECK. D L lotil* Electric Light b Power Co 02/04/23 KEFPLER.UO 

Region 3, Office of Director Ip 12880 103 24X 

Fiche. 50-331, 82/04/23. 8204300352 


--0204300359 Updated LER S0-054/01X-1 on 001110. during plant startup, 
leaking relief valve P8V-4409 etuck open causing reactor 
scram Cause unknown Pilot assembly replaced 

HILL. K L loua Electric Light b Power Co 02/04/23 Region 3. 
□ fflee of Director 2pp 12098 104 24X Flehe 90-331.92/04/23, 

8204300352 


9204120267 Forwards LER 82-021/03L-0 

MINECM, D L Iowa Electric Light b Power Ca 02/04/01 KEPPLER, J G 
Region 3. Office of Director Ip 12638 033 24X 

Fiche 50-331, 02/04/01, 0204120267. 


—8204120272 LER 82-021/03L-0 pn 020302. during norm-al operation 
surveillance testing on standby gas treatment sys charcoal 
deluge sys. A train found to be wet Caused by leaking deluge 
valve CV-5B37 4 plugged orifice In dralnl Ine 

VARNER, D, M Jova Electric Light b Power Co, B2/D4/01 Region 
3, Office of Director Spp 12630:034, 24X Fiche 50-331, 

82/04/0fr 8204120267 


8204120306 Forwards LER 02-022/03 L-0 

HINECK, D. L lows Electric Light b Pouiar Co 82/04/02 KEPPLER/J 0 
Region 3. Office of Director 2pp 12634 tl7 34X 
Fiche 50-331,02/04/02,0204120306 


0204300361 Forwards updated LER 81-013/01T-1 

HINECK.D.L Iowa Electric Light b Power Co 02/04/23 KEPPLER, U 0 
Region 3. Office of Director Ip 12800 106 24X 

Fiche 90-331,02/04/23,0204300361 


— 8204300360 Updated LER 81-013/017-1 on 010384, MSIVi 4412.4413.4416, 
4419.4420 b 4421 found to have seat leakage on Inboard b 
seat b atom leakage on outboard valves exceeding Tech Specs 
Caused by normal wear. Valves repaired as hasdsd b retested 
HILL, K L, Towa Electric Light b Power Co. 02/04/23 Region 3. 
Office Of Director. app 12880 I07 24X Fiche 50-331,02/04 /23, 

8204300361 


8S043(K)399 Forwards updated LER a2-020/01X-2 

KINECK. D L loua Electric Light b Power Co 02/04/23 KEPPLER.U 0 
Region 3, Office of Director, Ip 12886 329. 24X 
Fiche, 50-331, 82/04/23, 8204300395 


— -8204120311 LER 82— 022/03L— 0* on 020305, HPCI declared inoperable when 
preliminary design review dlif not confirm loose mounting 
plete on spring can hanger EBB-14-HB Caused by degraded 
condition of Red Head concrete expansion holts, 

VARNER. D M Iowa Electric Light & Power Co, 02/04/02, Region 
3, Office of Director 2pp 12634 US 24X Fiche 50-331, 
82/04/02. 8204120306 


8204120226 Forwards updated LER 02-030/01 T -1 

MINEGK. D L, loua Electric Light b Power Cn. 02/04/09 HEPPLEH.U 0, 
Regidn 3, Office of Director. Ip 12638’ 006 24X 

Fiche, 50-331, 82/04/09, 0204120236 


--8204300401 Updated LER 82-020/0 iX-2 on 8203 IS. standby diesel generator 
10-21 tripped during surveillance testing Caused by 
procedural deflc 1 ancy, a 1 lowing fuel oil filter change w/o 
filling b venting filter casings Meint procedures written 
VARNER, D.H Iowa Electric Light b Power Co 82/04/23 Region 
3, Office of Director 3pp 12886 330 24X Flehe 50-331, 

82/04/23, 0204300399. 


8204300412 Forwards updated LER 01-O3O/O3L-1 

MIMECK, 0 L, toua Electric Light b Power Co 02/04/23 KEPPLBR.J 0 
Region 3. Office of Director Ip. 1 2887- 059 24X 

Fiche 50-331,82/04/23,8204300412 


— 0204120231 Updated LER 82-020/017-1. on 6203 1 S, standby dleeel general 
trlpptd tfi itAft uihllv vurw 1 1 larvct 

testing Caused by procedural deficiency allowing both fuel 
oil filters to be changed w/o filing b renting casings 
VAN BlCKFLi J.D Iowa Electric Light b Power Co 02/04/09, 

Region 3j Office of Director Spp, 12638:007 24X 

Fiche; 50 - 331 , 82 / 04 / 05 , 0204130226 . 


--B20430042Z Updated LER Sl-OSO/oaL-l , on 810701, dur ing surveillance 
testing. torus atmosphere sampling line isoletion valve 
SV-810BA would not close. Caused by rust in mechanical 
portion of sol eno id. Solenoid dismantled b cleensd 
HILL.K L. Iowa Electric Light b Power Co 02/04/23 Region 3, 
Offico of Director. Ip. 12887.060. 24X Fiche 90-331,02/04/23, 

0204300413 
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OOCKCr 50-332 BARNWELL REPROCESSINO PLANT 


0 Inspection roportsi IE Bulletins & correspondence 


BS04140435 Poruards IE Info Notice 82-10i 'Tollauing Up Sijieptomatlc 
Repairs to Aisure Resolution of Problem 

O'REILLY. J P Region S. Office of Director 82/03/31 UHRIO. R E 
Florida Power & Light Co 4pp <2670 009 24X 

FIche SD-OOOf SS/03/31. 8204140439 


8204070186 Forwards !NPO rept "Evaluation of JA Fitipatrick Nuclear 
Power Plant. “ In raiponse to 01OSO6 ti 0626 reiiueats 

8HITH. 0 H Division of Emergency Preparedness 6 Operational Support 
82/03/29 TAYLOR* J M Division of Reactor Programs ip 
12S8S 237 24X Fiche 90-333.02/03/29.0204070186 


— 8204070191 "Evaluation of JA Fitipatrick Nuclear Power Plant 
a Institute of Nuclear Pouar Operations Gl/12/31 36pp 
12500 233 24)C FIche 50-333.82/03/29,0204070106 


DOCKET 50-333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


F Security, medical, emergency & fire protection plans 


8204070501 Provides addl response to Oenarlc Ltr 81-10 re emergency 
response facilities Formal Implementation schedule wilt be 
subinltted w/acceptance criteria finaliied b Committee to 
Review Oenari c Requirements evaluation completed 
SAYNE, J P Power Authority of the State of New York 82/04/01 
VAS8ALL0. D S Operating Reactors Branch 2 2pp 12578 349 24X 

Fiche SO-333, 02/04/01 . 8204070501 


82040B0359 Confirmation of action ltr requesting deadlines for 
emergency preparedness issues. i nc ludlng training & 
retraining programs 6 procedures for accurately detecting Cc 
measuring radioiodlne concentrations 

SKITS. 0 H Division of Emergency Preparedness ti Operational Support 

02/04/01 MCNEILL, C A Power Authority of the State of New York 

2pp 12603 005 24X Fiche 50-333. 82/04/01 . 82040B0399 


8204160512 Notifies that 810630 commitment that upgraded emergency sys 
would be operational by 820701 is eitended to 820930, in 
response to NUREO-0737 Item III A 2, meterol og ical criteria 
Interim dose assessment sys will be provided per NUREO-0694 
BAYNE, J P Power Authority of the State of New York 82/04/09 
VASBALLO. 0 B Operating Reactors Branch 2 2pp 12704 212 24X 

Flchs 50-333.82/04/05.8204160512 


8204060129 Informs that util it participating 
svaluatlon of THI Action Item I I. K 3 10 NRC 
if any mods required 

BAYNE. J P Power Authority of the State of 
VASSALLO. D B Operating Reactors Branch 2 
Fiche 90-333. 82/03/31.8204060129 


in BWR owners group 
will be notified 

N«w York 62/03/31 
2pp 12949 217 24X 


8204060142 Oenerle Ltr 82-03 to all operating OMRs re high burnup 
MAPLH9R limits Based on listed eonsld eratlons, p Ian t-spec 1 f 1 c 
ref to OE position acetp t ab Is. Oversi i e list of recipients 
end Aperture cards available In POR. 

E{8ENHJT,D0 Division of Licensing 82/03/31 DELQEORGE, L 
Commonwealth Edison Co HERRMANN, H . HACHONtR D Boston Edison Co 
2pp 12652 0 79 24)( Fiche 50-000,82/03/31.8204060142 


0204090266 Notifies that review of BWR owners group generic study of 
automatic dep ressurt lation sys complete per 620111 ltr. 

Accumulator design adequate to assure short 5 long-term, core 
cooling 

BAYNE, J P Power Authority of the State of New York 02/04/01 
VASaALUO, D B Operating Reactors Branch 2 2pp 12627 322 24X 

Fieht 90-333.92/04/01,0204090260 


0204210014 Provides rept of challenges to safety t< relief valves for 
1901. per NUREO-0737, Item II K. 3 3 Qn 010117, A, B,H i« K valves 
were nanually cycled one time each 

BAYNE. J P Power Authority of the State of New York 82/04/13 
UASSALLO, 0 B Operating Reactors Branch 2 2pp 12604 062 24X 

Fichs’ 50-333. 82/04/13, 8204210014 


6204160610 Forwards changes to security plan Changes withheld (ref 
10CFR2 7901 

SINCLAIR.L W Power Authority of the State of New York 82/04/12 
VAROA. S A Operating Reactors Branch 1 ip 12700 333 24X 

Fiche 50-333,82/04/12.8204160610 


J insurance i< indemnity information 


8204200265 Forwards Endorsements 56,97, S. 96 to NELIA Policy NF-208 
DERO.F H Power Authority of the State of New York 82/04/19 
SALTZffAN, J Antitrust L Economic analysis Branch (Utility Finance) 
4pp 12736 260 24X Fiche 90-333.82/04/19,6204200269 


8204160192 Oenerle Ltr 82-07 to all BWR plant licensees it applicants re 
transmittal of NUREO-0709 relative to Oinna tube rupture. 

W/o end NUREO List of NRC recipients end 

EISENHUT, D 0 Division of Licensing 82/04/19 Commonwealth 

Edison Co 7pp 12787 196 24X Fiche 90-000,82/04/15.6204160192 


8204210295 Oenerle Ltr 82-09 to all power reactor 1 1 censees. epp 1 lean ts 
for OL. NSBS vendors i reactor vendors re environ 
qualif 1 cation of safety-related electrical equipment 
NRC position re qualification requirements end 
EISENMUT.D 0 Division of Licensing 62/04/20 HAU&PURG.A 
Consolidated Edison Co of New York. tSpp 12862 337 a4X 
Fiche’ 50-000, 62/04/20, 8204210299 


8204200421 Forwards Endorsement 8 to NELIA Binder EB-47 

DEEO.F H Power Authority of the Btate of New York 82/04/15 
SALTZNAMrJ Antitrust t< Economic analysis Branch (Utility Finance) 
3pp 12743 154 24X Fiche 90-333,82/04/19.0204200421 


P Operating license stage documents li correspondence 


3204270260 Forwards schedule for response to Generic Ltr 62-05 re TNI 
Action Items IA3 1,11 B 2 2, II B3 2, II □ 4, II E4 2. 
tIFl l.IIF 12, II Ft 3, II. F 14, tIFl 5, IlFIA, 

II K 3 15, It. K 3 22, II K 3 24 b 1 1. K 3 27 

BAYNE, J P Power Authority of the State of New York. 82/04/21. 
UA38ALL0, D 8 Operating Reactors Branch 2 9pp 12648 126 24X 

Fiche 50-333.62/04/21,0204270200 


8203190001 Generic Ltr 02-05 to all licensees of operating power 
reactors re post-TMI requirements 

EISENHUT, D 0 Division of Licensing 82/03/19 HAUSPURO. A 
Consol idated Edison Co of New York 7pp 12513 128 24X 

Fiche 50-000.82/03/19,6203190001 


8204190364 Forwards Amend 69 to License DPR-S9, safety evaluation l< 
notice of Issuance 4, availability Amend revises closure time 
for HPI8 suction valve 

POLKtP J Oparatlng Reactors Branch 2 62/03/26 SINCLAIR, L W 

Power Author! ty of the State of New York 2pp 12731 173 24X 

Fiche 50-333. 62/03/26,6204190364 


— 8204190366 Amend 69 to License DPR-89. revls Inp requirements for HPIB 
suction valve closure times. Max closure time revised from 
60 seconds to 80 seconds 

VASSALLO. D B Operating Reactors Branch 2 82/03/26 11pp. 

12731.175 24X Ficht 50-333,02/03/26.6204190364 


— 8204190371 Safety evaluation supporting Amend 69 to License DPR-99 
» Office of Nuclear Reactor Regulation. Director. 82/03/26 2pp. 
i273i 106 24X Fiche 90-333,02/03/26,8204190364 


0204300450 Advises that util takes no exceptions to NUREO-0737 Action 
Item III 03 3 re Improved in-plant Inetrumentatton under 
accident conditions 

BAYNE, J P Power Authority of the State of New York 82/04/23 
VASSALLO. D 0 Operating Reactors Branch 2 2pp 12086,310 24X 

Fiche' 50-333. 02/04/23, 8204300490. 


0 Inspection reporti. IE Bulletins & correspondence 


6204020190 Forwards IE Insp Rept 50-333/02-02 on 020201-26 No 
non camp liance noted 

BTARQSTECKIi R , Division of Project 4« Resident Programs 82/03/'19. 
MCNEILL, C A Power Authority of the State of New York, 2pp. 

12493 320 24X Fiche. 90-333, 02/03/19, 8204020190 


—8204020197 IE Insp Rept 50-333/82-02 on 820201-20. No noneomp 1 lanes 
noted Major areae inspected licensee action on previous insp 
findlngsiLERs, operational safety verification b IE bulletin 
(< circular followup. 

LINVILLE, J. C. , DOERFLBIN.L T. , KIBTERiH D Division of Project b 
Resident Programs. 82/03/10, t4pp. 12490 322. 24X 

Fiche: 50-33 3, 82/03/19, 0204020190. 


— 0204190372 Notice of Issuance b availability of Amend 69 to License 

DPR-99 ^ „ 0204090424 Forwards IE Insp Rept 90-333/61-23 on 811007-10 b 11-13. 

VASBALLO. D B Operating Reactors Branch 2 82/03/26 2pp No noncompl la nee noted 

12731.183 24 X Fiche 90-333,82/03/26.0204190364 MARTIN, T. T Division of Engineering b Technical Programs 02/03/26, 

FI rZPATR ICK, J. Power Authority of the Btate of New York 2pp 
12624 077 24X Fiche: 90-333, 82/03/26i 6204090424. 
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— 0204090429 IE In«p Rtpt 30-333/01-23 on 011007-10 ft 11-13 
No noneoiDfllinc* notod Mojor 4r»ai ln»(>#tlfil radiation 
prottctlon plotininfli iipoaoro control ti poitlng lakollnj 
«■ rad loactlvf nafcl control 

WHITE. Jfl . CDULIN3.0 J , KNAPP.P J Dlviolon of Engloaarinir & 
Ttchnical Program* 82/03/23. Spf 12624 079 241< 

FI c ft » 50-333. 82/03/26. 8204090424 


83041503A3 Foruardt IE Info Notlcd* 02-09. ''Cracking in Piping of 
Kakoup Coolant Linn at B&il Plant*" I. 02-10. "Foi towing op 
Syngtomatic Repair* to A*turf Raiolution of Prebltn ” No 
wrltton rt*poiiif rt^ulnd 

HAVNES.fl C Ration 1. OffiCt of Dlrtetor 02/03/31 Q'TOOLE. J 0 
Contolidattd Ediion Co of Nau Vorl WOOt-EVER, E 3 DuAuttna Llgiit 
Co. CARROLL. 3 T viiritv Cantral Pouar & Light Co 5pp 1268B' S40 
24X Flcht 30-000.82/03/31.0204150365 


e20'4I30462 Forward* IE Boltatln 02-01. "Altpration of Radiograpfti of 
Hold* In Piping Subaitamb t la* " No wrlttan rtaponto 
r*d.ulrad 

HATNES.R C Aaglon 1. Offtco of Olractor 82/03/31 O'TOOLE. J 
Coniolldatad Cd’laon Co of Htu Vork KAV.J A Yankat Atomic 

Elactrlc Co MOOLEVER.E J Du<i<ia(na Light Co 6pp 12603 S34. 

24X Flcht 50-000. 02/03/31. 8S^4 130462 


-B204300354 IE In*p Rapt 50-333/02-07 on 020310-19 No none oaip 1 1 dl>Ct 
nottd Major araa* Intpactad llean»oa OA program for changa* 

1. Implanantatlon . ...i 

CHAUDHARV.8 K . EBNETER.S D Divliloo of Enfllnaorln? «< r*cftn»«ai 
Progratn* 82/04/13 3pp. 12080 022 24X Flctia 30-333.02/04/16. 

8204300344 


0204300428 Forward* raqoait for addl info ra ro*pon»a* to IE Bulletin 
OO-li. "Maaonrtf Wall Dailgn '* Info raquattad within 43 day* 
of racalpt of Itr . .. 

VAB3ALL0. D B Oporatlng Raactor* Branch 2 B2/04/ 19 SINCCAIN. *- W 

Power Authority of tha State of New York. 3pp. 12920 IBl 24X 
Flehe 50-333.02/04/19.8204300420 


8202040143 IE Info Notice 02-12. "OorvelUance of Hydraulic 
W/enc 1 ivc lilt 

./ORDAM.EL Dlvlolon of Englnoorlng i, Ouellty Ataurance. 
64pp 12873 001 24X FI cha- 30-000, 02/04/2 1 . 0202040143 


Snubbari " 
82/04/21 


8204260184 Ack recoipt of 820401 Itr Informing NRC of etopo taken to 
correct vloletlon* noted In IE Imp Rept 30 — 333/31 — 10 
martin. T T Dlvltlon of Engineering (< Technical Program* 02/04/21 
MCNEILL. C A Power Authority of the gtata of Now York 2pp 
12839.001 24X Ficht 30-333.02/04/21,0204260184 


8204080359 Confiraatlon of action Itr raquoftlng deadline* for 
eatorgancy prtparidna** laiua*. including training Ac 
retraining program I. proetdurti for accurataly dataetlng 6 
aaaivrlng radioiodlne concantration* 

gMITH, 0 H Divl«lon of Emargancy Prtparadnt** t. Opiratlonal Support 
02/04/01 MCNEILL.C A Pouar Authority of the Stata of Niu Vork. 
2pp 12603 003 24* Flcha: 30-333, 02/04/01,8204060339 


— 8204260193 Ratpond* to NRC 020302 Itr ra violation* noted In IE Imp 
Rept 30-333/02-01 Corrective action* i«>u*d Procedure 
RPOP-3. “Picking Op. Receiving & Opening Radloactiv* 

Feckagei" on 010311 

MCNEILL.C A Power Authority of the Stata of Neiu York 02/04/01 
MARTlNrT T 01vl*lon of Engineering fc Technical progrem* 2gp 
12839 003 24X Fiche 30-333.02/04/21.6204260104 


8204070431 Ektend* raiponea date to Health Phy*lct Appraitel ln*p Rapt 
50-333/80-20 to 820430. in re«pon*a to 820223 raquaet Interim 
rapt requfited if reiponia not complet* 

HAYNE8.R C Region 1. Office of Director 02/04/02 MCNEILL. C. A 
Powtr Authority of the State of New Vork ip 12575.179 24X 

Fiche 30-333,82/04/02.8204070431 


— 8204070434 Raquait* axten*ion of ratponia date to Haalth Phytic* 
Appraltal Infp Rapt 30-333/00-20 to 820430 Time & parvonnel 
conildarati on* nacaailtate raquott 

MCNEILL.C A Pouar Authority of tha Stata of Nou Vork 82/02/23 

HAYNES. R C Region 1. Office of Olractor Ip 12575 180 24X 

Fiche 50-333,82/04/02,0204070431 


R periodic operating report* << releted corr t *pond enc e 


8204050250- "Rad iologlcal Environ Surveillance Rept. 1901 " 

* Power Authority of the Stata of New York. 81/12/31 173pp 

12925.238 24X Fiche 30-333.61/12/31.8204050290, 


6204150294 Forwerda monthly operating rept for Feb 1982 

MCNEILL. C.A Power Authority of the State of New York 02/03/03 
Offlca of Management and Program Analyol* Ip. 12601 347 Z4X 
Fiche 50-333,82/03/03,8204180294 


8204220478 Forward* IE Imp Ropt 50-333/62-05 on 820301-04 U notice op 
vlo latlon 

MARTIN, T T Oivliion of Enginetrlng b Tachnicel Program*. 82/04/06. 
MCf£IL. C A powor Authority of tho State of Nrw Vo-rk Sag 
12800 148 24X Ficha 30-333, 82/04/06. 8204220470 


"8204220480 Notice of violation fro* imp on 020301-04 

martin. T T Oivliion of Engineering b Technical Program* 

62/04/06 2 pp i 2800 • ISO 24X Flch* 50-333, 02/04/06. 0204220470 


--82042204B3 IE imp Rapt 30-333/82-03 on 820301-04. None omp Hone* noted 
fellurc to cooplota OA/OC training b annual genarol aaployet 
training 

SHAUfl.E T. . CAPHTON. O L. Dlvltion of Englnatring b TacJinlcal 
Program* 82/03/26 9pp 12808.152 24X Flch* 30-333,82/04/06, 


8202040142 IE Info Hotic* 82 - 11 , "Potential Inaccuracia* in Uldt Rengi 
Prt**urt tnitrumant* iiied in kfa etinghouia Dtilgnad Plant* " 

SVC lilt and 

JMOAH.E L Divi*lon of Cnglnaaring b Oualitu A««uranc* 82/04/09 
63pp 12878 342 24X Ficha 30-000.82/04/09.8202040142 


8204300873 Forward* IE In*p Rapt 50-333/82-06 on 820301-31 
violation 

Dlvlilon of Project & Reiident Program. 
NCNEILL.C A, Power Authority of tho State of Now York 
12889,267 24 X Ficha; 30-333, 62/04/14. 6204300275 


k notice o 
02/04/14. 

2pp 


—8204300285 Ho tie* ef violation from in»p on 020301-31 
STAR08 TE«I,r Dlvlalon of Project b Raiidant Progrank 
2 pp 12889 269. 84X Ficha. 50-333. 82/04/14. 8204300279 


82/04/14 


— 0204150298 Monthly operating rept for Feb 1902 

ZUFELT.E. Power Authority of the State of New York 82/03/03 
I3pp 12681 340 24X Fiche. 50-333.02/03/03, 0204130294 


8204120369 Forward* "Radiological Environ Surveillance Rept> 1901 " 
MCNEILL.C A Power Authority of the State of New York. 02/03/29 
HAYNEa.R C Region 1. Office of Director IP 1263S 219 24X 

Fiche* 50-333, ,02/03/29. 8204120365 


8204000337 Notlfle* of oubnittel under eeparate cover, of 020331 "Nine 
Mile Point Aquatic Ecology Btudiei Annual Rapt." which 
include* metl from facility 

BLAKE. J M Powar Authority of the State of New York 02/03/31 
ORIER. B Region i. Office of Director. Ip 12613 144 24X 

Fiche 50-333,82/03/31,8204080337 


6204130127 Forward* monthly operating rapt for Mar 1982. 

MCNEILL.C A. Powar Authority of the State of New York. 82/04/07. 
Director'* Office. Office of Intpectlon and Enforcement ip 
12653 283 24X Fiche* 30-333, 02/04/07, 8204130127. 


— 6204130128 Monthly operating rept for Mar 1982. 

ZUFELT.E Power Authority of the State of New York 82/04/30. 
9pp. 12655:204 24X Fiche* 50-333, 02/04/07,0204130127. 


8 Raportable occurrences. LER* b related correspondence 


0204010199 Forward* UER 88-004/03L--0 

MCNEILL, C A. Powir Authority of the State of New Vork, 82/03/17. 
HAYNE8.R. C Raglan 1. Office of Director Ip 12479:275. 24X 

Flehe. 50-333, 82/03/17. 8204010199, 


--82O43OO290 IE Ii»*P Rapt 50-333/82-06 on 020301-31, MwcompUanc* nute 
» '"Ive. preperly aligned prior to startup 

Riddtme,® ' °°®'™'l* f ' KI8TCT.H.B, Division of Project b 
Rm { dent Progreat 02/04/09 13pp. 12887 271 24X ’* 

f 1 c ft a: 30-333, 02/04/14, 8204300275 * 


--0204010211 LER 82-004/03L-0.on 020227, during shutdown oparatloni. part 
of logic sy* functional ts«t« found not performed a* 
procadurally required Caused by procedure error Procedure 
revised k tuTValllanc* performed satisfactorily. 

CHILDS, N V Power Authority of the State of New Vork 02/03/17 
.Region I, Office of Director. Ip. 12479.276. 24X 

Flcht. 30-333,02/03/17, 8204010199. 


90-333/82-07 on 620310-19 No 

I A of Engineering b Technical Program*. 62/04/ 

12088 020 24X Ficha, 50-333,82/04/16, e2043(KW4 


8204020270 Forward* LER ei-07e/03X-l 
NCNCtLI.,C. A powar Authority of the State of New York 82/03/22. 

HAVME8,ft C. Region 1, Office of Director. Ip. 12497 175 24X 

Flehe' 50-333, 82/03/22, 8204020270. 
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— 3204020274 LER 01-O7B/O3X-1 on 811103(On* H81V found u/lgol(«go in 
• tce«« of 1 1 9 SCHF it tbio instrumont lint txcosi flou chock 
volvet iii/ltalcogt in «>ct«* of 1 0 gpffl Caused bg normal uear 
& tear Valve parts replaced or repaired 

CHI1L054 U V Pouer Authority of the State of Neu York B2/03/S2 
Aeglon !■ Office of Director 7pp 12497 176 24X 

F 1 C h B 50-333, 02/03/22, 8204020270 


8204020298 Farioardi LER B2-005/01T~0 

KCMEILL, C A pobier Authority of the State of Neiu York 02/03/23 
HAVNeS.R C Region 1, □fflce of Director Ip 12497 101 S4X 

Flch* 30-333.02/03/23,8204020298 


— 8204020301 LER 82-003/01T-0 on 620319, containment oxygen concentration 
exceeded Tech Spec limit of 4X Caused by gasket failure on 
breathing air filter Oxygen reduced by isolating air to 
containment t< adding nitrogen Plant startup check revised 
CHlLDB, M V Power Authority of tho State of Kleu York 82/03/23 
Raglan t. Office of Director Ip 12497 102 24X 

Fiche 30-333,82/03/23,8204020290 


— 0204220247 LER 02-OiO/O3L-O on 820313, during normal ■operation, primary 
containment hydrogen 6 osygen monitor A found inoperable 
Caused by air leakage or froien sample line 

CHILDS, U V Power Authority of the State of New York 02/04/12 
Region 1, Office of Director 2pp 12809 062 24X 

Fiche 30-333,02/04/12,8204220238 


8204260004 Forwards LER 81-01 1/03X—1 

KCHEILL, C A Power Authority of the State of New York 82/04/13 
HAYNES, H C Region li Office of Director Ip 12841 039 24X 

Fiche 90-333.82/04/15,8204260004 


— 8204260007 LER 81-01t/03X-l on 8101 17, discovered that eight control rod 
insert & withdrawal line snubbers had never been subjected 
to surveillance Caused by administrative error not listing 
snubbers in Tech Spec Tebl* 3 f>“l 

CHILDB, M V power Authority of the State of New York 82/04/19 
Region 1, office of Dir'Oetor Ip 12841 096 24X 

Fiche 30-333, 02/O4/15,82O4 260 004 


8204260140 Forwards LER B2-012/O3L-0 

8204120302 Forwards LER 82-006/03L-0 MCNEILL, C A Power Authority of the State of New York 82/04/13 

KCMEILL.C A Power Authority of tho State of New York 82/03/30. HAYNES, R C. Region 1, Office of Director Ip 12B39 179 24X 

HAYNES. R C Region 1, Office of Director Ip 12634 010 24X Fiche 90-333.82/04/15,8204260140 

Fiche 90-333.82/03/30,8204120302 


— 8204120306 LER 02-OO6/O3L-O on 820306, during normal startup, p reesure 
suppression pool water level wes found 0 4 Inches below 
Tech Spec limit Caused by personnel error Hater level 
corrected Tech Spec changes considered 

CHILDS. H V power Authority of the State of New York 82/03/30 
Region 1. office of Director 2pp. 12634-011 24X 

Fiche 50-333,82/03/30,8204120302 


6204130270 Forwards LER B2~007/03L“0. 

HCNEfLL, C A Power Authority of the State of New York 82/04/09 
HAVMEB.R C. Region 1, Office of Director Ip 12682 199 24X 

Fiche 50-333, 82/04/09,0204190270 


—6204130261 LER B2-D07/03L-0 on 820306, 100 F per hour heetup rate 
exceeded Tech Spec limit by epprox 6 F in I-h period. Ceused 
by personnel error Power reduced Engineering evaluetlon will 
be performed to determine effect on reector vessel life 
CHILDS, U V power Authority of the State of New York. 82/04/05 
Region 1, Office of Director. ip 12682,160 24X 

Fiche 30-333,82/04/05,8204190270 


B204160249 Forwards LER B2-OO0/O3L-O 

MCNEILL, C A Power Authority of the State of New York 82/04/07. 
HAYNES. R C Region 1, Offico of Director. Ip 12696 299 24X 

Fiche 90-333,82/04/07.8204160249 


— 8204160231 LER B2-009/03L-0 on 020309, during routine startup, RHR pump 
C discharge check velve found not properly seating Caused by 
loose disc nut disc holder Fasteners tightened it disc nut 
pinned 

CHILDS, W </ power Authority of the State of New York, 82/04/07. 

Region 1, Office of Diroctor Ip, 12696 296, 24X 

Fiche 90-333, 02/04/07,0204160249 


0204160322 Forwards LER 02-01 1/03L-0 

MCNEILL, C A Power Authority of the State of New York 02/04/00 
HAVNESxR. C. Region 1, Office of Director Ip. 12693.231 24X 

Fiche 30-333,82/04/00,0204160322 


■0204160323 LER 02-01 I/03L-0 on 820313, during control rod scram time 
bests, control rod 30-19 failed to tcram No cause found. 

Solenoids for hydraulic control unit 30-19 it scram pilot 
valves 117 t< llB replaced 

CHILDS, H.V. power Authority of the State of New York 82/04/08 
Region 1, Office of Director Ip 126?3'232. 24X 

Fiche 90-333. 02/04/08, 8204160322. 


8204160590 Forwards LER 02-OO9/O3L-O. 

MCNEILL, C. A Power Authority of tho State of New York. 62/04/08, 
HAVNESfR C Raglan 1, Office of Director. Ip. 12701 061 24X 

Fiche 50-333,82/04/00,8204160990 


■8204160601 LER e2-00?/03L-0. on 820312, during normal operation. HPCl sys 
made inoperable due to Isolation on high steam flow as 
rosult of Improper inetrument line enubber setting. Caused 
by personnel & procedural errors Time delay corrected. 

CHILDS, W.V. power Authority of the State of New York. 82/04/08. 

Region I, Office of Director. 2pp 12701.062 24X 

Fiche: 50-333, 82/04/08, 8204160990, 


9204220238 Forwards LER B2-010/03L-0. 

■MCNEILL, C A Power Authority of the Btaie of New York. 82/04/12. 
HAYNES, R C. Region Ir Office of Director. Ip, 12809,061 24X 

Fiche; S0-333i 82/04/12, 8204220239. 


— 8204260144 LER a2-0l2/03L-0 on 820316, dup Ing normal operation, two 
damaged snubbers discovered on fuel pool cooling to RHR 
return line cause undetermined Investiget Ion continuing 
CHILDS, M V power Authority ■of the State of New York 82/04/19 
Region 1, Office of Director Ip 12038 176 24X 

Fiche. 50-333, 02/04/15.8204260140 


0204260097 Forwards LER 02-O13/O3L— 0 

MCNEILL, C A Power Authority of the State of New York 02/04/16 

HAYNGO, R C Region 1, Offico of Director Ip 12840 167 24X 

Fiche 90-333,82/04/16.8204260097 


— 8204360100 LER 02-O13/O3L-O on 820319, surveillance revealed rod black 
monitor A out of calibr In nonconsorvot ive direction Trip 
point eccoeded limits Caused by instrument drift Monitor A 
adjusted to bring trip point within Tech Bpoc limits 
CHILDB.M V power Authority of the State of New York 82/04/16 
Region 1, Office of Director Ip 12840 16B 24X 

Fiche 30-333. 02/04/16, 8204260097. 


82^04270219 Forwards LER B2-OI4/03L-0. 

MCNEILL, C A Pouor Authority of the State of New York 02/04/16 
HAYNEB.R C Region 1, Offico of Director Ip 12033 048 24X 

Fiche 90-333,82/04/16,8204270219 


e2042702S4 LER e2-0t4/O3L-O on 820322, reactor loW pressure permissive 

switch 02-3-P8-92A found set at 446 pslg, below Tech Spec 
Table 3 2-2 limit Caused by Instrument drift Pressure switch 
adjusted k surveillance increased to weekly. 

CHILDB, U V power Authority of the State of New York 82/04/16 
Region 1, Office of Director, Ip 12093-049 24X 

Fiche 50-333. 82/04/16, 82042702 19. 


9204270421 Forwards LER B2-004/03X-1. 

MCNEILL, C A Power Authority of the State of New York 82/04/16 

HAYNES. R C Region 1, Office of Dlreeter ip 12894 307 a4X 

Fiche - 90-333. 82/04/16, 8204270421 


— 8204270429 LER e2-004/03X-l on 820227, dur ing normal shutdown, part of 
logic sys functional tests rexiuired by Tech Spec Table 4 2. I 
had not been performed Caused by procedure error. Procedure 
revised & surveillance performed. 

CHILDS, W Power Authority of the State of New York 82/04/16 
Region 1, Office of Director 2pp 12894 308 24X 

Fiche: 50-333, 82/04/16, 0204270421. 


DOCKET 90-334 BEAVGR VALLEY POWER STATION. UNIT 1 
F Security, medical, emargency t, fire protection plans 


8204070446 Provides Info on arrangements for observore at 820217 full- 
scale exercise. 

8IEHER.J. 0 Ouyuesne Light Co 82/02/01. HAYNES, R C. Region 1, 
Office of Director. 5pp. 12566 316, 24X Fiche 90-334,02/02/01, 

8204070446 


0204090467 Forward* NRC 820324 Itr transmitting IE Insp Rept 
50-334/82-04, Inadvertently omitted Page 7 of rept Included. 

8NITH>0 H, Division of Emergency Preparedness ti Dperatlonel Support. 

82/04/01 CAREY, J J Duyuesne Lighten Ip 12630-001. B4X 

Fiche 50-334, B2/04/OI, 0204090467 
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— 02Oi«O9O46‘? Poruardf IE Imp Rapt 50 -3 34/0 2- 04 an 620216-10 
No npntoaipi lane* natad 

BMITHjOH Dlviaion a^ Etrarganev Praparadna** & Oparationat 
Support 8a/’03/Z4 CARET^J J Su^ueant Light Co Spp 
(2630 002 24X FI cha: 50-334, BS/04/’OI. 0204090467 


— 0804090473 IE Inip Rapt 50-334/82-04 on 620216-10 No none ompl 1 anca 
noted Hapor araaa Inipactail; anargeneg praparedness Imp U 
obacrvatlon of llcaniee annual amarfanev exarclaa 
KINNEV'. 14 M , CROCKER, H M Olviaion of Eniargeticg Pt a para dna > i L 
Qparatlonal Support 62/03/11 7pp 1S630 004, 24X 

F 1 £ h a 50-334, 02/04/01 , 8204090467 


0204230146 Act ractipt by 820205 Itr traniml t tl ng changai to utli 
aacuTltg plan Ravlilona accaptabla 

VAROA. s A Oparatlng Raaetpra Branch 1 82/04/09 CAREV'>J J 

Di/iiuetna Light Co 2pp 18834 273 24X F I che; 50-334, 02/04/09, 

0204230146 


8204290491 Forurardt coaiiaantt on 001230 fc 620112 changai to sacurity 
plan Raiponaa raqutstad uilthln 30 dayi. 

VAROA, E A Oparatlng Raactori Branch 1 62/04/16 CARE 7, J J 

Ouquaina Light Co Spp. 1289 5 072 24X Fleha. 50-334. 62/04/16, 

0204290491 


I Financial inf ormat Ian 


6804020463 Foruards Annual Financial Rapt, 1981. 

WOSHINBKE, R P. Pannaglvan la Power Co 82/03/29 SALTZMAW, J 
Aaalstant Director for State 6 Llcantae Ralatlona Ip 12500 064 
24X Flcba 50-334,82/03/29,8204020403 


— 8204020487 Annual Financial Rapt 1961 Financial ftataniant end 
a PcnntgWanla Pouar Co 62/03/09 30pp 12500 065 24X 

Flche 50-334,82/03/29,8204020403 


8204050236 Gubmlti ca*h flow itatemant for 1981 & projaction for 1982 
CHRIBTMER.R 3 Duioeana Light Co. 62/03/31 SALTZMAN,,; Aiiletant 
Dlractor for State 6 Llcanaa* Halation*. 3pp 12523 227 24X 

Fleha; 50-334, 82/03/31,8204050236 


B204120I23 Faruard* Annual Flnanc lal Rapt 1981 >c earning* *tate<nant for 
quarter ended Dec 1981 

FIRESTONE, L. Ohio Cdlacn Co. 62/04/06. SALTZMAN, J Atilctant 
Director for State 6 Llcamee Ralatlona Spp. 12635.261 24X 

Fleha 50-334,82/04/06,6204120123 


—8204120126 Annual Financial Rapt 1981 

« Ohio Ediyan Co 62/03/16 44pp 12635.264. 24X 

Flche 50-334,82/04/06,6204120123 


0204200406 Annual Financial Rapt* 1981 far Du quaint Light Co 1, OH 
Edlaon Co. 

CAREY, J J Duquaine Light Co 82/04/16 VAROA, 0. A Operating 
Reactor* Branch 1. B2pp 12867 314. 24X Fleha. 50-334, 82/04/16, 
8204280406. 


P. Operating licartie itaga document* t< correeppndenc a 


0204120445 Forward* Amend 46 to Licen*e DFR-66 j aafatg avaluation I, 
notice of i**uanC4 ti ava 1 labi 1 itg. Amend ravlva* reactor 
vessel hold a-to-iafa-end weld Imp requlramanti 1, update* 

ASHE code ref for tuba in*p* 

CHANEY, D A Operating Ra actor* Branch 1. 82/03/16, CAREY, J. J 

Dvqussna Light Co. Spp 12654'342 24X Flcht’ 50-334, 82/03/16, 

82041S0445 


—6204120449 Amand 48 to Licanit DPH-661 chang Ing raactop venal 
natil*-to-«afa-ani weld Imp requiramants t, updating ASME 
code ref for iteam ganeratar tuba Inept. 

VAROAtB A Operating Reactor* Branch 1. 82/03/16. Spp 

12654:345, 24X Fiche. 50-334,62/03/16,8204120445. 


— 8204120451 Bafaty evaluation supporting Amend 48 to Licanse BPR-66. 

« Office of Huclaar Reactor Regulation, Director BS/03/16. Spp. 
12654:350. 24X Flche. 50-334, 88/03/16, 8204120445. 


— 8204120452 Notiea of Isiuanca h availability of Amend 48 to License 
DPR— 66 

VAROA, 8 A Operating Raaetor* Branch 1. 82/03/16. 2pp, 

I8654'353 24X Flche 50-334,92/03/16,8204120445. 


8203190001 Oanerlc Hr 82-05 to all licansaet of operating power 
reactors re poit-TMI requirement* 

erSENHifr, 0 0. Division of Licensing. 82/03/19 HAUBPURO, A. 
ConselUated Cdlion Co. of New York. 7pp. 12513: 128, 24X 

Flche: 50-000. 82/03/19,8203190001. 


0204060075 Confirm* adequacy of safety L relief valves baied on 
preliminary review of generic test program required by Itam 
II D t, Nl/REG-0737 

CAREY, J J Duqueane Light Co 62/03/2? VAROA, S A Operating 
Reactor* Branch I zpp 12554 172 24X Flche 50-334,02/03/29, 

8204060075 


8204270513 Forward* Amend 49 to Ljcen*e DPR-66, safety evaluation (, 
notice of Issuance b availability Amend modifies inservice 
surveillance ra qul r aments for saf aty-relata d snubbers 
CHANEY, D A Operating Reactor* Branch 1 82/03/30 CAREY, J J 

Duquasne Light Co. 3pp 12872 060 24X Flche 50-334.02/03/30, 

6204270513 


— 0204270519 Amend 49 to License DPR-66, mod if y ing tnservlca survolllanti 
requirements for safety-related snubbers 
VAROA, S A Operating Reactors Branch I 82/03/30 a2pp 
12072 063 24X Fich* 50-334,82/03/30.0204270513 


--8204270524 Bafety evaluation supporting Amend 49 to License DFR-66 
* Office of Nuclear Reactor Regulation, Director 02/03/30 3pp 
12872 005 24X Flche 50-334,82/03/30,6204270513 


— 6204270526 Notice Of issuance b availability of Amend 49 to License 
DPR -66 

VAROA, S A Operating Reactors Branch 1 82/03/30 2pp 

12072 OSD 24X Flche 50-334,62/03/30,6204270513 


8204120279 Clariflas 920402 exempllon from Tech fipec Section 3 4 1 5 ra 
loop stop valve interlocks Exclusion will not be extended 
to other ref ue 1 i ng-related Tech Specs 

CAREY, J J DuqUBsno Light Co 82/04/05 VAROA, S A Operating 
Reactors Branch I Ip 12637 2IG 24X Fleha 50-334.02/04/05, 
0204120279 


8204120426 Appllcatinn for Proposed Change Request 68 to License 
DPR-66, updat i ng Figures 3 4-2 t, 3 4-3 b bases for RCB heatup 
b cooldown curves 

CAREY, J J Duquesne Light Co 82/04/05 VAROA. 8 A Operating 
Reactors Branch 1 3pp 12640 010 a4X Fiche 50-334,82/04/05, 
0204120426 


--8204120430 Proposed Toch Spec changes updating Figure* 3 4-2 b 3 4-3 1 
base* for RC8 heatup b cooldown curves 

a Duquesne Light Co 02/04/05 i2pp 12640 013 24X 

Fleha 50-334,82/04/05,8204120426 


8204220406 Faruard* Amend 50 to License OPR-661 safety evaluation b 
notice of issuance b availability Amend changes allowable 
test time for solid state protection sys in ttrumer>tat ion 
channel e 

CHANEY, D Operating Reactor* Brunch I 82/04/05 CAREY. J J 
Duquesne Hg^t Qtf 3pp 12034 120 24X Flche 50-334.82/04/09, 

8204220408 


--B2042204I4 Amend SO to License 0PR~66, chang ing allowable test time foi 
solid state protection lys instrumentation channels b purge 
b exhaust valve isolation requirements 
VAROA, 8 A Operating Reactor* Branch 1 02/04/05 7pp 

12334 131 24X Flche 50-334,82/04/05,8204220408 


— S204220421 Safety evaluation supporting Amend SO to License OPR-66 
* Office of Nuclear Reactor Regulation, Director 02/04/05. 4pp 
12834 138, 24X FI the, 50-334, 82/04/05, 8204220408 


— 8204220429 Notice of issuance b evei lability of Amend 50 to License 
DPfi-66, 

VAROA, 8 A Operating Reactors Branch 1 62/04/05 2pp 

12834 142 24X Fiche 50-334.82/04/05,8204220408 


6304160SSO Submits current test data for butterfly isolation valves, 
in response to 810719 Itr b supplementing 010827 b 1223 
reiponte*. Tsf t i ng schedule will continue per App J to 
lOCFfiSO 

CAREY. J.J Duqueene Light Co 62/04/06 VAROA, 6. A Opereting 
Reactor* Branch 1. 2pp 12701 097. 24X Flche 50-334.82/04/06, 

8204160550, 


0204300402 Forward* Ctees III licensee fee for 620405 Tech Spec Chengs 
Request 68 per 10CFftl70 22 

SIEBER.J, D Duquesne Light Co 82/04/06 License Fee Hanagentnt 
Branch 2pp 12806 313 24X Fi c he. 50-334, 82/04/06, 6204300402. 


8204(60155 fienerlc Ltr 02-08 to ell PUR plant licensees b epplicent* re 
transmittal of NUREO-0909 relative to Olnna tube rupture 
u/o end NUREO List of NRC recipient* end. 

EISENHUT, D 0 Division of Licensing, 82/04/15, HAUSPDRO.A 
Consolidated Edison Co, of New York. 7pp 12767.203 84X 

Flche 50-000,02/04/19,6204160155 
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aS0'l23{>23l Raspondf to 820317 Oenerlt Utr 02-O3i "Pott-TMt 
Rei^U i ran^enta" ro scheduling of specific NUREO-0737 Items 
CAREV. J J Du^uesne Light Co 82/04/16 EISENHUT.DO Division of 
Licensing 4pp 12818 174 24)( Piche 50-334,82/04/16.8204330221 


8204210295 Oeneric Ltr 82-09 to all potuer reactor 1 Icansee t< app 1 icants 
for OL, NS6S vendors & reactor vendors re environ 
qualification of saf etg-re lated electrical equipment 
NRC position re qual if 1 ca t ion requirements end 
eiSEKHLlT.DO Division of Licensing 82/04/20 HAOSPURO.A 
Consolidated Edison Co of Neu Vork HCOAUOHV, J P nississlppi 
Power it Light Co PILANT.J M Nebraska Public Power District 
]8pp 12862 337 24!( Flche 50-000,82/04/20,8204210295 


8204260261 Forwards draft Tech Specs re rod poeltion indication, 
per NRC request 

SIEOER, J D Ouquesne Light Co 82/04/21 VAROA, 8 A Operating 
Reactors Branch 1 I4pp 12839 309 24X Fiehe 50-334,02/04/21. 
0204260261 


— 8204260263 Proposed Tech Spec changes re rod position Indication 
M Duquesne Light Co 82/04/21. 12pp 12839 324 24K 

Fiche 50-334,82/04/21,8204260261 


8204080552 Forwards IE Imp Rapt S0-334/B2-0S on 820222-26 it notice of 
vtolatton 

MARTIN, T T Division of Engineering & Technical Programs 02/03/23 

CAREV, J J Duquetna Light Co Spp 12606 278 24X 

Flche 50-334,82/03/23,8204090552 


— 8204080554 Notice of violation from insp on 820222-26 

MARTIN, T T Division of Engineering i< Technical Programs 
62/03/23 2pp 12606 280 24K Flche 50-334,82/03/23.8204080552 


-8204080556 IE Insp Rept 50-334/82-05 on 820222-26 Noncompliance noted 
ined equate design contro Is for apecifging design 
requirements ti maintaining propar interfaces among 
parties pa ting or ganl is t ions 

EAPEN, P K , NAPUDA. 0 , CAPHTON, D L Division of Englnesrlng 8, 
Technical Programs 82/03/19 9pp 12606 282 24k 

Fiche 50-334,82/03/23,0204080952 


8204090199 Forwards IE Safeguards Insp Rept 50-334/82-03 on 820208-12 
No noneoirplianet noted 

MARTIN, T T Division of Engtreerlng 6 Technical Programs 82/03/24 

CARET, J J Ouquesne Light Co 2pp 12624 143 24X 

Flche 90-334,02/03/24,0204090139 


8204270441 Forwards addl info requested 620316 re TMI Action Items 
I A 2 I, "Upgraded Senior Reactor Operator t. Reactor 
Operator Training" t. It D 4, "Training for Mitigating Core 
Damage " 

CARET, J J Duquesne Light Co 82/04/21 VAROA, 8 A Operating 
Reactors Dranch 1 9pp 12894 273 24X Flche 90-334,82/04/21, 

0204270441 


0 Inspection reports, IE Dullctlns 6 c orrespondsnet 


8204070481 Forwards updated & expanded response to IE Bulletin 79-018, 
superseding all previous submittals Rept should be withheld 
(ref 10CFR2 790) Nonpropr ietarg version also end U/o end. 

DUNN,C N Duquesne Light Co 80/12/31 DRIER, B H Region 1, 
Philadelphia, Office of the Director (81/03/01) 3pp 12979 087 
24X Flche 50-334,80/12/31.8204070481 


8204070497 Requests 800930 «< 1030 submittals re IE Bulletin 79-018 be 
withheld from public disclosure (ref 10CFR2 790) 

OUNNiC N Ouquesne Light Co 81/01/13, ORIER.B H Region 1> 
Philadelphia, Office of the Director (St/OS/Oi) 9pp 12577 110 
04X Flche- 90-334. 81/01/13, 8204070497 


8204160376 Confirmatory Action Ltr 82-06 re IE Insp Rept 90-334/82-09 
on 820223-26 Corrective actions discuss sd in 820303 tel con 
u/utll Required actions listed 

HAYNEB, R C Region I, Office of Director 82/03/04 CAREY, J. J 
Duquesne Light Co 2pp 12707 143 24X FI che. 90-334, 02/03/04, 

8204160376 


— 8204090162 IE Safeguerds Insp Rept 90-334/8 2-03 on 820208-12 No 
noncompliance noted Major areas Inspected primary auxillarg 
bldg devlta 11 lat ion t, axcessivs guard overtime Details 
withhsld (ref 10CFR73 21) 

SMITH, OC , OODY, A T Region 1, Office of Director 02/03/22 
Ip 18624:149. 24k Fie he 90-334, 82/03/84, B2040901S9 


8204020463 Act receipt of 820305 ltr informing NRC of steps taksn to 
correct violations notsd In Health Physics Appraisal Imp 
90-334/81-09 

MARTIN,!. T Division of Engineering S, Technical Programs 02/03/29 
CART, J J Ouquasns Light Co 3pp 12901 025. 24k 

Fleht 90-334, 82/03/89,8204020463. 


— 820408 0 471 Responds to NRC 811883 ltr rt violations noted in Health 
Physics Appraisal Imp 50-334/81-05 Corrective actions’ job 
descriptions which contain Inconslstanclss will be modified 
by 820701 t< redon Manual 29 being revised 

CARET, J J Ouquesne Light Co 82/03/09 HAYNES, R C Region 1, 

Office of Director. IBpp 12501 028. S4X Flche: 50-334,82/03/29. 
8204020463 


8204180365 Forwards IE Info Notlcss 82-09, "Cracking In Piping of 
Makeup Coolant Lines at B&M Plants" 1< 82-10, "Following up 
Bymptematte Rtpairs to Assure Resolution of Problem " No 
written response required. 

HATNE8, R C Region 1, Office of Director 82/03/31 O'TOOLE, J.D 
Consolidated Edison Co. of New York FIEDLERtF 8 Oeneral Public 
Utilities - OPU Service Corp. OARRITY, J H Maine Yankee Atomic 
Power Co 9p.p 18682 240 84 X Fiche 90-000.82/03/31,8204190365 


8204020493 Forwards IE Insp Rept 90-334/81-19 on 810708-09, 

No noncompllance noted 

MARTIN, T T Division of Engineering 6 Technical Programs 82/03/16 

CAREY, J %f Duquesne Light Co 3pp 12900' 873 84X 

Flche 90-334.82/03/16,8804020493 


—0204020499 IE Insp Rept 90-334/81-19 on 810708-09 No noneomp I lanes 
noted Major areas inspected' sol id waste disposal facility, 
radiation b contamination 6 airborne radiation surveys 
L radiological work permit program 

BAER, R E . KNAPP, P U Division of Engineering 1< Technical 
Programs 82/03/11 Spp 12500 875 84X Flchi 90-334,82/03/16, 

8804020493 


8204180449 Forwards Amend 4a to License DPR-64, safety evaluation 1< 
notice of issuance it availability Amend revises reactor 
vessel naztle-to-safe-end weld Insp requirements 6 updates 
ASHE code ref for tubs Imps 

CHANEY, D A Operating Reactors Branch 1. 82/03/16 CAREY, J J 

Duquesne Light Co Spp 18654 348 24X Flche. 50-334, 82/03/16, 

02O41SO44S. 


8804150468 Forwards IE Bulletin 82-01, "Alteration of Radiographs of 
Melds In Piping Bubasstmb 1 1 es. " No written response 
required. 

HAYNES, R.C Region 1, Office of Director 88/03/31 0 'TOOLE. U 

Consolldeted Edison Co, of New York FIEDLER.P.B. Oeneral Public 
Utilities - OPU Bervlce Corp OARRITY, J H Malm Yankee Atomic 
Pewsr Co. 6pp, 18603 234 S4X Ft che . 90-000. 82/03/31, 82041 90468 


8204160197 Responds to util 880886 ltr re IE Performance Appraisal 
Insp Rspt 90-334/81-89, Correct 1 V# actions being rsvtswsd 
by regional oPe 

TAYLOR, J M Dlvltlon of Reactor Programs 88/03/31 CARET, J T 
Duquesne Light Co Spp 18719.133 SAX Fiche 90-334,88/03/31. 
8204160197 


8204S1009S Ack receipt of 680826 ltr Informing NRC of steps taken to 
correct viola tlons noted In IE Performance Appraisal Insp 
90-334/81-29. 8upp 1 emantal responee re Class II Instrument 
callbr L maint backlog work expected by 820415. 

TAYLOR, J.H. Division of Reactor Programs 82/03/31. CARET, J T. 
Duquesne Light Co. Spp 18812 043 24k Fiche’ 50-334, 82/03/31, 

8204210098. 


—8804180440 Amend 48 to License DPR-66, ehang Ing reactor vessel 
noti 1 e-to-saf e-end weld imp requirements i. updating A8MB 
cede ref for steam generator tube insps. 

VAROA, 8 A Operating Reactors Branch 1 82/03/16, Spp 

18654 349 24X Fiche. 90-334, 88/03/ 16, 8204120449 


8204090467 Forwards NRC 820384 ltr transmitting IE Imp Rept 
90-334/88-04. Inadvertently omitted Page 7 «f rept included. 

SMITH, 0 H Division of Emergency Preparedneit I, Operational Support. 

82/04/01, CAREY, J J Duquesne Light Co. Ip 12630’ 001. 24X 

Flche: 50-334. 82/04/01,8804090467. 


8204020094 Forwards request for eddl Info re IE Bulletin 00-11, masonry 
wa 1 1. Response required by 820903 

VAROA. 8 A Operating Reactors Branch 1. 88/03/23. CAREY, J J, 

Duquesne Light Co, 9pp. 18913’ 016. 24X Flche. 50— 334, 88/03/23, 


8204080094. 


— 820409046? Forwards IE Insp Rept 50-334/82-04 an 880216-18. 

No noncompliance noted. 

SMITH, 0 H Division of Emergency Preparedness 6 Operational 
Support 82/03/84. CAREY, V J Duquesne Light Co. 2pp. 
12630 002. 24X Flche 50-334,82/04/01,0804090467. 
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--82O4090473 IE Intp Rtpt 30-334/82-04 on 620216-10 Ho noncompi lane* 
noktd Mojor inipfctoJ •cnorganev prep arodni i * inip 4< 

obitrvaklon of Uc»n*»» annual amorgancy aicrclaa 
KINNeVtW W . CROCKER. H H DivI*Ion of Efliarjancg PrapapoilnBi* *. 
Oparakional Support* 02/03/11 Tpp 12630 004 24X 

Flcha. SO-334. 02/04/01 ( 8204090467 


8204120290 Inform that conforaianca to 19/4 coda Pop avaluatlon oP 
lurfaca i»ara rafulti in IHB— 3000 datarmlnBd to b> 
iBippactleal Wtll haa appUfd aceaptanco erttarla apaclfletf 
In 1977 adltlon for Claai 1 tonponant* 

CAREY, J J. Duaofina Lljht Co B2/04/01 VAROA. 8 A Oparatinj 
Raaetora Branth I Ip- 12637 194 a4X Flcha 90-334,82/04/01, 
8204120290 


8204160520 Foruarda IE Inap Rapt 90-334/81-32 on 021214-18 No 
nonconpllanca notad 

MARTIN, T T Dlvtalon of Englnaarlng t< Tachnlcal Ppograma 82/04/01 

CAREY, Of J Outuaana Light Co. 12704 236 a4X 

Flcha 50-334,82/04/01,8204160920 


8204060029 Foruard* "1981 Annual Environ Rapt Nenrad to log Icaii " Vol I 
aiEBER,J D DuAuaina Light Co 02/03/29 CHANEY, 0 A Oparstlng 
Raactor* Branch I Ip 12999 360 24X Flcha 90-334,82/03/29, 

8204060 029 


—8204060032 "1931 Annual Environ Rapt Nonrad lological, '■ Vol t 
a Ouquaana Light Co 82/03/29 ISOpp 12996 001 24X 

F U h a 50-33 4 . 82 / 03/29, 8204060025 


8204090291 Forwarda "Annual Nonrad iolog i col Environ Rapt, 1981, " Vol 1 
CAREY. J J Du^oa ana (Light Co 82/03/29 HAYNES, R C Region I. 
Office of Director Ip 12623 216 24X Flcha 90-334,82/03/29, 

0204090291 


6204070406 Foruardc NPDES diacharga monitoring rapt for Fah 1982 aa 
lubnitted to State of PA Oapt of Environ Raaourcea 
FEITKNECHT. C DUqvaana Light Co 82/03/31 REID, R M Operating 
Raactori Branch 4 Ip 12568 217 24X Flcha 90-334,82/03/31. 

0204070406 


— 8204160527 IE Inap Rapt 90-334/31-32 on 821214-13 No noncomp 1 lane t 
notad Major araai inapactad training, planning 6 preparation, 
aalaction l< qualification of paraonnal, rad'latlon & high 
radiation arta potting 1, control & contaninatad matl 
MIHin. R L , MCBRIDE, M H , KNAPP, P J Roglon I, Office of 
Otractor 02/03/23 12pp 12704 238 24X Flcha 90-334,02/04/01, 

0204160920 


8204210302 Forwarda IE Tnap Rapt 90-334/82-01 on 820104-0216 ti notice 
of violation 

STAROSTECKI.R, Dlvlilon of Project it flaaidant Program 82/04/01. 
CAREY, \J tf. Duqiiaina Light Co Spp 12301 031. 24X 

Flcha 90-334, 02/04/01,8204210302. 


— 8204210304 Nottea of violation fron inap on 820104-0216 

8TAR08TECKI,R Olvlfion of Project & Raaldant Programt 62/04/01 
9pp 12801 033 24X Flcha 90-334,02/04/01,0204210302 


’-82040704(78 NPDE8 Diacharga Monitoring Rapt for Fab 1982 

STEEO. L8 Duguaana Light Co 02/03/31 t2pp 12968 218. 24X 

Flcha 90-334.82/03/31,0204070406 


8204300239 Forward* "Semiannual Coat Rapt for Jan-Juna 1981 '' 

OERUSKY, TM Pannaglvanla. State of M;C-09-80-272 82/04 / 22 

COBB.L I Director'* Office, Office of Inapactlon and Enforc amant. 
17pp 12891 302 24X Ficha 90-000,82/04/22,8204300239 


3 Raportahla occurrencai, LERt I, related corraapondance 


3204010217 Forward* updated LER 81-101/03L-1 

WILLIAMS, H P Duquatna Light Co 82/03/19 HAYNES, R C Region 1, 
Off ice of Dlractar 2pp 12479.260 24X Ficha: 90-334, 82/03/19, 

0204010217 


—8204210307 IE Intp Rapt 90-334/82-01 on 620104-0216 Noncomp llanc a 
noted failure to poat fir* uatchaa for nonfunctional 
panatratlon ti adninlatar document nalnt. Portion* wlthhald 
iraf 10CFR73 21 1 

BECKHAN.D.A , TROSKOSKI.U, LAZARUS, U Olviaion of Projtct li 
Resident Program* 02/03/16 94pp 12301-038. 24X 

Flcha 90-334.82/04/01,6204210302 


8202040143 IE Info Notice 82-11, "Potential Inaccuracla* in Hide Range 
Prasaurt tnatrunant* Uaad in Uastlnghouaa Daaignad Plant* " 

Sve Hat and 

JORDAN, E L Division of Englnaarlng (< Oualltg Aaauranct, 82/04/09, 
63pp 12878 342 34X Flcha: 90-000. 82/04/09, 8202040142 


8304220499 Forward* aummarij of raaults of atean generator Inap at 
facility as of 020201, 

VAROA, 8 A Operating Reactors Branch 1 82/04/09 CAREY, J 

Duquasna Light Co. 6pp, 12832 341 24X Ficha. 90-334, 02/04/09, 

0204220459. 


8204230469 Suppls raaponaa to Parformanca Appraisal tnap Rapt 
90-334/31-29 ra Claai II initrumant calibr & malnt backlog 
Ftva-polnt catlkr to be performed prior to startup of all 
Instrument loop* idantlfiad Halnt program to bt modified 
CAREY, JJ Duquasna Light Co 62/04/13, MOSELEY. N C Director's 
Office, Office of Impaction and Enforcement 3pp 12014 330 24X 

Flcha 90-334. 82/04/ 1 9, 8204230 469 


8802040143 IE Info Notice 02-12, “Survalllanc a of Hydraulic Snubbers •' 
H/ancl tve Mat 

JORDAN, E L Division of Enginaaring L Quality Assurance. 82/04/21 
&4pp. 12e73-001 24X Ficha. 90-000, 02/04/21. B202040H3 


R Pariodie operating report* t related corraspondtnea 


--8204010229 Updated LER 01-1O1/O3U-1 on 811 1 16, t29-vol t df Helnlmann 
control power switch to 4160-volt bua 1C undarvoltage relay, 
27-VClOOi found In off position Cauasd by Intarferenca 
batwasn dc aultch U cabla bundlt 

LACEY, W 8 Duquasna Light Co 02/03/19 Region 1, Office of 
Director 2pp 12479 262 24X Flcha 90-334,02/03/19.0204010217 


8204050000 Forwards updated LER BO-009/03L-1 

WILLIAMS, H P Duqusena Light Co 02/03/24 HAYNES. R C Rsglon 1, 
Offlcs of Dlractar 2pp 12515 320 24X Flcha 90-334,62/03 /24. 

6204000080 


— 8204090084 Updated LER 0O-OO9/O3L-1 on 000201, partial loa* of power 
aaparlancsd due to loss of 130 kV bus Caustd by miaiuiring tc 
disconnected lead on diesel generator auto sequencer ATC 
adjustable 180-* timer 

LACEY, U a Duquasna Light Co 82/03/24 Region 1, Office of 
Director 2pp 12315 322 24X Flcha 30-334,82/03/24.8204050080 


8204030297 Forwards LER B2-009/03L-0 

WILLIAMS, H P Duquasna Light Co. 82/03/24 HAYNES, R C Region 1. 
Office of Director 2pp 12926 099 24X Flcha 90-334,82/03/24. 

0204050257 


— 9204090261 LER B2-009/O3L-0 on 820309,129-volt dc low voltage alarm bu 
4 Indicated no hattary charger output caused by blown futt. 

Fuse rtplaced ti charger returned to sve 

LACEY, W 8 Ouquesne Light Co 02/03/24 Region 1, Office of 
Director 2pp 12926- 097 24X Ficha 90-334,82/03/24.8204090297 


0204090266 Forwards LER 82-007/01 T-0 

WILLIAMS. H P, Duquasna Light Co. 82/03/26 HAYNES, R C flag Ion 1. 
Off ice of Director 2pp. 12026.069 24X Flcha- 90-334, 02/03/36. 

0204090266 


B204D70316 Forward* monthly operating rapt for Sept 1900. 

DONN.C N, Duquasna Light Co 00/10/10. Office of Management and 
Prograa Analyalt. Ip. 12972:012 24X Ficha 90-334.60/10/10. 

8204070316. 


•0204070317 Monthly cperatlng rept for Sept 1900 
a Duquasna Light Co flO/10/07. 4pp 12572,013, 
Flcha J 90-334, 80/10/10, 8204070316. 


24 X 


8204190279 Forward* monthly oparatlng rapt for Fab 1982, 

CAREV.J.J Duquasna Light Co. 82/03/09 Office of Managamant ar 

24X Flcha- 50-334, 02/03/091 

1 90S79* 


-0204190376 Monthlv eparating rapt for Fsb 1982. 
WEAVER, U H. Duquasna Light Co. 82/03/05 
Ficha: 80-334, 83/03/05, 0204180279 


12602.093. 24X 


— 0204080272 LER B2-OO7/01T-0 on 820312, ovara trass condition found on 
steam ganarator A main steam line upstraam of isolation 
valva at nonoball support H-2 during racorda update, par IE 
Bulletin 79-14, Caused by datlgn error 

LACEY, W.8 Duquasna Light Co. 02/03/26. Region 1. Off Ice of 
Director. 2pp. 12826.067. 24X Ficha 90-334,02/03/26,0204090266. 


0204090279 Forwards LER 92-000/01 T-0, 

WILLIAMS. H. P. Duquesna Light Co 82/03/36 HAYNES, R C Region 1, 
Office of Director. 3pp 12926 003 24X Ficha- 90-334. 03/03/36, 

8204080279, 


— 8204O902B0 LER 82-000/0 IT-O- on 020319, oven trass condition found on 
component cooling water ays supports lf*19 t, H-t6 located 
upftraam of pump 1C suction Isolation valve. Caused by design 
error due to drawing mlsinterpratatlon 

LACEY.M, 9, Duquaana Light Co 82/03/26 Region 1. Office of 
Director 2pp. 12926'O09 24X FI c he. 90-334,83/03/26,8204090275. 
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B2040S0306 PNQ~ {-QS'-02S on 92032?i 6'lnc h dlAintttr domittle g<« lln« 
break found near under-coneb training facility. Lint 
«hut down for parinanant repair Unit in refueling outage No 
cffait on nuclear aafety 

MCCASE. TRIPPi KEIMI9 Region 1) Office of Director 02/03/29 Ip 
12499 190 24)( Flche 50-334, 82/00/29< e20402030& 


0204220435 LER 82 -OlO/OlP on 020400, notlflcat Ion received re potential 
unreiolved eafety (lueitlon on RC8 wide range preieure 
inetuoien talon Channeli may ethiPlt amblgultiee which could 
cauee Inappropr late operator action* 

MILLIAMB, H P Duaucine Light Co. 82/04/00 HAYNES, R C. Region 1, 
Offlca of Director 2pp 120Odi. 204 24X FI c h e , 50-334, 82/04/00, 

0204220435 


8204200116 LER 01-033 has been canceled 

e DUquesne Light Co 82/04/19 Region 1, Office of Director 
Ip 12742 107 24X Fiehe'SO-334, 02/04/19, 8204200116 


8204260162 RO 02-01 1 /OlP & a2-012/01P' on 8204 16, overe treee condltioni 
Identified at four location* In lafety Injection eye 4< 
three location* In main •team lyt Raqulred mod* to bring 
support* u/tthln acceptable limit* ulll be mad* 

UlLLIARSrH P Duquein* Light Co 82/04/16 HAVNE8, R. C Region 1, 
Dfflc* of Director, 3pp 12838.039 g4X Pi eh *. 90-334, 02/04 / 16, 
8204260162 


DOCKET 50-335 BT LUCIE PLANT, UNIT 1 


F. aecurlty, medical, emergency t, fir* protection plant 


0204230308 Ditcutie* Inherent problem u,/4-wlrB emergency notification 
eys telaphont circuit To prevent lockup, util should ensure 
that second call 1* not established within 20 -b after 
original call 

9T0HR,U P Division of Emergency Preparedness ti Operational Support 
02/01/29 UHRiO.R E Florida Power {< Light Co 4pp 12816' 132 
24X Flche 50-000,82/01/29,8204230308 


G2042304S0 Responds to questions re nature of response during 
energ ene y, MRC role during emergency t, need to effectively 
interface u/llceniee organiiatlon at technical support ctr 6 
emergency operation* facility during raeponie to emargency 
STOHR, U P Divlfion of Emergancy Preparednee* t< Operational Support 
82/01/29 UHRtOiR E. Florida Power tt Light Co 7pp 1281 5‘ 264 
24X Flche 50-000,62/01/29,8204230420 


6204230472 Diecuiiee schedule of Info to he submitted by util* In 
advance of emergency preparedness exercise Appropriate state 
S' local agencies should be Informed well in advance of 
eiercisea to facilitate participation 

8T0KR, J P. Division of Emergancy Preparedness t< Operational Support 
02/01/29. UHRI8,R.E Florida Power << Light Co 4pp 12014 294 
24X Flche. 50-000, 82/01/29, 8204230472 


3204070625 Notifies that 811218 & 0122 responses to 801010 requsst for 
analysis demonstrating ability of facility to be safety 
controlled through total loss of ac power Is inadequate 
Anatysl* of station blackout requested within 49 days 
CLARK, R A Operating Reactor* Branch 4 82/03/29 UHRIOiR. E. 

Florida Pouar i. Light Co 3pp. 12997 081 24X 

Flche 90-339.82/03/29,8204070629 


8204130007 Release* public vartlon of revised offnarmal operating 
procedures. 

FELTON, U H Division of Rules and Record* 82/03/29 Document 
ffenagement Branch. Ip 12671 107 24X FI chei 90-335, 82/03/29, 

8204130007. 


— 8204130009 Forward* pulilic version of revised offnormal operating 
procedures, Includ Ing Procedures 0900300 re ground Isolation 
h 2-1010030 re lots of Instrument air, D1 s trlbutlon eheets 
end, 

WETHYtC M Florida Power t. Light Co 82/03/11. Director's 
Office, Office of Inspection and Enforcement 6pp 12671.108. 
24X Flche- 90-339,02/03/29,0204130007. 


—8204130011 Public version of revised offnor.mal operating procedures, 
including Procedures 0900300 re ground l,*olatienr2-lOt0030 
re loss of instrument air & 1110034 re plant vent process 
monitor. ' 

ilETHYiC.N Florida Power & Light Co, 82/02/23 90pp. 12671.114. 

24X Flchei 90-339.82/03/29, 8204 13QO07. , 


8304070394 Forward* Revision 9 to. physical eecurlky plan. Revision 
silthheld <T*f i00FR73. 21). 

UHRlOtR E Florida Power It Light Co. 82/03/31 EI8ENHUT, D. 0 
Office of Nuclear Reactor Regulatlonc .Director. 2pp 12974:279, 
24X Flche: 90-333.82/03/31(8204070394. 


8204130092 Rsleattt public version of revised offnormal operating 
procedures, amergenc V procedures << emergency operating 
proetdures 

FELTON. J M Division of Rule* and Record* B2/04/02 Document 
Ninagement Branch Ip 12660 061 24X Ficha 90-339,62/04/02, 

8204130092 


— 8204130093 Forward* public version of revised offnarmal operating 
procedures, emerganc y procedures U emergency operating 
procedvree, including Procadurae 0030140 re blackout 
operation t- 0630040 re chlorine leak 

NETHViC K. Florida Power & Light Co. 82/03/22 Dlrector'i 
Office, Ofrie* of Inspection and Enforcement Ip 12660:062 24X 

Flche 90-339,02/04/02,0204130092 


--0204130099 Public version of revised offnormal operating procedures, 
emergency procedures ti emergency operating procedures. 

Including Procedures 0030140 re blockout operation It 
0630040 re chlorine leak 

WETHV.C M Florida Power & Light Co, 82/03/16 179pp 

12660 063 24X Flch* 90-339,82/04/02,020 4130092 


8204090192 Rsqussts copies of lie eniee/app 1 leant requests for 
extension or exemption re implementation of 10CFR73 21 
Only Haddam Neck b Millstone have submitted fees It fee 
form! 

TREMPER, L. Llcsnse Fee Kenagement Branch, 02/04/05 Office of 
Nuclear Reactor Regulation, Director Ip 12633.260 24X 

Flch*’ 90-000, 82/04/09. 6204090192 


8204230399 Ack receipt of 8E0305 Itr Informing NRC of steps taken to 
correct deficiencies noted In lE Emergency Preparedneii 
Appro leal Inip Rept 90-339/81-13. 

LENIB.R C Division of Project t> Resident Programs. 62/04/08 
UHRIO. R E Florida Power (< Light Co Ip 1281 7' 022 24X 

Flche 90-339,82/04/08.8204230399 


— 0204230402 Forward* lE Emergency Preparednase Appraisal Insp Rapt 
90-339/61-13 on 810608-19,810630 confirmation of action Itr. 
anargency preparednase daflclenclas It pr aparad'nsss 
Improvament areas No none ompl 1 ance noted 
O'REILLY. J P Raglan 2, Atlanta, Office of the Director 
(01/03/01) 01/12/11 UHRIO. R E. Florida Power 6 Light Co. 3pp. 

12817 023 24X Flch* 90-339.82/04/08,8204230399 


— 8204230406 Discusses actions to be taken to resolve dsfleiencise in. 
emergency preparedness program, per 810629 teleon App B, 
deficiencies 6 App C, preparedness improvement items end 
O'REILLY, d p Region 2, Atlanta, Office of the Director 
(01/03/011 ai/06/30 UHRIO. R.E Florida Power I. Light Co. app. 

12817 026 24X Flche 90-339.82/04/08.8204230399 


— 8204230411 IE Emergency Preparedness Appraisal Trap Rapt 90-339/81-13 
on 010600-19 f(o noncompliance noted Major areas Inspected 
emergency preparedness implementation appraisal Including 
adminis trat ion, emargency organlxation & training 
PERROTTl.D. J . STANSBERRY.U , OAtTANIB.N J Region 2. Atlante, 
Office of the Dlre’Cbor (81/03/01) 81/12/08 90pp 12817.034 

24X Flche. 90-339, 82/04/08. 8204230399 


8204280399 Forwards Revision 19 to Procedure Q030131 re cxesssiva RCS 
activity It Revision 3 to Procediur* 0120032 re plant 
annunciator summary, 

HETHY.C N Florida Power 1. Light Co 82/04/12. Director's 
□ fflce, Office of Inspection and enforcement. Ip 12067.199 24X 

Flche. 90-339, 82/04/12, 8204280399 


— 8204280400 Revision 19 to Procedure 0030131, "Plant Annunciator 
Summary. " 

« Florida Power & Light Co 02/03/24 12pp 12867 160 24X 

Flch# 30-335, 82/04/12, 9204280399 


— 8204200410 Revision i9 to Proesdur* OOSOISI, "Plant Annunciator 
Summary. " Page* D1 It 010 

* Florida Power & Light Co 82/03/23 4pp. 12867’ 171 24X 

Flch* 90-339,02/04/12,0204280399 


0204300030 Relsasee public version of revision to emergency plan 
Imp lamenting procedure. 

FELTON, d, M. Division of Rules and Records. 82/04/23 Document 
Management Branch Ip. 12908’ 268 24X Fi ch*. 30-339, 02/04/23, 

8204300038 


— 8204300043 Forward* public varslon of Revision 11 to Emargency Plan 
Implementing Procedure 31(X]022E, "C lassl f ic«t Ion of 
Emergenclae " 

UHRIO, H E Florida Power ti Light Co. 83/04/13, EIBENHUT. D. 0. 
Division of Licensing Ip. £2908:269, 24X Fich*. 90-339, 82/04/23, 

0304300038 
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'Q20430004& Publlir variion o# Rivlslon 1 1 to Eintriancv Pl^n Impltmtrtfcina 
Proc»dtir» 3100022e, "CUtd on of em»rg*nclff " 

HARKta. K N I UILLIA^aj J A Florid* Pou«r «c LIgAt Co e2/’04/07 
20pp. 12900:270, 24X Fich* 30-339.02/04/23^8204000036 


P. OpBi'«tlii0 liern** «t*g* (focumint* I. corrvspondmci 


8204220909 rorw*rtfi Amtnd 49 to Llc(n«t DPR-67. »*Pttv evaluation t 
notic* of laauinee b avallabllttg Amtnd corroett 
Inconi I ataneg r* valve closure time of instrumant air 
containment liolatlon valve 

NELSON. C C Operating Reactors Branch 3 62/04/12 UHRIO.S E 

Florida Power It Light Co 3pp 12834 144 34X 

FI Che- 90-339. 82/04/12. 8204220909 


8204210749 Bun'nary of 020304 ti OS meat Inga u/utll 4. EOtO In Miami. FL re 
r*dlologlcal CT6 ravlaw 

onOTENHlfiarH operating Reactori BrancA 1. 82/03/10 Operating 

Reactore Branch 1. 2IPF 12800 IS4. 24X Fltrhe; 90-000, 82/03/10. 
8204210749 


--6204220911 Amand 49 to License DPft-i>7> correcting inconsistency re 
valve cloiure time of Instrument air containment fcolation 
valva 4 adding flow path verification of eodlum hydraiide 
containment epray additive sye 

CLARK.R A Operating Reactors Branch 3 82/04/12 9pp 

12334 147 24X Flche 90-339,82/04/12.8204220309 


6203190001 Oenerlc Ltr &2-'09 to all ilcaneaes of operating power 
raactore re poit-TMI rcgulremanti. 

EIBEIVHUr. D 0 Division of Licensing. 02/03/19. KAW8PUR0, A 
ConsoUdated Edison Co. of Neu Yort 7pp. 12913- 123 24X 

Flche 90-000.82/03/19.8303190001. 


— 6204220915 Safety evaluation supporting Amend 49 to License DPR-A7 
e Office of Nuclear Reactor Ragulatlon. Director. 82/04/12 3pp 
12834 19h 24X Fiche 30-339,82/04/12,8204220909 


0204090448 Noti f lee that training programs required by THI Item I A 2 
4< fl 6 4 are acceptable 

CLARK.R. A. Operating Reactore Branch 3 82/03/24 WHflIO.R E 

Florida Pouer It Light Co. Spp. 12969.296 24X 

Flche: 90-333. 82/03/24. 8204090448 


8204020337 Responde to NRC 620301 request For addl Info re secondary 
water chemistry monitoring program Separata procadurae 
Issued Action statemsnts incorporated. Implementing 
proceduros available onsite for review 

UHWIO.H. E. Florida Pouer It Light Co. 82/03/27 CLARK.R A 
Operating Reactors Branch 3 Ip 12499' 202. 24X 

Flche: 90-335, 82/03/29. 8204020337 


B204D60329 Advisee that util 7B020i I. 0802 reeponees te NRC 770937 
concerns re poit-LQCA boron concentration control 
acceptable Post-LOCA horoii concentration control avaluatlon 
end. 

NELBON. C C. Operating Reactori Branch 3 82/03/29 UHRfO.R.E 

Florltfa Power L Light Co 6pp. 12619*029. 24X 

Flche - 90-339. 82/03/29. 8204080329. 


— 6204220918 Notice of Issuance t< avetlebilitv of Amend 49 to Llcanit 
DPR-67 

CLARK.R A Operating Reectors Brench 3 82/04/12. 2pp 

13834 199. 24X Piche 90-339.82/04/12,8204220909 


8204280399 Forwards Revision 19 to Procedure 0030131 re eicesiive RC9 
activity & Revision 3 to Procedure 0120032 re plant 
annunciator lummary 

we THY, C M Florida Power t< Light Co 82/04/12 Director's 

Office, Office of Impaction and Enforcement Ip 12867 199 24X 

Flche 90-339, 62/04/12. 6204280399 


— 8204280400 Revision 19 to Procedure 0030131, "Plant Annunclater 
Sunsery. " 

• Florida Pouer b Light Co. 82/03/24 12pp 12867 160 24X 

Flche 90-339.02/04/12.8204280399 


—8204280410 Revision 19 to Procedure 0030131, "Plant A'nnunclator 
Summary,” Paget 01 b DIO 

* Florida Power b Light Co 82/03/23. 4pp 12867 171 24X 

Flche 90-339,82/04/12.6204280399 


8204260360 Inforaie of modified poeltlon on length of time reactor 
protection ays or EBF actuation sys channel may be bypassed 
Proposed Tech Gpece end 

CLARK.R. A. Operating Reactors Branch 3 82/03/31. OHRIO, R E 

Florida Power f< Light Co 2pp. 12698 336 24X 

Flche: &0-339. G2/03/31 , 8204260360. 


8204060069 Responds to Oeneric Ltr Bl-36 re NUPE0-0737 Item II D l.PWR 
relief b eafaty valve testing Valve testing completed In Aug 
b Dec I9B1 PI ant-epec if Ic evaluation# will be completed by 
821001 . 

UHRIO.it.E Florida Pouer & Light Co, 82/04/01. EieCNHUTiO 0 
Olvltlon of Llcanslin, 3pp, 12599.296 24X Flche, 90-339.62/04/01, 

8204060069 


6204200480 Raqueste addl Info re Oeneric Ltr 81-14. "Selsalc 
Ouall f Icatlon of Auslllary Feedwater Bye " 

CLARK.R A. Operating Reactors Branch 3 82/04/02 UHfilO, R. £■ 

Florida Power b Light Co. 4pp. 12787' 190 24X 

Flche. 50-335. B8/04/02, 0204200400, 


8204180139 Advises that Info requested In NRC 880223 ltr re ftCS vent 
syi will be euhmltted by 820907. 

UllRlOiR e. Florid* Power 6 Light Co B2/04/09. CLARK.R A 
Operatljig Reactors Branch 3, Ip 12636*167. S4X 
Flche: »0-a35, 02/04/03. 820412019S. 


8204190067 Informe that THI Action Item II, K, 3.3. "Reporting Belief 
Valve h Befetg Valve Failures b Challengee, " it resolved 
CLARK, fl. A. Dperetlng Reactore Branch 3. 02/04/06. OKRIO.R E 

Florida Power L Light Co. 2pp. 12731.339 84X 

Flchi! 90-339, 02/04/06.0804190067 


--8204280414 Revtelon 3 to Procedure 0120032, "Excessive RCS Activity ■ 
a Florida Pouer b Light Co 02/03/19 7pp 12667 174 24X 

Flche 90-339,82/04/12.8204200399 


8204190097 Responds to 820325 ltr re ability to control facility 
through postulated loss of all ac power event Analytical 
Info will be submitted by 020913 Training program b 
procedural description provided by 820S94 

UHRIO.R E Florida Power b Light Co 82/04/14 CLARK.R A 
Operating Reactors Branch 3 Ip 12729 337 24X 

Fiche 90-335. 02/04/14, 82041 900S7 


6204I60IS9 Oeneric Ltr 82-OB to all PWR 
transmittal of NOftEO-0909 relative to 
W/o end MURE© List of NRC recipients 
EISENHUT.D 0 Division of Licensing 
Consolidated Edison Co of Meu York 
FlcM 90-000, 62/04/19. 8204160199 


plant licensees b applicants re 
Olnna tube rupture 
enc 1 

82/04/19 HAUSPURQ.A 
7pp, 127B7 203. 247 


8204260130 Advises that secondary water chemistry monitoring program 
for Unit 2 found acceptablt Program for Unit 1 comptate 
based on 030329 submittal. 

CLARK.R A. □perating Reactors Branch 3 82/04/16 UHRIO.R. C 

Florida Power «, Light Co 2pp 12095:024 24X 

Flche: 90-339, 82/04/16. 8204260130. 


8204270277 Forwards responss to Oeneric Ltr 82-05 re post-TMI 
raaiilremente implementation THI Action Items II K. 2 lO, 

II. K 3 19, II. K 3. 19. II. K. 3 32. 1 1 K 3 24 b 1 1 K 3 27 not 
applicable _ _ 

UHRIO.R £ Florida Power b Light Co 82/04/19 EI6EMHUT. 0 0 
Division of Licensing 4pp 12848 122 24X Flche 90-339.02/04/19. 

0204270377 


8204130003 Apglie*'bl«n ta aexand Ulcensa DPft-67 canelstlng of changes to 
Tech Specs modifying time limit from 10 doye to 30 dayt for 
suhnlttfi of Beach Dune eurveu r*«ultr«. 

UHRIO.R E. Florid* Power b Light Co. 02/04/09 eiBENHUT, 0. C 
Dlvtelon of Llcondlng. 2 pp 12699:235 24X Flche: 90-339, 02/04/09. 

8204130083 


-0204130087 Amend td Toch Specs 4. 7 6 II. modifying time limit from 10 
dogs to aO deyt for submittal of Beech Dun# eorvey results 
* -Florida ^ Lijjftt Cn. S8/04/09 lSZ659i237. 24J( 

Flche; 90-339. 82/04/09. 0204180063. 


8204210279 Oeneric Ltr 82-09 to all power reactor 1 icenseee, app Ucanti 
for OL, Nses Vendors b reactor vendors re environ 
qual if Icetlon of sefaty-r elated electrical equipment 
NRC position re qualif Icatlon requirements end 
EISENHUT.D 0 Division of Licensing 92/04/20 HAUBPUBO.A 
Consolidated Edlmon CO, Of Maw York TALLMAN.W. C Public Service 

Co Of New Hampshire MURSTELL.H.L New Orlaane Public Service Co 
10pp. 12862' 337 24X Flche; 90-000, 82/04/20. 8204210299 


0204270493 Forwards description of differences between current pTflfosii 
Inservlce tasting program b program previously submitted 
770716 6 eupp lamented 7B0908 Inservlce teit program revjseiT 
to Include Chech valve* 6 relief requests 

UHRIQ, R. C Florida Power b Light Co 82/04/21. CLARK, B. A. 
Operating Reactors Brench 3 t3pp 12093.392, 24X 

Flche. 90-339. 02/04/21,8204270493. 


DOCKETED ITEMS 


241 


O Iniptction r«port«> IE Bullttln* h corrctpondtnc* 


9304230530 R»<ponds to IE Bullttin 61-01> "8urv>i 1 lane* of Htchanltal 
Snublifr* " In«p raautts and 

UHAIO'R E Florida Pouar &. Light Co. 92/03/10 O'REILLYiJ P. 

Region 2. Offlca Of Dlrdctor lOpp 12919 299 24X 

FlchO 90-339. 02/03/10, 0204230930 


8204140429 Foruardi IE Inap Rapta 90-339/92-09 t< 90-369/92-08 on 
920223 Mo noncomp 1 lance noted 

LOMOtF J ]>ivl*lon of Project t< Rosident Prograne 92/03/24. 
OHRIO.R E Florida Pou/er Light Co 2pp 12670 168 24X 

Flcha 90-339,82/03/24,8204140428 


—0204140431 IE Imp Repte 90-339/92-08 «< 90-389/92-00 on 020223. No 
noncompl ianee noted Major araai Inepactad amerganeg 
planning, vpeclficallg Interface batuaan licaneaa 
organliatlon & NRC Region 2 

TAVlOR, P A , JENKINS, 0 R Dlvleion of Emergencg Preparednet* 1< 
Operational Support 92/03/23 4pp 12670 170 24X 

Flcha. 50-339, 82/03/24, 8204140420 


9204230392 Forwerdi IE Inep Repte 50-335/82-05 << 90-309/92-04 
on 820213-0310 No noncomp 1 lance noted 

LOriO, F J Division of Project <i Resident Progreme. 92/03/25, 
UKRIO.R e. Florida Pouer t. Light Co 2pp 12917 012 24X 

Fiche 90-339,82/03/29,8204230392 


— S2D4230405 IE Insp Repts 90-339/92-09 t, 90-399/82-04 on 920213-0310, 
No noncompliance noted Major areas tnspec tsd* f ol louup of IE 
bul let Ins, p lant operations, surveillance melnt t. Instrument 
cal Ibr 

ELROOtS A • BIBB.H E , DANCE, H C. Division of Project It Recldent 
Prosreiss 02/03/29 8pp 12817-014. 24X Fiche- 90-339. 82/03/25, 

9204230392. 


9204230564 Forwards IE Insp Repts 90-335/92-09 it 90-399/82-09 on 
920301-09 Mo noncomp 1 ienc e noted 

LOMOtF J. Division of Project ti Resident Progranc 82/03/29 
UHRIO.R E Florida Power «< Light Co 2pp 12819 226. 24X 

Flcha 90-335,82/03/29.8204230964 


— 8204230969 IE Insp Repts 90-339/82-09 t, 50-389/82-09 on 820301-09 
No noncoApl lanes noted Major areas Inspec tad’ radwasts 
Shipp Irtg, tin It 2 preopcratlon activl ties, lE bulletins 6 
circulars I, actions on previous fol louup Items 

MRAY, J R , BARR, K P Division of Engineering It Technical Programs, 
92/03/24 6pp. 12819 228 24X Fiche- 90-339, 92/03/29, 8204230964. 


8204140372 Forwards IE Info Nottca 82-09, "Check Valve Failures on 
Diesel Oenerator Engine Cooling 8gs " No action or response 
reauastad 

O'REILLY, JP Region 2, Office of Director. 02/03/26 tlHRlO.R E 
Florida Po-Jier 6 Light Co. 4pp 12670 311, 24X 

Flcha- 90-000, 82/03/26, 8204140372. 


8204140198 Ack receipt of 820322 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-339/81-39 I, 
90-309/91-26 

LONO, F J Division of Project li Resident Programs 92/03/30 
UNRtOrR. E Florida Pouar i Light Co. ip 12671 014. 24X 

Flcha: 90-339. 82/03/30, 8204140199 


— 9204140203 Responds to NRC 920218 Itr re violations noted in IE Insp 
Repts 90-339/91-39 It 90-389/91-26 Corrective actione 
Procedure H-0017 revised, clarifying noiile ring fc sat screw 


Instal lation. 

UHRIO, R E. Florida Pooler t( Light Co. 82/03/22, 
Region 2, Office of Director 3pp. 12671 019 
Flcha 90-339, 82/03/30, 9204140198, 


O'REILLY, J.P, 
24X 


—9204140207 Forwerdi IE losp Repts 90-339/81-39 U 90-389/91-26 on 
811211-020110 t( notice of violation. 

LDMO, F. J. Division of Project l« Resident Programs. 82/02/19. 
yHRIOiR E Florida Power 6 Light Co, 2pp. 12671-018, 24X 

Flcha; 90-33 9, 82/03/30, 92041 40198, 


8204140433 Forwards IE ln#o Notice 92-10, "Following Up Symptomatic 
Repairs to Aseurs Resolution of Problem " _ 

O'REILLY, J P Region 2, Offlca of Director 82/03/31. UHRIO, R E. 

Florida Power * Light Co ALTOiR A . eNOELDER. T C Babcock I, Wllcos 
Co 4pp. 12670 009 24X Fiche. 30-000,02/03/31, 9204140439. 


9204230477 Forwards IE Imp Repte 90-339/92-10 t, 80-389/82-11 pn 
820309-12 No noncompliance noted. 

LONO, F. J Division of Project & Reeldent Programs. 02/04/09 
UHRIO.R E Florida Power 4t Light Co 8pp 12814 246 24X 

Flcha. 90-339, 82/04/09, B20423O477 


— 8204230483 IE Insp Repts 30-333/82-10 L 90-389/82-11 on 020309-12. No 
noncompliance noted Major areas inspected seismic analysis 
for as-bullt safoty-rslated piping sys (IE Bullstin 79-14} fc 
pipe support besaplats design* 

ANO.W P , HERDT, A- R Division of Engineering l< Teehnicil Programs. 
82/04/02 Spp 12914.248 24X F IchO. 90-339, 82/04/09, 0204230477 


8204230399 Ack receipt of B20308 Itr informing NRC of steps taken to 
correct deficiencies noted In lE Emergency Preperedneis 
Appraisal Insp Rspt 50-339/81— £3 

LEWIS, R.C Division of Projaet ti Rasldeot Programs 82/04/08 
UHRIO.R E Florida Power 4, Light Co Ip 12817 022 24X 

FIch* 30-339, 82/04/09,8204230393. 


— 8204230402 Forwards IE Emergency Preparedness Appraisal Insp Sept 
90-333/81-13 an 810608-19,810630 conflrmetlon of action ltr« 
sisergency preparednees deficienclo* I, preparedness 
improvsment areas Ma noncomp I lane * noted. 

O'REILLY. J P Region 2, Atlanta, Office of the Director 
(01/03/01} 81/12/11 UWllOrR-E. Florid# Power fc Light Co. 3pp 

12817 023. 24X Flcha- 30-333, 82/04/08, 8204230399 


— 8204230406 Discusses actions to be taken to resolve deflclenciea In 
amergancy preparedness program, per 810629 telcon. App B, 
deficiencies L App C, preparedness improvement Items sncl. 

O'REILLY. J P Region 2, Atlanta, Office of the Director 
(01/03/01} 91/06/30 UHRIOrR.E Florida Power t Light Co Spp, 

12817 026 24X Fiche 50-333,82/04/08,8204230399 


— 8204230411 IE Emergency Preparedness Appraisal Insp Rspt 90-339/81-13 
on 810609-19. Mo noncomp 1 lane * noted Major areas Inspected- 
emergency preparedness Implamantatton appraisal Including 
admlnlstret ion, emergency organisation N training. 

PERRDTTI.D J , BTANBBERRY.H. , OAITANIS, M. J. Region 2, Atlanta, 
Offlca of the Director (81/03/01). 81/12/08, 98pp 12817.034. 

24X Fiche. 90-333. 82/04/08. 8204230393 


B202040142 IE Info Notice 02-11. "Potential Inaccuracies In Hide Range 
Pressure Instruments Ussd In Mestlnghous# Deslgntd Plant# " 

Sve llet end. 

JORDAN, E.L Olvtston of Engineering l< Ouallty Asiuranc* 02/04/09, 
63pp. 12078 3.42 24X FI c he. 30-000, 82/04/09, 8202040142 


S2O41404OI Forwards IE Bulletin 82-01, "Alteration of Radiographs of 
Molds In Piping Subassank 1 las. " 

O'REILLY, O P Rsglon 2. Office of Director. 02/04/13 l*(RIO,R. E 
Florida Power t. Light Co 5pp. 12670.398 24X 

Flcha: 30-000, 82/04/13, 8204140401. 


8204140442 Forwards IE Info Motlc* 02-09, "Cracking In Piping of 
Makoup Coolant Lines at BlcW Plants," to ho revlewsd for 
possible applicability 

□ 'REILLY, y P Region 2, Office of Director 82/04/13 UHRIO.R E 
Florida Power L Light Co. HANCOCK, J, A. Florid* power Corp. 
MCDONALD, R P AUhana Power Co 4pp 12666:291. 24X 

Fiche* 30-000, 82/04/13, 8204140442. 


8202040143 IE Info Notlca 82-12. "aurv# 1 1 lane # of Hydraulic Bnubbers." 
W/*ncl SVC list 

J{}rDAN, E. L Division of Engineorlng 6 Quollty Assurancs. 82/04/21 
64pp. 12B73 0-01 a4X Flcha 30-000,82/04/21,6202040143. 


R. Psrlodlc opsratlng roports & ralated correspondence 


— 8204140210 Notice of violation from Insp on 811211-820110. 

a Region 2, Office of Director 82/02/18. Ip. 12671*020. 24X 

Flcha- 90-339, 82/03/30, 0204140198. 


-8204140219 IE Inep Repts 90-339/81-39 It 90-389/B1-26 on 811211-820110. 
Noncomp 1 i an cs notad:Malnt Procedurs M-0017»R*vlsioo 2, 
inadayuately established fc Implemented. 

ELROD, S. A , BIBBiH E.. dance, H,C. Division of Jc fi«*‘d*nt 

Programs. 82/02/12. 7pp. 126^1:021, 24X Flcha: 90-339.82/03/30. 

0204140198. 


8204090147 Forwards monthly oporating ripts for Jan 1982 t, corrected 
Unit 4 rapt for Dec 1981. M/o 8t Lucie Unit 1 rspt fc 
corrected rep t. 

HILLIAMSrJ U Florida Power 4i Light Co 82/02/16 Office of 
Management and Program Analysis, tp 12922:360, 24X 

Flcha 80-000, 82/02/ 1 6 , 8204030 147. 


8204090149 Forwards monthly oparatlng repts for Jan 1982, U/o repts for 
Turkey Point Units 3 It 4. 

HILLIAMB. J.H. Florida Power « Light Co, 82/02/16. Office of 
Managemoni and PrO'gram Analysis. Ip. 12913:203. 24X 

Fiche: 90-000, 02/02/16, 8204030149. 


— 8204080132 Monthly operating rspts for Jan 1982, 

PACE, P. Florida Powar fc Light Ca 82/03/19. 9pp. 12319.203, 
24X Fiche. 80-000, 82/02/16, 8204090149, 



2*2 


DOCKETED ITEMS 


82041190472 Fortfir4» montjila Tipli for Ftb 1992 k eorrtctttf 

pagoi bo montMv oporoVinj rtpbt for Doe 1981 fc J»n 1982. 
MILLlAM3iJW Florid! Fowor li t-lflhb Co 02/03/19 Cfflc* of 
Konajiniont and Program Analy*!*- Ip 18470 099. 24X 

Fie ha. SO-OOO, 02/03/ ISt 8204190472. 


—0204190474 Monthly oparating ropta for Fob 1982 

PACBiP Florida Fouar 4 Light Co 82/03/19. lOpp. 1247S 100. 
24X F 1 eh 0 . 50-290. 82/03 / 1 9, 820 41 90472 


8204190910 Forward* monthly oparating rapt* for fab 1902 k eorraetod 
monthly oparating rapt* for Doe 1981 ii tlan 1902 
HILLIAMS.U W Florida Powar fc Light Co 02/03/15 Of flea of 
Hanagatnont and Program Analytlt ip 12677'823. 24X 

F 1 c h a : 90-000. 02/03/ 1 9. 820 4190910 


—0204190922 Monthly oparating rapta for Fab 1982. 

PACE.P Florida Pouar & Light Co. 02/03/19 4pp 12477.224. 
24X FUha 90-250.02/03/19.8204190918 


— 02041 S092S Corractad monthly oparating rapt for Dae 1981. 

PACErP Florida powar (i Light Co 02/03/10 Ip 1 2477s 228. 24X 

F 1 eh a : 90-290. 82 /03 / 1 5. 82041 90 9 1 8 


—8204150927 Corractad monthly oparating rapt for Jan 1902 

PACe.P. Florida Powor 8. Light Co 82/03/10 Ip 12477-229 24X 

F 1 c h t : 90-290. 02/03/ 1 9. 8204 1 SO 9 1 0 


a Raportablt occurrance*. LER* h ralatad eorratpondanea 


S2 04020 439 Forward* LER 82-010/03L-0. 

WILLIAMS. J(# Florida Powar 4 Light Co 82/03/19. D'REILLYtJ. P, 
Raglan 2. Offict of Olrackor Ip. 12903 094 24X 

Flcha 90-339. 82/03/t9> 8204020439 


— EKI!04020439 LER 82-010/031-0. on 820221 . dvrtng ourvalllanca of bat 
chutdoun panal.ttaam ginaratar laval indicator FP 9009 
*howad no indication Cautad by itleklng matar msvamant of 
Sigma Modal 922-OOE Bgi rapalrad k ra torn ad to oparatlon. 

PACEiF.L Florida Powar h Light Ca 82/03/19 Raglan 2. Qffica 
of Dir actor Ip. 12903 057 24X Flcha. 90-339. 02/03/19. 

8204020439. 


8204020449 Forward* LER 82-009/031-0 

WlLLIAMSiJ U. Florida Pawar It Light Co 02/03/19 O'REILLY.J. P 
Rag Ion 2. Off lea of Olractor. Ip 12901 '098. 24X 

Fleh*. 90-339, 02/03/19, 0204020449. 


—8204020400 LER 08-009/03L-0' on 820317. uhlla Oparating at 90% pouar. 
waaily survattlanca of cora barral movamant raguirad by Taeh 
Spae 3 4 11 w*i not parfarmad Survaillanea wai Inadvartantl y 
ovarlookad Partonnal ln«tructad to parform lurvaillanct* 

PACe.P. L Florida Pawar & Light Co 82/03/19. Raglan 3. Offlea 
of 01 roe top Ip 12901:099 24X Flcha. 90-339, 82/03/19. 

8204020449 


8204000191 Forward* LER 82-007/03L-0. 

UILLIAHS.JH. Florida Powar t( Light Co 02/03/24. O'REILLV. J. P. 
Raglan 2. Offict of Olractor Ip. 12404.204. 24X 

Fteha 90-339,82/03/24.0204000191 


—8204080195 LER 08-007/03L-0: on 820218. uhlla at 90X powar. haatar 402 In 
vanttlatlon cy* which provtda* humidity control found 
inoparabla Cauiad hg dafactiva tharmocoupla ampllflar which 
da-ana.*gltad haitar Amplifier rapalrad It heater ratattad. 

PACE.P L Florida pouar b Light Co. 02/03/24 Raglan 2. Of flea 
of Dlraetor, Ip. 12404 207 24X Ft chf 90-339. 82/03/24. 

0204000191 


8204080028 Forward* LER 02-008/oaL-0 

WILLIAMS. J.U Florida Powar b Light Co. 82/03/39. O'REILLY. J P. 
Raglan 2. Office of Dlraetor ip 12404.114. 84X 

Flcha* 90-339. 83/03/29, 8204080020. 


’—8204000033 LER OO-OOB/OSL-Oscn 020224. during mrvalllanea taitlng. 
MY1403 (black valva far power aparatad ralltf valval would 
not thut.Cauf# will be Invaatlgatad during nait ahutdawn 
PACErP.L Florida Power 1. Light Co 02/03/29, Raglan 2. Offict 
of Olractor. Ip 12404.117. 24X Flcha: 90-339. 82/03/29. 

8204000020. 


6204140902 Forward* LER 02-01 1/03L-0 

WILLIAMS, J.W. Florida Powar b Light Ca, 02/04/00. O'REILLY. J. P. 
Rag Ion 2. Offica of Dlraetor, Ip. 12704’810, S4X 
FiChi: 90-339.02/04/00. 0204140902 


— 8204160909 LER 02-O11/O3L-O an 820309, 1 A dia*fl ganarator fat lad to 
ttart far lurvalllanea Cau*ad by fallad lA diaaal ganarator 
tpaad twitch <A16) Switch raplacatf u/Ognalco modal 862394 
PACE.P L Florida Power b Light Co 82/04/00 Raglan 2. Offica 
of Olractor Ip 13704.211. 24X Flcha* 90-335. 62/04/00. 

6204140902. 


S204280037 Forward* LER 82-01 3/09L-0 

WILLIAMS. J M Florida Powar b Light Cp 02/04/21 O'REILLY.J P 
Raglan 2. Offica of Dlraetor. Ip 12870*200 24X 

Flcha 90-339.82/04/21.6204200039 


— 8204280041 LER 02-O13/O3L-O. on 020322. c onto inmant radiatign channal 
major coimponant tatpolnt found out of tolaranca in 
nonconaarvatlvo direction Cautad by dafactiva brim 
potantlemabar. Potantlematar replaced b tatpolnt adjuctad 
PACE.P L Florida Powtr b Light Co 82/04/21 Raglan 2. Offica 

of Director Ip 18070.201 24X Flcha 90-339,62/04/21. 

8204200039 


0204280394 PN0- 11-82-044. on 020431. ml nor ftra occurred In auilliary 
bldg Flra a it Ingu I*hed. Cautad by hot rebar falling on 
plaitlc aheating uiad to catch dabrli falling to floor No 
•afaty tya affactad by flra 

HARDIN. A K • DANCE. H C Raglan 2. Offica of Dlraetor 02/04/81 
2pp 12849:223 24X FUha* 90-339, 02/04/21 , 8204280394 


DOCKET 90-334 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F aacurity. medical, amarganey b flra protactlon plan* 


8204040102 Forward* itation b corporate amarganey organliation r«trci«t 
ob jeeti va« 

COUNSIL. M. 0 Northaatb Nuclear Energy Co. (cub* of Northaaat 
Utllltiai). 02/01/00 HAYNES. R C. Region 1. Philadelphia, Offica 
of tha Dlraetor (01/03/01) 4pp 12994 149 24X 

Flcha 90-245.02/01/03,0204040102 


0304040088 Forward* acanarto for amarganey praparadnaae axarclaa 
•chadulad for 020319 Ecpaditlou* review b concurrence 
requattad 

COUNSIL.U 0 Northaa«t Nuclear Energy Co (tuba of Northaait 
Iftilttl**) 82/02/83 HAYhES, R C Raglan 1. 0ffl«» 0 # Director 
9pp. 12991.129 S4X Flcha* 90-249. 82/02/23,0204040003 


8204230493 Forward* "E**rci*# Controller Manual for B20319 Exarcit* 
of Emargancy Plan* " 

COUNSIU.U O . CAONETTA.J P. Connecticut Yank** Atomic Power Co 
COUNOIL. W.O Northaatt Nuclear Energy Co (eubt of Northaatt 
Util 1 tie* > 02/03/12. HAVhES, R C Region 1. Offica of Olractor 

2pp. 12317 191 24X Flcha* 90-249, 32/03/12, 0204230493 


— 8204230493 "Etarcl** Controller Manual for 820319 Exarcida of 
Emergency Plane ■' 

a Connecticut Yankee Atomic Power Ce, a Northaaat Nuclear Energy 
Co («ub«. of Northaatt Utllltia*). 02/03/19 40pp. 12017:193 

24X Flcha. 90-249.02/03/12.8204230493, 


6204090192 Raiiueet* copla* pf llcaniia/applicant raquect* for 
ax tan* Ion or oxonption ra imp lamentation of 10CFR73 21. 

Only Haddoffl Nock b Mtllitono hava «ubmlttod foo* b foe 
forma. 

TREMPER.L Licence Faa Management Drench 62/04/09 Office of 
Nuclear Reactor Ragulatlon. Olractor. Ip. 12433 240 84X 

Flcha 90-000. 82/04/09.8204090192 


0204300309 Forward* IE In*p'R*pti 90-249/02-09 b 90-334/62-07 on 
020207-0327. No noncompl lane* noted 

STAROSTECKIi R Division of Project b Redd ant Program* 62/04/19 
C0UN8IL. W 0 Northaaat NucUar Energy Ce (lub* of Northaaat 

Ubllltia*) 2pp 12309:193 24X Flch* 90-249. 02/04/19. 6204300309 


—0204300314 IB Inap R*ptl 90-249/62-09 b 90-334/88-07 on 820207-0327. 
No noneompl lane* noted. Major aria* Intpoc tod; ovaluatlon* 
of plant op orabten*. ogulpmant alignment b raadlnaa*. phyalcal 
■aeurlty b flra protactlon. 

SHEDLOBHYi J, T. Dlvldon of Project b Raaldant Program*. 82/04/14. 
18pp. 12669:199 24X Flcht: 90-249, 02/04/19, 0204300309. 


8204290241 Forward* updated info originally •ubmittad In 820309 Itr ra 
itabu* of prompt notification ay* a* of 620331, Up dabod 
project achadul* and Monthly itatu* rapt* will b* putmltbod 
uptll sy* ar* declared op'arabla 

C0UN8IL(W 0. Connaetlcvt Yankee Atomic Power Co. C0UN81L.W. 9. 
Northaaat Nuclear Energy Co. (*ub*. of Nortfioaat Utllltlafl. 

83/04/23 EIBENHUT.D. 9. Dlvliion of Llconelng. 3pp. 12004*019. 
a4X Flcha* 90-000, 02/04/23, 0304290241. 
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1 Financial information 


82040*0109 Foruiardi Annual Financial 
BISHOPiR W Northaait Utilitltf 
Raactor Rafulation> Dirsctor ip 
Ficha &0-245. B2/'04/02> QS04060103 


Rapti 1991 
82/04/02 
12557 271 


Off ica of Nuc laar 
24)( 


8Z0429004S Forward* Amand 76 to Llcanie T)PR-A3< aafatg avatuation & 
no tic* of 1*1 wane a & ava 1 lability Amand alt out add 1 72-* h to 
return itaam turtlna drlvan auilllary faaduatar pump to ave 
folloulng 820319 outage, 

CONNER, E.L. Oparating Reactor* Braneli 3 82/04/13 COUNSIL.WO 

Morthiaat Nuclear Energy Co iaub* of Norttieait Utllltiet) 2pp 
12B99 311 24X Ftche 50-336,82/04/13,8204290045. 


--8204060113 Annual Financial Rapt 1981 

EULI8.N B , 6ILL1N, U F Ueitarn Massachuietts Electric Co 
02/03/19 24pp 12637 272 24X Flehi 30-245,02/04/02,8204060108 


— 8204060120 Annual Financial Rapt 1981 

ECLIS.U 0 < SILLIN, L F Hartford Electric Light Co 82/03/12 
71pp 125S7 300 a4>t Fiche 30-243,02/04/02,0204060100 


—9204060127 Annual Financial Rapt 1981. 

ELLJ8, W 0 , BILLIN, L F Connecticut Light U Power Co 0i/12/31 
eopp 12530 014 24X Fiche 50-24Si 82/04/02, 8204060100 


P Operating licence stage document* & eorreepondcnce 


— 82042900S1 Amend 76 to Lie ante DPR-6S, allowing addl 72-h to return 
fteam turbine driven autlllary feedwater pump to ivc 
following 820318 outage. 

CLARK, R A Operating Reactor* Branch 3 82/04/13 Spp 

12899 313 24X Fiche 50-336.02/04/13,8204290043 


— 8204290055 Safety evaluation lupportlng Amend 76 to License DPR-69 
a Office of Nuclear Reactor Regulation, Olractor 82/04/13 2pp. 
12699.317 24X Fiche 50-336,82/04/13,82 04290045 


—8204290061 Notice of iisuanee ti availeblllty of Amend 76 to License 
DPR-6S 

CLARK, R. A Operating Reactor* Branch 3 82/04/13 2pp 

t2B99 319 a4X Ftche 50-336,82/04/13,8204290043 


B2042203B5 Responds to FOIA request for seven categories of documents 
ri THI action plan 

FELTON, J H Division of Rule* and Records 01/11/12 8H0LLV<8. C. 

Union of Concerned Scientists 6pp 12824.100 24X 

Fiche 50-000,81/11/12,6204220385 


8204270253 Forward* revised Page 4 to 790625 "rnservlca Intp ti Test 
Program for Pumps, Valves << Pressure Test*," In response to 
NRC B20226 request 

COUNSILrN.O Northeast Nuclear Energy Co (subs of Northeast 
Utilltlee) 82/04/14 CLARK, R. A Operating Reactors Branch 3 
8pp 12852 289 24X Fiche 50-336.82/04/14,8204270233 


-8003130391 Discusses Jan 1980 sit* visits to verify implementation of 
Category A Lessons Learned requirements Requests that Div of 
Operating Reactors project managers 6 IE regional director 
or resident inspector participate in site visits 
EtSENHUT, D 0. Division of Operating Reactor* 80/01/10. 

6CHUENCER, A Operating Reactors Branch 1 <Pre 800428) 9pp 
12824 155 24X Fiche 30-000,81/11/12,8204220383 


8203010340 Forward* request for info re equipment environ qualification 
THI action plan Installed equipment. Requests info within 30 
days of receipt of Itr 

CLARK, R A Operating Reactor* Branch 3 02/02/10 C0UN81L, H 0 

Northeast Nuclear Energy Co (subs of Northeast (Jtilitiai) 2pp. 
12089 202 24X Fiche 30-336,02/02/10,0203010340 


0204000149 Forwards request for addl info re TMI Action Plan Item 
11 B I RCS re RCS high point vents Response required within 
60 days 

CLARK, R A Operating Reaetore Branch 3 02/03/19 CQUN3IL, N Q 

Northeast Nuclear Energy Co (subs of Northeast Utilities). Spp. 
12610 288 24X Fiche 50-336, 82/03/i9, 8204000149 


--8204270256 Revlead Pag* 4 to 79062S "Iniervlca Insp & Test Program for 
Pumps, Valves It Pressure Tests '* 

« Northeast Nuclear Energy Co. (subs, of Northeast Utilities) 
82/04/30 2pp 12892 296. 24X Fiche- 50-336, 82/04/14, 8204270253 


8204290091 Forwards request for addl info to complete review of B10724 
response to 810210 Qenerlc Ltr 81-14 re seismic 
qual if 1 cat ion of auxiliary feedwater *y* 

CLARK,R A Operating Reaetore Branch 3 82/04/13. CQUNSIL, W 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
12899 276. 24X Fiche; 30-336, 82/04/1 9, 8204290091 


8204260225 Forward* response* to Oenerlc Ltr 82-03 re post-THI 
requirements implementation Continued safe operation aesurid 
w/ existing imp! erne n tat ion s tatu* 

COUNSIL.N O , OPEKAiJ.F Northeast Nuclear Energy Co. (subs, of 
Northfist Utilities). COUNBILrW 0. Conneetlcut Yankee Atonic Power 
Co. 02/04/16. EISENHUT, D. (». Division of Licensing 42pp 
12033 137 24X FI Che- 80-000, 02/04/ 16. 0204260223 


8204090026 Confirm* 020320 author 1 let Ion for amend to License DPR-6B, 
(hanging Tech Specs Page 3/4 7-4 allowing one-time extension 
of auxiliary feedwater pump inoperability from 2 to 7 days 
NOVAK, T N Assistant Director for Operating Reactor* 02/03/23. 
COUNSILi U 0 Northeast Nuclear Energy Co (subs of Northeest 
Utilities) 7pp 12651 210 24X Fi Che- 50-336, 82/03/23, 8204090026 


8204080437 Advises that training program re NUREO-0737, Item 1 A 1 1 Is 
accapteble. Mew NRC guidance on shift steff qual if leation* 
may t* forthcoming 

CRVTCKFIELD. D Operating Reactor* Branch 5 82/03/31 C0UN5IL, W. O 

Connecticut Yankee Atomic Power Co Spp 12601 114 24X 

Fiche 50-000,82/03/31,8204080437 


8204190403 Forwards proof L review copy of Tech Specs, incorporating 
changes to permit 48-hr bypass of reactor protection *y* L 
ESF actuation lys inoperable channel Design criteria 
permitting bypass for indefinlta period enc I 

CLARK, R A Operating Reaetore Branch 3 82/03/31 COUNSIL, U 0 

Northeast Nuclear Energy Co (sub*, of Northeast Utilities) 3pp 
12731 060. 24X Ftche- 90-336,02/03/31,8204190403 


8204080309 Comments on 820200 review results of TNI Action Plan Items 
I A 1.3 re shift manning, I C. 5 re procedure for feedback of 
operating experience to plant staff (i I C 6 re procedures to 
verify performence of operating activities 

COUNSIL, N O , CAONETTA. J P. Northeast Nuclear Enargy Co (sube of 
Kartheast Utilities) COUNBIL, U 0. Connecticut Yank** Atomic Power 
Co. 82/04/(31 CRUTCHFIELD, D Operating Raactor* Branch 5. 

CLARK.R A Operating Reactors Branch 3 4pp 12603 327 34X 

Fiche; 30-000, 82/04/01, 8804080309 


8204270274 Forward* “Control of Heavy Loads'* In response to NRC 001222 
ltr. Addl info will be provided by 820613 

C0UN81L, W 0. Northeast Nuclear Enargy Co (sub* of Northeast 
Utilities) COUNBIL, H.O. Connecticut Yankee Atomic Power Co 
82/04/16 EiaENHUT, 0.0. Division of Llcinslng. Spp 12640 143 
24X Fiche 90-000,82/04/16.8204270274 


— 3204870281 “Control of Heavy Loads. “ 

a Northeast Nuclear Energy Co (tubs, of Northeast Utilities) e 
Connecticut Yankee Atomic Power Co 82/04/30 9pp 12840.146 
24X Fiche 90-000,82/04/16,8204270274 


6204210299 Oenerlc Ltr 82-09 to all power raactor llceneoi*, applicants 
far OLi NBS8 vendors t> reactor vtndor* re environ 
qual If leation of safety-related electrical equipment. 

NRC position re qua 1 If leation requlremente and 

EISENHUTi D. 0. Division of Licensing 82/0 4/20 HAUSPURO, A. 

Consolidated Edison Co. of New York. JOHNBON.W.P, Yankee Atomic 

Electric Co. I8pp 12862-337. 24X Fiche; 50-000, 82/04/20, 

8204210295. 


8204300228 Forward* addl info re degraded grid voltage protection t, 
adequacy of station alactric distribution ays voltages, in 
response to NRC 820312 ltr. 

CaUNSIL,U O. < CAONETTA, J P. Connecticut Yankee Atomic Power Co. 
GQUNSILiU.O. Northeast Nuclear Energy Co (sub* of Northeast 
Utilltias) 82/04/21 CRUTCHFIELD, D. Operating Reactors Branch 5, 
CLARK.R. A Operating Reactors Branch 3. 97pp. 12090! 093. 24X 

Fiche 30-000.82/04/21,8204300228. 


0. Inspection reports, IE Bulletins ti correspondence 


8204230517 Bubmlte generic teet program results per requirement of 
NUREO-0737 Item 11 D 1, performence testing of PHR relief L 
safety valvei, in reeponee to 810929 ltr 

C0UN81L, W «. Connecticut Yankee Atomic Power Co. C0UN8IL.W 0 
Northeast Nuclear Energy Co (eube of Northeast Utllitiae) 
82/04/13. EI8ENHUT, 0 0 Division of Licensing 3pp 12814-206 
24X Fiche - 90-000, 82/04/13, 8204230517 


8204020104 Advisee that mercury wetted relays were replaced w/C~E dry 
contact relays during current refueling outage, in reeponee 
to IE Bulletin 00-19. ^ 

Energy Co Ceubs. of Northeast 

Utilities), 82/03/16. HAYhCS, R, C. Region 1, Office of Director. 

ip 12498:336. 24X Fiche. 90-336. 82/03/16, 8204020104 
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820^070345 Aci r»<«lpt 0 * 620126 Ur InPorUlnj NfiC oP (ttp* takin to 
cgfrtc t vlolatlook Tiot4il In IE Jntp Rtpfcft 

50-245^01-12 5Q'33i70l->l , „ 

KARTIlfi T T. DIvUlon of Enjlnotrlrig 6 T#chnicil Program B2/03/23 
COUNSlLiH 0 Worthta*t Nucltar Enirgg Co <»w6i of Nortfiaa»t 
UtlUtlg*) Ip. 12974 278 aAX Fleht 90-245. 82/03/'a3i 8204070345 


6204070361 Forward* IE Imp Rtpii SO-249/82-06 l« 90-336/82-08 on 
8Z0301-04 «o noncoBPllanca notpd 

HAATIPt. T T Dlvlflon of Englnnrlng 6 Ttohnical Progra** 82/03/24 
COWStL.H 0 Horth»a*t Nuclaar Enargg Co (lub* of Northent 
UtliUlt*) 2pp 12627 160 24X FI eh » 90-243, 02/03/24. 8204090361 


—8204090367 IE Iii«P A*pt* 50-245/82-06 6 90-336/82-08 an 020301-04 No 
nancoBpUanea notad Major ana* inipactad OA program 6 
QA/QC admtnlftratlon program 

PETRONErC 0 , BETIEHHAUSEN, L DIvlilen of Englnairlng «t Tachnlcal 
pragrani 82/03/23 4pp 12627 162 24X FI Chi. 50-249, 82/03/24. 

8204090361 


8204190365 Forward* IE Info Notlc** 82-09, “Cracking In Piping of 
Hataup Coolant Lints at 86H Plant*" It 82-10, ’'Following up 
Sympto-matlc Rapalri to Asiura Ra«olutlon of Probltm “ No 
wrttttn ri*pon*i raqulrtd, 

HAYNES, R C Rag Ion 1, Of flea of Dirac tor 82/03/31 O'TOOLE, J O 

Conaolldatad Edtion Co of Naw York BRONSit/C., HCNEILU.C A Fowar 
Authority of tha Stata of Nau York 5pp 12682 24B 24X 

Flcha 50-000,82/03/31,8204190365 


8204190462 Forward* IE Bullotln 82-01, "Alttratlon of Radiograph* of 
W*Ld« in Piping Buta*itnb 1 iai ' Ho wrtttan raiponi* 
raqulrtd 

HAYNES, R C Raglon 1, Offica of Diractor 82/03/31. O'TOOLE. J 
Coniolidatad Edl*on Co of Hau York DALTROFF, SL Phlladatphla 
Elaetrlc Co BRONS, J C Powar Authoritg of tha Stata of Niu York 
6pp 12683 234 24X Fich* SO-000, 82/03/31 , 8204190462 


— 8204130409 Menthlg oparating rapt for Juna IfBl 

HO«'LETT,0 H Northaast Noelaar Etiargy Co. (subs of Northaast 
Utllltlaal BI/07/06 9pp 12658 237 ZAX FI eh* 50-336, 
81/07/09,8204130402 


8204130397 Forward* monthly oparating rapt for Aug 19S1 

MROCZKA.E v/ Northaaat Nuclear Energy Co (sub* of Northaast 
UtUltltsl. 81/09/16 Office of Managamant and Program Analys 
Ip 12690 073 24X Flcha 50-336, 01 /09/16, QS04t30397 


— 6204130400 Monthly oparating rapt for Aug 1961 

HOWLETT, 0 H Northaait Nuclear Energy Co (»ub» of Narttaaat 
Utllltla*! 81/09/10 9pp I26S0 074 SAX Flche 50-336, 
81/09/16,8204130397. 


8204130373 Forward* monthly oparating rapt for Sapt 1981. 

HROeZKAaE. J, Northaaat Nuclear Energy Co (suba of Northaast 
Utllltlas) 81/10/13 Offica of Managenant and Program Analyil 
Ip 12698.137 24X Flche 90-336, 81/10/13, BS04130373 


--0204130300 Monthly operating rapt for Sapt I9S1 

HONLETT.O H Northeait Nuclear Energy Co (tube, of Martheast 
Ottlltfesl 01 / 10/02 Spp 12696 136 24X Flche 50-336, 

81/10/13.0204130373 


6204130332 Forwards monthly operating rept for Oct 1981 

MRQCZKA,E J Northeast Nucltar Energy Co (subs of Northeast 
Utllttlail. 61/11/13 Office of Management and Program Analyst' 
tp 12650 228 24X Flcha. 90-336, 01/11/13, 6204130382 


— 8204130369 Monthly operating rept for Get 1961, 

HOWLETT. 0, H Northeast Nuclear Energy Co, (subs of Northeast 
UtlUtlesl 01/11/09 6pp 12698 229 SAX FI eha, 50-336, 
01/11/13,0204130382 


0204200326 Responds to NRC 010127 Itr re action taken to determine 
condition* of mtchanical snubber*, per IE Bulletin 81-01 All 
acc«**ibl* U lnecce>«iblt mechanical tnubbar* on lafaty- 
ralatad sve raplacad u/*nubbtri of different deiign 
C0UN8IL. N 0 Northiatt Nucltar Energy Co (tub* of Northeeat 
Utilltlesl 82/04/07 HAYNES, R.C. Region 1, Office of Dirt c tor 
7pp 12737 0 08 24X Flche. 50-336, 82/04/07, 8204200326 


0202040142 IE Info Notice 82-ti, "Potential Inaccuracies m Wide Range 
Pressure Instrument* Used in Westlnghouie Designed Plants." 

Bve 11* t end 

JORDAN, E L Division of Engineering It Ouality Assurance. 82/04/09 
63pp 12870 342 24X Flche 50-000.82/04/09,0202040142 


8204270253 Forward* ravisad Page 4 to 790689 ’'Iniarviea Imp ti Test 
Program for Pump*. Valve* tc Pra**urt Tait*," in rtsponse to 
NRC 820226 reguast 

C0UN91L.W 0 Northaait Nuclear Energy Co (lubi. of Northeatt 
Utilities) 82/04/14 CLARK, R A Operating Reactors Branch 3 
Bpp 12892 289 24X Flche. 50-336. 82/04/14. 8204270293. 


0204130372 Forward* monthly oparating rept for Dec 1961 

KROC7RA.E d Northaeit Nuclear Energy Co (sub* of Northeast 
Utilities]. 82/01/08 Office of Management and Program Analyst* 
Ip 126SB 143 24X Flche 50-336,62/01/08,6204130372 


— 0204130377 Monthly operating rept for Dec 1901 

HOWLETT. O. Northeast Nuclear Energy Co (sub* of Northeast 
Utilities] 82/01/05. 5pp 12698 144 24X Flche 50-336. 

62/01/08, 8204130372 


8204050354 Forward* monthly operating rept for Jan 1902 

MROCZKA.E.J, Northaast Nuclear Energy Co, (tuba, of Northeast 
Utliltles) 02/02/11 Office of Management and Program Analusli 
Ip 12529 020 24X Flcha 90-336,62/02/11,8204050354 


■8204090363 Monthly operating rapt for dan 1962 

HOWLETT, o.H. Northaast Nuclear Energy Co (subs, of Northaait 
Utlllttesl 62/02/10, 5pp 12929 021, 24X Flche* 90-336, 

62/02/11.6204090394 


— 8204270256 Reviicd Page 4 to 790629 "Initrvice Insp (< Test Progra* for 
Pump*. Valve* tt Pressura Teat* * 

• Northaast Nucltar Entrgy Co (lubi of Northaa*t Utllltlas]. 
82/04/30 2pp 12892 296 24 X Flche 90-336,82/04/14,8204270293 


0204140328 Forwarda ’'Annual Environ Operating Rept, Part B, 1901 " 
CQUN8IL,W 0, Northaait Nuclear Entrgy Co (subs, of Northeaet 
Utllltlas) 02/03/26 HAYf«8, fi. C Region 1. Office of Director 
Ip, 12662; 24 9, 24 X FI ch i* 90-245, 02/03/26, 8204140326. 


8304300305 Forward* IE Insp Rapt* 50-245/82-09 6 30-336/82-07 on 
820207-0327 Mo noncoopl lance nottd 

** . At Project 6 Reildsnt Program*. 62/04/19 

r.lVwI.".® Northaast Nucltar Enirgy Co (sub* of Northsait 
Utllltlas} 2pp 12089 193 24X Flcha 90-249,82/04/19,8204300305. 


■8204140332 "Annual Environ Operating Rapt<Part 8,1961 " 

>* Northeast Nuclear Energy Co. (subs of Northeast Utllltlei) 
62/03/26 lOOpp, 12662,250 24X Flche 50-249,82/03/26. 

8204140328, 


-0204300314 IE Imp Rapt* 90-249/82-09 6 50-336/02-07 on 820207-0327. 
No noncDMpl lenc* nottd. Major area* Inspac tad* avaluat I one 
of flent op aratlon*. aguipmant aklgneant 6 raadlnis*. p huslci I 
lacurity ti fire grotactlon. 

8)C^0SKY,d T , LIPINSKIiDR , ELSASSER, T C Division of Projict & 
^'‘®*^*'** 6S/04/i4 ISpp 12869.199 24X 

Flcha 50-249,82/04/19,8204300309 


^f/“4rd» 'Monitoring Marine Environ of Long la land Sound at 
nillstona Nuclear Power Plant, Annuel Rept 1981." Rapt should 
be Incorporated into proceeding* for Unit 3 

CDUM81L, M <}. , CAONETTA, d p. Northeast Nuclear Energy Co (subs 0 # 
Northeast Utl lltlaiJ. 82/04/01, HAYNES, R. C Region 1, Office of 
Director Ip 12611 188. 24X Flche 90-245, 82/04/01, 6204080340. 


"Surveillance of Hydraulic Snubbi 


8202040143 IE Info Notice 88-12. 

H/ancl ivc list 

^ Ouallty A»*urane#. 82/04. 

IS073a00l. 34X Plchf SO-'^DOOi dS/04/21f B203040143. 
oftraUng rep ort*^ ralatid correspondence 

rept for dune 1981. 

‘“itlifl N»rtbs**t 

. ia69a;836 a4x Fich.^S^lSLrSi/wJSrSSielS^^'’"*’' 


— -820408034 1 '’Monitoring Marine Environ 
Mlllstona Nuclear Power Plant. Annual 
« Northeae t Utlll ties. 88/03/31, 
Flche; 50-245, 82/04/01, 8204060340 


of Long Island Sound at 
Rept ivei, >' 

390pp. 12611.190. 24X 


8204140308 Forwarde annual environ operating repfe, "MonltorlnB Marine 
Environ of Long Island Bound at Millitone Nuclear Powar 
Station, " M/o end. 


COUNBIL, W. 0, , CAONETTA, J, P Northaast Nuclear Enerou Co. <aube of 
Northeast VtUltles) 02/04/01 HAYNEB,R. 0 , Region 1, Offica of 
Ip. 12663:333, 84X Flche, 90-248, 62 / 04 / 01 ) 8204140308 , 


Dlrec tor. 
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5 R-iporfrabl* 0 ccurr *nc«$t LER« ti railatad corraspondance 


8-204150109 Raiponds to FOIA roqUBft that OECD Incidant Rtporting 8g» 
rcpts be placed in FOR Document* Ilited in app available In 
PDR Other pertinent documente completelv withheld (ref FOIA 
Eienption 41 

FEtTON. J. li DivUlon of Rule* and Records 81/11/09 CQNNORi L 
D 0 (-S**rCh Associates 3pp 12708 339 24X Fiche 50-000i 01 /1 1/09. 

8304 ISO 1 09 


-0104100493 Operating Reactor Event Memo 81-31 on 810i03.plant equipment 
operator inadvertently opened dc main feeder breaher causing 
loss of one redundant de emergency sys Procedures re loss of 
main dc bus have been revised to reflect new Info 
EtSEMKlfT. D 0 Division of Licensing 01/03/31 HANAUER. 5 
Division of Human Factors Safety HURLEV.T Division of Safety 
Technology ROSS. D Division of Systems Integration (pre BllOOS) 
2&PP 12709 279 24X Fiche 30-331.. SI /I 1/09. 8204150109 


1204070324 Forwards updated LER 81-040/03X-1 
KRQCZKA.E J Northeast Utilities 82/03/30 HAVNE8. R C Region 1, 
Office of Director Ip 12374 291. 24X Fiche 30-336.82/03/30. 

9204070324 


-8304070329 Updated LER B1-040/03X-1 on 81 1206. during cooldoum. valve 
2-RC-403 could not be opened tt was declared inoperable. 

Caused by electrical failure In valve motor operator Switch 
4. switch aasambllet replaced 

a Northeast Utilities 82/03/30 Region 1. Office of Director 
2pp 12574' 392. 24 X Fiche 30-336.82/03/30,8204070324 


204090180 Forward* updated LER 81~033/03L-I 
KAOCIKA.E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities} 82/04/02 HAYNES, R C Region I, Office of Director 
Ip 12624 016 24X Fiche 30-336,82/04/02, 8204090180 


•8204090183 Updated LER 8i-033/03L-l on 010928, RCS leak In eites* of 1 
gpm traced to isolation valve 2-RC-403 Caused by leaking 
tsal ring between body & bonnet Seal ring replaced 
DEROiN, J K Northeast Nuclear Energy Co (sub* of Northeast 
Utilities) 82/04/02 Region 1. Office of Director Ip. 

12624 017 24X Fiche, 30-336, 82/04/02, 8204090100 


204200169 RO on 820323. during reactor trip from full power operating 
condition*, baseline pr iraary-to-secondary leakage rate* 
increased. Cav ted by incraased steam generator activity due 
to trip Equilibrium operation In Mode 1 achieved on 820326 
CaUNSIL.U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 82/04/07 CLARK, R A Operating Reactors Branch 3 
2pp 12740,037 24X Fiche • 80-336. 82/04/07, 8204200169 


■04160581 Forward* LER Ba-006/03L-0 

KROCZKA.E O Northeast Nuclear Energy Co (subs of Northea*t 
Utilities) 82/04/08 HAYNES, R C Region 1, Office of Director 
Ip 12701 078 24X Fiche: 30-336,82/04/03, 8204160381 


820416038? LER 62-006/03L-0 on 820310, during Type B << C local leak rate 
tasting duri-ng ref ua 1 Ing, accesslve combined leakage rate 
discovered Caused by mechanical daflclancies In valves It 
personnel access batch Deficiencies corrected 

CRIBCIONE, U 1. Northeast Nuclear Energy Co (sub* of Northeast 
Utilities) 82/04/08. Region 1, Office of Director 2pp. 

12701 079 24X Fiche 30-336,82/04/08,8204160381 


8204300248 Forward* updated LER 79-03B/99X-1 

MROCZKA, E J Northeast Nuclear Energy Co Ceub* of Northeast 
Utilities) 82/04/21 HAYNES, H C Regio-n 1, Office of Director 
Ip 12891 296 24X Fiche 30-336,82/04/21,0204300249 


— 8204300233 Updated LER 79-038/99X-1 on 791 1 03. 1 oakag* discovered on 
aerated radwaste drainline Caused by pitting or cracking in 
4-lnch type 304, schedu 1 e 10* stainless steel pipe initiated 
by chloride contamination Damaged pipes taken out O'f sve 
CRI8CI0NE.J L Northeast Nuclear Energy Co (sub* of Northeast 
Utilities) 82/04/21 Region 1, Office of Director Ip 
12891 297 a4X Fiche 30-336,92/04/21,8204300248 


DOCKET 30-338 NORTH ANNA POWER STATION, UNIT 1 


F Security, medical, emergency fc firo protection plan* 


820423030B Dlscuiies Inherent problem w/4-wir* omergoncy notification 
tys telephone circuit To prevent lockup, util should ensure 
that second call Is not established within 20-* after 
original call 

STOHR.J P, Division of Emergency Preparedness I, Operational Support 
32/01/29. UHRIO, R E. Florida Power «, Light Co 4pp 12816 132 
24X Fiche 50-000. 02/01/29.8204230308 


8204230420 Responds to questions re nature of response during 
emergency. NRC role during emergency & need to affectively 
interface w/liceneee organliation at technical support ctr t< 
emergency operation* facility during response to emergency. 

STOHR, J P. Division of Emergency Preparedness Si Qparatianel Support 
82/01/29. UHRIO.fi. E Florida Power 8< Light Co 7pp 1281S 264 
24X Fiche 30-000,82/01/29.8204230420 


3204230472 Discusses schedule of info to be submlttad by utils in 
advance of emergency preparedness ex e rcise. Ap propr iat e state 
6 local agencies should be InfoTined wall in advance of 
exercises to facilitate participation 

STOHR, J P Division of Emergency Preparedness ti Operational Support 
02/01/29 UHRIO. R E Florida Power «■ Light Co. 4pp 12014 294 
24X Fiche 80-000,02/01/29,8204230472. 


8204230346 Confirms actions to be taken to resolve deflcioncloe in 
emergency preparedness program, per 820310 telcon 
O'REILLY, J.P Region 2, Office of Director 82/03/10 

LEASBUR6, R H Virginia Electric b Power Co 3pp 18816 090 34X 

Fiche' 30-338, 02/03/10, 8204230346 


8204090203 Rel eases public verelon of revised emergency plan 

FELTON, O M Division of Rules and Records 92/03/22 Document 

Management Branch Ip 12633 159 24X Fiche 50— 330. 02/03/22, 

8204090203 


— 8204090206 Forwards public version, of Revision 1 to emergency plan 
LEASBURO.R- H Virginia Electric St Power Co 82/03/08. 

DENTON, H R Office of Nuclear Reactor Regulation, Director. 
CLARK. R A Operating Reactors Branch 3. Ip 12633 196 24X 

Fiche 30-338,82/03/22,8204090203 


— 8204090213 Public version of Revision 1 to emergency plan 

« Virginia Electric & Power Co 82/01/15. 22pp. 12633 197 24X 

Fiche - 50-338, 82/03/22, 8204090203 


04160394 Forward* LER 82-003/03L-0 

MflOCZKA.E J Northeast Nuclear Energy Co (tubs, of Northeast 
Otllitles) 82/04/08 HAYNES, R.C Region 1, Office of Director 
Ip 12700:312 24X Fiche 30-336,82/04/08,8204160394. 


8204160398 LER B2-008/03L-0. on 820304, during filling of RCS, power 
operated pressure relief valve 2-RC-403 was closed in order 
to Ifotat* leak In body to bonnet joint Leak caused by lack 
of pressure t, temp In RCS, Temp b pressure increased, 

BEROTN, J H Northeast Nuclear Energy Co (sub* of Northeast 
Utilities). 82/04/02 Region 1, Office of Director. Ip 
12700 313. 24X Fiche' 30-336, 82/04/09,8204160594. 


94260133 Forward* LER S2-007/03L-0, 

IfiOCZKA, E J. Northeast Nuclear Energy Co. (tub*, of Northeast 
Jtlllties). 82/04/19. HAYfCB, R C. Raglan 1, Office of Director 

Ip. 12938:163. 24X Fie ho, 30-336,82/04/19, 8204260133. 


8204090132 Requests copies of 1 Ic anteo/appi 1 c ant requasts for 
aitenslon or exemption re implementation of 1DCF972 31 
□nly Haddain Neck tt Millstone have submitted foes (< fee 
form* 

TREMPER, L License Fee Management Sranch. 82/04/09. Qffice of 
Nuclear Reactor Regulation, Director Ip. 12633:260 24X 

Fiche 30-000,92/04/03,8204070192. 


&2041S0447 Forward* description O'f "Emergency Operations Facility," per 
NUREO- 0737. Item III. A 1. 2, In response to 811123 g, 920129 
concern* re 810601 implementation plan 

LEABBURO.R H VlTglnla Electric b Power Co. 82/04/08. DENTON. H.B, 
Office of Nuclear Reactor Regulation, Director EIOENHUT, D. 0, 
Division of Licensing 2pp 12689' 049 24X Fiche 90-000, 82/04/fla, 

8204150447, 


--82O4150450 “Emergency aporatlons Facility," 

* Virginia Electric b Power Co. 82/04/08. I6pp 12689' 047. 24X 

Flcho' 30-000, 82/04/08, 8204130447 


3i204260i38 LER 82~007/03L-0! on 820318, during Inservice test of steam 
drtvan auxiliary feedwater pomp, Internal pump damage 
discovered. Caused by Improper clearance tolerance* on 
balancing drum Pump rebuilt b mplnt procedure revleed, 

9TADHKK, S. Northeast Nuclear Energy Co, (sube. of Northeast 
Utllltlce). 82/04/19. Region 1, 

12838 164 24X Fiche: 9Q”336« 02/04/ 19, pa0426Oi 33 


8204190439 Ap pi i cat ion to amend License MPF-4 changing Tech Specs to 
Inetell two addl containment isolation valves b containment 
lealatlon valve b check valve to fire protection supply 
standpipe 

LEA88URO,R H Virginia Electric b Power Co. 82/04/12 Ci-ARK, R. A 
Qffice of Nuclear Reactor Regulation, Director DENTON, M R 
Operating Reactors Branch a. app. 12678:066. 24X 

Fiche. 90-338, 82/04/12,0204130499 
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— 0204130471 Prep(>*»il Ttch ep«c T«61«» 3 4-1 r* »lr« protBctlon supply 

tt«nilplpt _ ^ 

* VlrplniJ Elpctric It Powip Co 82/04/IZ 4p p 124-70 070 24X 

Fiths: 50-33av 02/04/12, B2041 50483 


0204240332 RilPaiti public vcriion of smtrgpncv plan Implcntnting 

proCfduTi 

FELTOM, J M Dlvlllon of Rults tind Rscord* B2/04/12 DoeumBUt 
MBrjgptrBiit ftrancb Ip 1Z833 149 24X Fi ch*' 90-330, B2/04/1 2, 

8204240332 


--B204240337 ForuBCdB public vsn-iofi of EmtrgBncg Plsn Imp IciriBn ting 
ProcBdura EPIP-2, "Unplantit-d or Uncontrol iBd RslB-iie of 
RadioacblvB Motl " R*ctlpt form Bitel 

» Virginia Eltcbrlc & Poubt Co 02 / 03/24 IncldBnt R*tponBB it 

Davdlopmanb Branch Ip 12050:146 24 X Flcha 50 - 339 , 82 / 04 / 12 , 

8204 260332 , 


— 9204240343 Public vBrilon of Emargancg Plan Impltmfniing ProcBduro 
EPIP-2, "Unplann-fd or Uncontrollad RalBatB of RadloactivB 
Kabl “ 

•STAFFORD, 4. M Virginia Eloctric ft PouBr Co. 02/03/26, 19pp. 

12880 147 24X Ficha 90-338,92/04/12,8204240332, 


8204270037 RalBaiBB public variton of tnargancg plan Imp lamant 1 ng 
procsdura 

FELTON, J M Division of Rulss and Ra cords, 02/04/15 Documant 
ManagsmBtifc Branch, Ip 12074’ 049 24K Ficha 50-338,82/04/15, 

8204270057 


— B204270063 Foriuards public varsion of Emargcttcg Plan Impl amtnbing 
Procadura EPIP-2, ’’Unplannad or Uncontrollad Ralaaia of 
Radioacilva Natl 

LEASOURO. R H Virginia ElactrU ft Pouar Co 82/04/06 
DENTON, H R Offlcs of Nuclaar Raacto-r Ragulatlon, Dlractor 
CLARK, R A Oparattng Raactors Branch 3 tp 12874' DSO 24X 
Ficha 50-338,02/04/15,0204270097 


82042801046 Rilaastt public variion of amargancg oparationa faellltias 
rapt 

FELTOM, J M Division of Rulss and Racords 92/04/20 Dacumanb 
Hanagtmant Branch ip 12878 303 24X Ficha 90-000,92/04/20, 

8204290046 


— 0204280060 Forwards public varilon of “Enargancg Qparafcions Factllbg," 
par NUREO-0737, rtam III A 1 2 ft NUHEO-0696, Enel rapt 
addrasfts concarns asprassad in 811113 tnaating ft NRC 811123 

Itr 

LEASBURO, R H Virginia Elactric ft Powar Co 02/04/00 
DENTDMfH R OfflcB of Nuclaar Raactor Ragulatlon, Director 
EI6ENHVT, DO Division of Licensing. 2pp. 12870 304 24X 

Ficha - 50-000, 02/04/20. 9204280044 


8304270270 Forwards Attachment A to Part 3-2 of std operating 
procedure "Emergancg Public Info, Imp Lament Ing ft Btd 
Operating Procedures for Fisad Nuclaar Facllltiai " 
a Nargland, State of 82/04/21 NRC - No Detailed Affiliation 
Given ip 12881:323 24X Flc her 90-000, 82/04/21, 8204S90270. 


—8204290272 Attachment A to Part 3-2 of std operating procadura* 
"Enargtncg public Info, Implamentlng ft Btd Operating 
Procadurai for Fixed Nuclear Faciilttea " 
a Kargland, State of. 92/04/30 SOpp 128B1’324 24X 

Ficha: 80-000, 02/04/21, 0204270270 


0204270357 Forwards Endorsement* 38,66,8,8,6 ft 9 to NELIA Policies 
NF-240, NF-1B6 ft Binders £8-87, EB-28, EB-70 ft EB-4a, 
respectively 

FORREST, B 0 Marsh ft McLennan, Inc , f1 ft M Nuclear Consultants, Inc 
Dlv 82/04/23 DINITIiJ Office of Nuclear Reactor Regulation, 
Director 1 1 pp 12954 2 57 24X Ficha 50-000,82/04/23,02042 70357 


P Operating license stage documents ft correspondence 


0204070427 Notifies of eitcnslon of proposed completion date re moving 
of containment level signal processors to non-harih environ 
by end of current refueling outage Chang* will be reflected 
In 810201 submittal for Unit 1 

evuVIAi B. R Virginia Electric ft Power Co 81/01/17 O'RETLLV, Jf 
Region 2, Office of Director Ip 12575 179 2AX 
FUhe 50-338,81/01/17,0204070429 


8203170001 Generic Ltr 82-OS to all licanieei of operating power 
redctors r* poet—TMt requirement* 

EIBEhTHUr.DO Division of Licensing 82/03/19 HAUSPURG, A 
Consolidated Edison Co of New York 7pp 12913 128 24X 

Flche 50-000,82/03/19.8203190001 


82042700'87 Forward Amends 38 ft 19 to Licenses NPF-4 ft NPF-7, 
raspac tlve 1 y, safety evaluation ft notice of issuance ft 
avatlablllty Amende revise Tech Specs by adding two 
contalnmecit Isolation valves to Table 3 6 1 

ENGLE, L B Operating Reactori Branch 3 82/03/25 LEASBURO, R H 

Virginia Electric ft Power Co 4pp 12874 073 24X 

Fiche, 50-338, 02/03/25, 8204270097 


— 8204270095 Amends 30 ft 17 to License* NPF-4 ft NPF-7, respect! valy, 
revising Tech Specs by adding two containment isolation 
valves to Table 3 6 1 to meet requirements of TMI Action 
Item ir B 3 

CLARK, R A Operating Raactor* Branch 3 82/03/29 I3pp. 

12074 077 24X Flche 50-338,82/03/25,8204270097 


--8204270104 Safaty evaluation supporting Amends 38 ft 17 to Licansei 
NPF-4 ft NPF-7, respectively 

* Office of Nuclear Raactor Regulation, Director, 82/03/25 3pp 
12074 00? 24X Flche 30-338,82/03/25,8204270087 


— 6204270107 Notice of Issuance ft availability of Amende 30 ft 17 to 
License* NPF-4 ft NPF-7, respec tlvely 

CLARK, R A. Operating Reactor* Branch 3 82/03/25 2pp 

12974:072 24X Flche 50-330,82/03/25,8204270087 


9204020351 Discusses scop* of work ft status for installation of staaa 
generator Insp porti at facilities Rsquests NRC concurrence 
on location ft site of penetration Two overiiie drawings ft 
flva photographs encl Aperture card* are available In PDR 
LEASBVRO, R, H _ Virginia Electric ft Power Co 82/03/30 BENTON, H fl. 
Office of Nuclear Reactor Regulation, Director CLARKiR A 

Operating Reactors Branch 3 17pp 12478 337 24X 

Ficha 50-330,82/03/30,8204020391 


8204090006 Advises that LH3I ft ORB pump support pad matl for Unit 1, 
par NUHEO-07a7, Item II B 2, will be replaced during refueling 
outage scheduled to begin 820921 Shield wall for hydrogen 
recomblner vault will be completed during Unit 2 refueling 
LEABBURGiR M Virginia Electric ft Power Co 02/03/31 oENTONiH# 
Office of Nuclear Reactor Regulation, Director Ip 12821 ai7. 24X 
Flche*50-33a, 82/03/31,8204090006 


9204290072 Public version of “Emsrgency Operations Facility “ 

a Virginia Electric ft Power Co 02/04/00 2app. 12B7B 306. 24X 

Fiche. 50-000, 82/04/24, 82042S0046. 


I. Financial information 


8204020310 Forwards Annual Financial Rept 1701 ft financial statements. 
dOKNSONiD D Virginia Elsctrlc ft pouar Co. 82/03/24, SALTZMAN, J. 
Antitrust ft Economic analysis Branch (Utility Finance) ip 
12500 015 BAX Ft che. 90-000, 82/03/26, 0204020510 


— 8204020924 Annual Financial Rept 1781 Financial statements attachad, 
BERRY, N If , MOORE, T J. Virginia Electric ft Pouisr Co 82/03/26. 
ASpp. 12500:016 24X Fiche. 90-000,82/03/24, 8204020518. 


8204060075 Discusses status of performance testing of rellsf ft safaty 
valves required bg Item II. D l,NURE0-0737 Based on review 
of test results valves envalope expectsd operating ft 
accident conditions. .. ~ 

LEABBURO, R, H Virginia Electric ft Power Co 82/04/01 dEMTONiH R 
Office of Nuclear Reactor Regulation, Director EI8ENHUT,0 O. 
Divleion of Llcaniing 4pp 12550 197 24X Fiche' 90-338, 82/04 /Gl, 

8204040079. 


8204200504 Notifies of formal accsptance of util commitment* to 
Generic Ltr 81-01, "flual i f lea tion of Imp, Exam ft Testing ft 
Audit Personnel. '* ... „ ,, 

CLARK, R. A Operating Reactors Branch 3. 82/04/05. LEAflBURG, R. H. 

Virginia Electric ft Power Co 2pp 12787. 164 84X 

Flch*' 50-338, 82/04/05, 8204200904. 


I Insurance ft (ndsmnlfay information 


'204060073 Forward* payment eptendlng Indemnity aprsament for Uicanse 
NPF-4 through 820419. 

LEABBURG, R. H Virginia Electric ft Power Co. 82/03/31, DENTQN.H. R 
Office of Nuclear Reactor Regulation, Director, Ip, 12993:247. 24X 

Fiche. 50-338, 82/03/31, 8204060093 


204120399 Natl fits of daiign change affecting equipment that 
controls amount of radioactivity in effluents. u a 

LEASBURO, R H Virginia Elactric ft Powar Co, 82/04/06. DENTON. H.". 
Office of Nuclear Raactor Regulation, Director. CLARK, R A. 

Operating Reactor* Branch 3 Ip 12441'212. 24X 

Ficha, 90-338, 92/04/06, 8204120399. 
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020-416039:2 Atfvliti of itatut of ipcclil c«libr rKiulriffltnti 

of conbalnncnt hlsh-rang* radlatlsn monitor* <t rtqulrod by 
lt*m II F 1 3 of NUBEO-0737 

LEASBIWO/R H Virginia Elocfcrlc «< Power Co B2/04/oa, DENTON, H R 
Office of Nuclaor Reactor Regulation, Director 2pp 12707' 147 
24X FlChe 50-000, 0a/O4/'Oa, 8204160392 


8204150495 Application to amend Llcenee NPF-4 changing Tech Spec* to 
initall two addl containment leolatlon valvee & containment 
leolatlon valve I< check valve to fire protection eupply 
etandp I pe 

LEASaUrtO, R H Virginia Electric li Power Co 82/04/12 CLARK, R A. 
Office of nuclear Reactor Regulation, Director DENTON, H, R 
Operating Reactori Branch 3 3pp. 12678 066 24X 

FIche 50-338, 82/04/12,8204190455 


-8204150471 Propoead Tech Spec Tablei 3 4-1 re fire protection eupplg 
etandp i pa. 

» Virginia Electric & Power Co 82/04/12 4pp 1267B 070 24X 

Fiche 50-338, 02/04/12, 82041 50455, 


8304200364 Foruerdi Amende 39 it 20 to Llcenee NPF-4 ti NPF-7, 
reepactlvely, lafetg evaluation & notice of liiuance & 
evailabllltg Changae baied on rcanalyeii of EGC8 performance 
for poitulatad large break LOCA ' 

EHOLE, L B Operating Reactore Branch 3 82/04/13. LEA8BUR0, R H 

Virginia Electric & Power Co 3PP 12804 131. 24X 

Fiche 50-338,82/04/13,8204200364 


8204200370 Amend 3? & 20 to Liecniee NPF-4 & NPF-7, rt epic tWe ly, 
rcvlclng Tech Space bated on reenalyile of ECCB performance 
for postulated large break LDCA aiiumlng 7’/( eteam generator 
uniform tuba plugging 

CLARK,R A Operating Reactors Branch 3 82/04/13 22pp 

12804.134 24X Fiche 90-338,82/04/13.8204200364 


-8204200372 Safety evaluation supporting Amends 3? It 20 to Licenses 
NPF~4 & NPF-7< respectively 

* Office of Nuclear Reactor Regulation, Director B2/04/13 Spp 
12804 156 24X Fiche 50-338,82/04/13,8204200364. 


-8204200378 Notice of issuance b availability of Amends 39 b 20 to 
Licenses NPF-4 b NPF-7, rospee tlvely 

CLARK, R A Operating Reactors Branch 3, 62/04/13 2pp 

12004 161 24X Fiche 50-338,82/04/13.8204200364, 


204160159 Generic Ltr 82-08 to ell PUR plant licensees b appll cents re 
transmittal of NUREO-O?©? relative to Olnna tube rupture 
H/o end NUREO Lilt of NflC recipient* encl 

ECEENHUr, D 0 Division of Licensing 82/04/15 HA08PUR0,A 
Consol IdatBd Edison Co of New York 7pp 12787 203 24X 

Fiche 50-000,82/04/15,8204160155 


204220366 Application to amend Licenses NPF-4 b NPF-7, changing Tech 
Spec* to exempt facilities from requirement to perform 
functional testing for snubbers greater than 50,000 kips 
around stearn generator* b reactor coolant pumps 

LEASBUROiR H Virginia Electric b Power Co 82/04/16, DENTDN, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactor* Branch 3 4pp 12808 037. 24X 

Fiche 50-338.82/04/16,8204220366 


'8204220378 Proposed Tech Spec change* rt exemption from requirement 
to perform functional testing for snubber* greater than 
50,000 kips around steam generator* b reactor coolant 
pumps during upcoming refuillng b maint outages 

• Virginia Electric b Power Co 02/04/16 Bpp 12808,043 24X 

Fiche 50-338,62/04/16,8204220366 


104220379 Inform* thet util will provide commitment schedule for 
Implementation of NUREO-0737 Items Identified in Generic 
Ltr 02-05 by 820917 Incomplete Items Include Item* 11.8.2, 
n B 3 b II F. 1 

LEASaVROrR.H Virginia Electric b Power Co 82/04/16. DENTON, H R, 
Office of Nucleer Reactor Regulation, Director 2pp 12806' 391. 

24X FI Che: 50-000, 82/04/16, 8204220379 


‘04210275 Oenerlc Ltr 82-07 to ell power reactor 1 Iceniees, app 1 Icanti 
for OL. M988 vendors b reactor vendor* re environ 
^uallf {cation of safaty-ralated electrical equipment 
WC position re quo 1 If Ic# 1 1 on requirement# end 
EISENHUr.DG Division of Licensing. 02/04/20 HAUBPUROiA 
Consolidated Edison Co, of New York. IBpp 12862; 337, 24X 

Fiche* 50-000, 82/04/20, 8204210275 


04200323 Forward* addl Info re THI Action Item II.B, l.RCS vents.per 
B20S24 

LEASaURGiR H Virginia Electric b Power Co. 82/04/23 DENTON, H R 
Office of Nuclear Raactor Regulation, Director, CLARK, R. A 
Operating Reactor* Branch 3 17pp. 12067:070 24X 

Fleh*' 50-338. 82/04/23,8204280323. 


8204290365 Advises of plan* for Cycle 4 reload cor* analysis ptr 
mathodology documsntad In WCAP—9272, "Westing house Reload 
Safety Evaluation Methodology “ Core surveillance rapt 
containing specific power distribution Units encl 
LEASBVRO, R, H. Virginia Electric b Power Co 82/04/23 DENTON, J R 
Office of Nuclear Reactor Regulation, Olrsctor CLARK, R A. 
Operating Reactor* Branch 3 5PP 12BD0 097 24X 

Fiche, 50-338, 82/04/23, 8204290369. 


Q Inspection reports, IE Bulletin* b correspondence 


B204010360 Forwards IE In*p Rspte 50-338/82-04 b 50-339/02-04 on 
020106-0209 No none ompl lance noted 

LOHOiF.V Division of Frojset b Raeident Program* 82/03/05 
LEA8Bl/R0,R H Virginia Electric b Power Co 2pp 12475 326 24X 

Fiche, 90-330, 82/03/05, 0204010360 


— 8204010367 IE Inep Ropt* 50-338/82-04 b 50-339/82-04 on 820106-0205. No 
noncompliance noted Major areas inspected followup of 
prevlDUs Insp findings, LERs, lurvel 1 lance matnt ectlvltiesb 
p lent opera tlons 

JOHNSON, D.F , SHYMLOCK, M B , DANCE. H. C Division of Project b 
Resident Program* 82/03/05 0pp 12475,328, 24X 

Fiche 50-338, 82/03/05>82040i0360 


8204010332 Forward* IE Insp Rspt* 90-330/02-06, 50-337/82-06 b 
50-404/82-01 on 820210-12 No noncompl lance noted. 

LDNOiF J Division of Project b Roeldsnb Programe. 02/03/12 
LEABBUflO, R H Virginia Electric b Power Co. 2pp 12476' 173 24X 

Flchi' 90-338. 82/03/12, 8204010332 


— 0204010333 IE Insp Rept* 50-330/02-06.90-339/02-06 b 90-404/82-01 on 
020210-12 No noncomplianc* noted Major areas inspected sve 
water pumphouse set t lemsnt, QA/OC controls b work activities 
LENAHAN, J J , caNLOM, T. e Division ■of Engineering b Technical 
Program* 02/03/09 7pp, 12476 179 24X Fiche: 50-330, 82/03/12. 

8204010332. 


8204010326 Act receipt of 020224 ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-338/01—31 b 
90-339/01-28 

LOMOtF J Division of Project k Resident Program* 82/03/24 
LEASBUBG, R H Virginia Electric & Power Co Ip. 12477 282 24X 

Fiche 90-338, 82/03/24,8204010326. 


— 0204010339 Forwards IE Insp Rspt* 50-338/81-31 b 50-339/81-20 on 
811206-820105 b nottca of violation 

LEWIS, R C Division Pf Project b Resident Programs 02/01/29 
LEASBUROiR H, Virginia Electric b Power Co 2pp 12477*2B6, 24X 

Fiche 90-330, 82/03/24, 8204010326. 


--82i0'4010340 Notice of violation from Insp on 811206-020109 

* Division of Project b Rtsidant Programs 62/01/S? Ip 
12477 208, 24X Fiche 50-330,02/03/24.0204010326 


— B2O4010343 IE Insp Rspt* 50-330/81-31 b 50-339/01-20 on 011206-020109 
Koncomp 1 lance no ted: r eac tor changed from hot standby to 
startup mode w/o meeting limiting condition for operation 
JOHNSON.D F , SHYMLOCK, M.B , DANCE, H. C Division of Project b 
Resident Program* 02/01/27 Spp 12477' 209. 84X 

Fiche 90-330, 02/03/24, 8204010326. 


8204140372 Forward* IE Info Notice 82—08, "Check Valve Failure* on 
Diesel Generator Engine Cooling 0ys. " No action or response 
requested 

O'REILLY, J.P Region 2. Office Of Director. 02/03/26 UHRtO.R E 
Ftorlde Power b Light Co. 4pp t2670'311, 24X 

Fiche. 50-000, 82/03/26, 8204140372 


8204140435 Forward* IE Info Notice 82-10, “Following Up Bymptamatic 
Repairs to At surs Resolution of Problem “ 

Q'REILLY.J P Region 2. Office of Director, 02/03/31 UHRIO.R.E 
Florida Power b Light Co 4pp. 12670 005 24X 

rich*' 50-000, 82/03/31, 8204140439 


8204230422 Forwerds IE Insp Rspt* 50-338/82-07 b 50-337/02-07 on 
820206-0309. No noncomplianci noted 

LONG. F J. Division of Project b Resident Program* 82/04/02. 
LEA8BVR0, R. H. Virginia Electric b Power Co. 2pp. 12014 233. 24X 

Fiche: 50-338. 82/04/02, 8204230422 


—8204230426 IE tntp Repte 90-330/82-07 b 90-337/02-07 on 020206-0305. 
Me noncocip 1 lance noted, Major arcae inopec ted: LERe. 
eurvtilianca b maint activities b plant oparatlons. 

00NN80N.D F., eHYMLQCK, N. B. , DANCE, H C. Division of Project b 
Raeident Progreme 82/04/01, 4pp, 12814:295, 24X 

Fiche; 50-338, 02/04/02, 8204230422. 
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9302040148 IE Inf® Notice 32-1 1 ■ "Potentlel I nacc'tiraciee In Wife Range 
Premire Inttrunents U»sd In Meatlnghauia Deiigntd Plante " 

Sve list sncl 

JORDAM.e L Division ot Engineering * OuaJity Assurance 0Z/O4/O9 
63pp 18379 342 24X Flclic 90- OOOr 32/04/0 ?■ B202 040 142 


9204140401 Feruardt IE Ovlletin 32-01 > "Alteration of Radiographs O'f 
Melds in Piping fivbas senb 1 I ti “ 

0'REtLl.Y, J F Region 2. Office of Director BS/04/13 UHRIO. R.E 
Florida Poucr & Light Co Spp 12d>70 399 84X 

Fleha 30-000,82/04/13.8204140401 


8204140442 Foruards IE Info Notica BZ-Of. "Cracking in Piping of 
ffakeup Coolant Lines at 9&.H Plants." to be rovi sued for 
postible applicability 

O'REILLY. JP Region a. Office of Director 62/04/13 UHRIQ.RE 
Florida Pouor t> Light Co 4pp lSdi66 291 24X 

Flche 50-000.82/04/13,3204140442 


9204180372 Advises that installation of steaci gonerator insp ports for 
Unit 2 ulll continue during current refueling outage 
Unit I steam generators wilt be modified during neit 
refueling outage, per 820405 telcon 

LEA&SURO.R H Virginia Electric b Pouer Co 82/04/13 OENTCN, H R , 
CLARK, R A Operating Reactore Branch 3 ip 12707 198 24X 

Flche 90-338,32/04/13.9204160372 


9304210208 Forwards IE Safeguards Insp Repts 90-333/82-10 tc 
90-339/82-10 on SS0322-26 No none ompl lane e noted. 

DANCE. H C Division of Proieet b Resldant Programs 82/04/19 
LEA8BUR0. R H Tennessee Valley Authority 2pp 12301 023 24X 

Flche 90-339, 82/04/19. 82042 1020B 


— 8204210219 IE Safeguards Inep Rapti 90-333/92-10 & 90-339/82-iO on 
820322-26 No noncomp 1 lanca noted Major areas Inspected, 
security plan b implementing procedures V security 
organization Details withheld <ref 10CFR73 21) 
riLLKAN, A , HCOUIRE, 0 A Diviilon of Engineering 4, TpchnlcaJ 
Programs 82/04/13 ip 12801 030 24X Fleha 90-338.82/04/10. 

8204210208 


8204290073 Forwards Franklin fteieereh Ctr reiiueat for addl info in 
re sp onto to IE Bulletin 62-04 re PMR main stoam lint break 
w/contlnued feedwater addition 

CLARK. R A Operating Reactors Branch 3 62/04/15 LEA30UR0, R H 

Virginia Electric & Power Co 2pp 12999 230 24X 

Fi e h e 90-330. S S / 04 / 1 9. 6204 290073 


—8204290094 "PMR Main staam Lino Sraak M/Continuod Feaduatcr Addition, 
Vepco Unite 1*2," roduest for addl info 
VOSBURV.F Franklin Ins tl tute/Fran k lin Research Center 
NRC-03-ai-130 02/03/19 HEARN. P MRC - No Oc tailed Affiliation 

Olven Spp 12899. 282 24X Ficho 90-338,82/04/19,8204290073 


8£a2040l43 IE Info Notice 82-12, "Survei 1 lencf of Hydraulic Snubbers " 
M/encl SVC list 

UOROAN.EU Olvisten of Engineering & Quality Assurance 82/04/21 
64pp. 12873' 001 24X FlChO 80-000,82/04/21,8202040143 


R Periodic operating reports * rotated correspondence 


8204090179 Foruards monthly operating repts for Jan 1982 

LEABQURO.R H Virginia Electric * Power Co 92/02/12 KALLER.N H 
Office of Monagement and Program Anal y sis Ip 12529.276 24X 

Fleha. 90-339, 32/02/ 12, 920 4090179 


—8204050183 Monthly operating reptt for Jan 1982 

RQ0ER8, L L Virginia Electric * Power Co 82/02/09 9pp. 
12929 277 24X Fiche 90-338,82/02/12,8204050179 


6204190914 Forwards monthly operating repts for Fab 1902 

LEABBUBO.fl H Virginia Electric * Powar Co. 82/03/19 HALUERiN. M 
Office of ManagemanC and Program Analysis Ip 12670,074 24X 

Fiche. 90-338, 82/03/19.6204190514 


—6204190917 Monthly ap ora ting reptt for Fob 1992 

RO0EB8, L L Virginia Electric * Power Co, 92/03/03 9pp 
12678 079- 24X Fiche* 50-338, 82/03/ 19, 9204190914 


S Reportable occurrences, LERs * related correspondence 


8204150109 Responds to FOIA regucst that OECD Incident Reporting 9gs 
repts he placed in PDR Documents listed in app available in 
PDA Other pertinent documents completely withheld (ref FOIA 
Eieir.pt ion 4) 

FELTON, JH Division of Rules end Records 91/11/09 CONNOR, L 
Ooc-Seareh Associates 3pp 12709 339 24X Fiche 50-000, 91 /I I /Of, 

8204150109 


— 8204150215 Incident Reporting Sve Rep t 29 2, re turbine disc cracks In 
Ucstinghausc PURt 

•* Organization for Economic Cooperation * Development (Paris) 
81/03/13 2pp 12709 261 24X Fiche 50-000, 8i/l t/O?, 9204 1 90109 


6204020371 Interim Pert 21 rept re 1/8-inch * d/B-inch plates used 
in Category 1 seismic supports, Inltia 1 ly reported 820310 
Supports containing 3/8— inch plates czamtned * hands-on 
search of 1/8-lneh matl conducted Reportable per Part 21 
LEASBURO.R H Virginia Electric * Power Co 82/03/12 

O'REILLV. JF Region 2. Office of Director Spp 12503 164 24X 

Fiche 50-338 ,02/03/12.820 402037 1 


B20 40203 40 Forwards LEA 82-0II/03L-0 

CARTh'RIOHT.U R Virginia Electric * Power Co 92/03/19 
O'REILLY. JP Region 2, Office of Director Ip 12499 396 S4X 
Fiche 90-338,02/03/15,8204020340 


—9204020344 LER 82-01 1/03L-0. on 820223, «t 90X power & decrees i ng, azltl 
fluz difference deviated greater than -9X from target for 23 
minutei Caused by rapid power reduction necessitated by leak 
in turbine gland iteam exhaust sys 

CARTWRIOHT. M ft. Virginia Electric * Power Co 02/03/15 Region 
2, Office of Director 2pp 12499 397 24X Fiche 50-338, 

82/03/1 9, 9204020340 


8204020350 Foruards LER 62-007/03 L-0. 

CARTMRIOHT, H R Virginia Electric * Power Co 62/03/15 
O'REILLV.J P Region 2, Office of Director. ip. 12496 230 24X 

Fiche 90-338. 02/03/19,6204020390 


— B204020363 LER 62-007/O3L-0 on 820214. in mode l.ftre door 871-7 
declered inoperable On 920216, fire doers A19-i * A44-1 
daclared inoperable Caused by failure of closures * latching 
mechanisms due to excessive use. Locks readjusted/repeired 
CARTUAfOHT, M ft Virginia Electric * Power Co, 82/03/19 Region 
2, Office of Director 2pp 12496 231 2AX Fiche 50-358, 
82/03/19. 8204020390 


8204060036 Forwards LER e2-01S/03L-0 

CARTWRIOKT, M ft Virginia Electric * Power Co 82/03/16 
O'REILLV, J P Region 2, Office of Director Ip 12605.217 24X 

Fiche 30-338,92/03/16,8204080036. 


— 8204000040 LER 82-012/ 03L-0: on 020223, imerg eney condensate storage lank 
lECSTt dropped below min required vol twice. Caused by adding 
water from ECST to steam generators due to inoporabls 
condensate sys 

CARTWRICHT, U R. Virginia Electric * powar Co 82/03/16 Rsglon 
2. Office of Director. 2pp. 12605 218 24X Fiche 90 - 338 , 

02/03/16, 8204080036. 


8204020485 Forwards LER e2-0i0/03L-0 

CARTNAIOHT.N ft. Virginia Electric * Power Co 92/03/17 
O'REILLY, JP Rsglon 2, Office of Director. Ip 12500 284 a4X 
Fiche: 90-338 ,82/03/17, 8204020489 


—8204020474 LER e2-010/03L-0' on 620223, pot t-re#e tor trip spselfie 
activity samplsa of RC8 indicated doss eguivalsnt 1-131 
level greater than Tech Spec limit. Caused by fuel element 
defect Sampling frequency acceteratad 

CARTHRlOHr, M. R, Virginia Elsctrlc * Power Co 82/03/17. Rsgien 
2, Office of pir actor. 3pp 12900 289 24X Fiche’ 90-336, 

82/03/17, 8204020485. 


8304260909 Forwerds LER 82-006/ 03L-0 

CARTWRIGHT, W R Virginia EltctriC * Power Co 82/03/24. 

O'REILLY, P. Region 2, Office of Director. Ip. 12867 237. 24X 

Fiche 90-338, 82/03/24, 8204290508 


B204060040 Forwards “Annual Environ Opsrating Rept, Radiological Rest 
for 1931 " 

LEASBUROiR H Virginia Elsctrlc * Power Co- 92/04/01. 

O'REILLY, J P. Rtgion 2, (Office at Director Ip. 12551 140. 84X 

Ficho- 90-338, 82/04/01, 8204060040. 


— 8204060047 "Annual Environ Operating Rept, Radiological Rept for IVBl 
JOHN90M,ML. , STAFFORD, A, H , CARTHH lOHT, H. R Virginia Electric * 
Power Co. sa/04/01. I90pp 12551 142 a4X Ficba 50-003. 
92/04/01. 8204 060040. 


--0204230511 LER 82-006/03L-0. on 820305, during mode I et iOOX power, A ivc 
water return header from Vnlts 1*2 charging pumps * air 
compressors were Isolatad to repair pinhole leak In return 
line Caused by aggressive water corrosion. 

CARTWRIOHT. M- ft Virg In la El a e trie * Power Co, 82/03/24 Region 
2, Off let of Director. 3pp. 12067 236. 24X Fleha. 50-330, 

82/03/24, 8204280505 


9204280515 Forward a updated LER SO-OSS/OtX-i. 

CARTWRIGHT, M R Virginia Electric * Power Co, 82/03/24. 

Q'RBILLY, J. P. Region 2, Office of Director. Ip. 12066'3O7. 24X 

Fiche: 50-338, 92/03/24,8204280515. 
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— 8204Sa05Sl Updated LER BO-OSS/01 X-l on BOOd>Sd>. during review of F&AR for 
boron dilution aeclden<;«i determined that nonceneervatl ve 
lies vole uied for cold shutdown condition Draining RC8 to 
e tr line of RCS hot legs during shutdown not considered 
CAftrWRIGHr. H R Virginia Electric (< Power Co 82/03/34 Region 
2. Office of Director 3pp 13866 306 S4X Flehe 50-338. 

62/03/24. 8204380515 


D20416D412 Part 21 reft re unqualified latching relags supplied bg 
Hestlnghouee in solid state protection sgs. initial Ig 
reported 820402 Qualified latches will be installed during 
refueling outages 

CEASOURO. R H Virginia Electric t. Power Co 82/04/07 

Q'ReiLLV. J P Region 2. Office of Director 2pp 12707 069 34X 

FicAe 50-338.82/04/07,8204160412 


3204280292 Forwards LER 02-O1S/O3U-O 
CARTkfllOHf.W R Virginia Electric t< Power Co 82/04/07 
O'REILLY.U P Region 2. Office of Director Ip 12870 193 24X 

Fiche 50-338,82/04/07,8204280292 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 
F Securltg. medical, emargeneg U fire protection plant 


6204230308 Discusses Inherent problem ui/4-ulre emergeneg notification 
agf telephone circuit To prevent lockup. util should ensure 
that second call it not established within 20-s after 
original call 

8T0HR.J P Division of Emergeneg Preparedness t. Operational Support 
82/01/29 UHRIO. R E Florida Power k Light Co 4pp 12816 132 
24X Fiche 50-000.82/01/29.8204230303 


8204230420 Responds to questions re nature of response during 
emergeneg. NRC role during emergeneg ti need to effectlvelg 
interface w/llcensee organliatlon at technical support ctr l< 
emergeneg operations facllltg during response to emergeneg 
STOHR.J P Division of Emergeneg Preparednees k Operational Support. 

82/01/29 UHRIO.R E Florida Power k Light Co 7pp 1281S 364. 
24X Fiche 50-000,82/01/29,8204230420 


--6204280296 LER e2-01S/03L-0 on 820325, RCS unidentified leakage 
determined to be greater than Tech Spec limit Caused bg 
packing leak on channel III preesuriier k level instrument 
Isolatton valve l-RC-129 Valve repacked k returned to sve 
CARTWRlOHr, W R Virginia Electric 6 Power Co 02/04/07 Region 
2. Office of Director 2pp 12870 1 94 24X Fiche. 50-330, 

82/04/07. 8204280292 


1204280300 Forwards updated LER 82-002/03X-t 
CARTURIOHT.M R Virginia Electric k Power Co 82/04/07 
O'REILLY, J.P Region 2, Office of Director Ip 12870 078 24X 

Fiche 50-338, 82/04/07, 82042B0300 


8204230472 Discusees schedule of info to be submitted bg utils in 
advance of emergeneg preparedness s cere ise. Appropriate state 
b local agencies should be Informed well in advance of 
ecercltes to facilitate participation 

STOHR.J. P Division of Emergeneg Preparedness b Operational Support. 

82/01/29 UHRIQ.R E Florida Power b Light Co 4pp 12314 294 
24X Flehe 50-000.02/01/29,8204230472 


8204230346 Confirms actions to be taken to resolve deficiencies in 
emergeneg preparedness program, per 820310 telcon 
O'REtLLY.J P Region 2, Office of Director 82/03/tO 

LEA8BUR0. R K Virginia Electric & Power Co 3pp 12816 OSO. 24X 

Fiche 80-338,82/03/10,8204230346 


-8204260303 Updated LER 82-002/03X-1 . on 8201 1 1, containment particulate 
actlvltg de tector <RK-iS9) k containment gaseous actlvltg 
datee tar<RK-t60> failed low Caused bg filter paper drive 
motor stopping b loose connector in detector cabinet, 
a Virginia Electric b Power Co 82/04/07 Region 2, Office of 
Director 2pp 12870 079 24X Fiche 50-338,82/04/07,0204280300 


I2042SD517 Forwards LER 82-008/017-0 
CARTVIRIQHTrU R Virginia Elactric b Power Co 82/04/07, 

□ 'REILLY, J P Region 2, Office of Director. tp, 12866.335 24X 

Flcha. 50-338, 82/04/07, 0204280517. 


8204090203 Releases public version of revised emergeneg plan 

FELTON. J K Division of Rulos and Records 82/03/22 Oocunent 
Management Branch Ip 12633 ISS 24X Fi che. 50-338,82/03/22. 
8204090203 


— 8204090206 Forwarde public version of Revision 1 to emergeneg plan. 
LEASBURO.R H Virginia Electric b Power Co. 82/03/08 
DENTON. H R Office of Nuclear Reactor Regulation, Director 
CLARK, R A Operating Raactori Branch 3 tp 12633 156 24X 

Fiche. 50-338, 82/03/22, 8204090203 


-8204280525 LER 02-008/01 T-0 on 820329, Wes tt nghouse determined that six 
output elave rclags did not have qualifitd latching 
micha-nlsms Caused bg uee of two different tgpes of latches 
Latching mechanisms will be replacad 

CARTNBrCHT, W R Virginia Electric b Power Co 02/04/07 Region 
2, Office of Director Spp 12866 336. 24X Fiche 50-338, 

02/04/07, 0204280517 


1204280352 Forwards LER 82-01 4/03L-0 
CARTNRIQHT. 14 R. Virginia Electric b Power Co 82/04/12. 
O'REILLY. J P Region 2, Office of Director p 12868 249 24X 

Fiche 30-338,82/04/12,8204200352. 


-820428035? LER 82-014/03L-0, on 880321. flow path from boric acid tanks 
to RCE was removed to repair valve diaphragm leak Diaphragm 
rep lac ed. 

CARTNRIOHr.N R. Virginia Electric b Power Co 82/04/12. Region 
2, Office of Director 2pp 12863 250, 24X Fiche 50-338, 

83/04/12, 6204280352 


204280307 PNO- 11-82-40 on 8201 14. membir s of Louisa Countg Board of 
Supervls-ors b five senior VEPCO officials ware exposed to 
O 098 mrtffl Rli-88 during plant tour, Two emplogaas suspended 
for changing scniltivltg of monitoring devices 
KARDINrA'K r DANCE, H.C. Region 2, Office of Director. 82/04/16 
2pp. 12867:291, 24X Fiche, 50-338, 82/04/16, 8204280507 


304280163 Forwards LER 82-013/031-0 
CARTWRIOHT, W. R Virginia Electric b Power Cs 82/04/20 
O'REILLY. J P- Region 2, Office of Director Ip. 12871 197 24X 

Fiche* 50-330. 82/04/20, 8204280163 


-8204280169 LER e2-0l3/03L-0, on 820401 , post-peat tor trip specific 
actlvltg samples of RC8 Indicated dose equivalent level 
greater than Tech Spec limit. Caused bg fuel element defect 
in reactor cere. Accelerated sampling, frequeneg Implementad. 
CARTWRIOHT. H. R. Virginia Electric b Power Co, 82/04/20 Region 
2> Office of Director 3pp 12071*il96> 24X Flehe! 30-330, 

62/04/20, 8204260163. 


— B204090213 Public version of Revision I to emergeneg plan 

» Virginia Electric b Power Co. 82/01/15 22pp. 12633 157 24X 

Fiche 50-338,82/03/22,8204090203 


8204090152 Requests copies of 1 1 e onsts/appl ic ant requests 
extension or exemption re Implementation of tOCFR73 21 
Onlg Haddan Neck b Hillstone have submitted fees b fee 
forme 

TREMPER.L License Fee Hanagement Branch 82/04/05 
Nuclear Reactor Regulation, Director. ip. 12633260 
Fiche' 50-000, 82/04/05, 8204090152 


for 


Office of 
24X 


8204150447 Forwards dascription of "Emergeneg Operations Facllltg, " per 
NUREO-0737, Item 111 A t 2, in response to 611123 b 820129 
concerns re 810601 implementation plan 

LEASBURO, R H Virginia Electric U Power Co 82/04/08 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp, 12685’ 045 
24X Fiche 50-000,82/04/08,8204150447 


—6204150450 "Emergeneg Operations Facllltg " 

« Virginia Elactric b Powar Co 82/04/06. i6pp 126B3‘047. 24X 

Fiche 50-000, 82/04/08, 8204150447, 


8204260332 Releaees public version of emergeneg plan implementing 
procedure. 

FELTON, J H Division of Rules and Records 62/04/12 Document 
Management Branch tp 12858.145. 24X FI cha-S0-33e, 82/04/12. 

8204260332 


—8204260337 Forwards public version of Emergeneg Plan Implementing 
Procedure EPIP-2, "Unplanned or Uncontrolled Release of 
Radioactive Matl " Receipt form and 

* Virginia Electric b Power Co 82/03/26 Incident Response b 
Development Branch, Ip, 12856’ 146 84X Fiche- 50-330, 02/04/12, 

8204260332 


—8204260343 Public verelcn of Emergeneg Plan Implementing Procidure 
EPlP-2, "Unplanned or Uncontrolled Release of Radioactive 
Matt " 

STAFFORD, A H Virginia Electric b Powar Co 82/03/26. 19pp. 

12850’ 147 24X Fiche 50-338,82/04/12,8204260332. 
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6204370057 R«lt«ftf public vcr«lQn of tmorgoncg plan imp lama nbl tig 
proeadura. 

FELTONt «y H. Olvlilon of Rulai aniT Racordt. 62/04/15 Oocumant 
Wanagamant Branch tp. 13874:047 34X FI cha: 50-336. 8Z/04/15 j 

6304370057 


— 6304370063 Foruardi public varaton of Eaiaroancg Plan Imp laaiantlng 
Procadura EFIP-S. "Unplannad or Uncontrolled Raltata of 
flaifloactiva Hatl " 

LEABBUflO.R H Virginia Electric * Poirar Co 63/04/06. 

DENrON.H R Office of Nuclear Reactor Acgulatlon. Director 
CLARKi'R a Operating Reactor* Branch 3. Ip 12874. 050 S4X 
F i c h a 50-339. 02/04 / 1 5, B204270057, 


6304360046 Rtlaaaet public vtrelon of emergency operatloni facilltlea 
rapt, 

FELTON. J M DIvltlon of Rule* and Record*. 63/04/30 Documant 
Hanegamant Branch Ip. 12876 303 24X FI cha 50-000.63/04/20. 

6204280046. 


— 820'4260060 Forieerd* public verilon of "Emargancy Operation* Facility." 
par NUfiEO-0737. lt»in III A 1. 3 ft NUne0-O696. Enel rapt 
addraiie* concarn* aipraaaad in 611113 matting ft NRC B11133 
ItP. 

LEABBURO. R H Virginia Elactrle ft Pouar Co. 62/04/06 

DENfON. H R Office at Nuclear Raac tor Regulation. Director. Spp 

13978-304 24X Ficha 50-000.63/04/30.8204260046 


— 8S04S80073 Public yartlon of "Emargancy Operation* Facility. 

a Virginia elictrlc ft Power Co 62/04/06 S6pp. 12676:306 S4X 
Flcb* 90-000.83/04/80,6304280046 


6304390270' Forward* Attachment A to Part 3-8 of etd operating 
procadur* ‘'Emergency Public Info. ImpIamentJng ft 6td 
Operating Procedure* for Ftied Nuclear Factlltla*. " 

< Naryland, Statt of 62/04/31 NRC - No Dataitad Affiliation 

01 van. Ip 13861:333 24X Ficha- 50-000, 63/04/31.6204290270 


— 8204390892 Attacfimant A to Part 3-S of *td operating procedure 
"Emarganep Public Info. Implamantlng ft Std Operating 
Procedure* for Fined Nucltar Factlltiee “ 
e Maryland. Btate of. 62/04/30 30pp 13681:334. 34X 

Ficha 50-090,63/04/31.6204370370 


I Financial Information 


8204030516 Forward* Annual Financial Rept 1981 ft financial ttatamtnt* 
VOHNSON.B D. Virginia Electric ft Power Co 82/03/26 SALTZMAN. V. 
Antltruat ft Economic analy*l* Branch {Utility Flnanct) ip 
18500 015. 34X Ficha 50-000, 63/03/26, SS04aS0SI8. 


— 6304020584 Annual Financial Rapt 1961 Financial (tatamenta attached. 
BERRV, MW Virginia Electric ft Pouar Co. 83/03/86. 46pp, 

12500 016 S4X Ficha 90-000,83/03/26,6304020518. 


J. Inauranca ft Indamnlty information 


6304370357 Forward* Endoraament* 36,66,6.8,6 ft 9 to NELIA Ppllcia* 
NF-240,NF-186 ft Binder* EB-27. EB-36. EB-70 ft EB-A3. 
ravpactivtly. 

F0RRE8T.B.9 Mar*h ft McLinnan, Inc. . H ft M Nuclear Coii*ult*nt*> Inc. 
Olv. 82/04/33. DINITZ.J. Office of Nuclear Reactor Regulation, 
Director. llpp 13694 257. 34X FIc ha-aO-OOO. 62/04/23, 8204870357. 


P Oparating Hcente stage documant* ft corraapendence 


6303190001 Oentric Ltr 62-05 to all llcanaaaa of operating power 
reactor* re po*t-TNI reyulrancnt*. 

EISENHUT.D 0. Dlvialon of Llcentlng. 62/03/19. HAUSPVwa, A. 
Conaol Ideted Edlaon Co. of New Vork. 7pp 12913:126, 84X 

FI Che. 90-000. 68/03/19. 6303190001 


8304270087 Forward Amend* 38 ft 19 to Llcente* NPF-4 ft NPF-7j 
respectively, aafety evaluation ft notice of issuance ft 
avaltablllty Amend* raviie Tech Bpac* by adding two 
containment Isolation valve* to Table 3 6, 1 

ENOLEiL B. Operating Reactor* Branch 3. 62/03/89 LCABBURO, R. H. 

'Irginta Electric ft Pow«r Co. 4pp 18674.073, 24x 

icht- 90-336, 83/03/89,8304370067. 


204870095 Amend* 38 ft 19 to Ulcensa* NPF-4 ft NPF-7. respectively, 
revising Tech Spec* by adding two contalnmant (eolation 
valve* to Table 3 6. 1 to meat raRUlramante of TMI Action 
Itam 11. B. 3 

Clark, R. A, operating Reactor* Branch 3, 62/03/85. 13pp, 

13674- 077. a4X Flche: 90-336, 62/03/28, 6804870067. 


—6804370104 Safety tvaluatlon supporting Amend* 38 ft 19 to Lie ansi* 
NPF-4 ft HPF-7, raipeetlvaiy 

a Office of Nuclear Reactor Regulation, Director 63/03/2 3 3p| 

12874 069 24X Flch* 50-336,62/03/25,6304370087. 


—6304270109 Notice of isiuance ft availability of Amends 3B ft 19 to 
Lican*** NPF-4 ft NPF-7, respec tl vely 

CLARK, R A Operating Reactor* Branch 3 63/03/83 2pp 

18874 098 24X Ficha 90-338,63/03/25,8804370067 


6204080313 Appl i cat ion to amend License NPF-7, al lowing util to te*l 
RC8 narrow ft wide range resistance temp detectore each 
calendar quarter by u*e of loop current step response 
method 

LCASBVRO.R H Virginia Electric ft Power Co 83/03/30 DENTON, H R, 
CLARK, R A Operating Reactors Branch 3. Spp 1849ft 27B 24X 

Flch* 50-339, 82/03/30, 8204020313 


6204020351 Discuset* scope of work ft status for installation of steaa 
ganerator tnsp ports at facitltle* Raqucsti NRC concurrence 
on location ft site of penetration Two oversiie drawings ft 
five photograph* end. Aperture carde arc available in POR 
LEASBVRG.R H Virginia Electric ft Power Co 82/03/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 17pp 12496' 337 S4X 
Flche 50-338, 68/03/30,9204020351 


8S040S0006 Advise* that LHSI ft 0R& pump support pad matl for Unit 1, 
par NUR:eO' 0737, I tern II. B 2,wlll be rtplaced during refusting 
outage scheduled to begin B20921 Shield well for hydrogen 
recomblnar vault will be completed during Unit 2 refueling 
LEASBURO.R H Virginia Electric ft Power Co 82/03/31 DENTON, H B 
Office of Nuclear Raactor Regulation, Director. ip 12931 S19 24X 

Flche S&-33a, 82/03/31,8204090006 


8304060095 Diacucae* etatus of performance testing of relief ft safety 
valves required by Item It D 1, NVflEO-0737 Based on review 
of test results valves anvslopa expected operating ft 
accident conditions 

CEASBOflO.R. H Virginia Electric ft Power Co. 82/04/0i DENTON. H fl 
Office of Nuclear Reactor Regulation, Director EI8ENHUT,D9 
Division of Licensing. 4pp 13590 (57 24X Flch* 90-33S. 62/04/01. 

6204060095. 


6204090439 Forwards test result* for natural circulation boron 
mixing ft cooldown tost. 

LEABBURO.RH Virginia Electric ft Power Co 82/04/09 DENTON, H R 
Office of Nuclear Raactor Regulation, Director tp 12624.120 24X 

Flche 90-339, 62/04/05, 6204090439. 


—6804090441 "Natural Circulation Boron Mixing ft Cooldown, " test rept 
CLARK.O E , SJlITH.vlP Virginia Electric ft Power Co 62/04/09 
5pp. 12624 121. 24X Flche 90-339,62/04/09,6804090439 


S20420D504 Notiflc* of formal acceptance of util commitments to 
Generic Ltr 81-01, "Sua 1 1 f (catl on of Imp, Exam ft Testing ft 
Audit Personnel. " 

CLARK, R A Operating Reactors Branch 3 63/04/09 LEASBURO.R N 

Virginia Electric ft Power Co 2pp 13787 164 24X 

Flche 90-338, 82/04/05, 6304300904 


S3041S0399 Notlflas of design change affecting iqulpmant that 
controls amount of radioactivity In affluent* 

LEASBUROtR. H Virginia Electric ft Power Co 83/04/06 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Oparating Reactors Branch 3 Ip 13641 812 34X 

Ficha. 90-338, 63/04/06, 6304120359 


B3041301B0 Forward* VEP FBD-4B, "North Anna Unit 3, Cycle 1 Core 
Performance Rapt. " 

LEASBURG.R M VI rg Inia Electr Ic ft Power Co. 82/04/07. DENTON.H.R 
Office of Nuclear Reactor Regulation, Director CLARK, R. A 
Operating Reactora Branch 3, Ip. 13639 396 34X 

rich*' 90-339, 68/04/07, 8SO413O180 


— 8204120183 "North Anna Unit 8, Cycle 1 Cora Performance Rept." 

MANN, B D , DILLARD, F D. , 8NQW, C. T Virginia Electric ft Power Co 
VEP-FRD-48 el/04/30 49pp. 12639.397. 24X 

Flche 90-339, 68/04/07, 6204130160. 


8204160393 Advises of statu* of spsclal <ln-*lt*> calibr requlrsmsnts 
of containment hlgh*-ranpe radiation monitor* a* rsquirsd by 
Itsm n F. 1.3 of NURE0-0737. 

LEASBURO.R. H Virginia Electric ft Power Co 63/04/08 DENTON, H R 
Office of Nuclear Reactor Rogulotlon, Director. 3pp, 18707:147 
34X Flch*' 90-000, 83/04/08, 8804160392. 
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6204160423 Advlsei lhat no ne«d for perforniing roddsd K/D fltii 

map nsaiurena nt at long at retuilt of unrodded t1/0 flui map 
■ valuation it control rod tank worth mcaturRments 
tatlsfac torig Startup tasting program plans In 620309 Itr 
LEABSUaOiR H Virginia Elec trie «< PouiBr Co 02/04/00 DENTON, H 
Office O'f Nuclear Reactor Regulation, Director CLARK, R A 
Licensing OrancJi 4 3pp 12707 073 24X Piche 30-33?, 02/04/06, 

0204160423 


6204200364 Forwards Amends 39 U 20 to License NPF-4 t< NPF-7, 
respectlvelv, safetg evaluation b notice of issuance b 
avallabititg Changes based on reanalgtis of ECCS performance 
for postulated large break LOCA 

ENOLErL B Operating Reactors Branch 3 02/04/13 LEA5BORO. R H 

Virginia Electric b Power Co 3PP 12804 131 24X 

Ficha 30-338,82/04/13,0204200364 


—8204200370 Amend 39 b 20 to Licenses NPF-4 b NPF-7, respective Ig , 
revising Tech Specs baaed on reanalgsis of ECCS performance 
for postulated large break LOCA assuming 7‘4 steam generator 
uniform tube plugging 

Clark, R a operating Reactors Branch 3 02/04/13 22pp. 

12004 134 24X Riche 50-330,02/04/13,0204200364 


--B204200372 Safetg evaluation supporting Amends 39 b 20 to Licenses 
WPF-4 in NPF-7, respectivelg 

a Office of Nuclear Reactor Regulation, Director 02/04/13 Spp 
12004 136 24X Fiche 30-333,02/04/13,8204200364 


-'0204200378 Notice of issuance b avallabilltg of Amends 39 b 20 to 
Licenses NPF-4 b NPF-7, respec tivelg 

CLARK, R A Operating Reactors Branch 3 02/04/13 2pp 

12004 161 24X Fiche 50-333,02/04/13,0204300364 


0204090447 Requests amend to License NPF-7 to change operabilltg 
requirement for addl instrumentation for reactor vessel 
level igs Sgs will be required to be operational fallowing 
startup from 830101 refueling 

LEASBURO.R H Virginia Electric b Power Co 02/04/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Oranch 3 3pp 12624 111 24X 

Fiche 30-339, 82/04/13,0204090447 


0204160135 Oeneric Ltr 63-06 to all PUR plant licensees b applicants re 
transmittal of NUR60-0909 relative to Olnna tube rupture 
H/o encl NUHEO List of NRC recipients oncl 

EISENHVT, D 0 Division of Licensing 82/04/13 HAUSPURO,A 
Consolidated Edison Co of New York 7pp 12787 203 24X 

Fiche 50-000, 82/04/13,8204160135 


6204S20366 Application to amend Licenses NPF-4 b NPF-7, changing Tech 
Bpacs to ejempt facilities from requirement to perform 
functional testing for snubbers greater than 30,000 kips 
around steam generators b reactor coolant pumps 

LEASSUrtOrR H Virginia Electric b Power Co 82/04/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director, CLARK, R A 
Operating Reactors Branch 3 4pp 12008 039 24X 

Fiche 50-338,82/04/16,0204220366 


— B2D4220378 Proposed Tech Spec changes re exemption from requirement 
to perform functional testing for snubbers greater than 
SOiOOO kips around steam generators b reactor coolant 
pumps during upcoming refueling b maint outages 

e Virginia Electric b Power Co 82/04/16 Spp 12006 043 24X 

Fiche . 50-338, 82/04/ 16, 8204220366 


G204220379 Informs that util will provide commitment schedule for 
implementation of NLiREO-0737 items identified in Generic 
Ltr 82-05 by 820517 Incomplete items include Items II S 2, 
n 6 3 b 11 F 1 

LEA90URO, R ii Virginia Electric b Power Co 62/04/16 DENTON, K R 
Office of Nuclear Reactor Regulation, Director 2pp 12806 3S1 
atd Fiche 50-000,82/04/16,620422037? 


9204210295 Generic Ltr 82-09 to all power reactor I ieeniees, app Ueants 
for OLi MBSS Vendors b reactor vendors re environ 
qualif tcatlon of safety-related electrical equipment 
NRC position re qualification requirements encl 
EISENHOT, D 0 Division of Licensing 82/04/20 HAU8PUR0, A. 

Consol 1 dated Edison Co of Ntw York. 10pp 12662 337 24X 

Fiche 50-000, 82/04/20,0204210295 


0204280323 Forwards addl info re TMI Action Item 11 B l.RCS venta. per 
820224 r aqua s t 

LEASBURGiR H Virginia Electric b Power Co 02/04/23 DENTON, H H 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Raaetora Branch 3, 17pp 12B69 070 24X 

Ficha' 50-338. 82/04/23,8204200323 


8204200363 Application to amend License NPF-7, chang Ing Tech Spec 
3/4.6 3 I, Table 3 6-1 to reflect addition & deletion of 
containment ieolatlon valvee Class 11 amend fee end 
LEASaURO.R H Virginia Electric & Power Co 02/04/23 DENTON. H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 Spp 12865 252 24X 

Fiche 50-339,02/04/23,6204200363 


— 8204260369 Proposed revision to Tech Spec 3/4 6 3 UTable 3 6-1, 
reflecting addition b deletion of containment isolation 
valves 

« Virginia Electric b Power Co 60/08/21 19pp 12663 257 24X 

Fiche 50-339,92/04/23,6204280365 


0 Inspection reporti, IE Bulletins b correspondence 


6204230372 Informs that due to delay in Uostinghouse test ing, 1 i c eniet 
810708 commitment to modify valve N0V-2269D in response to 
IE Bulletin 81-02 muet be deferred until Fall 1982 maint 
outage 

LEA6BURG, R H Virginia Electric b Power Co 82/02/03 

O'REILLY, V P Region 2, Office of Director Ip 12B16-041 24X 

Fiche 50-339,02/02/03,6204230372, 


8204010360 Forwards IE Insp Repts 50-33B/B2-04 b 50-339/82-04 on 
820106-0205 No noncomp 1 ianc » noted 

LONG, F J Division of Project b Resident Programs 82/03/05 
LEASBURG, R H Virginia Electric b Power Co 2pp 12475 326 24X 

Fiche 50-338,82/03/05,8204010360 


—8204010367 IE Insp Repts 30-330/92-04 b 50-339/82-04 on 820106-0203 No 
noncompliance noted Kapor areas Inspected followup of 
previous insp findings, LERs, s urve i 1 lane e maint activities b 
plant operations 

OOHNSON. D F , BHYMLOCK, H 6 , DANCE, H C Division of Project b 
Resident Programs 82/03/05 8pp 12475 329 24X 

Fteh* 50-338,92/03/03,8204010360 


0204010332 Forwards IE Insp Repts 30-339/92-06,50-339/02-06 b 
50-404/92-01 on 920210-12 No none amp 1 (anc e noted 
LONG, F J Division of Project b Resident Programs 02/03/12 
LEASBURG, R H Virginia Electric b Power Co 2pp 12476.173. 84X 

Fiche. 30-338, 02/03/12,8204010332 


--9204010333 IE Insp Repts 50-338/02-06, 50-339/82-06 b 30-404/02-0! on 
020210-12 No noncomp 1 ianc s noted. Major areas inspected sve 
water pumphouse settlement, QA/OC controls b work activities 
LENAHAN.U V , CONLON, T E Divliion of Engineering b Technical 
Programs 02/03/05 7pp 12476 175 24X Fiche 30-338,62/03/12, 

8204010332 


6204010326 Ac k receipt of 9SD224 ltr informing NRC of steps taken to 
correct vlalatlons noted in IE Insp Repts 50-339/01-31 b 
50-339/61-28 

LONG, F -J Division of Project b Resident Programs 92/03/24 
LEABBURO.R H Virginia Electric b Power Co Ip 12477 5QS 24X 
Fiche; 80-338, 02/03/24.8204010326 


—0204010339 Forwards IE Insp Repts 50-330/81-31 b 30-339/B1-2B on 
011206-020105 b notice of violation 

LEHIB, R C, Division af Project b Reeldent Programs 02/01/29 
LEASBURG.R H Virginia Electric b Power Co 2pp 12477.286 24X 

Fiche* 50-330, 92/03/24, 8204010326 


--0204010340 Notice of violation from insp on 811206-820105. 

• Division of Project b Reeldent Programs. 92/01/2? Ip 
12477'2ea 84X Fiche 50-338,02/03/24.0204010326 


—8204010343 IE Insp Repts 30-330/01-31 b 50-339/01-20 on 811206-820105 
Noncompliance noted' reactor changed from hot standby to 
startup mode lu/o meeting limiting condition for operation 
UCNNSON, D F , BHYMLOCK, N B , DANCE, H. C D1 vision of Project b 
Resident Programs 82/01/27 Spp 12477 209 24X 

Fiche 50-338,82/03/24,8204010326 


8204140372 Forwerdt IE Info Notice 02-08, "Check Valve Pei lures on 
Diesel O'enerator Engine Cooling 8ys " No action or response 
requested 

O'REILLY, JP Region 2, Office of Director. 82/03/86 WRIG.R.E. 
Florida Power b Light Co. 4pp 12670'31l, 24X 

Fiche 30-000,82/03/26,0204140372 


8204140435 FoTutarifs IE Info Notice 82“10, "Following Up Symptomatic 
Repairs to Assure Resolution of Protlen " 

O'REILLY, JP, Region 2, Office of Director 82/03/31, UHRIOiR E 
Florida Power b Light Co 4pp 12670:005 24X 

Flehi, 30-000, 82/03/31,8204140435, 
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a204230<IZ2 ForuaPd4 IE Insp Rapti BO-saa/Sa-O? fc 50-339/02-07 on 
e2030&-030S No noncampl lanca no tad 

LONOiF J Blvliion of Projaet fc Rajident Program* 82/04/02 
LEABBWO. R H Virginia Electric S< Pouar Co Spp 12814 233 a4X 
Flche 9 0-33B, 02/04 /02< 8204230422 


— 8204230426 IE Inap Rapts 90-338/83-07 4 50-339/82-07 on 820206-0309 
No nonconpl iafiCB noted Major area* inipactrd UEBii 
lurvaiUanca 4 naint aetivitle* 4 plant operations 
JOHNSON. 0 P . 8Ht«UOCK. H B , OUNCE. H C Di via ion of Projfct 4 

Realdent Prograw* 82/04/01 4PP 12814 239 24X 

FiCha 50-338. 82/04/02, 8204230422 


8202040142 IE InPp Notice 82-11. "Potantial Inaccoraclei In Hid# Rang# 
Praaaure inatrumints Uaed tn H#itinghauac Designed Plant# '' 

Svc list end 

v/OfiOAN.et. Division of Etiglnaerlng 4 Qualitg Aasuranee 82/04/09 
63pp I2S78 342 24X Plena 50-000.82/04/0 9.8202040142 


8204140401 Forward* IE fluElatin 82-01. "Alteration of Radiographs of 
(ftlds in Piping Subasaeinblifi ’’ 

O'BEILLY.JP Region 2, Office of Director 82/04/13 UHRIO.R.E 
Florida Power 6 Light Co 3pp 12670 358 24X 

Fi e h a 90-000. 82/ 04/ 1 3, 8204 1 40401 


Q204140442 Forward* IE Info Notice 82-09. "Cracilng ifi Piping of 
Makeup Coolant Line* at B4U Plants. " to be reviewed for 
poieible app 1 leabi 1 1 tg 

□ 'REILLY. J P Region 2. Office of Clrector 82/04/13 UHRIO.R.E 

Florida Power k Light Co 4pp 12666 291 24X 

Fiehe- 50-000. 82/04/13, 8204140442 


8204160372 Advltei that installation of ateam generator inap porta for 
Unit 2 will continue during current refueling outage 
Unit I st#am generator* will be modified during nejt 
refueling outage. per 820409 telcon 

LBaBBURO, R H Virginia Electric S, Power Co 82/04/13 DENTON. H H . 
CLARK, 8 A Operating Reactor* Branch 3 Ip 12707-192 24X 

Fldie. 90-338. 32/04/13, S204160372 


8204210203 Foruardi IE Safeguards In*P Repts 50-338/82-10 Se 
30-339/82-10 On 820322-26 No noneonpl lance noted 
DANCE. H C Division of Project i. Resident Program* 62/04/15 
LEASBURO.R H Tennessee Veil eg Authorltg 2pp 12301 028 24X 

Fich* 90-338.82/04/19,8204210208 


—8204210219 IE Safeguard* Insp Rept* 90-338/82-10 k 90-339/82-10 on 
820322-26 No noncompliance noted Major areas inspected 
securlkg plan 1 Implementing procedures U securltg 
organisation Details withheld iref 10CFR73 2i ) 

TILLHANtA , MCCUIRE.O R Division of Engineering & Technic#! 
Programs 82/04/13 Ip 12801 030 24X Fich* 90-338,62/04/15, 

8204210208 


8204290073 Forwerds Franklin Research Ctr request for addl info In 
response to lE Bulletin 82-04! re PHR main eteem line break 
u/(ontinued fetduaier addition 

CLARK. R A Operating Reactor* Branch 3 82/04/19 LEA88UR0,R R 

Virginia Etectrlc tt Power Co 2pp 12899 280 24X 

FJ c h e 90-336, 82/04/19, 8204290 073 


--8204290084 ' PHR Main Steam Line Break W/Continu#d Feedwater Addition. 
V#pco Units 16 2.“ request fO'r addi info, 

VOSSURV.F. Franklin Institute/Frantl in R essar ch Cantor 
NRC'03-81-130 82/03/15 HEARN, P hRC - Ns Detailed Affiliation 

Oiven 3pp 12899 282 24X Flche- 50-338, 82/04/19, 0204290073 


>2040143 IE Info Motlc* 62-12. "Surya i 1 lenee of Hgdraulic Snubbers " 
l/encl svc list 

JORDAN.E 1. Division of Engineering fc Quelitg Aseurene# 82/04/21. 
i4pp 12873 001 24X Flche:50-000. 82/04/21.8202040143 


Periodic operating reperte k related correspondence 


204090179 Forwards nonthlg operating rapt# for Jan 1982. 

LEA8BUR0.R.H Vlrg tnie Elec trie I. Power Co. 62/02/12 HALLER.N.H 
Of flea of Management end Program Analysis. Ip, 12929,276 24X 

Fieba. 90-338. 82/02/12.8204050179. 


-8204090183 Monthly oparating repts for tlan 1962 

noOERS.i.. L, Virginia Electric t. Power Co 82/02/09, 9pp. 
12929.277. 24X Fiche; 90-338, 82/02/12.8204090179, 


204150914 Forwards monthly operating repte for Feb 1982. 

UeASBUftO, R. H Virglflla Electric V Power Co 82/03/19 HALLER, N M, 
Off Its of Managaeient and Program Analysii Ip 12678 074 24X 

Fichf. 90-338. 82/03/19, 8204190914. 


8204190917 Monthly operating rapt* for Feb 1982 

R00ER8.L L. Virginia Electric 6 Power Co. 82/03/03. 9pg 
12679:079 24X Ficiit- 90-338, 82/03/19,8204190914. 


8204060040 Forward* "Annual Environ Operating Rept. Rad i olog leal Rept 
for 1961 " 

LEASBURO.R H Virginia Electric t< Power Co 82/04/01 

O'RElLLV. JP Region 2. Office of Director Ip 12551 140 24X 

Fich# 90-330,82/04/01,0204060040 


— 8204060047 "Annual Environ Operating Rep t. Rad iolog 1 cal Rapt for 1901 ’ 
JOHNSON. 11 L. . STAFFORD, A H , CARTWRIOHT, W R Virginia Electric i. 
Power Co 02/04/Ot. 190pp 12951,142 24X Fich* 50-330, 

82/04/01.8204060040 


S Reportable oceurrencai. LER* k related correspondence 


8204160272 Forward* LER 82-013/03L-0 

CARTWRIOHT, W R Virginia Electric k Power Co 82/03/07 
O'RetLLV, J P Region 2, Office of Director Ip 12695 039 24* 

Flche 90-339, 82/03/07, 8204160272 


— 8204160282 LER 82-013/03L-0 on 820300. one diesel generator k one 
offsite power supply for 2H emergency bus became temporarily 
Inoperable Caused by attempt to restart 2H emergency diesel 
generator prior to ihutdown delay on fuel supply timing out 
CARTWRIOHT. W Virginia Electric k Power Co 82/03/07 ffeglon 
a, Office of Director 3pp 12695 040 24X Flche 90-339, 

02/03/07. 8204160272 


0204020326 Forward* LER a2-O0S/O3L-O 

CARTWRIOHT. W H Virginia Electric k Power Co 82/03/15 
O'REILLY, J P Region 8. Office of Director Ip 12496 248, 24X 

Flche 90-339,82/03/19,8204020326 


—8204020329 LER e2-009/03L-0 on 820222. in mode 1.2J emergency diesel 
generator fire door <87t-16> between diesel room k turbine 
bldg would not latch Caused by door lock tumbler rotating 
on axis U not engaging latch Lock tumbler tightened 
CARTWRICHT, W R Virginia Electric I, Power Co 82/03/15 Region 
8, Office of Oiractor 2pp 12496 249 24X Flche 30-339, 

02/03/1 9, 6204020326 


8204020228 Forward* LER 82-003/01T-0 

CARTWRIOHT.W R Virginia Electric tc Power Co 82/03/17. 

O'REILLY, J P Region 2, Office of Director Ip 12490 209 24X 

Flche- 90-339, 82/03/17, 8204020228 


—8204020232 LER 82-OOB/OlT-O on 820307. prior to refueling owta g e. power 
restored to accumulator isolation valvas k valves closed w/ 
preseurlcer pressure 1.000 pslg Caused by personnel error, 

Valvei automatically raopaned w/increa*ed pressure 

CARTWRICHT. M R. Virginia Electric i. Power Co 02/03/17 Reglfli* 

2, Office of Director 2pp 12498 290 24X Flche SO-339. 

02/03/17, 8204020228. 


8204160982 Forward# LER 82-007/03L-0 

CARTWRIDHT.M R Virginia Electric k Power Co 82/03/31 
O'REILLY, J.P Region 2, Office of Director Ip 13701-079 24X 

Fichf 90-339, 82/03/31, 0204160582 


— B204160S9I LER 02-007 /03L-0 on 820312. during mode S, emergency dlaaal 
generators 2H 8 2J were not operable Caused by failure of 
voltage regulator for 2J causing bus voltage to peg high 
4. open IJ output breaker 29J2 

CARTWRIOHT, H R Virginia Elaetric k Power Co 82/03/31 Raglon 
2, Office of Director 2pp 12701 076 24X FIchs 80-339, 

82/03/31 > 8204160582. 


8204200010 Forwards LER S2-012/03L-0 

CARTWRIOHT.W H Virginia Electric k Power Co 02/03/31 
O'RElLLV, J P Region 2, Office of Director Ip 12870 2l6 84X 

Flche- 50-339, 82/03/31,8204280018 


—8204200022 LER 82-012/03L-0 on 820313, fire door M80-2 between rad 
control room k outside would not close On 020326, fire doOT 
ASO-2 between rod control room L auxiliary bldg would nok 
close Caused by Improper alignment due to esetfilve use 
CARTWRIOKT, W. R. Virginia Eleetrie fc Powtr Co. 82/03/31 Region 
2, Office of Director 2pg 12870 217 24X Flche 50-339, 

02/03/31.8204280018 


8204280026 Forward* LER 82-009/03U-0 

CARrWRIOHT.W R Vlrginle Electric k Power Co 82/03/31 
O'REILLY, J. P, Region 2. Office of Director Ip 12970 206 
Flche- 50-339. 82/03/31,8204280026. 


— 8204280031 LER e2-009/03L-0- from 020308-10, preseurlier power operated 
relief valves declared inoperable three times while cooling 
down for refueling ouiege Caused by excessive nitrogen *U« 
demand, eiresfivc ey* teekaga k Inadequat* makaup supply 
CARTWRIOHT. w. R Virginia Elactrlc 6 Power Co. 82/03/31 Region 
2, Office of Director 2pp, 12870 207. 24X Fiehe- 80-339. 

82/03/31. 8204200026 
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6204160412 Part 21 r«pt rt unqualified latching rilayt fupplied by 
tweeting house in tolid state protection sgsi Inl tial Ig 
reported 820402 Qualified latches uill be installed during 
refueling outages 

LEASOUROi R K Virginia Electric t< Pouer Co 62/04/07 

O'RElLLYt J P Region 2i Office of Director 2pp 12707 069 24X 

Flche 30-338,82/04/07,8204160412 


8204210046 Suemarg of 820311 meeting u/utll 6 NUTECH re ditcusslan of 
planned containment plant unique ane 1 g t Is, analgs 1 s of torus 
attached piping ti Info for MIC development of audit revleui 
procedure 

KlNTNERrL L i.icenttng Branch 1 62/03/22 Licensing Branch I 

26pp 12Bil 330 24X Plcht 80-341,82/03/22,8204210046 


92042B0240 Foruards LER 82-014/01T-0 

CAHTMRIOHr, H R Virginia Electric 4. Power Co 82/04/07 
O'RElLLYiJ P Region 2, Office of Director Ip 12864 019 24X 

Flche 30-339,82/04/07,8204880240 


8204210640 Notification of 020326 meeting w/utiL in DetheidaiHD to 
discuss fuel Iced data 

KINTNER.L L Licensing Branch I 82/03/22 YOVNOBLODD, B W 
Licensing Branch 1 3pf 1279 4 063 84X Plche 90-341,82/03/22, 

8204210640 


--8204280247 LER 88-014/017-0 on 820389, West i nghouse determined that six 
solid state protection output slave relags did not have 
qualified latching mechanisms Caused bg Uestlnghouse 
suppiging unqualified mechanisms Latches will be replaced 
CARTER lOHT, U R Virginia Electric 4, Power Co 82/04/07 Region 
2, Office of Director 3pp 12864 020. 24X Flche 90-339, 

82/04/07, 8204280240. 


8204160303 Forwards LER 82-01 0/03L-0 

CARTh'RIOHT. W R Virginia Electric 4, Power Co 82/04/08 
O^REILLYfO P Region 2, Office of Director Ip 12693’ 172. 24X 

Flche 90-339,82/04/00,8204160303 


— 8204160358 LER 82-010/03L-0 on 820310, feedwater isolation valves 
J10V-Fld-8S4A, 6 4, C it boron injection tank recirculation 
valvas TV-2e84A, B 4, C could be reopened w/Phase A leolatlon 
in effect Reset circultrg to be investigated for mods 
e Virginia Electric 4< Power Co 82/04/08 Region 2, Office of 
DlrectDr 2pp 12693 173 24X Flche SO-33?, 82/04/08, 8204 160303 


8204280043 Forwards LER a2-01S/03L-0 

CAR7MRI0HT, M R Virginia Electric 4, Power Co 02/04/14. 

O'REILLY, J P Region 2, Office of Director. ip. 12870 197 24X 

Fiche • 90-339, 82/04/14, 8204280043, 


— 820426004? LER 82-01S/03L-0 on 820323, setpo Int of code eafetg valve 
6V-299t-B found to be 2,400 pslg, outside 2,489 pslg 
tolerance band Caused bg spring compression being out of 
adjustment Bprlng compression reedjusted. 

CAR7WRI0HT<W R Virginia Electric 4, Power Co 82/04/14. Region 
8, Office of Director Ip 12870’ 196 24X Flche’ 90-339, 82/04/14, 

8204260043 


8204200469 Forwerds LER B2-016/03L-0 

CARTURIOHT, K. R Virginia Eiictrle & Power Co 82/04/14. 

O'REILLY, 3. P Region 2, Office of Director ip, 12867 287 24X 

Flcha 90-339,82/04/14,8204280469 


— S2042B0481 LER 82-01 6/03L-0 on 820323, lower main bearing 14 in 
emergeneg Diesel 2-EE-EO-lJ found scored Caused bg lack of 
lubrication due to disconnected lubrication oil line 
Bearing replaced 

CARTWR1GH7, W R Vlrg in la Elec trie li Power Co 82/04/14, Region 
3, Office of Director 2pp. 12867 268 24X Flche. 90-339, 

82/04/14, 0204200469 


8204230907 PNO- 1 1-82-40 on 8201 14, members of Louisa Countg Board of 
Bvprrvlsore 9 five senior VEPCO officials were eiposed to 
0 090 nrem Rb-83 during plant tour 7wa emplogees suspended 
far changing sensltlvitg of monitoring devices 
KARDIN, A K , DANCE, H C Region 2, Office of Director 82/04/16 
2pp (2867 291 24X Flche 90-338,02/04/16,8204200907. 


DOCKEY 90-34t ENRICO FERMI A70MIC POWER PLAN7, UNIT 2 
A Apjllcatlon/eonstruction stage documents «< correspondence 


8204120018 Supple response to FOIA request for documents on three 
Iniflvlduals Involvement in licensing matters before 
appointment to ABL8 Addl documents discovered listed in App 

FEL70N,3M Division of Rules and Rtcords, 81/12/22, Z(TIER,P 
Limerick Ecology Action 3pp. 12634; 227 24X Flcha. 90-000, 

81/12/22, 0204120018. 


8204290041 BuirmarlJes schedule for completing containment mods & for 
submission of addl info to eonpleto review of Mark I 
containment design, piping attached to containment & mods to 
equipment to parforn containment safety function 

YOVNOBLOODiO 3 Licensing Branch 1. 82/03/23. YAUBER, H, Detroit 

Edison Co 4pp 12093 136. 24X Flche 90-341,82/03/23,8204290041. 


8204010296 Summarises points discussed t, agreed upon at 620326 meeting 
between util & NRC re estimated & projected fuel loading 
date for facility Fual lead data at Nov 1982 antlclpitad 
TAUBER, H Detroit Edison Co 82/03/29 DENTON, H R Offles of 
Nuclear Reactor Regulation, Director. 3pp 12477 302 24X 

Flche 90-341, 82/03/29,8204010296. 


8204120008 Forwards requests for addl Info re mod to raduiaite sys 
YOUNOOLOOD, B 3 Licensing Branch 1 82/03/2? TAUBER, H Detroit 

Edison Co 16pp 12692 179 24X Flche 90-341,82/03/29.8204120008 


9204140061 Notification of contract axacutien. Mod' 2 to "Environ 
Konitorirg Program H/8tate of MI." Contractor. State of MI 
HRONBERO, D J Research Contracts Branch FIN 0-1244 02/04/06 

CQBB.U I , COHEN, L K Director's Office, Office of Inspection and 
Enforcement Ip. 12672 348 24X Flche 90-341,82/04/06,8204140061 


—8204140064 Mod 2, providing funding for CVe2 t, aiidt monitoring site, to 
“Environ Monitoring Program M/State of MI " 

WALKER, 6. tllthlgan. State of MQRTDNiK. V. Research Contracts 
Branch. FIN 8-1244 62/04/06 Ip 1 2672’ 349 24X 

Flcha SO-341, 82/04/06,8204140061. 


8204220337 eummary of 620326 masting u/utll In DstroltiMl re estimated 
fuel load date List of attendass end. 

KINTNERiL L Licsnslng Branch 1 82/04/06 Licensing Branch I 

3pp, 12833 249 24X Fi Che, 90-341 , 82/04/06, 8204220337 


8204270969 Board Notification 82-31 forwarding info re hydrodynamic 
loads in control rod drive sye duo to fest scram actuation 
TEDESCO. R. L Assistant Director for Licensing 82/04/06 Atomic 
Bafety and Licensing Board Panel 9pp 12072 107 24X 

Fiche 50-000.62/04/06,8204270969 


8204160192 Oenertc Ltr 82-07 to all BWR plant licensees h applicants ra 
transmittal of NUREO-0909 relative to 'Oinna tube rupture 
M/o end NUREO List of NRC recipients and 

EISENHUT, D 0 Division of Llcansing 02/04/19 Commonwealth 
Edison Co POLLOCK, M 8 Long Island Lighting Co 7pp. 12787' 196 
24X Fiche: 90-000,82/04/19, 0204160192 


8204210399 Oanerie Ltr 82-09 to all power reactor 1 i ctnseei, app llcants 
for OLi N8B8 vtndors & reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qoallf ieation requirements end. 

EISENHUr, 0 0 Dlvlelon of Llceneing 83/04/20 HAU8PUR0,A 
Consolidated Edison Co of New York SHIELDS, S W. Public Service 
Co of Indiana, Inc ROOT, L D Iowa Electric Light & Power Co. 

ISpp 12862 337 24X Flche. 90-000, 82/04/20, 8204210299. 


6294270209 Notifies that faeilltv uni qua containment design info 
submitted as part of FSAR Section 3 8. Amend 12 NEDE 21883, 
transmitted to NRC on 820323, de ternined applicable to 
facility. 

TAUBER, H Detroit Edison Co. 82/04/21 TEDESCO.R.L, Assistant 
Director for Licensing Ip. 12853 001. 24X Flche 90-341,83/04/21, 

820427020? 


’•8204180046 Forwards, for review, AEC 700012 J tr to util requesting addl 
Info re proposed plant. W/o end. , m 

MORRIS, P-A Atomic Energy Commission. 70/08/17 _ 

ACRE - Advisory Committee on Reactor Safeguards, Ip 12694,239 
24X Flehe 90-000,01/12/22,0204120018. 


D. NRC Draft/Final Envlr onmintal Statamants, tuppls t, correspondence 


8204190229 Forwards errata to Addandum 1 to PE8 ( NURE0-0769>. 

YOUNOBLDOO.B J Licensing Branch t 02/03/23 TAUBER, H. Detroit 
Edison Co 2pp. 12687*343. 24X Fiche' 90-341, 82/03/23, 82041 90229. 


6204130118 Notification of 020316 meeting w/Lleenelng Review Group I 
In Batheeda.MD to dlecuss BMl 8T8. , _ , , aa/oayia 

FAULKNERi H, J. Btondordiiotlon 6 0 pte'iol ,Pr ojecte Branch, 02/03/19 
HILLER, J.R. Standordliatlen 6 Special Rejects Branch, 11pp. 
12660.080. a4X Flche; 90-000, 02/03/19, 0204130110. 


—8204180239 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
ENRICO FERMI ATOMIC POWER PLANT. UNIT NO. 2, Docket No 90-341. 
(Detroit Edison Campany) 

a Office of Nuclear Reactor Regulation, Dlractor NUREO-0769 
ADDOl ERR. 82/03/23. Ip. 12607.349 24X FI c h e: 90-341, 82/03/23, 

0204190229 
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DOCKETED ITEMS 


S204020432 Advisei aP ravtaw of Adifinduni 1 tP FES rt facility 
optratlon Ho conatntf offarid 

HILNER. K R Agrlcultura. Dapt of B2/03/’5? YaUKaSLOOD, B J 
Llcanoing Branch 1 ]p 12503 O&l 24X F Ic ha- S0-34t . S2/03/29i 
6204020432 


8202040142 IE tnfo Motlco 82-lli "Potontlal Inaccuraciss in Uida Rang* 
Preaiure Inntrumanto Uted in tiaitinghouoa Designed Plants " 

Svc list ene 1 

JORDANi E L Divialon of Engineering t. duality Assurance 83X04/0? 
63pp 12878 342 24X FI Che 50-000,82/04/09.0202040142 


8204230425 Advises of revieu/ campletion of draft suppl tp FEB including 
assasfoiant of postulated accident & potential aiposure to 
puhltc No environ objections 

0ACKLEY. B T Environmental Protection Agency 82704/20 
raUNOBLQOD. B J Ui censing Branch 1 Ip 12817 092 24 X 

FI Che 50-34 1 . 82/04/20. 8204230425 


E HRC Safety Evaluation Report OER), supple & correspondence 


&304070&90 Foruardi req,uest for addl info re pos t -acc id ent chemical 
sampling. NUREO-0737. Item 11 B. 3 Info eipected leithln 90 
days Also foruards "Evaluation of OE tt EEC Chemical 
procedures for Post-Accident Analysis of Reactor Coolant “ 
YOUNODLOOD, B J Licensing Branch I 02/03/26 TAUBER, H Detroit 
Edison Cd epp 12596 326 24X Fic he: 50-341. 82/03726, 8204070690 


— 8204070694 "Evaluation of SE S, SEC Chemical Procedures for 
Post-Accident Analysis of Reactor Coolant Samples " 

« Idaho National Engineering Laboratory 81/11/30 55pp 
12596 334 24X Fiche 50-341,62/03/26,8204070690 


F Security, medical, emergency & fire protection plans 


8204050474 Submits response to 820311 ttr re evacuation of Stoney 
Polnte residents in case of emergsncy. Forward s testimony 
filed by util Hearing will be held on 620331 

WOODHEAO.C P. Office of the Executive Legal Director 82/03/23 
ECKERT, JR Honroe County, til Ip 12565.292 2 4X 

Flcht 50-341, S2/03/23. 02040 50474. 


8202040143 IE Info Notice 82-12, “Surveillance of Hydraulic Snubbers * 
H/enc J SVC list 

JDROAN, E L Division of Engineering t, Ouallty Assurance 82/04/21 
64pp I2B73 001 24 X Fiche 50-000,82/04/21,8202040143 


6 Rcpartable occurrences, LERs (, related correspondence 


8204050135 Interim deficiency rept re emergency diesel generator relay 
fai lures, Ini t la I ly reported 820222 Si > of II relays tested 
on diesel generator 12 did net operate properly Failure 
under investigation 

UELL8, D A Detroit Edison Co 02/03/23 KEPPLER, 3 0 Region 3. 
Office of Director 2pp 12515 274 24X Fiche 30-34 t , 82/03/23. 

8204050135 


8204050320 Interim deficiency rept re cracking of diesel generator fuel 
oil storage tank fo un da tion, Initially rep or ted 020222 
Caused by overhiatod cleaning solution in tank Investigation 
underway Final rept to be sent 820722 

HELLS, 0 A Detroit Edison Co 82703/23 KEPPLER, J 0 Region 3, 
Office of Director 2pp 12529 344 a4X Fiche 30-341.02/03/23. 
8204050320 


02O4O5O1B6 Interim rept re RHR piping design def ic i ency. i ni tia 1 ly 
reported 820210 Complete analysis of RHR piping syi being 
made to determine if sys safe at operating temps 5 pressure. 

Next rept by 820716 

HELLS, DA Detroit Edison Co 82/03/24 KEPPLER. J. 0 Region 3. 
Office of Director Ip 12531 108 a4X Fiche 30-341.82/03/24. 
8204050186 


0 Adjudicatory correspondence 


8204210461 Order closing evidentiary record 

HILHDLLIN.O L Atomic Safety and Licensing Board Panel 83/04719 
Ip 12802 044. 24X Fiche 50-341.62/04719,0204210461 


H Oeneral correspondence 


8204130124 Opposes facility licensing. 

TRAXLER.P Affiliation ifnknoun 82/04/06 HILHOLLIH, 0 NRC - No 
Detailed Affl nation Olven Ip 12655:149 24X 

Fiche 50-341.82/04/06.8204130124 


8204200366 Forua.rds B2D318 press release announcing OL hearing 
beginning 820331 Local & major papers t, radio 6 TO stations 
carrying announcement listed 

KINTNER.L Licensing Branch 1 82/04/09 DANAH. L J Affiliation 

Unknoun 2pp 12004 168 24X Fiche ' 50-34 1 , 82/04/09. 6304200 386 


0 Inspection reports. IE Bulletins t< correspondence 


8204290397 Board Notification 82-26 forwarding info re safety relief 
valve control tys, OA during const 6 emergency preparedness 
relevant to OL proceed Ing. Resolution of listed issues will 
be documented in, future BER suppl 

TCDEaco. n L Assistant Director for Licensing 82/03/24 Atomic 
Safety and Licensing Board Panel. tOpp 12694 269 24X 

Fiche 50-341,02/03/24,6204290297 


202040113 IE Info Notice 38-06, "Check Valve Fallurei on Dieeel 
Osnerator Engine Cooling Sys “ W/svc Hit 

» Director's Office, Office of Inspection and Enforcement 
82703/26 4pp 12862-355. 24X F 1 c h e- 30-000, 82/03726, 8202040 1 13. 


1204160419 Forward I IE Insp Rept 50-341782-01 on 820101-0826 (< notice 
of violation 

SRESSAROrR.L Division of Project % Resident Programs 82704701 
MELL6, D A Detroit Edison Co. 2pp. 12707 084 S4X 
Fiche. 50-341. 82704/01,6204160419 


— 8204160424 Notice of vloletlon from insp on 020101-0228 

6PE8SAR0.R L Division of Project t( Resident ProgTani, 82/04701 
3pp. 12707 086 . 24X F Iche: 30-341, 82/04/01, 82041604 19, 


—8204160433 IE Insp Rept 50-341/82-01 on 820101-0228 Noncomp 1 i anci 
(lotad failure to provide or Implement procedure reguirements 
re reactor pressure vesssl insp, 

LITTLE, B H. . BYRON. P fl. . KONKLIN, <J E Division of Project i< 
Resident Programe. 82/03/31, 9pp 1270 7 089. 24X 

, Fiche 50-341,82/04/01,8804160419. 


8204050199 Interim deficiency rept re failure of M31V. ini tially 
reported on 680217 Util Is investigating cause of improper 
assembly ta determine corrective action of training 
personnel b/ar changing procedures Next rept by 620716 
NELLS, D A Detroit Edison Co 82/03/24. KEPPLER. J 0 Region 3. 
Office of Director Ip 12531 133 24X Fiche 50-341,82/03/24, 

8204050199 


0204050296 Final deficiency rept re pipe support beam attachments 
istruts) initially reported 801113 Mat! coordination group 
directed to terminate releasing brackets to f leld. ef f tc tive 
820219 New R-146 brackets uill be used 

WELLS, D A Detroit Edison Co 02/03/24 KEPPLER. 0 A Region 2, 
Office Df Direetnr 2pp 12331 329 24X Fiche 50-341,62/03/24. 

6204050296 


8204050027 Interim deficiency rept re calibr of torgue wrenches, 
initially reported on 810303 Deviation disposition request* 
issued to resolve hardware problems 6 procedures revised 
Next rept to be provided by 620723 

WELLS, 0 A Detroit Edison Co 02/03/25 KEPPLER, J 0 Region 3, 
Office of Director 2pp 12521 015 24X Fiche $0-341,82/03/83, 

8204090027 


0204090107 interim deficiency rept re RHR svc water piping design 
defec ti Inl tie 1 ly reported 020210 Analysis continuing Nsxt 
rept will be submitted by 820716 

WELLS, 0 A Detroit Edison Co 02/03/30 KEPPLER. J 0 Region 3. 
Office of Dlrsctor Ip 1262a‘170 24X Fiche 50-341,02/03 / 30, 

8204090107 


6204210137 Part 21 rept re HNA relays u/contact leads not fully 
insulated, t nl t lal ly reported 010700 No operating BWR* 
utLllte sub J HHA relays All potential problems will be 
corrected before startup, 

SHERWOOD, 0 0 Oeneral Electric Co 02/04/01. DEYDUNO.R C 
Slrector'i Office, Office of Inspection and Enforcement 4pp, 
12804 001 24X Flche-SO'OOO, 02/04/01, 0204210137, 


0204160362 Interim Part 21 rept r* item on Orafoll pipe sealant tape, 
Initially reported on 820309 Util evaluating useablltty 
of available tape & manufacturer contacted to obtain 
certificate of compliance Next rept scheduled 820806 
WELLS, D A Detroit Edison Co 82/04/08 KEPPLER. vl. 9. Region 3. 
Office of Olrectpr. 2pp 12707' 129 24X Fiche. 50-341. 82/04/09. 

8204160302 


8204160543 Interim Part 21 rept re battery ca b lis. or ig inal ly ragorted 
on 020312 Cables uill be replaced w/larger slit 6 
Interposing rtlay* will be installed to reduce current 
through long control circuits Next rept by 020806 
WELL8, 0 A. Detroit Edison Co. 82/04/09 KEPPLER, J 0 Regions, 
Office of Director, 2pp 18701' 103 24X Fiche! 50-341, 02/04/09. 

8204160543. 


DOCKETED ITEMS 


255 


GS04870?9S Intsrlm rept r« stalnltst tteel piping QA 312TP 

316 t< TP316HI'. ini till IV riporttd 8S0317 8A 312TP316 & 

TP316HP inttalltd in nutnbar of tocatieni in lltu of nciulrad 

6A 3I2TP3161 Invf itigat Ion undaruav, Nax t rapt; by 820813 

UELLSt D A Oatrolt Edison Co 82/04/19 KEPPLERi J 0 Rapion 3i 

Off lea of Otracber. tp 12892 288 24X Flcha 90-341.02/04/19. 

820427029S 


8204300129 Rai^uatti addl Info ra S10419 4i 820219 ratpontai bo 
NUREO-0694. Ibaai III A 1 2 ra ihlft abafftng augtnanbablon 
for tnttrgancy malnb Analytla of Tabla B-1 cribaria by 
anarganey function naadad Raaponaa axpactad within 60 daya 
CLARK. R A Oparabing Raacbori Branch 3 82/04/07 UlTHEPa. B D 

Portland Oanaral Elacbrlc Co 3pp. 12703 317 24X 

Ficho 80-344.82/04/07.0204300129, 


T Haarlng tranacrlpba on non-anblbrusb niatbari 


8204090444 Tranacrlpb of 820331 h oaring in tlonroa.MI Pp 211-397 
Taaiifflony of SH Laarch. TA Alaial.HJ Fahrnar.PA Barrabt. 
a Litble. HM Waacott.HS Philllpa.FC Hauk Int 1< F Kuron and 
a Abonlc Safeby and Licanalng Board Panal 82/03/31 lB6pp 
12992 122 24X Ficha 90-341.82/03/31.8204090444 


B204060091 Tranaeripb of 820401 haarlng in Honroa. HI Pp 390-911 

MCLKOLLIN.O L . KGRRIS.P A Abomie Bafaby and Llcanaing Board Panal 
02/04/01 113pp 12549 347 24X Flcha 90-341. 82/04/01. 0204060091. 


3204060111 Tranaeripb of 820402 hearing in Honroa. Ml Pp 512-979 
Tattimony of F Kinbor. T Orbanlk L Rvl Anbhony on avaluation 
of Bbony Pelnba.Ht rasidanbtal araa and 

a Atomic Safety and Licanalng Board Panel 82/04/02 87pp 
12949 219 2 4X Flcha 90-341,82/04/02.8204060111 


9204130211 Forwards 820402 tranacrlpb of hearing U/e and 

WaODHEAD, C P Haarlng Branch 3 82/04/09 PERRY, 8 , ANTHONY, R -J 
Federal Emergency Hanagament Agency, URBANIK.T Taxai A t< M Univ 
tp 12699334 24X Flcha 90-341,82/04/09,8204130211 


8204210443 Proposed eorraebiona bo 781218 t 810722 prehearing 
confartncaa L 620331-0402 hearing branscripba Cerblficabe of 
Syc and 

VOfOT.H H Detroit Edison Co YOIOT, H H LtBoauf, Lamb, Lalby 6 
HacRaa 82/04/19 8pp 12802 297 24X Flcha 90-341.82/04/19, 

8204210449 


8204290193 Proposed corrections bo branscript of 820331-0402 haarlngt 
in Honroa. HI Carblfieaba of 8vc and 

HOODHEAD, C P Hearing Branch 3 82/04/28 lOpp 12883' 311 24X 

FI eha. 50-34 1 . 02/04/28. 8204290193 


DOCKET 90-344 TROJAN NUCLEAR PLANT 


8204220966 Rayuasbs addl Info ra specific ratiulramanbs of 10CFR73 21 
for which delay In implamantatton raiiuasbad. data 1 lad 
statement of reasons for delay 1. detailed daserlptlon of 
compensatory maasuras during delay period 

CLARK, R A. Dparatlng Reactors Branch 3 82/04/18 HITHER8. B D 

Portland Oanaral Electric Co 4pp. 12829 333 24X 

Flcha 90-344.82/04/12.8204220966, 


0 Ad judicatory eorr aapondenc a 


8204220347 FOIA request for three categories of decumtnbs rs show causs 
patlblona filed since 1979. pati bl ont filed on Trojan 6 MPPa 
Unit 4 4 accalarabadi ravlau af CP application, for Skagit/ 

Hanford Units 1 it 2. 

BELL.N Coalition for Safa Power, 82/02/24. FELTON. J H Division 
of Rules and Records tp 12620’ t03 24X Ficha 90-000.02/02/24. 

8204220347 


8204220399 Responds bo FOIA ra^uast for bhria categories of Info ra 
shew causa pattblons Ooeumanbs listed In App A and 
6ECY-ei-497 described in App B withheld (ref FOIA Examption 
9) 

FELTON, J. M Division of Rules and Records 82/03/29 BELL, N 

Coalition for Safe Power 6pp, 18820 106 24X 

Flcha 90-000,62/03/29.8204220398 


—7909190026 Petition re safety deficiencies of facility Raguastt 
shutdown of facility until plant meets 10CFR80 App A 
design crltaTla 6 IEEE stds for Class IE electrical systems 
BELL, N . ROSOLIE.e, Coalition for Baft Pouar 79/09/17 7pp 
12819 179 24X Ficha 90-344.82/03/29,8204220398 


--7907190024 Raqwests review of 79917 petition by Coalition for safe 
Power re fire protection 6. qua 1 if 1 cation of components, to 
dettmlne whethtr pstltion requires Immediate Action 
Petition end. 

CHILK. 8 J Office of the Secretary of the Commission 77/07/31 
DENTON. H R Office of Nuclear Reactor Regulation. Director. ip 
12819' 118 24X Ficho. 90-344, 82/03/89,0204220398 


F Security, nodical, emergency 6 fire protection plans 


8204060072 Submits addl info clarifying 810319 6 0909 requests for 
siemptlon from 10CFR90. App R rcquiremsnts for intaks 
structure, fuel. auxiliary 6 turbine bldgs 6 cable 
penetration 

NITKERS.a 0 Portland Oenerat Electric Co 82/03/2? CLARK. R A. 
Operating Reactors Branch 3 6pp 12594 298 24X 

Ftche 90-344. 82/03/29, 8204060072 


8204120216 Releases public version of revised radiological emergincy 
rtsponse plan implementing procedures, 

FELTON. J M Division of Rules and Records 82/03/29 Document 
Hanagement Branch ip 18694 806 24X Flcha 90-344,82/03/89, 

8204120218 


--7907190028 Forwards request for review of lOCFRS 806 petition re fire 
protection ti qualification of components to determine 
whether immediate action Is needed 

HURRAY, J P Office of the Executive Legal Director 77/08/06. 
DENTON. H R. Office of Nucleer Reactor Regulation, Director Ip 
12819 113 24X Flche 90-344,82/03/89,8204220390 


—7909190020 Requests assistance in preparing response to petition from 
Coalttion far Safe Power re deflelencet concerning fire 
protection & environ qua 1 if icatlon of electrical equipment 
OAHHILL. M P. Asi latent Director for Operating Reactor Projects 
(Pra 791030). 79/08/03. 0RIHE8. 0 Assistant Director for ayitems 

Engineering (Pre 791030). 3pp. 00740.319 a4X 
Flche 90-344. 82/03/29,8204220398. 


—8204120223 Forwards public vsrsion of rtviiad radiological emergency 
response plan implementing procedures. consisting of 
Revision 4 to Procedure EP-19 re emergency supply lists fc 
Revision 8 to EP-i6 re drills 6 exerclioi 

FUZEV.A M Portland General Elactric Co 82/03/16 CLARK. R A 
Office of Nuclear Reactor Regulation, Director 2pp. i86S4!807. 
24X Fich# 90-344,82/03/29,8804120218 


--7907280644 Forwards response to Coalition for Safa Power petition re 
environ qua 1 1 f ication of saf a ty-re 1 ated equipment at 
fae i 1 i ty. Recommends issuance of suppl emental 8ER containing 
tncl info. 

MOORE. V Assistant Director for Plant Bystems. 79/06/24. 

OAHHILL. U Assistant OirsetoT for Operating Reactor Projects (Pre 
7910301 lOpp 12019 115 24X FI che. 50-344. 88/03/29, 0204220398, 


-8204180228 Public version of rsvlitd radiological emsrgeney responss 
plan Implamantlng proeadures. consis ting of Ravislon 4 to 
Froeedura EP-19 re emergency supply lists fc Revision 3 to 
EP-16 re drills li exercises 

*■ Portland Oeneral Electric Co 82/00/10, 29pp 18694.809. 84X 

Flcha 90-344,82/03/29,8204120216 


8204120411 Bubmiti rept of upgraded emergency plan full-scale exercises 
at fael lltlas, in response to 820309 request. Rencho Beeo 
exerciss scheduled for June 1982 Improvement areas noted, 

Bansfits from Issuing NUREO rspt ssen as minimal. 

SPENCER, e 8 Division of Radiological Safsty 1. Safaguards Program 
82/03/30 ORIMES.B K Division of Emergincy Prtperednesi 3pp. 
12639.139. 24X Fleh# 90-000,88/03/30.8204120411 


P Opsretlng Hetnse stage doeufflante I. correspondence 


8202080198 Provides addl clarification of THI Action Itsms II. F. 1.1 le 
II. F 1 2 re capability of radioactive geseoue waste sye t< 
isokinetic sempllng.per NRC 811223 1 tr, Diagram of waste gas 
sys recycl# vent end. 

BROEHL, D, J. Pcrtland Oeneral Electric Co. 82/01/29 CLARK. R. A 
Operating Reactors Branch 3, 3pp. 11848 170. 84X 

Flche. 90-344. 82/01/29. 8202080198 


8203190001 Oenirle Ltr 08-09 to all lleanstes of operating power 
reactors re post-TMI requirenants. 

EIBENHUT.D. Q Division of Licensing. 82/03/19, HAUSPUROiA. 
Consolidated Edison Co of New York 7pp, 12913:120. 24X 

Flche' 90-000. 82/03/17. 8203190001. 


02O4O9O1S2 Requests copies of 1 le ensee/appl ie ant requests 
extension or exemption re Implementation of 10CFR73 21 
Only Haddam Neck 6 HlHstone have sobmUted fees 6 fst 
•f OT’inft 

TREMPER. L. Llcenss Fse Hanagemsnt Branch. 88/0^09 
Nuclear Raactor Regulation, Director ip. 12633.260. 
Flche: 90-000, 82/04/09,8204090192. 


for 


Office of 
24X 


6204010328 Forwards editorial changes to 810826 response to NRC 
request for info re radiation qualification envelopes, 

HITHERB.B.D, Portland Oeneral Electric Co. 82/03/29. CLARK.R.A. 
Opereting Reectors Branch 3, 4pp. 12477:876, 24X 

Flche. 90-344. 82/03/29, 8204010328. 
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62040frOtOS Dl«cu«tti ftatui al |)«r#ornanc» ttatinj- of proisure aptratid 
rallaf valvat & valvti rtiiulrcd 6v I tan 1 1 0 2t 

NUfiEO-0737 Ba$tii on revlau of t»tt rftuUti conditlent 
anconpaa* aipactad condition* at plant 

UlTIEflB.B.D Portland Oanara I E^lactrlcCo 8S/03/3I EI&ENHUr.D« 
Di via Ion of Ucinainp 3pp 12391 002 24X Plcha 30-344.82/03/31. 

82040&0105 


92048'9000S Surinry of 820323 t> 24 naatlngi u/ conau 1 tanti ti util at 
■ Ita rt radiological ETS Rtiolutlon raochtd on noit itami 
TRAKMELL.C M Optratlng Raoctori Branch 3 S2/03/3t Oparotlng 

Raactora Branch 3 4pp 12813 130 24X Flcha 30-344.82/03/31. 

8204290002 


8204300039 Notification of B20406 naetlng tit/utll In Bathtado.MD to 
dlacutt optrator ti STA ad raiiulranantf > tptn t fuat pool 
retracting. TKI bachflt*. natonrg wall datlgni matarologv/doae 
aaaatimant b aicaption* to MJHE0-0fi54 

TRAHKELLfC H Dparating Raactora Branch 3 82/04/01 Oparatlng 

Roactora Branch 3 3pp 12908 290 24X F 1 cho. 30-344j B2/04/OI, 

8204300039 


8204360399 Notifia* that util raaponta to NUReO-0737. Itan HE 12. 
“Auilllorg Faadwatar Sya Automatic Initiation t< Flow 
Indication." haa bean ravlawad It found acceptable 
CLARK. R A Operating Reactor* Branch 3 BS/04/0a MITHER8. B D 

Portland Oanaral Elactrlc Co 2pp 128S5 317 24X 

Ficha 30-344.82/04/08.8204260399 


— 8204260401 Oafatg evaluation ra auilllarg faeduatar *gi automatic 
initiation & ftou Indication 

« Operating Reactor* Branch 3 82/04/08 3pp. 12893 319 S4X 

Fi c h t SO-3 44. 82/04/08. 8204260399. 


8204150274 Llcenta Change Raquett 83 to Liccnaa NPF-l ravitlng Toch 
Space to allow racaltbr of ailal flui offiat detection eg* 
bg uia of qvartar-core flui napping 

WirKERS. B D Portland Oanaral Electric Co 82/04/12 CLARK. R A 
Oparatlng Raaetore Branch 3 3pp 12682 006. 24X 

Ftcho: 30-344. 82/04/12. 8204130274 


'8204190278 Tach 8pac* changa* alleuling racallbr of ailal flux offeat 
detection igt bg uea of quartar-cora floi mapping 

a Portland Oanaral Elactrlc Co 82/00/31. -ibpp 12682 089 S4X 
Flcha 30-344. 82/04/12. 8204130274. 


— 82041SD283 “Etcore Detector flecallbr Wiing Ouartar-Corr Floit Hape " 
KERRtR A Uextlnghousa Electric Corp lfCAP-864S 79/02/28, 

64pp 18682 093 24X Flche* 90-344. 82/04/12. 8204150274. 


204160135 Oanarlc Ltr 62-03 to a 1 1 PUR plant llcanaaai ic appllcantc ra 
tranimlttal of NUREO-0909 ralatlva to Olnna tuba rupture, 

M/o and MUREO.Llat of NRC raclplants end 

EI6EMHUT. D 0, Dlvlllon of Licaniing. 82/04/15. HAUSPORO. A 
Confolldatad Edlion Co of New York UITRERS. B, D Portland Oantral 
Eloctrlc Co 7pp 127B7 303 24K Flcha 50-000.82/04/19.8204160199 


1204230468 Forwordt *gitamatic aieeaeoiant of llcontao parformanca 
for June 19ao-iyuna 1901 Overall performance ra operation 
•afatg le Cotagorg 2 approaching Categorg 1. 

ENOELKEN.R H Region 3, Office of Dlractor 82/04/19 WITHEB8.B D 
Portland Oanaral Elactrlc Co 32pp. 12817 239 24X 

Flcha 90-344,82/04/19,8204230468. 


■B204230473 Rotpondi to sgitamatlc aeeattmant of llcanioa parformanca 
rapt finding* ra audt t*. ravlaue I. committaa activltlae 
Step* taken to Improve parformanca 

MITHERB. B D Portland Oanaral Electric Co 82/04/02 

ENOELKEN. ft H Region 5, Office o.f Dlractor 3pp 12817:271 3A% 

Flche-90-344. 82/04/19, 8204230468 


— 8204300494 Progetad Tech Spec* ra Iniervlca tatting of pump* t< valvtt 
a Portland Oanaral Electric Co 02/04/28 31pp 12B8S 227 24X 

Flche 90-344,02/04/28.8204300464 


0 Inipectlon report*. IE Bulletin* & correspondence 


8204120202 Forward* IE Inxp Rapt SO-344/S2-02 on 820112-14 No 
noncomp 1 lance noted 

BOOK. H C Olvition of Radlologicol Bafetg !■ Safeguard* Program 
82/03/17 UITHER8.D 0 Portland General Electric Co Ip 
12637 142 24X Flche 50-344,82/03/17,8204120202 


— 8204120209 IE Inop Rapt 90-344/82-02 on 820112-14 No none omp 1 lane a 
noted Major area* Inspected lab OC program for sampling (< 
analyilng reoctor coolant & effluent* 

HAHADA.O H j UEN8LAUSKI.F A , BOOK. H E Division of Radiological 

Safety Ic Safeguards Program 82/03/17 4pp 12637 144 24X 

Flche. 90-344. 82/03/ 17. 8204120202 


8204140406 Inform* that IE Info Notice 82-08. "Check Valve Failurot on 
Jlliiel Generator Engine Cooling 8g«. " was sent to listed 
llcenseat on 820326 

* Region 5. Office of Director 82/03/26 Region 9, Office of 
Dlractor Ip 12670 149 24X Flctio 30-000.82/03/26.8204140406 


8204090228 Advls** that 820202 ltr ra relief request for Class 3 
component* should not be conildersd new relief request & 
fee should not be ossassed 

UITHERB. 8 D Portland General Electric Co 02/03/29 CLARK, ft A 
Oparatlng Reactors Branch 3 2pp 12923 278 24X 

Flcha: 90-344. 82/03/29. 8204050228 


8204070423 Forward* IE Safaguards Imp Rept 90-344/82-07 on 820310-11 
No noncompl lance noted 

NORDERHAUO. L R Division of Radiological Safety t< Safeguards 
Program 82/03/30 MITHERS.B D Portland General Electric Co Ip 
12979.176 24X Flcha 30-344.02/03/30.8204070423 


—8204070424 IE Safaguarda Insp Rapt 90-344/B2-07 on 820310-11 No 
noncofflp lianca noted Major areas Inspected : observation at 
IAEA Insp to audit record* (< rept*. sve surveillance camera* 

«< Inventory new fuel Oatails withheld (ref 10CFR73 21) 

NELSON. 0 B . NORDERHAUO.L R Division of Radiological Safety I. 
Safaguards Program. 82/03/30 Ip 12973' 177 24X 

Flcha 30-344.82/03/30.8204070423 


62D4090334 Inform* that IE Bullotin 82—01. "Alteration of Radiograph* 
of Ueldi in Piping Subeistmbl las. " was sent to listed 
licenses I on 820331 

a Region 9. Office of Director 82/03/31 Region 5. Office of 
Director Ip 24X Ficha 30-000.82/03/31.8204090334 


8204090396 Advises that IE Info Notice 82-09. "Crocking In Piping of 
Makaup Coolant Lina* at 8tU Plant*. " has bean sent to 
listed llcenttat, 

a Region 9. Office of Dlractor 82/03/31 Region 9. Office of 
Director. Ip 126a9'279 24X Fltho 90-000,02/03/31.8204090396 


8204090418 Advises that IE Info Notice S2-10, "Following Up Symptomatic 
Repairs to Aisura Raeotutlon of Probltin. " hat been sent to 
listed llcenseat. 

a Rag ion 9, Office of Dlractor 82/03/31 Region 9. Office of 
Dlractor tp 12624 029 24X Flcha 90-000,82/03/31,0204090418 


8204270226 Forwards IE Insp Rapt 90-344/82-09 on 820208-12 No 
noncompllanct noted 

BOOK. H. E. Region 9. Office of Director 82/04/02. HITHERB. B D 
Portland Oanaral Elactrlc Co Ip 12893’ 163 24X 

Flcha 30-344, 82/04/02.8204270226. 


204210299 Generic Ltr 82-Og to oil power reector 1 Icenieos. app 1 Iconts 
for OL. NSBS vendor* t reactor vendors re environ 
qualification of lafetg-raloted olectrlcol equipment 
NRC position re quollflcatlon requlroments and 
EIBENHUT.D.O. Division of Ltcinaing 82/04/20. KAUSPURO, A 
Conaolldatad Edison Co of New York, lepp 12862:337 24X 

Ftcho: 90-000, 02/04/20.8204210299. 


—8204270231 IE Insp Rapt 90-344/82-09 on 820208-12 No nonconpl 1 enca 
notad Major areas Inspactad. reactor coolant activity, 
reported to hava approached BOX of Tach Spec limit for 
1—131 

HAMADA.O . temple, 0 , WENSLAHSKl.F Region 9, Office of Diractor 
82/04/02 I2pp 12893 164. 24X Flcha. 90-344, 82/04/02, 8204270226 


(204300464 Forwards Revision 2 to Llcantt Change Application 26 
requesting amend to Llcania NPF-I,to replace pagaa re 
insarvlca testing program. Certi flea t a of Sve and 
BROEHL.D J. Portland Oanerol Electric Co 82/04/28 CLARK. R A. 
Operating Reactors Branch 3. 3 pp 12869:218 24X 

Flche: 90-344. 82/04/28,8204300464. 


-8204300481 Revision 2 to License Change Application 26. modifying Tech 
Spec* contained In App A to Llcensa NPF-1 re Inservlce 
tasting of pumps h valves per Bactlon XI of ASHE Boiler l< 

Pressure Vassal Coda. 

BROEHL.D J Portland Oantral Electric Co 82/04/28. 

12889 2t9. 24X Flche; 90-344. 82/04/28,8204300464 


12pp 


8202040142 IE Infe Notice 82-11. "Potential Inaccuraclot in Hide Range 
Pressure Instrumente Used In Hastinghouia Designed Planti. " 

8vc lilt end 

JORDAN, E.L. Division of Engineering It Gualttg Assurance, B2/04/0? 
63pp, 12878 342. 24X Fi che. 90-000. 82/04/09, 0202040142 


8204230344 Informs that seismic rsenalyiii of five valves, par IE 
Bulletin 79-14, will ha completed bg Aug, 1982 

WITHERS, B D Portland General Elactrlc Co 82/04/12 ENOELKENiR 14. 

Region 9, Office of Dlractor, Ip. 12816: 049. 24X 

Flche: 90-344, 82/04/12,8204230344. 
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8S042&03SS Advlsct that NRR util ravttu Util B20203 r aquas t for 
Intsrvlca Insp rtllaf as nau application Involving 
coniidaratlon of stngla Issua class III fat constdarad 
appropriata t should ba submlttad 

MKLER.H □ Uieansa Fca Managaraant Branch 82/04/14 WITHERS. B 0. 
Portland Osnaral Elactric Co Ip. t285S-3S0 S4X 
Flcha 30-344.02/04/14.8204260388 


8202040143 IE Info Not lea 82-12. "Surva 1 1 lane a of Hydraulic Bnubbars “ 
H/tncl SVC list 

JQROANrE L Division of Engineering duality Assurancs 82/04/21 
64pp 12373 001 24X Flcha 30-000.82/04/21.8202040143 


R Periodic operating reports & 'related correspondence 


8204050043 Forwards monthly operating rept for Jan 1962 

YUHOT. C P Portland General Elactrlc Co 82/02/04 Office of 
Hanagcnent and Program Analysis ip 12531 123 24X 

Fiche 30-344.82/02/04.8204050043. 


8204130349 Forwards monthly operating rept for Feb 1982 

YUHDT.C P Portland General Electric Co 82/03/03. Office of 
Hanagcment and Program Analysis tp 12683 093. 24X 

Flcha 30-344.82/03/03,8204130349 


—8204090264 IE Emergancy Preparadnass Appraisal 30-346/02-01 on 
820208-19 No noncomp 1 lane a no tad flajor areas Inspaetad 
onslt* amargancy prtparadnass program. amargeney 
orianl zation. training h coordination u/offslta agtneias 
ORANT.M B < PATTERSOhl, J p . LtCKUS.R M Division of Emergency 
Prtparednass 1. Oparatlonai Support 82/03/22 4Bpp 12627 039 
24X Flchs* 30-346, 82/03/23, 6204070234 


6204080134 Notifiat that ansnd to License NPF.'S Is not required ra 
revision to Industrial Security Plan AD IGOS, OO 
STOLZ.J F Operating Reactors Branch 4 03/03/26 CROUSE.R 

Toledo Edison Co 2pp 12618 204 24X Fi c ha* 30-346. 02/03/26. 

8204060134 


8204020237 Act efforts taken to meat 020201 deadline for Installation 
of prompt notification sys 

KEPPLER. J 0 Region 3. Office of Director 02/03/29 CROUSE, R P 
Toledo Edison Co Ip 12478 103 24X Flcha 30-346.02/03/29, 

8204020337 


8204080301 Rtleasts public version of revtsod amargancy plan 
supporting procedures 

FELTON, 0 h Division of Rules and Records 82/03/2? Document 

Management Branch. Ip 12617 020. 24X Ft che* 30-346, 82/03/27, 

6204060301 


— 8204150331 Monthly operating rept for Feb 1982 

NICHOLSON. U 0 Portland General Electric Co 02/03/02 4pp 
12683 094 24X Fiche 30-344,82/03/03,8204130347 


S Reportable occurrences. LERs t, rslated correspondence 


8204140273 RQ re cable spreading room deluge sys, per 810326 special 
rept (< 811231 suppl Installation 6 checkout of automatic 
initiation equipment uill be delayed until June 1962 due to 
electrical equipment naint 

WITHERS. B D. Portland General Electric Co 62/03/31 ENGELKEN. R H 
Region 5. Office of Director Ip 19664 264 24X 

Fiche 30-344,82/03/31,9204140293 


8204140306 Forwards LER 82-004/03L-0 Detailed event analysis end 
YUNOT. C P . STEELE.R L Portland General Electric Co 82/04/02 
ENGELKEN. R H Region 3. Office of Director 2pp. 12662*002 24X 

Fiche 30-344, 82/04/02, 6204140306 


-8204140307 LER B2~004/03L-0 on 620302. B train contalnmant spray I, 
centrifugal charging pump control suitchas oiere left in 
pull lock after surveillance testing of DBA sequencer Caused 
by personnel error 

• Portland General Electric Co 62/04/02 Region 3. Office of 
Director Ip 12662 003. 24X Fiche 30-344. 82/04/02. 8204140306 


0204210329 RQ on 820112, ECCS safety injection Inadvertently actuated 
during transfer of power supply for 120-volt preferred 
Instrument bus V22 from alternate <V02> to normal eourca of 
power (Inverter 2) Caused by operator error 

VUNDT. C P . STEELE.R L. Portland General Electric Co. 82/04/03 
ENGELKEN. R.H Region 3. Office of Director 3pp 12802; 267 24X 

Fiche. 30-344, 82/04/03, 8204210329 


— 0204050305 Forwards public varsion of revised emergency plan 
supporting procedures. consist ing of Revision 12 to 
Administrative Memo 39 re fire brigade t« Revision 23 to 
Adffllnistrati /e Hemo 41 re emergency doty officer 
e Toledo Edison Co B2/03/1S NRC - No Detailed Affiliation 

Given Ip 12617.021 24X Flcha. 30-346,82/03/29, 8204080301 


— 8204060308 Public vereion of revised emergency plan supporting 
procedurss, consisting of Revision 12 to Administrative Memo 
3? re fire brigade ti Revision 23 to Administrative Memo 41 
re emergency duty officer Revised Indei end. 

* Toledo Edison Co 82/03/3 1 6pp. 12619 022 24X 

Fiche 30-346. 82/03/29, B2O40B0301 


8204120010 Advises thet Claei III fee uill be refunded since 811103 
requested changes re 10CFR30. 34 < p 1 do not decrease 
effectiveness of security plan (< do not raqulra NRR 
approval. 

MILLER. W 0 Llcthsa Pea Kanagament Branch 82/04/03 CROUSE, R.P 
Toledo Edison Co. Ip. 12652:159 24X Flo ha: 30-346, B2/04/03. 

8204120010 


8204210336 Advises that proposed changes to facility guard training 
plan submlttad In 620120 Itr accaptable Submittal of ravlsed 
pages requtstad within 30 days 

STOLZ.J F Operating Reactors Branch 4 B2/O4/0S CROUBE. R P 

Toledo Edison Co 2pp 12811*136 24X Fiche 50-346.82/04/03, 

8204210336. 


S204200194 Informs that all prompt notification sys deficiencies 
Identified In util 820129 6 0204 Itrs have been corrected 
Sya assessment based on 820331 test of full siren sys by 
Ottawa County Olsastar Sves Agancy 

CROUSE, R P Tolado Edison Co 02/04/08 KEPPLER, J O Region 3. 
Office of Director Ip 12740,042 24X Fiche 50-346.02/04/08. 

8204200174 


DOCKET 50-346 DAVI8-BE88E NUCLEAR POWER STATION. UNIT 1 
F Security, medical, amargancy I, fire protection plans 


B204090162 Relsases public varsion of revision to emergency plan 
Supporting proesdure. 

FELTON, J.M Division of Rules and Racords 82/03/17. Document 
Management Branch. Ip 18632-047 24X FI che* 30-346, 82/03/17, 

0204090182 


— 0804090103 Forwards public version of Rsvlslon 11 to Enargsney Plan 
Supporting Procedure AD 1827 10, "Emergency Offsite Dose 
Estimates " 

a Toledo Edison Co. 82/03/03. NRC - No Detailed Affiliation 
Given Ip 12632 030. 24X Flchs. SO-346, 82/03/17, 8204070182 


— 8204070189 Public version of Revision It to Emergency Plan Supporting 
Procedures AD 1627 10, "Emergency Offsite Dose Estimates " 

Revision 134 to supporting procedures Index end 

DOVEiL. C, GREEN. W., EVANS, J Toledo Edison Co 82/02/23 2app 

12632.051 24X Fiche. 80-346, 82/03/17.8804070182 


0204070234 Forwards IE Emergency Preparedness Appraisal 30-346/82-01 
on 820208-17, No noneompl lance noted. 

KEPPLER, J.O Region 3, Office of Director 02/03/23 CROUBE, R P 
Toledo Edison Co 18pp 12627:027, a4X Flchs* 30-346, 82/03/23, 
8204070234' 


8204220163 Submits list of draulnye needed for consideration r« 
proposed facility nods for App R, par 820323 meeting. 

8T0LZ, J. F Operating Reoctora Branch 4. 82/04/06 CROUSE.R P. 

Tolado Edison Co. 2pp. 12821:173 24X FI che; 30-346. 82/04/00. 

8204220163 


8804280411 Forwards ravlstd pages of guard training program Pagas 
withheld (raP 10CFft2. 790} 

CROUSE.R P Toledo Edison Co B2/04/16 BTOLZ.J. F. Operating 
Reactors Branch 4. Ip 12866*021 24X Flcha 30-346.82/04/16. 

8204280411 


8204300270 Responds to NRC 820323 Itr re Emergency Preparedness 
Appraisal Rapt 80-346/82-01 on 620208-19. Corrective actions; 
operations crew personnel to be retrained, amargancy plan to 
be revised S, off-hours shift augmentation drille to be held 
CROUSE, R.P. Toledo Edison Co 82/04/20 KEPPLER, J. O. Regions, 
Office of Director. 16pp 12884*340. 24X Fiche : 30-346, 89/04/20, 

0204300270. 


8204270237 Responds to 820408 ibr re action to correct Initial test 
deflclanclae of prompt public notification sys ret In 
820211 Itr Actions will be ezamtned at subsequent Insp 
PAPERtELLOrC. J Division of Emergency Preparedness it Operational 
Support, 82/04/22. CROUSE, R.P. Toled o Ed 1 son Co. Ip 12052*337. 
a4X Fiche; 30-346, 82/04/22,0204270237. 
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8204300030 putilic vtrilon of r«vi*ion to tmirgcnev plan 

adinintitrattvf procaduri 

FELTON. J M OivlUon of Rulfi and Rieord* 82/04/23 Oocumdnt 
KanagaMnt Branch Ip 12900 256 24X Fich» 50-346,82/04/23, 

0204300033 


— 8204300034 Forujrdi public varalun of noviolon 7 to Emargincy Plan 
Admiftlitratlva Procadura AD 1627 12. ''Protfctlva Action 
Quidiltn«t " 

• Tolado Edldon Co 62/04/16 NRC - No Ostallad Affiliation 
Olvan, Ip 1290B 298 24X Fichc 90-346,62/04/23,62043000 33 


— 8204300039 Public vprilon of Ravliion 7 to Emargancg Plan 
AdmlnHtrat Iva Procadura AD 1827 12, “Pro tac 1 1 va Action 
Ouldatlnaa ” Ravliion Indec and. 

# ToUdo Edlton Co 82/03/24 1 7pp 12906 299 24X 

Flcha 80-346,62/04/23.0204300033 


I Financial infornatlon 


6204130160 Forward* Annual Financial Rapt 1961, fourth quarbar ravlau, 
k 1982 inttrnal eaih flow projactlon 

HAU0AN3, E H C lava land Elactrlc Illuminating Co 62/04/08 
SALTZMAN, J Antltruit 6 Economic analgila Branch lUtiJitg Flnaneal 
6pp 12656 169. 24X Flcha 90-346.62/04/06.8204(30160 


— 8204130164 Annual Financial Rapt 1901 

• CloFaland Elactrlc Illuminating Co 92/02/23. 46pp 
12696 173 24X Flcha 90-346.82/04/08,0204130160 


P Oparatlng licanaa (tagt documantt 0 c orraa pondanca 


8204010237 Forward* quaitlons for BIcU ounara raaponia ra ravtau of 
BLM abnormal tranal*nt oparatlng guldallnaa program 
eiSEHHUT.D 0 Dlvlilon of Llcanilng 82/03/03 HALL. W Babcock b 

HUcoa Oparatlng Plant* Ownar* Oroup Z4pp. 12489 300 24X 

Flcha 90-000, 02/03/03.8204010237 


6204010016 Summirg of 820308 maatlng u/O&U licaniaaa b BbU ra not i la 
cracking prob lams Status of facilitv condition* llitad. 

UAONER. P C Oparatlng Reactor* Branch 4 82/03/IS Oparatlng 
Reactor* Branch 4 23pp 12491 336 24X Flcha 90-000,82/03/13, 
8204010016 


203190001 Oanarlc Ltr 82-09 to all lie ansae* of oparatlng pouar 
raactors rf poit-TMt raqulramantt 

EISEMHOT, D 0 Dtvliion Of Licensing 82/03/1? HAUSPtlRO, A. 
Contolldatad Edison Co of Ntu Tork 7pp 12913 128 24X 

Flcha 90-000.82/03/19,8203190001 


1204010398 ForuBr4* ravl**d application for amend to License NPF— 3 
consisting of changts to Tech Specs Figures 3 l-2a 6 3 l-3a 
of Cgcle 3 Reload Rapt BAH-1707 (Figures 8-9 b 8-10 of 
rapt) 

CROUSE, R P Tolado Edison Co 82/03/23 STOLZ, J, F Dparatlnfl 
Raactors Branch 4 2pp. 12479:391 24X Flcha’ 90-346, 82/03/23. 

8204010398 


204010361 Application for amend to License NPF-3 consisting of changes 
to Tech apici Figurts 3 l'2a 1> 3 l-3a of Cgcla 3 Raload 
Ispt BAW-1707 (Ftguras B-9 & 0-10 of rapt) 

IROUBE.R f Toledo Edison Co 82/03/23 Ip, 12479 353 Z4X 
Icht 90-346.02/03/23,6204010398 


'4010363 Tech 8p*e changes to Flgurai 3 1-2 j b 3. 1-3* of Cgela 3 
aload Rapt BAM-1707 (Figures 6-S 6 8-10 of repti. Safetu 
valuation end 

• Toledo Edison Co 82/03/23, 6pp 12479 394. 24X 

icha- 90-346, 02/03/23. 6204010398 


30083 Not! fits of eomplatlnn of post-imp lamantatlon ravlaiu of 
ft technical advisor training program. NUREO-0737 Itim 
I 1 Program, accsptahla 

■Z.j F Oparatlng Reactor* Branch 4 82/03/29 CROUSE.R.F 

Ido Edison Co 2pp. 12619’274 24X Fi ch *' 90-346. 82/03/29, 

I0B00B3 


'0398 Raiponds to FOIA riquast for thrsa categorlat of Info r# 
I caoia pstittons Oacumsnts Uitsd In App A and 
•-S1-497 dfscrlbcii In App 8 withheld <raf FOIA Ezamption 


—8108240213 Forward* request for addl info ra electrical eonneetian* 
batuean CSF actuation sgs channels Info need to supprt NRC 
Investigation of 601209 Inadvertent actua tl on. Response 
raquestad ulthln 30 dag* 

8T0LZ,J F Oparatlng Raactors Branch 4 81/08/12 CROUSE, R P 

Tolado Edison Co 3pp 69931' 330 24X Ficha 90-000.82/03/29. 

8204220398. 


8204270919 Sumnarg of 620316 meeting u/Bbl4 licantaa* b representatives 
in Bethisda.HD ra HPI noiile cracking Plant specific 
praianta t ions given 

PAOOVAN. M L Operating Raactors Branch 4. 82/03/30 Oparatlng 

Reactor* Branch 4 Bpp 12872 123 24X Ficht 90-000.82/03/30, 

8204270919 


6204060063 Advise* that evaluation of NUREO-0737, I tarn 11 0 1 r* testing 
of preisuriier coda eafatg b power oparatsd ralisf valvat 
underwag. Beso iut ion available for required 820701 submittal 
CROUSE.B P Tolado Edison Co 62/03/31 STOLZ, J F Operating 
Raactors Branch 4 ip 12954 174 24X Flcha 90-346,82/03/31, 

8204060063 


6004020666 Otscusfai 790112 reactor trip at faeilltg Raylaw of avant 
revealed questionable plant response b possible safatg 
Isaue Input! to integrated control tg* should ba avaluated 
to ensure compliance u/FSAR 

HUNTER, D R Region 3, Chicago, Office of the Director. 60/02/12. 
UQROAN, E L Division of Reactor Operations Inspections Ip 
12920,132 24X Ficha. 50-000, 82 /04/02, 6204300003 


— 8007030469 Dlscuisas Bbhl PUR transients from full power conditions b 
general implications re loss of site power analgted 
tranilant Scenario for loss of offsite power from full 
power attached b eactlon* of Oavli-Betse FSAR end 
HUNTER, O.R. Region 3, Chicago, Reactor Construction b Englnetrlng 
Support Branch. 79/12/27, OADLIARDO.U E Division of Reactor 
Construction Inspection I7pp. 02639 031 24X 

Flcha* 80-000, 82/84/02, 6204300003 


8204090266 Advises that response to 620304 request for addl Info re 
environ qua 1 i f 1 catl on of safatg-related alactrtcal aqulpmant 
will be submitted bg 620907 Manpower requirements during 
currant refueling outage preclude earlier submittal 
CRQUSE.RP Toledo Edison Co 62/04/09 STOLZ, JF Opsrating 
Reactors Branch 4 Ip 12627 291 24X Flcha 90-346,82/04/09, 

8204090286. 


8204120010 Advises that Clast III fas will ba refunded since 811103 
requastid changes ra 10CFR50, 34 (p } do not decrease 
•f f ac tlvensss of lacurltg plan b do not raqulre NRR 
approval 

KILLER, H 0, License Fse Kanagemant Branch 82/04/09 CROUSE.R P 
TdladP Edison Co Ip. 12692-199 24X Flcha; 90-346, 82/04/09, 

6204120010 


8204190393 Forwards request for addl Info re NUREO-0737, I terns I A 2. 1 b 
U.B. 4 Respona* within 30 dags requested 

STOLZ. JF Operating Raactori Branch 4 82/04/09 CROUSE.R P 

Toledo Edison. Co 9pp. 1271? 032 24X F1 che; 90-346. 82/04/09. 

8204190353 


B204SIO336 Forwards safatg avaluatlon ra hlUREO-0737 I tarn II K 2,9. 
“Fallurt Koda Effsets Analgsli on Intagratsd Control 6gs. " 
Facllitg naets ail currant ragulatorg raqul remants. Further 
Isauaa will be reviewed under Ifnreaolved Safetg Issue A-47 
STOLZ, J.F Operating Reactor* Branch 4 82/04/09 CROUSE.R P 

Tolado Edison Co 2pp. 12800:338 24X Flcha 90-346,82/04/09, 

6204210336 


—8204210996 Safetg avaluatlon re NUREO-0737 Item II. K 2.9, "Failure Mod. 
Effects Anelgtis an Integrated Control Sgs, " Item 
satiafactorlig revolved 

a Office of Nuclear Reactor Regulation, Director 82/04/09 9pp. 

1 2800; 340 24X Flcha; 90-346, 82/04/09, 820421 0336 


0204190211 Forward* info requested 820210 re "RC8 High Point Vents,” 
TKI Action Item ll, B. 1. Installation of presturiier ventlina 
will be delaged until 1983 refueling outage. 

CROUSE.R. P Toledo Edison Co. 82/04/13 STOLZ, J, F Operating 
Reactors Branch 4. Upp 12721,304 24X Flcha' 90-346, 82/04/13, 

6204190211. 


—6204190213 Suppl to "Small Break Operating Quidelinet, " 
a Saheark S. Ullrav Ra ISaa. 127211319 


ON. JM. DivlsUrs of Rulii and Records 82/03/29 BELL, N Fiche' 90-346. 02/04/13, 820419021 1, 

litton for Safe Power. 6pp 1SB20 106. 24X 

he' 90-000. B2/(>3/2?, 6204220398 

— 8204190219 "LoeS of Reactor Coolant b Reactor Coolant Praasura.". 
nuclear aaf atg-ralatad, 

HUMPHREYS, 0, 0. , LINOENFELTER, U. . 8T ALTER, L Tolado Edison Oo, 

82/01/20. 67Pf. 12721:329. 24X Flch*' 90-346, 02/04/13. 8204190911, 
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—6204190217 Abnnrmal procedure “Inadequate Core Cooling Ouidelineti" 
nuclear eaf atg-related 

aiJENNOZ. 5 J LlNOENFELTCfi, J Toledo Edison Co 82/02/10 7pp. 
12722 037 24X Fiche 50-346,02/04/13,8204170211 


--3204070245 Notice of violation from insp an 6Z0121-S2 

NORELtUfi, C E Divliion of Engineering (t Technical frograms. 
02/03/26 Ip. 12627 206 24X Pic he 50-346, 02/03/26, 8204070243 


8204200136 Provides implementation status of NUREO-0737 Item II K 2 10, 
tafetg-gradc trip sgs Current design accep tab le, pending 
completion of pushbutton mods to sgs output modules 
Installation scheduled consistent u/util 801230 commitment 
CBOUSE.fi P Toledo Edison Co 82/04/14 STOLZ.JF Operating 
Reactors Branch 4 Ip 12740 01 S 24X Flche 90-346,02/04/14, 
8204200136 


8204270013 Forwards safetg evaluation of TMI Item II E 4 2{5) 
Containment isolation setpoint meets requirements 
SrOLZ.-J F Operating Reactors Branch 4 82/04/14 CROUSE, R P 

Toledo Edison Co 2pp 12874 043 24X Flche 90-346,88/04/14, 

8204270013 


— 8204270016 Safetg evaluation supporting rain containment pressure 
setpoint 

a Operating Reactors Branch 4 82/04/14 Ip 12874 045 24X 

Flche 50-3 4 6,82/04/14,0204270013 


— B204270030 “Technical Evaluation of Response to Position 5 of Item 
II E 4,2 of NUREO-0737, Conta 1 nment Isolation Setpoint “ 

WADE.U □ . RUVALCAPA, W R , BRODERICK, N E EQiO, Inc SRO-246 
81/05/31 NRC - No Oetelled Affiliation Olven 2pp 12374 046 
244 Flche 50-346,82/04/14,8204270013 


— 8204090248 IE tnsp Rept 90-346/82-07 an 820121-22 Koncomp liance noted 
failure to perform safetg evaluation in accordance 
1U/IOCFR90 99 

R0BIN8DN, D L , JACKIH, I N Division of Engineering li Technical 
Programs 82/03/19 3pp 12629 207 24X Flche 90-346,82/03/26. 

8204070243 


8204220397 Forwards IE Insp Rept 90-346/02-03 on 020111-19 6 notice of 
viola tlon 

NQRELIUS, C E Division of Enginearing t; TechnicaL Programs 
02/04/01 CROUSE, R P Toledo Edison Co 2pp 12009 OOt 24X 
Flche 90-346,82/04/01,8204220397 


— 8204220363 Notice of violation from insp on 820111-19 

NORELIUS, C E Division of Engineering It Technical Programs 
82/04/01 4pp 12809 003 24X Flche 90-346.82/04/01,0204220359 


— 8204220371 IE Insp Rept 50-346/82-03 on 820111-13 Noncomp liance noted 
lact of fire suppression igs In control room 4< lack of 
adequate administrative controls over fire protection 
program 

GROBE.J A , MENDEZ. R , WILLIAMS. C C. Division o# Engineering 6 
Technical Programs 82/03/24 lOpp 12805 007 24X 

Flche 30-346, 92/04/Ot, S20482O3S9. 


B304I60155 Ceneric Ltr 82-06 to all PWR plant licensees t, applicants re 
transmittal of NUREO-0907 relative to Oinna tube rupture 
U/Q end NUREO List of NRC recipients end 

EISENMUT. D 0 Division of Licensing 82/04/15 HAUSPUHO, A 
Consolidated Edison Co of New York 7pp 12787 203 24X 

Flche 50-000.82/04/15,8204160199. 


8204260210 Ack receipt of 820114 , 0226 %t 0323 Itrs informing NRC pf 
steps taken to correct violation noted in IE Imp Rept 
30-346/02-10 

SPESSARDj R L Division of Project it Resident Programs 02/04/05 
CROUSEiR.P Toledo Edison Co. Ip 12037 266 24X 

Flche 90-346,02/04/05,8204260218 


8204270182 Advises that response to Generic Ltr 02-05, "Past-TMI 
Requirenents, " will be delaged until 820430 Detag due to 
citenslve outage activities 

CROUSE, R P Toledo Edison Co 02/04/17 STOLZ, J F Operating 
Reactors Branch 4 Ip 12093 079 24X Flche 50-346,82/04/17, 

8204270182. 


— 8204260233 Responds to NRC 01121S ltr re violations noted in IE Insp 
Rept 90-346/82-18 Corrective actions facllltg Change Request 
81-266 Implemented on 811014 to reset pre ssuro/temp 
blftables to ensure tripping 

CROUSE, R P Toledo Edison Co. 82/01/14. SPESEARDiR L Division 
of Resident 6 Project Inspection 3pp. 12837 270. 24X 

Flche 90-346.82/04/05,8204260218 


€204210275 Generic Ltr 82-09 to all power reactor 1 icenscss, app 1 Icants 
for OLiNSSS vendors !< reactor vendors re environ 
qualification of lafetg-related electrical equipment 
NRC position re qualification requirements end 
EI8ENHUT. D O Division of Licensing 82/04/20 HAUSPURO, A 
Consolidated Edison Co of New York I0pp 12B62 337 24X 

Fiche 90-000, 02/04/20, 8204210279 


— 8204260240 Tilecopg RD re mas etrlng error of pressure/temp bietable of 
raector protection sgs ticaedlng allowable values of Tech 
epee 2 2 1, Table 2 2-1 Event reported on 811016 Faciltg 
change requeet Impl Bmanted. 

MURRAY, T D Toledo Edison Co. 81/10/16 MCGREGOR, L Region 3, 
Chlcego, Office of the Director (81/03/01) Ip 12837274. 24X 

Fiche 90-346,82/04/05,8204260218 


0 Inspection reports, IE Bulletins tt correspondence 


€204070254 Forwards IE Emergencg Preparedness Appraisal 50-346/62-01 
on 020208-1? No noncompliance noted 

KEPPLER.J 0 Region 3, Office of Director 82/03/23 CROUSE, R P. 
Toledo Edison Co 18pp 12627 027 24X Flche 50-346,02/03/23, 

€204070254 


— B2O4070264 IE Emergencg Preparednets Appraleal 50-346/82-01 on 
820208-19 No noncompliance noted Major aroai inspected 
onsite emorgeneg preparedness program, emergencg 
organi ta t ion, tra In Ing 6 coordination w/offsite agendee 
GRAIir, W B , PATTERSON, J P , LICKUS, R M Division of Emergency 
Preparedness it Operational Support 82/03/22 4Bpp 12629 039. 
24X Flche 50-346,82/03/23,8204070254 


8204090169 Forwards IE Insp Rapt 50-346/02-10 on 820301-04 No 
nonconpllance noted 

HIND. J A Divlalon of Emergency Preparednett i, Operational Support. 
82/03/24 CROUSE, R P Toledo Edison Co 2pp 12623 161 24X 

Flche. 50-346. 82/03/24,8204090169 


-8204090173 IE Insp Rept 50-346/82-10 on 820301-04 No noncomp liance 
noted Major areas Inspactad collection of eamplaiiOA t, 

OC of analytical meaiurements 

OEBTMANN, M J , ROZAK. S , PAPER lELLO.C J Division of Emergencg 
Preparedness 6 Operational Support 02/03/23, 7pp 12628' 163 
24X Flche 90-346,82/03/24,8204090169 


8202040113 IE Info Notice 82-08, "Cheek Valve Failures on Diesel 
Generator Engine Cooling 8gi " U/svc list 
» Mrecto-r's Office, Office of Inepoctlon and Enforcement 
82/03/26 4pp 12e62'399 24X Flche 90-000,02/03/26,8202040113 


8204070243 Foruarde IE Inep Rept 50-346/82-07 on 820121-22 It notice of 
vloietlon. 

NORELIUS, C E Divieion of Engineering k Technical Programs 
82/03/26 CROUSE, R P Toledo Edison Co 2pp, 12629.204. 24X 

Flche. 50-346, 82/03/26, 8204090243 


-8204260244 Responds to KRC 811215 ltr re vl.olatloni noted in IE Insp 
Rept SO-346/81-lS Corrective actions independent review of 
safetg features actuation sgs instruma'nt ceiibr proesdures 
will be conducted to verify Instrument string accuracies 
CROUSE, R P Toledo Edison Co. 02/02/26 SPEBSARD.R L. Division 
of Resident Project Inspection Ip. 12837' 27S 24X 

Fiche 50-346,82/04/09,0204260210 


— 8204260248 Responds to NRC tele on re IE Insp Rept 80-346/81-18 
Corrective actions independent reviews will he conducted 
of reactor protection sgs instrument calibr pracedurei bg 
820831 

CROUSE, R. P Toledo Edison Co 82/03/23 SPESSARD, R L Division 
of Project ti Rieldont Programs Ip. 12037’276 24X 

Flche 50-346,82/04/05.8204260218 


8204130276 Responds to NRC 620QD8 requeet for add 1 info re response to 
IE Bulletin 80-11, ''Masonry Mall Design “ Request lulil be 
raviawid during uk of 920412. Info will be ■ ubmi ttad in May 
1982 

CROUSE, R.P. Toledo Edison Co. 82/04/07 STOLZ, J. F Operating 
Reactors Branch 4 Ip 12657 341. 24X FI che; 50-346, 02/04/07, 

0204130296 


B204220167 Forwards IE Insp Rept 50-346/82-02 on 620101-0220 ti notice 
of violation 

SPESSARD. fl L. Divieion of Project 8, Reel dent Programs 02/04/08 
CRQUSEiR P, Toledo Edison Co tp. 12809' 073, 24X 

Flche; 90-346, 82/04/08, 8204220167 


— 8204220171 Notice of violation from insp on 820101-0220 

SPESSARD, R L Divieion of Project it Resldint Programs, 82/04/00 
Ip. 12009:074. 24X Fiche; 50-346, 82/04/08, 8204220167. 


— 8204220174 IE Insp Rept 90-346/82-02 on €20101-0220 Noncomp! i ance 
noted . f a 1 1 u r e to conduct survetLlence testing per ASME code 
requirements 

REYE8.L A , ROGERS, M 0., STREETER. J F Division Of Project «< 
Resident Programs. 82/04/05, 6pp. 12005' 075. 24X 

Flchs:5 0-346, 82/04/08, 8204220 1 67 
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8302040(42 IE Inf a No tics 62-ll> “'Potantiol I nacc urae (•• In Mi<f* Ronga 
pratiura Inatrunant* Usad in Ma«<;inghouaa Daalgnad Plant* " 

Svc Hat and. 

■JORDAN) E L Olvitlon at Enginaaring (■ Qualltg Asauranea BS/CA/OV 
03p; 12878 342 24X Picha SO-000, 82/04/0?. 8202040142 


62042AO3&1 Foruardt tabulation* on itaam ganarator imp l< malnt for 
iltU plant* batad on info provldad bg util 

STOLZi J F Qparatlng Raactor* Branch 4 82/04/18 Dot* Pou*p Co 

IBpp 12898 2eB 34X FI chi 90-000, 82/04/ 1 9> 8204260341 


8204300870 Raspond* tn NRO 820323 Itr ra Emargincg Prapar idna** 
Appralial Rapt 30-346/63-01 on 820200-1? Corractiv* action* 
oparatlon* crau parionnal to b* ratralnHidi amargancv plan to 
b* rtvitid & off-hour* ihift augdiantatlon drill* to be bald 
CROUSEfR P Toledo Edi*on Co 02/04/20 KEPPLER< J 0 Region 3> 
Office of Dlrictor t6pp 12886 340 24X Flcha. 30-346. 82/04/20, 

8804300270 


8202040143 IE Info Notic* 82-12, "Surva 1 1 lane • of Hydraulic Snubbir* " 
H/*ncl *vc lilt 

■JORDAN, E. L Divieion of Engineering & Quail tg Assurance 82/D4/31 
64pp 12B73 001 SAX Flcb* 30-000,82/04/21.6202040143 


6204300364 Ac h receipt of 620414 Itr informing NRC of stip* taian to 
correct violation* noted In IE Insp Rapt 30-346/62-04 
NOREUIOS, C. E Division of Engln**rlng & Technical Program*. 
B2/04/26 CROUSE, R P Tol ado Edison Co Ip 12886 070 24X 

Fich«- 90-346. 62/04/26,6204300364. 


— 8204300373 Raspond* to NRC 820223 Itr ra violation* notad in IE Insp 
Rapt 90-346/62-04 Corrcctlva actions opirator training 
racordt stored in ftra rated cabinet* l< 1 tcansod operators 
camplated rtqulrad reading 

CROUSE, ft P Toledo Edison Co 62/04/14, KEPPLERxi P. Region 3, 
Office of Director Ip 12888 091 24X Ficha 30-346,82/04/26, 

8204300364. 


8 Riportabla occurrence* , LEft* (< reiatad cor raspondenca 


6204190109 Rasp and* to FOIA request that OECD Incident Raporting By* 
r*pt* ba placed in POR Documents Ilstad in app avallabl* in 
POft Other pertinent document* complttaly withheld <raf FOIA 
Eienptlon 41. 

F£t.TON.,J H Dlvlilon of Rule* and Records 81/11/0? CONNOR, L 
Ooe-a*arch Aisoclato* 3pp 12708 33? a4X FIch* 50-000, 81 /I I/O?, 
820418010? 


— 6204130333 Incident Reporting Sy* Rapt 30 ra 80041? lots of dacay hiat 
rimoval capability of facility 

* Organlratlon for Economic Cooparatlon (i Davelopnsnt (Paris) 
Bl/03/23 6pp 12709 26? 24X Flchs 50-000,61/11/09,6204130109 


6204020454 RO NP— 09-62— 02 on 620222, fraa chlorina discharged In excess 
of ET8,8sction 2 3 1 limit of 2-h per day Causad by 
equipment deficiency Feed rate will be verified during 
chlorination sys lineup change*. 

(fllRRAV, T D Toledo Edison Co 62/03/22 HEPPLER.J 0 Region 3, 
Office of Dlrsctor 2pp 12301 209 24X Ficha 30-346,62/03/22, 

8204020434 


S204 180367 Forwards updated LER 03-OO9/O3U-1 

HURRAY, T.D Toledo Edison Co. 62/03/22 KEPPLCR.U 0. ReglPii 3, 
Office of Director Ip 12641 234. 24X Ficha 90-346,62/03/28, 

8204120367. 


— B204120372 Updated LEft B2-009/03L-I. on 82020? & 17, door 107 which 1* 
accei* from ECCS 8 pump room 115 to avlice 1 laneeui waste 
monitor tank room 114 found bloctad open Caused by design 
dsficlsnc yi 820217 incident caused by personnel error. 

STOTZ, d. Toltdo Edison Co. 62/03/22. Region 3, Office of 
Director Ip 12641 239. 24X FI Che* 30-346, 82/03/22, 82041 20367 


8204000397 Forwards LER 62-011/031.-0 

MURRAY,! D ToJsdo Edison Co. 82/03/23. KBPPLER, U 0 Region 3, 
Office of Director Ip 12600 201. 24X Ficli*" 50-346, 02/03/29, 

8204060397. 


8204080406 LEft 62-011/03L-0- on e202a5,whil* porformlng control rod 
aisrciitng test, control rod S-2 dropped to OX withdrawn. 

Cauisd by blown fuse In transfer twitch module assembly 6 
phase. Blown fuse rip laced 

8HARTZ,J. , batch, 6- Toledo Edison Co. 02/03/29. Raslon 3, 

Diraetor 3pp, 12600 282, 24X FI che. 90-346.02/03/29, 

8204080397, 


04080501 Forwards LER 82-012/01 T-0. 

WRRAY, T D Tolsdo Edison Co 82/03/26 KEFFLER,.d 0. Region 3, 
*29?? 021 . 24X Ficha; 90-346, 02/03/26, 


— 0204000307 LER B2-0t2/OtT-o on 820314, during final stagsf of RCS 
cooldown, wa tsr injected to make up for RCS inventory 
shrinkage was lower than espseted boron concentration Caused 
by pertonnsl 6 procedure error Procedure modified 
KOCISiR C Toledo Edison Co 82/03/19 Region 3, Office of 
Director 2pp 12399 022 24X Fiche 30-346, 82/03/26, 820408090 


0204120312 Forwards LEft a2'013/03L-0 

HURRAY, r D Toledo Edison Co 82/03/31 KEPPLER.J 0 Region 3, 
Office of Director Ip 12634 003 24X Fiche 90-346,62/03/31, 

6204120312 


— 8204120310 LER 02-O13/O3U-O on 820302, radiation element RE 2007 In 
safety features actuation sys channel 4 failed tow Caused by 
broken wire In cable connector In penetration box P4LI0X 
Connector reterminated It detector replaced 

ELDRCDi D T Toledo Edison Co 82/03/31 Region 3, Office of 
Director 3pp iS634 004 24X Fiche 30-346,82/03/31,83041203! 


8204260218 Ack receipt of 820114,0226 S, 0323 Itrs informing NRC of 
steps taken to corract violation noted in lE Insp Rapt 
30-346/82-10 

BPESSARD.R L Division of Project It Resident Programs 82/04/03 
CROU 8 E 1 R P Toledo Edison Co Ip 12837 266 24X 

Fiche 90-34 6 1 82/04/09, 82042602 1 8 


— 8204260240 Telecopy RO re max string error of pressure/t emp bistab 
reactor protection sys exceeding allowable values of Tech 
Spec S 2 1, Table 2 2-1 Event reported on 811016 Facilty 
change request implimented 

MURRAY.! D Tolsdo Edison Co 81/10/16 HCOREOOR. L Region 3. 
Chicago, Office of the Director (81/03/01) Ip 12837 274 241 

Ficha 50-346, 82/04/03, 82042602 1 8 


9204200018 Forwards LER 8a-016/03L-0 
HURRAY,! D Toledo Edison Co 82/04/00 KEPPLER.J 0 Region 3, 
Office of Director Ip 12742 359 24X Fiche 90-346,82/04/08, 

8204200018 


*-6204200029 LER 82-016/03L-0 on 8203 I 2, door 108 found w/both door 
closure mechanltme broken Caused by improper operation «f 
mechanisms Niw parts ordered 

8T0TZ,J Toledo Edison Co 52/04/08 Region 3, Office of 
Director 2pp 12742 360 24X Fiche 30-346. B2/04/OB, 8204200011 


820420023? Forwards LER e2-0l5/03L-0 

KURHAY. T D Toledo Edison Co 82/04/08 KEPPLEH, .J 0 Region 3. 
Office of Director Ip 12737 213 24X Fiche 30-346,82/04/08, 

620420029? 


—8204200267 LER a2-019/O3L-O on 820312, shift supervisor failed to 
Instruct operators to start control room ventilation in 
recirculatl on. mods during routine malnt on chlorine 
detector Cauied by operator error 

KOCIS, R C Toledo Edison Co 82/04/06 Region 3, Office of 
Director 3pp 12737 214 a4X Fiche 50-346,82/04/08,6204200259 


8204200276 Forwards LER 02-OI4/O3U-O 

MURRAY,! D Toledo Edison Co 62/04/08 KEPPLER.J 0 Region 3, 
Office of Director, Ip 12737 093 a4X Flthe 30-346,82/04/08, 
82O4S00276 


--8204200284 LER 02-01 4/O3L-0. on 8203II,fir* door lOlA blocked open by 
temporary hose Caused by const personnel error durlny flush 
of level Instrumentation column Operator posted at door 
until hose remavid 

CARR, P N Toledo Edison Co. 62/04/06 Region 3. Office of 
Director 2pp. 12737 094 24X FJ che. 50-346, 82/04/06, 8204200276 


8204200148 PNO- II I— 83-036. on 820413, dur Ing routine eddy current testing 
of outer periphery tube* In Number 2 steam generator, tube 
denting Identified In vicinity of auxiliary feedwater ring 
header. Ring header damage noted & holding pin missing 
REYES. L , GPESRARD.R- Region 3. Office of Director 82/04/13 Ip 
12739-320 24X Fiche 30-346, 82/04/13, B204200148 


8204220477 PNO- 1 1 1-82-039: on 820414, contract boilermakers It ml 1 lurlgh ts 
working on control rod drive mechanism* walked off job 
during jurisdictional dlsputs Picket line* set up at const 
gat* (i union workers refused to cross 

BVRONrP . SPESBARD, ft. Region 3, Office of Director 82/04/14 Ip 
12808:164 S4X Fiche 30-346,02/04/14,8204220477 


8204220480 PNO- I 11-82-041 on 8204 16, crack ing identified in 30 of 142 
blade* in eleventh stags of low praiiuro turblno A Nina 
blades seriously cracked. Both A It 8 low preitur* turblnei 
will be Inspected fully 

BYRaN,P > HUNTER, 0., SFEBSARD.R Region 3, Office of Director 
82/04/16. ip. 12806:296 24X Ftch* 30-346,82/04/16,8204820420. 
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3204220448 PH0~I I t~B2-O30A Intp of stooin ponorotor 1 dotcrffllntd 

<;h«t ouxlliary fctdua^tr ring h«ail ••paratcd from noiilt it 
braclitt* damagtd or milling Stoam ganorator B ring haadar to 
ba Inigactad 6204t7-‘18 

BVROtr. p . HUNTERtO < 6PEB8AR0, R Rag ion 3< Qffict of Dtractor 
82/04/16 Ip 12806 229 24X Ficha 90-34 6> 82/04/16, B20422044S. 


8204270242 PNO- 1 1 1-82-038B on 820420, ale am of autlllarg faaduiatar 
haadar in ibaam ganarator 2 ravaalad damaga ilmllar to that 
laan In staam ganarator I Pins 6 brackati milling in four 
out of alght brackat sati NSSS maatlng u/util on B20420 
BVROK. P . STREETER, J . SPEE&ARD, R Raglan 3, Off lea of Dirac tor. 
82/04/20 tp 12892 333 24X Flchs 90-346,02/04/20,8204270242 


8204300201 Forward i LER 92-01 7/O3L-0 

MURRAT, T O. Tolado Erfiion Co 82/04/21 KEPPLER, J 0 flaglon 3, 
Offlca of Director Ip 12990 196 H4K F Icha- 90-346, 82/04/21, 
9204300201 


—8204300204 LER 82-017/03L-0 on B20323,valva C820 dt leaver ad locked in 
wrong position Cauiad bg psrionnol error. Shift oparatori 
retrained on lafatg ilgnlficanca 6 inpllcatloni of having 
locked valval In abnormal poiitloni 

LARO, T. Toledo Edtion Co 82/04/21 Region 3, Offlca of 
Director 3pp. 12890 197 24X Ficha 90-346.82/04/21,8204300201 


DOCKET 30-348 JOSEPH M FARLEY NUCLEAR PLANT. UNIT 1 


F Sacurltg, medical, amarganeg b fira protection plane 


6204230308 Dlacuiaai inherent problem w/4-uira amirgeneg notification 
egt telephone circuit To prevent lockup, util ihould aneura 
that lacond call ii not aitabliehtd ulthln 20-c aftar 
original call 

STOHR.J P Dlvielon of Emorgoneg Praparadnait S, Oporational Support 
02/01/29 UHRIO.R.e Florida Powar fc Light Co MCDONALO.R.P 
Alabama Pouier Co JONES, J A. Carolina Pouar It Light Co 4pp 
12816 132 24X Ficha; 30-000, 82/01/29, 0204230300 


8204230420 Raspondi to ejuaitioni ra natura of riiponia during 
amarjanev, NRC role during amarganeg b need to affactivalg 
interface u/1 Icaniaa organliatlon at technical eupport ctr b 
amarganeg operatloni facllitg during raiponce to amarganeg 
STOHR.J P Dlvlilon of Emargoneg Praparadnaee b Oparattonal Support 
82/01/29 UHRIO.R E. Florida Pouar b Light Co. MCDONALD, R P. 
Alabama Pouar Co. JONES, J. A. Carolina Pouar b Light Co 7pp. 
12819.264, 24X Ficha 90-000,82/01/29,8204230420 


8204230472 Dlacuieai ichadula of info to ba lubnlttad bg utlli In 
advanca of amarganeg praparadnaei axarclsa Approprlata data 
b local aganciae ihould ba Informtd uall In advanca of 
okarclsBi to facllltiata participation 

8TOHR,J.P Divition of Emargancg Praparadnaei b Oparational Eupport 
82/01/29 UHRIOiR.E Florida Pouar b Light Co MCDONALO.R.P. 
Alabama Pouar Co. JONES, J A Carolina Pouar b Light Co. 4pp. 
12814.294 24X Ficha 90-000,82/01/29,8204230472. 


G204210S22 Foruardi Ravliion 3 to lacurltg plan b Rtvltlon 2 to 
eocurltg parionnal training b ((ual 1 fi cation plan 
Raviiioni ulthhald (raf 10CFR73.21) 

CLAYTON. F L Alabama Pouar Co. 82/04/12. VAROA.S A Oparatlng 
Raactori Branch 1 Spp 128ai'204. 24X Ficha: 90-340, 82/04/12, 

8204210922 


8204220305 Raquaiti aeamptlon from raguiramanti of 10CFR90. 48 b App R 
to ailou aktanilon of data for lubmlttlng dailgn 
daicrlptlons of altarnata or dadlcatad ihutdown igi from 
820601 b 821001 to 820701 for Unite 1 b 2. 

CLAYTO,N, F. L. Alabama Pouar Co. 82/04/20 VAROA, S A Offlca of 

Nuclaar Raactor Ragulation, Olractor. Ip, 12806:130, 24X 

Ficha* 90-34B, 82/04/20, 8204220309 


J. Iniuranca b Indamnitg Information 


8204230390 Foruardi Endoriamanti 33 b 34 ta MAELU Pollcg MF-93. 
fielder. J. Harah b McLennan, Inc , M b M Nuclear Conaultanti, Inc. 

Olv. 82/04/19, 8AUTZMAM,J. Aiilitant Olragtor for State b Licenea# 
Ralatloni. 3pp. 12817*139. a4X Ficha; 90-348,82/04/19, 8204230390, 


P. Oparatlng licania itaga documantt b corraepondanca 


8204830861 Conflrmi 820106 arrangamanti for 820119 maatlng w/utll In 
Atlanta, OA to dtscui* potantlallu Inadaduata containmant 
eprag age for Unit 2 b improparlg lackao valva on gadiun 
hgdraxlda addition «gi on Unit 1, 

LEWIB, R.C. Dividon of Raildant b Raactor Projaet Impaction. 
82/01/0® MCDONALD, R.P. Alabama Pouar Co. tp. 12817*333, 24X 

FUha* 90-34B, 82/01/08, 8204230261. 


8204230939 Conflrma raicheduling of 820119 maatlng to dltcuss 
potantlallg tnadaquata containmant sprag igs at Unit 1 b 
improparlg locktd valva on sodium hgdrodda age at Unit 2. 

Proposad aganda and 

LEUIS.R C Olvlston of Rasidant b Raactor Pro^fact tnspaction 

02/01/29. KCDDNALD.R P Alabama Power Co 2pp 12B13 296 24X 

Flchc. 90-343, 82/01/29, 8204230339 


6204230334 Confirm! arrangemanti for 820311 maatlng in Region 2 ofc to 
dlecuss indications found bg ultrasonic eiam in pratsuriiar 
lower shall ueld, par 820301 raquaet 

LEWIS, R C Division of Projacb b Rasidant Program 62/03/03 
MCDONALD, R P Alabama Pouar Co Ip. 12813 341 24X 

Ficha 90-348,82/03/03,8204230934 


8203190001 Oenaric Ltr B2-0S to all llcanseai of operating power 
reactors re poit-TMI raqul ram ante 

EtSENHUT, D 0 Dlvlilon of Llcanelng 82/03/19 HAUSPURO.A 
Consolidated Edison Co of Nau York. LUNDVALL, A E Daltlmora Oas b 
Electric Co K0RI8I.A V Boston Edison Co 7pp 12913 120 24X 

Ficha. 90-000, 82/03/19,8203190001. 


6203290299 Application for amend to OL. changing Tach Specs for high 
dansitg spent fuel storage rack installation 

CLAVTDN, F L Alabama Power Co 82/03/19. VARGA, B A Office of 
Nuclear Reactor Ragulation, Dlractor 2pp 12437 049 24X 

Ficha. 90-340, 82/03/19,8203290299. 


— 8203290300 Proposad Chang as to Tach Specs 9. 6 b 9 7 ra spant fuel 
storage rack Installation Safatg evaiuatlan enc 1 
a Alabama Power Co 92/03/19 3pp 12437 031 a4X 
Ficho 50-348,02/03/19,8203290299 


— 0203290302 "Spant Fuol Pool Mod “ 

a Alabama Pouar Co 02/03/31 lOOpp 12437:059 24X 

Ficha. 90-348,02/03/19. B203290299 


8203310300 Commants on NURE0-0899, “Ouldelinas for Praparatlon of 
Emargancg Oparatlng Procaduras " Intagrated approach to 
addrass all amarganeg responsa Issues raconmtndad 

CLAYTON, FL Alabama Power Co 82/03/19 OCXlDMANrM Procaduras b 
Test Ravitu Branch 2pp 12499 120 24X FI cha. 90-348, 82/03/ 19, 

0203310300 


8204020332 Commants on proposed revision to iOCFRSO, App J ra primary 
raactor containmant leakage tasting for uatar coolad power 
raactors Change to intagrated leak rata test would ba 
costlg.u/no perceived benefit to health b safatg of public 
CLAYTON.FL Alabama Pouar Co 82/03/23 DENTON, H R Offlca of 

Nuclear Reactor Ragulation. Director 2pp, 12496 253 24X 

Flchc. 50-349, 82/03/23. 0204020332 


6204190179 Forwards IE review O'P util submittals ra NUREO-0737 TMl 
Action Plan Items. I A. 1 3, "Shift Hanning, " T C. 9, "Feedback 
of Operating Exparlanca" b I C. 6, "Varifg Parformarica of 
Operating Exparlanca." 

VAROA.S A. Operating Raactora Branch 1 82/03/24 CLAYTON. F L 

Alabama Pouar Co 6pp 12731 303, 24X FI cha: 90-349, 82/03/24, 

8204190179 


8204020276 Responds to 820302 ltr re License Condition 
2 C <21 ) (l>(4)<ii,NURE0-O737 Item 11 K 3 30 Uastinghousa 
ulll provide draft rapt In Apr ra small break LQCA modal b 
final rapt, applicab la to all Wastlnghouse ays. In Jul 1982. 

CLAYTON, F L Alabama Power Co. 82/03/26 VAR<1A> Q A Office of 

Nuclear Reactor Ragulation, Dlractor. Ip. 12497. 174 24X 

Ficha: 90-348, 82/03/26,0204020276 


8204070631 Raquaits notification If NftC understanding that no tochnlcx 
deviations from NUREQ-0737 Item III 0 3 3 ra impravtd 
In-plant iodine Instrumentation under accident condition, 
ware requested for Unit 1 is incorrect 

VAHOAfB A Operating Reactors Branch 1 82/03/26. CLAYTON, F L. 

Alabama Pouar Co app. 12996*313, 24X Ficha 90-348.82/03/26. 

8204070631 


8204070664 Comments on 811222 b 820114 roaponsas to TMI Action Plan 
Item 11 K 3 3 on reporting relief b aafatg valva failures b 
chaltangai. Rapt for 800401-1231 ulll bt aubmittad based on 
guidance prior to Tach Spec Amend 26 

VAROA.B.A Oparatlng Raactors Branch 1 82/03/26 CLAYTON, F U. 

Alabama Pouar Co, 2pp 12997*027 24X Ft cha* 90-348, 82/03/26, 

8204070664 


8204140917 Forwarda Franklin Research Ctr request for addl Info re 
environ qualification of safaty-ralatad electrical 
aqvipmant. supptamantlng 820119 b 0205 requests Response 
requested within 30 dags. 

VAROA.S A. Operating Raactors Branch 1 82/03/26, CLAYTON, F. L. 

Alabama Power Co. 6pp. 12674*336 24X Fie he* 90-348. 82/03/26, 
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8304060041 Rtipontfs to NU{lE0-0737< Itcffl II D 1 1 porl’orMincfl toiting of 
PUR rollsf 1< •afatg v<lv«si par 81093? raquaat 
Functiotidi) 111 ty of lolaetaif ta»t valve for PHR fecilitle* 
damonatratad 

CLAVroN.F L Ataba^ia Power Co 02/04/01 VAROA.G A Operating 
Reactor* Branch t 3pp. I3S49 190. 24J( Fleh* 50-340.82/04/01, 

8304060041 


8204270006 Forward* raquaat for atldl Info ra seitnic goal fficat Ion of 
auilliarv feedwater lyirneedad to complete ravleiii of util 
811009 r*«pon*i to Generic Ltr B1-I4. 

VARGA, 8 A Operating Raactore Branch t 82/04/02 CLAYTON, F L 
Alabama Power Co 3pp 12074 021 24X FI che. S0-34S, 82/04/02, 

8204270006 


6204230193 Advise* that ravieu of util proposed sq* of reactor ve*«el 
water level meat urement In procai* per NUREO-O737i Item 
ri F 2 

REEVES, E A Operating Raactor* Branch 1 82/04/08. CLAYTON, F L 

Atahama Power Co 8pp 12334' 271 24X FI cha- 50-348, 82/04/08, 

8204230133 


8204190220 Etpreiiei concern ta/accuracy of section* of NU'REO-OB06, 
■'Steam Oenarator Tuba Eeper ienca, " including Table 1 re 
operating ciperlince u/PMR etean generatore through Nov 1981 
h Paragraph 3 3 1 ra recent plant-specific problem* 

CLAYTON, F.L. Alabama Powar Co 02/04/12. STOLZ, J F Office of 
Nuclaar Raactor Regulation, Director. 3pp 12722 069. 24X 

Flchel 50-348, 02/04/12, 8204190220. 


8204160195 Generic Ltr 02-08 to all PUR plant Itcenieas it applicant* re 
transmittal of NUREO-090? relative to Olnna tube rupture 
U/o and NUREO List of NRC recipient* end 

EISENHUr, D 0. DivKlon of Llcenilng 82/04/19 HAUSPURO, A 
Consol 1 dated Edison Co. of Now Vort AGt/ELL,D L Louisiana Power {« 
Light Co DUNNrC N Duguesne Light Co. 7pp. 12737 203 24X 

Flcho.SD-OOO, 02/04/13, 8204160155. 


8204230277 Forward* status of NUAEO-0737, Item* i A 3. 1 , 1 1 E 2, 1 1 D 3, 
II. S 4. II E 1 2, II.E 4 2 tc II. F 1, in response to NRC 820317 
ltr 

CLAYTO.N.F L Alabana Power Co. 82/04/16. VARGA, 0 A Gfflce of 
Nuclear Reactor Regulation, Director. 4pp 12817:274 24X 

Flche 30-340.82/04/16,8204230277 


8204210295 Generic Ltr 82-09 to all power reactor 1 lean teas, app 1 tcants 
for OL, NS88 vendor* 6 raactor vendors re environ 
qualification of safe ty-re 1 ated electrical equipment, 

NRC position re qualification requirements end. 

EieENNVT. D O Division of Licensing. 82/04/20. HAVBPURO.A 
Consolidated Edison Co of New York CLAYTON, F L Alabama Power Co, 
JUROENSEN, R W American Electric Power Co , Inc. 18pp. 12062 337 

24X Flche 90-000,82/04/20,0204210290. 


BS04260161 Foriuardi Amend 1 to 82031? spent fuel pod mod, incorporating 
raspontee to Unit 2 queitlone identified In Enel* 2, 3 & 4 of 
NRC 020304 ltr Rsspon*** to Quaitlon 1 were addressed in 
820319 ltr 

CLAYTON, F.L Alabama Power Co 82/04/21 VARGA. S A Office of 
Nuclear Reactor Regulation. Director 2pp 12830 191, 24X 

Flche. 30-348, 82/04/21.8204260161. 


—8204260163 Re vie ion 1 to ’‘Bpant Fuel Pool Mod." 

a Alabama Power Co. 82/04/30 14pp. 12038. 193. 24X 

Flche 50-348, 02/04/21,8204260161. 


0 Inepectlon reports. IE Bulletlni t, correspondence 


6204010493 Forwards IE Insp Repts 90-348/02-06 it 30-364/82-08 on 
820116-0219 No noncompllanea noted. 

LONGrF.O Division of Project <t Resident Program*. 62/03/08. 
HCDONALD.R P Alabama Power Co. 8pp 12481:077 24X 

Flche: 90-340. 82/03/08, B204010493 


— 8204010465 IE Insp Repts 30-340/82-06 U 80-364/82-09 on 0201 16-0219, No 
nancompllaner noted. Major araai Inepecbad monthly 
survalltanee 6 malnt absarvatton, aparatlonal safety 
verification, Unit 2 outage t< independent insp effort. 

BRADFORD, M.H , PEEBLES, T. A , BROWNLEE, V, L. Division of Project 6 
ftestdant Programs. 82/03/09 7pp, 12481:081, 24X 

FUh*;30-34B, 82/03/00, 8204010493 


104140242 Forward* IE Insp Rapt* 90-348/82-07 (i 90-364/62-06 on 
020223-26. No noncompliance noted. 

LONGiF. J. Division of Project It Reatdent Programs. 82/03/24. 
MCDONALD, R.P Alabama Power Co 2pb, 12663:013. 24X 

Flche. 90-340, 02/O3/24> 8204140842 


— 8204140243 IE I nip Rapt* 90-340/82-07 & 90-364/82-06 on 02022 3-26 No 
noncomp 1 lane e noted Major areas Inspected sclimic analysts 
for ai-built saf ety-related piping «ys 6 pipt support 
basBptata designs 

ANO, U P , HEROT, A R Division of Engineering & Technical Programi 
82/03/17 3pp 12663019. 24X Flche 30-348,82/03/24,8204140242 


0204010200 Ack receipt of 820310 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-348/81-29 4 
50-364/81-32 

LEWIS. R C. Division of Project S, Resident Programs 82/03/23 
MCDONALD, R.P Alabama Power Co Ip 12477 099 24X 

Flche 90-348102/03/25.8204010280 


—0204010209 Responds to NRC 620222 ltr re violations noted in IE Insp 
Repts 30-348/81-29 6 80-364/01-32 Corrective ectlons 
personnel relnstructed re closing air header cross connect 
velves 4 procedures revised 

CLAYTON. F L. Alebama Power Co 02/03/10 KELLOGG, P V Region 2. 
Office of Director 9pp 12477 100 24X Flche 90-340,02/03/23. 

62040 IO2B0 


— 0204010293 Forwards corrected notice of violation from Imp on 
811116-1219 

LEMtSiR C Division of Project 4 Resident Programs 62/02/22 
MCDDNALD, R P Alabama Power Co 2pp 12477 103 24X 

Flche 90-340.82/03/29,0204010280 


— 0204010294 Corrected notice of violation from insp on 811116-1219. 

« Region 2, Office of Director 82/02/2 2 2pp 12477 107, 24X 

F Uhe. 50-340, 02/03/25, 0204010200 


— B2040I0297 Forwards IE Imp Repts 50-348/81-29 4 S0-364/B1-32 on 
011116-1219 4 notice of violation 

LEUISiR C Division of Project 4 Resident Programs 02/01/29. 
MCDONALD, H p Alabama Pouar Co 2pp 12477 109 24X 

Flche 50-340,82/03/26,8204010280 


— 0204010300 Notice of violation from insp on 011116-1215 

» Region 2, Atlanta, Office of the Director <81/03/011 82/01/29 

2pp 12477’ 111. 24X Flche 90-348,82/03/25,8204010280. 


—8204010306 IE Insp Repts 5O-340/S1-29 4 30-364/81-32 on 011116-1213 
Noncompllance noted dlisel ganerator inoperabla in violation 
of Tech Spec 4 failure to follow proceduras r* staam 
generator filling 4: draining 

BRADFORD.W H , PEEBLE0J T A , BROWNLEE, V L Division of Projtcb 4 
Reildtnt Programs 02/01/20, lOpp 12477' 1 13 24X 

FIchs 50-340,02/03/23,0204010200. 


0204230376 Forwards IE Insp Rapt* 30-348/82-09 4 90-364/82-08 on 
020216-0315 No none omp 1 lanes noted 

LONDiF <J, Division of Project 4 Resident Programs 02/03/29 
MCDONALD, R P Duke Power Co. 2pp 12813.309 24X 

Flche 90-340,82/03/29,0204230976 


—0204230501 IE Imp Repts 90-340/02-09 4 30-364/02-00 an 020316-0319. 
No noncompl lance noted Major area* Inipec ted. month 1 y 
surveillance 4 ma In t , operat Iona 1 safety 4 significant 
events 

BRADFORD, M H , PEEBLES, T A , BROWNLEE, V L Division of Project 4 
Resident Programs 62/03/29. 6PP 12813 307 24X 

Flche 50-348,82/03/23,0204230376 


6204140372 Forwards IE Info Notice 02-08, "Check Vaive Failures on 
Diesal Oenarator Engine Cooling By* " No action or response 
requested, 

O'REILLY, JF Region 2, Office of Director 02/03/26 UNRIG, R.E 
Florida Power 4 Light Co, MCDONALD, R P Alabama Power Co 
J0N£8,J.A. Carolina Power 4 Light Co 4pp, 12670.311 24X 

Ficha 90-000,02/03/26,0204140372. 


6204230340' Forwards 020311 meeting summary ra results of recent 
ultrasonic insp of prassurisar 4 Ueitinghouet propoeed 
mathod to more accurately site through-UMll dlmenelon* of 
discontlnvltlas. Attendant e list enc 1 

LEWIS, R C, Division of Project 4 Resident Programs. 03/03/30 
MCDONALDrR P. Alabama Pou/er Co 4pp. 12817.282. 24X 

Flche: 90-340, 02/03/30, 8204230340 


820414O43S Forwards IE Info Notice 82-10, "Following Up Symptomatic 
Repairs to Assure Resolution of Problem " 

O'REILLYrJ P. Region 2, Office of Director. 02/03/31 UMRI0,«,E. 
Florida Power 4 Light Co, MCDONALD, R. P, Alabama Power Co. 

JONES, V A Carolina Power 4 Light Co. 4pp, 12670-009 24X 

Flche 90-000.62/03/31,0204140439. 


0202040142 IE Info Notice 02-11, "Potential Inaccuracies in Wide Range 
Pressure Instrument* Used in Msetlnghouse Designed Plants.” 
avc list end. 

JORDAN, E.L, Division of Engineering 4 Ouality Assurance. 62/04/09 
63pp. 12870’ 342. 24X FI c ha. SO'OOO. 82/04/09, 8202040142, 
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0BO4I4O4OI Forourdt IE aulletln BS-Oli ''Alteration of Radlographi of 
Ueld« In Piping 8ubJi»*tnb 1 1** " 

O'REILtVi J P Region 8i Office of Director sa/04/13 E, 

Florida Power Light Co KCDONALDi R P Alabime Power Co. 

A Caroline Power & Light Co 9pp 18670 393 SAX 
Ftehe 90-000.82/04/13.8804140401 


8294140442 Forward « IE Info Notice 88-0?i "Cracking in Piping of 
Makeup Coolant Lines at B&U Plants. " to be reviewed for 
possible applicabilitg 

0'RSItl.Y.J P Region 2. Office of Director 82/04/13 UHRIO.R.E 
Florida Power t> Light Co PARKER. U 0 Duke Power Co KELLY. R. J 
Oeorgla Power Co 4pp 18666 891 S4X Flche 90-000.88/04/13. 
S204I40442 


8S0423046S Ack receipt of 820407 Itr informing NRC of steps taken to 
correct violations noted in IE tnsp Repts 90-348/82-03 Si 
90-364/82-02 

LEWIS. R C Division of Project S Resident Programs 82/04/13 
MCDONALD. R P Alabama Power Co Ip, 12B14 188 24X 

Ftehe 90-348.02/04/13.8204230462 


--SSOASSOA?! Responds to NRC 82030? Itr re violations noted in IE Imp 
Repts 50-340/82-03 ti 90-364/82-02 Corrective actions 
as-censtruc tad conditions analgied it no mods required 
Nollies reoriented to conform to design drawings 
CLAYTON. F L Alabama Power Co. 82/04/07 O'REILLY. J P Region 
2, Office of Director 6pp 12814 189. 24X Flche 90-348. 

82/04/13. 6204230462 


—8204230504 Forwards IE Insp Repts 30-348/02-03 1. 80-364/82-02 on 
811216-820115 ti notice of violation 

LEWI8.R C Division of Project it Resident Programs 82/03/09. 
MCDONALD. R P Alabama Power Co 2pp 12014 199 24X 

Flche 50-348.82/04/13(8204230462 


--S204230512 Notice of violation from insp on 811216-820119 
e Division of Project 6 Resident Programs 82/03/09 Ip 
12814 197 24X Flche 90-348.82/04/13.8204230462 


-8204230922 IE Insp Repts 50-348/82-03 Si 50-364/82-02 on 811216-820119 
None omp 1 lance noted manual isolation valve for sprag 
additive tank lacked closed Si containment sprag header 
noiiles net installed In accordance w/dsslgn 

SRADFORD. W H . PEEBLES. T A . BROWNLEE. V* L Division of Project Si 
Resident Programs 82/03/09 8pp. 12814 198 24X 

Fiche £0-348.82/04/13.8204230462 


8204230386 Ack receipt of 820323 Itr informing NRC of steps taken to 
cornet violations noted In IE Insp Repts 90-340/82-04 Si 
90-364/02-03 

DANCEiHC Division of Project Si Resident Programs 82/04/19. 
MCDONALD. R P Alabama Power Co tp 12813 283 24X 

Flche 90-348.82/04/19.8204230306, 


--8204830391 Responds to NRC 820304 Hr re violations noted in IE Insp 
Rspts 90-340/82-04 Si 90-364/82-03 Corrective actions silver 
rsellte filter cartridge immedlatelg replaced w/proper 
charcoal cartridge Technicians counseled 

CLAYTON. F L Alabama Power Co 82/03/23 LDNO. F J Division of 
Project 6 Resident Programs 2pp 12813 284. 24X 

Flche 90-348,82/04/19.8204230386 


—8204230394 Forwards IE Insp Repts 30-348/82-04 tc 50-364/82-03 on 
820208-12 Si notice of violation 

LONO. F J Division of Project Si Resident Programs, 82/03/04. 
MCDONALD. R P Alabama Power Co 2pp 12813 286 24X 

Fiche 90-348,82/04/19.8204230386 


--8204230396 Notice of violation from Insp on 820208-12 

a Region 2, Office of Director 02/03/04 ip 12813 288. 24X 

Flche 50-348.82/04/19,8204230306 


— B204230400 IS Insp Repts 90-340/82-04 S< 90-364/82-03 on 820208-12. 
None omp 1 lance noted , fal lure to implement Procedure 
FNP-l-RCP-706 allowing silver leollte cartridges to be used 
as medium for radloiodins collection on 820116-0210 
EVANS, C D . MONTOOMERY, D M Division of Emergeneg Preparedness Si 
Operational Support. 82/03/03 9pp 12813,289 24X 

Fiche 90-348,82/04/19,0204230386 


8202040143 IE Info Notice 82-12, "Surveillance of HgdrauUe Snubbers " 
H/encl SVC list, 

dOROANi E L Division of Engineering S: Qualltg Assurance 82/04/21. 
64pp 12073 001 24 X Flche 80-000.82/04/21,3202040143 


R Periodic operating reports Si related correspondence 


—8204200137 Monthlg operating rept for Mar 1982 

HAlRBTONiW 0 Alabama Power Co. 82/04/09 4pp 12740 044 24X 

Flcha 80-348182/04/12.6204200131 


8 Reportab le occurr encosi LERs Si related correspondence 


6204190109 Responds to FOIA request that OECD Ineidsnt Reporting Bgs 
repts be pieced In PDR Documents listed In epp evailebls In 
PDR Othsr pertinent documents cempletalv withheld (ref FOIA 
Eiemptlen 41 

FELTON, J M Oivltlon Of Rules end Records 61/11/09 CONNOR. L. 
Doc-6eerch Associates 3pp 12700.339 24X Flche 90-000.81/11/09. 

0204180109 


— B20419021S Incident Reporting Bve Rept 20 2. re turbine disc creeks in 
Westlnghetrsf FWRs 

* iDrgeniietlon fo.r Economic Cooperation ti Davelapment (Paris). 
81/03/13 2pp 12709 261. 24X FI Che 90-000, 81/ 1 1/09, 8204190109 


8204020498 RO, on 820310. Inadvertent actuation of fin protection deluge 
sys on cooling tower lA caused levels In fire protection 
tanks A & 8 to fell epprox 88.000 gel 1 one. C ausid bg maint 
activities Pressure tfeereast invas tlga ted, 

HAIRSTON, W O Alebeme Power Co 82/03/10 O'REILLY, J P Region 2. 
Office of Director. Ip 12800; 269 24X F iche- 90-348. 82/03/ 10. 

8204020499 


8204080144 RO during low power phgslcs testing for Cgcle 4, moderator 
temp coefficient in hot lero p ower. beg Inning of cgcle 
condition measured greater than required bg Tech Spec 
Control rod withdrawal llmite eetablished. 

CLAYTON. F L. Alabama Power Co 82/03/12. O'REILLY, <J. P Region 2. 
Office of Director 2pp 12604:319. 24X Fiche 50-346. 82/03/12. 

8204080144 


8204020239 Forwards LER B2-003/03L-0 

CLAYTON.F L Alabama Power Co 82/03/17 Region 2. Office of 
Director Ip. 12497’ 170 24 X Flche 90-348,82/03/17,6204020 239 


—8204020241 LER 82-003/03L-0 on 820219. Inner Si outer containment donra 
opened momentarilg In violation of containment integrity 
Caused bg mechanical failure of Interlock mechanism. Doore 
utre manuallg closed immediatelv 

HAIRSTON, N. 0 Alabama Power Co. 02/03/12 Region 2. Office of 
Director 3pp 12497 171 24X Flche 90 -348182/03/17,8204080239 


8204080290 Forwards LER 03-006/017-0 

CLAYTON, F L Alabama Powsr Co. 82/03/19 Region 2. Office of 
Director Ip 12606 278 24X Fi ch e. 80-348, 82/03/19, 6204080290. 


'8204080253 LER 82— 006/01T— 0‘ on 8203 tO. 1 aval s in fire protection tanks 
A (t B fell to approx 68,000 gallons each as result of 
inadvertent actuation of fire protection deluge sgt on 
cooling tower lA. Caused bg pcrscnnsl error 

HAIRSTON. N. 0 Alabama Power Co. 62/03/19, Region 2, Office of 
Director. 2pp. 12606 276 24X FI c he' 90-340, 82/03/19, 0204000290. 


8204080261 Forwards LER a2-009/03L-0 

CLAYTON. F.L, Alabama Power Co 62/03/19 Region 2, Office of 
Director Ip. 12613.224 24X Fi ch e: 80-348, 82/03/19. 8204060261 


'6204080268 LER 62— 008/03L— 0 on 820217,8 train ventilation sgt declared 
inoperable when sgs failed to malnbaln, greater then or equal 
to 1/e-lnch water gauge potiilve pressure In control room 
Caused bg insp port Impropsrly closed. Port closed. 

HAIRSTON. M. 0 Alebame Power Co 82/03/19 Region 2, Office of 
Director 3pp. 12613.229 24X Fiche’ 90-348. 82/03/19, 6204000261, 


8204160399 Forwards LERs 62-007 /03L-0i e2-(>08/OaL-0, B2-009/03L-0, 
B2-010/03L-0, 82-011 /03L-0 it 82-012/03U-0 

CLAYTON, F.L. Alabama Power Co. 82/04/02 Region 2. Office of 
Director. Ip, 12706 078. 24X Flche* 90-348, 82/04/02, 8204160399 


'8204160408 LER a2-007/03L-0 on 820305, remot e shutdown panel preisuriier 
level indicator LI-499Z declared inoperable when felled 
high. Caused bg faultg transmi t ter amp 1 if t er beard Board 
replaced (e transmitter calibr. 

HAIRSTON, M.O Alabama Power Co. 62/04/02. Region 2, Office of 
Streeter. Ip t2706’079. 24X Flche; 90-348,82/04/02,6204160399. 


'8204X60419 LER 62-00a/O3L— 0. on 620307, tnetr umintetion loop eeioclated 
u/steam flow transmitter FT-476 declared inoperable when 
transmitter failed low. Caused bg faultg p owir supplu card 
Card replaced << calibr. 

HAIRBTON.M. 0 Alabama Power Co 02/04/02 Region 2, Offiei of 
Director ip. 12706.080 24X FI che; 90-348, 62/04/02, 8204160399. 

I 


8204200131 Forwards month Ig operating rept for Her 1982, 

CLAYTON, F L Alabama Power Co 82/04/12. Office of Management 
and Program Analgs Is Ip 12740'043, 24X Flehi 90-348,82/04/12, 
8204200131 
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— 8204160430 LER e2-00?/03L-0 on 820312> ini trumtntation loop attociaiad 
w/pr»i»ur ii ap prttiure tranamlttar PT-45S daclarad 
inopiribla ulitn tcanfml btar falltd low Cautad bw faulti; 
pourr supply card Card raplactd 

HAIRSTOMpU 0 AUbana Powar Co 82/04/02 Rayion Sj Orfica oP 
Dlractor tp 12706 Oai 24X Flchi 30-348, 52/04/02, 8204160399 


—8204160428 LER e2-010/03L-0 on 820304, during RCS laabaga 4f»t, 
unldtntlPltd RCS Itab rata aicatdad Tach Spac iidilt Cauaad 
by packing laak froia How control valva PCV 122 Packing 
adjuitad 

HAIRSTON' M O, AUbaaia Power Co 82/04/02 Ragion 2. Of flea of 
Dlractor Ip 12706 082 24X Flth# 30-340,02/04/02,0204160399, 


— 8204160436 LER e2-OIt/03L-O on 820303, conta Intnont air lock daclarod 
Inopirablt uhtn can lock on outer door uai found broken 
Cauied by broken cam lock Lock repaired 

HAIRSTON, H 0 Alabama Powtr Co 02/04/02 Region 2, Of flea of 
Director Ip 12706 083 24X FUbe 30-343,82/04/02,8204160399 


—8204160449 LER e2-011/03L-O on 820316, 120-vol t ac vital bus B 
dt-anergiied when Inverter ZB tripped Caused by failed 
Invertaf 28 due to blown fuse In voltage regulator circuit. 

Fuse replaced 

HAIRSTON, H 0 Alabama Power Co 02/04/02 Raglan 2, Office of 
Director tp 12706,034 24X Flcba 30-348,32/04/02.0204160399 


— B204160460 LER B3-Ot2/03L-0 on 820318, boron injictlon tank train A beat 
tracing Inoptrable due to failure of two circuit* In train 
Cauead by electronic failure due to heat buildup in 
electronic cabinati controller cards replaced, 

HAIRSTON, H 0 Alabama Powar Co 82/04/02 Region 2. Dfflci of 
Director Ip 12706 083 24X Flche 30-348, 82/04/02, 82041 60379 


6204200343 Forwards LER 82-013/03L-0 

CLAYTON, F L Alabama Power Co. 82/04/16 Rag Ion 2, Office of 
Dlractor ip 12866 339 24X Ftcha 30-348,02/04/16.8204280343 


'8204280349 LER B2-013/03L-0, on 820317, conta innent atmosphere activity 
monitors B-11 Ipartlculata monitor! i R-12 Cgaaaous monitor) 
doclarad Inopirabla due to fallurt of vacuum pump Caustd by 
fallad outboard pump Filter & gaikit replaced 

HAIRSTON, N 0 Alabama Power Co 82/04/16 Region 2, Office of 
Director Ip 12066 340 24X Flch* S0-34D, 82/04/16, 82042 80943 


—8204120036 Forward*, for tnfD,Div of Reactor Licenaing 700*29 rag 
for addl technical info If/o end 

MORRIS, P A Atomic Energy Commiilion 70/06/30 HENDRIE. J M 
ACR5 “ Advleory Committee on Reactor Ssfeguarde Ip 12654 2 
24X Flche 90-000,81/12/22,8204120018 


--8204120040 Forward*, for Info, 01 v of Reactor Licenalng 700007 Hr 
re guesting eddl technical Info H/o encl 

MORRIS, P A Atomic Ene rg y Comm 1 a a 1 on 70/06/11, NENDRI6, J M 
ACRB - Advisory Committee on Reactor Safeguarda Ip 12654 2 
24X Flche 90-000.61/12/22,8204180018 


— B204I20091 Forwards, for Info.Dlv of Reactor Licenaing 700915 req,< 
for addl Info H/o encl 

HORRIS, P A Atomic Energy Commission 70/09/2«? KEMDRIE, J H 
ACRS - Advisory Committee on Reactor Safeguarda Ip 12654 3, 
24X Flche 30-000, 81/12/22,6204120010 


— 8204120097 Forwards, for review. Amend 1 dtd 701005 which transnlti 
I containing responses to Olv of Licensing quae 1 1 ores b 
revised pages for Incorporation Into PSAR U/o ancl 
MORRIS,? A Atomic Energy Commission 70/10/09 HENORIE, J H 
ACRB ~ Advisory Committee on Reactor Safeguards Ip 12694 2C 
24X Fieht 50-000,61/12/22,8204120010 


— 8204120067 Forward*, for Info.Dlv of Reactor Licensing 701010 & 13 
Tcguestlng addl Info U/o end 

MORRIS, P A Atomic Energy Commission 70/10/13 HENDHIE. J M 
ACRS - Advisory Committee on Reactor Safeguards tp 18634 23 
24X Flche 50-000,61/12/22.6204120010 


■8204 120076 Forward *. for Info, util 70102S Itr transmitting environ 
U/o encl 

MORRIS, P A Atomic Energy Commission 70/10/30 HEN0RIE, J M 
ACRS “ Advisory Committee on Reactor Safeguards Ip 12634 23 
24X Flche 50-000,61/12/22,0204120018 


-6204120081 Forwards, for review. Amend 2 dtd 701124 transmitting 5u 
it revised 6 supplemental info for Incorporation Into P0Afl 
H/o sne I 

MORRIS, P A Atomic Energy Commitslan 70/12/01 HEffORIE. d. n 

ACRS - Advisory Committee on Reactor Safeguards Ip 1S6S4' 244 
24X Flche, 30-000.61/12/22.8204120018 


DOCKET 50-392 LIMERICK OENERATINO STATION, UNIT 1 


A Application/construction etage documents & correspondence 


8204160127 Responds to FOIA request for minutes of Systematic 
Assessment of Licensee Performenee Review Oroup meetings. 

Documents listed in app are available In PDR 

FELTON, J H Division of Rules and Rteords Bl/It/03 UDELL. R A 
Critical Has* Entrgy Projact 2pp 12719 028 24X 

Flche 30-000,81/11/03,8204160127 


•8204120007 Forwarde, for ravlew. Amend 3 <ftd 701211 transmitting 6u| 
t revised tt supplemnn ta 1 Info for inco,rpora 1 1 on Into PSAR 
U/o encl 

MORRIS,? A Atomic Energy Comml«*lon 70/12/ia. HENDRIE, J K 
ACRS - Advisory Committee on Reactor Bafeguerd* tp 12634 24] 
24X Flche 30-000,61/12/22,6204120016 


■0204120093 Forwards, for infoiDiv of Reactor Licetielng 701202 Ur 
requBsting^^addl Info H/o ancl 

MORRIS, P A Atomic Energy Commliilon 70/12/23 HENORIE.OM 
ACRS - Advisory Committee on Reactor Safeguard* Ip 12694 242 
24X Fiche 90-000,81/12/22,0204120016 


- 8106230242 Summary of 810919 meeting In BithatdaiHD re facility 
reviews 

• Syetimatlc Asieiimsnt of Lictniit Performance Review Orqup 
81/09/19 Systematic Aiseeement of Licansie Performance Review 
Oroup 6pp 1B719 071 S4X Flche 50-000,81/11/03,8204160127. 


B2O41MO10 euppls response to FOIA request for docuaente on three 
Individuals Involvement In licensing matters before 
appointment to A9LB Addl documents discovered listed in Ado 
A encl 

FELTON. J M Division of Rules and Records, 81/12/22 ITTZER:, P 

24X Flche. 50-000. 


■9204120096 Forwards, for lnfo,Dlv of Reactor Licensing 710208 Itr 
raqufstlng addl Info U/o encl 

MORRIS, P A Atomic Energy CommUsion 71/02/17 BUSH, 6 H AC 
- Advisory Committee on Reactor Safeguards Ip 12694:243 24 

Flche 50-000,01/12/22.6204120016 


■8204120101 Forward*, for r evlew, Amend 4 dtd 710223 transmitting rev 
Info for incorporation Into PSAR U SuppJ 4 containing 
responses to Dlv of Reactor Licensing 701010 * 710206 Itr*. 

Il/o end 

MORRIS, P, A Atomic Energy Comml»»lon 71/03/04 BUSH, 6 H ACI 
- Advisory Committee on Reactor Safeguards Ip. 12694:244, 24) 

Flche 50-000,81/12/22,8204120018 


-8204120024 Forwards, for review, util 700226 Itr transmitting appltcatlo 
****'’’ general Info L PSAR Volt i-s H/o encl 
Atomic Energy Commliilon 70/02/2? HENDRIE, J, M, 
A^Ylsory Committee on Reactor Bafeguirdi, Ip. 12694,230 

24X Fiche 30-000,81/12/22,0204120018 ^ 


i";:”""” •' •' --■‘-•i",, cp. 

Atomic Energy CommtssioTi 70/03/ia HENDRIE, J K 
ACRB - Advisory Committee on Reactor Safeguards Ip 12694 231 

24X Flche; 30-000, 01 / 12 / 22 , 6204120018, 12634 231 


review. ESSA 700602 comment. M/o end 
Atomic Energy Commlii ion 70/06/19 HENDRIE, J, M, 
ACRB - Advtiory Committee on Reactor Safeouardi In 
24X Flche 50-000,81/12/22.6204120010 


-0204120104 Forwarde, far info, Dlv of Roactor Licensing 710312 Itr 
raquesting addl Info it 710311 Itr transmitting AEC Itr to 
Stnator Schwelkar b requesting documentation an SklphacK 
Dam H/o encl. 

MORRIS, P A Atomic Energy Commission 71/03/16 BUSH, 8, K ACB 
- Advisory Committee on Reactor Safeguards Ip 12'694 245 24X 

Flche; 30-000, 81/12/22, 8204120016 


■0204120107 Forwards, for review, Amend 6 dtd 710430 U/o ancl 

MORRIS,? A Atomic Energy Commission 71/05/19 BUSH, B H. ACR 
- Advisory Committee an Reactor Safeguerd* ip 1S694,&46, 24K 

Flcha 90-000,81/12/22,8204120016. 


■8204120110 Forward»<for review, NOAA Air Resourcee Environ Let 71092 
revised comments. H/e encl, 

MORRIS. P, A Atomic Energy Commission 71/06/11. BUSH. 8 H. ACRi 
- Advisory Committee on Reactor Safeguard* Ip. 18694 247. 24X 

Flch* 90-000,81/12/22, 6204120016. 
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26S 


— BS04I2011A ForutardSi for infoiutil 710S06 Itr in response to Div of 
Rooctor Licensing 710311 ItriOdvlsing of no relationship 
betueen plants b Skipbaek Dam U/o end 

MORRIS. P A Atomic Energg Commission 71/06/11 OUSH. 8 H ACRB 
- Advisorg Committee on Reactor Safeguards Ip 12694 24S 24X 

Flche 50-000. ei/lS/22. 0204120018 


--0204120120 Forwards. for rovleun NM Neuman t WJ Hall 710630 comroantarg 
M/o one I 

MORRIS. P A Atomic Energg Commission 71/07/14 OUSH. S H ACRS 
- Advisorg Committee on Reactor Safeguards Ip 12694 290 24X 

Flcbe 90-000.01/12/22.0204120018 


— 0204120203 Forwards "Special Rept to ACRS. Comparison of Sites for 
Limerick Oeneratlng Btatlon t< Neubold Island Oenerating 
Station. “ for revleu 

MORRIS. P A Atomic Energg Camnviseion 71/04/21 OUSH.S H ACRS 
- Advieerg Committee on Reactor Safeguards Ip 12694 263 24X 

Flche 90-000.01/12/22.0204120018 


—6204120217 "Bpeclal Rept to ACRS. Comparison of Sites for Limerick 
Oeneretlng Station tiNewbald Island Nuclear Oenerating 
Station " 

« Atomic Energg Commission 71/04/21 24pp 12694 264 24X 

Flche 5O'OOO.Sl/12/22.02O4i2OOia 


--0204120129 Forwards for inf o. Representative JElIberg 710714 Itr re 
plants U/o end 

MORRIS. PA Atomic Energg Commission 71/07/21 BUSH, 8 H ACRB 
- Advitorg Committee on Reactor Safeguards Ip 12694 291 24X 

Flche 90-000,81/12/22.8204120018 


--02O412O13B Foruerds. for revleu. Div of Reactor Licensing rept re 
application to construct tuo OHRs N/o enc 1 

MORRISiPA Atomic Energg Commifslon 71/07/22 HUSH. S. H ACRS 
- Advisorg Committee on Reactor Safeguards tp 12694.292 24X 

Flche 90-000,81/12/22.8204120018 


—8204120142 Forwerds, for review. Fish & Wildlife Bve 710706 rept. 
NOAA-Matl Ocean 3urveg 710707 rept on site selsmidtg It 
USOS 710712 eonmente W/o end 

MORRIS, P A Atomic Energg Commission 71/07/23 DUBH.P A ACRB 
- Advisorg Committee on Reactor Safeguards Ip 12694 293 24X 

Flche 90-000,01/12/22.8204120018 


--8204120146 Forwards, for info. Div of Reactor Licensing 710719 Its to 
utils reguestlng Info on emergeneg core cooling. W/o end 
MORRlSiP A Atomic Energg Commission 71/07/23 BUSH, 8 H ACRB 
- Advisorg Committee on Reactor Safeguards Ip 12694 294 24X 

Flche 90-000.81/12/22.8204120018 


--8204120199 Forwards, for review. Amend 9 dtd 710722 M/o end 

morris. PA Atomic Energg Commission 71/07/29 BUSH. B H ACRB 
- Advisorg Committee on Reactor Safeguards Ip 12694 299 24X 

FlChe’ 30-000, 81/12/22. 8204120018 


--8204120165 Forwards. for info. Div of Reactor Licensing 710722 Itr re 
recommended design changes W/o end 

MORRIS. P A Atomic Energg Commission 71/07/2? DUBH.B H ACRB 
- Advisorg Committee on Reactor Safeguards ip 12694 296 24X 

Flche 90-000,81/12/22.8204120018 


--B204120170 Forwards, for info. Amend 0 dtd 710716, transmitting financial 
ti antitrust info W/o end 

MORRIS, P. A Atomic Energg Cammistlon 71/07/29 DUBH.B H. ACRB 
- Advisorg Committee on Reactor Safeguards Ip 12694 297 24X 

Flche 90-000,81/12/22.8204120018 


--8204120176 Forwards. for review, NM Newmark 710727 rept W/o enc 1 

MORRIS. P A Atomic Energg Commlislon 71/09/03 BUSH. B K. ACRB 
- Advisorg Committee on Reactor Safeguards Ip 12694 298 24X 

Fiche 90-000.81/12/22,8204120018 


—8204130185 Forwards, for review, Amend 10 dtd 710730 1< util 710730 Itr 
submitting info in response to Div of Reactor Licensing Itr 
or emergeneg core cooling W/o end 

MORRIS, P A Atomic Energg Commission 71/00/03 BUSH, S H ACRB 
- Advisorg Committee on Reactor Safeguards ip 12694 299 24X 

Fiche SO-OOO. 81/12/22. 8204120018 


--62041S0493 Forwerds. for review. Amend 7 dbd 710610 transmitting revised 
&. supplemental Info for inc or poratl an Into PSAR W/o end 
HORRIS.P A Atomic Energg Commisalon 71/06/18 DUBH.B, H ACR8 
- Advisorg Committee on Reactor Safeguards. ip 12694 24? 24X 

Flche 90-000.81/12/22.8204120018 


8204 140141 Further response to FOIA re<ivret re RD Uames complaint 1. 
subsequent investigation Me further documents found 
FELTON. 0 M. Division of Rules and Records 81/12/31 HILLER. J.M 
Affiliation Unknown. Ip 12672 349. 24X Fiche 90-392.81/12/31. 

0204140141 


8204140109 FOIA request for records re running of ang versions af 
calculations of reactor accident conssquences tc MARCH 
computer codes for Llmtrlck 

ELLIOTT. C W Thomas bHelr 32/02/03 Office of Administration 
2pp 12674.219 24X Fiche 90-092,82/02/03.8204140109 


S204140119 Responiis to FOIA request for records re running of ang 
versions of calculations of reactor accident cansequencei t< 

MARCH computer codas for Limerick Documents listed in 
App A end W/o NUREO-0719 

FELTON. 0 M Division of Rules and Records 82/02/22. ELLIOTT. C W 
Thomas L Hair 2pp 12674 22 1 24X Fiehs . SO-392. 82/02/22. 

0204140119 


— 8204140129 Reactor siting studg consisting of graphs re calculations 
of reactor accident cansequencei ICRAO computer code 
a NRC -No Detailed Affiliation Given BO/il/22 6gpp 
12674 223 24X Flche. 90-392. 82/02/22. 82041401 19 


8204120069 Forwards request for addl info from Kgdrolaglc Sect! on for 
FBAH 

SCItWENCER.A Licensing Branch 2 82/03/12 BAUER, E 0 

Philadelphia Electric Co 7pp 12692 20S 24X 

Fiche 90-392, 82/03/12, 8204120069. 


8203190001 Oeneric Ltr 02-05 to all licensees of operating power 
reactors re post-TKl requirements 

EIBENHUT. D 0 Division of Licensing. 82/03/19 HAUBPURO.A. 
Consolidated Edison Co of New York 7pp. 12513 128 24X 

Fiche, 90-000, 82/03/19, 8203190001. 


8204010022 Forwards requast for addl Info re probabilistic risk 
assessment Response to be submitted bg 820611 
SCHWEMCER.A Licensing Branch 2. 82/03/23 BAUER, E 0 

Philadelphia Electric Co 26pp. 124?S 001 24X 

Flche 90-392,82/03/23,8204010022 


8204270068 Summarg of 82021 1-12 meetings w/ut 1 1 , OE, 8AI t. NUBA re 
probabilistic risk assessment Viewgraphs end 

ABEL80N. H Licensing Branch 2 82/03/23. Licensing Branch 2 

9pp 12871.203. 24X Ft c he: 90-392, 82/03/23, 8204270068 


— B204120191 Forwards, for infoiAmeniSs 11,12 6 13 dtd 710919,21 6 1006. 
respeeblvelg I: util 711009 ltr responding to Fish 6 
Wildlife Bve comments W/o encl 

MORRIS. P A Atomic Energg Commission 71/10/21 DUBH.B. H ACRB 
- Advisorg Committee on Reactor Safeguards Ip 12694 260 24X 

Flche 90-392.81/12/22,8204120010 


82040B0303 Forwards sg sterna tic assessment of licenses performance 
evaluation rept for Jul 1960-Juna 1981, based on BIOBIO 
revleu of facilities, 

HAYNES, R. C Region 1, Office of Director. 82/03/24 DOVER, U 
Philadelphia Electric Co 67pp. 12613:228 24X 

Flche 90-000,82/03/24,0204080303. 


-8204120197 Forwards, for Info, Div of Reactor Licensing safetg 
svaluatlon W/o end .... 

MORRIS, P A Atomic Energg Commission 72/01/03. BUSH. P. A 
- Advisorg Committee on Reactor Safeguards Ip 
Flche 90-000,81/12/22,8204120018 


12694 261. 


ACRB 

24X 


8204260439 Forwarde A Moges corrected comments re 820211-12 
probabilistic risk asssssment meeting M/o encl 
ABELBON.H Licensing Branch 2 82/03/29 Licensing Branch 2 

4pp 12861.328 24X FI c he: 90-392, 82/03/29, 8204260439 


-8204120204 Advises that 710421 "Special Rept to ACRS, Comparison of 
Bites for Limerick Oeneretlng Station h Neubald Island 
Nuclear Oenerating Station," should be decontrolled Official 
use onlg designation no longer applicable . „ . _ 

SCHWENCBR.A Licensing Branch 3. 81/12/18 Licensing Branch 3. 

Ip. 12694,262 24X Flche* 90-000, 81/12/22, 8204120010 


8204070S90 Forwards Amend 29 to application for OL, consisting of 
Revision 3 to FBAR (flletf in POR Categorg KliRevislon 3t to 
environ rept (filed in PDH Categorg C» 6 Revision i to 
fire protection evaluation rept (filed in PDR Categorg F>. 
BRADLEY.E, J Philadelphia Electric Co a2/(}3/3i DENTON, HR. 
Office of Nuclear Reactor Regulation, Director 3pp i23B4 289 
24X Flche, 90-392,82/03/31,8204070990 


— 8204070998 Amend 29 to application for OU, ravlelng pages to FBAR It 
fire pratfction evaluation rept It incorporating design 
assessment rspt Certificate of 8v< end 

BOYERtV. 8, Philadelphia Electric Co 82/03/29. 7pp 12584:262, 
24X Fiche 50-352> 82/03/3 1 18204070 590 
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— 8S04070&09 "Oaiign Aiiactmcnt Rtptr'' Vol* 1 & 2 

» l>hil«(l*lpMa Elactric Co Ba/03/'31 SSSpj) 12SS&. 103 24X 

Flcht 90'393< 82/03/3 1< S204O70 990 


G2O4O&0DOS Svbnitt Info in rttponai' bo MUREO-OfilSi "Control of Hotvg 
Load* at Nucloar Powot Plante " Eloal rapt> "Ovarhood 
Handling Sgt RavlcUr" 

KEHPER.U B Phtladalphta Eloctrii: Co 82/04/0S EISENHUTj D 0 
Olvitlon of l-icontlng Ip ia591-004 24 X FI eh o' 50-352. 82/04/02. 

82040A0002 


— 82040A0011 "Ovarhaail Handling By* Roviau. " final ropt 

a Phlladatphla Else trie Co S2/03/31 100pp. 12591 009 24X 

Ftcha 90-392, 02/04/02, Ba040i0002 


8204120474 Corrccta itam nunbare In NftC 82O30B raquatt for aildl Info 
Nacraaarg labaling MOda ihould bo nada In raiponaai to 
raflact numbarlng cliangat 

SCIIUENCER.A Llcanrlng Branch 2 02/04/02 BAUER. E 0 

PhlUdalphta Eloctric Co. 3pp 12AS3.357. 24X 

FI Cha. SO-352. 02 / 04 / 02 , 8204120474 


02O419OO3A Inform* of potential raportablo condition In hydroify namlc 
load* in piping & lupporti of control rod drlvalina *V* 
cauilng celculatad hydrodynamic loadi to be Inaccurata 
Raquaite propotad plan for ralnforcing affactad componente 
8CH0£MCER,A Ltcanilng Branch 2 S2/04/D9 BAUER, E 0 

Phlladatphla Elactrlc Co. 4pp 12731 290 24X 

Fie* a 90-392, 02/04/09, 8204 1 90036 


82042300S1 Far(aar4e raquaet (or addi Info to continue rdviaw of F8AR 
Raquait* reap on aa within 7 day a 

eCHWEMCER.A Llcanalng Branch 2 82/04/14 BAUER, E. 0 

Philadelphia Electric Co ISpp. 13834 310. 24X 

Ftcha 90-392,02/04/14,0204230081. 


6204160192 Oantric Ltr 02-07 tn all BUR plant licenaaea ti appllcanta re 
tranamlttal of NUBEO-0909 relative to OInna tuba rupture. 

K/o and NUREO Ltat of NRC raclplanti end 

CISENHUT, D O Oivlalon of Llceneing 02/04/19 Commonueel th 
Edlaon Co 7pp. 12787 196 24X Fi che. 90-000, 02/04/19. 8204160192. 


8204210009 Forwarda application for Amend 31 to OL applicatlnn 
aubstituting revlaid cover page, title page, Page {-4 E Pagai 
12 4( 16 of eafaguarde contlngancy plan 

BRADLEY, e J Philadelphia Elactrlc Co 82/04/16 BENTON, H R. 
Off lea of Nuclear Reactor Regulation, Director 9pp. 12841 061. 
24X Fiche 90-392.82/04/16,8204210009 


— 8204210010 Application for Aaienl 31 to OL application, tuheti tutlng 
ravlead cover page, title page, Page 1-4 & Page* 12 ti 16 of 
aafeguarde contingency plan. 

BOYERrV.S Philadelphia Electric Co 82/04/19 4pp 12841 06S. 
24X Fiche 90-392,82/04/16,8204210009. 


S204210399 Generic Ltr 82-09 to all power reactor 1 icaniaei, app 1 1 can te 
for OL, N8SS vendor* & reactor vendor* re environ 
qualification of eafety-related ilactrlcal equipment 
NRC pdeltion re qualification requlrementi and. 

EtBENHUT, DO. OlvHion of Llctnelng. 82/04/20 HAU8PUR0, A. 

Conic 11 dated Ed 1 ton Co of New York 18pp 12862; 037. 24X 

Fiche 50-000,02/04/20,8204210299. 


8204270419 Raeppndt to NRC 820409 ltr raqvaetlng info re fast a cram 
hydrodynamic loadi on control rod drive syt, Info wlli be 
provided by BS0730 

BRADLEYiE. J Philadelphia Electric Co 82/04/23 SCHNENCER.A 
Licenelng Branch 2. 2pp 12840' 161 24X Fiche 90-392.02/04/23. 

8204270419 


C Utility Environmental Report (ERl, amend* t( corr espondence 


B204070890 Forwards Revision 3 to environ rept 

BRADLEY. E J Philadalphla Electric Co 02/03/31 DENTON, H R 
Office of Mucleer Reactor Aigulatlon, Director 0pp, 12904 299 
24X Fiche 90-392.02/03/31,0204070590. 


—0204070602 Revision 3 to environ re Pt. 

e Philadelphia Electric Co. 62/03/31. 45pp, 12589' 339. 24X 

Fiche: 90-392, 02/03/31, 8204070990 


204190230 Forward* affidavit of *vc of Ravielon 3 to environ rept. 
BRADLEYtE. J Philadelphia Electric C«. 02/04/13. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. App. 12721:299 
24X Flcht: 90-392, 02/04/13, 8204190230 


F Security, medical, emergency & fire protection plane 


0204070990 Forward* Revision 1 to "Fir* Protection Evaluation Rapt ” 
BRADLEYtE J Philadalphla Electric Co 82/03/31 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 3pp 12984 239 
24X rich* 50-332, 62/03/31 , 8204070990 


— 0204070606 RavJiion 1 to “Fir# Protection Evaluation Rept " 

e Philadelphia Electric Co 02/03/31 S9pp 12906 047 24X 

Fiche' 50-332.82/03/31, 0204070990 


0204070436 Forward* Amend 30 to Llcenet* CPPR-16 fc CPPR-17 1. revived 
plant security personnel training t< qualification plan 
Plan withheld <r*f 10CFR73 21) 

BRADLEY, E.J Philadelphia Electric Co 02/04/01 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 2pp 12966 003, 
24X Fiche 90-392,02/04/01,8204070436 


— 82<>4070438 Amend 30 to Licenses CPPR-16 t< CPPR-17 consisting of 
revised plant security pcrionnel training I< qualification 
ptan.Ptan withheld (ref tOCFR73 21) 

BOYER.Va Philadalphla Electric Co 82/04/01 Bpp 12966009, 
34X Fiche. 90-392, 82/04/01,0204070436 


8204190230 Forward* affidavit of ivc of Ravlslon 1 to fire protection 
evaluation rept. 

BRAOLEV.E J Philadelphia Electric Co 82/04/13 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 6pp 12721'299 
a4X Fiche 90-392,02/04/13,8204190230 


8204210009 Forward* application for Amend 31 to OL application 
substituting revised cover page, title page. Page 1-4 h Paget 
12 h 16 of safeguard* contingency plan 

BRADLEY.E J. Philadelphia Electric Co 02/04/16 DENTON. H R 
Office of Nuclear Reactor Ragulatlon, Director 9pp 12041.061 
24 X Fiche 50-352,02/04/16,8204210009 


— 8204210010 Application for Amend 31 to (X. application, substituting 
revised cover page, title page, Page 1-4 tt Pages 12 i. 16 of 
safeguard* contingency plan. 

BOVERjV 8. Philadelphia Electric Co 62/04/19, 4pp 12841 069 
24X Fiche. 90-392, 82/04/16,8204210009 


0204290270 Forward* Attachment A to Part 3-2 of ttd operating 
procedure "Emergency Public Inf o. Imp 1 ement ing ti Std 
Operating Procedure* fur Filed Nucleer Faeilttiee “ 

» Maryland, State of. 82/04/21 NRC - No Detailed Affiliation 
Olven Ip 12081.323 24 X Fiche 90-000, 02/04/21, 8204290270 


—0204890292 Attachment A to Part 3-2 of *td operating procedure' 
“Emergency Public InfO’, Implementing It 8td Operating 
Procedure* for Flied Nuclear Fecllltle* " 
e HeryJand, Btat* of. 82/04/30 30pp 12061 324 24X 

Fiche 90-000,02/04/21, 8204290270. 


0 Adjudicatory corraepondanc* 


0204010249 Respond* to B20224 ltr requesting tap* of preliminary riet 
aeiassment 820211-12 meeting Tape made by BNL Lab 1* not 
prepared to mefce copy Lab portonnel at meeting who have 
continued re* pontlbi 1 Ity for review listed 

LEWIBiS.H Hearina Bpanth ^ 02/03/29. DORSEY, J A Limerick 

Ecology Action 4pp. 12477 190 24X Ficha 90-392,82/03/29, 

8204010248. 


6204210449 Suggestion of mootness of probabilistic risk assessment 
contention* Chairman Palladino statement confirm* Commission 
policy thet probabilistic risk assessment analysis ha* no 
place In licensing hearing* Certificate of 6vc and 
CONNER, T B , WETTERMAHN.M J Philedslphla Electric Co CONNER. T 0 
Conner & Uetterhahn 82/04/19 Commissioner* Spp 12002 218 
24X Fiche 90-392,02/04/19,0204210449 


0204280099 Reiponse to licensee 820419 suggestion of mootnes* re 
probabll Istic risk esssssment. Chairman Palladino informal 
remark* before AN8 do not constitute official Conmittlon 
policy 2 A0LB cannot take notice Certificate of 8vc end. 
ELLtOTTiC If. LlmBTick Ecology Action. 02/04/23 Atomic Safety 
and Llcanslng Board Panel. 6pp. 12071.026. 84X 

Fiche' 90-392, 82/04/23,8204280099 


8204280277 Motion to reject proposed Contentions 11-1,111-1 t portion 
of Hl-2 Listed contentions raise Itsue* r* need for 
puwer/el ternat* energy soitrcee t, usrt rendered moot by fine! 
rule on financial qualif teatlons. Certif icate of 8vc end 
HODODON, A. P, Antitrust Division. LEWIS, 8. H. Hearing Branch 4, 
82/04/26 Atomic Safety and Licensing Board Panel 16pp 
12870. 003 a4X Fiche; 30-392, 82/04/26, 8204280277. 
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I Financial information 


8204080042 Foruardf Annual Financial Rapt 19B1 

aRADLEY.e J Philadalphla Elactrle Co 83/04/09 DENTON. H R 
□ffica of Nucitar Reactor Regulation. Director Ip 13609 037 S4X 
Flcha 90-000,82/04/05,8204080048 


— 8304080091 Annual Financial Rapt 1981 

OIUKESOHiR F Philadelphia Electric Co 83/04/09 43pp 
12609 058 24X Flche 90-000,82/04/09,8204000042 


8S04080061 Foruards Annual Financial Rapt 1981 

9RADLEY.E J Philadelphia Electric Co 82/04/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 12609 102 24X 

Flche 90-382.82/04/09,8204080061 


— 8204220496 Notice af violation from Inep on 020301-30 

BTARDSTeCKl , R Dlvlilon of Project «i Rei ident Programe 02/04/06 
Ip 12808 li7 24K Flcha 90-352,62/04/06,8204220492 


— 8204220497 IE Tnep Repti 50-392/82-05 & SO-393/82-04 on 820301-30 
Noncompliance noted failure to provide reiiulred cable tray 
edge eoftener* & Inadequate HVAC contractor weld control 
DURR, J P , HCCABE. E C Region 1, Office of Director 82/04/02 
7pp 12808 118 24X Flche 50-353,82/04/06,8204220492 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies in Nlde Range 
Pressure Instruments Used in Nestinghause Designed Plants “ 

Svc list enc 1 

UOROAN, E L Division of Engineering t, Duality Assurance 82/04/09 
63pp 12678 342 24X Flche 90-000,62/04/09.8202040142 


X Utility Final Safety Analysis Report (F8AR ) l< amends 


8204070590 Foruards Revision 3 to F8AR 

BRADLEY, EJ Philadelphia Electric Co 82/03/31 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 3pp {2564 299 
24X Flche 50-392,82/03/31,8204070990 


6202040143 IE Info Notice 62-i2, "Surveillance of Hydraulic Snuthsrs " 
(4/enc 1 SVC list 

JORDAN, E L Division of Engineering 1, Quality Assurance 82/04/21 
64pp 12073 00 i. 24X Flche 90-000,82/04/21,0202040143 


6 Reportable occurrences, LERs & related correspondence 


—820+070600 Revision 3 to F8AR 

« Philadslphla Electric Co 82/03/31 279pp 12584 269 24X 

Flche 50-39 2, 02/03/31 , 8204070990 


6204190230 Forwards affidavit of svc re distribution of Revision 3 to 
FSAfi, Revision 3 to Environ Ript (filed in PDR Category C) 6 
Revision 1 to fire protection evaluation rept (filed In 
Catigery P> 

BRADLEY, E J Philadelphia Electric Co 62/04/13. DENTON, H R 
Office of Nuclear Raactor Regulation, Director 6pp 12721 299 
24X Flche 90-392,82/04/13,0204190230 


0 Inspection reports, IE Bulletins t, correspondence 


8203050323 Blgnificant Deficiency Rept ID re H9AC damper deficiency. 
Requests addl time for completion due to reuork at vendors 
facility 6 plant Completion erpeeted by 820430 
KEKPER, J 6 Philadelphia Electric Co 83/02/29 HAVNE8,R C 
Region 1, Office of Director Ip 12133.083 34X 

Fiche 90-352,62/02/29,8203050323 


8204210137 Part 21 rept re HHA relays u/contact leads not fully 
insu lated, ini tial ty reported 610706 No operating BHRt 
utillie subj HMA relays All potential problems ulll be 
corrected before startup 

SHERWOOD, 0 <3 General Electric Co 92/04/01 DEVQUNO, R C 
Director's Office, Office of inspection and Enforeemant 4pp. 
12804 OOt 24X Fiche 90-000.82/04/01,0204210137 


6204020217 Forward# IE Insp Repts 90-392/82-04 it 80-393/82-03 on 
82020]-2e 6 notice of violation 

STAROSTECKl.fi Division of Project tc Resident Programs 02/03/19 
KEMPER, J 8 Philadelphia Electric Co 2pp 12498 292 24X 

Fiche 50-392, 02/03/19, 8204020217 


--B204020227 Notice of violation from insp on 020801-20 

BTAR08TECRI , R Division of Project t. Resident Programs 82/03/19 
Ip 12490 294 24X Fiche 80-392,82/03/15,0204020217 


-8204020234 IE Insp Repts 90-392/82-04 4. 90-393/62-03 on 820201-20 
Nsncumpllance noted' fai lure to control design changes 
adequetely 

DURR, J P I MCCABE, E C Division of Project t< Resident Programs 
82/03/04 epp 12498 299 24X Flche 90 -352,82/03/19,8204020217 


9204190365 Forwards IE Info Notices 82-09, "Cracking In Piping of 
Haktup Coolant Llnss at B4N Plants" h 82-10, "Following up 
Symptomatic Repairs to Assure Resolution of Problem " No 
written response required 

HAYNE8,fi C Region 1, Office of Director 02/03/31 O'TOOLE, J D 

Consolidated Edison Co of Ntw York. gpp 12662 246 24X 

Flche- 90-000, 82/03/31, 0204180368, 


DOCKET 50-393 LIMERICK OENERATINO STATION, UNIT 2 


A Appl Icat 1 on/construc tton stage documents b correspondence 


6204120018 Buppls response to FDIA request for documents on three 
individuals Involvement in licensing matters before 
appointment to ASLD Addl documents discovered listed in App 
A enc 1 

FELTON, J K Division of Rules and Records 01/12/22 ZITZER, P 
Limerick Ecology Action 3pp 12654 227 24X Flche 90-000, 

61/12/22, 6204120018 


——0204120024 Forwardi,for review, util 70D226 Itr transmitting application 
for CP, con# I sting of general info & PSAR Vole 1-5 M/o end 
MORRIS, P A Atomic Energy Commission 70/02/27 HENDRIE, J K 
ACR8 - Advisory Committee on Reactor Safeguards ip 12694:230. 

24X Fiche 50-000,81/12/22,6204120010 


—8204120027 Forwards, for info, notice of receipt of application for CPe It 
facility licenses W/o end 

MORRIS, P A Atomic Energy Commission 70/03/18. HENDRIE, J M 
ACR8 - Advisory Committee on Reactor Safeguards. Ip 12694 23i 
24X Flche 90-000.81/12/22,6204120010 


8204150462 Forwards IE Bulletin 82-Oi, "Alteration of Radiographs of 
Welds in Piping Subassemblies," No written response 
required 

HAYNES, R C Region 1, Office of Director, 82/03/31 O'TOOLE, J. 
Consolidated Edison Co of New York. 6pp 12693 234. 24X 

Fiche' 90-000, 82/03/31, 8204190462. 


8204160496 Forwards IE Investigation Rept 90-392/82-01 on 810828- 
B20121, Allege tlons net substantiated, 

8TARD3T£CK1,R Division of Project I, Resident Programs 82/04/01, 
KEMPER, J 8. Philadelphia Elsctrle Co. 2pp 12706'199 24X 

Flche; 90-352, 82/04/01,8204160456 


"S2041 60461 te Inveetigatien Rept 50-392/82-01 on 810828-820121 Mejor 
areae invee tlgated, al legation that Bechtel supervlsert 
preiaured OC employeei Into falelfytng QC Insp repts 
Allegation not corroborated 

flATAKAS, R,A , OURR, J. P, Oivieion of Project ti Resident Programe. 
PHILLIP, 0 A Oivieion of Project t< Resident Programs 82/02/12 
SOpp 12706.197. 24X Flche- 80^392, 82/04/01, 6204160496 


8204220492 Forwerds IE Inep Repte 50-392/82-05 V 90-353/82-04 on 
820301-30 ti notice of violation 

8rAR06TECKl,R, Region 1, Office of Director. 82/04/06 KEMPER, J. 8 
Fhitedelphla Electric Co, 2pp 12808*115 24X 

Flche. 50-352, 82/04/06, 8204220492. 


— 9204120031 Forward!, for review, E8BA 700602 comments M/o encl. 

MORRIBiP A Atomic Energy Commission 70/06/19 HENDRIE, J M. 
ACRB - AdvleO'ry Committee on Reactor Safeguards Ip 12654-232 
24X Fiche 50-000,81/12/22,6204120018 


— B204120036 Forwards, for lnfo,Dlv of Reactor Licensing 700626 requoat 
for eddi technical info M/o encl. 

MORRIB, P A Atomic Energy Commiselon 70/06/30 HENDRIE. J M, 
ACR8 - Advisory Committee on Reactor Safeguards Ip. 12654,233 
24X Fiche -50-000, 01/12/22,0204120018 


■S204120040 Forward!, for Info, DIv of Raactor Lleaniing 700007 Ifcr 
requesting eddl technical Info M/o end 

MORRIS, P. A Atomic Energy Commlseton 70/06/11 HENDRIE, J, M, 
ACR8 - Advisory Committee on Reactor 6afeguards ip. 12654-834. 
24X Fiche: 50-000, 01/12/22,6204120016. 


— 6204120091 Forwards, for Info, Dlv of Reactor Licensing 700919 renoaet 
for addl info, M/o and 

MORRIS, P. A Atomic Energy Commletlon, 70/09/29 HENDRIE, J N. 
ACR8 - Advisory Committee on Reactor Safeguards Ip 12654 236 
24X Flcha: 80-000, 01/12/22,6204120016. 
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— S2O41Z00S’7 Forward'll fot ravlaui Mind 1 dtd 701009 which ferantmiif Suppl 
1 containifiTi raaponio* to Dlv of Licmiinj quedtions 
riyltid pagii for Incorporation into PSAR.W/o anc I 
MORRIS/ P A Atomic Enirgg Comnlllion 70/10/0“? HENDRIEi J M 
ACRB “ Advl lopq Committii on (tiactor Sifoguarda Ip 12694 237 
24X Fit hi 90-000. 81/ 12/22, B20 412001B. 


— 8204120067 Forwardirfop infoiDlv of Riactop Licanalnj 701010 Ic 13 Itr* 
raquiiting addl info H/o incl 

liOfiRlSiP A Atomic Enlrgg Contmiliion 70/10/19 HENDRIEi J M 
ACRS - Adviiorg Commlttie on fliactor Bdfiguardl Ip 12694 238 
24X Fichi 30-000.01/12/22,820 4120018 


--8204120076 Fora'irdii for Infoiutil 701028 Itr tranimlttlng inviron rept 
M/o me 1 

MORRISiP A Atomic Enirgg Commlliion. 70/10/30 HENDRIEi J M 
ACRS - Advliorg Commlttie an Reactor Safiguardi Ip 12694 239 
24X Fichl 30-000, 81/12/22.9204120010 


— 82041SOOB1 Forward*, for riviiu, Amind 2 dtd 701124 tranirnl i t ing Buppi 2 
ti riviiad & lupplinintal Info for Incorporation Into PBAR 
W/o and 

MORRIS/P A Atomic Enirgg Commiiilcn 70/12/01 HENDRIEi J M 
ACRS ” Advi «org Commlttie on Riictor Safiguard* Ip. 12694 240 
24X Fichi 30'000i 81 /I2/22i 8204120018 


— 8204120087 Foruardiifor riviiui Amend 3 dtd 701211 traninittlng Buppi 3 
raviiid & «upplemintit info for Incorporation into P8AR 
M/o and 

KOHRIS.P A Atomic Energy Cotnmliilon 70/12/16 HENDSIE- J M 
ACRS - Adviiorg Committee on Reactor Safaguarda. Ip, 12694 241 
24X Flche 90-000, 8t/lZ/22i 8204120018. 


— 8204120093 Forward* I for Inf Oi D1 v of Raactor Llcanaing 701202 Itr 
requaitlng addl info H/o end 

MORRIS. P A Atomic Energy Conmliiion. 70/12/23 HENDRIE. J M 
ACRS - Advl lorg Committee on Reactor Safaguardi. ip 12654 242 
24/ Fiche 90-000.61/12/22,8204120018 


— 8204120096 Forward*, for info, Div of Reactor Licenoirg 710209 Hr 
r*quaitlng addl Info H/o end 

MORRIS, P A Atomic Energy Comminlan 71/02/17. BU8H.S H. ACRS 
- Adviiory Committee on Reactor Safeguard* Ip, 126S4.S43 24X 

Fichl 90-000.01/12/22,8204120018 


— 8204120101 Foruardiifor revliu. Amind 4 dtd 710223 tranitnl tt ing reyiiid 
Info for incorporation into PBAR 6 Suppl 4 containing 
rasponiix to Dlv of Reactor Licinslng 701010 & 710208 Itr* 

U/a incl. 

MORRIS, P A Atonic Enirgy Conwniiilon 71/03/04 BUaH, S H ACRB 
- Advliory Commi ttii on Riactor Safaguardi Ip 12654 244 24)( 

Fichl 90-000,81/12/22,8204120018 


— 8204120104 Foruardiifor Info, OIv of Raactor Llcanilng 710312 Itr 
raquaitlng addl info (t 710311 Itr tranimlttlng AEC Itr td 
Banator Behwaitar 6 riquiittng documantatl on on BIripbaci 
Dam. U/o enc I 

MORRIS, P A Atomic Enirgy Commlliton 71/03/16, BUSH, 8 H. ACRB 
Advliory Committii on Riactor Safeguard*. Ip, 12694 245 24X 

Flche: 90-000, 01/12/22, 8204120018 


—8204120107 Forward*, far raviiw, Amend 6 dtd 710430 W/o and. 

MORRIS, P A Atomic Enirgy Commiiiion 71/09/19. BUaH.a, H. ACRS 
- Advlfory Committii on Riactor Safeguard*. Ip 12694’ 246 24X 

Fiche: 90-000. 8 1 / 1 2/22. B204 1 20 01 8 


—8204120110 Forward*, for rivliw. NOAA Air Rciourci* Environ Lab 710927 
Tiviied commint*. W/o ercl 

MORRIS, P A Atomic Energy Commiiiion 71/06/11, BUSH. 8 H ACRS 
- Advifory Committii on Riictor Safiguard* Ip 12694:247. 24X 

Flcha:90-000,al/12 /22, 02041 SOO 1 8. 


—8204120116 Forwirdit f or Info, vtil 710906 Itr In raaponia to Dlv of 
Riactor Llciniing 710311 Itr, advtilng of no ralatlonihlp 
bituaan plant! W Sllpback Dam W/o incl 

MORRIS, P.A. Atomic Enargy Comtnltilen, 71/06/11 BUSH, 8. H, ACRS 
- Advliory Con>«lttaa on Riactor Safaguardi. Ip 12694' 248 24X 

Ficha 9 O-OOO 1 81/12/22, 8204120018. 


•8204120120 forwardiifor rtvliu, NH Niuman ti HJ Hall 710630 commantaru 
W/« incl, 

MORRIS, P A Atomic Energy Commiiiion. 71/07/14. BUSH, S. H. ACRS 
- Advliory Committal on Riactor Safaguard* Ip. 12694' 290 , 24X 

Fitht. 90-000, 01/12/22, 8204180018, 


8204120189 Forward* for 1 nfo, Ripraivntativa J Eilfaarg 710714 Itr r* 
plant*. W/o met. 

MORRIS, P A, Atomic Energy Commiiiion 71/07/21, BUSH, 8. H, ACRS 
- Advliory CDmeiltt*i on Riactor Safiguard*. le, 12694 291. 24X 

Fleh*: 90-000, 81/12/22,8204120018 


— 8204120138 Forward*, for review, Div of Reactor Liceniing rept re 
application to eonalruet two BWR* W/o end 

MORRtSrP A Atomic Energy Commiiiion 71/07/22 BUSH.S H ACRS 
- Advisory Committee on Reactor Safeguard* Ip 12654 292 24* 

FIcbi 90-000.81/12/22,0204120018 


— 820412-0142 Forward*, for reviiw,Fi»h t< Wildlife Sve 710706 rept. 
NOAA-Natl Ocean Survey 710707 rept on site iitsmtclty & 

USDS 710712 comment* W/o end 

MORRIS, P A Atomic Energy Commiiiion 71/07/23 DUSH.P A. ACRS 
~ Advisory Committia on Riactor Safeguard* ip 12694 253 24X 

FUhi 50-000.81/12/22,0204120018 


—8204(20146 Forward*! for info, Dlv of Reactor Licensing 710719 Its to 
utils requaitlng Info on emergency core cooling W/o end 
morris, P A Atomic Energy Commlisjon 71/07/23 DUSH,9 H ACRS 
- Advliory Committee on Reactor Safeguardi Ip 12654 294 24X 

Fiche 50-000,01/12/22,0204120018 


— 8204 120159 Forward*, for review. Amend 9 dtd 710722 W/O end 

MORRIS. P A Atomic Energy Commisiion 71/07/29 GUSH, S H ACRB 
— Advisory Commlttei on Reactor Safeguardi Ip 12694 295 24X 

Fiche 50-000,01/12/22,8204120018 


— 8204120169 Forwardi , for info. Dlv of Reactor Licensing 710722 Itr ra 
recommended design changes W/o encl 

MORRIS. P A Atomic Energy Commlidon 71/07/29 BUSH.8 K ACRB 
- Advisory Commltte* on Reactor Safeguards Ip 12654 256 24X 

Fiche 50-000,81/12/22.8204120018 


— 0204120170 Forwardiifor info. Amend 8 dtd 710716, tranimitting ftn-ancli] 
fc antitrust Info U/a end 

morris, P A Atomic Energy Commission 71/07/29 QU8H, 8 H ACRB 
“ Advisory Commlttie on Reactor Safeguard* Ip 12694 2S7 24X 

Fichl 50-000,81/12/22,8204120018 


— B204120I76 Foruardiifor ravIiu.MM Newmark 710727 rept W/o enc I 

MORRIS, P A Atomic Energy Commission 71/08/03 QUSH. S H ACRB 
- Advisory Commlttie on Riactor Safiguard* Ip 12654 258 24X 

rich* 50-000,81/12/22.8204120018 


-“8204120105 Forward*, for rivliw. Amend 10 dtd 710730 «< util 710730 Itr 
submitting info {tt reiponsi to Dlv of Reactor Licensing Itr 
or emergency con cooling W/o end 

MORRIS. P A Atomic Energy Commission 71/08/03 QUSH.S K ACRS 
- Advisory Comnilttel on Reactor Safeguards Ip 12694 299 24X 

Fiche. 90-000, 81/12/22, 0204120010 


—8204130191 Forwards, for info, Amend* 11,12 U 13 dtd 710915,21 & 1006, 
raspectlvily & util 7I100S Itr responding to Fish t> 

Wildlife Sve comment* W/o encl 

HORRIS.P A Atomic Energy Commiciion 71/10/21. BUSH.8 H ACRS 
- Advisory Committee on Riactor Safeguards Ip 12694 260 S4X 
Fiche 50-392,81/12/22.8204120018 


— 8204120197 Forwards, for info, Div of Reactor Licensing safety 
evaluation W/o and 

MORRIS, P A Atomic Energy Commission 72/01/03 BUSHiP A ACRS 
— Advisory Committ*! on Riactor Safaguardi Ip 12694.261. 24K 

Fiche 90-000,81/12/22,0204120018 


— 82'04t20204 Advises that 710421 "Spicial Ript to ACRS, Compar i s on of 
Site* for Linirlcl! Oeniratlng Station V Niwbald Island 
nuclear Generating Station," should bi decontrolled Official 
use only designation no longer applicable 

eCHWEHCER.A, Licensing Branch 3 81/12/18 Licensing Branch 3 

ip 126S4 262 24X Fichl' 90-000, 81 /12/22, 8204120018 


--8204IS0208 Forward* "Special Ript to ACRS, Comparison of Site* for 
Llmerlcli 0*n*rating Station tt Niwbold Island Ginvratlng 
Station,'* for review 

HORRIS.P A Atomic Enirgy Commission 71/04/21 BUSH, 8 H. ACRS 
- Advisory Committii on Reactor Safeguards ip 12694.263 24X 

Fiche 90-000,81/12/22.8204120018. 


— 8204120217 “'Special Reft to ACRS, Camper i*an of Sites for Limerick 
Oeneratlng Station 6 Neubold Island Nuclear Generating 
Station " 

• Atofflie Energy Commission. 71/04/21. 24pp 12694 264. 24X 

Fic he: 90-000, BI / 12 / 82 . 8204120018 


— 8204120453 Forwards, for rsvlaw. Amend 7 dtd 710610 transmitting revlsid 
tt lUppleaiantal info for incorporation into P8AR W/o end. 

HORRIS.P, A Atomic Energy Commiiiion. 71/06/19 BUSH* 8. H. ACR8 
- Advisory Committee on Reactor Safeguardi, Ip I2694'249 24X 
Fiche 50-000,81/12/22,8204120018 


8204140141 Further raiponse to FOIA request re RO Uame* complaint Ic 
*ub*equent investl gatlon No furthtr document* found. 

FELTON, J M. Division of Rulss end Records. 81/12/31. MILLER. J M 
Affllietion Unknown. Ip. 12672:345. 24X Flchs; 90-352, Bl/<2<'31> 

0204140141. 
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920-1140109 FOIA r«q.u*«t for rofordf ro running of any vtrfloni of 
calculotlont of reactor accident conie^uencee & HARCH 
eoirputer code* for Lifflcrick 

EULIQTT. C W Thoma* Ic Hair 82/02/03 Office of Adniniitration 
Spp 12*74 219 24 X Flche 50-352* B2/02/03( 0204140109 


8304140119 Respond* to FOIA request for record* re running of any 
version* of calculations of reactor accident consequence* <( 

KARCH computer code* for Llmericli Document* listed In 
App A end U/o NUREC-0715 

FC(-T0M> J li Division of Aulas and Record* 02/02/28 ELLIOTT* C U 
Tliomas t Hair 2pp 12*74 221 24X FtChs S0-3S2* 02/02/22* 

8204140119 


— 8204140125 Reactor siting study consisting of graphs re calculations 
of reactor accident consequences (CRAC) computer code 
* NAC - No Ooteiled Affiliation Olven 00/11/22 *Spp 
12674 223 24X Flche 50-352*82/02/22,0204140119 


8304120069 Fortiiards request for addl Info from Hydrologic Section for 
F8AR 

SCHWEKCER.A Licensing Branch 2 82/03/12 BAUER* E 0 

Philadelphia Electric Co 7pp 12*52 205 24X 

Flche 50-352.82/03/12*8204120069 


8203190001 Oeneric Ltr 82-05 to all llcenstos of operating pouer 
reactors re post-THl requirements 

eiSENHUT, 0 0 Division of Licensing 02/03/19 HAUBPURO. A 
Consolidated Edison Co of Ntu yort 7pp 12513.128 24X 

Flche 50-000,02/03/19,8203190001 


8204010022 Foruards request for addl Info re probatl 1 Istlc risk 
assessment Response to be submitted by 820611. 

SCHWENCEft. A Licensing Branch 2 82/03/23 BAUER, E 0 

Philadelphia Electric Co 2*pp 12492 001 24X 

Fichc 50-332*82/03/23,0204010022 


82042700*6 Summary of 820211-12 meetings u/ut 1 1 , OE* SAI & NU8A re 
probabilistic risk assessment Vieuigraphs and 

A9ELS0N.H Licensing Branch 2 02/03/23, Licensing Branch 2 

9pp 12871 203 24X Flche 50-352,82/03/23,82042700*8 


8204080303 Foriiiards systematic assessment of licensee performance 
evaluation rept for Uul 19B0-June 1981. based on 010010 
revieu of facilities 

KAVRES.R C Region 1, Office of Director. 82/03/24 BOYER, V 
.'-nlledelphia Electric Co *7pp 12*13 228 24X 

Fiche 50-000.82/03/24,8204080303 


82042*0439 Forieards A Nogee corrected comments re 620211-12 
probabilistic risk assessment meeting U/o end 

ABEL80N. H Licensing Branch 2 02/03/29 Llcanilng Branch 2. 

4pp 120*1 320 24X Flche 50-352,82/03/39,8204260439 


8204070590 Foruards Amend 29 to application for OL, consisting of 
Revision 3 to FSAR (filed in PDR Category K), Revision 3 to 
environ rept (filed In PDR Category C) tc Revision 1 to 
fire protection evaluation rapt (filed In PDR Category F). 
BRAOLEY.E J Philadelphia Electric Co 82/03/31 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 12584.25? 
24/r Flche 50-352,02/03/31,8204070590 


— 9204070S9B Amend 29 to application for GL, ravlting pages to FSAR <> 
fire protection evaluation rept tt Incorporating design 
assesiment rept Certificate of 8vc end 

BOYER, V S Philadelphia Electric Co 82/03/29 7pp 12584.2*2 
24< Flche 50-352,82/03/31,8204070590 


— 8204070609 "Design Assessment Rept," Vols 1 l< 2 

* Philadelphia Electric Co 82/03/31 S3Spp 12586.103 24X 

Flche 50-352,82/03/31,8204070590. 


92040*0002 Bubmlts info In response to NUREO-0612, "Control of Hoavg 
Load* at Nuclear Power Plants " Final rept, "Overhead 
Handling 0ys Review," end 

KEMPER, J 8 Philadelphia Electric Cq 82/04/02 EI8ENHUT, D 0 
Olvidon of Licensing ip. 12551 004. 24X Flcho: 80-352, 82/04/02, 

83040*0002 


—82040*0011 "Overhead Handling 8yi Review," final rept 

• Philadelphia Elactrlc Co. 82/03/31. iOOpp, 12581:005. 24X 

Flche 50-352,82/04/03,82040*0002. 


8204120474 Corrects Item numbers In NRC 820308 raqueet for addl Info 
Necessary labeling mods should be made In response* to 
reflect numbering changes. 

SCHWENCEH.A Licensing Branch 2. 82/04/03. BAUER, E 0, 

Philadelphia Electric Co. 3pp. 12*33.357 24X 

FIchS 50-352,02/04/02,8204120474. 


820419003* Informs of potential reportable condition in hydrodynamic 
load* In piping << supports of control rod drlvellns eye 
causing calculated hydrodynamic loads to be Inaccurate 
Request* proposed plan for reinforcing affected component* 
BCHUENCER, A Licensing Branch 2 82/04/05 BAUER, E 6 

Philadelphia Electric Co 4pp 12731 250. 24X 

Flche 50-352. 82/04/05,820419003* 


B2042300S1 Forwards request for addl Info to continue review of FSAR 
Requests rssp on** within 7 deys 

aCHMEMCER.A Licensing Branch 2 82/04/14 SAUER, E 9 

Philadelphia Electric Co 13pp 12934 310 24X 

Flche 90-332,82/04/14.8204230001 


82041*0152 Generic Ltr 82-07 to all BUR plant licensee* 1, applicants re 
transmittal of NUREO-0909 relative to Oinna tube rupture 
W/o end NUREO List of NRC recipient* end 

EISENHUT, 0 0 Division of Licensing 82/04/15 Commonwealth 
Edison Co 7pp 12767 196 24X Flche 50-000,62/04/15.0204160152 


9204210009 Forward* application for Amend 31 to OL application 
lubftituting revised cover pege, title page. Page 1-4 ti Pages 
12 6 16 of safeguards contingency plan. 

BRADLEY, E J Philadelphia Electric Co B2/04/1* DENTON. H R 
Office of Nuclear Reactor Regulation, Director Spp 12041 061 
24X Flche 30-392.82/04/16,8204210009 


— 8204210010 Application for Amend 31 to CM. application* substituting 
revised cover page, title pageiPage 1-4 L Pages 12 6 16 of 
safeguards contingency plan 

BOYER, V B Philadelphia Electric Co 62/04/13 4PP 12841 063 
24X Flche 50-352.82/04/16,6204210009 


8204210299 Generic Ltr 83-09 to all power reactor 1 Icensees, app 1 1 can t s 
for OL, MSS3 vendors & reactor vendor* re environ 
quallf leation of safety-related electrical equipment 
NRC position re qualification requirements end 
ElBENHUTrD 0 Division of Licensing 62/04/20 HAUePURO.A 
Consol i ilatsd Edison Co of New York. IGpp 126*2 337 24X 

Flche 50-000,82/04/20,8204210295 


8204270419 Responds to NRC 820405 ltr requesting Info re fast scram 
hydrodynamic loads on control rod drive tys Info will fee 
provided by 820730 

BRADLEY, E J Philadelphia Electric Co 82/04/23 SCHWENCEftiA 
Licensing Oraneh 2. 2pp. 12640 161 24X Flche 50-352.82/04/23, 

B204270419 


C Utility Environmental Report (ER), amends t< Correspondence 


0304070590 Forward* Revision 3 tu environ rept. 

BRAOLEY.E J Philadelphia Electric Co 82/03/31 DENTON, H. R 
Office of Nuclear Reactor Regulation. Director Spp 12584 259 
24X Flche 50-358,62/03/31,0204070590 


— 6204070602 Revision 3 to environ rept 

« Philadelphia Electric Co 82/03/31. 4Spp 12985’339 24K 

Flche 90“3S2, 02/03/31.8204070590 


8204190230 Forward* affidavit of »vc of Revision 3 to environ rept. 
BRADLEY, E J Philadelphia Elactrlc Co 02/04/13 DENTON, H R 
Office of Nuclear Reactnr Regulation, Director *pp 12721 295 
24X Flche: 50-392, 82/04/13, 9204190230 


F Security, medical, emergency I, fire protection plans 


8204070590 Forwards Revision 1 to "Fir* Protection Evaluation Rept " 
BRADLEY, EJ. Philadelphia Electric Co 82/03/31. DENTON, K R. 
{3ffice of Nuclear Reactor Regulation, Director. Spp 12584' 259. 
24X Flche. 50-352,82/03/31,0204070590 


—6204070606 Revision 1 to "Fire Protection Evaluation Rept " 

• Phi ladalphia Electric Co 82/03/31 S9pp 12506:047 24X 

Flche SO-352, 82/03/31, 0204070590. 


B204070436 Forward* Amand 30 to Lictnses CPPR-16 t, CPPR-17 I, revised 
plant security personnel training & qualification plan 
plan withhold (ref 10CFR73. 21) 

BiRADLEY.EJ. Ph Hadelphla El cc trie C 0 92/04/01 DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. 2pp, 1256*' 003. 
24X Fiche. 50-352,82/04/01,8204070436. 


— 6204070438 Amend 30 to Llctnss* CPPR -16 k CPPR-17 consisting of 
revised plant security personnel training 6 qualification 
plan Plan withheld (rsf iOCFR73 21). 

BOYER,!/ 8 Philadelphia Electric Co. 82/04/01, app 12566:009 
a4X F 1 c h e • 5 0-352, 82 /O4/0 1 , 820 407043 6 
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S204t90230 Fi>rtii«rdt af «ve of Rtviiion I to fir* p^rotoctien 

•voltfafelon Tfpt 

BRADLEV.e J PhiUdoJphlo EUetrlc Ca 82/04/13 OENTOII. H R 
Offlct of Nucltpr Risctar Rpgulotloni Dlrtctor 6pp 12731*295 
24X FI eh* 50-352,82/04/13.8204190230 


8204310009 Forward* appUeatlon for Amend 31 to OL application 
tubitltutlng rtvliid cover page, tttl* page, Pag* 1-4 k Pagat 
12 ti 16 of safeguard* contingtney plan 

BRADLEVrE J Phlladilpriia Elfctrie Co 82/04/16 DENTON, H R 
Office of Nuclear Reactor Regulation. Director. Spp 12841 061 
24X Fich* 50-352,82/04/16,8204210009 


--8204210010 Application for Amend 31 to X app 1 i ca tion, sub* 1 1 1 ut Ing 
revised cover page, title pagt.Pagc 1-4 6 Pages 12 6 16 of 
safeguard* contingency plan 

80YER,VS Philadelphia Electric Co 82/04/15 4pp 12B41 065 
24X Fiche SO-352, 82/04/16,8204210009 


8204290270 Foruardi Attachment A to Part 3-2 of etd operating 
procedure "Energencg Public Info, Imp 1 ement ing ti 8til 
Operating Procedure* for Filed Nuclear Facilltiei '* 

« Hargland. State of 82/04/21 NRC - No Detailed Affiliation 
Otven. Ip. 12881 323 24X Fich* SO-000, 82/04/2 1, 8204290370 


—6204290292 Attachment A to Part 3-2 of ltd operating procedure 
"Emergencg Public Info, Implementing 1. Std Operating 
Procedures for Filed Nuclear Facilltiei “ 

» NargUnd. State of 82/04/30 SOpp 12681 324 24X 

FUha 50-000,82/04/21.8204290270 


O. Adjudlcatorg correspond enc* 


6204010248 Raepondl to 020224 Itr requesting tape of prelimlnarg risk 
assesanent 820211-12 meeting Tep* mede bg BNL Lab li not 
prepared to make copg, Lab pereonnel at meeting who have 
continued reiponslb llttg for revieu listed 

LEHI8. B H Hearing Branch 4 82/03/29. DORBEY, J A Limerick 

Ecology Action 4pp 12477.190 24X Fich* 50-352.82/03/29, 

8204010248 


—8204070600 Revision 3 to FSAR 

* Philadelphia Electric Co 82/03/31 275pp 128B4 269 a4X 

Fiche 50-352,82/03/31,8204070590 


8204190230 Poruiard* affidavit of sve re distribution of Revision 3 to 
FSARiReviiian 3 to Environ Rept (filed in PDR Categorg C) ti 
Revision 1 to fire protection evaluation rept (filed in 
Category FI 

GRADLEY, E J Philadelphia Electric Co 82/04/13 DENTON, H R 
Office of Nuclear Reactor Regulatioti, Director 6pp 12721 295 
24X Fiche 50-352,82/04/13,8204190230 


0 Inspection reports. IE Bulletins &. correspondence 


8204020217 Foruard* IE tnsp Repts 50-352/62-04 6 50-353/82-03 on 
020201-28 i, notice of violation 

STAROSTECHI, R Division of Project & Resident Program* 62/03/13 
KEMPER, if S Phlladtlphia Electric Co 2pp 12498 292 24X 

Fiche 50-352. 82/03/15.0204020217 


— 0204020234 IE Insp Repts 50-352/02-04 U 50-353/02-03 on 820201-20 
None amp 1 ten ee noted fall ure to control design changes 
adequately 

DURR, J P , MCCABE. E C Division of Project 6 Resident Program* 
02/03/04 epp 12490 295 24X Fiche 50-352.82/03/15,8204020217 


8204150365 Forwards IE Info Notice* 02-09, “Cracking in Piping of 
Makeup Coolant Lines at B6M Plants" U 82-10. “Following up 
Symptomatic Repair* to Assure Resolution of Problem “ No 
written response required 

KAYNESi R C Region 1, Office of Director 62/03/31 Q'TOOLE, J D 

Consolidated Edison Co of New York Spp 126S2 248 24X 

Fiche. 50-000, 02/03/31. 6204 I 50365 


8204150462 Forward* IE Bulletin 02-01, “Alteration of Radiograph* of 
Melds in Piping Subassemblies " No uritten response 
required 

HAYNES, R C Region 1. Office of Director 82/03/31 O'TOOLE, J 

Consolidated Edison Co of New York 6pp 12603 234 24X 

Fiche 30-000.82/03/31,8204150462 


8204210449 Suggestion of mootnes* of probabilistic risk assessment 
contentions Chairman Pelledlne statement eonfirai* Connlssion 
policy that probabilistic risk assessment anelgiis has no 
place in licensing hceringt Certificate of 8vc end, 

CONNER. T B , HETTERHAHN, M J Philadelphia Elec trie Co CONNER, T 0 
Conner k Wetterhehn 82/04/19 Commissioners epp 12802 210 
24X Fich# 50-352,82/04/19,8204210449 


8204280095 Response to licensee 8204t9 suggestion of mootnes* re 
probabilistic risk assessment. Chairman Palladino InfoTmal 
ramark* befora ANS do not eenititut* official Commission 
policy k ASLB cannot take notice Certificate of Sve end 
ELLIOTT. C H Limerick Ecology Action 82/04/23 Atomic Safety 
and Llcaniing Board Panel App 12871 026 24X 

Fiche 50-082,88/04/23,8204280095 


8204880277 Motion to reject proposed Contention* It-l.lll-l b portion 
ol Ill‘*2 conttntioni nlti istupt r« iip*d fur 

pawsr/alternate energy source* 8. were rendered moot by final 
role on financial qualification* Certificate of Sve end 

’’ Antitrust Division LEWIS.SH, Hearing Branch 4 
83/04/2’o. Atomic Safety and Llcanting Board Panal 
24X Fiche 50-352,82/04/26,8204280277. 


12070- 003 


1. Finencial information 


B2040B0042 Forwards Annual Financial Rept 1901, 

BRADLEY.E J Phlledelphle Electric Co B2/04/OS. DENTON. H R, 

Office of Nuclear Reactor Regulation. Director. Ip 18605-057 24X 

Fiche- 50-000. 82/04/05, 8204080042 


— 8804080051 Annual Financial Rept 1901 

OILKEBOM. R, F. Philadelphia Electric Co. 82/04/05, 
1260S 088 84X FI che- 50-000, 82/04/05, 020 4080042 


43pp, 


8204080061 Forward* Annual Financial Rspt 1901, 

BRAXEY. E J Philadelphia Electric Cg 82/04/05, DENTON. H, R. 

^•■**91' Regulatlcn. Oirsetor. ip 18605, 102. 

Flcht 50-352, 82/04/05.8204080061 


24 X 


Utility Final Baftty Analysis Report (FSAR) 6 amend* 


02O422O49'2 Forwards IE Insp Repts 50-358/62-05 t< 30-353/82-04 on 
620301-30 & notice of violation 

STAROSTECKI.fi Region 1. Office of Director 82/04/06 KEMPER. J B 
Philadelphia Electric Co 2pp 12808 115 24X 

Fich* 50-352,02/04/06,8804220492 


•0204220497 IE insp Repts 50-358/82-05 6 50-353/02-04 on 080301-30 
Noncomp I lane e noted failure to provide required cable trey 
edge softener* fe Inadequate HVAC contractor weld control 
DURR, 0 P I MCCABE, E C. Region 1. Office of Director 02/04/02 
7pp 12008,110 24X Fiche 50-352,82/04/06,8204220492 


0202040142 IE Info Notice 88-tli "Potential Inaccuracies in Hide Range 
Pressure tnetruments Usod in Uestinghouse Designed Plants." 

Bve list end 

JORDAN, E L Division of Enginsering k Quality Assuranca 82/04/09 
63pp 18070 342. 24X Fiche 50-000,82/04/09,8202040142 


0202040143 IE Info Notice 82-12, "Surveillance of Hydraulic Snubber* “ 
N/enc 1 SVC list, 

JORDAN, E.L Division of Engineering k Quality Assurance 02/04/21 
64pp 12873 001. 24X Fiche 50-000,02/04/21,0202040143 


B Reportable oeeurrenc**, LER* t, related correspondence 


0203050323 Significant Deficiency Rept 10 re HVAC damper deficiency. 
Requeete addl time for completion due to rework at vendor* 
facility l( plant Completion expected by 820430 
KEMPER, J a Philadelphia Electric Co 02/02/85 HAYNES, R C 
Region i. Office of Director ip 12133 083 24X 

Fiche 50-352,82/02/85,8203050323 


8204210137 Part 21 rept re HMA relays w/eentaet lead* not fully 
insula ted, Inl tlally reported 810708 No operating BMR* 
utilii* eutj HMA relay* All potential problems wilt bo 
corrected before startup 

SHERWOOD. 0.0 Oaneral Electric Co 82/04/01, DEVOUNO. R.C 
Director's Office. Office of Inspection and Enforcoment 4pp 
12004 001. 84X Fiche 50-000,82/04/01.8204210137. 


0204070590 Fopwerd* Revision 3 to FBAR, 
BRAXEV.E.J Philadelphia Electric Co 88/OJ 
SIv el Reactor Regulation, Dlrecioi 

■••30-332, 82/03/31, 8204070590. 


DENTON. H R 
3pp 12584 859. 
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CKET 80-354 HOPE CREEK NUCLEAR STATION. UNIT 1 
Appl lc«tlon/con«ti*uctioti itpgs iIoct/t7i>nti cpm*pondinc* 


}4i2001B 8uppl« rctponf* to PDIA r>(tu>«t for documantt on throa 
indivldualt 1 rtvolvcpitnt In lictnting mattar* bafore 
ippolnbmant to A3LB Addl docurnanti dlaeovarad llttad In App 
) anc 1 

'ELTOMi U H Olvtalon of Rult* and Racords SI/12/SS ZITZER.P 
.IntarlcI Ecology Action 3pp 1S&94 227 24X Flche 50-000, 

U/12/23. B2041200I3 


0202040142 IE Info Noblca B2-lt, “PotanbUl Inaceuraclea In Nlda Ranga 
Prtiaura Itii trvman tc Utad In Haatlnghouta Oaaignad Planta “ 

Svc lift and 

JORDAN, E L Divlilon of Englnaarlng L Duality Aiiuranca, 88/04707 
63pp 12B7B'342 24X FI c ha • 30-000, 02704/074 82020401 42 


62041A0387 Ack racalpt of 820319 Itr Informing NRC of itfpf takan to 
corrtct viola tloni no tod in IE Imp Rapti S 0-354 /S8-01 $i 
30-399/02-01 

3TAR03TECKI,fi, Divlflon of Projaet & Raaldont Prograra* 08/04/09 
MARTIN, T.J Public Strvict Elactric It Oas Co of Ntu Oariay Ip 
18693 897 84X Ficha- 50-354. 02/04/09. 82041 60389 


1804120189 Foriiiardf for I nf o, Rapraien tat i va JEilbarg 710714 itr rt 
piantf M/o and 

HOHRIS.P A Atomic Energy Commiiilon 7t/07/8I BUSH. 8 H ACR8 
- Advisory Commlttaa on Raactor Bafiguards ip 12694 291 S4X 
Flcha 90-000. B1/12/22.88041200IB 


204120146 Foruardf. for Info.Div of Reactor Licensing 710719 Itre to 
wtllf requesting Info on emergency core cooling N7o sncl 
NORRIS. P A Atomic Energy Commifilon 71/07/83 BUSH. 8 H ACRS 
- Advisory Committee on Reactor Safeguards Ip 12634 854. 24X 

Flche 90-000.81/12/82.8804120018 


204120204 Advises that 710481 ''Special Rept to ACR8i Comparl s on of 
Sites for Limerick Generating Station tc Naii/bald Island 
Nuclear Oaneratlng Station." should be decontrol 1 ed. Qff Ic la 1 
ufi only designation no longer applicable 

BCHWENCER. A Licensing Branch 3. BI/12718 Licensing Branch 3 

Ip 12694 262 24X Flche. 90-000, 01712/22, 8204120018 


104120209 Forviards "Special Rept to ACRS, Comparison of Sites for 
LlnerUk Oenaratlng Station t< Neubold Island Oenarabing 
Station, " for revleu 

MORRIS, P A Atonic Enargy Commission 71704721 BUSK, 8 H ACRS 

-Advisory Commlttaa on Reactor Safeguards tp, 18694:263 24X 

Flche 90-000,81712/22,8204120018 


'04120217 "Special Rept to ACRS, Comparison of Sitas for Limerick 
Generating Station h Newbold Island Nuclear Generating 
Station " 

« Atomic Energy Commission 71704721 24pp 12654:264 24X 

Flche 50-000,81/12/82,0204120018 


090426 Foruardi systematic aesessment of licensee performance for 
1 19ao-June 1901 

YNE8, R C Region 1, Office of Director 82703724 MARTIN, T.J 
bile Servlet Electric It Oat Co of Neu Jersey 38pp. 12611.066 

X Flche 90-394, 82703/24, B2040B0426 


Inanclal Information 


[S0363 Foruardt Annual Financial Repts, 1981 
R.1N0,R Public Service Electric t( Gas Co of Neu Jersey. 
'04/08 Office of Nuclear Reactor Regulation, Director Ip. 
>81*069 24X Flche' 90-394, 82/04708,8204130363 


)41S0369 Annual Financial Rept 1981 

Atlantic Electric of New Jersey S8701729 41fp. 126B1.20B 

‘4X Flche 90-394,82704/08,8204130363 


'4IS0374 Annual Financial Rapt 1981 

Oelmarva Pouer 6 Light Co. 82/02/09 41pp 12601: 166 24X 

iche 50-394.88/04708,8204130363 


4150380 Annual Financial Rept 1981, 

Philadelphia Elactric Co. 02/04708 43pp. 18601.070 24X 

Iche 90-394, 02704700, 0204130363. 


4190300 Annual Financial Rept 1901 
Public Service Elactric 6 Oas Co, of Neu Jarseg 02/03/04. 
Iff 12601 114 24X Flche 90-394,82/04700,0204130363. 


— 8204160333 Responds to NRC 820216 Itr re violations noted in IE Insp 
Repts 50-394782-01 & 50-355780-01. Correct Ive actioni* 
personnel instructed In requirements of OE IhQE OC manual t, 
Procedure 10XA91O1 re control of measuring h test equipment 
MARTIN, T J Public Service Electric h Oas Co of Neu Jersey 
03703/19 HAVNESiR C Region 1, Office of Director 3pp 
18693 253 24X Flche 90-354, 08704709, 020 4160329 


8202040143 IE Info Notice 82-12, "Survcil lane e of Hydraulic Snubbers.*' 
H7encl sve list 

JORDAN, E L Division of Engineering £< Duality Assurance 02704/21, 
&4pp 12073 001 24X Flche 50-000, 0S7O4/2 1 , 82020401 43 


0 Reportable occurrences. LERt t, related correspondence 


8204210137 Part 21 rept re HHA relays w/contact leads not fully 
Insulated, ini tla tly reported 010700 No operating BURt 
utlllie subj HMA relaya All potential problems will be 
corrected before startup 

SHERNOOD.O 0 Genera 1 Electric Co 82704/01 DEVDUNG, R C 
Director's Office, Office of Inspection and Enforcement 4pp 
12804 001 24X Flche 50-000,82/04/01,0204210137 


DOCKET 50-385 HOPE CREEK NUCLEAR STATION- UNIT 2 


A Appl Icatlon/cpnstruc 1 1 on stage documents b correspondence 


0204120010 Supple rtspansB to FOIA request for documents on three 
Individuals Involveinant In licensing matters before 
appointment to ABLB Addl documents discovered listed In App 
A end 

FELTONiJ M Olvlilan of Rules and Records 81/12/22 Z1TZER,P 
Limerick Ecology Action 3pp 12654:227, 24X Flche SO-000, 

81/12722, 0204120010 


—9204120129 Forwards for Info, Representative J Ellberg 710714 Itr re 
plenti U/o enc 1 

NORRIS, P A Atomic Energy Corunlsilori 71707/21 BUSK, 8 H ACRS 
- Advisory^ Committee on Reactor Bafagvards, Ip 12654 291 24X 

Flche 50-000,01/12/22.0204120010 


-0204120146 Forwards, for InfOiDlv of Reactor Licensing 710719 Itrs to 
utils requesting Info on emergency core cooling U/o enc 1 
morris, P A. Atomic Energy Commission. 71/07/23 BUSH, 8 H ACRS 
- Advisory Comiulttee on Reactor Safeguards ip 12654 854. S4X 
Flche 50-000,81/12722.0204120010 


— 8204120204 Advises that 710421 "Special Rept to ACRS, Comparison of 
Sites for Limerick Generating Station It Meubald Island 
Nuclear Generating Station," aheuld be decontrolled Official 
uta only designation no longtr applicable 

SCHUENCER' A Licanslng Branch 3 0)712/10. Licensing Brench 3, 

Ip 12654 262 24X F iche: 30-000, 01 712/22. 02O412OO1S 


— 0204120208 Forwards "Spaclal Rapt to ACRS. C omparl ton of Sites for 
Limerick Oaneratlng Station & Newbold Island Oaneratlng 
Station, *' for ravleu 

MORRIS, P A Atomic Enargy Commission 71/04/21, BUSH. 8 H. ACRS 
- Advisory Commlttaa on Reactor Bafeguarris, tp 12654:263 24X 

Flche’ 50-000, 01/12722, 0204120010 


Ipectlon reports, IE Bulletins h cbrrtsp ondtnee 

>0369 Forwards IE Info Notices 02-09, "Cracking in Piping of 
lup Coolant Lines at BhN Plants'' t* 02-10, "FoUoqrlng Vp 
itomatlc Repairs to Assure Resolution of Problom " No 
.tan response required 

EB.R.C Region 1, Office of Director, 027O373( O'tOQLE.J D. 

elldated Edison Co of Neu York 9pp.' 12602:240 2 4X 

e- 90-000, 03/03731,0204190369 ’ 


0462 Forward# IE Bulletin 82-01< "Altaratlop of ''Radiographs of 

s In Piping Subassomb 1 1 ee, " No bfrlttot) reepdnte 

Ired 

E8, R c Raglan 1, Offlcs of Diractor 02703731 O'TOOLE, J, 

elldated Edison Co of Now York. 6pp, 12603:234. 84X 
e: 90-000, 83703/31,8204190462 ‘ 


— 8204120217 "Bpeelat Rapt to ACRS, Compar 1 son of Sites for Limerick 
Generating Station 4, Newbold Island Nuclear Oenaratlng 
Station " 

a Atomic Energy Cqmmlselon 71704/21, 24pp, 13694,264 S4X 

Flche, 90-000,81718722, 0204120010. 


0204080426 Forwards systematic assaesmant of llcansaa performance far 
Ju 1 1900- June 1981, 

HAYNES, R C. Roglon 1, Office of Director. 82703724 MARTIN#? J 
Public Service Electric & Oas Co. of New Jersey. 38pp, 12611,066. 

24X Flche, 50-394,02/03724, 0204000426. 
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DOCKETED ITEMS 


I Fin«ncl4l inforiiKtlon 


92041S03&3 Porujrdi Annual Financial R«pt*i 

FRYLINOiR Public Sarvice Elictrtc fc Oat Co a# Mau) Jtrtai; 
92704/08 affici of Kuclaar Raactor Rtgu 1 atliiTi< Dlrictor Ip 

12691 067 24X Ficha 50-354. BZ/04/09i 62041 50363 


— 0204150369 Annual Financial fltpt 1791 

a Atlantic Elactric at Nau Jarttv 02/01/29 41pp iZASl 209 
24X Ficha 50-354492/04/09,8204150363 


— 8204150374 Annual Financial Rapt 1991 

* Daimarva Pouar 1, Light Ca 82/02/05 41pp. 12681 166 24X 

Ficha, 50-354, 82/04/0840204150363 


— 82041 503BD Annual Financial Rapt 1901 

• Philadalphla Elactirle Co 02/04/08 43pp 12691 070 24X 

Ficha 50-354,82/04/08.8204150363 


—8204150368 Annual Financial Rapt 1991 

a Public Sarvlca Electric 6 Oat Co of Nau Jarttv 82/03/04 
Stpp 12681 114 24X Ficha 50-354, 82/04/09, 82041 50363 


Q Intpaction riporti, IE Bullatlni K corrttp ondanca 


8204140017 FQIA rtqoitt for documents prepared r# Ofc of Inspector 6 
Auditor rept on IE Inves t i gat Ion of Zimmer station 

DEVIME, T Oovarnmant Ace ountah i 1 1 tg Project 81/11/23 Office of 
Adflilnlitration 2pp 13671 354 24X Ficha 50-358,91/11/23. 

8204140017 


8204150018 Notification of canceled 920406 meeting u/utll in Bethetdi, 
KD re ipplicants QA program t< to determine if addl reviaus 
required 

PELTIER, I A Licensing Branch 1 82/01/29 YOUNG D L OOD, B 

Licensing Branch I 2pp 12710 017 24X Fiche 50-358.82/01/29, 

8204150018 


8204210783 Appeals denial of FOIA request for four docuinents re 
Commission de 1 ibira t lont on Ofc of Inspector 6 Auditor 
Zimmer rept 

DEVINE, T , ROSENTHAL, J Government Accountab il 1 tg Project 
02/01/29 CHILR, 8 J Office of the Secretary of the Commitsion 
3pp 12800 135 24X Fiche 50-358,82/01/29,8204210783 


8204140020 Retpocidi further to FOIA request for documents praparsd In 
connection u/Ofc of Inspector Auditor rapt for IE 
Investigation of facility Transcript of elostd meetings 
ulthhald (ref FOIA Eiemptlon 3) 

HOYLE. J C Office of the Saerstary of tha Commission 82/02/03 
DEVINE, T Oovarnmant Accountability Project Ip 12671 3 56 24X 

Flchi 50-358,92/02/03,020 4140020 


9204150365 Foruards IE Info Notices 82-09, "Cractlng in Piping of 
Kaitvp CoO’lant Linas at BiM Plants* fc 82-10. "Following up 
Symptomatic Repairs to Assure Resolution of Problem " No 
written response required 

HAYNES. R C flagton 1. Office of Dlractor, 82/03/31 □'TOOLE, J.D 
Consolidated Edison Co of Nsu Yort 5pp 12692:249 24X 

Ficlis- 50-000. 82/03/31, 9204150365 


S2040BD126 Rtsponds to FOIA request dlraeted to FBI for all records re 
Zimmer nuclaar power plant Certain Info withheld by FDI 
(ref FOIA Exemption 7) 

FELTON. J H Division of Rules and Records 82/02/18 MORRIS, B. 
AfflllatiDn Unknown Ip 12616' 102 24X Fiche 50-350,82/02/16. 

8204080126 


9204150462 Forwaftfs IE Bulletin 82-01. "Alteration of Radiographs of 
Melds in Piping Bubas semb 1 let " Mo written response 
required 

HAYNES, R C Region 1, Office of Director 82/03/31 Q ' TOOLE, J 

Consolidated Edison Co of New York 6pp 12663 234 24X 

Flcbs SO-'OOO, 82/03/31, 8204150462 


S202040142 IE Info Notice 82-11. "Potential Inaccuracies in Mldt Range 
Pressure Instruments Used in Maitlnghouse Designed Plants " 

Sve list end 

JORDAN, E. L Division of Engineering (t Ouallty AasuTanca 92/04/09 
63pp 12B7B 342 24X Fiche 50-000.82/04/09,6202040142 


6204160329 Ac k receipt of 820315 1 tr informing NRC of steps taktn to 
correct vlotatiDni notad In IE Insp Repts 50-354/82-01 b 
50-355/82-01 

BTAR03TECKI, H, Division of Project 6 Rssidant Programs 82/04/09, 
MARTIN, T U Public Strvlce Electric b Oai Co of New Jersey Ip 
12693 257. '24 X Fiche 50-354,82/04/09,8204160329 


— 8204160333 Responds to NRC 820216 Itr ra violations notad In IE Insp 
Rapta 50-354/92-01 b 50-355/82-01 Corrective actions’ 
personnel instructed In raqutrsmants of OE IbSE QC manual b 
Procedure 18X69101 re control of measuring b test equipment. 
HARTIN.T J. Public Service Electric b Oas Co of Nau Jersty 
82/03/15 HAYNES, R.C Region 1, Office of Director 3pp. 
12693.259. S4X Fiche 50-334,82/04/09,820416032? 


B202040143 IE Info Notice 82-12, “Surve t llanc e of Hydraulic Snubbers.*' 
U/encl SVC list 

JORDAN, E. L Division of Englnoarlng 6 Quality Assurance 82/04/21 
64pp. 12873 001 24X Fic ht. 50-000, 82/04/2 1, 0202040143, 


8204130116 Notification of S20316 meeting w/Llcansing Revltu Group 1 
In AtthesdaiHD to discuss QMR STS 

FAULKNER, HJ Standard is ation b Special Projects Drench 82/03/15 
HILLER, J R Standard 1 lat 1 on b Special Projects Branch llpp 
12660 050 24X Fi che' 50-000. 82/03/15, 82041 301 18 


8204050046 Forwards const/fuel load schedule b progress update for Feb 
198S Project considered 97 4*4 complete as of 820223 
BORCMANN. E A Cincinnati Oas b Etsctrlc Co 82/03/22 KEPPLER.JG 
Region 3, Offlcs of Dlractor 6pp 12521 095 24X 

Fiche 50-359,02/03/22,620 4 0 50046 


6204210795 Responds to appeal of dental of FOIA request for lour 
documents re Commission deliberations on Ofc of Inspector & 

Auditor Zimmer rept Denial affirmed 

CHILK, 8 J Office of the Secretary of tha Commission 62/03/22 
DEVINE, T (Jovernment Accountability Project 3pp 12800 138 24* 

Fiche. 50-358, 82/03/22. 8204210795. 


6204220720 Notification of canceled 620330 meeting ui/util in Hoicou.OH 
re NRC mgt tour of facilities b briefing on unique plant 
features b spsclal problems Agenda end 

PELTIER, I A Llctnilng Branch 1 82/03/24 YOUNGBLOOD, B J 

Licensing Branch 1 3pp 12834 124 24X Fiche 50-350,82/03/24, 

8204220720 


9204050368 Responds to NRC 910924 Itr re Mark 11 containment program 
Analyses performed to dislgn basis loads considered 
conservative b therefore not necessary to perform analysis 
to hlUREO-OaOS loads 

BORlNlANN, E A Cincinnati Oas b Electric Co 82/03/2? DENTON.H R 
Office of Nuclear Reactor Ragulatlon, Director 2pp 12329‘03? 
24X Fiche' 50-359, 62/03/29 , 9204050388 


8 Reportabls occurrencts. LERs b rilated correspondence 


9204210137 Part 21 rept re HMA relays w/contact leads not fully 
Insutatad, Int tial 1 y reported 810709 NP operating BMRs 
utlliie subj HMA relays, All potential prabltmi ulll be 
corrected befors startup 

BHERMOOD.O.O General Electric Co. 62/04/01 DEYOUNO.R C. 
Director's Offlcs, Office of Inspection and Enforcement 4pp. 
12a04-001. 24X Fiche 50-000,82/04/01.8204210137 


DOCKET 50-358 WILLIAM H ZIMMER NUCLEAR STATION, UNIT 1 


A Appllcatlan/CDnsiruetian etage deeuments b curraspandenee 


8204080121 FOIA request fer all records re Zimmer nuclear pouar plant 
HORRIB, B, Affiliation t/nfcnown 81/OS/Ol, Faderal Bureau of 
Investigation. Ip. 12618:161. 24X^1^10.50-358.81/06/01, 

9204080121. 


8204010410 Application for Amand 134 to OL appl Ication, c (insisting <^f 
FSAR Revision 82 

BORlZMANNrEA Cincinnati Gas b Electric Go 02/03/31 DENTON.H R 
Offlcs of Nuclear Reactor Regulation, Director 2pp 12475 iS7 
24X Fiche 50-338,82/03/31,6204010410 


8204270569 Board Notification 82-31 forwarding info re hydrodynamic 
loads in control rod drive eye due to fast scram actuation 
TEDEBCQ. R L Assistant Director for Licensing 82/04/06 Atonic 
Safety and Licensing Board Panel 9pp 12872 107 24X 

Fichs. 50-000. 82/04/06, 620 4 2 70569 


8204090346 Forwards risponia to NBC tilsmlc qual If Icatlo-n rtview tsi* 
{60RT) 820329 audit open items, following up NRC 810601 site 
rsvlsw b lupp isnsnting util 820421 seismic quallf ication 
rspt b 8I0B27 Impendanci testing program 

BOROHANNfE.A Cincinnati Oas b Electric Co. 82/04/07. DENTON.H R. 
Offict of Nuclear Reactor Regulation, Director 2pp 12624 146 
24X Ficht, 50-338,82/04/07, 8204090346 


—9204090346 "Assessment of Vibretlon Characteristics b of Seismic 
Quallf Ication. " Interoffice memo end, 

» Sargent b Lundy, Inc EM0-03137S ROO 82/04/07. 132pp 

12624: 130. 24X Fiche. 30-038, 82/04/07. 8204090346. 
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— 020409034'? Rept.Sptnt Fuel Stor*gf Reck " 

VOumAB, H , JAVIDrA . CHEW, 0 P NUTECH <Nucl»ar Teehnelogg, 
Inc > C0E-O3-21S fiO 02/04/07 Upp 12624 283 24X 

Flch# 30-350,02/04/07,8204090346 


--02O'4O9O35O “Dgnaraic Quel i f i ca t i on Rep t on Two Valve* " 

* Structural Dgnasilci Reiearch Corp 01/12/24 209pp 

12624 29S 24X Flche 50-350,02/04/07,8204090346 


6204120429 Update* B10730 recponee to NR-C rept, "BWR 9cratn Dlicharge 
Sg* Safetg Evaluation, " bg withdrawing xcven of eight 
{irlglnal eiceptlon* Etceptioni include Safety Criteria 
1-4 6 Dtilgn Criteria 3 b 10 & Surveillance Criterion 3 
BORCMANNi E A Cincinnati Oa* b Electric Co. 02/04/00 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 12639 ISB, 
24X FI eh# 30-350,62/04/00,0204120429 


8204200204 Amend 135 to OL appl 1 cat Ion, c onii * ting of Revliion 83 to 
FSAR 

SORONANN.E A Cincinnati Oai b Electric Co 02/04/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 12736 091 
24* Flche 50-350,82/04/16,0204200204 


0204210295 Oenerlc Ltr 02-09 to all power reactor 1 Icenieet, app 1 leant* 
for OLiNSSS vendor* b reactor vendor* re environ 
quallf icatlon of tafety-related electrical equipment 
NRC petition re iiual if Ua t ion requirement* end 
EtSENHUT,D 0 Dlvltlon of Llcenilng 82/04/20 HAU6PUR0/ A 
Coneoildetid Edl*on Co of New York 8NtrZER>D C Connecticut 
Yankee Atomic Power Co VANDEWALLE, D J Coniumer* Power Co IBpp 
1£862 337 24X Flche 50-000,82/04/20,8204210295 


6204260306 Provide* addl Info b clarification In retpon** to 810924 
Itr re Hark II long-term program load* at facility 
BDHOMANN.E A Cincinnati Oai & Electric Co 02/04/20 DENTON, H.R 
Office of Nuclear Reactor Regulation, Director 2pp 12030 100 
24X Flche 50-358,02/04/20,8204260306 


8204260200 Forward* Certificate of Bve of 920416 Amend 135 to OL 
application In form of Revision 03 to FSAR 

BOROHANN, E A Cincinnati Oa« b Electric Co 02/04/21 DENTON, H 
Office of Nuclear Reactor Regulation, Director 2pp 12039' 075. 
a4X Flche 50-350,82/04/21,0204260200 


8204300101 Forward* Info package* identified in util 020419 Itr 
supporting |u*tlf icatlon for Interim operation of equipment 
not qualified to eelimlc qualification review team criteria 
DALE.L F Kl».i»*ippl Power b Light Co 02/04/26 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 12090 10? 
24X Flche' 50-416, 02/04/26, 8204300101 


— 0204300213 "Selimlc Qualification Analy*!* for Difftrentlal Preesure 
Unit. ITT Barton Model 224 “ 

• NUTECH (Nuclear Technology, Inc > 82/03/08 t4pp 12891.082 

24X Flche 50-416,82/04/26,8204300101 


F Becurlty, medical, emergency b fire protection plan* 


B2040B0592 Buffmary of 820226 m*etlng w/util re p lannlng, design b statu* 
for emergency operating f acl 1 1 ty> techni cal support b othtr 
emergency response facilities Attendance list b handouts 
end 

PELTIER, I A Licensing Branch 1 82/03/04. Licensing Branch t 

2lpp 12618 247 24X Flche 50-358,82/03/04,8204060592 


3204210650 S'jrmary of 820119 meeting w/uti 1, Bargint b Lundy b 8bM 
in B4thcsda,MD re proposal for emergency response 
fact 1 i ties 

PELTIER. I A Licensing Branch 1 62/03/23. Llctnslng Branch 1 

lOpp 12794 066 24X FI ch*' 50-350, 02/03/23. 0204210630 


0 Adiudicatory correspondence 


6204080022 Prop osed findings of fact b conclusions of law re emergency 
planning issues In form of Initial decision, 

CONNER, r B , NETTERHAHN, M J Cincinnati Oa s * El sc trie Co 

CONNER, TB Conner b Wetterhahn 82/04/02 162pp. 12605,220. 24X 

Flcha 50-358, 82/04/02, 8204000022 


B30430O334 Forwards proposed findings of fact b conclusions of law In 
farm of Initial decision re tmergsney planning Issuss 
NEBBiD. F Hintor, KY. 82/04/13 Atomic Bafety and Licensing Board 
Panel. Ip 12735' 124 24X Flche 50-358, 82/04/13, 8204200334 


"B20 4200339 Proposed findings of fact b conclusions of law Cartiflcate 
of Sve enc 1 

WEBB, D F, Mentor, KY 82/04/13 lOpp 12735 125 24X 

Fiche 50-358,82/04/13,0204200334 


8204210458 Proposed findings of fact b eonclutians of law rt 
sufficiency of offsite state b local emergsney response 
plans, Content 1 ons 20X, 20-25 b 4(12) Proposed ordsr b 
Cirtlficate of 8yc sncl 

DENNISON, A B Zlmmtr Arta Cl ti sens - Zimmer Area Citizens of KY 
DENNISON, A B Dennison, A 8 82/04/13 41 pp 12001 249 24X 

Flcht' 50-350, 82/04/13, 8204210458 


8204230393 Forwards amendsd Page 14 correcting Paragraph 44 in Zlmmar 
Area Clttiani b Zimmer area Citizens of KY 020413 proposed 
finding* of feet. 

DENNISON, A S Dtnnlson.A B DENNISON, A B Zlmmsr Area Citizens - 
Zimmer Area Citizens of KY 82/04/16 FRYE, J. F , HOOPER, F W , 
L1VIN08TON, M 9. Atomic Safety end Licensing Board Panel Ip 
12816,358 24X Flche 50-350,82/04/16,0204230393 


— 8204230397 Amended Page 14 to 820413 proposed findings of fact b 
conclusions of law Zimmer Area Cltliens b Zimmer Area 
Citizens of KY Cetiflcate of 8vc oncl 

e Zimmer Area Citizens - Zimmer Araa Citizen* of KY, 82/04/16. 
3pp 12816 359 24X Flche 50-358,82/04/16.0204230393 


0204230456 Notice of VH Feldman wlthdraual of appearance b L Bernabai 
b T Devine notice of appearance Certificate of Sve end 
FELDMAN, J.H Miami Valley Power Project BERNABEI.L , DEVINE, T 
Oovernment Accountability Project 62/(M/20. 4pp. 12814 2S0 24X 

Flche. 50-350, 02/04/20, 8204230456 


8204280371 Forwards US Court of Appsals for DC Circuit 820402 amended 
judgment In Psople Against Nuclear Energy vs NRC Cate 
01-1131 

BARTH, C A Hearing Branch 3 82/04/23 FRYE.JH, LIVINOBTON, M 0. , 

HOOPER, F F Atomic Safety and Licensing Board Panel Ip 

12065 050 24X Flche, 50-000, 02/04/23, 6204260371 


— 8204200374 Amended judgment remanding case to Commlitlon to dteide If 
significant new circumstances of potential psychaloglca 1 
effects have arlssn sines original EIS prepared Injunction 
of 820107 vacated 

URIOHT, MILKEY, MCODUAN U 8 Court of Appeals for District of 
Columbia Circuit. 82/04/02 Ip 12B6S 051 24X 

Flcht. 50-000, 82/04/23. 6204280371 


— 8204280377 Motion to dismiss Miami Valley Power Project Contention 13 b 
iituts raised In ABLB 800917 memorandum re financial 
qua Ilf 1 catl on* Contention b issues no longer lltlgablo due 
to Commission final rult Certlflcet* of 6vc end 
BARTH, C. A Hearing Branch 3, 82/04/23. Atomic Safety and 

Licensing Board Pansl Spp 12865.052 24X Flcht 50-000, 

82/D4/23, 8204280371. 


— 8204280360 Proposed suppltmsntery findings of fact, cone 1 uslon* of law 
b ordsr In form of Initial dsclsion 

BARTH, C Rearing Branch 3 82/04/23 . 98pp 12865.097. 24X 

Flche' 30-000, 82/04/23, 8204280371 


— 8204280364 Revised Pages 4, 6, 7> 6 b 6a to NRC 810609 proposed findings 
a Office of the Ezecutlve Legal Director 82/04/23 Spp. 

12869 155 24 X Flche. 50-000, 62/04/23, 8204200371 


K Oeneral correspondence 


8204210567 FQIA request for Ofc of Inspector b Auditor rept* on issues 
Invistigated during 1981 at fac 1 11 ty , other than 
Applegate original charges b all spin-off rept* Eicerpt 
from R DeYoung unofficial transcript end. 

DEVINE, T, Oover nment Accounteb 1 llty Project 02/03/10. Office of 

Administration, 4pp. i281I 167. 24X Flch* 50-398,82/04/13, 

8204210967 


0204210568 Responds to FOIA request for Ofc of Inspector b Auditor 
repti on Issues Investigated during 1961 at f acl 1 ity, other 
than Applegate original charges b all spin-off rapt* 

NRC has no- rept* sines Investigation not yet concluded 
FELTON.V M Division of Rules and Records 82/04/13, DEVINE, T 
Oovernment Ac countab 1 1 Ity Project ip. 13011.171. 24X 

Flche: 50-398, 02/04/13, 0204210968. 


K Utility Final ^afety Anaiytl* Report {F8AR ) b amends 


8204010410 Application for Amend 134 to OL appl Icatlon, consisting Of 
FSAR Revision 82. 

BOROHANN, E. A. Cincinnati Qas b Electric Co, 82/03/31. DENTON, H. R. 
Office of Nuclear Reactor Regulatloni Director 2pp 12475' 187, 

24X Flche: 50-350, 82/03/31 , 8204010410. 


— 8204010414 Revision 62 to FSAR. 

* Clncinneti Oe* b Electric Co, 82/03/31 llOpp 12475:161, 
24X Flche. 50-396.82/03/31,8304010410, 
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8204130060 Forwirtft Ctrtiflrafct of Svc for Amtnd 134 to Jippllco tion for 
tX.1 eonilttlng of Rtvition 82 to FBAR 

SOROKANhJ. E A Clnclfinttl Oa« 1< Eiactrle Co 82/04/06 DENTON. H. 
Office of Nucltar Riaetor Regulation. Director 4pp 126SS‘ 293. 

24X Flche'9O-3»0. 82/04/06, 8204130060 


8202040142 IE Info Notic* 82-11, “Potential Inaecuraciet In Nlile Range 
Pretiure Inetrumente Dead in Ueetingheuee Designed Plants " 

Svc list end 

JORDAN, E L Division of Engineering it Qualitg Asswrance 82/04/09 
63gp 12878 342 24X Flche 50-000,82/04/09.8202040142 


8204200204 Amend 13S to OL applic at ien, eonsis t ing of Revision 83 to 
FSAR. 

BOROKANN.E A Cincinnati Oas Ic Electric Co 82/04/16 DENTON, H R. 
Office of Nuclear Rtaetor Regulation, Diractor 2pp 12738.091 
24X Flche. 50-358, 82/04/16, 8204200204 


—8204200206 Revision 83 to F8AR. consisting of Anend 35 to Ot 
application 

• Cincinnati Oas 4, Electric Co. 82/04/30. 92pp 12738 093 24X 

Flche S0-358J 82/04/16, 8204200204 


8204260200 Forueyds Certificate of Svc of 820416 Amend 135 to OL 
application in form of Revision 93 to F8AR 

BORONAKINrE A Cincinnati Oai t. Electric Co 82/04/21 DENTON, H 
Office of Nuclear Reactor Regulation, Director 2pp 12839.075 
24X Flche: 50-358, 82/04/21. 8204260200. 


M Antitrust correspondence 


8204140447 Forwards FR notice advising of no change in initial finding 
re Buctage Rower, tne request for re-evaluation of no 
significant antitrust changes 

TQAL6T0N, A. Antitrust 8 Economic analysis Branch (Utllttg Finance). 
82/04/05 COMBS, T Docketing (c Services Branch, ip 12671.340. 
24X Ficha;80'39B, 02/04/05,8204140447. 


—8204140431 Notice advising O'f no change to Initial finding re Buckegc 
Power, Inc request for r e-svaluation bg Director of NRR that 
no tignlficant antitrust changes have occurred since CP 
revl ew 

DENTON, H, R Office of Nuclear Reactor Regulation, Director 
82/04/02 Ip, 12571 341. 24X Ft Che- 50-358, 82/04/05, 82041 40447 


P Operating license etege documents 6 correspondence 


8204160152 Oencrle Ltr 68-07 to all BI4R plant licensees 6 applicants re 
transmittal of NUREO-090? relative to Oinna tube rupture 
U/« end NUREO List of NRC recipients end 

EieENHUT.DO Division o^f Licensing 82/04/15. Comnonwea 1th 
Edison Co DISE.O.P Nlagare Mohsuk Power Corp CURTIS, N N 
Pannsglvanla Power 6 Light Co, 7pp 12787.196 24X 

Flche. 50-000, 82/04/15,8204160152. 


0 Inspectlen reports, IE Bulletins 6 eorrespondcnca 


9202040143 IE Info Notice 82-12, “Surveillance of Hgdraullc Snubbers ■ 
N/ene 1 svc list 

JOROANrE L Division of Engineering 6 Qualitg Assurance 82/04/21 
64fp 12873 001 24X Flche 50-000,02/04/21,8202040143 


B Reportable occurrences, LERs t< raletcd correspondence 


82040S052S Interim Part 21 rept re ASME Class 8 fittings stamped 
bg Kaiser Co w/h Igh stress stamp, initlallg reported 820201 
Kaiser stamped fittings to be quarantined Final rept will 
be submitted bg 820531 

aOROtlANN, E A Cincinnati Oas it Electric Co 82/03/23. KEPPLER.JiO 
Region 3, Office of Director. 2pp 12599 119 24X 

Flche. 50-3Sa. 82/03/23,8204080525 


8204160317 Final Part 21 rept re Brown-Boveri power shield ralag 
fai lures. Naln t procedure modified to require periodic 
cleaning 6 testing of breakers. Relagi w/leakg BCRs 
Identified {< will be repaired. 

BOROMANNiE A Cincinnati Oas !< Electric Co, 82/03/29 KEPPLERtJ 0 
Region 3, Office of Director 3pp. 12693 226 24X 

Flche 50-358,82/03/29,8204160317 


0204120249 Final defleiencg rept re unqualified welding procedure for 
hanger lug attachments, initlallg reported 811210 Affected 
luge Identified Lugs welded bg welders Ineligible for 
qualification will be reworked bg qualified welders 

BOROHAMN.E A Cincinnati Oas it Electric Co 82/03/30 KEPPLER,JO, 
Region 3, Office of Director 2pp 12638 022 24X 

Flche 50-358,82/03/30,8204120249. 


8204160481 Final Part 21 rept re OE tgpe lAC Induction disc retags 
u/patroleurn jellg lubricated time d la Is, Ini tlal Ig reported 
on 810909. All replacement relagt have been received > tested, 
caltbr hi installed 

BOROhfANN, E A Cincinnati Oas it Electric Co 82/03/30. KEPPLERrJ' 0 
Region 3, Office of Director 2pp 12706.108. 24X 

Flche: 50-358, 82/03/30,8304160481 


8204210137 Part 21 rept re HMA relagt w/contaet leads not fullg 
insulated, ini tlal Ig reported 810708 No operating BNRi 
utlllia subj HMA relags All potential problems will be 
corrected before startup 

SHERWOOD, 0,0 Oeneral Electric Co 82/04/01 DEYOUNO. R C, 
Director ''s Office, Office of Inspection and Enforcement. 4pp. 
12804 001 24X Flche- 50-000, 82/04/01 , 8204210137 


8204140010 FOIA request for docvntenti re Ofc of Insp tc Auditor 810807 
rept on IE investigation. 

DEVINE, T. Oovarnmemt Ace ountab { litg Project. 81/11/23, Office of 
Administration 2pf. 12672028 24X Ficha* 50-358, 81/1 1 /23, 

8204140010 


6204220340 Interim dsflclency rapt re ASME structural uald 6 welder 
qualification. Investigation still ongoing (, expacted to be 
completed bg 820529 

ac}RONANN,E A Cincinnati Oas ti Electric Co, 82/04/14 KEPPLERiU 0 
Region 3, Office of Director. 2pp 12806 171. 84X 

Flche, 50-358, 83/04/14,8204220340. 


8204140016 Responds to FOIA request for documents re Ofc of Imp (i 
Auditor rept on tE Invest Igation Portions of V Stello 810116 
memo re nsmei withheld <rtf FOIA Exemptions 7C la 7D) Qthsr 
documsnts totaltg uithhild <ref FOIA Exemption 5> 

FELTON, J.N Division of Rules and Records 81/12/31 DEVINE, T 
Oovernment Accountability Project Spp, 12672,030 24X 

Flche. 50-358, 01/12/31,8204140016, 


— 8204140026 Comments en Ofc of Imp 6 Auditor rept on adsquacg of IE 
Investigation Rept 50-358/80-09, Btateoients in rept 
that ars Insccurate, incemp lets or misleading listed 
PHILLIP, 0 A, Region 3, Chicago, Office of the Director <Bl/03/01 
81/02/10 KEPPLERiJ 8. Region 3, Chtcago, Office of the Direct 

481/03/01> 21pp. 12672:061 24X Fiche . 50-350, 81 /12/31 , 

8204140016. 


) 

or 


202040113 IE Info Notice 62-08, “Cheek Valve Failures on Diesel 
Oeneretor Engine Cooling Sgi." W/svc list, 

®^f*s** Office of Inspoctlon and Enforcement. 
82/03/26 4pp, 12862 355. 24X Ft chi , 50-000, 82/03/26, 8202040113, 


8204270304 Part 21 rept re laminations in 260 ft of 3x3xl/2 A-36 angle 
Iron from heat #66221, mfg bg Northwestarn Steel t. Wire Co 
Defect under Inves tigatien All mabl from heat will be 
removed Next rept bg 820531 

SYLVIA, 8. R Cincinnati Oas L Electric Co 02/04/15 KERPLER, J 0 
Region 3, Office of Director Ip. 12852 184 24X 

Flche- 50-358, 82/04/15, 8204270304. 


DOCKET 50-361 SAN ONOFRE NVCLEAR STATION, UNIT 2 


A Appl i catien/conitruction stage documents & correspondence 


8203190001 Generic Ltr 82-05 to all licensees of operating power 
reactore re post-TMl requirement! 

EI8ENHUT, D. 8, Division of Licensing 82/03/19 HAUSPURO.A. 
Consolidated Edison Co. of New York. 7pp. 12513 126. 24X 

FI Che ' 50-000, 82/03/19, 8203190001 


Z04140194 Forwards IE Mgt Matting Rept 50-358/82-03 on 820209, 12 I, 19 
No nancompi lance noted. 

.. Raglon q. Office of Director. 82/03/30. BOROMANN.E, A 
Cincinnati Oat t, Electric Co, 2pa. 12665:270, 24X 

lehti 50-358, 82/03/30,8204140194 


8204160155 Oenerlc Ltr 82-08 to all PNR 
transmittal of NUREO-0909 relative to 
M/a end NUREO.Llst of NRC reclpitnts 
ElBENHUr, D. 9. Division of Licensing, 
Consolidated Edison Co. of New York 
Flche: 50-000, 82/04/15,8204160155. 


plant licensees 1, applicants re 
Oinna tube rupture, 
ene 1 

82/04/15. HAUBPURfliA 
7pp. 12787:803, 24X 


04140197 IE Mgt Heating Rapt 50-358/82-03 on 820209, 12 t, 19. 
va noncemplianct noted. Major areas discussed: status 
»f qwallty eenfirmatlon program, sta ff qualifications 6 
nsp proeedurts. 

'UNTER, D R, , BPEfiBARDiR, L. Dlvtsisn of Project ti Resident 

®»'''W/'a9, 7pp, 12665:280. 24X Flche: 50-358, 82/03/30, 

804140194 . 


8204210895 Bensrie Ltr 02-09 te all power reactor lieonieec, app licants 
for OL, M8B8 vendors fc reactor vtnders re environ 
qwal If icatien of saf atg-relate d electrical ctulpmsnt. 

NRC position re qualification requirements end, 

E18ENHUT, D. 0, Division of Licensing. 82/04/20, HAU8PURQ,A 
Consolidated Edison Co. of New Yort. 18pp. 12862:337. 24X 

Pic ha: 80-000, 88/04/20, 88042i029S. 
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27B 


F Security* mediceli emerysney & fire protection plan* 


620410^227 Forward* Imp Rept 50-361 /B2-07 on B20126-2B No 

noi>co*ftp 1 lance noted 

B00«.<H E Reyion 5. Office of Director 82/03/23 PAPAV,L T 
Southern California Edison Co Ip 12657 139 24X 

Flche 50-361.82/03/29,8204130227 


0204300078 Decision ALA8-673 deny Inj intervenor motion for stay ponding 
appeal of ASUB 820111 partial initial dec 1 * 1 on As terted 
errors do not cast serious doubt on propriety of plant 
seismic d eSlg n. 

SHOEMAKER. C J Atomic Safety and Licensing Board Panel 62/04/26 
Slpp I2B91 lOS 84X Fiche 50-361,82/04/26.6304300078 


H Oeneral corr espondence 


3204130231 IE Imp Rapt 50-361/82-07 on 820126-28 No none omp 1 1 an c e 

noted Major areas Inspteted followup insp to emergency 
preparedness appraisal including organl la t ion. emergency 
preparedness training 6 revision of emergency plan 
F|6H. R F . SCDMN.K . NENSLANSKI.F A Region 9. Office of Director 
83/03/25 I2pp 12637 140 24X Fiche 30-361.82/03/25. 

8204130227 


0204020353 Forwards "Emergency Response Facility Functional 
Oeecriptlon *' 

BASKIN. K P Southern California Edison Co 82/03/31 MIRAOLIA. F 
Licensing Branch 3 2pp 12495 261. 24X Fiche 50-361. 82/03/31, 

3204020393 


— 8204020359 ''Emergency Response Facility Functional Description " 
a Southern California Edison Co 82/03/31 '79pp 18493 263 

24X Fiche 50-361.82/03/31,8204020353 


8204010272 Responds to 820302 Itr transmitting constituent 6 Campbell 
811119 Itr re independent investigation Independent design 
Virlfication program to be conducted by OA Co 

KAMMERER.C Office of C ongr *■ i Iona 1 Affairs 62/03/29 CRANSTON. A 
Senate 2pp. 12477 222 24X Fiche 30-361.88/03/89.8204010272 


— 8204010274 Requeets findings 1< views on end constituent S Cimpbell 
811129 Itr re Independent investigation 

CRANSTON, A Senate 88/03/02 Office of Congre** lonal Affaire 
2pp 12477 224 24X Fiche 50-361,82/03/29,0204010272 


B2040B02SS Espresses concern that current regulations ti monitoring 
mtchanlsms for alert L warning Inadequate 

CARAVALHO. 0, A San Clemente. GA 92/03/29 Commi 1 1 1 oners Ip 
12614 049 24X Fiche 50-361,62/03/29.8204080295 


82040800BB Releases public version of revised emergency plan 
implementing procedures 

FEUTOiN. J M Division Of Rules and Records 82/03/31 Document 

Hanegtment Branch Ip 12613:277 24X Fiche 30-206,82/03/31, 

6204000088 


— S2040B0099 Forwards public version of revised emergency plan 
procedures, including Procedures 80123-VIII-U re 
recognition 1. clae e if Ication of emergencies Proprietary info 
deleted per Generic Ltr 81-27 

BAGKINiK P Bouthern California Edison Co 82/03/24 
CRUTCHFIELD. D Operating Reactors Branch 5 Ip 12615 200 a4X 
Flchf 30-206, 82/03/31, 8204080088 


P Operating license stage documents ft correspondence 


8203310610 Advises that listed documents revleued ti will be withheld 
Iref 10CFR2 7903 

HIRAOLIA.F J Licensing Branch 3 82/03/16. SCHERER. A E 

Combustion Engineering. Inc 2pp 12658 347 24X 

Fiche 50-361.82/03/16,8203310610 


8204220210 Summary of 820316 meeting w/util re stetu* of design 
verifUatiori program Independent calculations of program 
completed Final rept expected by 820331 

MIRAOLIA, F J Licensing Branch 3 82/03/17 Licensing Branch 3 

6pp 12821 214 24X Fiche 90-361, 82/03/ I 7, 8204220210 


— 62040S0099 Public version of revised emergency plan procedures, 
including Proesdures S0123-VI I I-l I rt recognition it 
classl f Icat ion of emergencies l< 80t-VIII-il 1 re 
classification of emergencies 

e Southern California Edison Co 02/02/23. 300pg 12619 281 

24K Fiche 90-206.82/03/31,8204000088 


8204070361 Forwards changes to physical security plan Changes withheld 
(ref I0CFR73 21) 

BABKIN.K P Southern Callfornie Edison Co 82/04/01, E15ENHUT. D 0 
Division of Licensing Ip {2966 001 24X Fiche 90-206,82/04/01, 

6204070381 


0 Adjudicatory correspondence 


B204080009 Brief In opposition to Carstens 820226 brief in support of 
820126 exceptions to ASLO 820111 partial Initial decision 
authorlilng fuel loading li low power testing, ASLB decision 
ucll-foundtd in fact t< law 14/daclarat ion of sve 

FIOOTT.D R Southern California Edison Co PIOOTT, D R San Diego 
Oat ti Electric Co, PIOOTT, D, R, Orrlck, Herrington tt Butctlffs 
62/04/02 Atomic Safety and Licensing Appeal Panel SOpp, 
12604.339 24X Fiche. 90-361, 82/04/02. 8204080003 


6204080019 Response to A8LAB 820316 order to inform of criticality 5 
business days In advance. Critical Ity will be achieved in 
mid-liay To commence low power testing, ini tl ej decision on 
ansrgtiicy preparedness issues needed U/dec laratlon of ivc 
FIOOTT.D R Southern Celifornia Edison Co, PIOOTT, D R San Diego 
Oes tl Electric Go PIOOTT, D R. Orrick, Herrington, Rowley ti 
Sutcliffe (USE ELODHS) 82/04/02 4pp 12603 192 S4X 
Fiche; 50-361, 02/04/02, S2040B0019. 


&30'4i5OO56 Forwards substitute Page 41 of NRC 820412 response to 
tntervenor brief supporting exceptions 

CHANDLER, L U, Heerlng Branch 1, 82/04/13, ElLPERINiS. F , 

JOHNSON, H R , OOTCHT.R.L, Atomic Saffty and , Licensing Appeal Panel 
2pp. 12662.32? 24X Fiche. 90-361, 62/04/13, 8204190036 


—8204150062 Subetituted Page 41 to NRC 820413 response to Intervonor 
brief supporting exceptions 

« Office of the Executive Legel Director 82/04/13. Atomic 
6afety and Licenelng Appeal Panel Ip, 12682:331 24X 

Fiche- 90-361, 82/04/13, 8204190096. 


6204230116 Order striking OUARD ti Carstens 820301 brief t- dismissing 
appeal Interveners failed to comply W/A8LA8 020309 order 
that motion be filed per tOCFR2 App A. , 

eHOEHAKER. C. J. , Atomic Safety and LUaiyslng Appeal Panel. 82/04/20. 
guard. 2pp 12818! 079 24X ''icite 90-361.82/04/20,8204230116. 


8204160037 Board Notification 82-10 forwarding info re preseuriisd 
thermal shock of reactor vessels in C-E designed NSBS during 
recovery from small break LOCA w/extendud loss of 
feedwater 

TEDESCD, R L Assistant Director for Licensing 82/03/18 Atomic 
Safety and Licensing Appeal Panel Bpp 12718-196 24X 

Fiche 30-000,02/03/18,8204160037 


— 8204160045 "Evaluation of Pressurlied Thermal Shock Effects Due to 
S.mall Break LGCA w/Loss of Feedwater for San Onofre 2 4< 3 
Reactor Vessels " 

e Combustion Engineering, Inc 82/03/18 14pp 12716329 24X 

Fiche 50-000,82/03/16,8204160037 


— 8204160090 “Evaluation of Pressurized Shoch Effects Dus to Small Break 
LOCA w/Loss of Feedwater for Haterford Reactor Vessel." 
a Combustion Engineering, Inc 82/03/18 llpp 12718343 34X 

Fiche 90-000.62/03/18,0204160037 


— 82041600S5 "Evaluation of Pressurized Thermal Shock Effects Due to 
Small Break LQCAs w/Loss of Feedwater for Palo Verde 1.2 (< 3 
Reactor Vessela " 

« Combustion Engineering. Inc 62/03/16 12pp 12718393 Z4X 
Fiche - 50-000. 82/03/18. 6204160037 


8204190141 Requests info re rapid depressurlxatlon 4i decay heat removal 
capabilities Incorporating responses to encl questions 
Schedule for submittal of risponses requested within 7 days 
from rscalpt of ltr H/o encl 

TEDEBCO.R L, Assistant Director for Licensing 02/03/27 OIETCH, R 
Southern California Edison Co OILMAN.D W Ban Diego Oas ti 
Electric Co, 3pp 12731 319 24X Fiche 50-361,82/03/27,8204190141 


6204070921 Forwards affidavit certifying distribution of application to 
amand Licanss NPF-10 on 020330 

MEDFORD. M □. Southern California Edison Co. 82/03/30, MIRAOLIA, F 
Licensing Branch 3 4pp 12978 3S5 24X Fi chs. 50-361, 82/03/30, 

3204070321 


— 8204070530 Proposed Tech Spec pages, c lari fy Ing discrepancies bstuean 
shutdown coaling sys relief valve li pretsurlzer safety valve 
Tech Space 

e Southern California Edison Co 82/03/30 2pp 1257? 002 24X 

F 1 c h e r S 0-36 1 , 82/03 /SO, 0204070 52 1 


6204020263 Forwards prsllmlnary evaluation of EPRI program test rasulfes 
demonstrating capability of safety valves to operate under 
unexpected 6 eecldent conditlone, per requirements of NJREO- 
0737. Item 11. D 1, "Relief ti Safety Valve Testing " 

BASKIN. KP, Southern California Edison Co. 82/04/01 MIRAOLIA.F 
Licensing Branch 3 3pp 12497! 1 SB. 24X Flchs!90-361, 82/04/Oi. 

8204020283 
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6204030872 Fari>i«rifi 11 dvarslti draulnga (i ac«ociat«d info ra taiimlc 
trip lytt In ratponat to comnltmant in util StlllO Itr 
Drawing! will da Inc orpora tad into Arntnif 29 to FSAA Apartura 
card! are available in PDR, 

QASKIN.H P Southern California Ed i eon Co 82/04/01 MIRAOLIA.F 
Licanilng Oranch 3 6pp 12S39 109 24X FI cha; 90-361 . 83/04/01, 

B3040S0S93 


— 8204210124 Ditcuiit! rallabllitg of (hutdoun heat removal eg* on C-E 
Sgt 80 detlgn ACflS crltlciied lack of capability for rapid> 
direct d t pr e< pur i ta t i 0 n of primary ty* to allow feed b bleed 
optrationt b ralianea plaead upon tecondary sy« 

SHEIVMON, P ACR8 - Advlaory Committee on Reactor Safeguard* 
82/04/09 BIRCK8, H 0 Office of the Executive Director for 
Operation! 4pp 12811 3S8 24X Fleha 90-361 , 82/04/08, 

8204210072 


--B2O4050303 "PDA Adjustment b Acceptance Taet Procedure " 

• Ktnemetrlci, Inc et/IO/09 16pp. 12929 119 24X 

Flche 90-361,82/04/01,8204080292 


--8204050310 "Operating Instruction! for 8SH-3/FBA-13 Stlsmlc Bcram b 
Trip 8yi " 

* Klnemetrlc!, Inc 81/10/31 13pp 12929 131 24X 

Flche' 90-361, 82/04/01,8204090292. 


8804D70430 Forward! thru vol final reft by OA Co, " Independ ant 
Verification of San Onofre Nuclear Oenaratlng Station t/nite 
2 b 3 Sfltmic Deelgn b OA Program Effacllvane!! " Prompt 
review req.uasted to support timely Issuance of OL 
FOOARr/.D J Southern California Edison Co 82/04 /OS 
EI8EUNUT, 0 0 Dlvl s ion o f Licensing 4pp. 12979:091. 24X 

rich* 50-361.82/04/09,8204070430 


— B204070433 "Independent Verification of San Onofre Nuclear Oenaratlng 
Station Units 2 b 3 Seismic Design b OA Program 
Ef f actlvans SI, “ Vol I eiaeutlve summary 

* OA Ttchno 1 og 1 es I Inc /Oeneral Atomic Co. 0A-Cf670B VOt 
82/04/09 19pp. 1 2979 '096 24X FIch# 90-361.82/04/09,8204070430 


— B204Q70439 "Indtpsndant Verification of Ban Onofre Nuclear Generating 
Station Unit* 2 h 3 Seismic Design b OA Program 
Effsetlvene ill " Vol 2 program rssult*. 

» OA Tschnologlas, Inc. /Oeneral Atomic Co 0A-C1670a V02. 

82/04/09 t39pp 12979 116 24X Flche 90-361. 62/04/09, 

8204070430 


— 8204070439 "Independent Verification of San Onofre Nuclear Oenaratlng 
Station Units 2 & 3 Saisntc Design b QA Program 
Ef f ectlvenasf , " Vol 3 potential finding rapt* Boot 1 
• OA Techno 1 ogle*, Inc. /Oeneral Atomic Co. 0'A~C1670S VOS D1 
82/04/09 429PP 12979 299. 24X Fiche. 90-361 , 82/04/09, 

8204070430 


--8204070440 "Independent Verification of San Onofra Nuclear Oenaratlng 
Station Units 2 & 3 aalsmle Deelgn b OA Program 
Effectiveness," Vol 3 potential finding repts Book 2 
« OA Technologies, Inc. /Oeneral Atomic Co 0A-C1670a VOS D2 
82/04/09 400pp 12982 074 24X Flche 90-361,82/04/09, 

82 04070430 


6204090232 Forwards renueit for amend to License NPF-10 b prop o ted Tech 
Specs Amend eliminates trip setpoint b response time data 
from Table 3 8-1 re containment penetration conductor 
overcurrent protective devices. 

BASKIN, K P Southern California Edison Co. 82/04/07 MIRAOLIA.F. 
Licensing Branch 3. If 12629'222 24X FlchB:90-36l4 82/04/07. 

8204090232 


0204130320 Advises that response to 820327 ttr re existing c.apability 
of facilities for rapid depress url la t ion b decay heat 
removal u/e power operated relief valves will be delayed 
C-E owners group uill submit rtsponss as soon as possible 
BA0KIM,KP Southern California Edison Co 82/04/09 MIRAOLIA.F 
Cleansing Branch 3 2pp 1265 7 357 24X Flche 50-361,02/04/09. 

8204130320 


0204200207 Forwards addl info for review of SEP Hydrology Topics 
11-3 B 6 11-3. B. 1 Emergency operating Instructions b 17 
ovarslto drawings end Aparture cards are availablo in FOR 
KRIEOER, R. U Bouthsrn California Edison Co 02/04/12 
CRUTCHFIELD, 0 Operating Reactors Branch 9 7pp 12736:239 24X 

Flche' 90-206, 82/04/12, 8204200207 


0204270037 Notl fleet ion of 820420 meeting w/utit In Bethtsda.MD to 
diecufs purge line monitors b prociss control program 
RQOD.H Licensing Branch 3 02/04/14 MIRAOLIA.F J Licensing 

Branch 3 4pp 12073.312 24X Flche 90-361,02/04/14,820427 0037 


0204160331 Forwards status b/or tehtdule for implementation of 
NUREO-0737. Itamt I A. 3 1,11 B 2,11 D 3, II B 4,11.E 1 2, 

II E 4 2 b II F 1, in response to NRC 020317 Itr 

HEOFQRD, M 0 Southern California Edison Co 82/04/15 MIRAOLIA.F 
Licensing Branch 3 3pp 1270 6 300 24X Flche. 90-361. 82/04 /IS. 

8204160331 


8204160495 Forwards "Natural Circulation Test Program Safety 
Evaluation" b procedures re natural circulation test, lose of 
offelte power b natural circulation demonstration program, 
par NUREO-O737i Item I 0. I 

BASKIN, K P. Southern California Edison Co 62/04/19 MIRAOLIA.F 
Licensing Branch 3. 2pp 12702 280 24X Flche. 90-361, 82/04 / 13. 

8204160493 


— 8204160900 "Natural Circulation Test Program Safety Evaluation " 
» Combustion Engineer Ing, Inc. CEN-20t<Sl 02/04/30 17Spp 
12702,282 24X Flche; 90-361, 02/04/ 19, 8204160499 


'8204160904 "Natural Circulation Demonstration Program " 

« Southern California Edison Co 82/01/27. 79pp. 12703' 0?6 

S4X Flche 90-361.02/04/15.8204160495 


— 8204160910 "l.,aef of Offsite Power " 

a Southern California Edison Co. 82/02/10 53pp. 12703 177 

24X Flche. 90-361.82/04/19.8204160495 


—0204160913 "Natural Circulation Test “ 

ARNOLD, 0 Southern California Edison Co 62/04/08 SBpp 
12703,230 24 X Flche: 90-361, 82/04/ 19, 0804160499 


— 8204090239 Application for amend to License NPF-IO Amend ellminatte 
trip setpoint b response time date from Table 3 B-| re 
contelnmsnt pgnatratlon conductor overcurrent protective 
device* 

e Southern Calif ornle Edison Co 82/04/07. 2pp 12629 223. 24X 

Flche. 90-361, 82/04/07, 8204090232 


—8204090240 Proposed Ttch Specs 3. 8 4 1 b 4. e 4. 1 to License NPF-10< 
eliminating setpoint b response time date from Table 3,8-1 
re containment penetration conductor overcurrent protective 
devlcee. 

* Southern California Edison Co 82/04/07 29pp 12629.229. 
24X Flehf 90-361,82/04/07,8204090232. 


04270906 Notification of 820412 meeting w/utll b OA Co in Betheede, 

MO to dtecuse final rept of OA Co deelgn verification 

program. 

ROOD.H. Licensing Branch 3. 82/04/07. NIRAOLIA. F. J. Licensing 

Branchs. 4pp. 12876-109 24X Flche; 90-361, 82/04/07. 8204270906. 


04210072 Rfcommende ACRB 820409 Itr be forwarded to llceneing boerde 
for Sen Onafre Unite 2 b 3 b Vfeterford Unit 3. 

TEOEBCOrR L Aisl stent Director for Licensing. 82/04/08, 

EIEENHUT, D 0. Division of Licensing. Ip. 12811:396. 24X 

Flche: 90-000, 82/04/08.6204210072, 


8204200392 Forwards Amend Application NPF-10-2 consisting of Proposed 
Change 6,Amsnd revisee Tech Spec 4 8 4 1 a 2 requesting 
elimination of trip setpoint b response time requirements 
from Table 3 8-1 

OIETCH, R, Southern California Edison Co 82/04/16. DENTON. H R. 
Office of Nuclear Reactor Regulation, Director. Ip 12736 269 24X 

Flche- 90-361. 82/04/16, 8204200392. 


— 8204200359 Amend Application NPF-10-2 consisting of Proposed Change 6 
to License NPF-10, Revi i ing Tech Spec 4 B 4 1. a 2 by 
eliminating trip setpoint b response time requirements from 
Table 2 8-1. 

DIETCH, R Southern California Edison Co. 82/04/14. 7pp 
12736:266. 24X Flche: 80-361. 82/04/ 16, 8204200392. 


—8204200397 Propoted change* to Tech Spec 4. 8 4, i a 2 requesting 
elimination of trip setpoint b rsiponts time requirementf 

from Table 3.8-1 

a Southern California Edison Co 82/04/16 31pp 18736:273. 
34X Flche: 90-361,62/04/16,8304200392. 


8204270966 Forward* trip rapt of 620316 b 17 site meeting u/EOfcO, Ine b 
licaneee re Unit 2 pump b valve Ineervlce taetlng program 
ROOD.H. Licensing Branch 3 B2/04/16 Licensing Branch 3 4pp 

12872:290 24X Piehe- 90-361 , 82/04/16, 8204270966. 


8204210112 Board Notification 82-38: forsMrdlng ACRB 820409 Itr re 
reliability of ihutdown heat removal ey* on Bye 80 design. 
TEDESCOiR L, Aisletant Director for Licensing, 82/04/13, 

Atomic Safety and Licensing Board Panol, ip. 12811:397. 24X 

F 1 c h e ; 90-000. 82 /04/06, 82048 1 0073. 


— 820 4270971 Trip rept of B80316 b 17 site visit w/NRC b licensee 
re pump b valve Insorvtce tatting program. Attendance lift 


end, 

ROCKHOLP, H. 
Engineering 
8204270966. 


HVBBLE, N. EObOt Inc. 82/04/07. PAOE, 3 Mechanical 
Branch. 2pp. 12672:294. 24X Flche; 90-361, 82/04/16i 
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B!K)‘I27057S Sutnmarv of 83031& U 17 »ite moot; ins u/NRC (t llctniti r* 

;uinp it valve Iniervlce loetlnj program Queitlont Ic comments 
concerning testing program end 

* E0*0. Ine 82/03/17 NRC - No Detailed Affiliation Olven 

33pp 12872 25& 34X Ftche 90-381 • 82/04 /U. e2O42705&& 


0-3(04270271 Informs that safetv valve position Indication sys has boon 
•nvtronmental ly fc letsmlcally ^luallfied per requirements of 
Tfll Action Plan Item II 0 3 

BASKIN. K P Southern California Edison Co 82/04/22 MIRAOUIA. F 
Licensing Branch 3 ip 1SB33 094 24X Fiche 90-361.82/04/22. 

6204270271 


6304280493 Forwards affidavit Of sve ro distribution of Amend 
Apfllcatlon NPF-IO-2, consisting of Proposed Change A to 
Lteenie NPF-10 

HEDPCno. H a Southern California Edison Co 82/04/28 MIRAOLIA.F 
Llcansing Branch 3 4pp 1S868 199 24X Fiche 90-361,62/04/26. 

6204280493 


88043004SQ Forwards systamatlc assessment of licensee performance for 
i/nit I for 800916-810630 4. for Units 2 (< 3 for 
300601-810630 

ENfflELKEN.B H Region 5. Office of Director 82/04/26 PAPAY.L T 
Southern California Edison Co 73pp 12689’ 068 24X 

IFleht 90-206. 02/04/26.8204300488, 


f Inspection reports. IE Bulletins ti correspondence 


1304070299 Forwards IE Insp Rept 50-361 /B2-I0 on 820119-0212 No 
nonconpllance noted 

BTERMaERO.D M. Division of Resident. Reactor Project 6 Engineering 
f’-rograms 82/03/19 PAPAY.L T Southern California Edison Co. 
Sfi^p 12594 311 24X Ftche 90-361,62/03/19,8204070299 


-S304D70308 IE Insp Rept 90-361/82-10 on B20 119-0212 No noncompl lance 
notid. Ha JOT araas inspected preoperetlonal test program. TNI 
nods, followup on IE Bulletin 80-06. safety committee 
activities 6 Independent insp effort 

CHAFFEE. A E , ZWETZI6, & Division of Resident, Reactor Project 6 
Enginferlng Programs 82/03/13 7pp. 12994 SIS. 24X 
Fiche 50-361,92/03/19.8204070299 


304070516 Forwards IE Insp Rept 90-361/82-11 on Q3O3O1-0S No 
tsoncomp 1 lance noted 

BOOK. H E. Division of Radiological Safety (i Safeguards Program 
B8F03/19 PAPAY. L T Southern California Edison Co. 2pp 
13977 119 24X Flcho 90-361,62/03/19,8204070916 


-6304070922 IE Insp Ropt 90-361/82-11 on 820301-09 No noncompl lance 
noted Major areas Inspected process fc effluent monitoring 
ays procedures (< training, respiratory protoctlon program b 
IE bulletin actipnt 

CILLIS.n . VUHAS. 0. , NENSLAN3KI,F Division of Radiological Safety 
Safeguard a Program 82/03/18. 7pp 12977.121. 24X 

Flcho. 90-36 1 , 62/03/ 19, 8204070916 


8204090418 Advises that IE info Notice 82-10, "Following Up Symptomatic 
Repairs tn Assure Resolution of Problem, " has been tent to 
listed licensees 

a Region 5, Office of Director 62/03/31 Region 9, Office of 
Director Ip 12624 029 24X Fiche 50-000, 82/03/31, 8204090418 


8S04I402S0 Forwards IE Insp Rapts 50-206/82-07 4 50-361/62-13 on 
820319-1? No noncomp 1 lance noted 

STERNBER9, O. M Division of Resident, Reactor Project 4 Engineering 
Progrimt 82/04/01. PAPAY. U T Southern California Edison Co 
2pp 12662 181 24X Flc he. SO-206, BS/O4/0t . 8204140230 


—3204140254 IE Insp Repts 30-206/82-07 fc 50-361/62-13 on 8S0319-19 No 
noncomp 1 lance noted Major areas Inspected TMI action items, 
seismic instruments program It indepandsnt insp efforts 
HARNOR.U W , ZUEIZIO, 0 B Division of Resident, Reactor Project b 
Engineering Programs 02/03/31. 6pp 12662 103 24X 

Fiche 50-206, 82/04/0 1,8204140250. 


8204190001 le Insp Rept 90-361/62-03 has bean cancelled 

CEIERLE, C Region 9, Office of Director 62/04/06 Ip 12724 343. 
24X Fiche 50-361,82/04/06,8204190001 


SS0204O142 IE Info Notice 82-11, "Potential Inaccuracies in Hide Range 
Pressure Instruments Used in Meetinghouse Designed Plants. ” 

Eve list end 

UORDAN,E L Division of Engineering b Quality Assurance 62/04/09 
63pp. 12878 342 24X Fiche 50-000. 62/04/09. 8202040142 


0202040143 IE Info Notice 82-12, "Surveillance of Hydraulic Snubbers " 
N/encI sve list 

Jordan, E L Plvltlon of Englnaaring b Quality Assurance 82/04/21 
64pp 12873 001 24X FI che: 90-000, B2/04/21. 8202040143 


R Periodic operating reports b related correspondence 


8204190469 Forwards monthly operating rept ter Feb 1962 

RAY>H B Southern California Edison Co. 62/03/19, Office of 
Management and Programi Analysis Ip 12678' 084 24X 

Flchs 90-361.02/03/15,8204190489 


— 8204190491 Monthly operating rept for Feb 1'982. 

HANAFORD, r Southern California Edison Co B2/03/10 9pp 
12678 085 24X Flch s' 50-361. 82/03/ IS, 8204150469 


8. Raportabla occurrences, LERs b related correspondence 


8204150109 Responds to FQIA request that OECD Incident Reporting Syi 
repts be placed in PDR Documents llstad in app aveileblc in 
PDR Other pertinent documents completely withheld (ref FOIA 
Exemption 4>. 

FELTON, UH Division of Rules and Records, Bl/tl/09. CONNOR, L 
Doc-Bear ch Associates 3pp 18708:339. 24X Fiche 90-000.81/11/09, 

8804190109 


’04 130227 Forwards IE Insp Rept 90-361/82-07 on 620126-20. No 
nantenpllance noted. 

BDOK.H £ Region 9, Office of Director 62/03/29 PAPAY, L T 
Southern California Edison Co Ip 12697 139 24X 

F I e h • 90-36 1 , 82/03/29 , 8204 1 30227. 


—8204190229 Incident Reporting Sve Rept 29 re 800310 failure of 
saltwater cooling sys at facility 

» Organlxatlon for Economic Ceaparatlon b Development (Paris). 
81/03/23 4pp 12709 269 24X Fi che: 90-000, Bt/t 1/09, 0204190107 


GSO 4 130231 IE Insp Rept 90-361/82-07 on 820126-28 No noncompl ianc a 
noted Ha|or areas Inspected followup insp to emergency 
preparedness appraisal including organlxatlon, emorganey 
preparrdnos s training b ravislon of emergoncy plan. 

FIEM.R P t 8C0UN, K , WENSLAWSKI.F A Rag ion 9, Office of Director 
82/03/29 12pp. 12697 140. 24X Ficho’ 90-361, 82/03/29, 

6204130227 


04140406 Informs that IE Info Notlco 82-08, “Chock Valva Fa Hurts on 
Olvetl Oenerator Engine Cooling Byt, " was sent to listed 
licensees on 820326. 

* Region 9, Office of Dlroetor 82/03/26 Region 9, Office of 
Director Ip. 12670.149 24 X Fiche 90-000.82/03/26,8204140406. 


04 090334 Informs that IE Bulletin 82-01, "AUaratlon of Radiographs 
at Melds in Piping Subasseinblles, " was sent to listed 
tlcansess on 820331. ^ 

a Region 9, Office of Director. 82/03/31. Region 3, Office of 
Director. ip. 24 X Flcho: 30-000, 82/03/31. 8204090334, 


>4090376 Advises that IE Info Nat ice 82-09, "Cracking in Piping of 
■faheuf Coolant Lines at 6bM plants," has bean eent to 


li'O'ted Hesninss. _ . - „ 

i Rtplon 9. Offlc# of Director. 82/03/31. Region S, Office of 
>lreiter. Ip 12628:279 24X Fiche’ 80-000, 82/03/31, 8204070396. 


8203230312 PNO- 9-62-0124. an 0SO3I9. Ucansea determined boron 
concentration water which resulted in positivs reactivity 
addition was from rtfuollnp water tanks Caused by inability 
to provide adequate recirculation flow fc raising 

KIR8CH, D. Region 3, Office of Director. 82/03/17 Ip 12363* 123 
24X Flchs 30-361.82/03/17,8203230512 


02O4O7O2S3 RD on 820324. w/r esc tor in Mode 9, unplanned dllutlan occurred 
while filling RC8 water storage tank from rofuallng water 
storage tank 

RAY. HB Southern California Edison Co. 82/03/26 ENOELKEN. R H 
Region 5, Office of Director. 2pp. 12598.393. 24X 

Fiche: 30-361. 82/03/26.8204070253. 


8204140262 Forwards LERs 82-002/0 IT-O ti 82-00 3/0 tT-0. Detailed event 
analyses submitted. 

RAY.M B. Southern Californle Edison Co. 82/03/30 ENOELKEN. R H. 
Region 5, Office of Director 3pp. 12662:218. 24X 

F i e h e : 90-36 1 , 82/03/30. 8204 1 40262 


‘—8204140267 LCR 82-003/01 T-O: on 62031 4. shutd own coellnp lost Caused by 
sys malfunction or operator orror. allowing pressurlied 
nitrogen to entar shutdown cooling pump eiictlon lins whan 
purification sya ftlior was backfiushod Praeedurss rsvltod 
RAV.H. B Southern Californio Edison C« 82/03/30, Rogion 8, 
Office of Director. Ip. 12662:221 24X Fiche. 90-361, 02/03/30, 

8204140262. 
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— 0204140273 LEfi 02-003/017-0 on 020314. iinp la nned dilution of RCS 
refult«d when operator* were truing to re»tor* shutdown 
cooling flow Cauted bg two manual valve* being partially 
open ilmulteneoutly uMlo one being opened t other eloeed 
RAY.H B Southern California Edleon Co 02/03/30 Region 8. 
Office of Director Ip 12662 222 24X Flch* S0-36U 82/03/30. 

8204140262 


0204140307 RO re deficiency in estab I if hmant of sufficient fire 
watches. per Tech Spec Section 3 7 9. App A limiting 
conditions for operation Contlnuoui fire watchei 
estabtiflied Impact evaluation will be submitted in 14 days 
RAViH B Southern California Edison Co 82/04/01 ENOELKEN.R H 
Region 5. Office of Director 2pp 12662,234 24X 

Flcha SO-361. 82/04/Oti 0204140307. 


0204160264 Part 21 rept re potential deficiency in presturiied 
subcrltical eiperimant e»am* of pressure vessel inlet noiile 
to pipe welds from inner diameter surface Inspectors advised 
of potential generic Implications on 620402 

PERKINS. 0 R NOE Engineering Cons Inc 82/04/02 Director's 
Office. Office of Inspeetlen and Enforcement Ip 12695:300 24X 

Flehe 50-000.82/04/02.0204160264 


0204230484 Final deficiency rept re Sigma Model 9270 indicator resistor 
problem All resistors will be replaced w/27 Kohm.S-uatti 
utre-iuoiund resistors prior to full power operation 6 fuel 
load 

PAPAV. U T South ern California Edison Co 82/04 /OS ENOELKEN. R H 
Region 5. Office of Director 3pp 12014 243 24X 

Pi Che 90-361. 02/04/08. 0204230434 


8204160208 Forwards LER 02-OO7/O3L-O Detailed event analysis submitted 
RAVi H B Southern California Edison Co 82/04/07 ENOELKEHi R H 
Region 5. Office of Director 2pp 12696 2B6 24X 

Fiche 80-361.02/04/07.8204160209 


— 020416021 S LER B2-007/03L-0 on 820303. cable riser shaft water epray 
fire protection sys inadvertently activated & fire retardant 
barrier mat 1 damaged by water Caused by parsonnei 
conmunl eat 1 on failure during natnt 

RAY. H 8 Southern California Edison Co 82/04/07 Region 9. 
Office of Director Ip 12696 288. 24X Fiche 50-361.62/04/07. 

8204160209 


6204160280 Forwards LER B2-004/03L-0 Detailed event analysis submitted 
RAY. H B Southern California Edison Co 82/04/07 ENOELKEN. R N 
Region S. Office ef Director 2pp 12699 018 24X 

Fiche 90-361, 62/04/07.8204160386 


—6204160299 LER 62-004/03L-0. on 620308, c onta inment purge isolation sys 
(CP18I operability found not demonstrated per Tech Spec 
4 9? Caused by return of purge valve* to svc after valve 
seat cleaning u/o verifying CPIS operability 

RAY.H fi Southern California Ed 1 eon Co 02/04/07 Region 9. 

Office of Director Ip I269S 020. 24X Fiche ' 90-361, 62/04/07. 
02O416O2BB 


8204210447 Forwards LER 62-OOe/OlT-O Detailed event analysis submitted 
RAY.H B Southern California Edison Co 02/04/07 ENOELKEN. R H 
Region S. Office af Dlrictor 2pp. 12602 299 24X 

Fiche: 80-361. 02/04/07,8204210447. 


— 8S04210453 LER 62-000/017-0 an 620324, d 11 utian of 0 TA reactivity 
occurred due to addition of 6.732 gallons ef water from 
refueling water storage tank to RCB. r esul t Ing in 19X 
shutdown margin Caused by leating flow valve 2FV-0210X 
RAY.H B Southern California Edison Co 82/04/07 Region 9, 
Office of Director Ip 12802.257 24X Fiche 90-361,62/04/07, 

8204210447 


8204160480 Forwerds LER 82-00S/-3L-0. Deta il ed event analysle submitted 
RAY.H B Southern California Edison Co. 02/04/06. ENOELKEN, R H 
Region 9. Office of Director. 2pp. 12702 260 24X 

Fiche 80-361.02/04/03.0204160498 


--02O4I6O46B LER B2-009/03L-0 an 620309, ton tro 1 room emergency air 
cleanup sys failed to start upon receiving spurious toxic 
ga* isolation s 1 gnat. Caused by Incorrect positioning of klrt 
key. Caution notes incorporated into procedures. 

RAViH B Southern California Edison Co 82/04/06, Region S. 
Office of Director Ip 12702:262 24X Fiche. 90-361. 82/04/08. 

6204160498. 


6204260117 Forwards LER B2-006/99X-0, D* tal led event analysis submitted, 
RAViH B Southern Callfornle Edison Co 02/04/16. ENOELKEN. R. H. 
Region 8. Office of Director. Spp 12036' 160 24X 

Flehe; 80-361. 02/04/16. 8204250H7 


— 820426'0I24 LER e2-006/99X-0 on 020316. ref ue 1 Ing storage tank, 7006, 
found to have stratified boron concentration Caused when 
tank wa e not provided w/maans to circulate contents from top 
to bottom Temporary line installed to allow recirculation 
RAY.H B Southern California Edison Co 62/04/16 Region 9, 
Office of Director Ip 12036 162 24X Fiche 80-361,02/04/16, 

8204260117 


0204260167 Forwards LER 02-OlO/OiT-O Detailed event analysis submitted 
RAY.H B Southern Celifornie Edison Co 82/04/16 Region 8. 
Office of Director 3pp 12639 092 24X Fiche 50-361.02/04/16. 

6204260 1 67 


— 8204260179 LER 82-OtO/OlT-O on 020401 . dur Ing Mode 9 following fuel 
loading, fire barrier Insp revealed that earlier insp failed 
to list breeches in fire berries completely Caused by 
mi sundersta nd i ng Personnel reinstructed 

RAY.H B Southern California Edison Co 62/04/14 Region 9> 
Office of Director Ip 1203? 099 24X Flcho 90-361,62/04/16. 

8204260167 


8204200462 PN0-V-82-1B on 620422. Sen Diego Local S9 called strike 6 
established picket line across road leading outside const 
site Basis for strike Involves use of licensee employeas 
in warehouse 6 ofc const Plant operations not effected 
ZWETZtO. 0 B . CHAFFEE, A E Region 3, Office Of Director 02/04/22 
Ip. 12867 236 84X Flch e 80-206, 02 / 04/22. 8204280463 


7 Hearing transcripts on non-ant 1 trust matters 


6204130167 Proposed corrections to 620312 transcript of oral 
argument Certificate of Svc end 

PIOOTT.DR: Southern Cali fornl a Edison Co PIOOTT.DR Orrick, 

Herrington «< Sutcliffe 02/04/06 4pp 12657-006 24X 

Fiche' 90-361. 82/04/06, 0204130107 


DOCKET 90-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


A App 1 ication/ c onstruction stage documents ti correspondence 


8203310610 Advises that listed documents reviewed 6 will be withheld 
(ref 10CFR2 790). 

MIRAOLtA. F U Licensing Branch 3 62/03/16 BCHERER. A E. 

Combustion Engineering. Inc 2pp 12658 3 47 24X 

Fiche 30-361,82/03/16.0203310610 


6204220210 Summary of 820316 meeting w/utll re status of design 
verification program Independent calculations of program 
completed Final rept expected by 620331 

MIRAOLIA. F J Licensing Rreneh 3 82/03/17 Licensing Branch 3 

6pp 12621.214 24X Fiche 90-361,62/03/17,0204220210 


6204160037 Board Notification 62-10 forwarding Info re presturlced 
thermal shock of reactor vessels In C-E designed NSSS during 
recovery from small break LOCA ui/ extended lost of 
feedwater 

TEOE6CO. R L Assistant Director for Licensing 82/03/18 Atomic 
Safsty and Licensing Appeal Panel Bpp 12718:196 24X 

Fiche 90-000.62/03/18.8204160037 


—8204160049 ‘'Evaluation of Prissurited Thermal Shock Effects Du* to 
Small Greek LOCA u/Loss of Feedwater for San Onofre 2 6 3 
Reactor Vessels " 

# Combustion Engineering, Inc 02/03/10 i4pp 12716:329 SK 
rich* 90-000,82/03/10.8204160037 


0203190001 (iencrie Ltr 62-09 to ell licensees of operating power 
reactors ra post-TMI requirement*, 

EIBENHUr.O.O Division, of Licensing 62/03/19, HAU8PUR0. A 
Consolidated Edison Co of New York 7pp 12813 120 24X 

Flehe; 90-000, 62/03/19. 0203190001. 


0204190141 Requests info re rapid depressuri i atlen 6 decay heat rtmaval 
capabilities incorporating responses to end questions 
Schedule for eubmlttel of responses requested within 7 days 
from receipt of ltr M/o end 

TEDE8C0. R L. Assistant Director for Licensing 82/03/27. DIETCH, R 
Southern California Edison Co. OILMAN, D H. San Ditgo Oat 6 
Electric Co. Spp. 12731 '319 24X Flehe 90-361,62/03/27,0204190141 


0204020283 Forwards preliminary svaluation of EPRl program test results 
demonstrating capability of safety valves to operate under 
unexpected 6 accident c ond i tions. per requirement* of NUREO- 
0737. Item 11 D. I, "Relief 6 Safety Valve Testing." 

BASKIN, K P. Southern California Edison Co 62/04/01 MIRAOLtA, F. 
Licensing Branch 3, 3pp. 12497- 186. 24X Fiche 90-361,82/04/01, 

0204020283 
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0204050292 Forward* 1> ovartiia drawing* 4( a* toe la lad Info r* laitmlc 
trip ig«i in raiponia to c ammi tniant in util OttllO Itr 
Orauing* will b# incorporated into Amend 29 to F8AR Aperture 
cards are available in FOR 

SARKlNiK P Southern California Edison Co 82/04/01 KtRAOLIAi F 
Uiceniing Branch 3 6pp 1252V 109 24X Fiche 50-361 . 82/04/01 t 

8204050292 


9204I6013S Oanerlc Ltr 82-03 to all PUR 
transmittal of NUREO-0909 relative to 
U/O end NUREO List Of NRC raclplenti 
ei8ENHUT>D 0 Dlvleioti of Licensing 
Consolidated Edison Co of New Vort 
Flcli* 50-000. 92/04/19.8204160155 


plant licensees tt appllcantji 
Olnna tub* rupture 
enc 1 

82/04/15 HAUaPURO. A 
7pp 12787 203 24X 


n 


— 0294050303 "FBA Adjustment t Acceptance Tcit Procedure " 

* Klnemetr Ic s. Inc 81/10/05 16pp. 12529 115 24X 

Ftcb* 50-361,82/04/01.8204050292 


S204270966 Forwards trip rapt at 820316 & 17 sit* meeting u/EObO, Inc tc 
tlceniea re Unit 2 pomp b valva Intervlce testing program 
ROOD.H Llcsrtslng Branch 3 8 2/04/16 Llctnslng Branch 3 4pp 

12072 230 24X Flch* 50-361,82/04/16.0204270566 


—8204050310 "Operating Instructions for 85H— 3/FQA— 13 8slsmlc Scram b 
Trip 9gs " 

a Rlnemetrlcs. Inc 81/10/31 13pp 12529 131 24X 

FUht 50-361,82/04/01.0204050292 


8204070430 Forwards three vol final rept bg OA Co, "Independent 
Verification of San Onofre Nuclear Oenarating Station Unite 
2 & 3 Seismic Dsslgn b QA Program Ef f ec tlvensss. " Prompt 
review requested to support timelg issuance of OL 
FOOARTV.D J Southern Californie Edison Co 82/04/09 
EISENNUT.OO Division of Licensing 4pp 12979 091 24X 

Fiche 50-361.82/04/09,8204070430 


— B204270S71 Trip rept of 820316 fc 17 site visit u/NRC b licensee 
re pump b valve Incervice testing program Attendance list 
enc 1. 

ROCKKOLD. H , HUDBLErU EObO, Inc 82/04/07 PAOE, J Hschanlcai 
Engineering Branch 2pp 12872 234 24X Fiche 50-361,82/04/16, 

8204270366 


— 8204270573 Bummarg of 820316 & 17 site meeting w/NRC b licensee ra 
pump b valva insarvlct testing program Oueetlons b comment* 
concerning testing program encl 

» EObO, Inc. 82/03/17 MRC - No Detailed Affiliation Olvon. 
32pp 12872*236 24X Fiche 30-361,82/04/16,8204270366 


— 8204070433 “Independent Verification of Ban Onofre Nuclear Oenarating 
Station Units 2 b 3 Seismic Design b QA Program 
Effectiveness," Vol 1 eiecutivs sommarg 

a OA Technologies, Inc /General Atomic Co 0A-C1670B VOt. 

02/04/05 I9pp 12379 096 24X Fiche 30-361,02/04/03,8204070430. 


-8204070439 "Independent Verification of San Onofre Nuclear Oeneratlng 
Station Units 2 b 3 Seismic Design b OA Program 
Ef f ectl vtne ss, " Vol 2 program results 

* OA Technologies, Inc /Oeneral Atomic Co 0A-C167O8 V02. 

02/04/09 139PP 12979 116 24X Fiche 30-361,82/04/09, 

8204070430 


— 8304070439 “Independent Verification of San Onofre Nuclear Oeneratlng 
Station Units 2 b 3 Seismic Design b QA Program 
Effectlveniss, " Vol 3 potantial finding repts Book I 
• OA Technologlas, Inc /General Atomic Co, OA-C16708 VOS B1 
82/04/05 429pp 12979 255 24X Ficha 50-361,62/04/09, 

8204070430 


— B204070440 "Independent Verification of Sen Onofre Nuclear Generating 
Station Units 2 b 3 Seismic Design b QA Program 
Effectiveness," Vol 3 potential finding repts Book 2 
• OA Technologies, Inc /General Atomic Co 0A-C167OB VD3 Ba. 
82/04/05 400pp 12582 074 24X Flch*. 50-361, 82/04/09, 

S204070430. 


8204270506 Notification of 020412 meeting w/utll b OA Co In Bethesda, 
KO to discuss final rept of OA Co design verification 
program 

ROOD, H Licensing Branch 3 82/04/07 HIRAOLIA'F J Licensing 

Branch 3 4pp 12876 109 24 X Fiche 50-361,82/04/07,8204270506 


8204210072 Recommends ACRS 020405 ltr be forwarded to licensing boards 
for San Onofre Units 2 b 3 b Naterford unit 3 
TEOESCO, R L Assistant Director for Licensing 82/04/00 
EISENKUr, D 0 Division Of Licensing |p 12811 336 24X 

FUh* 50-000,82/04/00,8204210072 


■-820’42lOU2 Board Notification 82-39 forwarding ACRS 820405 ltr pa 
rellabilltg of shutdown heat removal sgs on Sgs 80 design 
TEDESCO.R L Assistant Director for Licensing ,82/04/13 
Atomic Sefetg and Licensing Board Panel. Ip 12811.357. 24X 

Fiche 90-000,82/04/08,8204210072 


8804130320 Advises that response to 820327 ltr re eiisting capebllitg 
of fecllttics for rapid dapressurliatlon b decag heat 
removal u/o power operated relief valves will be deleged 
C-E owners group will submit response as soon as possible 
BASKINiKP Southern California Edison Co 82/04/09. HIRAOLIA, F 
Licensing Branch 3 Spp 12697- 357 24X Fiche. 90-361, 82/04/09, 

8204130320 


6204200207 Forward* addl info for review of 8EP Hgdrologg Topics 
II-3 B b II-3 B 1 Emargencil opsratlng instructions b 17 
oversize drawings enc 1. Ap ar tur* cards are available In PDR. 
KRIEGER.R U Southern California Editon Co 02/04/12. 

CRUTCHFIELD, D Operating Reactors Branch 5. 7pp. 12736-235 34X 

Ficha 50-206, 82/04/ 1 2, 620 4200207 


5204270037 Notification of 820420 meeting w/utlt in Bethesda, HO to 
discuss purge Una monitor* b process control program 
ROOD, H Licensing Branch 3 82/04/14 niRAOLIA, F J Licensing 

Branch a. 4pp. 12873 312 84X Fiche 50-361,82/04/14,8204270037. 


8204210299 Generic Ltr S2-09 to all power reactor 1 icenseai, app 1 1 cants 
for QL, NBSS vendors b reactor vendor* rs environ 
g.ual if Ication of safety-related alecferical agulpment 
NRC position re guel 1 f Icat I on r e.iul rements end 
eiSENHUT. D 0 Division of Licensing 82/04/20 HAUEPURG.A 
Consolidated Edison Co. of NeW Vork. ISpp 12862 337 24X 

Flch# 50-000,82/04/20,6204210295 


6204270271 Informs thet safety valve position Indication sy* hat been 
environmentally b *ei«mlcaliy qualified per requirements of 
TKI Action Plan Itim II D 3 

BASKIN, K P. Southern California Edison Co 82/04/22 HIRAOLIA, F. 
Licensing Branch 3 Ip 12893 094 24X Flch* 50-361,62/04/22. 

8204270271 


6204300468 Forwards systematic assessment of llcaniee performance for 
Unit 1 for 800916-810630 b for Unit* 2 b 3 for 
000601-010630 

ENOELKEN. R N Region 5, Office of Director 02/04/26 PAPAY.L T 
Southern California Edison Co 73pp I2B89 068 24X 

Fiche 90-206. BS/04/26. 8204300466 


P Security, medical, emargency b fire protection plan* 


8204020393 Forwards "Emergency Response Facility Functional 
Description " 

BASKIN. K P Southern California Edison Co. 82/03/31 HIRAOLIA. F 
Licensing Branch 3 2pp I24?9. 261 24X Fiche 30-361.62/03/31. 

82040203S3 


— 8204020399 "Emergency Response Facility Functional Description " 
a Southern California Edison Co 62/03/31 99pp 12495.263 
24X Fiche 50-361.82/03/31,8204020353 


6204060088 Releasas public version of revised emergency plan 
Implamentlng procedures. 

FELTON, U H. Division Of Rules and Record*. 82/03/31. Document 
Management Branch Ip. 12619.277 24X Fiche 50-206,82/03/31, 

6204080068 


— 02O4OBOO9S Forwards public version of revised emergency plan 
procadures, Inc ludlng Procedure* 80123-VlII-U re 
recognition b classification of amergenc i as. Proprietary Info 
deleted per Generic Ltr 01-27 

BASKIN, K P. Southern California Edison Co 82/03/24 
CRUTCHFIELD, D Operating Reactors Branch 9 Ip 12615 280 24X 

Flch*. 50-206, S2/03/31. 8204060086 


— 8204080099 Public version of revised emergency plan procedures, 
Including Procedure* S0123-VIIJ-U re recognition b 
clattif Icat Ion of emergencie* & 801-VIII-U 1 re 
classlf Icatlon of energenclee 

« Southern California Editon Co 82/02/23. 300pp, 12619.281, 

24X Fiche 90-206,82/03/31,8204080068 


8204070301 Forward* changes to physical security plan Changt* withheld 
(ref 10CFR73 21}. 

BASKIN, K P Southern California Edi*en Co 02/04/01 EISENHUT, D. 0. 
Dlviilon of Licensing Ip. 12966 OOI 24X Flch* 30-206,82/04/01, 
320407030 1 , 
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DOCKETED ITEMS 


0 Ad jud 1 eatorv corrispandanrt 


8204080005 Brief in opposition to Carstens e20S2& brief Ir support of 
820126 aicaptlons to ASLB S20111 partial initial dacislon 
authortiin'i fu«l loading & lau power ttsting ASLB detition 
wall-founded in fact Ic lau W/declaratlon of tve 

PIOOTT. D R Southern California Edison Co PIOOTT.D R San Diego 
Das «( Electric Co PIOOTT. DR Orrlcli. Herrington & Sutcliffe 
82/04/02 Atonic Bafatg and Licensing Appeal Panel SOpp 
12604 33? 24X Flehe 50-361,82/04/02.0204080009 


8204090396 Advises that IE Info Notice 02-09, "Cracting in Piping of 
Malfeup Coolant Lines at BfcW Plants." has been sent to 
listed licensees 

e Region 5. Office of Director 02/03/31 Region S. Office of 
Director Ip 12625 279 24X Piehe 50-000, B2/03/3t. 0204090396 


8204090418 Advises that IE Info Notice 02-10. "rollouiing Up Sgmp toeiatlc 
Repairs to Assure Resolution of Problstn. " has been stnt to 
listed licensees 

» Region 5. Office of Director 82/03/31 Region S, Office of 
f9A34 029 24XFlChi 50-000.02/03/31.0204090418 


8204000019 Response to ASLAB 820316 order to Infers of criticalltg 9 
bueinsss dags In advance Critlcailtv will be achieved In 
sld-Hag To commence low power testing . initial dscitlon on 
fnergeneg prepar td'nass Issuts needed. H/declaratlen of svc. 

PIOOTT, D R Southern California Edison Co PIOOTT. 0 R San Diego 
Cat it Electric Co PIOOTT. DR Orrict. Herrington, Rouileg t, 
Sutcliffe (USE ELOOHS) 62/04/02 4pp 12605 192. 24X 

Flcha, S0-36I. 02/04/02. ©204090019 


8204190056 Forwards substitute Page 41 of NRC 020412 response to 
Intervenor brief supporting exeeptlens 

CHANOLER.L U Hearing Branch I 82/04/13 EILPERIN. 3 F , 

JOHNSON. H R . OOTCHY.R L Atomic Safetg and Licensing Appeal Panel. 
2pp 126B2 329 24X Flehe 50-361 . 02/04/13, 0204 1 S00S6 


82020-40142 IE Info Notice 02-11. "Potential Inaccuracies in Hide Range 
Pressure Instruments Used in Uesttnghouse Designed Plants " 

Bve list end 

JORDAN. E L Division of Engineering & Ouatitg Aesurance 83/04/09 
63pp 12970 342 24X Fiche 50-000,02/04/09,0202040142 


9202040143 IE Info Notice 02-12, "Surveillance of Hgdraulic Snubbers “ 
H/encl SVC list 

JOROAN.E L Division of Englnctrlng 6 Oualitg Assurance 02/04/Sl 
64pp, 12073 001. a4X FI chi 50-000,02/04/21,0202040143 


S Reportable occurrences, LERs 6 related correspondence 


—8204150062 0ubstltuted Page 41 to NRC 820412 response to intervenor 
brief supporting exceptions 

a Office of the Executive Legal Director. 02/04/13 Atomic 
Safetg and Llce-nslng Appeal Panel tp, 12602 331. 24X 

Fiche 50-361,82/04/13,0204150056 


8204230116 Order strilclng OUARD %» Carstens 820301 brief 6 dismissing 
appeal. Intervsnors failed to complg u/ASLAB 02O3OS order 
that motion be filed per 10CFR2 App A 

SNOEHAKERiC J Atonic Safetg and Licensing Appeal Panel 82/04/20. 
OUARD. 2pp 12818 07 9 24X Fiche; 50-361, 02/04/20. 02042301 16 


S304300076 Oaclsion ALA8-673 dtnglng inbtrvenor motion for stag pand Ing 
appeal of ASLB 620111 partial initial decision Assarted 
errors do not cast serious doubt on proprlstg of plant 
lelsntc design 

SHOEHAKERiC J Atonic Safetg and Li canting Board Panel 83/04/26 
Slpp 12091.105 24X Flehe 50-361,82/04/36,0204300070 


H General corretpondertiee 


3304010272 Responds to 820302 Itr transmitting constituent B Campbell 
811119 Itr rt independent investigation Indspsndent design 
verification program to be conducted bg OA Co, 

KAKKERER.C Office of Congress Iona 1 Affairs. 82/03/29. CRANSTON, A 
Senate. 2pp 12477'2a8 24X Fiche’ 50-361, 02/03/39, 8204010272. 


— 8204DI0S74 Requests findings 6 views on end constituent fl! Campbell 
811129 Itr rt Independent Investigation 

CRANSTON, A Sanatt, 62/03/02 Office of Congress ional Affairs 
3pp 12477 324 24X Flch# 50-361 , 03/03/39, 0204010272. 


0204080259 Expresses concern that current regulations k monitoring 
mechanisms for alert Ic warning inadequate 

CARAVALHa,0 A. San Clemente, CA 02/03/3? Comm 1 1 si oners Ip. 

12614.045 S4X Fiche’ 90-361, 63/03/29. 0304000359. 


0 Inspection reports. IE Bulletins t, e orretpondenea 


8204140406 Informs that IE Info Notice 02-00. "Cheek Valve Failures an 
Diesel Oenerator Engine Cooling 8gs. " wat tent bo listed 
licinseas on 830336. 

# Region 9, Office of Director. 62/03/36 Raglan 9, Office of 
Director Ip 12670,149. 24X Flehe . 50-000. 02/03/26, 62041 40406. 


©204140344 Forwards IE Insp Rept 60-362/62-04 an 820308-12 No 
nonconplianee noted. 

BISiWP.TH Division of Resident, Reactor Project & Engineering 
Pregrama 88/03/30. FAPAY.L T. Southern Calif ornla Edison Co, 
2pp. 12663.018 24X Fiche. 50-363, 82/03/30, 02041 40244. 


8304160264 Pert 21 rapt re potential daficieneg in prosturlied 
Bubcritical experiment exams of pressure vessel inlet noxtle 
to pipe welds from inner diameter surface Inspectors advised 
of patent la 1 generic implications on 820402 

PERKINS, ■& R NDE Englnesring Cons Inc 08/04/03 Dirsetor's 
Office, Office of Inspection and Enforcsmsnt Ip 12696,300 24X 

Flch*. 90-000, 83/04/03, 6304160264. 


8204230494 Final daflclsneg rept re Sigma Model 9S70 Indicator resistor 
problem All resistors will be replaced u/27 Kohm. S-watt, 
uira-uound resistors prior to full power operation k fuel 
1 oad 

PAPAY, L. T Southern California Edison Co 82/04/05 ENOELKEN. R H 
Region 9. Office of Director 3pp 12814 343 34X 

Fiche 90-361,02/04/05,8304230454 


8204200462 PN0-V-52-t6, on 620422. San Diego Local B9 called striba It 
established picket line across road leading outside const 
lita Basis for strike Involves ust of licenses emplogaes 
in warehouse k ote const Plant operations not affected 
ZHETZIS. 0 9 Region 9. Office of Director. 02/04/23 tp 
12867 236 24X Fiche 90-363.82/04/23.0304200462 


T Hearing transcript! on non-antitrust mattars 


8204130187 Propestd corrections to 620312 transcript of oral 
argument Certificate of Svc end 

PIoaTT. D R 'southern California Edison Co PIOOTT. D R Orrieb. 
Harrington 6 Sutdlffa 02/04/06 4pp 13657 : 086 24X 

Flch*’ 90-361, 82/04/06,0304130167. 


DOCKET 50-363 FORKED RIVER NUCLEAR STATIDN, UNIT I 


Q Inspection reports, IE Bulletins & correspondence 


8204150369 Forwerds IE Info Notices 03-09, "Cracking in Piping of 
Makeup Coolant Line* at BIN Plants" ti 02-10. "Following up 
Symptomatic Rapalrs to Assure Resolution of Problim. " No 
written response required. 

HAYNES, R C. Region 1, Office of Director 68/03/31 O'TODLEiJ. D 
Censolldated Edieon Co of New York BARTON. J. J Oeneral Public 
Ubilitlei - CPU Service Corp Spp 12682 248 24X 

Fiche' 90-000, 62/03/31, 8204190369. 


8204190462 Forwarde IE Bullatln 82-01, "Alteration of Radlographi of 
Held* in Piping Subaseemb 1 its, " No written reeponse 
required. 

HAYNES, R C. Region 1, Office of Director 82/03/31. O'TOOLE, J 
Coniolldatid Edieon Co of New York. NARTIN,T J Public Service 
Electric I, Oas Co of New Jereeg 6pp, 12683 234 24X 

Flehe. 90-000, 82/03/31,8304150462. 


-8204140240 IE Insp Rept 80-362/62-04 on 820300-13 No noncomp Uenc 
noted Hejor are** Inspectsd const activities re elaetrlcel 
cables, slectrical components I, s*f*tV”rslat#d structuroe. 
blAONER, H J , HERNANDEZ, 0 , ECKHARDT, J. H Division of Resident, 
Reactor Project li Engineering Programs, 08/03/26 9pp. 
12663'030, 84X Fiche; 90-362, 63/03/30,8304140244 


8202040142 IE Info Notice 02-11, "Potential Inaccuracies in Uid* Rang* 
Prateure Instrument* Used in Mestinghous* Designed Plants " 

Svc lict end 

JORDAN, E.L, Olviflan of Engineering 6 Oualitg Assurance 02/04/09 
63pp. 12870:343. 84X FI e he; 90-000, 82/04/09, 8302040143 


B3040W394 Informs that IE Bulletin 02-01, "Alteration of Radiographs 
of Welds in Piping aubatssmblies, " was sent to llitad 
licsnteet on 630331 

• Region S, Office of Birsetor 02/03/31, Region 5, Office of 
Director. Ip. 24X Flch* * 90-000, 02/03/31, 0304090394, 
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docket 50-364 JOSEPH M FARLEV NUCLEAR PLANT. UNIT 2 


F S»curitv> i3t4ic»lt vmcrijancg ti flr« protsction plant 


820423030Q Discussvi Inhersnt problim u/A-win tmcrgencg no tl Pi c« t ion 
lyi ttlaphone circuit To provont lockup. util thould tntort 
Chat trcond call It not eitabllthcd uithin SO-i aPtpr 
original call 

STOHRiJ P DJvltion of Emorgoncg Prpparednott & Op«ratlon«l Support. 

82/01/27 UHRIO. R E Florida Pouar t< Light Co PARKER, N □ DuKa 

Pouar Co HANCOCK. J A Florida Pouar Corp 4pp 12616 132 24X 

Fitha* 30-000, 82/01 /29, B20A230308 


8204230420 Reipondt to quaitlont r» natura of raiporiie during 
anargancg. NRC role during emarganeg & need to affactlvelg 
Interface bj/IIcantta organlietion at technical lupport ctr ti 
aaiargencg- operation! facllltg during ratponta to etnarganeg. 

&TOHR< J P JllvlflDn of Emarganeg Praparadnati & Opirational Support. 

B2/OI/S? UHRtO. R E Florida Pouar it Light Co PARKER. H 0 Oulca 

Po'var Co HANCOCK, J A Florida Pouar Corp 7pp 12015 264 24X 

Ftche. SO-000. 82/01 /27, 8204230420 


8204230472 Discuita* ichedule of info to be lubmlttad bg utilt In 
ad/anca of amarganeg praparadnati axarclia Appropriate ttata 
% local aganclat thould be informed uall in advanct of 
erircitat to facHitlata participation 

5T0HR. J P DWltion of Emarganeg Praparadniit t. Operational Support 
82/01/27 UHRIO.R E Florida Power t, Light Co NCDONALO. R P 
Alabama Pouar Co JONES. J A Carolina Pouar It Light Co, 4pp. 

12BI4 274 24/ Ficha 30-000, 82/01/27, B204230472 


6204130243 Foruardt Amend 12 to Llcanta NPF— S.tafatg evaluation At 
notice of Itauanca 6 avallabilitg Amend aitandt complatlon 
data approi 6 monthi for one of five ihlaldlng additloni for 

vital araa accati. 

REEVES E A Operating Re a c tort Branch 1 B2/03/31 CLAYTON, F. L. 

Alabama Power Co 2pp 12687 346 24X Ficha, 50-364, B2/03/31, 

B2041 50243 


'8204150201 Amend 12 to Licenia NPF-0, extend Ing tchadulad completion 
data approx 6 monthi for one of fiva ihlaldlng additloni 
for vital area accait it protection of tafatg iquipmant 
follouing accident 

VAROA, S A. Operating Raacton Branch 1. B2/03/31 2pp 

12687-348 24 X Ficha 50-364,82/03/31,8204150243 


--020-41 30234 Safatg evaluation lupporttng Amend 12 td Llcanta NPF-8 

a Office of Nuclear Reactor Regulation, Director 62/03/31 2pp. 
12607 350 24X Ficha 50-364,62/03/31,8204150243 


— 8204150258 Notice of liiuanca I, ayailabllltg of Amend 12 ta Llcanta 
NPF-a 

VAROA, B A Operating Raacton Branch t 62/03/31 2pp 
12687 332 24X Ficha; 50-364, 82/03/31, 6204130243 


8204210522 Foruardt Ravlilon 3 to tacuritg plan t< Ravitlon 2 to 
lacurltg perioonal training k gual 1 f Icatlon plan 
Ravliion* ulthhald (ref 10CFR73 21). 

CLAYTON, F.L Alabama Pouar Co 62/04/12 VAROA, 8. A Operating 
Reactor* Branch 1 2pp 12801 204 24X Ficha. 50-348, 82/04/12, 

8204210522 


8S042S0305 Requeiti exemption from requiremante of 10CFR50 46 1, App R 
to allow eetaniion of date for lubmltttng deelgn 
daacriptloni of alternate or dedicated ihutdoun tgt from 
320601 tc 021001 to 820701 for Unite i it S 

CLAYTON. F L Alabama Power Co 62/04/20 VAROA, S, A. Office of 

Nuclear Reactor Regulation, Director Ip 12806.130, 24X 

Fiche, 50-348, 82/04/20, 8204220305 


Inturancr & Indamnitg Information 


3204230370 Forward! Endoriemcnti 33 !< 34 to MAELU PoUcg HF-73 

FIELDER, J March k McLennan, Inc , H 6 N Nuclear ContuUantt, Inc. 

Div, 82/04/17 8ALTZMAN, J. Aeeletant Dlrdctor for State t, Llceneae 
Relation! 3pp t2B17'I35 24X Fleht' 50-348, 82/04/17, 8204230390 


4*. Oporetlng license ttage documente & correi pondepce 


^204230261 Confirms 820106 errengementi for"q20U9 meeting w/util in 
AttantsrOA to dlseuei potentlellg inadequete conteinment 
epreg age for Unit 2 I, Improperlg locked valve on lodlum 
hydroxide addition eye on Unit I 

LEWIS, R C. Division of Resident h Reactor Pro.|oct Impaction 
82/01/08, MCDONALD, R. P. Alebame Power ^o. Ip. 12817’333. 24X 

Ftche. 50-348, 02/01/08. 6204230261. ' 


8204230933 Confirms reeehaduling of 8201 19 me at ing to diieutt 
potentlellg Inadequate contelnmant tpreg tyt at Unit 1 I, 

Improperlg locked valve on sodium hydroxide lys at Unit 2 
Proposed agenda ene 1 

LEWIS, R C Olvlilon of Resident t. Reactor Project Inspection 

82/01/29 MCDONALD, R P Alabama Power Co 2pp 12815 276 24X 

Fiche 90-346,82/01/25.8204230939 


S203170001 Oenerle Ltr 82-05 to all licenieee of operating power 
reactors re post-TMl requirements 

EI8ENHUT, D 0 Division of Licensing 82/03/17 HAUSPURO.A 
Consolidated Edison Co of New York LUNDVALU, A E Galtlmare Oes l< 
Electric Co MORIS I, A V Boston Edison Co 7pp 12513 128 24X 

Fiche 30-000,82/03/17,6203170001 


8203310300 Comments on NUREO-Oa77. "Quidellnei for Preparation of 
Emergancg- Operating Procedures “ Integrated approach to 
address all emergancg retpansa issue* recommended 

CLAYTON, F L Alabama Power Co 82/03/17 OOODMAN. M. Proceduree k 
Test Review Branch 2pp 12459 120 24X Fiche 50-346.82/03/17, 

8203310300 


6204020332 Commants on proposed revision to lOCFRSOrApp J re prlmerg 
reactor containment leakage testing for water coolid power 
reactors. Change to integrated leak rate test would be 
castlg,w/no perceived benefit ta health 6 safet-g of public 
CLAYTON, F.L Alabama Power Co 62/03/23 DENTON, HR Office of 
Nuclear Raactor Regulation, Director 2pp 12476 293 24X 

Fiche- 90-348, 82/03/23. 0204020332 


8204190173 Forward* IE review of util submlttili re NUREO-0737 TNI 
Action Plan Items, I A 1.3, "Shift Manning, “ 1 C 5, "Feedback 
of Operating Eiparlance” 1 I C. 6, ''Verifg Performance of 
Operating Experlanca " 

VAROA, 8 A. Operating Reectore Branch 1 82/03/24 CLAYTON, F L. 

Alabama Power Co 6pp 12731 303. 24X Ficha 50-348,62/03/24. 

8204190179 


8204020376 Raiponds to 820302 ltr re Llcanta Condition 
2 C, <21Mi)<4Mi),NUREO-0737 I tarn II K 3 30. tfestlnghoue e 
will provide draft rapt In Apr ra small break LCICA model (, 
final re p tr ap pi 1 cab 1 e to all Naetlnghouie sgs.in Jul 1982 
CLAYTON. F L Alabama Power Co 82/03/26 VAROA, 8 A affiee Of 

Nuclear Raactor Regulation, Director Ip 12497-174 24X 

Fiche 90-348,82/03/26,8204020276 


82'0'4070631 Requests notification If NRC underetanding that no tschnical 
deviation* from NURE'0-0737 Item III 6 3 3 re Improved 
ln~plant Iodine ins t rumen tat 1 on undar accident condition, 
were raqueeted for Unit 1 le Incorrect 

VAROA, 6 A Operating Reactors Branch 1 82/03/26 CLAYTON, F.L 

Alabama Powar Co. 2pp. I2S76 313 24X Ficha 90-346,82/03/26, 

820407063 1 


8204070664 Commants on 811222 k 020114 retponsas to TMI Action Plan 
Item tl K 3 3 on reporting relief (t eafatg valve fallurae (i 
challenges. Rapt for 8-00401-1231 will be eubmltted based on 
guidance prior to Tech Spec Afflend 26 

VAROA, 6 A Operating Reactors Branch 1 82/03/26 CLAYTON, F L. 

Alabama Peuer Co 2pp 12397-027 2.4X FI cha; 90-348, 82/03/26, 

8204070664 


8204140917 Forwards Franklin Research Ctr requait for add! info re 
environ qua llficatlon of safety -related elec tr leal 
equipment, sup plamentlng 620117 6 0201 requaste. Raeponse 
requested (within 30 dags 

VAROA, 8 A Operating Reactore Branch 1. 82/03/26. CLAYTON, F L 

Alabama Power Co 6pp. 12674:336. 24 X Fiche. 90-348, 82/03/26. 

82041 4051 7. 


8204190243 Forward* Amend 12 to Licansa NPF-8, lafaty evaluation I. 
notice of Istuatica t. availability Amend eitande completion 
data approx 6 months for one of five shielding additions for 

vital area access 

REEVES E A. Operating Raaetore Branch I 82/03/31 CLAYTON. F.L. 
Alabama Power Co 2pp 12687.346, 24X Fi cha; 50-364. 82/03/31, 

3204190243 


— 8204150251 Amand 12 to License NPF-S, ax tend ing scheduled completion 
data approx 6 nontha for one of five shielding additions 
for vital area accaai U protection of safety equipment 
follouing accident 

VARDA.S A. Operating Reactors Branch 1 82/03/31 2pp 

12687:348. 24X FI cha, SO-364, 02/03/31, 6204190243. 


‘8204150254 Safety evaluation supporting Amend 12 to License NPF-8, 
a Office Of Nuclear Reactor Regulation, Director. 82/03/31. 2pp. 
i26B7'3SO 24X Ficha' S0-364> 02/03/31. 8204190243 


— 0204150258 Notice of lesuanct 1« availability of A(nand 12 to Licente 
NPF-0 

VAROA, 8. A Operating Reactor* Branch 1. 82/03/31, 2pp. 

13687.352 24X Fich e' 50-364, 82/03/31,82041 S0243 
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a2040i0041 R«ipondf to NUR£0-0737. U»m II D 1 . pitCorinMe t tatting o# 
PHR rallaf (■ taMtv valvaiigar 810929 raauatt 
Funettonalilll tv of iilactad tait valvt for PWR facllitiaa 
domonatrattt 

CLAYTON.F L Alabama Powar Co 62/04/01 VAROA. 8 A Oparatin# 
Raactort Branch 1 3pp 12349 190 24X Fltht 80-3401 02/04/01 . 

0204060041 


8204180187 Submit* Clut III faa for Inaarvie* ttftlng program 
docvnanti Ravi lion 1 

CLAYTON. F L Alabama Powar Co. 82/04/01 VAROA. 8 A OfPica of 
Nuclaar Raactor Regulation. Dlraetor 2pp 12636 170 84X 

rich*. 30-364. 82/04/0118204120167 


6204270006 Forward* raqvtft for addl Info r* atltmlc aual 1 f Icat ton of 
auxtllarv faadwatar (vt.naadad to complat* ravlau of otll 
811009 ratpons* to Oanarlc Ltr 61-14 

VAROA. S A Oparating Raactoro Branch 1 82/04/02. CLAYTON. F L 

Alabama Poutr Co 3pp 12874:021 24X Fieha 30-348.02/04/02. 

0204270006 


8204210437 Forward* Amtnd 3 to 011216 tpant futl pool mod In ratponia 
to 820304 q.utatlon» 

CLAYTON. F.L Alabama Powar Co 02/04/03 Off lea of Nuclaar 
Raactor Ragulatlon. Dlraetor 12pp. 12002 276 24X 

Fieha: 30-364. 02/04/03,8204210437 


8204230133 Adviia* that ravlaw of otil prapootd tg* of raactor vaocl 
uatar lovol maaturamant in proca** par MJREO-0737. Itom 
II F 2 

REfiVes. E A Optratlng Reactor* Branch 1. 62/04/00 CLAVTOM.F L. 

Alabama Pouar Co. 3pp. 12834.271 24X FI cha 30-340, 02/04/08. 

8204230133 


8204190220 Exprattat concarn u/accuracy of aactlona of NURE0-06B6i 
"Staam 0*narator Tuba Eiparlanc a. ** including Tabla I ra 
oparatlng aiparlanca u/PUR •t«am ganaratort through Nov 1901 
t( Paragraph 3 3 1 ra racant plant-tpaclf ic problami 
CLAYTON. F L Alabama Powar Co 62/04/12 aTOLZ.J F. Of fie a of 
Nuclaar Raactor Ragutation. Dlraetor 3pp 12722*069. 24X 

Fieha 30-346,62/04/12,0204190220 


8204160195 Otntrlc Ltr 82-09 to all FWR plant llctnaac* t. appllcantt ra 
tranamlttal of NUREO-0909 ralativa to Olnna tuba ruptura. 

H/o ancl NUREO Liit of NfiC rad plant* end. 

EIBENHUr, DO DlvKion of Llcanilng. 02/04/13 HAUSFURO. A 
Cornel Idatad Edlion Co of Hau York WCXlLEVERrE J 0u.iua*na Light 
Co VHRIO.R E Florida Powar 6 Light Co 7pp 12787-203. 24X 

Fieha: 90-000. 82/04/19,8204160133 


6204230277 Forward* atatui of NURE0-O737, Itomi I A 3, 1. II.E 2, II. B 3. 
II 6 4. ir E 1 2, II.E 4 2 6 It. F. 1. In raspon** to NRC 820317 
ltr 

CLAYTON. FL. Alatam* Power Co 82/04/16, VAR0A.6.A Office of 
Nuclaar Reactor Regulation. Director. 4pp 12917:274 24X 

Fiche: 30-348. 62/04/16.8204230277. 


8204210299 Oenarlc Ltr 62-09 to all powar raactor llconstas.app llcanta 
for OL.N008 vondora 6 raactor vandora re environ 
qualification of taf oty-ralatad tlactrlcal aqulpmont 
NRC poeltlon re quel If Ication requirement! and. 

EISENHUT, DO Dlvl«ion of Llcenalng 60/04/20, HAUSPUROrA 
Conaolidated Edlaen Co of New York OCX.AN.d. American Elactrlc 
Powar Co < Inc. CONB. F. Z, Appalachian Power Co 13pp 12862*337 
24/ Fieha. SO-000, 82/04/20. 6204210299. 


04260197 Forworda corrected Page III-7 to apant fuel pool mod Aatond 
S.re high denalty rad Initallatlon 

CLAYTQN.F.L Alabama Powor Co. 82/04/21. VAR0A.8A Offlceof 

Nuclear Reactor Regulation. Dlrecter. tp. 12037:349 24K 

Flcho. 30-364. 02/04/21.8204260197. 


-B2O4260203 Corrected Page iri-7 to "Bpant Futl Pool Mod. " Amend 3, 
e Alabama Power Co. 02/04/30. Ip. 12837:380. 24X 

Flcho; 30-364. 02/04/21, 0204260197 


Inipactien report*. IE Bulletin* 6 correepondanca 


8204010493 Forwerdt IE Intp Rapta 80-340/02-06 It 80-364/02-09 on 
820116-0213 No noncompUance noted 

LOl'iO.F. U. Dlvlilon of Proi*<t bi Realdant Pregramt. 82/03/00. 
McDonald. R.P. Alabama Power Co. 3pp. 12401:079 84X 

FI Che. 30-348. 82/03/00. 8204010493. 


"B204010469 IE Intp Rapt* 90-340/82-06 E 90-364/82-09 on 820 11 6-021 9. No 
Roncenpt lance noted. Najer area* Intpoetadinonthly 
aurve 11 lance 6 auiint obtervat ion. operational tafety 
verification. Unit 2 outag* & Independent Into effort. 

BRADFORD, W. H. . PEEBLES. T. A. . ' BROWNLEE. V. L. Dlvltlon of Pr o jec t 6 
Reeldent Programi. 82/03/03, 7af. 12481:061. 24X 

Fiche; 90-348, 83/03/08.8204010433, 


8204140242 Forward* IE Imp Rapt* 90-348/02-07 (i 90-364/02-06 on 
820223-26 No noncompl lanca noted 

LONO.F J Dlvifion of Project fc Re*ldeot Pregrame 82/03/24 
NCOONALQ.'ft P Alabama Powar Co 2pp 12663 013 24X 

Fieha 90-348,02/03/24,8204140242 


- — 8204140249 IE In*P Rapt* 90—343/02-07 1, 90—364/02—06 on 820223-26 No 
noncompl lane* noted Major area* Impacted «ei*mic analyil* 
for a«-built *af aty-re lated piping sy* fc pipe lopport 
bateplata deilgn* 

ANO.M P . MEROT. A R. Dlvl*ion uf Engineering fc Technical Program* 
02/03/17 3pp 12663 013 24X Flch* 30-340,82/03/24,8204140242 


0204010200 Ack receipt of 320310 ltr informing NfiC of step* taken to 
correct violation* noted in IE inap Rapt* 30-340/01—29 6 
30-364/81-32 

LEWIS. R C Diviaion of Project 8<R**ident Programs 82/03/23 
MCDONALD, R P Alabama Power Co Ip 12477 099 24X 

Flch* 30-340,82/03/23,8204010200 


— 8204010209 Raaponde to NRC 820222 ltr re vlolatlona noted In IE Inap 
Repti 90-348/81-29 1, 30-364/81-32 Corrective action* 
pertonnel relnatructad re closing air header era** connect 
valve* 1, procedures revised 

CLAYTON. F L Alabama Power Co 82/03/18 KELLOOO, P J Region 2. 
Office of Director 9pp 12477 100 24X Fiche 30-348.02/03/29. 

8204010280 


— 8204010293 Forward* corrected notice of violation from Imp on 
011116-1219 

LEWI8.R C Dlvifion of Project 6 Resident Program* 82/02/22 
MCDONALD. R P Alabama Power Co 2pp 12477 109 24X 

Fiche 90-340,02/03/29,0204010280 


— 6204010294 Corrected notice of violation from Inap on 011116-1219 

* Region 2, Office of Director 02/02/22 2pp 12477 107 24X 

Flcht 50-340,02/03/29.8204010280 


—8204010297 Forward! IE Imp Rapt* 50-340/81-29 6 90-364/01-32 on 
011116-1213 (, notice of violation 

LEWIS. R C Division of Project tt Resident Program* 02/01/29 
MCDONALD. R P Alabama Power Co 2pp 12477 109 24X 

Fiche 90-348.62/03/25,8204010300 


—8204010300 Notice of violation from Insp on 811116-1213 

* Region 2, Atlanta. Office of the Director <01/03/01). 02/01/29, 

2pp 12477 111 24X Fiche 90-340,82/03/29.0204010200 


—6204010306 IE In»P Rept* 50-340/81-29 «< 50-364/01-32 on Ql 11 16-1219 
Noncompliance noted diesel generator inoperabl* in violation 
of Tech Spec 6 failure to follow procedure* re steam 
generator filling It draining 

BRADFQRD.M, M , PEEBLES, T A., BROHNLEE.V L Division of Project t, 
Rasldant Program* 82/01/28. lOpp 12477 113 24X 

Fieha 30-340,82/03/23.8204010200 


8204230576 Forwards IE Intp Rapta 50-340/02-09 It 50-364/82-00 on 
820216-0319 No noncompl lanes noted 

LONO.F J Division of Project 6 Raaident Program*. B2/03/2S 
MCDONALD. R P Duke Power Co 2pp 12013 309. 24X 

Fiche 30-348.02/03/29,8204230976. 


—8204230501 IE Inap Repts 50-348/02-09 «i 50-364/82-08 on 820216-0315 
No noncomp L lane* noted Major area* Inspected monthly 
lurvotllanca it maint. oparatlonal safety <* significant 

events 

SRADFORD.W H . PEEBLES, T. A , BROUNLEE.V L Division of Project It 
Rasidant Programs. 62/03/29 6PP. 12013.307. 24X 

Flcho 90-348.82/03/29, 0204230 976 


8204140372 Forward* IE Info Notice 02-00, "Check Valve Fallurti on 
Diesel Generator Engine Cooling By* " No action or respon** 
raqueetod 

O'REILLY. J.P Region 2, Office of Director. 82/03/26 UHRIO.R.E. 
Florida Power I, Light Co KCDONALO.R, P Alabama Power Co 
J0NE8.U. A Carol ina Power It Light Co. 4PP* 12670.311 24X 

Flch*; 90-000, 82/03/26,8204140372. 


0204140439 ForUardi IE Info Notice 02-10, "Following Up Symptomatic 
Repair* to Assure Reiolutlon of Problem " 

O'REILLV.U, P. Region 2, Office of Director. 82/03/31 UHRIO.R.E. 
Florida Power 6 Light Co MCDONALD, R.P Alabama Power Co 
UONES, J A Carolina Power L Light Co 4pp 12670,005 24X 

Fiche 90-000. 82/03/31,6204140435 


8202040142 IE Info Notice 02-11, "Potential InaccuracU* In Hide Range 
Preesur* Inttrumant* Used In Mastlnghouie Designed Plant* " 

Bve Hat and, 

viORDAN, E, L. Division of Engineering It Quality Ataurance, 62/04/09. 
63pp. 12878:343 24X Fieha; 90-000. 63/04/09. 0302040143. 
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e204I<«040l Forward! IE Bulletin aS-Ol. "Alteration of Radiograph# of 
Helds in Piping Bubaisembliei ■' 

O'-reIULYi J P Region 2. Office of Director 82/04/13 UHRIOiR E 
Florida Power t Light Co HCDONALDiR P Alabama Power Co 
JOMESiJ a Caroline Power tiLightCo 5pp 12A70 358 24X 

F i c h e SO-000, 02/04/ 1 3, 020 4 1 4040 1 


0204140442 Forwards IE Info Notice 82-09/ "Cracking in Piping of 
Haleup Coolant Lines at D4.M Plants/" to be reviewed for 
possible appl icabl 1 Itg 

O'REIULV/JP Region Si Office of Director 82/04/13 UHfttO>R E 
Florida Power U Light Co PARKER/ M 0 Duke Power Co KELLY/ B J 
Oeorgla Power Co 4pp 12f/66 291 24X Flche 50-000.82/04/13/ 

B2O4140442 


0204230452 Ack receipt of 020407 I tr informing NRC of steps taken to 
correct violations noted in IE tnsp Repts S0-348/S2-O3 (< 
30-354/82-02 

LEUIS/R C Division of Project li Resident Progra/ss 02/04/13 
MCDONALD. R P Alabama Power Co Ip 12014 100 24X 

Flche 50-340. 82/04/13. B2042304A2 


— 8204230491 Responds to NRC 020309 Itr re violations noted in IE In»p 
Repts 30-348/82-03 4i 30-364/02-02 Corrective actions 
as-constructed conditions analgied 4i no mods required 
Nollies reoriented to conform to design drawings 
CLAVTCN.F L Alabama Power Co 02/04/07 O'REILLY. J P Region 
3, Office of Director 6pp 12014 189 24X Flche 50-340. 

82/04/13. 0204230462 


— 8204230504 Forwards IE Insp Repts 30-348/02-03 h 30-364/82-02 on 
01)216-820113 (< notice of violation 

LEHIS/R C Division of Project 8> Resident Programs 82/03/09 
MCDONALD. R P Alaba/na Power Co 2pp 12814 193 24X 

Fiche 50-348.82/04/13.8204230462 


—8204230522 IE Insp Rapts 30-340/02-03 t< 30-364/02-02 on 011216-820113. 
None onp 1 lance noted manual isolation valve for spray 
additive tank locked closed 4: containment spray header 
monies not installed in accordance u/dailgn 

8RAOFORO.U H > PEEBLES.? A . BROHNLEE.V L Division of Project t< 
Resident Programs 82/03/03 Bpp 12814 198 24X 

Flche 50-348.82/04/13(8204230462 


82042303B6 Ack receipt of 820323 ttr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-348/82-04 ti 
30-364/82-03 

D-ANCE.H C Division of Project 4i Resident Programs 82/04/13. 
KCOONALD.R P Alabama power Co Ip 12813*283 24X 

Fsche 90-348.82/04/15.8204230386 


-8204230391 Responds to NRC 020304 Itr re violations noted In IE tnsp 
Repts 50-348/62-04 6 90-364/82-03 Corrective actions silver 
iiolite filter cartridge Immediately replaced u/proper 
charcoal cartridge Technician* counseled 

CLAYTON. F L Alabama Power CP 82/03/23 LONG. F J Division of 
Projtct (t Resident Programs 2pp 12813 284 24X 

Ficht 30-348.02/04/15.8204230336 


—8204230394 Forward* IE Insp Repts 50-340/82-04 ti 50-364/82-03 on 
820208-12 t> notice of violation. 

LONOiF J Division of Project tc Resident Programs, 62/03/04 
HCDONALD.R P Alabama Power Co 2pp 12813.286 24X 

Flche 30-348,02/04/15.0204230386 


— 8204230396 Notice of violation from Insp on 820208-12 

* Region 2, Office of Director. 02/03/04 Ip 12813 2B8, 24X 

Ficht 50-348.02/04/15.0204230386 


—8204230400 IE Insp Repts 50-348/82-04 (s 50-364/82-03 on 020208-12 
Noncompliance noted* fal lure to implement Procedure 
FMP-l-RCP-706 allowing silver teollte cartridge* to be uead 
e* medium for radiolodlne collection on 820118-0210 
EVAN8.C D , noNTOOMERY. D H Division of Emergency Prsparednett (< 
Operational Support. 82/03/03 9pp. 12813.289 24X 

Flche 50-348, 82/04/15, 8204230386. 


8202040143 IE Info Notice 82-12, "Surveillance of Hydraulic Snubber* " 
U/encl SVC list 

vXJRDAM.E L Division of Engineering k OUality Assurance. 82/04/21. 
64pp 12873 001 24X Flche 50-000,82/04/21,8202040143. 


R Periodic operating reports 4. related corre epondence 


8204160100 Forward* monthly operating rapt for 8ept 1981 
CLAYTON, F L Alabama Power Co 01/10/09. .Office of Menageraint 
and Program Analwal*. Ip. 12699:011. 24X Flche* 80-364, 81/10/09. 

8204160100 


'B204 160104 Monthly operating rep* for Sept 1981 

HAIRSTON. W 0 Alabama Power Co 81/10/01 8pp 12699:012. 24X 

Flche* 50-364, 81/10/09, 8204160100. 


8204050221 Forwards monthly opsrating rapt for Jan 1982 

CLAYTON. F L Alabama Power Co 02/02/19 Office of Hanegement 
end Program Analysle. Ip 12932:073 24X Flche* 50-364, 82/02/15, 
8204050221 


— 8204050223 Konthly operating ript for Jai* 1982 

HAIRSTON. U 0 Alabame Power Co. 02/02/01 4pp. 13532 074 24X 

Flche 50-364.82/02/15,8204050221. 


6204200427 Forward* monthly operating rapt for Har 1982 

CLAYTON. F. L Alabama Power Co 62/04/12 Office of Management 
and Program Analysis Ip 12743 149 24X Flche 50-364.82/04/12. 
6204200427 


— 8204200433 Monthly operating rept for Har 1982 

HAIRBTON.H O. Alabama Power Co 02/04/05 3pp 12743 ISO 24X 
Fiche 50-364.82/04/12.8204200427 


B Reportable occurrences. LERs It related correspondence 


8112140064 Forward* LERs 01-O46/O3L-O, 81-047/ 03L-0 ti 91-049/O3L-O 
CLAYTON, F L Alabama Power Co 01/12/02 Region 2, Atlanta, 
Office of the Director (81/03/01) Ip 11226*152 24X 

Fiche 50-364,01/12/02,8112140064. 


—3112240133 LER B1-047/03L-0 on 01 1 109, indi c ator 8133718 of steam 
generator 20 pressure instrumentation loop to hot shutdown 
panel failed low Caused by loop power supply cerd failure 
Cerd replaced 

HAIRSTON, N 0 Alabama Powar Co. 81/12/02. Region 2. Atlanta. 
Office of the Director (01/03/01) Ip 11347 314 24X 

Flche: 50-364. 01/12/02. 81 121400A4. 


—8112240139 LER B1-049/03L-0 on 811109,520 sequencer on diesel gansratur 
2B failed to meet time requirements far picking up step 5 
whllt performing operability test Caused by setpoint drift 
of Agastat tlmsr Timer adjusted. 

HAIRSTON, U 0. Alabama Power Co. 81/12/02 Region 2. Atlanta. 
Office of the Director (81/03/01) Ip 11347.315 24X 

Flche 50-364,81/12/02,8112140064 


8204020493 RO* on 020310, Inadvertent actuation af fire protection dsluge 
sys on cooling tower lA caused levels In fire protection 
tank* A it B to fall approi 89.000 gallons Caused by malnt 
actlvlttas Pressure decrease Investigated 

HAIRSTON. W.O Alabama Power Co. 82/03/10 O'REILLY, J P Region 2, 
arflcs of Director. Ip 12900.269. 24X F 1 chc* 50-340, 02/03/10, 

0204020495 


B2040B01S9 RO an 820228. safety injection k reactor trip occurred during 
attempt to synchroniia unlt.Also on 820283. boron 
c ancentratioq In boron Injecton tank fell below min required 
1 evel 

■CLAYTON, F L. Alabama Power Co 02/03/18, O 'REILLY, J P. Region 2, 
Office of Director Ip. 12604 318 24X Ficho 50-364,82/03/12. 

0204080159 


8204200551 Forward* LEfi* B2-005/03L-0, B2-0OB/O3L-0. 92-009/03L-0 & 

aa-oio/osL-o. 

CLAYTON.F L Alabama Powar Co 82/03/25. Region 2. Offict of 
Director. Ip 12866.326 24X Ficho 30-364.82/03/25,8204200591 


—8204280557 LER a2-009/03L-0 on 820226. 4160-vo It B train ac eltctrical 
power circuit declared Inoperable when emergency bus 30 
dc-energieed Bus 20 ds-cnergited when breaker 2-0915 opened 
Cause under investigation 

HAIRSTON, M 0 Alabama Power Co. 82/03/29. Region 2. Office of 
Director 2pp. 12666*327 24X Flche. 90-364,82/03/25, 8204280951 


— 8204280563 LER B2-00B/O3L-0 on 820226. Ins tr umen tat i on loop associated 
W/LI-48S Csteam generator B lavol indication) daclared 
inoperable whan reading was out of tolsrancs W/othsr 
channsis Caused by obstruction in raf leg. 

HAIRSTON, N. 0. Alabama Powar Co 02/03/29 Raglon 2. Offlcs oP 
Director Ip 12866*329 24X Fiche 90-364.82/03/29.0204280551. 


— 8204260968 LER 02-OO9/O3L-O’ on 820228. Inetr umen tat 1 on loop assoclatad 
u/FT-474 (steam ganarator A flow transmitter) dectered 
Inoperable Caueed by leaklny equalising valve Yalva stam 
repaired. 

HAIRSTON, M. 0, Alabama Powar Co. 62/03/29. Region 2. Offlcs of 
Director. Ip. 12866.330 24X Flche* 90-364, 02/03/29, 8204200951 


— S204280974 LER 02-O1O/O3L-O on 620226, Instrumentation loop assoclatad 
w/LI-474 (staam genarator A laval indicator) declarad 
Inoperable. Caueed by loss of nocassary level in re f tag 
while steam generator not In svc. Leg refilled 

HAIRSTON. M O Alabama Power Co 82/03/29 Region 2. Office of 
Director. Ip. 12066,331 24X Flche 90-364,82/03/23,8204260951 
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S204J60399 Forwjrrf* LEfts aa-007/03C“0, as-OOa/OaL-O. fl2-009/O3t.-i>i 
eZ-010/03L-Oi B2-011/03L-O h 8Z-0I2/03L*0. 

CtAYTONfF L Alabama Pouar Co 83/04/02 Rag loti 2> Qf^ica of 
Diroctor tp. 12704 070 24X Flcfta 50-348. 02/04/02^ 8204»*0399 


— 8204160449 LER B2-011/O3L~O on B20316, IZO-vol t ac Vital bus D 
da-tnarsli>4 whan Invartar 2B trlpp ad. Cauoad fty -failad 
Invortai* 2B dua to bloun. fu«a in voltago ragvlator circuit 
Fuio raplacad 

HAIRSTON. M O Alabama Pouar Ca 02/04/02 Rag Ion 2. Of flea of 

Dirac tor Ip 12706 004 24K Fie ha: 50-340, 82/04/02, 82041 60399 


— 8204160460 LER BZ-OIZ/OSL-O on 82D31B, boron iniaction tank train A haat 
tracing inoparabla dua to fallura of two circuit* In train 
Cautad b 4 alactronlc failura dua to heat buildup in 
alactronic cabinet* Controller card* replaced 

HAIRSTON, W 0 Alabama Pouer Co 82/04/02 Region 2, Office of 
Dlrattor Ip 12706 OS 9 24 X Flc he 50-340.02/04/02. B2041 60399. 


8204160569 Forward* LER aa-013/03L-O 

CLAYTON, F L Alabama Power Co 82/04/06 Region 2, Office of 
Director Ip. 12700.339 24X Flcbe 90-364,82/04/06,8204160569. 


— B204I6057B LER 83-013/03L-O on 820315, radia 1 ion monitor* fl-U.R-12 
R-22 declared Inoperable Caused bg de-en*rgliad power supply 
a* rasult of gtnerator trip while startup traniformar 2A 
W4* out of SVC for malnt. Transformer raturnad to eve. 

HAIRSTON. If 0 Alabama Powtr Co 82/04/06. Region 2, Off lea of 
Director Ip. 12700 340. 24X Ftcha 50-364,82/04/06,8204160969 


DOCHET 50-366 EDWIN 1 HATCH NUCLEAR PLANT, UNIT 2 


F Security, medical, emargency k fire protection plans 


8204010190 Forwards IE Insp Rapt* 90-321/01-26 b 90-366/81-26 on 
811021-22 Mo noncofflpliance noted. 

KELLOOO.P J Reactor Project Branch 2 31/12/07 MILLER, H 
Georgia power Co. Zpp. 12479-277. 24X Flche. 50-321, 81/12/07, 
8204010190 


— B20401O202 IE Imp Rapt* 90-321/01-26 & 50-366/01-26 on 811021-22 No 
noncomp 1 ian ca noted Major areas Inspacted : coordinated full- 
scale radiological amargency exarc Isa 

ANDREWG, 0 L Raactor Project Branch 2 81/11/25 21pp 

1S479 279 24X Flche' 50-321. 81/12/07.8204010190 


8204230308 Discusses Inherent problem w/4-uire emergency noti i*lcation 
ays telephone circuit To prevent lockup. util should ensure 
that second call ii not astabllshed within 20-s after 
original call. 

STOHRiJ P. Division of Emergency Preparadn tc Operational Bupport, 
82/01/29. UHRIO.R E Florida Peuer k Light Co 4pp 12816 132 
24X Fiche: 90-000, 02/01/29.8204230308 


1204230420 Respond* to quae t Ians re nature of response during 
emergency, NRC role during emergeiicy & need to effectively 
Interface w/ltcansee eryacit latlon at technical support ctr 6 
amargency oparatlans facility during responsa to amergency 
aTOHRrJ P. Division of Emargancy Preparedness t< Operational Support 
82/01/29. UHRIO.R E. Florida Peuar I. Light Co. 7pp 12015:264. 
24X Flche: 90-000, 82/01/29.0204230420 


1204230472 Discusses schedule of infO’ to be submitted by utils In 
advance of emergency preparedness e xcrc iss, Appropriate state 
It local agancles should bo informed wall in advanca of 
exarclsa* to facilitate participation. 

STOHRiU P Division of Emergency Preparedness li Operational Support. 

82/01/29 UHRIO, ft E Florida Pouar k Light Co. 4pp 12814 294 
24X Ficho 50-000.82/01/29,0204230472 


8204280246 RO discussing substandard smoke detection tnstallatl on. Mods 
to affected areas b App R smoke detection additions will 
coincide w/App R schedule to allow for more complete design 
review 6 consolidated inoke detection plan 

KANRV.H. Georgia Powar Co, 02/02/26 D'REILLYrU P. Region 2. 

Off lea of Dir actor. 2pp 12864' 030. 24X FI char 50-321. 82/02/26. 

8204280246 


8204230279 Commende initiative taken to Install early warning public 
notification sy* by 810701 dua data. 

0 'REILLY, P. Regign 2, Office of Director 82/03/tt. MILUCft, J.H 
Georgia Power Co. ip, 12816:197. 24X Flche. 50-321, 82/03/11 , 

8204230277 


B20412029S Releases public version of TavUsd emergency plan 
Imp lamenting procedure. 

FELTON, J.rt D1 vie ion of Rules and Ra cords. 02/03/29, Doeumsnt 

Managamsnt Branch. Ip. 12692:097 24X Flche: 80-321, 82/03/29, 

02O412O2S8, 


— S204I2O2S9 Public version of Revision 13 to Emergency Plan Inplemantlni 
Procedure HNP-0004, “Personnel Dosimetry Program " 

Transmittal sheet end 

ROGERS. MH Oeorg la Power Co 82/03/18 21 pp 12652 098. 24X 

Flche 50-321,02/03/29,0204120290 


8204190019 Release* public version of revised emergency plan 
Implementing procedures 

FELTON,./ K Division of Rules and Records 82/03/29 Document 
Management Branch Ip 12731 117 24X Fiche 50-321,82/03/29, 

8204190019. 


— 6204190020 Public version of Revision 4 to Emergency Plan Implementing 
Procedure HNP-4629 re site area amergency - external survey 
team 6 ftevlston 4 to Procedure HNP-4725 re general 
emergency - external survey team 

ROOERS.M H Georgia Power Co 02/03/17 17pp 12731 113 24X 

Fiche- 30-321,82/03/29, 8204190019 


B2O4130O59 Releases public vcrston of revised emergency plan 
implement liig procedures. 

FELTON. J M Division of Rules and Records 82/04/01 Document 
Management Branch Ip 12650349 24X Flche 50-321,82/04/01, 

8 204 I 30059 


--0204130063 Public version of Revision 1 to Emergency Plan fnplementtng 
Procedures HNP-4624 re site area emergency - internal survey 
team 6 HN'P-4724 re gcnaral emergency - internal survey 

team 

ROGERS, U H Georgia Power Co. 82/03/23 6pp 12659 350 24X 

Fiche 50-321, 82/04/01, 8204130059 


8204130086 Releases public versi'on of revised emergency plan 

FELTON, J M Division of Rule* and Racords 82/04/02 Document 
Kanagemvent Dranch Ip 12660 218. 24X Fiche 50-321,82/04/02, 

8204130086 


— 8204130088 Forward* public version of revised omargency plan 
Transmittal sheat oncl 

ROOERS.M H Georgia Power Co 82/03/24 Office of Nuclear 
Reactor Regulation, Director 2pp 12660 221 24X 

F 1 c h a 50-32 1, 82/04/02, 82041 30086 


— 8204130090 Public vorelon of ravised emorgancy plan 

a Oaorgla Power Co 82/03/31 ISOpp 12660 223 24X 

Flche- 50-321, 82/04/02. 8204130086 


P Oparating license stage documents k corrospondence 


82O42203B5 Responds to FOIA request for seven categories of documents 
re- TKl action plan. 

FELTON, J. M Divltlon of Rules and Record* 81/11/12 8H0LLV. B C 
Union of Concerned Scientists 6pp 12824 100 24X 

Flche 50-000, 81/11/12.8204220385 


-0003130391 Discusses Uan 1980 site visits to verify implementation of 
Category A Lessons Learned requirements Requests that Dtv of 
Operating Reactors project managers k IE regional director 
or resident Inspector participate in elte visits. 

EISENHUT.D 0 Division of Operating Reactors 80/01/10 
SCHWENCER.A Oporatlng Raactor* Branch 1 (Pra 600420). 9pp 
12824.199. 24X Flche 90-000,81/11/12,8204220389. 


6204140979 "Degraded Grid Protection for Class IE Power By*, El Hatch 
Nuclear Power Plant, Units I 6 2," informal rept 
UDY.A C EObO, Inc FIN A-6429 8204140979 88/02/28. 

PREVATTE, R L Division of System* Integration (post 811009) lOpp 
12686.066 24X Flche 90-321,02/02/20.8204140970 


8204230244 Discusses 820301 me-ctlng re review of nuclear activities 
w/emphasls on manpower planning b training Meeting provided 
better understanding of mgt program* b tntarfaca actlvltls* 
w/raajor contractors 

O'REILLY, UP. Raglan 2, Office of Director 02/03/09 MILLER. U H 
Georgia Pouar Co 3pp 12814.397 24X FI che. 90-000. 82/03/09, 

8204230244. 


B203240284 Application to amend License NPF-9 to implement end OE 
Rapt Y1003J01 /A38, "Supplemental Reload Licenilng Submittal 
for Hatch Nuclear Power Station Unit 2 Reload 2 " 

BECKHAM,.! T Georgia Powar Co. 82/03/11 Office of Nuclear 
Reactor Regulation, Director. 2pp 12396:142 S4X 
ricba- 90-366. 82/03/11, 8203240224. 


--8203240228 Proposed changes to Tech Specs, providing Cycle 3 epeclflc 
oparating limit MAPLHOR b max critical power ratio valuae, 
b limiting trip setpoint of rod block monitor not to eiceed 
107X power, Chatiga* necaseary to support startup, 
a Gaorgie Power Co. 82/03/11 6pp. 12396:144. 24X 

Flche: 50-366, 82/03/1 1, 0203240224. 
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—6203240233 "Bupp lenwntal Reload L-iceneing Sulimlttal for Hatth Nuclaar 
Pouer Station Unit S Reload 2 " 

Hli-F. C L . OAtEfl.R R . ENGEL. R E General Elec trie Co 
Y1003J01A32 62/03/11 24 pp 12396 151 24 X 

Flche 50-366,02/03/11.6203240224 


6304160192 Gdnirlc Ltr 62-07 to all OMR plant llceniecf & applicant* ra 
tran*aitttal of NUREO-090? relative to Olnna tut* rupture 
U/D end NUREO List of NRC recipient* encl. 

EISENHUT, D 0 Dlvleianof Llccntlnp 82/04/19 Coneionuea 1th 
Edlion Co ROOT.L 0 toitfa Electric Light U Potior Co 7pp 
12707.19* 24X Fiche 30-000.02/04/15.6204160192 


6203190001 Generic Ltr 62-05 to all Hceneeoe of operatinj pouer 
rcacton re po«t-THI requlrenents 

EISENHUT. D 0 Divltlon of Licensing B2/03/19 HAUSPUROi A 
Consolldeted Edison Co of Net, York 7pp 12513 128 24X 

Fiche 30-000,82/03/19.8203190001 


3204080090 Notl fies of completion of post-implementation revletj of 
shift technical advisor training program, per TMI Action 
Item 1 A 1 1 Program acceptable 

SIOLZ.JF Operating Reactors Oranch 4 82/03/19 0ECKKAN. J T 

Georgia Power Co 2pp 12619 271 24X Fiche 50-321.82/03/19, 

8204080080 


6204060142 Generic Ltr 82-03 to all operating BWRs re high burnup 
rtAPLHOR limits Based on listed considerations, plant-specific 
ref to OE position acceptable Oversize list of recipients 
enct Aperture cards available In PDR 

EtSENHUT.OO Division of Licensing 82/03/31 DELOEOROE, L 
Cormonucalth Edison Co ST1CHN0TH,D R loua-l 1 1 Inol s Gas (. 
Electric KNUBEL, J General Public Utilities - GPU Service Corp 
2pp 12692 079 24 X Fiche 50-000,02/03/31,8204060142 


6204190425 Requests eddl info for rovieie op MUPE0~0737 Items I A 2 1 
fc II B 4, re operator training & training for mitigating 
core denage, tu i th in 30 dags of receipt of ltr 

STOLZi J F Operating Reactors Branch 4 82/03/31 BECKHAM, J T 

Georgia Power Co 5pp 12731 037 a4X Fiche 50-321,82/03/31, 
8204190423 


6204160607 Discusses circumstances oihlch have precluded implementation 
of NVREO-0737 Item 1 C 1 re procedures for transients fc 
accidents Sgmptom-based procedure implementation tentative 
schedule will be submitted 

6ECKKAK.J T Georgia Power Co 82/04/02 Office Of Nuclear 
Reactor Regulation, Director 2pp 12700 351 24X 

Fiche 30-331,82/04/02,8204160607 


6204090369 Application to amend Licenses I)PR-57 & NPF-5, chang ing Tech 
Specs to provide emtrgencg relief from drgiiiell Inerting 
limiting cond 1 1 ion. rod pattern adjustments tt rod block 
clamp Ir eitension for inoperable LPCt inverter 
BECKHAH, U T Ocorgia Power Co 82/04/05 Office of Nuclear 
Reactor Regulation, Director 2pp 12627 128 24X 

Fiche 90-321. 82/04/03, 820 4090369 


8204270428 Informs that util unable to comply u/iubmittal date of 
82041* for confirmation of completion or schedule for 
completion of requirements under NURE0-0737, per 820317 
request Info will be submitted by 820420 

BECKHAM. J T Oforgie Power Co 82/04/1* Office of Nuclear 
Reactor Regulation, Director Ip 12649 004 24X 

Flcht 50-321,82/04/16.8204270429 


8304210295 Otneric Ltr 82-09 to all power reactor 1 Icensees, app llcants 
for OLiNSSS vendors & reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qualification requirements end 
EISENHUT, DO Division of Licensing B2/04/20 HAUSPURG.A 

Consolidated Edison Co, of New York MAYER. L O Northern States 

Power Co FIRESTONE, L Ohio Edison Co 16pp 12862 337 24X 

Fiche 90-000, 82/04/20.8204210299 


820426002* Forwards completion schedule for MUREO-0737 requirements & 
explanation of requested estenslons of schedule for certain 
Items 

BECKHAM, U T Oeorgla Power Co 82/04/20. Office of Nuclear 
Reactor Regulation. Director llpp 12841:041 24X 

Fiche 90-321,82/04/20,820426002* 


O Inspection reports. lE Bulletins L correspondence 


B204010190 Forwardi IE Insp Repts 90-321/81-2* b 30-366/81-26 on 
811021-22 No noncorap 1 lance noted 

KELLOGG. P J Reactor Project Branch 2 61/12/07 MILLER. J H 
Georgia Power Co 2pp 12479 277 24X Fiche 50-321.81/12/07. 
8204010190 


—8204010202 IE Insp Repts 30-321/61-26 U 50-366/01-26 on 011021-22 No 
noncomp 1 lan ce noted Major areas inspected coordinated full- 
scale radiological emergency exercise 

ANDREWS. D L , JENKINS.G R Reactor Project Branch 2 81/11/23 

2lpp 12479 279 24X Flcha 50-321 . 81/12 /07, 82040101 ?0 


8203020610 Forwarde IE Insp Repts 50-321/32-02 b 50-366/82-02 on 
611221-620120 No none ompl lance noted 

KELLOGG, P J Olvlslon of Project b Resident Programs 82/02/02 
MILLER, J K Georgia Power Co 2pp 12078 361 24X 

Fiche 50-321,82/02/02,0203020610 


— 8204090372 Proposed Tech Spec changes re emergency relief from dryuell 
inerting limiting condition for operation, time eitentlon 
for rod pattern ad justments, p lacement of rod block clamp at 
107X rated power b eitension for operable LPCI inverter 
• Oeorgla Power Co 82/04/05 14pp 12627 130 24X 

Fiche 50-32 1 , 82/04/05, 8204090369 


8204090384 Forwards add! Info in response to 62022S request re peak 
containment temps for equipment qualification Small steam 
tine break analysis peak drywell temps lower than F8AR DBA 
te.’ips 

BECKHAM. J T Georgia Power Co 82/04/05 8T0LZ, J F Operating 
Reactors Branch 4 4pp 12627 064 24X Fiche 30-321,82/04/05, 

8204090384 


6204130475 Notifies that electric distribution sys voltages comply u/ 
Oaneral Design Criterion 17 4. are acceptable per 791207, 

0428. (009 b 8201 i2 responses 

STQLZ, JF Operating Reactors Branch 4 82/04/05 BECKHAM, J T 

Georgia Power Co 2pp 12661 131 24X Fiche 50-321,82/04/05, 

6204130475 


--6204130476 Safety evaluation re adequacy of facility electric 
distribution sys voltages Design acceptable 
« Division of Licensing 82/04/03 9pp 12661 133. 24X 

Fiche 50-32 1 , 62/04 /05, 8204 130475 


6204260386 Requests addl info needed to complete review of 610504 
response to Ocnerlc Ltr Bt-Ol, “Oual I f Icatl on of Insp, Exam 
& Testing 1> Audit Personnel ” 

STOLZ.JF Operating Reactors Branch 4 82/04/OS BECKHAM, J T 

Osorgia Power Co 2pp 12853 347 24X Fiche 50-321,82/04/09. 

8204260386. 


6204260397 Keep ends to 810828 submittal re NUREO-0737, THl Action Plan 
Item 11 K 3 27. common ref for vessel level Instrumentetton 
Bubnlttal acceptabl* 

BTOLZ.J F Operating Reactors Branch 4 82/04/14. BECKHAM. J. T 

Georgia Power Co 2pp 12833 306, 24X Flch* 50-321,82/04/14. 

6204260397 


— 8203020*16 IE Imp Repts 50-321/82-02 b S0-3**/B2-D2 on B11321-B20120. 
No noncompl lance noted Major areas inspected Tech Spec 
compliance, h ouie keep Ing, o-perator p erf arma nee, plant 
opera tions. GA practices L THl task action items 
ROGERS, R F . BROMNLEC. V L Division of Project b Resident 
Programs 82/02/02 3pp 12079 001 24X Flch*. 50-321, 82/02/02, 

8203020*10 


0204230374 Forwards Revision 4 to response to IE Bulletin 79-OlQ, 
"Environ Qualification of Electrical Equipment “ Revision 
Changes qual 1 f 1 cat 1 on status of certain Liraltorquo motor 
operated valves from qualified to open item W/o end 
HEAD.O F Georgia Power Co 82/02/10 O'REILLY, J.P Region 2, 
Office of Director Ip 12S1* 00* 24X Fiche 30-321.82/02/10. 

8204230374 


8204070939 Forwards IE Safeguards Insp Repts 50-321 /82-OS b 
90-366/62-03 on 820208-15 b notice of violation Notice of 
Violation withheld (ref 10CFR73 211 

LONOiF Division of Project b Resident Programe 82/03/02 
MILLER, J.K Oeorgla Power Co 3pp 12584 251 24X 

Fiche 30-321, 82/03/02. 8204070539. 


— 8204070551 IE Insp Repts 90-321/62-09 b 50-3*6/82-05 on 820208-12. 
Noncompliance noted failure of entry/exit control personnel 
to provide required searches at protected area Details 
withheld (ref 10CFR7a 21) 

OOODEiR H 1 MCGUIRE, D R Division of Engineering b Technical 
Programs. 82/03/02. Ip. 12SB4 293. 24X Plchs; 90-321, 82/03/02, 

8204070939 


8204010390 Forwards IE Insp Repts 90-321/82-04 b 90-366/82-04 on 
820208-11 No noncomp 1 lance noted 

LONG.F. J. Division of Project b Resident Program*. 82/03/11 
killer, J H Georgia Power Co. 2pp 1247* Oil. 24X 
Fiche. 50-321, 82/03/11, 8204010390 
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—8204010387 re rn«p R«pt» 50-321/82-04 U 30-366/82-04 on 820200-11 No 
none ompl ijin c* notod. Hajor jri4« tntpietcd HSIV tilting U 
msint dacun«nt4tlon. 

UHlTENERaH L Dlviilon of Ensinoarlng & Technical Pragraini 
HUNTiM D 1 JAPEt F Division of Enjlnsering fc Technical Prograini 
82/03/10 2pp 12476 013 24X FI < he 30-321. 82/03/1 1 > 8804010330 


9204140372 Forward 1 IE Info Notice 82-08, ''Check Valve Failures on 
Dieeal Ocneratar Engine Cooling Syi* " No action or responie 
requested 

O'REILLV.OP Reilen 2. Office of Director 82/03/26 UHRI9.R.E 
Florida Fouar 4< Light Co 4pp 12670 311 24X 

Flche. 80-000, 82/03/26. 8204140372 


8204070808 Ac k receipt of 880317 Itr informing NRC of steps taken to 
correct violation! noted in IE insp Repts 80-321/88-03 ti 
30-366/82-03 

LONO.F J Division of Project & Resident Programs 82/03/30 

KELLY. R J Oeorgia Pousr Co Ip 12884 846 24X 

Flche 30-321.82/03/30,8204070308 


—8204070317 Responds to NRC 820303 Itr re vloletlons noted in IE Insp 
Repts 30-321/82-05 << 50-366/82-OS Corrective actions 
lulthheld <ref 10CPR73 21). 

BECKHAM, J.T Georgia Power Co. 82/03/17 O'REILLY, JP Region 
2, Office of Director. Ip 12584 247 24X Flche 30-381,82/03/30, 

8204070508 


8204140433 Forward! IE Info Notice 82-10, "Falloulng Up Sgmptamatic 
Repelrt to Assure Resolution of Problem “ 

O'REILLY. J P Region 2, Office of Director 82/03/31 UHRtO, R E 
Florida Power «< Light Co 4pp 12670 003 24X 

Fiehe: 30-000 , 82/03/31 1 8204140433 


S2Q4230227 Clarifies info previously provided for insp program 
surveillance frequency per IE Bulletin 79-0? re OE AK-2 
breakers Insp Intsrval appropriate for subj breakers. 

BECKHAM, J T Oeergia Power Co 82/04/03 O'REILLV, J P Region 2, 
Office of Director. 2pp 12816:14? 24X Fiche 30-321,82/04/08, 

8204230227 


8204280567 Requests addl Info riquireit for review of Inservice insp 
program, Respo nee by 820611 requested 

STOLZ. J.F Operating Reactors Branch 4 82/04/06 BECKHAM, J T 

Oeopgia Power Co. Bpp 12825 337 24X Flche 50-366,82/04/06, 

8204220367 


8204210460 Approves util 600S01 (> 820311 requests for relief from 
1974 Edition of ASME Bectien XI Code r« required 
inservice Insp hydrostatic min test temp of 100 F & hold 
tines 

STOLZ.J F Operating Reactors Branch 4 02/04/07 BECKHAM, J. T, 

Georgia Power Co 2pp 12800 329 24X Flche 80-321,82/04/07, 

8204210460 


202040142 IE Info Notice 82-11, ''Potential Inaccuracies In Hide Range 
Pressure Instruments Used in Hestinghouse Designed Plante " 

8ve list end 

JORDAN, E L Division of Engineering & Ouallty Assurance. 82/04/09 
63pp. 12878.342 24X Fi che: 80-000, 82/04/09, 8202040142 


S204140401 Forwards IE Bulletin 82-01, "Alteration of Radiographs of 
Melds in Piping Subassemblies." 

O'REILLY, J P. Region 2, Office of Director 83/04/13 UHRIO, R E 
Florida Power t, Light Co. Spp 12670 358 24X 

Fiche: 30-000, 82/04/13, 8204140401 


8204140442 Forwardi I£ Info Notice 82-09, "Cracking in Piping of 
Makeup Coolant Lines at BLH Plants," to be reviewed for 
possible applicability. 

O'REILLY, JP. Region 2, Office of Director. 82/04/13 UHRIO, R E 
Florida Power ti Light Ce. 4pp. 12666:231 24X 

Flche- 30-000, 82/04/13, 8204140442. 


8204300216 Forwards response to IE Bulletin 00-11, "Masonry Hall 
Design " During const, concrete ti grout routinely tested to 
ensure cenpllance u/spee Section 322-2 Min compressive 
strength of 4,000 pil uniformly used. 

BECKHAM, J T Ocorgia Power Ce 82/04/26. Office of Nuclear 
Reactor Regulation, Director, 36pp. 12891:233, 24X 

Flche- 30-321, 82/04/20, 8204300218 


8202040143 IE Info Notice 88—12, "Surveillance of Hydraulic Bnubbars " 
H/ancl ivc list, 

JORDAN, E.L Division of Engineering L Ouality Assurance 82/04/21, 
64pp 12873' 001. 84X Flche- 30-000. 82/04/21, 0202040143. 


R Periodic operating reports U related correspondence 


0204050267 Forwards monthly operating repts for Nov 1981 

MANRY.M Oeergia Power Co BI/12/10 CINTULA.T NRC - No Detailed 
Affiliation Given ip 12331 163 34X FI che 50-321, 01/12/10, 

0204050267 


0204050217 Forwards monthly operating repts for Dee 1901 

HANRY.M Georgia Power Co 82/01/08 CINTULA.T WRC - No Detelled 
Affiliation Given ip 12531 177 24X Fi che 50-321 , 02/01/08. 

0204030217 


8204050319 Forwards monthly operating rept for Jan 1982 

HANRY.H Georgia Power Co 82/02/05 CINTULA.T NRC - No Detelled 
Affiliation Given ip 18530 214 24X Fiche 50-366,02/02/03, 

0204030319 


8204160344 Forwards monthly operating ropts for Mar 1982 

NIX.H C Georgia Power Co 82/04/00 Division of Licensing ip 
12706 329 24X Fiche 50-321,82/04/08,8204160344 


— 0204160349 Forwards monthly operating rept for Mar 1902 

NIX.H C Georgia Power Co 82/04/08 Division of Licensing 
Ip 12706 330 24X Fiche 50-321,82/04/08.0204160344 


— 0204160351 Monthly operating repts for Mar 1902 

OILBRETH, T Oeorgla Power Co 82/04/10 9pp 12706 331 24X 

Fiche 50-321,82/04/00,0204160344 


8 Reportable occurrences, LERs (, related c or respond once 


6204150109 Responds to FOIA request that OECD Incident Reporting 8ys 
repts be placed In POR Documents listed In app available in 
PDR Other pertinent documents completely withheld <ref FQIA 
Eiemptlon 4> 

FELTON, J M Division of Rules and Records 81/ti/O? CONNOR, L 
Doe-Search Associates 3pp 12700 339 24X Flche 50-000,01/11/09, 

820415010? 


— 6204130233 Incident Reporting 8ys Rept 38 re 010323 Isolation of 
dryweli high pressure switches during operation at facility 
a Organliatlon for Economic Cooperation L Development (Paris) 
81/09/22 5pp 12709 320 24X Fiche 50-366,01/11/09.8204130109 


0204280339 Forwards LER 82-017/03L-0 

HANRV, H Georgia Power Co 82/02/23 O'REILLY, J P Region 2. 
Off Ice of Director Ip 12065 246 24X Fiche 50-366.02/02/23, 
0204200339 


--6204260348 LER B2-017/03L-0 on 020211, while at 92'A power temp recorder 
aT47-R627 was Inoperable Caused by failure of recorder input 
selector board Board replaced k recorder recatibr 
NIX.R T Oeorgla Power Co 02/02/23 Region 2, Office of 
Director 2pp 12065 247 24X Flche 30-366,02/02/23,0204280339 


8204280459 Forwards LER 82-012/03L-0 

MANRY.M Georgia Power Co 82/02/23 O'REILLV.J P Region 2, 
Office of Director Ip 12867 320 24X Fiche 30-366.82/02/23, 
0204280439 


--02D420O46S LER 82-012/03L-0 on 820126, react or core isolation cooling 
turbine trip L throttle valve would not electronically trip 
closed upon receipt of Hi dP signal Caused by osidiied 
contacts on trip coll assemb 1 y Contac ts c leaned 
COGGIN, C.L Oeorgla Power Co 02/02/23 Region 2, Office of 
Director 2pp 12067 321 24X FI ch e. 30-366, 02/02/23, 0204280459 


8204280478 Forwards LER e2-014/03L-0 

MANRY.M Oeorgla Power Co 82/02/23 O'REILLV.J P Region 2, 
Off lee of Director Ip 12867 267 84X Flche 50-366,82/02/23, 
8204200476 


—6204200485 LER B2-014/03L-0 on 820129, resul ts of primary containment 
leakage test on D/H personnel airlock interspace determined 
leak rata eceieded Tech Specs Caused by damaged shaft I, seal 
assembly on outer air lock door, 

TIPP8, B D Georgia Power Co 82/02/23 Region 2, Office of 
Director 2pp 12067 260. 24X Flche 30-366,02/02/23,0204280470 


8204280543 Forwardi updated LER 82-009/03L-1 

MANRY.M Oeorgla Power Co 02/02/23. 0 'REILLY, J, P. Regions, 
Office of Director. tp. 12866-341 24X F Ichi. 30-366. 82/02/23, 
0204260543 


—6204280330 Updated LER 02-OO9/O3L-1 on 820123, operators reported A 1, 0 
torus level Indicators were different Caused by Instrument 
drift Instruments rtcallbr & ref legs backfilled 
NIX.R T Oeorgla Power Co. 82/02/23 Region 2, Office of 
Director 2pp. 12666 342 24X Fiche- 30-366, 02 / 02 / 23 , 6204200543 
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azO-ISSOZAfi RO rfi*eo**lng fukttandard »moke d#t#ctlon initallation Mod* 
ta ad-ficttd ar*«« t> App R tmokt dtttctlon addition* uill 
colncidf w/App B *eh*dol« to allow for mor# eomplet* d**ign 
raviau k conlolidatvd smote detection plan 

mANRY.JI Ofopgia Power Co B2/02/S6 O'REILLY. J P Region 2. 
OP^lc* of Director 2pp 12864 030 24X Flcho 50-331.02/08/26. 

B3042B0246 


8204280410 Forward* LER 82-0i3/03L-0 

liAriRV.M Ooorgla Power Co 82/03/04 O'REILLY. J P Region 2. 
Office of Director Ip 12867 154 24X Flche 50-366,82/03/04. 
8204280418 


—8804280212 LER 82-089/03L-0 on 830322. wtii le performing secondarii 
containment isolation damper operabllit^t te*t.HNP-2-3i89. 
refueling floor vent eihaust Isolation damper felled to 
close within limit* Caused bg defective limit switch 
NIX.R r Oeorgia Power Co 62/04/08. Region 2. Office of 
Director 2p. 12070 318 24X Fi Che SO-366, 82/04/0 Bj 8204880201 


8204380349 Forwerds LER Q2-023/03L-0 

MANRY.M Oeorg ia Power Co B2/04/0B a'RElLUY.JP Region 2. 
Office of Director Ip 1286 S 239 24X Fiehe 80-366.62/04/08. 
820428034? 


—8204290423 LER 02-O13/O3L-O on 020214, while performing routine 
survel 1 lane t< samp le pump for primary containment gaseoui 
monitoring sg* was inoperable Caused by bearing failure due 
to normal wear Pump rap laced 

ROOERS.W H Oeorgia Power Co 82/03/04 Region 2. Office of 
Director 2pp 12867 155 24X Fiehe 50-366,02/03/04,8204200418 


0204280330 Forward* LER 82-020/03L-0 

htAliRY.M Georgia Power Co 82/03/11 O'REILLY. J P Region 2. 
Office of Director ip 12869 292 24X Flche 50-366,82/03/11, 
8204200330 


8204280347 LER B2-030/03L-0 on 830216. u)h i 1 e performing stendby liquid 

control pump operability k relief valve test procedure k 
monthly survel 1 lance, accumulator 2C41-A003B depretiur 1 led 
Caused by leaking valve steam k ruptured bladder 
niX.R T Georgia Power Co 82/03/11 Region 2, Office of 
Director 2pp 12865 293 24X Flche 50-366,82/03/11,8204280338 


3204080163 Forward* LER 82-02 1/03L-0 

MMIRY. K Oeorgia Power Co 82/03/16 O'REILLY. J P Region 2, 
Office of Director Ip 12604 296 24X Flche 50-366.82/03/16, 
0204080163 


-3204080167 LER 02-O21/O3L-O on 820227, during shutdown for refueling 
outege. chemical waste sample tank A discharged approi 3.968 
gallons containing 110 uCl into Altamaha River. Caused by tab 
tachnlcian error Technician# inetructed 

ROGERS. R H Oeorgia Power Co 02/03/16 Region 2. Office of 
Director 3pp 12604 £97 24X Flche 50-366.02/03/16,8204060163 


— 6204260354 LER Q2-023/03L-0 on 820312. during refueling, mode bench 
testing of main steam safety relief velve* revealed pilot 
sensing tub* missing from valve 312 Caused by failure of 
welds to hold sensing tube in place 

SUMNER, H L Georgia Power Co 02/04/08 Region 2. Office of 
Director 2pp 12365 240 84X Ft ch e 50-366, 82/04/00, 0204280349 


8204280442 Forwards LER 82-028/017-0 

N[X,H C Oeorgia Power Co 82/04/13 0'REILLY,J P Region 2, 
Office of Director Ip. 12867 336 24X Flche 50-366,02/04/13, 
8204280442 


— 8204280447 LER B8-O80/O1T-O or 820402, s tend h y gas treatment filter 
train 2T46-DCI0IB found out of compliance w/Ttch Spec. Caused 
by error in testing procedure Charcoal replicad t. tested 
Procedure revised 

SUMNER, H L Qeorgia Power Co 82/04/13 Region 2, Office of 
Director 2pp 12867 337 24X Flcho 50-366,82/04/13,8204280442 


8204280342 Forward* LER 82-027/031.-0 

NIX.K C (Oeorgia Power Co 82/04/16 O'REILLY, JP Region 2. 
Office of Director. tp 12065 205 24X Flche 50-366,82/04/16, 
8204230342 


— 8204280351 LER 82-027/03L-0 on 82032 5, while ref uel Ing. reac tor bldg 
eihaust vent radiation monitor functional test & calibr 
eiceeded surveillance interval b(j 2 days Caused by personnel 
failure to schedule work required 

NIX. R T Georgia Power Co 82/04/16 Region 2. Office of 
Director 2pp 1286 5 286 24X Flche 50-366,82/04/16,8204280342. 


6204090256 Forward* LER 82-010/011-0 
MANRY. M Georgia Power Co 02/03/18. O'REILLY. J P Region 2, 
Office of Director Ip 12614 164 24X Flche 50-366,82/03/10, 

0204080256 


—0204080259 LER 02-OlO/OlT-O on 820304, during refueling outage, existing 
msthod of handling temporary procadure changa datermined to 
be deficient Caused by failure of admlnlf brati ve controls to 
address proper Interim methods Procedures revised 
COtiOIN.C L Georgia Powar Co 82/03/18 Region 2, Office of 
Director 3pp 12614 165 24X Flche 50-366,82/03/18,8204080256 


B204280449 Forward# LER B2-022/03L-0 
KANRY.H Oeorgia Power Co 82/03/25 O'REILLV, J P Region 2. 
Office of Director ip 12868 138 24X Flche' 50-366, 82/03/25, 

8204280449 


—8204200454 LER B2-022/03L-0 on 020222, during local leak rate testing, 
various containment isolation valve* did not have acceptable 
raiulte Cause under investigation Corrective maint will be 
performed Updated rept etpected within 30 day*. 

SUMMER, H L Georgia Power Co. 82/03/25 Region 2, Office of 
Director 3pp 12869; 109 24X Fi ehe 50-366, 82/03/25, 8204280449. 


DOCKET SO-367 BAILLY GENERATING STATION 


A Appl icatian/conetrue blon stage documents & correspondence 


0204150090 Board Notification 83-17 forwarding DOI comment* re 
radresiing of lite 

TE0E8C0. R L. Assistant Director for Licensing 82/03/09. Ata(nlc 
Safety and Licensing Board Panel 3pp 12691 354 24X 

Flche 50-367 , 82/03/09.82041500 90 


— 8204190094 Forwards response to 011223 Itr providing comments re 
restoration plan to radress site 

EISENHUr. D. 0 Dlvlelon of Licensing 82/03/04 OARRETT, N. 
Interior, Dept of 2pp 12691.357 24X Flche 50-367. 82/03/09, 

8204150090. 


0204060048 Responds to NRC 820304 Ur r * Natl Park 0vc 011223 Itr 
commenting on util proposed restoration plan for eicavation 
site Procedures to bs undertaken by util for scaling k 
capping of walle adequately address concern* 

DICKENSON, RE 1 ntcr 1 or, Dept, of , Netlonal Park Service 82/03/30 

EIGENHUT.D 0 Division of Licensing. 2pp 12555-338. 24X 

Flch*. 30-367, 02/03/30, 8204060048 


6204160537 Forward* LER B2-0IB/03L-0 
MANRVrH Georgia Power Co 82/03/30. O'REILLY, J,P Region 2, 
Office of Otractor Ip. 12701 109. 24X Flche- 50-366, 82/03/30, 

8204160537 


-8204160548 LER b 8-O10/O3L~O: on 020300, during refueling outage, evidence 
dticovered of main iteam pipe hanger 2N1I-M9-H13 f(sb*d plat# 
having pulled from cf 1 1 Ing. Cauee under Investigation by AE 
Updated rept will be submitted upon completion. 
aUMNER,H L Georgia Power Co 02/03/30. Region 2, Office of 
Director 2pp 12701; 110. 24X Flche; 50-366, 82/03/30, 8204 160937, 


3204280329 RO on 820217, elec trie l«n founf A l85/2SO-voU de station 
eve batteries w/loW specific gravity, Nhen batteries placed 
on charge, vol tag# went from ipO to UE-vol t* ' ilc eauelng 
topaz inverter to trip on high voltage, 

NIXiMC. Georgia Power Co, B2/04/0Ai‘ 0 'REILLY, J. P, 

Office of DlroctOT, RpP* 12065! 918, 24X Flchej 90— 366, 82/04/06, 

3204280329 


8204280201 Forward* UER a2-028/03l-~0. 
NIX.H. C. Oeorgia Power Co 02/04/08, 
Office of Director. Ip, 12870:317. 
8204280201. 


q'RBlLLY.J P. Region 2, 
a4X Flche: 80-366, 82/04/08, 


8204260356 Notification of contract ekecutl(9n , Mod 1 to "Review of 
Foundations tc Pilings far Ballly Oenoratlng Btation, 

Nuclear - 1 " Contractor RF Scott 

LEBO.C D Administrative Contracts Drench FIN 8-1557 82/04/16 

MARK, U C ACRS - Advisory Committee on Raactor Sefeguardi 
MULLER, R NRC - No Detailed Affiliation Oiven. Ip. 12895-361 S4X 
Flche; 50-367. 82/04/16, 8204260359. 


— 8204260357 Hod 1, deob 1 Iga t Ing balance of funds, to “Reviaiu of 
Foundations (i Filing* for Bai tly Generating Station, 
Nuelear-l '' 

SCOTTiR F R. F. Scott LEBOi C. D, Administrative Contracts 
Branch. FIN 8-1997 82/04/16 Ip. 12899,362 24X 

Flche 30-367,82/04/16,0204260399 


6204210299 Generic Ltr 62-0? to all power raactor 1 Icenst ee, app I Icante 
for OL, Na88 vondore & reactor vendors r* environ 
quallf Icat Ion of safaty-rstated electrical equipment 
NRC position re qualification raqulrament* end. 

EIBENHUT, D. O. Divtfion of Liconelng 02/04/20 HAUBPURO.A. 
Consolidated Edison Co of New York. IBpp 12862 337. 24X 

Flch*. 50-000, 82/04/20.0204210299 
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DOCKETED ITEMS 


0 front corr«f oondonca 


8304010369 Rotponi* op posing Pot tor County Chop tor Intorvonori 020333 
plooittng No I«g«l outhorltg shoun +or Ifitorvpnor afrfronipt to 
• (•rclto NSC Totponiibll 1 fry for monitoring cemplionco u/ASLB 
ordoro Corfriftcot# of Svc oncl. 

eiCMHORN, M M Norttfrn Indiotto PuliHc Btrvlci Co EICHHORN, W H 
EichhornfElchhorn ti Link Ba/03/29 AtooiU Sofoty on<f Li<on«ing 
Ooard Ponol 4 pp 124B3 36S 24X Ficho 30--3&7, aZ/OS/a?. 8204010369 


Q2040S0Z29 Rtsponii fro 020383 Ifrr rosuosting corrospondonco botufon NHC 
it DOI. Ulstod corraspondonc* not alroody sorvod oncl 
Lewis, a H HodTlng Branch 4 82/04/07 MHiCHEBnJ M Voll*n. R, J 

t< Hhlchon J N 2pp. 12614*101 24* Fieh •: SO-367. 82/04/07, 

8204080229 


-8204080231 Foruardt util raotlpn tn tarninafrr procaading & ulthdraui CP 
appl i catlan. 6inca procaadlng tarmina tad, r ai^uaa tad documanta 
ulll not ha sant,por agraamant All fotura WRC docunants ra 
facility Will ba provldad.U/o and. 

OENTOMi H R Offica of Nuclaar Raactor Ragulatlon, Olractor 
at/10/20 DICKENSON, ft. E. t ntar 1 or, Oapt. of. National Park Barvlca 

Ip. 12614- 103 24X Flcha 30-367,82/04/07,8204080229 


■8103100233 Continuaa corraapopd anca ra const dauatsrlttg U CP axtansion 
for facility Raquasts latast info on CP ranaual haarlng. 

Including official ordars lattiad itnca 800007 or dar, currant 
list of Intsrvanors l> all intarrogator 1 as 4c daposltlons 
OICKENSON. R E Inttrlor, Dspt of, National Park Sarvlca 81/08/04. 
DENTON, H R. Offica of Nuclaar Raactor Ragulatlon, Dlractor 3pp 
12614; 184 24X Flcha: 30-367, 82/04/07, 8204090229 


8204130097 Foriuard* laglbla copy of Natl Park 8vc 810804 Itr to 
H Danton. 

LEWIS, a H Haarlng Branch 4 82/04/09 UHICHER.J H Vollan, R. J 

<( Whlcher, J ti. Ip. 12693.234. 24X Flcha' 90-367,82/04/08, 

8204130097. 


!04230499 Forward* Natl Park Svc S20330 Itr to NRC, par NRC SZ0407 
pladga to transmit futura corraspondanca ra slta 
raatoratlon. 

LEMia.e H Haarlng Branch 4 82/04/21 OROBBMAN.H , LEEDS, J V. , 

HOLTON, R L. Atomic Safaty and Licanalng Board Panal 2pp. 

1 Z 0 I 6 393. 24X Flcha. 80-367, 82/04/21,8204230459 


i Inspaction raporti, 1£ Bullatlns A corraspondanca 


8202040113 IE Info Natlca 82-06, "Chack Valva Falluraa on DIasal 
Oanarabor Eng tna Cooling Sys. •' W/svc lift 
a Dlractor'S Offica, Offica of Inspaction and Enforcanant 
82/03/26 4pp I286S 393 24X Flcha 00-000,83/03/26,8202040113 


DOCKET 30-360 ARKAHBAe HUCLEAR ONE, UNIT 2 


Sacurlty, madlcal, amargancy b flra protactlon plans 


1204130167 Ralaasai public varslon of amargancy plan inplamantlng 
procaluras. 

FELTOM, J.H. Division of Rulas and Ra cords. 82/03/31. Dacumsnt 
Kanagsnant Branch. Ip. 18639.332 a4X Fi cba; 90-368. 82/03/31, 
3204130167. 


-8204130172 Forwards public vtrilon of Emarg ancy Plan fnplamantlng 
Procsduras 2904,01 ra magnltuda of rataasa - computsr 
math ad, 2904 04 ra magnltuda of ralaaaa - 0ERN8 l< Ravlslon 3 
to Procadura 2904.02 ra Unit 3 ralaaaa. 

a Arkansas Pouar t< Light Co 82/03/19, NRC ~ No Dotal lad 
Affiliation oivan. Ip. 18639:033 24X Flcha: 30-368, 82/03/31, 

8304130167. 


—8204130179 Public varalon of Enargancy Plan Inplaisantlng Procadurai 
2704 01 ra nagnituda °f ralaaca - computar math«d,2904 04 ra 
magnltuda of ralaaaa - OERHS k Ravlslon 3 to Procsdura 
2904.02 rs Unit 8 ralaasa. 

a Arkansas Pouar t( Light Co. 82/03/19. 16pp. 12699:334. 24X 

Flcha: 90-368. 82/03/31,8204130167. 


8204260369 Ralaatss public varslon of rsvlsad amargancy plan 
procaduraa. 

FELT-ON, J.N. Division of Rulas and Racords 62/04/12, Ooeumant 
Managamant Branch Ip. 12098.319, 24X FI cha- 50-313, 82/04/12, 

0204260369. 


—8204260371 Forwards public varslon of ravlstd amsrgancy plan 
procsduras. Including Procaduras 1904. 04 ra magnltuda of 
ralsato - OERHS li'2904 01 r# magnttud* of ralaasa computar 
mattiod 

a Arkansas Posrar t; Light Co 02/04/02 NRC - No Datallad 
Affiliation Olvan 2pp. 12098:320. 24X Flcha* 90-313, 82/04/13, 

8204360369. 


— 8204260379 Public varslon of ravlaad tmsrgancy plan procadws' 
including Procsduras 1904 04 ra magnltuda of ralaasa - oSFt 
ti 2904 01 ra magnltuda of ralaasa - computar method 
O'HANLON, 0 p Arkansas Poiuar h Light Co 82/04/01 l4pP 
I2S9B 322 24X Flcha 90-313,82/04/12,8204260363 


H Oanarsl corraspondanca 


8204230321 Raspondt tn 820304 Itr ra LO Egan rasuast for, "Car fc 
Documants of c-E In Cartlfylng AR Nuclaar 1" SER & suppls 
ra Cora frotsction Calculator Sys anc 1 W/o and 
OIRCKS.W J Offica of tha Ekacutiva Olractor for Oparatton-m. 
82/03/26 LAOOHAR8INO, R Kousa of Rap 2pp 12843 223 2 

Flcha; 90-313, 82/03/86,0204230321 


--8204230330 Forwards raguast from constltuant LO Egan ragua* '1^ I 
documants uiad by C-E In cartlfylng AR Nuclaar 1 
LAOOHAROINO.R Housa of Rap 82/03/04 CARR NRC - Mo !>■ 
Affiliation Olvtn. 2pP 18843 227 24X Flcha 30-313, BZ/'C 

8204230321 


P Oparsting llcansa stags documants 6 corraspondanca 


B204S20383 Rasponds to FOIA raguast for savan catagorlas of doc: 
ra Till action plan. 

FELTON, J M Division of Rules and Racords. 81/11/12 8H0L.t- 

Unlon of Concarnad Ociantists 6pp 12824 100. 24X 

Flcha.90-0O0. 31/11/12,0804820389 


— 0003130391 OiscussaS Uan 1980 slta visits to varify implamanti 
Catagory A Lasions Laarnad ragulremants Raguagts that Olv tj 
Oparating Raactor* projact managart & IE ragional dlractor 
or raaldant tnapaetor partlclpata In slta visits 
ElBENHUT' 0 O Divlsinn of Opiratlng Raactors 80/01/10 
SCHWENCER.A Oparating Raactors Branch t iPra B00428J V-p 
12824 ISS 24X Flcha 90-000,81/11/12,8204220383 


820S0S04B? Dlscustat BO08I2 proposad Tach Bpac change addrassirt' 
ganarntor load bl-ock timing survaltlanca tast raqulramsnts. 

Addl info raguastad ra capability of dlesal ganarator to 
racovar within load Intarvali. 

CLARK, R A, Oparating Raactors Branch 3 82/01/19 CAVANAUGH 

Arkansas Powar b Light Co 4pp 11861 233 24X 

FichS. 90-36B, 82/01/19,8202080489 


BS04010016 sum-nary of 02O3OS moating u/BLW Ilcensaas t B6U ra n c 
cracking prob lam*. Status of facility conditions llstsd 
WAONER.P.C. Oparating Raactors Branch 4 02/03/lS Opara 1 

Raactor* Branch 4. Z3pp 1B491.336 a4X Flcha 50-000,82/03/ 
8204010016 


8203190001 Oanarlc Ltr 82-03 to all llcansaas of oparating paws s* 
raactor* ra post-TMl ragulramant* 

EISENHUT, D 0. Division of Licansing. 02/03/19 HAU8PUR0, A 

Coniolidatad Edison Co of NaW York JONES, J A Carolina Po W 

Light Co OAVIDSON.D R Clavaland Elactric Illuminating Co 
12S13 128 24X Flcha 90-000,88/03/19,8203170001 


B2D40S0S78 Advises that 810914 rasponsa did net provide sufficla 
info for evaluating justification for continuad oparatlon 
pandlng canplatlon of environ qualification actlvltlaa 
Interim operation approved 

CLARK, R A Operating Reactors Branch 3 82/03/19 CAVANAUoM 

Arkansas Powsr 1- Light Co 2pp 12619 161. 84X 

Flcha. 50-360, B2/03/19. B2O4O9O970 


8204030277 Application to amend License NPF-6, changing Tach Spec 
Sections 3 7. 1.2 6 4,7.1 2 ra surveillance of motor drlvtn 
anargsncy faadwatar pump. U/Clas s III amend fee 
MARSHALL, J.R Arkansas Power l< Light Co 82/03/28 CLARK, R. ^ 
Oparating Raactors Branch 3 2PP 12923*844. 34X 

Flcha* 90-360, 82/03/22, 8204030297 


— 8804090309 Proposad revision to Tach Spec Sections 3 7 1 2 & 

4.7 1.2 ra surveillance of motor driven amargancy faadwatar 
pump 

a Arkansas Power 6 Light Co 82/03/22 Ip. 18923.246 sa 
Flcha. 90-368, 82/03/82, 8204O90897. 


8204000328 Forwards Franklin Rtsaarch Ctr rsquasfr for addl Info g 
THl Action Plan Ittm H.K.3 17, rapt on outagas of ECC8, to 
complata ravisw of 810227 submi ttal. Info royuastsd within 
60 dayi.H/o and ^ 

CLARK, R. A Operating ftaactors Branch 3 88/03/24. CAVANAUoh., 

Arkantaa Power Cl Light Co. Ip 12619.088 S4X 
F1 eha 90-368, 82/03/24, 8204080320 
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320<1224235 Inform* of fflodlficit position on Isnpth of tifll* rooctor 
protietlon sgs or E8F actuation sgs channtl mag bo bgpasstii 
Poooostd Tach Spocs oncl 

CLARK) R A Oporating Roactors Branch 3 82/03/31. CAVAMAUOHi U 

Arkansas Pouor fe Light Co 2pp I2B21 267 SAX 
Flcha 90-368.82/03/31.8204220228 


8204080200 Updatts 810126 rssponio to IE Bull atilt 80-06 ro ESF rasit 
controls Procoduro 1019 1 vtrlflot that Unit 2 eontalnnitnt 
soqtp isolation valvos art in opon position 

MARSHALL. J R Arkontos Pouar I. Light Co B2/04/01 STOLZ.J F 
Operating Raactors Branch 4 CLARK. R A Oparatlng Roactors Branch 
3 Ip. 1260 4 838 24X F1 cha. 90-313. 82/04/01. S2040B0200. 


B20412021 2 Forwards propotad Tach Spac changa raguast ra lurvtlllanca 
of motor-drlvan amarganeg faaduatar pump. 

CAVANAUOH. W Arkansas Poutr & Light Co 82/04/09 CLARK. R A. 
Oporating Reactors Branch 3 2pp 12637 1H9 24X 

Ftcha 90-368.82/04/09,8204120212 


8202040142 IE Info Notice 82-11. "Potantial Inaccuraclas In 111 da Ranga 
Prasaura tnitrumants Uitd in Uaatlnghousa Dasignad Plants ” 

&VC lilt and 

JORDAN. E L Division of Enginaorlng 4. Qualltg AsaJranca B2/04/09. 
6app 12878 342 24X FI cJt a, 90-000, 82/04/0?, B202040142 


-8204180219 Proposed Tech Space ra lurvalllanca of motor-driven 
amarganeg foaduatar pump 

a Arkansas Pouer 6 Light Co 82/04/09. Ip 12637 191 24X 

picht 90-368.82/04/09,8204120212 


0204190869 Dtscusfis use of INPO significant event evaluation ti info 
nrtwort program, par Oanaric Ltr 82-04 

MARSHALL, J R Arkansas Pouitr ti Light Co 82/04/07 EtSENHUT. D 0 
Division of Licensing ip 12683 076 24X Flcha- 90-313,82/04/07. 
8204190269 


8204230873 fle<iuatts aitanalon of raiponsa deadline on 16 raquaiti for 
addt info ra environ qualification of electrical aqulpmant 
MARSHALL, J R Arkansas Pou/ar ti Light Co 82/04/16 8T0LZ.J F 
Operating Raactors Branch 4. CLARK.R A Oparatlng Reactors Branch 
3 4pp 12817 119 24X Flcha 90-313,82/04/16,0204230273 


S204210Z79 Oanaric Ltr 82-0? to all pouar reactor 1 tcansaas , app 1 icanti 
for OL'NSBS vandors k raactor vandors ra environ 
qualification of saf atg-ralated etectrlcal aqulpmant 
NRC position ra quallf ication raquiramenti anci, 

EIBEMHUT.D 0 Divlaion of Licensing. 82/04/20 HAUSPURO.A 
Consolidated Edison Co of Neu York FICANDENTI.F J Atlantic Cltg 
Electric Co LUNOVALL, A E Baltimore Oes k Electric Co 18pp. 
12862 337 24X Fiche 30-000,82/04/20,8204210299 


0 Inspection reports, IE Bulletins k correspondence 


0202230399 Forwards IE Insp Repts 80-313/81-32 k 90-368/81-31 on 
811102-06 No noncomp I lance noted 

BROUN.O B Technical Inspection Branch 82/OI/li CAVANAUOH, U. 
Arkansas Powtr k Light Co 2pp 12009 13? 24X 

Flcha 50-31 3, 02/0 1 / 1 1 . 820223039 9 


—8202230401 IE Insp Rapts 90-313/81-32 k 90-368/81-31 on 811102-06. Mo 
noncomp 1 ianca noted Major areas inspactad sacuritg 
organitation parsonnal, contlngancg rasponsa. lighting, 
pTotactad k vital araaa Datalla withheld iraf 10CFR2 790) 

CALDHELL, R A , KELLY, J A Phgilcal SaCUrltg Section 82/12/23 
Ip 12P09 141 24X Flcha 90-313,82/01/11.8202230399 


8204270360 Ack racaipt of 820402 ltr informing NRC of itaps taken to 
correct violations noted In IE Imp Rapts 90-313/BS-02 k 
30-368/82-02 

SEIDLE.M C. Division of Raildant, Reactor Project k Engineering 
Programs B2/04/2O CAVANAUOK, M Arkansas Pousr k Light Co. Ip 
12892-196 24X FI ch.a- 30-313. 82/04/20, 8204270360 


— 8204270371 Raaponds to NRC 820304 ltr ra violation* notad In IE Inap 
Rapts 90-313/82-02 & 90-368/82-02. Correct Iva aetlons- 
praasurliar proportional heater 18-Month test added to 
test program k suTVelllanca schadullng recorda completed 
MARSHALL, J R. Arkanaaa Power k Light Co 82/04/02 SEIDLE.M C. 
Olvlelon of Raildant. Raactor Project k Engineering Programs 4pp 
12892 197 24X Flcha- 30-313, 82/04/20.8204270360 


8202040143 IE Info Notice 82-12, “eurva U lane a of Hgdraullc Bnubbara . 
H/ancl avc Hat. 

JORDAN, E L Division of Englnaarlng k Qualltg Assurancs B2/04/21 
64pp 12873.001. 24X Flcha BO-OOO, 82/04/21,0202040143. 


R. Periodic oparatlng raporta k related corTaapondance 


8204050300 Foruerda monthlg operating rapt for Jan 1982 

MARSHALL. J R Arkanaaa Power k Light Co. 82/02/12 HALLER, N. H 
Office of Management and Program Analgels. Ip 12931-338 24X 
Flcha 50-368, 82/02/12, 8204090300 


— 8204030306 Monthly operating rapt for Jan 1982, 

BRAMLETT.L B Arkanaaa Power k Light Co. B2/02/0B 6pp 
12931 339 24X Flcha 90-368,82/02/12,8204090300 


8204130317 Forwarda monthlg oparatlng rapt for Fab 1982. 

MARSHALL. J R Arkanaas Power k Light Co 82/03/19 HALLER, N, 
Office of Management and Program Anaigsla. Ip 126B9 019. 24X 

Flcha 90-368.82/03/13.8204190317 


— 8204190323 Monthig operating rapt for Fah 19B2 

BRAMLETT.L 8 Arkansas Pouar k Light Co. 82/03/00 6pp. 
12689.020 24X Flcha 90-368.82/03/19,8204190317. 


8204130343 Forwarda IE Insp Rapts 90-313/82-04 k 90-368/82-04 on 
8202D1~2B k notice of violation 

EEIDLE.H C. Division of Resident, Raactor Project k Engineering 
Programs 82/03/22 CAVAMAUOH, W Arkansas Power k Light Co. 2pp. 
12698:094 24X Flcha 90-313,82/03/22,8204130343 


— 8204130348 Notice Of violation from inap on 820201-28 

8EIDUE,U. C Divlaion of Rastdant, Raactor Project k Engineering 
Programs 82/03/22 2pp 12698,096 24X Flcha 90-313,82/03/22, 

8204130343. 


—9204130392 IE Insp Rapts 90-313/82-04 k 90-368/82-04 on 820201-28 
Noncompllanca noted- sal smlc aupport misting k Catagorg E 
valves mlapoiitlonad 

JOHNBON.H 0 , COLLAN.L. J . HALL.R E Divlaion of Raeldant, Reactor 
Project fc Engineering Programs. 82/03/16 6pp 12696.098 24X 

Fiche 90-3 1 3, 82/03/22, 8204 1 30343 


8204090347 Forwards IE Bullatln 82-01, "Alteration of Radiographs of 
Walds in Piping Subassomb I las, " No specific actlone 
required 

COLLINS, J T Raglan 4, Office of Director 82/03/31. Public 
Service Co of Colorado 3pp, 18629-293. 24X Flcha* 90-000, 

02/03/31, 8204090347 


0204090391 Forwarda IE Info Notice 82-10, "Following Up Bgmptomatlc 
Repairs To Asaura Raaolutlon Of Problem.*' No raeponsa 
required 

COLLINS. J T Raglan 4, Office of Director. 82/03/31. Public 
Service Co of Colorado, 3pp, 12627:068. S4X Flcha* SO-OOO. 
82/03/3 1 < 8204 09039 1 


0204190498 Forwarda IE Info Notice 82-09, "Cracking In Piping of Maktup 
Coolant Linas at BfcH plants." No written rasponsa raqutatad. 

COLLI NB, J T. Region 4, Office of Director. 82/03/31. Public 
Barvtca Co. of Colorado 2pp 12689:039, 24X Flcha: SO-OOO. 

82/03/31,8204190488 


8 Raportahla occurrences, LERs k related cor raspondanca 


0204280149 Forwards LER ei-035/oaL~0 

TRIMBLE. D C Arkanaaa Power k Light Co. 81/10/23 MADSEN. 0 L. 
Division of Resident. Raactor Project k Vendor Inapactlon. Ip. 
12871:113. 84X FI che: 30-368. 81 /10/23, 8204280149 


—8204280198 LER 81-035/03L-0* on SltOOS.uhUe In Mode 9 for repolra. f low 
meet ur eaienta on aeal water cooler 2E92B for low pressure 
safetg injection pump B had low flow of 3.9 gpm Caused bg 
carbon ataal pipe partiallg plugged u/corroslon 
HUOOINB'R Arkansaa Power k Light Co 81/10/23. Region 4, 
Dallas. Offtc* of tha Dlractor (81/03/01) Ip 12871:114 24X 

Flcha; 90-368, 81 / 10/23 , 820 4 280 1 49, 


8204190109 Reaponda to FOIA request that OCCD Incident Reporting 8gs 
rapta be placed In FDR. Documents listed In app available In 
FDR Other pertinent documanta completalg withheld (ref FOIA 
Ecamption 4) 

FELTON, J. M Divlaion of Rules and Records. 81/11/09 CONNOR, L. 
Doc-6aarch Assoclata* 3pp. 12708:339, 24X Fiche * 90-000. 81 /1 1/09, 

8204190109. 


— 8011170099 "Rept on Loss of Offsito Power Event at AR Nuclear One, Units 
1 k 2 on 800407." 

LANNINOiW. D. Director's Dffico, 80/10/15. 67pp. 03733*217, 24X 

Flcha: 90-000, 81/1 1 /09. 8204190109. 


8204090118 Forwards LEA 82-0OB/O3L-O. 

MARSHALL. J. R Arkansas Pouar k Light Co 82/03/16. 8EIDLE, W. C. 
Divlaion of Resident. Reactor Projaet k Engineering Programs, Ip, 
12918:233. 24X Flcha: 90-368.82/03/16, 8204050118. 
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--3204090124 LCR 62-009/031,-0 on 6202'26t orntrsoncv ft«du4t«r control vjlvf 
2CV-1075-i foilod to optroto during ttrok* toot Couood kg 
folluro at (i 1 IcAn-eontrollod roctlfltr <BCR> !■ upon load In 
motor SCR l< motor roplatcd 

ROOEftSiP Arkonoof Poictr k Light Co, 92/03/16 Rogton 4< 

Opgico of Director. Ip 13916.234. 24X FIcho 90-369. 62/03/ 16< 

62040901 18. 


8204230490 RO 90-369/92-011 on 920419. look diicovtrod Inoldo 
contalnmont in •team gonorator B blowdown lino 
botwoon val.'t 2CVI069 6 containmont ponotratlon Unit shut 
down Bloudoun lino will bo ropairad 

0 'HANLON. J.P Arkaniai Powtr & Light Co 92/04/16 COLLINS. J 
Ragion 4. arflca of Otroctor Ip 12616 397 24X 

F i c h • : 9 0-369, 82/04/16. 6204230490 


8304270332 PNa-IV-B2-019 on 62041 8.plBnt comnonetd ihutdown te 
cooldown following dltcovary of mall holt in 4-lnch 
bloudoun lino from 8 ttoam gonorator Probabla cauto ii 
oroilon duo to gatt valvo throttling Linof will bo ropairad 
HALL. R. 8 > eeiDUE.H C Roglon 4. Off let of Olroctor. 82/04/16 Ip 
12893: 140 24X Flcho 90-368.82/04/16.6204270232 


V Oporator Eiaminatloni 


3204120194 Public varalon of Roviilon 3 to admlnlotratlon k loglatic 

plan for crltla mgt toom 

* Ouko PoiutP Co 02/02/01 ISOpp 12694 009 24X 

Flcho 80-000.82/04/06.8204120149 


8204270110 Raloaio* public vortlon of rovltod tmorganeg plan 
implomintlng procodurf 

FELTON. J H Diviilon of Rulot and Roeordi. 82/04/15 Documont 
Nanagonont Branch Ip 12874 125 24X Flcho 90-369.82/04/13, 

8204270110 


•-82043701 12 Forward a public varilon of rovliod omorgoneg plan 
implamontlng proeoduro. contiitlng of Rrvlalon 5 to Station 
Dlractlva 3 8 1. "Slt» Aaiomblg k Evacuation " 

PARKER. H Q Duka Pouor Co 92/04/06 DENTON. M R Of flea at 
Nuclaar Reactor Ragulatlon. Diractor Ip 12074 126 24X 

Flcho 90-369,82/04/19.8204270110 


— 8204270119 Public vorilon of raviaod omorgoneg plan Implemontlng 
procotfurt. e onalatlng of Rovlalon 9 to Station Diroctlvo 
3 8 1, "Sito Aaitoiblg (• Evacuation ” 
o Duka Powor Co 92/03/29 9pp 12974 127 24X 

Flcho 90-369,82/04/13,8204270110 


8204320231 Forward! ro^uatt for addl info ntcatiarg to conploto ravitoi 
of util rosponio to NUREO'0737, Itama f A 3 1 ti II B 4 r* 
upgradad lonlor roactor It raactor oporator training b 
training to mltlgato corn daaag t, roap oc tiva Ig 

STOLl. U. F Optratlng Riactori Branch 4 CLARK. R A Operating 
Roacto-r* Branch 3. 82/04/13 CAVAKAUOH, U Arkantas Power k Light 

Co 9pp 12821 281 84X Fleha BO-SlS. 82/04/13, 8204220231. 


O Adjudlcatorg correapondence 


8204010380 Declaion ALAB~669, of f 1 rmlng ASLB 79041B Initial dacialon It 
810926 auppl. to extent doclaiona are conaiatont u/opinlon 
Roatonablo aaauranca found re hgdrogon mitigation k control 
aga opepation. Roaonthal aoparato vioua oncl, 

SHOEHAKER.C J. Atomic Safetg end Llconaing Appeal Panel 02/03/30 
71pp 12476 043 24X FI che 90-369, 92/03/30, 8204010380 


DOCKET 90-349 WILLIAM B MCOUIRE NUCLEAR STATION. UNIT 1 


J Inaurance k indemnltg Information 


F. Securitg. medical, emergency ti fire protection plana 


8204230308 Dlacuaaea inherent problem w/4-ulre emergency notification 
oga telephone clfcuit To prevent lockup. util ahould onaure 
that aocond call la not eatabllahed within 20-a after 
original call 

8T0HR. J. P Otvlaloii of Emargeneg Proparednoaa It Operational Support 
82/01/29 UHfilO.R. E Florldo Power b Light Co NICHOLB. T C 
South Carolina Eltctric k Oaa Co PARRIS, H.O Tanneaaea Vallag 
Authoritg 4pp. 12916 132 24X FI che 90-000. 82/01/29. 8204230309 


8204230420 Reiponde to g,uoationa ra nature of reaponae during 
emergeneg, NRC roit during imargencg S< ntad to affectfvelg 
Interface u/Uctiaaae organiiatlon at technical aupport ctr b 
onorgency oparatlona facility during reaponae to tmcrgency 
arOHR.J P Divialon of Emergency Prcpartdneaa k Operational Support. 

82/01/29 UHRIO.R E Florldo Power b Light Co MICHOLa. T. C 
South Carolii)a Electric b Oea Co PARRia,t{ 0 Tenneaaoe Valley 
Authority 7pp 12SI9 264 24X FJche 90-000,82/01/29,8204230420 


9204230472 Olacuaaea achedule of Info to bo aubmltted by utllt In 
advance at tmtrgencg proparednoaa axorclae Appropriate otato 
b. local agoncioa ahould bo Informed eieil In odvance of 
•terclaes to facilitate participation 

erOHR. J. P Divialon of Emergency Proparedneaa b Oparatlonel aupport 
82/01/29, VNRIO.R E Florida Power b Light Co HILLER.O H. 
Oaorgto Power Co. 8TAHPLEV.N L Mloalaalppi Powtr b Light Co. 4pp 
12814:294. 24X Flcho 90-000,82/01/29,8204230472 


1204230314 Commende util Inltlotlvo on inatollotlon of early warning 
public notification oya b efforts re development b 
application of crisis mgt plan data transmittal ays 
O'Reilly, U P. Riglon 2 . office of Director. 02/03/08 Duke Power 
Co. Ip, 12618 124. 24X Flche 90-000,62/03/00,8204230214. 


8204090192 Regueata copies of llcenaee/appi leant regueeta for 
extaneton or siompttO'n re implementation of 10CFR73 21 . 

Only Haddam Neck b Millstone hive submitted fere b fee 
fonts 

TREMPER, L LUcnet Fee Menageaent Branch 82/04/09, Office of 
Nuclear Reactor Regulation. Director, tp, 12633.260 24X 

Flche: 90-000, 82/04/09,6204090192 


8204120149 Releases public version of Revision 3 to edmlnietrat ion b 
logletlce plan of crlela mgt team. 

FELTON, J.M Divialon of Rules end Recordi 82/04/06 Oaciimtnt 
apAnch Ip 12694,001 24X Flche- 90-000, 82/04/06, 


-B2041M182 Forwerda public veralon of Revision 3 to administration 
eritla ogt toa«i.Ractlpt form end. 

PARKER, W.0 Duke Power Co. 82/03/29. DENTON. HR. Office of 
Nuclear Reactor Regulation, Director. 3pp. 12694-002 24X 

Fiche; 90-000, 82/04/06. 6204120149. ogs *4* 


8204140461 Reapondt to FOIA reiiutat for BECY-80-46B b eECY-Bl-349. 
Forwards documents Hated In App A 

FELTON. J M. Division ot Rulot and Rveorda. 61/11/13 
ARMBTRONO, K A Debevoite b Llbarman 2pp 12679 091 24X 

Flche 90-000.81/11/13.0204140461 


— 8204140479 Advises that Commission has approved publication of FR 
notlca of Intent to modify utH Indemnity agreement to 
extend coverage to Oconee Irradiated fuel stored at McOulre 
reactor 

CHILK.S J Office of the Secretary of the Coaimlatlon. 91/10/27 
DiRCKa. W U Office of the Executive Director for Qperatlont. 2pp 
12679-176 24X Flche. 90-000, 81/1 1 /13, 0204140461 


P. Operating license stage documents b correspondence 


9204220640 Reapondt to FOIA reyuoat for five catogoriea of info re 
proposed rule on Interim rcqulramenti on hydrogen control. 

Documents listed In App A end. Documents listed In App B 
available in PDR 

FELTON, V M Division of Rules and Records. 82/03/04. PHILIPS. H H 
Defacvolse b Liberman 3pp 12624 003. 24 X Fie he- 90-000, 82/03/04. 

8204220640 


— 8103260310 Describes methodology, assumptions b results of analytical 
study performed to determine temps reached by equipment 
{instrument transmitter) during hydrogen burn in dead-ended 
compartment 

PARC2EWSKI. K. I. Chemical Engineering Branch 81/03/03 
BENAROYA. V Chemical Engineering Branch. 23pp 12824.040 24X 

Flche 90-369, 82/03/04. 8204220640. 


—8204220677 Forwards review of K Parexeusici memo re tempi reached In 
HcOuirt of control equipment following hydrogen burn. 

HAARMAN. R A. Lot Alamos Sdsntlflc Laboratary. 81/07/02 
DENTON.H R, Office of Nuclear Reactor Regulation, Director 2pp 
12024 091 24X Flche 90-000,82/03/04.8204220640 


—8304220681 “Anolysit of Equipment Heating During Hydrogen Burn in 
Reactor Containment Compartment " 

« Los Alamos Scientific Laboratory 81/07/02. NRC - No 
Detailed Affiliation Otvon, 23pp. 12624:093. 24X 

Flcho. 90-000, 02/03/04, 8204220640. 


— B107300232 Comments on LA8L review of NRC analysis rs fecllitV 
Instrument thermal response to postulatod containment 
hydrogen burn 

MATTHEWS, P R, Chemical Engineering Branch, 01/07/22, 
tJOHNSTlMI. W V Assistant Director for Materials b Qua! ifleatlons 
Engineering 2pp. 13824,076. 34X Flche. 90-000,82/03/04, 

8304820640 
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--a2O4SSO608 Foruards »td order for DOE work "Development of Methodologi/ 
for Evaluating Eq^uipment Survl vab i 1 i tg In Environ of Burning 
Hydrogen for Sequoyah J< MtOuire " 

VOLC-MERi R H Divielan of Engineering FIN A- 1306 81/O8/0B 

ROSERiKH Energy> Dept of 2pp 12824 07B 24X 

Flche 30-000,82/03/04,0204220640 


-~a2042S06?5 Etd order for DOE uork "Development of Methodology For 
Evaluating Equipment Survivability in Environ of Burning 
Hydrogen for Sequoyah ti MoOulre, " Issued to Sandla Natl 
Labs Stateinent of uork end 

ORENien.BC Division of Eng Ineer 1 ng FINA-1306-1 Bl/05/07 

IBpp 12824 080 24X Flche SO-ODO , 02/03/04, B204220640 


6-204210074 Su-rmary of 020219 meeting u/utils b Me s t i ngh ou se In 
Btthesda,MD re Meetinghouse Model O steam generators List 
of attendees enc 1 

CHESNUT.S H Licensing Branch 1 02/03/12 YDUNOBLOOD, 0 J. 

Licensing Branch 1 12pp 12812 001 24X Fiche 50-000,82/03/12, 

0204210074 


8204070691 Trip rept pf 820305 site visit re eddy current testing of 
model 0 steam generator 

BIRKELrR A Licensing Branch 4 02/03/15 Licensing Branch 4 

5pp, 1 8597 0 96 24 X Flche 50-369,02/03/13,0204070601 


B2D3190001 Generic Ltr 02-05 to all licensees of operating pouer 
reactors re post-TMI requirements 

ElBENHOT. D O Division of Licensing 82/03/19 HAUSPURO, A 
Consolidated Edison Co of Neu York 7pp 12513 120 24X 

Fichf 50-000,82/03/19,8203190001 


8204020127 Summary of 020312 meeting ui/Mestlnghouse b utils In 
Pittsburgh I PA re steam generator preheater section model 
teetlng List of attendees enc 1 

BIRKEL, R A Licensing Branch 4 82/03/19 Licensing Branch 4 

3pp 12513 090 24X Flche 50-369,02/03/19,8204020127 


8204280663 Notifies of completion of revleu of 011111 1 1216 license 
applications Amend 10 to License NPr-9 Issued Application 
fee for 811216 yill be refunded 

KILLER, U 0 License Fee Management Branch 02/03/24 PARKER, U 0 
Duke Power Co Ip 12031 205 Z4X Flche 50-369,02/03/24, 
8204220663 


8304160174 Foruiards Revision 2 to request for addl info re equipment 
environ qualification revicu, 

ADEN8AM.E O Licensing Branch 4 02/03/25 PARKER, W □ Duke Power 

Co 2pp 12719 298 24X Flche 50-369,02/03/25,8204160174 


— 8203300318 Revision 8 to request for addl info re "Equipment Environ 
Quail f icat i on Review of Licensee Resolution of Outstanding 
Issues From NRC Equipment Environ Qualification Bafety 
Evaluation Repts b TMt Action Plan Installed Equipment " 
e Franklin Ins t t tu te/Frank 1 1 n Research Center NRC-03-79-1 IB 
RFI-CS257-521 R02 02/03/10 NRC - Ho Detailed Affiliation 

Given Bpp 12719 300 24X Flche 50-369,82/03/23,0204160174 


8304020401 Submits review of safety b relief valve test results, per 
NUAE0-0737i Item It D 1 as revised by NRC 010929 Hr Formal 
rept re valvs acceptability will be submitted by 820701 
PARKER, Id 0 Duke Power Co 82/03/29, DENTON, H R Office of 
Nuclear React or Regulation, Director 2pp 12503 325 24X 

Fiche 50-369.92/03/29,0204020401 


B2041SO473 Forwards review of util 820316 proposed operational program 
utlllilng Model D steam generators Permission granted for 
continued operation at power level not to eseeed SOX for 
max of 1,500-h from date of restart 

TECE8CO, R L Assistant Director for Licensing 82/04/01 
PARKER, Id D Duke power Co lOpp 12654 3 32 24X 

Fleha 50-369, 02/04/01,0204120473 


8204160623 Provides status of electrical penetration qual if icat i on 
varificafclon testing Results of 020324-31 tests support 
adaquacy of connactors to perform In post-accident environ 
Addl testing planned in May 1902 to verify conductors 
PARKER, W D Duke Power Co, 82/04/09 DENTON, H. R Office of 
Nuclear Reactor Regulation, Director ADENBAM,E 0 Licensing Branch 
4 8pp, 12699 291. 84 X Flche ' 50-369, 02/04/09, 8204160623, 


820416015S Generic Ltr B2-0B to a 1 1 FUR plant licensees b applicants re 
transmittal of NURE(J-0909 relative to Olnna tube rupture 
M/o enc 1 NUREO List of NRC recipients enc 1 

EISENHlir, D 9 Division of Licensing 82/04/15 HAUSPURO.A 
Consolidated Edison Co of New York VAN BRUNT, E E Aritona Public 
Service Co LUNDVALL, A E Baltimore Qas b Electric Co 7pp 
12787:203 84X Fleha 50-000,82/04/15,0204160155 


8204230419 Forwards addl info requested by NRC re 820302 proposed 
Tech Spec change reducing boron concentration in boron 
injection tank 

PARKER, W P Duke Power Co 08/04/19 DENTON, H fi Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch, 
4 3pp 12016 214 24X Fiche 50-369,82/04/19,0204230419 


0 Inspection reports, IE Bulletins b correspondence 


8204010330 Forwards IE Insp Rept 50-369/82-07 on 820123-0223 No 
noncomp I lance noted 

LPN0,F J Division of Project b Resident Programs 02/03/12 
PARKER. W, 0 Duke Power Co 2pp 12476 1B4 24X 

Flche’ 50-369, 82/03/12, 0204010330, 


— 0204010331 IE Insp Rept 50-369/82-07 on 820123-0223 No noncompllence 
noted Major areas inspected operational s afety > safety sys 
challergti, maint, survel 11 anc e b procedure s 

BEMIS.P fi , BRYANT, J C Division of Project b Resident Programs 
82/03/12 6pp 12476 186 24X Fiche 50 -369,82/03/12,8204010330 


8204140304 Forwards IE Insp Repts 50-369/82-05 b 50-370/82-03 on 
820216 Mo non comp 1 lance noted, 

LONG, F J Division of Project b Resident Programs 82/03/24 
PARKER, H 0 Duke Power Co 2pp 12671 3 1 0. 24X 

Fiche 50-369, 82/03/24, 0204140384. 


— 8204140386 IE Insp Repts 50-369/82-05 b 50-370/82-03 on 020216 No 
none otnp 1 Ian c< noted. Major areas inspected emergency 
p lannihg, ip ec If 1 cal ly interface between licensee 
organisation, & NRC Region 2 

TAYLOR, P A J JENKINS, 0 R Division of Emerga’ncy Preparadne es b 
Operational Support. 02/03/23 4pp 12671 030 24X 

Flche 50-369,82/03/24,0204140384 


02O414O3SO Ack receipt of IE Insp 50-369/82-03 No proprietary info 
PARKER, M 0 Duke Power Co 82/03/25 O'REILLY, d P Region 2, 
Office of Director Ip 12663 340 24X F i c ho, 50-369, 02/03/25, 

8204140380 


8204140372 Forwards IE Info Notice 82-08, "Check Valve Failures on 
Diesel Generator Engine Cooling Sys " No action or response 
requested 

O'REILLY, JP Rtgloin 2, Office of Director 82/03/26 UHRIO.R E 
Florida Power b Light Co LEABDURO, R H Virginia Electric b Power 
Co PACK, R M Institute of Nuclear Power Operations 4pp 
12670.311 24X Fiche 50-000,82/03/26,0204140372, 


82D414043S Forwards IE Info Notice 82-10, "Following Up Symptomatic 
Repairs to Assure Resolution of Problem " 

O'REILLY, J P Region 2, Office Of Director, 02/03/31 UHRIO.R E 
Florida Power fc Light Co IfASBVRO.R H Virginia Electric b Power 
Co PACKER If Institute of Nuclear Power Operationf 4pp 
12670 005 24X Fiche 50-000, 82/03/31 . 02041 4’0435 


8204230587 Ack receipt of IE Insp Rept 50-369/82-04 No proprietary 
Info 

PARKER, W, a Duke Power Co. 82/04/02 O'REILLY, JP Region 2, 
Office of Director Ip 12614 232. 24X Flche 50-369,82/04/02, 

8204230587 


8202040142 IE Info Notice 82-11, "Patential Inaccuraclas in Hide Range 
Pressure Instruments Used In Westlnghouse Designed Plants " 

Sve lilt end 

tlORDAN, E. L, Division of Engineering b Quality Assurance 82/04/09 
63pp, 12878:342 24X Fiche 50-000,82/04/09,8202040142 


8204230590 Ack receipt of IE Insp Rapt 50-369/62-07 No proprietary 
Info 

PARKER, W 0 Duka Power Co 82/04/09 □ 'REILLY, d P Region 2, 

Office of Director ip 12613*300, 24X FI c he. 50-369, 82/04/09, 

8204230590 


B204I90171 Forwards response to NRC 820121 ltr requesting info rs PWR 
main steam line break w/contlnued feedwater addition 
Response date revised from 820219 

PARKERiM □, Duke Power Co, 82/04/09, DENTON, H R. Office of 
Nuclear Reactor Regulation, Director ADENSAM, E. 0 Licensing Branch 
4, 2pp 12723 352 24X Fiche* 50-369, 82/04/09, 0204190171 


0204190273 Forwards response to 020317 Oonerlc Ltr 02-05 re completion 
iAttt for Tffl diction ittfflffi 

PARKER, M 0 Duke Power Co 82/04/13 DENTON, H fi Office of 
hfuctear Reactor Regulation, Director. ADENSAM, E 0 Licensing Branch 
r 2pp. 12721’ 229, 24X Fiche. 50-369, 82/04/13, 8204190273 


8204140401 Forwards IE Bulletin 82-01, "Alteration of Radiographs of 
Melds In Piping Subassamb 1 ies, " 

O'fiEILLV, JP, Region 2, Office of Director. 82/04/13, UHRlOiR.E. 
Florida Power ft Light Co PACK,R M, Institute of Nuclear Power 
Operations BATUM, 0 Southern Co Servlcem, Inc. 3pp 12670:358 
24X Flche; 50-000, 82/04/13, 8204140401 
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■&204140442 Poruurd* IE Info Notie# 02“O9r “Cr*«klng in Piping of 
Molitup Coolant Llnot at Plintii " to be rivliwtd for 
pottlble epplicabIHtg 

O'REILLVivf P Region 2. Office of Director QS/04/13 UHRIO, R E 
Piorida Power fc Light Co 4pp lSd>i>6 291 2AX 
Flche 50-000,88/04/13.6204140448 


9202040143 IE Info Notice 02-12. “Surveillance of Hydraulic Snubbere ■' 
W/encl fVC lilt 

JORDAN. E L Divlelon of Engineering t. Quailti,| Aieurance 02/04/21 
64pp 12673 001 24X Flche 90-000,62/04/21.8802040143 


R. Periodic operating reporte t related correepondence 


620409043i Forward* monthly operating rept for Aug 1961 

PARKER. W 0 Duke Power Co 01/09/15 Office of Managefflent and 
Program Analyeii tp 12A24 062 24X Pic he So-369. 81 /09/ 1 S. 

8204090436 


--9S04090445 Honthly oparetlng rept for Aog 1901 

REAVIS, J A Duke Power Co 81/09/lS ip 12624 043 24X 

Flche 90-369,81/09/15, 0 204090436 


8204090427 Fopuardi ffionfchly operating rept for Bapt 1961 

PARKER. H 0 Duke Pouar Co 81/10/15 Offica of lianageiren t and 
Program Ana ly tit Ip 12624 074 24X Flche 90-369,01/10/15, 

6804090427 


--6204090431 Monthly operating rept for Sept 1981 

REAVIS, J A Duke Power Co 61/10/15 2pp 12624 075 24X 

Flche 50-369.61/10/15,0204090427 


B20409040S Foruirde montiily operating rept for Get ISBl 

PARKER. H 0 Duke Powar Co 81/11/13 Offica of Management and 
Program Analyele Ip, 12624 034 24X Flche 90-369, Bi /I i/13. 

8204090405 


— 8204090410 Monthly operating rapt for Oct 1981 

REAVia. j A Duke Power Co 61/11/13 2 pp 12624 035 24X 

Flche 50-369,81/11/13.6204090405 


— 8204020468 Updated LER 81 -lBa/OIX-i on 01 1216. during perfornanca cf ESF 
actuation periodic te*t. reiet euitehes A & 8 failed to 
operate Cauied by silver sulfide coating buildup on switch 
cofitaets Euitehes to be replaced u/gold plated contacts 
NARDOOl.P a Duke Pouer Co 82/03/1 S Region 2, Office of 
Director Ip 12501 052 24X Flche 90-369, 02/03/13,6204020460 


02O428O48B Advises that updated rept re RO-369/01-194 will be provided 
by 620331 

PARKER. W 0 Duke Pouer Co 02/03/15 O'REIULV, J P Region 2, 
Office of Oir octet. Ip 1 2067 266 24X Flche 50-369,02/03/15, 
8204200480 


8204060506 Forwards updated tER 81-001/03X-1 Detailed event analysis 
end 

PARKER. H 0 Dute Power Co 82/03/16 0 'REILLY, J P Region 2, 

Office of Director 2pp 12599 142 a4X Fiche SO-369, 82/03/16. 
9204000306 


—0204080513 Updated LER 81-001/03X-1 on 010129, Various portions of fir* 
detection sys Inoperable for periods oiceedlng l-h from 
810129-620212 Caused by const In area Defective filed temp 
fit* detsctoTS replaced 

NARDOCIrP B Duke Pouer Co 02/03/16 Region 2, Office of 
Director Ip 12599 144 24X Flche 50-369,02/03/16,0204080906 


0204020560 Forwards LER aa-Ol0/O3L-O 

NARDOCI.P 8 Duke Pouer Co 02/03/17 D 'REILLY, J P Region 2. 
Office of Director Ip, 12499 356 24x Flche 50-369,82/03/17, 

0204020560 


—8204020562 LER 02-O10/O3L-O, on 020216, c ontr oI room annunciators 
indlcattd reactor coolant loop B overtemp L overpower 
delta r alarms Caused by faulty lead/lag amplifier 
cArd In loop 0 delta T section of 7300 control sys cabinet* 
NARDOCI.P fi Duke Power Co 02/03/17 Region 2. Office of 
Director Ip 12,^99 357 24X Flche 50-369.02/03/17,0804020560 


6204000073 Forwards LER 82-019/OlT-O Detailed event analysis end 
PARKER, W 0 Duke Power Co 02/03/24 □ 'REILLY, d P. Region 2. 

Office of Director 4pp 12606 09S a4X Flche 50-369,02/03/24, 
B204080073 


204050026 Forwards monthly operating rept for Jan 1902 i, corrected 
monthly Operating rept for Dec 1961 

PARKER, W O Duke Power Co 02/02/15 Office of Management and 
Program Analysis tp 12521 017 24X Flche 50-369,82/02/15. 

6204050026 


-8204050032 Monthly operating rept for Jan 1962 

REAVie, OA Duke Pouer Co 02/02/15 6pp 12S2I 018 
Flche 50-369,82/02/15,8204050026 


24X 


—8204050042 Corrsetsd monthly operating rept for 
REAVIS, J A Duke Power Co 62/02/15 3pp 
Flche 50-369,02/02/15,0204050026 


Dee 1981 
12SSI 024 


24X 


--0204080077 LER 82-015/01T-0 on 820212, both centrifugal charging pumpe 
4CCP) declared inoperable when hydrogen from reciprocating 
charging pump suction dampeners entered CCP sue ti on, causing 
cavitation 

NARDOCI.P 6 Duke Power Co 82/03/24 Region 8, Office of 
Director Ip 12606 099 24X Fiche, SO-369, 02/03/24,6204060073 


0204230306 Confirms corrective actions to be taken per RD-82-15 ra lobt 
of both centrifugal charging pumps due to hydrogen 
entrainment when restoring positive displacement pump to 
SVC, per 020324 teleon 

0'ReiLLY,J P Region 2. Office of Director 02/03/25 PARKER, W O 

Duke Power Co 2pp 12016 IQS 24X Fiche 30-369.02/03/25, 

8204230306 


’204J9D300 Forwards monthly operating rept for Mar 1902 t, corrected 
rept for Feb 1988 

PARKER, H O Duke Power Co 62/04/15 Director's Office, Office 
of Inspection and Enforcement tp 12787 113 24X 

Ftehe 50-369,82/04/15,0204190300 


6204160559 Forwards LER 62-01 9/03L-0 

PARKER, H 0 Duke Power Co 82/03/30 O'REILLY, J P Region 2, 
Office of Director, Ip 12700 322, 24X Flche 50-369,02/03/30, 
8204160559. 


■8904190303 Monthly operating rept for Mar 1982 
REAVIS, J A Duke Power Co 82/04/15 6pp 
Flche 50-369,02/04/15,8204190300 


12727 114 


24X 


8204190306 Corrected monthly operating rept for 
REAVIS, J. A Duke Power C« 82/03/ is 3 pp 
Flche 50-369,02/04/15,8204190300 


Feb 1902 
12727 120. 


34X 


Re portab le oceurreneei, LERs 4 related correspondence 


'6204160566 LER 82-019/03L-0' on 620228, duri n g mode 4, performance of RCB 
pressure Isolation valve leak rate test determined that 3 
velves failed test Caused by failure of valves to seat 
properly Valves disassembled 4> repaired 

NARDOCI.P 0 Duke Pouer Co 02/03/30 Region 2, Office of 
Director Ip 12700 323 24X Flche 50-369,02/03/30,0204160539. 


0204160540 Forwards LER e2-020/03L-0 
PARKERrWO Duke Pouer Co 02/04/01 O'REILLY, J.P Region 9, 
I2701M00 24X Fiche SO-369, 02/04/01, 


B2-017/03U-0. Detailed event anal 
PARKER. H 0 Duke Power Co 62/03/15. O'REILLY, 0 P 

02(54020425'’*'' 24X Fiche: 50-36 


If end. 
eglon 2, 
82/03/15, 


e2-0l7/O3L-O on 820212, control room alarm. lndlcet( 
closing of 4 eccumulator discharge Isolation valves, 
rendering upper head injection portion of ECCS inoperable 
‘"*fr'l»atlon deficiency ^ 

N^DOCI.P B. Duke Power Co 82/03/15. Region 2, Office of 
Director Ip 12503,041. 84X Fiche 50-369.02/03/15,820402042! 


"8204160554 LER 02-O2O/O3L~O on 080304, dur Ing mode 5, operator-trainee 
attempted to addresi status of fir* tone through Honeywell 
fir* d^etectlon sys operator terminal mistakenly dumped 
PToeesdng unit memory Caused by personnel error 
NARDOCI.P B, Duke Powar Co, 02/04/01 Region 2, Office of 
Director. ip, 12701 lOl 24X Flche 50-369,62/04/01,0804160546 


8204160617 Fopuerds LER 62-02 1/03L-0 
PARKIER, M a Duke Pou/er Co 82/04/07 
Office of Director Ip 12700 090 
8204160617. 


□ 'REILLY, J.P Region 2. 
24X Flche. so-369, 82/04/07, 


•04020460 Forwards updated LER 8I-188/01X-1 Detailed event analysis 


PARKER, M 0 Duke Pousr Co 62/03/15 
Office of Director. 4pp 18501 048 
0204020460. 


O'REILLY, J P. Region 2, 
24X Fiche 50-369,02/03/15, 



DOCKETED ITEMS 


2 


--0204160*22 LER 02-O21/O3L-O on 820309< d itco vtrod cold log injoction 
«ccumoJ«tor iiolation v«lv*i not porlodieollg totttd for 
corroet responto to P"ll Intfrlock *lgnal Causod by 
proiidural dafleiancy Tost* parfortnrd on 820312 
WARDQCl.P H. Duka Poutr Co 02/04/07 Rag ion St Off lea of 
Olractor Ip 12700 091 24X Ficha 30-369,02/04/07,0204160617 


0204200924 Forward* updated LER 81-194/03X-1 

PARKER, W 0 Doka Power Co 82/04/07 O'REILLY, J P Region 2, 
Office of Director Ip 12066.332 24X Ficha 30-369,82/04/07, 
8204280324 


6204200530 Op da ted LER 81-194/03X-1 on 811230, while in mod* 4, during 

fir* pump operability t eat, di (covered that fire pump C 
vould not ftart Cauaed by burned contact*, OTE Eylvania 600 
voltiType TM, In atarting contactor Contaeta replaced 
HARDOCI.P 0 Ouka power Co 82/04/07 Region 2, Office of 
Director Ip 12066 333 24X Flche 30-369,02/04/07,0204200924. 


0204280341 Forwarda LER 82-023/03L-0 Detailed event analyali end 
PARKER, U.O Duke Power Co 82/04/08 O'REILLY, J P Region 2, 
Office Of Director 3pp 12865 200. 24X Flche. 90-369, 02/04/00, 

8204280341 


— 0204280346 LER B2-023/03L-0’ on 820312, after filling h venting of RC8, 
aample indicated boron concentration at 1,023 ppm Cauaed by 
procedural deficiency due to operating boric acid blender 
u/o concentration verification during addition to RCB 
tMRDOCI.P B Duke power Co 02/04/08 Region 2, Office of 
Director Ip 12863 291, 24X Flche 30-369, 82/04/08, 8204280341. 


0204280464 RO 369/82-24 on 020302, Tech Spec reiiulring two operable RHR 
loopi Si one operating RHR loop violated Cauee under 
inveetigatlon Neit rapt will be provided by 820419 
PARKER, W Q Duke Power Co 82/04/08. O'REILLY.vi P, Region 2, 
Office of Director ip 12867 317 24X Flche- 50-369, 82/04/08, 

8204280464 


0304280933 Forwarda LER 82-022/03L-0 

PARKER, W.O Duka Powar Co 82/04/08 O'REILLY, J P, Region 2, 
Office of Director Ip 12866 349 24X Flche- 30-369, 82/04/00, 
8204280333 


— 8204280337 LER 82-022/03L-0 ott 820310, while In node 5, procedure ravleu 
revealed preaaurlter 1 power operated relief valve (PORVl 
had not been timed Procedure change on 800913 failed to 
Include PDRV for time teat Procedure changed 
HARDOCI.P B Duke Power Co 82/04/08 Region 2, Office of 
Director ip 12866 350 24X Flche 30-369,82/04/00,8204280933 


0204200017 Pert 21 rept re airlock door leala preeentlng potential 
aefety probl am. Seal i ehould not ba uaad after atartup w/o 
recertification Seali will be replace if approved teet St 
imp program cannot be developed 

HOLLANDER,! C. Prairay Qorp 82/04/14. Director 'a Office, Office 
of Inspection and Enforcement Ip 12742,330 24X 

Flche- 30-000, 02/04/14, 8204200017 


0204280076 RO 369/02-2S on 820318, RC8 Tech Spec limit violated 
Thirty-dey rept, due on 820416, cannot be completed on time. 

Rept uill ba lubmitted by 820430 

PARKER, U.O Duka Power Co 82/04/19 O'REILLY, J P Region 2, 
Office of Director Ip 12871-047 24X Flche. 30-369. 82/04/19. 

8204280076 


— 8204220677 Forward* review of K Parcrewiki memo ra tempt reached in 
HcOulre of control atiulpment following hydrogen burn 
HAARHAN.R A Lot Alamos Scientific Laboratory 81/07/02 
DENTQN.H R Office of Nuclear Reactor Regulation, Director. 2pp 
12624 091 24X Fiche 90-000.82/03/04.8204220640 


— 0204220601 “Analyil* of ERUipmont Heating During Hydrogen Burn In 
Reactor Containment Compartment " 

a Lo* Alamos Scientific Laboratory 81/07/02 NRC - No 
Detailed Affiliation Oiven 23pp 12824 093 24X 

Flche 30-000.88/03/04,8204220640 


— 31073002 32 Comments on LASL review of NRC analyaia re facility 
Inatrument thermal reaponia to poitulated containment 
hydrogen burn 

HATTHEHS.P R Chemical Engineering Branch 01/07/22 
JOHNSTON, U V Aeslatant Director for Hatarials 4, Qua 1 if lea tlona 
Engineering 2pp 12624-076 a4X Flche 30-000,82/03/04, 
8204220640 


—8204880688 Forward's std order for DOE work ''Development of Mothodolog 
for Evaluating Equipment Survivability in Environ of Burning 
Hydrogen for Sequoyah It McOulra, " 

VOLLMER. R H Di vis l on o f Eng inear £ ng FINA-1306 81/03/08 

ROSER, KH Energy, Dept of 2pp 12824 078 24X 

Flche 30-000,82/03/04,8204820640 


— 8204220693 Std order for DOE work "Development of Hethodology for 
Evaluat ig Equipment Survivability in Environ o-f Burning 
Hydrog'n for Sequoyah (i HcOuire, “ isaued to Sandla Natl 
Labs tt.'alement of work end 

ORENIEil.B L Division of Engineering, FINA-1306-l 81/0S/O7 

tSpp I21'24 080, 84X Flche 30-000,82/03/04,8204220640 


6204210074 Sunmary of B20219 meeting u/utila 6 Ueatlnghouse in 
Betheida.MD re Ueitlnghouie Model D steam generators List 
of attendees end 

CHESNUT. S H Licensing Branch 1 82/03/12 YOUNOBLDDO. 8 J 

Licinslng Brjnch I. ISpp 18812.001 84X Flche SO-000. 82/03/18. 

8204210074 


8204070681 Trip rept df 820305 site visit re eddy current testing of 
model D steam generator 

BIRKELiR A Licensing Branch 4 82/03/15 Licensing Branch 4 

9pp 12997 096. 24 X Flche 30-369,82/03/13,8204070681 


6203190001 Oeneric Ltr 82-09 to all licensees of operating power 
reactors re post-TMl requirements 

EI8ENMUT. D 0 Division of Licensing 82/0-3/19 HAU8PUR0. A 
Consolidated Edison Co of New York 7pp 12913 120. 24X 

Flche 90-000,02/03/19,8203190001 


8204020127 Summary of 820312 meeting u/Uestin ghouae 6 utils in 
P 1 1 tsburgh, PA re steam generator preheater section model 
beating List of attendee* end 

BIRKEL.R A Llcinalng Branch 4 02/03/19, Licensing Dranch 4, 

3pp 12913 090 24X Flche 30-369,82/03/19.8204020127 


0204080401 Submits review of safety & relief valve test reaulta.per 
NUREO-0737. Item, II D 1 a* reviled by NRC 810929 ltr Formal 
rept re valve acceptability will be aubmittad by 620701 
PARKER. W a Puke Power Co 02/03/29 DENTON, H R Office of 
Nuclear Reactar Regulation, Director 2pp 12903 329 24X 

Flche- 90-369, 02/03/29, 8204020401 


0204300452 Advises that sampling of pH indicates compliance w/*pecif led 
pH limit* re waitewater collection batin, in ref to 020329 
noncomp llanca notification ltr. Algal population* tend to 
adversely afftet pH during warm, sunny weather. 

HALLER, U A Duke Power Co 88/04/27 North Carolina, State of. 
ip 12886.309 84X Flche 30-369,82/04/27, 6204300492. 


8204160683 Provides status of electrical penetration qualification 
varif lea t lorn testing Result* of 820324-31 teat* support 
adequacy of connectors to perform In post-accident environ 
Addl testing planned In May 1902 to verify conductore 
PARKER.U, a Puke Power Co, 82/04/09 DEMTDN.KR Office of 
Nuclear Reactor Regulation, Director ADENBAK, E <9 Licensing Branch 
4 2pp. 12699 291 24X Flche 50-369,82/04/09,8204160623 


DOCKET 30-370 WILLIAM B, MCOUIRE NUCLEAR STATION, UNIT 2 
A AppI Icatlon/constructlon stage documenti 6 correspondence 


8204220640 Respond* to FOIA request for five eotogerle* of Info ro 
proposed rule on interim roquiremant* on hydrogen control. 

Document* listed in App A ene 1. Document* listed in App B 
available in PDR 

FELTON. U M Dlvieion of Rules and Records. 88/03/04 PHILIPS.HH, 
Debovolse 6 Liberman. 3pp, 18824:003 a4X Fi eh ej 30-000, 08/03/04, 
8204280640 


—8103260310 Deierltes methodolog y, atsump tion* It result* of analytical 
study performed to determine tempi r•ae^•d by equipment, 
{instrument transmitter! during hydrogen burn In dead-ended 
compartment, i 

FARC2EW0KI, K I Chemical Engineering Branch, 81/03/03, 

BENARDYA. V. Chemical Engineering Branch, 23pp, 12824:040. 24X 

Ficha. 90-369, 82/03/04, 8204820640. 


8204160193 Oeneric Ltr 82-00 to all PUR plant licensees 6 applicants re 
transmittal of NUREO-0909 relative t-o Oinna tube rupture. 

W/o end NUREO. List Of NRC rociplant* end 

EIBENHUT.D 0. Dlvls Ion of Lt cans Ing. 82/04/19 HAUSPURO.A 

Consolidated Edison Co of New York. FARRIS, HO Tennetsae Valley 

Authority. 7pp 1S787 203 24X Flche 90-000,82/04/19,8204160139 


F, Becurity. medical, amsrgsncy t, fire protection plans 


8204230306 Dlscussat Inherent problem u/4-uilra emergency notification 
eye telephone circuit. To prevent lockup, util should ensure 
that second call it not established within SO-s after 
original call 

STOHR.J P, Division of Emergency Preparedness 6 Operational Support. 

82/01/29 UHRIOiR.E Florida Power tc Light Co NICHOLS, T C. 

South Carolina Electric & Oas Co PARR18.H.0 Tennessee Valley 
Authority 4pp. 12816:132 24X Flche 30-000,82/01/29,8204830308. 


m 


DOCKETED ITEMS 


8204830420 Retpondi to iiuastion* rt naturt of rripontc durinj 
• marstncyi NRC rgla during tmarguney it nod to •ffgctivelg 
intarPace u/licantta erganiiation at teoJintcal support ctr & 
•morgancg optrationa facility during raspons* to atnargancg 
STQHR< 0 P Dlvitlon of Cnargcneg Praparadna'i f it Oparatlonal Support 

B2/01/29 UmiOiR E Florida Powar & Light Co NICHOLS. T C 

South Carolina Elactric h Oat Co PARRIS. H 0 Ttnntataa Vallag 
Authority 7pp 1S819 SA4 24XPieha 90-000. BS/01/S9. 8204230420, 


0 Impaction reports. IE Bulletins ti c orres P ontlenca 


8204140384 Fortuardt IE Insp Rapts 90-369/02-03 & 50-370/82-03 on 
020216 No noncomplianca noted 

LONOj P J Otvtsion of Project fc Roaident Program* 82/03/24 
PARKER. M 0 Duke pouar Co 3pp 12671 310 24X 

Flcho 50-369,82/03/24.9204140304 


8304230472 Dlteuttt* tchfdule of info to be autmittad by util* in 
advance of emergency prtparcdnas* eiarclta Appropriate «tate 
tf locel egencles ihould ta Inpormad well in advance of 
tierclsa* to facilitate participation 

STonr. 0 P Dlvitlon of Emergency Praparednats & Operational Support 

82/01/29 UHRIO. R E Florida Power b Light Co NICHOLS, T C 

South Carolina Electric b Cat Co. PARRI8. H 9 Tannatiee Valley 
Authority 4pp 12814 294 24X Flcba 90-000.82/01/29,8204230472 


8204230314 Comntndt util initiative on Inttal lation of early uerning 
public notification «y< b effort* re development b 
application of crliis mgt plan data tramni ttat *y* 

O'REILLV.J P Region 2. Offleo of Director. 82/03/08 Duke Power 
Co. Ip 12818 124 24X Fi Che 50-000,82/03/08,8204230214 


8204120149 Releaie* public vanlon of Revition 3 to adminietration b 
logistic* plan of crisis mgt team 

FELTON, J M Division of Rules and Record* 82/04/06 Document 
Kanagement Branch Ip 12694*001 24XFichi 50-000,93/04/06, 
8204120149 


— 8204120152 Forward* public version of RsvlsioP 3 to edminlftratlon b 
logistic* plan of crisis mgt teem Rscaipt form end 
PARKER, N 0, Dub* Power Co 82/03/29 DENTON, HR. Office of 
Nuclear Reactor Regulation, Director 3pp 12654 002 24X 

FI c h e 50-000, 82/04/06. 8204120149 


—8204120154 Public version of Revision 3 to adflilnlstration b logistics 
plan for crisis mgt isem 

* Duke Power Co 03/02/01. laOpp 18654 005 a4X 
Flehe 50-000, 83/04/06, 83041 20 1 49 


8204870110 Release* public version of revised emergency plen 
Iffplsmentlng procedure 

FCLTO.*f, J.H Division of Rult* and Records 92/04/15 Document 
Management Branch Ip 12874 185 84X Flehe 50-369,83/04/15, 

9204270110 


— 9204370112 Forwards public version of rsvised snsrgtncy plan 
Ifflptsmontlng proetduret consisting of Rsvislon 5 to Station 
Directive 3 8 1, "ait# Assembly b Evacuation " 

PARKER, HO Duke Power Co 82/04/06 DENTOM.K R. Office of 
Nuclear Reactor Regulation, Olrocter Ip, 12974 126 24X 

Flehe 50-369,82/04/19,8204270110 


—8204370115 Public version of revised emergency plan implcmsntlng 
procedural consisting of Revision 5 to Station Direetiv* 

3 8 1, "Sits Assembly b Evacuation " 
e Duke Power Co 82/03/29 9pp. 12874 127 24X 

Fich* 50-369, 82/04/19, 02042701 10 


— 8204140386 lE Insp Repts 50-369/02-05 b S0-370/Q3-O3 on 920216 No 
noncompl lance noted Major areas inspected emergency 
p lann tng, *p ec i f leal ly interface between licensee 
arganl ration b NRC Region 2 

TAVUORiPA 1 JENKINSiO R Division of Emergency Preparednos* b 
Oparatlonal Support 92/03/23 4pp 13671 030 34X 

Flehe 50-369,82/03/24,8204140384 


0304140373 Forwards IE Info Notice 92-08. "Check Valve Failures on 
Diesel Oensrator Engine Cooling 8y« " No action or response 
rcfiuested 

O'REILLY, JP Region 2. Office of Director 82/03/26 VKRfO. H E 
Florida Power b Light Co LEASBURO.R H Virginia Electric b Power 
Co PACK.R H Institute of Nuclear Power Dptralion* 4pp 
12670 311 34X Flehe 50-000,82/03/26,0204140373 


82O414043S Forwards IE Info Notice 02-10, "Following Up Symptomatic 
Repairs to Assure Resolution of Problem " 

O'REILLV, JP Region 2, Office of Director 83/03/31 UHRIO.RE 
Florida Power b Light Co LEASRURO, R H Virginia Elactric b Power 
Co PACK.R H Institute of Nuclear Power Operations 4pp 
12670.005 24X Fiche 50-000,82/03/31,8204140439 


8303040142 IE Info Notice 88-11, ''Potential Inaccuraclst in Hide Range 
Pressure Instruments Ussd in Hesttnghouse Designed Plant* “ 

8vc list end 

JORDAN, E L Division of Engineering b Quality Assurance 83/04/09 
63pp 12870 342 84X Fiche 50-000,03/04/09,8202040142 


6204140401 Forwards IE Oultetin 82-01, "Aiteration of Radiographs of 
Helds In Piping Subassemb I ies " 

O'REILLY, JP. Region 3, Office of Director. 83/04/13 WWIO.B S 
Florida Power b Light Co PACK.R W institute of Nuclear Powir 
Operation* OATUfiiO Southern Co Services, Inc 9pp 12670 356 
34X Fiche 50-000.92/04/13,8204140401 


0304140442 Forwards IE Info Notice 83-09, "Cracking in Piping of 
Hateup Coolant Line* at DbU Plants, " to be reviewed for 
pastlb le ap pi Icabl lltv 

O'REILLY, J P fteylon 3, Office of Director 82/04/13 UHRIO.B E 
Florida Power b Light Co 4pp 13666 SSI 24X 
Flehe 50-000,82/04/13,8204140442 


9203040143 IE Info Notice 92-13, "Surveillance of Hydraulic Snubbers " 
H/cntl SVC list 

JORDAN, E L Division of Engineering b Quality Assurance 03/04/31 
64pp 13873 001 34X Fich* 80-000,83/04/21,0202040143 


8 Reportable occurrences, LER* b related correspondence 


0 Adjudicatory correspondence 


62040103SO Decision ALA6-669, affirming ASLB 790410 Initial decision b 
610526 suppl, to iitsnt dsclslon* are consistent w/optnlon 
Reasonable assuranc* found re hydrogen mitigation b control 
sy* operation Rosenthal separate views end 

SHOEMAKER, C J Atomic Sefety and Licensing Appeal Panel, 92/03/30 

7Ipp 13476 043 84X FI Che- 50-369, 88/03/30. 9204010380. 


J. Insurance b Indsmnlty information 


8304140461 Retponds to FOIA reyuest for $ECY-eo-46B b 8ECy-Bl-549 
Forward* documents listed in Apg A 
FELTON, J M Division of Rults and Records. 81/11/13 
AAMSTpaNQ, K A Dctevolss b Liberman 2pp. 18675 091 34 X 

Flehe! 50-000, BI/1 1/13,8201140461 ' * 


“8304140478 Ad vlss* that Commission has approved publication of FR 
notles of Intent to modify util Indemnity agreement to 
extend covtrage to Oconee Irradiated fuel stored at KeOglre 

COT* 

MBcIJsVi of the Commiseion. 01/10/87 

EkecutlV* Director for Opsration*. 2i 
12675.176 84X Fiche: 50-000, 81/11/13, 8204140461. * 


0204280250 Sign I Pic ant Deficiency Rapt 8D 370/82-03 re failure OP 
Cutlor-Hammsr E30AA switches to asteblish continuity due to 
contact film buildup Contacts will be replaced w/goldplated 
contacts prior to fuel load 

PARKER, H O Duke Power Co 82/03/12 O'REILLY. J P Region 3, 
Office of Director app 13864 037 24X Flehe 50-370.82/03/12, 

8304230250. 


6204300458 Advises that sampling of pH indicate* compliance w/ipeclflsl 
pH limit* re waatewatBr collsctlon basin, in rsf to 830335 
nencomp llanee notification Itr Algal populations tend to 
adversely affect pH during warm, sunny weather 

HALLER, W A. Duke Fewer Co 83/04/27 North Carolina, State of 
tp 12896 309. S4X Fiche. 80-369.88/04/27, 8304300452 


DOCKET 50-373 LASALLE COUNTY aTATlON. UNIT I 
A Applicatloti/construcbion stage document* b correspondsne* 


6304120070 Approve* Teledyne Engineering a* contractor to perform 
independent design review 

BiSENHOT.D.O Division of Llcsnilng 82/03/13 REED, C. 
Commonwealth Edison Co. Spp 12653- 389 24X Flehe 30-373,82/03/13, 

8304180070, 


9204130118 Notification of 620316 mooting w/Llceneing Revlsw Croup 1 
In Bethosda, MD t« discuss DHR STS 

FAULKNER, H J Standardl latlon b Special Project* Branch 62/03/15 
KILLER, JR Standardl latlon b Special Project* Branch, tlpp- 
12660;050 24X Fi ch*. 50-000, 92/03/18, 03041 30110 



DOCKETED ITEMS 


2S5 


6303170001 0«n«ric Ltr 83-05 to a 1 1 licensors of oporatlng pouioi* 
roactors re pott-THI requirement* 

BISEMMUIT* O 0 Divltion of Lieentlng 82/03/19 HAUSPLiRO/ A 
Coneol iiiated Edi«on Co op Neu Yorli HA1ER>J Roche«ter Oee & 
Electric Carp HATTtKQEi J J Sacramento Municipal Utilitg Diftirict. 
7pp 18013 128 S4X Piche 90-000, 82/03/l9< 8203170001 


8804140179 Bubmitf Info r*<iue«tad ra dtaiel generator teet acftedule. 
Oeneratori experienced fii fallurei out of 480 i tarti , 
proving reliabilitg 

SCHROEDERiC 14 Commonwealth Ed I eon Co 88/04/09 SCHUENCERiA 
Lieentlng Branch 8 3pp 897 24X Flche 90-373, 88/04 /09> 

0204140179 


QSD4820699 NetiPication oP 820400 meeting u/utll in 0ethe«da,MD to 
dlecuee propoeed hydrogen addition test 

O^CONNOR^P Operating Reactors Branch 8 82/03/24 CRUTCKPIBLD, D. 

Operating Reactors Branch 9 2pp 12032 3&i 24X 

Ffche 90-000,82/03/24,6204220699 


0204160687 Requests 811109 listed test plans Por OE Type SDM control 
switch & Dailly 986 pressure transmitter be provided to 
Region 4 

SPESSARO. R I. Division oP Project it Resident Programs 82/03/29 
REED, C Commonwealth Edison Co Ip 12700 092 24X 

Flehe 90-373.82/03/29,8204160627 


6204060046 Submits comments on draft License htPP-11 Requests prompt 
attention to items due to immediacy oP facility fuel load 
REEDiC Commonwealth Edison Co 02/03/26 EISERHOT.O.O Division 
of Licensing 6PP 18553 333 fitX Flehe 50-373,02/03/26, 
0204060046 


8204020370 Confirm* 820402 masting of Region 3 re issuance of OL, per 
020329 telcon Facility readiness preparatory to Issuance of 
CL will be diici/sted 

KEPPLER.J O Region 3, Office of Director 02/03/29 O'CONNOfi.J. J 
Comnonwealth Edison Co Ip 12903 158 24X Flcha 90-373,02/03/29, 

B204020370 


3204090489 Concurs w/utll 020319 request to delete proposed Tech Specs 
from FSAR Chapter 16 i, to Insert statement that Tech Spec* 
are App A to OL 

SCf IREMCER. A Licensing Branch 2 82/03/30 DELOEOROE, L 0 

Commonwealth Edison Co fipp 12633*359 24X Flehe 50-373,02/03/30, 

8204090489 


>204060107 Discusses outstanding discrepancies Prom prepperatlonal 
testing program commitments & provides justification Por 
resolution after fuel load 

SCHRDE0ER, C U Commonwealth Edison Co 82/04/01 8CHWENCER, A. 
Licensing Branch 8 App 18994 179 84X Fiche* 90-373, 82/04/01, 

9204060107 


>204060122 Forward* response to NRC comment* on facility Indepsndent 
design revl*>(j Response to I tern 26 will be submitted upon 
completion of review 

SOiROEDER.C W Commonwealth Edison Co 82/04/01 Division of 
Licensing 3pp 18949 387 24X Flehe 90-373,02/04/01,6204060128 


-8204060183 "Reporting of 10CFR21 Offenses ” 

* Teledyne Engineering Services 81/09/08 tlpp 12949 330 
24X FlChc. 50-373, 82/04/01, 6204060128 


204130491 Approve* 880310 revision to Section V of 880304 Proessf 
Control Program, Revision 1 Revision assures that 
concentrator waste* would be mixed prior to sampling 
TEDE8C0, R L Assistant Dlractor for Llcanslng 68/04/01 
DELOEOROE, L. D Commonuisa 1 th Edison Co 2pp. 12661 196 24X 

Fiche 50-373, 88/04/01.6804130491 


204070242 Reepondf to questions raised during 630310 telcon re 
pretervlce intp rept 

6CHflO£DER>C M Commonwsalth Edison Co 88/04/09 SCHWEhICER, A. 
Llcsnslng Branch 3 3Spp 12566*307 24X Fiche. 50-373, 82/04/09, 

9204070242 


204X40105 Provide* addl basis for issuance of 40-yr OL, in response 
to 610983 request Conservative des ign, performance 
•valuations, s tartup tests, surveillancs timalnt proeedurts 
enable util to expect 40 yr* of operational tve 
9CHR0EDER, C M Commonwealth Edison Co 88/04/08 SCHHENCER.A 
Licensing Branch 2 3pp. 12669,176 S4X Fiche. 30-373, 82/04/00, 
8204140105. 


'04140119 Forward* revised Tech Spec Table 4 4,6, 1,3-1 re reeetor 
vessel matl surveillance program withdrawal schedule, 
reflecting removal of entire specimen holder 

BCHROEDEB.C, M Commonwealth Edison Co 08/04/08 SCHWENCER.A 
Licensing Branch 2. Ip 18666 186, 24X Fiche.80-373,B2/04/oa- 

8204140113. 


B204140118 Revised Tech Spec Table 4 4 6 1 3-i 
surveillance program withdrawal schedule 
e Commonwealth Edison Co 82/04/00 ip 
Fiche: 50-373, 02/04/06, 9204140113 


re reactor vastil 
12666, 127 24X 


matl 


8204X50330 Provldt* addl info re operability of sa fety-ra lated 
snubber* Issuance of license ehould not be delayed Revised 
list of snubbers required for operation will ba submitted by 
020601 

ECHROEDER.C M. Commonwealth Edison Co 88/04/13 SCJWEMCER.A 
Licensing Branch 2 2pp 12663.133 84X Fiche , 90-373, 82/04/13. 

82041 SO330 

!' 


9204220482 Dlteuttis deferred resolution of pr eoperational test 
deficlences 01 screpcnc les resolved & remaining tast 
dsflctenelei will not impact safe operation of plant 
TEDE8C0, R L Assistant Director for Licensing 82/04/14 
DELOEOROE, L 0 Commonuealth Edison Co 2pp 12832 356 84X 

Fiche 50-373,68/04/14,8204280462 


8204160152 Oenerlc Ltr 63-07 to all BWR plant licensees (c applicant* rs 
tranimltbal of hiUREO-0909 relative to Olnna tube rupture 
W/o end NUREO List of NRC recipients end 

EISENHUT, D 0 Division of Licensing 83/04/19. Commonwealth 
Edleon Co. VANOEWALLE, D J Consumers Power Co TAUBER, H. Detroit 
Edison Co 7pp 12767*196 24X Fiche 50-000,88/04/15,8204160192. 


F Security, medical, emergency h fire protee tlen plant 


8204270102 Act receipt of 811224 ltr forwarding Revision 11 to security 
plan Change canslstent w/provltions of lOcFRSO S4<p> tt will 
fa* withheld per tOCFR73 21 

SCKMENCER.A Liceneing Branch 2. 82/03/84 DELOEOROE, L 0 

Commonwealth Edison C«. 2pp 12674 100 24X Fiche 50-373,62/03/24, 

6204270102 


8204060926 Forwards info on evaluation of 
preoptratl ona 1 test results, in response 
request Info addresses diesel generator 
labels ic cable spreading room 
ECHROEDERfC W. Comnonwea 1 th Edison Co. 
Licensing Branch 2 16pp 12606 208 
82040B0926 


fire protection sys 
to NRC 620316 
corridorii f ire door 

82/03/89 8CHWENCBR,A 
24X Fiche 90-373,02/03/86, 


--8204080530 Discusses investigation of design of cable spreading room 
fire protection sye, undertaken fn reepon.se to util 030304 
request Design will provide adequate protection 
STEPHENSON, 0 B Commonwealth Edleon Co 62/03/08 If ILL I AM 0,0 
Region 3, Office of Director 2pp 12606.218 24X 

Fiche: 50-373, S2/03/2S, 6804060526 


--8204080535 “Cable Spreading Room Fire Protection Sys - Spray Test 
Procedure '■ Info to be Inexirperated into FSAiR amend Bevtn 
oversiie drawings end Aperture cards are available in PDR 
FALB.E. , COSARO.R. , STEPHEN BON, 6. B Commonwaalth Edison CO. 
62/03/19. 54pp. 12606 820 24X Ficha 90-373.62/03/25,8204000526 


8204080279 Recogniies util extraord Inary efforts to mest Commission 
620201 deadline for installation tc testing of prompt 
not if icat ion sys 

KEPPLER, J 0. Region 3> Office of Olrsctor 82/03/89 REED, C 
Commonweelth Edison Co Ip 1 2503 168. 24X FI chs. 90-000, 88/03/89, 

6204080279 


8804180475 Rslesses public version of revised gerverating station 
emergency plen telephone directory, 

FELTON, J H Divleion of Rules and Records. 82/03/89 Document 
Management Branch Ip 12654.287 24X Fiche 90-000,02/03/29, 

6204X20475 


—8204180479 Forwards public Varsion of ravleed generating station 
emergency plan telephone directory 

CKANEV, 1/ L. Commonweelth Edison Co. 88/02/08 DENTONiH. R. 
Office of Nuclear Reactor Regulation, Director. ip. 12694*290, 
24X Fiche 90-000,82/03/89,8204120475. 


—8204180480 Public version of revised generating station smsrgsTiey 
plan telsphona directorg, 

PALMER, F. A Commonwealth Edison Co 82/02/16 41pp, 18694:291 

S4X Flcha 50-000,82/03/89,8204120475 


8804190005 Relsasst public version of revision to generating station 
emergency plan environ* group Implemsntlng procedure 
FELTON, J M. Division of Rules and Records, 88/03/89, Document 
Kanagement Branch Lp 12731:083. 24X Fi c ha, 50-000, 82/03/89i 

6204190009 
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■6204190008 roru«rdi public vcriioti of Rtviiion 2 to 0(n*r4ting 6t4tion 
Entrgoncg 6 Ion Environ* Group I>npl*ffl«ntlng Procodurp E0'-3r 
'Tltld T*«m Eiiulpmant & Survtv TPchnliiuai “ Ptctipt form 
one 1 

CHANEY, V CoDAOnufilth EdUon Co 62/02/18 DENTON, H 6 NflC - 
No Oitolitd Affiliation Olvpn Ip 12731 084 24X 

Flch* 50*000, 02/03/29, 6204190003 


— 6204190013 Public viriton of Rovlilon 2 to Oontrafeing Station Enicrgancg 
Plan Environ* Group Imp lampntlng Procodur* £0*3, "Flfld Taam 
Equlpnttnt ti survig Ttchni^iufi " Revlitd table of contintf 
tncl 

BRENNER, M B Cofflnonuta tin Ed 1 ton Co 02/02/09 llpp 12731 0B5 
24X Elcht 50-000,62/03/29,8204190003 


--8204000066 Notification of 6203 31 meeting u/util in BothB»(Jfl,MD to 
diicui* Attg Oanaral State of lU 2 206 petition Agenda 
enc 1 

BoyPNIAiA L£cen»lng Branch Z 62/03/29 6CHWENCCR, A Llcinelnf 
Branch 2. 3pp 02615 252 24XFlch» 50 -373,82/03/29,6204060062 


J Inturance ii Indemnity information 


8204200340 Confirni that effective 620415, limit oP liability of Polity 
NF-253 ha» been increased from 41 million to 4124 million 
OONE6, R Commonuea 1 th Edison Go 82/04/16 DINITZ, I Antitrust I, 
Economic analysis Branch (Utility Finance! Ip 12736 310 24X 

Fiche 50-373,82/04/16,0204200340 


8204010279 Submit* addl Info on capability of breathing air compressor 
par App R, Section III 4 Compressor ulll charge tuo cylinders 
at once in less than 1 minute & 10 bottles in 15-25 minute* 
SCHROEDER.C U Commonwsatth Edison Co 62/03/30 SCHNENCER, A 
Licensing Branch 2 Ip 12477 204 24X Fiche 50-373,62/03/30, 

8204010279 


8204010402 Foruard* Revision 3 to Procedure 0291A, "Meteorological 
Monitoring Offsite Dost Calculation Program for Emergency 
Preparedness at Operating Nuclear Poiuer Plants," par 
NURE0-0SI9 Item 1 11 A 2 I, NLREO-0654, Re vis 1 on 1 
8CHR0EDER, C H Cofflisonusa 1 th Ed lion Co 82/03/30 SCKUENCER > A 
Llceniina Branch 2 2pp 12476 196 24X Fiche 30-373,62/03/30, 

B204010402 


— 8204010411 Revision 3 to Procedure 0291A, "Meteorological Monitoring, 
Offsite Dost Calculetion Program for Emergency Preparedness 
at Operating Nuclear Poiuer Plants " 

e Conmoniuealth Edison Co 02/02/26 lOOpp 12476 196 24 X 

Fiche 50-373, 62/03/30, 6204010402 


6204070604 Foruerd* vendor 020208 1 tr, doeumen ting completion of 
emergency procedure rivleu Procedures comply u/NUREO-0737 
Ittm I C 7 

SCKROEDERtC N Coismonueal th Edison Co 82/04/05 SCHHENCERiA, 
Licensing Branch 2 2pp 12576 293 24X Ficha 50-373,02/04/05, 

8204070604 


8204120412 Submits status of fire protiction lttust,pBr 820406 h 07 
talcons u/NRC 

SCHROEDER.C W Commonueal th Edison Co 62/04/07 SCHWENCEfiiA 
Lictniing Branch 2 2pp 12640 205 24X FI che, 50-373, 02/04/07. 

8204120412 


P Operating license stage documents 6 corres p ondence 


8204260012 Foruards Llcanii NPF-1 1, auth ari i ing operation at 5X poutr. 
EISENHUT.DO Division of Licensing 83/04/17. REED, C 
Commonuealth Edison Co 2pp 12643 327 24X Ficha 50-373,82/04/17. 

8204260012 


—8204260017 Llcans* NPF-11 for facility 

DENfON, H R Office of Nuclear Reactor Ragulatlon, Director 
B2/04/17 20pp 12843 329 24X Flcho 50-373,82/04/17,0204260012 


— 8204260019 Notice of issuance of License NPF-H 

SCHhIENCER.A Licensing Branch 2 82/04/17 App 12843 349 24 X 

Fiche 50-373,82/04/17,6204260012 


8204260327 Foruards Revision 4 to offsite doss calculation manual 
CICHYiO Commonuiaal th Edison Co 62/04/19 NRC - No Datallad 
APfUiation Given Ip 12865 330 24X Ficha 50-373,82/04/19. 

B2042S0327 


— 8204260334 Qffilta dose calculation manua 1 , Revl a Ion 4 

e Commonuealth Edison Co 82/03/31 24pp 12065 331 24X 

Fiche SO-373. 82/04/19, 0204200327 


6204210295 Oanerlc Ltr 62-09 to all pouar reactor 1 1 censaas, 4 pp 1 leant* 
for OL.NSSB vtndars 6 reactor vendors r* anvlron 
qua! if leafcion of safaty-related electrical equipment. 

NRC position re qualification raquirements encl 
EISENHUT.DO Division of Licensing 82/04/20 HAU6PUR0,A 
Consolidated Edison Co. of Neu Vort 10pp 12062 337 24X 

Flch* 30-000,02/04/20,0204210295 


8204200232 Forwards IE Imp Rept 50-373/02-22 on 020331-0402,09 ti 
12-13 No noncompllance noted 

ftOVfO H Division of Engineering fc Technical Program* 82/04/22 

REED, C Commonwealth Edison Co, 2pp 12663 305 24X 

Flcht 50-373,62/04/22,0204200232 


-8204200236 IE Insp Rept 50-373/62-22 on 620331-0402,09 t< 12-13, No 
noncompllance noted Major areas Inspected operability of 
sscurlty program 6 previously Identified open items Detells 
withheld (ref 10CFR73 2I1. 

MADEDA.T d , BELANOER, J L , CHRI8T0FFER, (J Division of Engineering 
6 Technical Program* 62/04/21 2pp 12B63’307 24x 

Flch* 50-373, 02/04/22, 8204200232. 


B204300056 Releases public version of rsvition to generating station 
■mtrgtncy plan command ctr emergency plan Implementino 
procedura 

FELTON. J «. Division of Rwli* and Record* 02/04/23. Document 
Branch Ip 12908,297 24X FI eh e 50-000, 62/04/23, 

—8204300064 Foruards public varsion of Revision 3 to Oeneratlng Stati 
pergency Plan Command Ctr Emergency Plan Implementing 
Procedure EOF-3, "Envlron/Emergeney Coordinator " Receipt 
form encl 

82/04/14, DENTON, HR NRC - 
No Detailed Affiliation Olven. Ip 12900.296 24X 

Fiche. 50-000, 02/04/23, 0204300056 


-8204^0077 Public version of Revitlon 3 to Oeneratlng 0tatlan 
Emergency PUn Command Ctr Emargancy Plan Implementing 
Procedure EOF-3, Envlron/Emergeney Coordinator," Revised 
table op content* encl 

.^“'"•Ohwalth Edison Co 02/03/12 13pp 12908,299 
24X rich*! 50-000, 62/04/23, 6204300056, 


0 Adjudicatory corretpondenca 


S2O4O0OO62 Confirms E Hylton teleon 
meating. 


request for transcript of 820331 


BOURNIAiA Licensing Branch 2 
th* Becretary of th* Commission 
Fiche. 50-373, 82/03/29, 8204080062 


82/03/29. SW.LIVAN, P. 
SPP 12615.250 24X 


Office of 


Q Inspection reports, IE Bulletin* h correspondence 


0204070459 Ack receipt of 020225 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-373/81-22 
NDRELIUS, C E Division of Engineering i- Technical Program* 
82/03/12 REED, C Commonuieal th Edison Co. Ip, 12577 106 24X 

Flch* 50-373,82/03/12,0204070459 


■8204070463 Responds to NRC 010923 ltr re violation* noted in IE Insp 
Rept 50-373/01-22 Corrective actions audit Pf complete 
preoparat ional test documentation performed by util QA dept. 
DELOEOROEiL 8 Commonwealth Edison Co 02/02/25 KEPPLER, d 0 
Region 3, Offie# Pf Director Ip 12577.107 24X 

Flch* 50-373,82/03/12,0204070459 


8204000443 Forward* lE Imp Rept 50-373/81-40 on 811201-04.09-11,14,17. 
29—30 k 620113 Se notice of violation W/o notlca of 
violation. 

NORELIl/S.C E Division of Enginserlng {< Technical Program* 

62/03/22 REED, C Commonwealth Edison Co 3pp 12601 117 24X 

Ficha. 50-373, 82/03/22, 8204000443 


—0204000452 IE Insp Rept 50-373/61-48 on 811201-04,09-11,14.17.29-30 I, 
820113 Noncoirpliancs noted failure to control design change* 

1 provide adequate in* truct i ons , contt not in accordance V/ 
drawings & Inadequata control of matls b document* 

MESCOTT.H M , NEieLEft.d H , GARDNER, R N Division of Project 6 
Resident Program*. 82/03/20. 26pp 1S601.120 24X 

Flch# 50-373,82/03/22,0204080443 


8204090434 Forwards IE Insp Rept 50-373/82-07 on 020312 No 
noncompllance noted 

NDRELIUS, C E Division of Project i Resident Program* 82/03/24 
REED, C Commonuaalth Edison Co 2pp 12624:116 24X 

Flch*' 50-373, 02/03/24, 6204090434 


—0204090437 IE Insp Rept 50-373/02-07 on 020312 No noneomp 1 ianc* noted 
Major areas inspected; tsst on fire suppression epray sy* 
protseting cable tray* In cable spreading room, 

OROBErd, A , MENDEZ, fi , WILLIAMS, C.C Division of Project »< 
Resident Program*. 62/03/23, Zpp, 12624, 118, 24X 

Fiche; 50-373, 82/03/24, 6204090434. 
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3294120189 Forward* IE In»p Kept SO-373/02-12 on B2O8O0-26 It 0301-12 & 
nofelc* of violation 

SP£93ARDtR L Dlvition of Projoct fc Residont Programs, SS/03/29 
HCCDi C ConmonufaHh Edison Co 2pp 12636,172 24X 

Fich,* 90-373/ 32/03/29 > 320412013? 


— 0204120193 Notlcs of violation from insp on 620203-26 t< 0301-12 

6PESSARD< R L Division of Progsct 4t Rosldont Programs 32/03/29 
2pp 12636:174 24XFicha 90-373.32/03/29,8204120189 


•-3204120193 IE In*p fiopt 90-373/82-12 on 320200-26 ti 0301-12 
Noncompl ianct noted paper, e Igarette butt* b metal table 
found inside 129-volt It 250-volt battery room* in 7l0-ft 
elevation 

BH£PLeV/8 E , CHR1980TIM0B,N , REYES. L A Division of Project U 
Resident Program* 82/03/23 9pp. 12636 17t 24X 

Fltbe 50-373,82/03/25,8204120187 


8204220449 Respond* to IE Bulletin 82-01, '‘Alteration of Rediagrapht of 
Melds In Piping Subas semb 1 le* " QA surveillance determined 
that spools are acceptable 

BCKROEDER.C M Cammonuea 1 th Edison Co. 82/04/0? KEPPLER, J 0 
Raglan 3, Office of Director Spp 12806-227 24X 

Flche 90-373,82/04/09,8204220449 


0204160235 Foruards IE Insp Rept 50-373/82-11 on 820209-12, 16-1?-. 23-24 
% 0309 & notice of violation 

MQREL.IU9, C E Division of Enginaering tc Technical Program* 

82/04/13 REED, C Commonueal t h Edison Co 2pp 12693 3t 1 24X 

Fiche 50-373,82/04/1318204160289 


—8204160291 Notice of violation from Insp on 820209-12. 16-19, 23-24 6 
0309 

NDRELIl/S, C. E Division df Engineering & Technical Programs 
02/’O4/13 3pp 12693-313 24X Flche 30-373,82/04/13,0204160289 


8202040113 IE Info Notice 82-06, "Check Valve Failures on Diesel 
Oenerator Engine Cooling Sys " W/ivc list 
» Director's Office, Office of Inepectlon and Enforcement 
82/03/26 4pp. 12862 355 24X Fiche 50-000,02/03/26,8202040113, 


8204220467 Foruarde IE Insp Rept 50-373/82-10 on 820213-14,18-19,23-26 
6 0302-06 t< 10-12 notice of violation 

LITTLE.M.B Dlvteion of Project 6 Resident Programs 82/03/31 
REEDtC Commonwealth Edison Co 2pp 12808.18? 24X 

Flche 90-373,82/03/31,8204220467 


820422046? Notice of violation from insp on 820213-14,18-19,23-26 *c 
0302-06 6 10-12 

LITTLE. W.8 Division of Project fc Resident Programs 82/03/31 
2pp. 12803,191. 24X Flche 90-'373, 82/03/31, 8204220467 


— 8204220472 IE Inep Rept 90-373/88-10 on 020213-14,10-19,23-26 !< 0302-06 
% 10-12 Noncompliance noted, fal lure to callbr 6 control 
timing device used in activities affecting QA t< failure to 
follow procedures 

JACKIU, 1 , lanKBBURY.R , MAURA, F Division of Project «< Resident 
Programs, 82/03/31 6pp 12808 193 24X Fiche 90-373,02/03/31. 

8204220467 


620416097? Forwards IE Insp Rept 90-373/82-13 on 820315-1? I, 22-26 No 
noncompi lance noted 

SPE88ARD, R L Division of Project 6 Resident Program* 82/04/01 
REEDtC Commonwsalth Edison Co 2pp 12701 081. 24X 

Fiche’ 50-373, 82/04/01, 8204160579 


— 8204160585 IE Insp Rept 50-373/08-13 on 820319-1? Si 22-26 No 
none bmp I lance noted Major areas Inspected preoperatt onal 
testing & ngt meeting fol lowup, previous findings b fire 
protection review. 

REVEB.L, A , CHDULEB.N C , CHR IBBOTIMDB, N D1 vie Ion of Project it 

Resident Program* 82/03/31 9pp 12701 083 24X 

Flche. BO-373. 82704/01,8204160579 


B204220314 Forward* IE Insp Rept* 80-373/82-17 Sc 30-374/02-02 on 
820324-26 No norconpHanc e noted 

KHOP. R. C Region 3, Office of Director 82/04/06 REED, C. 
Commonwealth Edison Co 2pp 18806.109. 24X Flche, 90-373, 82/04/06, 

8204220314 


—0204220318 IE Insp Repts 50-373702-17 Sc 50-374/82-02 on 820324-26 No 
noncompllance noted, Major areas Inspected, rsvlsu of 
I0CFR30 9S<e) repts b ABME N-9 form* 

ME6CDTT, H, K, , WALKER, R D. Region 3, Office of Director 82704706 
4pp 12806: 111 24X Fiche: 90-373, 82704706, 8204220314. 


8204220232 Forward* IE Insp Rept 50-373782-14 on 820316-19 b 22-26. No 
noncompllance noted. 

LITTLEtW 8 Division of Engineering b Technical Programs 82704/08 
REED, C Commonwealth Edison Co. 2pp 12B0S 064 24X 

Fich*. 90-373, 82704708, 8204220232 


— 0204220237 IE Insp Rept 90-373782-14 on 820316-19 b 22-26 No 
noncompllance noted. Major areas Inspsctedlrevisu of 
preoparatlonal test resul ts, def ic iency ce tegorl xatlon b 
disposition of previous open items, 

LANKBBURV P “» r 9 r T ,*j:’'rn'’DN R ' Division of 

Englnasri 4 'si."-iLal ' cgie** t.'/34'0/ 3pp< 12009:066. 24X 

Flcho:90-' H.’ i Cl l‘2C41i“2J2 


—8204160297 IE Imp Rept 90-373/B2-M on 820209-12,16-19.23-24 b 0303 
Noncompliance noted failure to use documented procedures, 
failure to identify S< correct deficiencies Si failure to 
perform adequate insp. 

GARDNER, R > OROSE, U , HAWKINS, F Region 3. Office of Director 
8270470? 94pp 12693316 24X Flche 50-373,82704713,8204160205 


8204270291 Foruard* IE Inep Rept 50-373/82-15 an 020318-19,24-2 9,30-31 
b 0401-02 No noncompllance noted 

LITTLE, M. 8 Division of Engineering S. Technical Programs 82704713 
REED.C Commonwealth Edison Co 3pp 12892 298 24X 

Flche 90-373. 82704713, 8204270291 


— 8204270259 IE Insp Rept 50-3737 82- IS on 020 318-19.24-25.30-31 8. 
0401-02 No noncompllance noted Major areas Inspected 
recirculation loop piping suspension sys b prsvloutlg 
identified noncornp 1 lance b unresolved Iteni 

YIN, I T , DANIELSON, D H Division of Engineering b Technical 
Programs 02704/09 12pp. 12892 300 24X Fich* 50-373.82704713, 

8204270251. 


8204210203 Forwards IE Preoperat 1 oiia 1 Physical Protaction Insp Rept 
90-373782-16 on 020316-19 b notice of viola tion. Enc 1 s 
withheld (ref 10CFR73 211 

ROY, 0 W Division of Engineering S, Technical Programs 82/04/16. 
REED, C, Commonwealth Edison Co 2pp 12801:022 24X 

Flche 50-373.82/04/16,8204210803 


8202040143 IE Info Notice 82-12. "Surveillance of Hydraulic Snubber* " 
M/enc 1 SVC li st 

UORDAN, E L Division of Engineering Sc Quality Assurance 82/04721 
64pp 12873.001. 24X Fich* 90-000, 82704/2 1, 8202040143, 


8204270499 Act receipt of 820412 1 tr informing NRC of step* taken to 
correct violations noted In JE Imp Rept 50-373781-44. 

NORELIUS.C E Division of Englnetring & Technical Program* 
82704721 REED.C Cammonwea 1 th Edison Co Ip 12BS3 337 24X 

Flche 90-373.82/04721,8204270459 


— 9204270467 Respond! to NRC B203IS Itr re violations noted in IE Insp 
Rept 50-373/81-44 Corrective actions, all Sargant b Lundy 
snubber installations reviewed to identify b eliminate any 
snubber* unnecessary from thermal expansion viewpoint 
DELGEORSEi L, □ Commonwealth Edison Co. 82704/12 KEPPLER.J O. 
Region 3, Office of Director 3pp 12893-338. 24X 

Flche; 50-373, 82704721, 020427045? 


8204280232 Forwards IE Insp Rept 50-373702-22 on 020331-0402,09 b 
12-13 No noncomp llanc e noted 

ROY, 0 W- Division of Engineering b Technical Programs 82704722 

REED.C Commonwealth Edison Co 2pp 12863 305 24X 

Fiche 50-373,82704/22,8204280232 


— 9204200236 IE Insp Rept 50-373/82-22 on 820331-0402,0? b 12-13 No 
noncompllance noted. Major areas inspected : operabll 1 ty of 
security program b previously identified open Itemt Details 
withheld (ref iOCFR73.2t> 

MADEDA.T U. , BELANOER, d L , CHRISTaFFER, 0. Division of Eng Inasrlno 
b Technical Program*. 82/04/21 2pp. 12863 307 24X 

Flche; 90-373, 82704722, 8204280232 


B Reportable occurrences, LEBs b related correspondence 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies in Wide Rang* 
Pressure Instrument* Used in Westlnghous* Deelgned Plants. " 

Sv< list end 

dQR3>AN,E,.L Division of, Engineering b Ouallty Assurance. 82/04709 
63pp. 12878:342. 24X Fich*! 56-000, 82704/09, 8202040142 




Z , 7, " ■iiivnann vaives.unx 

automatic depreesur 1 lat ion sys BBV solenoids have been 
Installed w/qualiftad collar/yoke assemblies, 

SCHRADER, C W Commonwealth Edison Co, 82/03/24. KEPPLER.J O 
Region 3, Office of Director 2pp. 12903:132 S4X 
Fiche. 50-373, 82/03/24.8204020368, 
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SSO'IOSOSAO riTfil P«rt ai Ript 81-01 rt aator tcrntnal b'toek voltag* 
rPtlnt in Limitorgut v«lv« conti*ol< y r*porttiS 

atOlSl VbJv( idlll b« intpacttd for correct iltt control 
terninol bloel It ejikl* tor mi not ions It mill be rfmarled 
SCKROEJCiefl.C H, Conmanmeol th Ediion Co 03/03/35 KEPPLER. J 0 
Region 3, 0/fiee of Director Spp 13503 127 2<1X 

puht 50 - 373 . B 2 / 03 /aa, aao'ioaoaio 


8204210137 Pert 21 rept re HKA releye w/contpct leocTi not fully 
insulated, tnl tl*l ly reported ai0708 No operating fiURs 
utilise tubj HHA retayf All potentiai preblemi will be 
corrected before startup 

SHERH00D.9 0 Central El eetrl c Co 82/04/01 DEVOUNO. R C 
Director's Office. Office of Inspection and Enforcement 4pp 
12804 001 S4X Piche 30-000,82/04/01,8204210137 


82042204i>S PNG- tl 1-82-042 on 820418, util began loading fuel Into Unit 
1 after receiving low power OL on 820417 Fifty element! 
have now been loaded into core. Investigation into const 
improprieties continues 

REVES.i. , KNOP.R , SPESSARD.R Region 3. Office of Director 
02/04/19 ip 12308 201 24X Fiehe 30-373,82/04/19,8204220465 


T Hearing transcripts on non-antltruit matters 


8204140S6B Summary of 820331 meeting u/util, Qargent t« Lundy (i State 
of IL Atty Oeneral ofc in Bethesda.ND re allegations 
transmitted in 2 206 petition by Atty Oeneral Transcript 
L okhar decumentaki on end 

BOURNTArA Licensing Branch 2 82/04/07 Licensing Branch 2. 

Spp 12685 097 244 Fiche 30-373,82/04/07,8204140368 


— 0204140576 Transcript of 820331 hearing re State of IL Atty Oeneral 
allegations in Bethesda.MO pp 1-77 
• Conmlsslaners 82/03/31 135pp 12685’ 102 244 

Fiehs 30-373,82/04/07,8804140568 


8204270192 Submits eommente 8 clarifications re traneeript of NRC 
820331 meeting in Bethesda, HD 

SCHROEDER.C H Commanuea I th Edison Co 82/04/22 SCHWENCER.A 
Licensing Branch 2 6pp 12833 063 24X Fiche 50-373. 02/04/22, 

8204270192 


0204130491 Approves 820310 revision to Section V of 820304 Process 
Control Program, Revli ion 1 Ravision aseures that 
eencantrator wastes would be mlsed prior to sampling 
TEDESCO.RL Assistant Director for Licensing 82/04/01 
DELOEOROErL D Commonwealth Edison Co 2pp 12661.156. a4X 
Fiche 30-373,82/04/01,8204130491 


8204070242 Retpendi to gueetion* raised during 620310 tel con re 
preservUe Intp rept 

SCHROEDER.C N Commonwealth Edison Co. 82/04/03 SCHHENCER.A 
Licensing Branch 3 35pp 12588.307 24X Fiche 50-373,62/04/05. 

8204070242 


820414010S Provides addl basis for issuance of 40-yr OL, in rosponie 
to 810923 renueit Coniervatlye dot Ign, p erf ormance 
evaluations, I tartup tas ts , surve 1 1 lane e 4(mairit procedures 
snakls util to espect 40 yrs of operational eve 
SCHROEDER.C U Commonwealth Edison Co 02/04/00, SCHNENCER.A 
Licensing Branch 2 3pp 12665 176 24X Fiche 50-373,62/04/00. 

8204140105 


820414017? Submits info reguested re diesel generator test echeduie 
Generators esperltnead sit failures out of 400 starts, 
proving reliability 

SCHROEDER.C N Commonwealth Edison Co 62/04/09 8CHUENCER.A 
Licsnslnj Branch 2 Spp 1266 5 297 a4X Fiche 50-373.82/04/09. 
8204140179 


6204160152 Oensrle Ltr 02-07 to all DWR plant licensees t< appllcantf ri 
transmittal of NUREO-0909 relative to Oinna tuba rupture 
Vf/o end hJVlREO List of NRC redpients end 

ErSENHDTiD 0 Division Pf Licensing 92/04/15. Commonwea tth 
Edison Co. */ANDENALLE, D. J Consumers Power Co TAUBER. H Detroit 
Edison Co 7pp 12787:196 24X Fiche 50-000. B2/04/I5. B2041 60152 


8204280327 Forwards Ravision 4 to offsite dose ealeulatian manual 
CJCHV.O Commonwealth Edison Co 82/04/19 NRC - No Detailed 
Affiliation Given. Ip 12865 330 24X Fiche 50-373,02/04/19. 

0204280327 


--8204280334 Offsite dose calculation manual , Revls Ion 4 

« Commonwealth Edison Co 82/03/31 24pp 12865 33t 24X 

Fiche 50-373,82/04/19,8204200327 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 
A. Applicatlon/eonstruction stage dflcuments t correspondene e 


6204120070 Approves Teledyne Engineering as contractor to perform 
independent ilnigtt review 

EISENHiiT, D 0 Division of Licensing 83/03/12 REED, C 
Commonwealth Edison Co Spp. 12652 288 24X Fiche 50-373.82/03/12, 


920319^01 Generic Ltr 02-05 to all llcansaes of operating power 
reactors re poet-TNl r»du< ramante 

EISBN^T.D 0 Division of Ulesoelng 82/03/19 HAUSPURO, A 
Coniolidatod Edison Co of New York. MAIER.J Rochester Gas L 
Electric Corp MATTIHOE, U j Sacrarnsnie Municipal Utility District 
24 X Fiehe* 80-000, 02/03/1 9, 8203 19000 1 


7pp. 12513 188 


8204220699 Notification of 820408 naatlng w/util In Bethesde.HD to 
disciiSt proposed hydrogen addition test, 

O'CONNOR, P Operating Reactors flreneh 5 82/03/24 CRUTCHFIELD.D 

Operating Reactors Branch S 2pp 12836 361 24x 

Flthc' 50-000, 82/03/24. 8204220699 


02O41W627 ftequeets B11I09 Hated test plans for OE Type 8BH control 
switch L flalliy S56 pressure transmitter be provided to 

nifluft 4w 

^ Division of Project ti Resident Programs 82/03/25 
REED. C Oommonwsalth Edison Co Je, 12700. 092 24X 

Flehf50-373, 82/03/25, 8204160627. ^ 


8204090485 Concurs w/util 820319 request to dslete proposed Tech Soeci 

to'o^*’' ** ^ 

aCHHENCER.A Licensing Branch 2 82/03/30. DELWOROE.L O 

a«>ld2'’Ml3-7° 82/03/31 





—82040*0128 ‘Ripofting of lOCFR2i Offeneai 
e, ing Services 8l/< 

a4X Ft cJi*! 30-373, 82/04/01. 8204060122 


lipp. 12549-330. 


8204210295 Oensrlc Ltr 02-09 to all Power rvecter licensees, app klearits 
for QCiNBSB Vendors * reactor vendore re environ 
qualification of saf etg-related electrical equlpmant 
NRC position re qualification raqulrements end 
EI66NHUT, D. O Division of Li censing 82/04/20 HAUSPURO, A 
Consol Idated Edison Co of Ntui York ARNOLD, R C. General Public 
Utilities - Opu Service Corp GUTHRIE, 0 M Gulf Power Co IBpp 

12662 337 24X Fiche 50-000,02/04/20.8204210298, 


F BecuPlty. midleal, emergency L fire protection plans 


8204270102 Act receipt of 911224 ltr forwarding Revision H t» security 
plan Chengs consistent w/proviilons of lOCFRSO, S4(p} 6 will 
be withheld per iOCFR73 21 

8CHWBNCER. A Licensing Branch 2 82/03/24 DELOEOROE.L 0 

Commonwealth Edison Co 2pp 12874 100 24X Fiche 50-373,82/03/24. 

8204270102 


0204080526 Forwards info on evaluation of fire protection sue 
praoparatlona 1 test results. in response to NRC 620316 
request Info addresses diesel generetor corridors . fire door 
labels * cable epreading rosm 

SCHftOEDER, C. M Commonwealth Edison Co, 62/03/25. GCHWENCER.A 
Licensing Branch 2 16pp 12606-202 24X Fiche: 60-373, 62/03/23, 

6204000826 


—8204000530 Discusses (nvestlgat Ian of design of cable spreading room 
fire protection sgt, undertaken in retponie to util 620304 
request, Dei ign will provide adequate protection 
STEPHENBON, B. B. Commonwealth Ediion Co, 82/03/00 hllLLIAHSiC. 
Region 3, Office of Dlroetor 2pp 12606-816. 24X 

Fiche 50-373. 62/03/25, 8804080526 


--02O4O8O538 '‘Cable Spreading Ropm Flra Protsctlofi Sue - Sprau Test 
Procedure, *• info to be incorporated into F8AR amend Stvan 
overstis drawings sncl Aperture eahds are available In PDR. 

‘ ^OSARO.R , STEPHENSON, B 8 Commonweelth Edison Co. 
82/03/15 84pp. 12606; 220 24X Fiche; 80-373, 82/03/28, 6204000886 


so mees uommisiton 


n«cogrtitf« util #*tr«ord inaru «w mva 
820201 deadline for inetallatlon * testing of prompt 
notification eye. 

KEPPLER.UO, Region 3, Office of Director. 82/03/29. REED.G. 
M040ao279**’ Co, Ip 12803 168 2 4X Fiche: 80-000, 82/03/29. 



DOCKETED ITEMS 


2&9 


6204120479 Releaie* public version o# rovlisd generating station 
tmargencg plan telephone directory 

FELTOM. J M Division of Rules and Records 02/03/29 Document 
tianageirent Branch Ip 13694 207 34XFiche 50-000« 02/O3/29( 
6204180475 


—8204130479 Forwards public version of revised generating station 
energeticg plan telephone directory 

■CHA'icEytV U Commonwealth Edison Co 02/02/00 DENTONi H R 

Office of Nuclear Reactor Regulation; Director Ip 12634 290 

a4< FIche 30-000.32/03/29,0204130479 


— B304I204BO Public version of revised generating station emergency 
plan telephone directory 

PAtKER, F A Commonwealth Edison Co 02/03/16 41pp 12694 391 
84''t Flebe 90-000,02/03/29,8204120475 


8204190009 Releases public version of revision to generating station 
emargencii plan environs group implementing procedure 
FELTON. J M Division of Rules and Records 82/03/29 Document 
Management Branch Ip 12731 003 24X Fiche 50-000,82/03/29, 

9204190005 


--03O419OOO0 Forwards public version of Revision 3 to Oenerating Station 
Emergency Plan Environs Group Implementing Procedure £0-3, 

"Field Team Equipment fc Survey Techniques " Receipt form 
end 

CHANEY, V Commonwealth Edison Co 02/02/10 DENTON, H R NRC - 
Ho Detailed Affiliation Given Ip 12731 004 24X 

Fiche 90-00 0,02/03/89,8204190009 


■8304190013 Public version of Revision 3 to Generating Station Emergency 
Plan Environs Group Implementing Procedure EO-3, "Field Team 
Equipment t, Survey Techniques " Revised table of contents 
end 

BRENNER, W 6 Commonwealth Edison Co 03/02/09 Hop 12731 OB3 
a4< Fiche. 90-000,02/03/29,0204190005 


620401'0279 8ubmite addl info on capability of breathing air compressor 
per App R, Section III 4 Compressor will charge two cylinders 
at once in less than I minute !■ 10 bottles In 15-25 minutes 
eCHROEOERiC H Commonwealth Edison Co 02/03/30 SCHWENCERiA 
Licensing Branch 3 Ip 13477.304 34X Fiche 50-373, 82/03/30, 

B3040I0379 


Sa'04010408 Forwards Revision 3 to Procedure 0291A, "Meteorological 
Monitoring Offsite Dose Calculation Program for Emergency 
Preparedness at Operating Nuclear Power Plants," per 
NUflE0-0S19 Item III A 2 fc NUieo-0654, fiovisi on 1, 

SCHflOEDER.C W Commonwealth Edison Co 82/03/30 SCHgENCER.A 
Licensing Branch 3 3pp. 12476,196 24X Fiche 50-373.83/03/30, 

0304010402. 


-B2040I04ii Revision 3 to Procedure 0591A, "Meteorological HonltDrlng, 
Offsite Doee Calculation Program for Emergency Preparedness 
at Operating Nuclear Power Plants " 

a Commenwcalth Edison Co 02/02/28 tOOpp 13476 198 24X 

Fiche 90-373,82/03/30,8204010402 


0204070604 Forwards vendor 030208 Hr, documenting completion of 
emergency procedure review Procedures comply w/NUREO-0737 
Item 107 

aCHROEDER, C M Commonwealth Edison Co 83/04/05 SCHNENCER.A 
Lfcsnslng Oranth 3 3pp 12976 393 24X Fiche 90-373,83/04/05, 

9204070604 


S204I304I2 Submits status of fire protection istues, per 820406 1, 07 
tel cons w/NRC 

SCHROEDER, C. tr Commonwealth Edison Co 82/04/07 6CHNENCER.A 
Licensing Branch 2 Spp 13640 20S 24X Fiche 50-373,02/04/07, 

8204120413 


8204300096 Releases public version of revision to generating station 
tnarganev plan command ctr emergency plan implementing 
procedure. 

FELTON, J.M Division of Rules and Records 02/04/23 Document 
Managiment Branch Ip 12903 297 24X Fiche 90-000,82/04/23, 

6204300096 


0 Adjudicatory correspondence 


63O4DBO063 Confirms E Hylton teleon request for transcript of 820331 
nee ting 

BOORNIA, A Licensing Branch 2 03/03/29 SULLIVAN. P Office of 

the Secretary of the Commission 2pp 12619 290 34X 

Fiche, 90-373, 82/03/39,8204080062 


--0204080066 Notification of 020331 meeting w/util in Bethasda. MD to 
discuss Atty General State of IL 2 206 petition Agenda 
end 

DOURNIA.A. Licensing Branch 2 82/03/29 SCHVIENCER.A Licensing 

Branch 2. 3pp 02615 292 2'4X Fiche 50-373. 82/03/29, 8204080062 


J Insurance 6 indemnity information 


0204200340 Conftrnt that effective 9204lS<limit of liability af Policy 
NF-293 hae been increased from SI million to S134 million 
JONES, R Commonwealth Edison Co 02/04/16 OINITZ, i Antitrust h 
Economic analysis Branch (Utility Finance) Ip 12736 310 24X 

Fiche 90-373,82/04/16,0204200340 


Q Inspection reports. IE Bulletins tc correspondence 


0202040113 IE Info Notice 82-08, "Check Valve Failures on Diesel 
Generator Engine Cooling Sys, " H/sve list 
* Director's Office, Office of Inspection and Enforcement 
82/03/26 4pp 12062 359 24X Fiche 90-000,02/03/26.0202040113 


8204220314 Forwards IE Insp Repts 50-373/82-17 4. 90-374/82-02 on 
820324-26 No noncompliance noted 

KNOP.R C Region 3, Office of Director 82/04/06 REED.C 
Cammonwealth Edison Co 2pp. 12806 10? 24 X Fiche 50-373,82/04/06, 

0204220314 


— 8204220318 IE Insp Repts 90-373/82-17 L 90-374/82-02 on 020324-26 No 
none amp llance noted Major areas inspected review of 
10CFR90 99<eJ repts i> ASMS N-5 forms 

MESCOTT.H M , NALKER, R 0 Region 3, Office of Director 02/04/06 
4pp 1280 6 111 24X Fiche 90-373,62/04/06,0204220314 


8202040142 IE I nf e Notice 82-11, "Potential Inaccuracies In (fide Range 
Pressure Instruments Used in (fee t ingh ouse Designed Plants " 

Sve list end 

JORDAN. E L Division of Engineering 4 Quality Assurance 02/04/09 
63pp. 12878 342 24X Fiche: 90-000, 02/04/09, 8202040142 


8204220445 Responds to IE Bulletin 82-01, "Alteration of Radiographs of 
Melds in Piping Bubas semb t ies " QA surveillance determined 
that spools are accep table 

SCHROEDER.C U Commonwealth Edison Co 82/04/0? KEPPLER.J G 
Region 3, Of? ice of Director 2pp 12806 227 24X 

Fiche: 50-373, 02/04/09, 0204220449. 


0202040143 16 Info Notice 02-12, "Surveillance of Hydraulic Snubbore " 
M/end sv< list. 

JORDAN, E L Division of Engineering 4 Quality Assurance 02/04/21 
64pp 12873 OOl. 24X Fie ho: 90-000, 02/04/21, 0202040143 


& Reportable oeeurranees, LERe h related eorretpondence 


8204020360 Revised Part 21 rept ra Crosby 9RV solenoid Valves Unit 1 
automatic dep ressurl lation ays SRV solenoids have been 
Installed w/ qua lifted collar/yoke ass embl lea. 

SCHRADER, C M Commonusal t h Edison Co 02/03/24 KEPPLER.J G 

Region 3, Office of Director. 2pp 12503 132 24X 

Ficbe: 50-373, 02/03/24, 8204020360 


0204020360 Final Part 21 Rept 01—01 re motor terminal block voltage 
rating in Limitorqoe valve centre 1, In itla 1 1 y reported 
810121 Valve will be inspected for correct slie control 
terminal block tc cable terminations (i will be rsuorked 
8CHR0EDER,C M Cammonwealth Edison Co 02/03/29 KEPPLERfJ.O 
Region 3, Office of Director 2pp. 12S03' 127. 24X 

Fiche: 90-373, 02/03/29, 0204020360. 


--B304300064 Forwards public version of Reviilon 3 to Oenerating Station 
Emergency Plan Comnand Ctr Emergency Plan Implementing 
Procedure EDF-3< "Environ/Emergeney Coordinator " Receipt 
form end. 

MOORE, R.D, Commonwealth Edison Co 02/04/14 DENTON, HR. NRC - 
Ko Detailed Affiliation Given Ip. 12908 290 24X 

Fiche- 90-000, 02/04/23, 8204300096. 


8204210137 Part 21 rept re HMA relays u/contaet leads not fully 
tnsulatad, ini tlally reported 810708 No operating BMRi 
utilize subj HMA relays. All potential problems will be 
corrected before startup. 

SHERWOOD, 0, 0, General Electric Co 82/04/01. DEYOUNO.R.C 
Director's Office, Office of Inspection end Enforcement. 4pp. 
12804:001. 24X Fiche 90-000,02/04/01,0204210137 


— 0204300077 Public version of Revision 3 to Oeneratlnj Station 
Emergency Plan Command Ctr Emergency Plan Implementing 
Procedure EOF-3, "Environ/Emergeney Coordinator " Revised 


table of contents end 

DARRiJ R, Commonwealth Edison Co 82/03/18 13pp 
S4X Fiche , 90-000, 82/04/23, 8804300056. 
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T HR«ring transcripts on non^ant i trus t mattar* 


e204140S6B Summary oP e20331 matting u/util> Sargant (< Lundg <c Statt 
of IL Attij Oanaral ate In Bethts<ta<HD ra ailtgatlant 
fcransnalttetl tn 2 20* pttitlon bg Attv Otntral TrantCrlpt 
h other documentation oncl 

OOUflNIA, A Licensing Brancli 2 82/04/07 Licensing aranch 3. 

»pg I26B3 097 24X Flch* 30-373. 02/04/07. B204140S4S 


— a20414097& Transcript of 620331 hearing ra Btata of IL Atty Osneral 
allegations In Dathesda. MO iPp 1-77 

a Commissi anars 82/03/31 133pp. 12d.a3 102 24X 

Ftche 30-373.02/04/0740204140360 


0204270192 Submits conmants t< c lari # 1 cations ra transcript of NRC 
620331 mratlng in Bsthtsda.MO. 

8CHR0E0ER. C U Comnonoiea I th Edison Co 02/04/22 SCHHENCER.A 
Llcanslng Branch 2. 6pp 12053 063 24X Flcha 50-373.02/04/22. 

0204270192 


DOCKET 90-392 HATEHFOBO OENERATINO aTATION. UNIT 3 


A Appl Icatlon/construction stags documants tn corraspondenca 


8203310060 Daard NottP icatlan 62-10 Porwards info ra prassurlisd 
tharmal shock It faed & bleed capability relevant to OL 
proceeding 

TEDESCOrR U Aislstant Olractor far Licensing 82/03/02 Atomic 
Safety and Licensing Board Panel. Spp 12463 002 24X 

Flche. 90-382. 82/02/84. 8203310063 


0304160037 Board Notification 02-10. forwarding info ra pressurliad 
tharmal shocl of reactor vassals in C-E daslgned N3SS during 
recovery from small break LOCA w/eitended loei of 
feedwater 

TEOESCO.R L Assistant Dlrsctor for Licensing 82/03/18 Atomic 
Safatg and Licensing Appeal Panel Bpp 18718 156 24X 

Ficha. 50-000. 62/03/18. 8204160037 


— 8204160050 “Evaluation of Presiurlted Shock Effects Sue to Small Break 
LOCA w/Loss of Fesdwatsr for Uaterford Reactor Vessel " 
e Combustlo’n Engineering. Inc 62/03/13 llpp 1871S 343. 24X 

Flcha S 0-000. 82/03 / 1 a. 82041 60037. 


8204090033 Forwards Instrumsntation & Control Bys Branch tochnlcal 
position rs shutdoun capability from outslda control room 
MIRAOLIA. F J Licensing Branch 3 02/03/1? KAUflIN.L.V Louisiana 

power k Light Co 4pp. 12632 301 24X FI cha- 30-362. 82/03/1 9. 

6204070033 


— 8204090037 Rj{ 4 ueits Instrumentation k Contro-l 8yt Branch technical 
position re shutdown capabllltg from outside control room 
bt forwarded to applicant 

SPEtS. T.P. Assistant Director for Reactor Safety. 82/02/23 
TEOESCO.R L Assistant Director for Licensing. Ip 12632:309 
24X Flche, 90-382. 02/03/19,8304090033 


6204020104 Discusses control room design review/audit to be conducted 
by ell licensees ti applicants for DL re NUREO-0660 tc 
iKUREO-0737 r s Rulr sments to Identify & correct human 
engineering d 1 scr tf and cs Suggested format end 

KIRAOLIA.F J. Lictnslng Branch 3. 82/03/26. MAURIM.L V. Louisiana 

Power & Light Co. Spp. 12313-025 24X Fiche 50-382.02/03/26. 

8204020184 


8204260462 Requiste addl Info re rapid depreseur 1 latlon k decay heat 
rtmoval ft schedule for rieponse to end questlone to C-E 
U/o end 

TEOESCO.R L Assistant Olractor for Licensing 62/03/27 
KAVRIN.L. V. Louisiana Pousr 6 Light Co 2pp, 12861. 33S 24X 

Flcho 50-382. 82/03/27. 8204260462 


3204050082 Olscuises responses to NRC Questions 10.14 l< 10.33 rt 
analysis of effects of dropping ang load handled bg 
containment polar crane, Propoead commitments to heavy loede 
lieted. F6AR will he changed to reflect revision. 

MAVRIN. L.V Loultiana Power k Light Co. 02/03/30 TESEaCO.R.L. 
Assistant Olractor for Licetising. 2pp 12919,313. S4X 
Flche. 90-382. 62/03/30.3204050002. 


82Q421007S Recommtndc ACR3 820409 Itr he forwarded to licensing boards 
for 8an Onofre Units 2 k 3 k Uaterford Unit 3 
TEDES-Ca. R L Assistant Director far Licensing, 62/04/06. 

EI8ENHUT. D 0, Olvletqn of Licensing. ip. I26I1]396 24X 

Flche 90-000.62/04/06.6204210072. 


-0244210112 Roard Ifottf Icatlon 02-38; forwarding ACRS 820405 Itr re 
reliability of shutdown heat removal sys an ey* 60 design. 
TEOESCQ. R. L, Assistant Director for Llcanslng. 62/04/13. 
Atomic eafety and Licensing Board Panel. Ip. 12611,397. 24X 

Fiche. 90-000. 63/04/06.8204210073. 


8204190136 Answer supporting applicant B20326 motion far 
roconi idsra ti on of ASLB 820318 memorandum k order raising 
sua iponta Issue Feed k bleed capability not necessary as 
backup sys to emergency feedwater sys U/Cer tl f ica te of Sve 
TURK. BE Hearing Branch 2 82/04/12 7pp 12724 344 24X 

Ftche 90-382,02/04/12.8204190136 


— 8204190147 "Offsite Power Loss Elperience “ 

CLARK. F H Oak ftldgs National Laboratory 81/08/24 NRC - No 
Detailed Affiliation Olvsn 21pp 12725 024 24X 

Flche 90-382. 82/04/12. 8204190136 


8204270146 Notification of 820422 meeting w/util k Ebasco in 
Betbesda.KO to discuss requirements for facility seismic 
qualification audit 

BLACK, S. Licensing Branch 3 82/04/13 KIRAOLIA.F Licensing 

Branch 3 Spp 12874 170 24X Flcha 50-382.82/04/13.8204270146 


8204220221 Confirms 820510-13 visit to control room Areas to be 
covtred listed Two wks before visit, util should provide NRC 
w/Jiitfd info 

TEDESCO/R L Assistant Director for Licensing 62/04/14 
HAURIN.U V Louisiana Power k Light Co 3pp 12821 242 24X 

Fiche 90-382,02/04/14.8204220221 


B204160I99 Oenerlc Ltr 62-06 to all PUR plant licensees k applicants ri 
transmittal of NUREO-090? rslatlvs to Oinna tubs rupturs 
H/o end NUREO List of NRC recipients end 

EISENHvr. DO Division of Licensing 82/04/19 HAU8PUR0.A. 
Consolidated Edison Co of New York 7pp 12787 203 24X 

Flche. 90-000. 83/04/19. 8204160199 


8204210230 Advises that response schedule per 820327 request for Info 
re rapid depressurization decay heat removal capability will 
be provided by 620430 

MAVRIN.L V Louisiana Power k Light Co 83/04/15 TEOESCO. R L 
Assistant Director for Licensing ip 12803 003 24X 

Fiche 50-382.82/04/15,8204210238 


8204230085 Forwards comments to bo addressed in facility operating 
procedurs k training program. Rssponse to be provided by 
820930 

HIRAOL1A.F J Licensing Branch 3 62/04/16 HAUflIN. L V Louisiana 

Power k Light Co 22pp. 12634 280 24X Flche 50-362,82/04/16, 

B2042300S5 


8304310279 Cencric Ltr 63-0? to all power reactor 1 icensees. app 1 Icants 
for OL. N0S8 vendors k reactor vendors re environ 
qual 1 f i cat I on of ea fety-relatid electrical equipment 
NRC position re quallf icatlon requirements end 
EISENHUr. D 0 Division of Licensing 82/04/20 HAUSPURO.A 
Consolidated Edison Co of New York THOKAS. J E San Olego Oas k 
Electric Co. DIETCH.R Southern California Edison Co lepp 
12863 337 24X Fiehs 90-000,82/04/20,8204210395 


8204230381 Responds to NRC 030416 ltr re smergsney treatmint to rectify 
minor damage to 01 to 16 EBR 92, port Hudson Battlef Isld.LA. 
natl historic landmark Agrtes w/archeolog is t rscommendations 
for Installing fabric mtsh k reseiding 

hall. L 8. Advisory Council on Historic Prosarvatlon 62/04/20 
TEDESCO.R L. Assistant Director for Licensing Ip 12617 ICS 24H 
Fiche- 90-362, 32/04/20. 8204230301 


E NRC Bafety Evaluation Report (8ER). supple k correspondence 


6204160633 Dlscussos results of analysis performed to dstermlns 
consequences of worst cats fuel handling bldg reloass 
not detected by Class IE area monitors, in response 
to Effluent Treatment Sys Branch comments on SER Pp 11-21 
MAURIN, L V Louisiana Power k Light Co 83/04/13. TEDESCO. R L 
Assistant Director for Licensing. 4pp 12699 276 24X 

Flche: 90-382, 02/04/13. 6304160633 


F Security, medical, emergency k fire protection plane 


8304070029 Forwards evaluation of util 011218 ltr re svltablllty of 
post-accident chemical analysis procedures Addl work 
required to demonstrate luitebllltv of analysis for boron, 
chloride pH. osygen k hydrogen. 

UCHN8TCN. U. V. Aiststanb Director for Materials k Qualifications 
Englnesrlng. 82/03/17. TEDESCO. R L. Assistant Dlrsctor for 
Licanelng. 7pp, 12099:323. 24X Flche: 90-302, 82/03/16, 8204260907. 


8204020901 Dlscuseee rdeolutlon of Hydrological k Oeotechnlcal 
Engineering Branch concern* re avalleblilty of Inetallad 
sump pumps in dry cooling towers during intense 
prscipltatlon events. Portable pump will bt provided 
t1AURtN.L. V Louisiana Power k Light Co. 62/03/30, TEDESCO, B L 
Ayslstant Director for Licensing 2pp 12501:010, 24X 
Flche: 90-382. 62/03/30.8204020901 
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e2i>40S'007Q Forward* addl Info r*(l<i*«ted b(( AujtilUrg Sg* ii 
In«truAi*ntation Sgi Sratichr* to eomplvt* firo protoction 
rsvldwi ftefflalninj l*«u« r* lo*s of non-Cla** IE buiii Will 
p« jncludid in emirgancg procoduroi 

HAURINiL V Loulilana Pouir b Light Co 82/03/30 TEOESCOi R L 

Atii«tant Diroetor for Llctnting Spp 1SS19 249 24X 

FicJio 50-3B2i 02/03/30. 0204050070 


S2042CC2(0 Foruardt interim findingi re »tat# b local plan* for offilta 
radiological smsrgencg preparedne** for facllltg Evaluation 
eoncludei that there are no eerlou* deflcienciei in plan or 
capability of state to implement plan 

KRIIIH.R U Federal Emergency Management Agency 02/03/31 
CRIMES. 0 Division of Emergency Preparedne**. 41pp 12003 092 
S4K Flche 50-302.02/03/31,0204210210 


"-0204170143 Poriiiard* ai«»timtnt of feed & bleed itiue for CE applicant*, 
par requeit Immadlate action not needed. 

HANAUER.S H. Office of Nuclear Reactor Regulation. Director 
02/04/02. MATTSOM. R. Divi*ion of Syiteme Integration Cpo»t 
8110051 19pp. 1272S 004, 24X FI c he: 50-302. 02/04/12, 0204 190136 


— 02O419OI4S Foruardi "^dffilta Pouier Lo*a Eiperlance " Certificate of Svc 
and. 

AMDERSONrvf L dal Ridge National Laboratory FIN D-0744 
01/08/24 BARANOHSKYrP W Office of Not leer Regulatory Reitareh, 

Director Ip 12725 023 24X Flche 90-332,82/04/12.0204190136 


•-02O419OI47 “Offiite Power Loi* Experience " 

CLARK.F H Oak Ridge National Laboratory 01/00/24 NRC - No 
Detailed Affiliation Olven 21pp- 12725 024 24X 

Flche: 50-302. 02/04/12. 0204190136 


0204090152 Reguie«ts copiei of 1 Ic eniee/appl lean t rcquait* for 
ectenaion or exemption to implementation of I0CFR73 21. 

Only Haddam Neck tc Hlllitone have submitted fee* b fee 
form* 

TREMPCR. L License Fie Management Branch 02/04/05 Office of 
Nuclear Reactor Regulation. Director Ip 12633 260 24X 

Fiehe 50-000. 02/04/05,0204090152 


8204160039 Forward* amended Cirtlficat* of Svc to reflect expre** mail 
fvc of NRC 020412 anauer in tuppart of applicant motion for 
rtconsldiratlen of ABLE 820310 niimorandum b order raising 
lUB iponta Issue 

TUR«,S.E Hearing Branch 1 02/04/13 HDLFE, 8 3 , JORDAN. W H , 

FOREMAN.H Atomic Safety and Licensing Board Panel 2pp 
12690,202 24X FI cfie . SO-302, 02/04/13. 0204 1 60039 


0204260509 Forwards evaluation of Fermi post-accident chemistry 
procedure* a* guidance for preparation of supporting data on 
applicability of procedurs* in accident environ Procedure is 
requirement of TMt Action Item II B. 3 

HIRAOLIA.F J Licensing Branch 3 02/04/16, MADRIN. L V Louisiana 

Power b Light Co 2pp 12B55 221 24X Flche 50-302,02/04/16, 

8204260509 


8204190050 Petition to participate as interested state, 0peclfi< aspects 
of subj matter listed Certificate of Svc and 

OIJ0TE, W, J , HATKINB.L B. Louisiana, State of 02/04/15 Atomic 

Safety and Licensing Board Panel 9pp 12724 292 24X 

Fiche, 50-302. 02/04/15, 82041900 5 0 


— 0204260914 "Evaluation of OE b DEC Chemical Proetduras for 
Post-Accident Analysis of Reactor Coolant Samplat," 
a Idaho National Engineering Laboratory 01/11/30 92pp 
12055 230 24X Ficha 50-382,82/04/16.8204260909 


'-8204260910 Forward* list of procedurs* b basis uied to determine 
whether or not radio log ical effect* are anticipated re 
po*t-accldent analysis of reactor coolant sample* 

KOTEE. B 0 Idaho National Engineering Laboratory 82/02/16 
MCCRAKEN.C E NRC - No Detailed Affiliation Olven 3pp 
I20S5 209 S4X Fiche* 50-382, 02/04/16.0204260509 


0204290612 Releases public version of licensee responses to NRC request 
for addl info re emergency plan compliance w/NUREO-0654 
FELTON. J M Division of Rules and Records 02/04/20 Documint 
Hanagc.rent Branch Ip 12098 141 24X Flche 90-303,02/04/20, 

8204390612 


— 0204290617 Forwards public version of rtsponsst to NRC 020326 request 
for addl info re emergency plan compllanc* u/requlremanti 
of l,'L(n£0-0654 

HA^JRIN.L V Louisiana Power b Light Co 02/04/07 TEDESCOrR L 

Assistant Director for Licenelng 3pp 12898 142 24X 

Fiche 50-30 2,02/04/20,8204290612 


C Adjudicatory correspondence 


8304010375 Noticas of appearance in proceeding Certificate of Bve encl. 
CHURCHILL, 3 N , RIDONAV, D A. Louisiana Pouar b Light Co 
CHURCHILL, B W Shaw, Pittman, Potti b Trowbridge 82/03/26 4pp, 
12476 119 24X Fiche 50-382,82/03/26,0204010375. 


8204120196 Kotievs of appearance in proceeding Certificate of Svc tncl 
FCHfAHA.L . JGNES.L L Joint Intarvenore-Waterford FONTANA. L 
Foniana. L 02/03/86, 4pp. 12636.197, 24X Ficha 50-382. 02/03/26, 

0204120196 


B204190056 Notices of appearance in proceeding Certificate of 0vc encl 
CU0TE.M J . WATKINB. L B Louisiana, 0tat* of, 82/04/15 4pp 
12725 338 24X F 1 ch»: 50-302. 82/04/ 1 5, 02041 90056 


0204190160 Request that hearing ht held in New Orleans b Baton Rouga. 

LA Certificate of Svc and, 

GU3TE. W J . WATKINS. L 0 Louisiana, State of 02/04/15 NRC - No 
Detailed Affiliation Olven. Spp, 1S723 330. 24X 

Fiche 50-382,02/04/15,0204190160 


0204210472 Order denying 8tat* of LA petition ts participate as 
interested state b for hearing of issue raised sue spent# on 
020310 8u a spont* Iiiue withdrawn 

MDLFe, 6 J Atomic Bifety and Licensing Board Panel 82/04/20 
Louis 1 ana, 0tate of- 2pp 12002 175 24X Flch e; 50-382. 02/04/20. 

0204210472 


0204260083 Ordar correcting ASLB 020420 order denying State of LA 
pstitlon for leave to participate. 

WOLFE, 0 J Atomic Bafety and Licensing Board Panel 02/04/21. Ip 
12040 135. 24X Flche 50-302,82/04/21,0204260003 


0204200019 Advises of agreemint* reached among parties re schedule for 
2-wk hearing session beginning 820503 

CHURCHILL, B. M Shaw, Pittman. Potts b Trowbridge CHURCHILL, D. W 
Louisiana Powar b Light Co 82/04/23 (tOLFE, 0 J. , FOREMAN.H , 
JORDANiMH, Atomic Safety and Lieanelng Board Panel. 3pp 
12070:213 24X Flche. 90-302, 02/04/23,0204200019. 


H Otneral corr eipondance 


8204230501 Opposes nuclear power plants b NRG scheduling hearings only 
during builness hour* 

CLEriENri.LS Aff 11 latlon Unknown, 02/03/19 WOLFE, B Atomic 
8afaty and Llcenilng Board Panel 4pp 12017:149. 24X 

Flche 90-382.02/03/19,0204230501. 


0204230305 Respond* to ASLB 020401 request for ACR8 Info re emergency 
feedwater sua sponte Istua. ACR8 coneluiion ie consistent u/ 
applicant position that istua be rasolved g anerleally. lesu* 
it not serlDut safety me t ter, Re la ted correspondence 
CHURCHILL, B W Uoweneteln, Newman. Reie, Aselrad b Toll 
CHURCHILL. 0 M Louisiana Power b Light Co, 82/04/00. MOLFE. 8. J. . 
FOREMAN.H,. JORDAN, H H Atomic Safety and Licensing Board Panel 
3p p 1 20 1 6. 2 02 24X F 1 C h e • 90- 382, 82/04/00 r 8204230305 


0 Advisory Cominittee on Reactor Safeguards reports b correspondence 


0204010037 Forwarde ACR8 020309 1 tr re review of util application for 
OL W/o encl 

KIRAOLIA.F. J Licenelng Branch 3. 02/03/19. MAURIN.L U Louisiana 

Power b Light Co. 2pp 12490.399. 24X FI ehs: 90-302. 02/03/1 9, 

0204010037. 


&204I90136 Answer eupporting applicant Q20326 motion f®T 
reconsideration of ASLB 020310 memorandum b order raising 
sua sponte lesus. Feed b bleed capability not necessary a* 
backup *y* to enargency feedwater »'l»> N/C*r tl fleake of 8ve 
Tl/RK.S. C Hearing Branch 2. 82/04/12. 7pp, 12724.344 24X 

rich* 90-382. 02/04/12.0204190136, 


Q Inspection reports, IE Bulletins b correspondence 


0204130340 Forwarde IE Inep Rapt 90-382/02-03 on 011816-820215 l< notice 
of violation 

MAD8EN.0 L. Dlvlelon of Resident. Reactor Project b Engineering 
Frograme 82/03/10 MAURIN, L V, Louisiana Power b Light Go. 2pp. 
12690. 035 24X Flche, 50-302, 82/03/10, 0204130340 


Affidavit of R LobeKB Sharon b AC Thedanl re feed b bleed V 
emergency feedwater sv* relleblHty,yr)!'fo4»t6Ty to 
feed b bleed backup to emergency feedwter eye to protect 

public health b safety. Prof sustsas 

LOBELiR Auxiliary System# Branch. 8H0RON, B, Reactor Bye teat 

Branch. THADANI,A.C. *• "^’S/iUrSSJSa/lp'MOeiyOlSA 

02/04/09 I9pp. 12724:391. a4X Fiche: 90-382, 82/04/12, 8204190136. 


—8204130344 Notice of violation from insp on 811216-820219, 

MAP0EN.OL, Division of Resident. Reactor Project b Engineering 
Prog rams. 82/03/18. 2pp. 12690:037. 24X Flche: 90-302, 02/03/10/ 

0204130340 
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--8204130353 IE Imp Rtpt 30-382/62-03 on 91 1 2t*-B2021S Noncomp liance 
notfd prtop irationa I ttft proetdur* did not ref or list 
pr»rnoi»l»te Containaent Sprei^ Flush Procedures 6FL-59-001 
i SFL-39-002 of Prerequisite Testing Procedure SFC-59-001A 
CONSTAflLE.O 1. , CUMMINS. JE , CROSSHAN. H A Division of Resident, 
Reector Project I Ensineerinp Projreas 93/03/11 7pp 
I2&5a 039 2*X Fiche 30-363, 92/03/ tS. 6204130340 


0204130065 Final defielencg rept re short circuit bracinj in 06 
vertical lift metal clad suttchpear equipment Field mods 
sutisittcd for units requiring high ulthstand capabilltg, 
including add 1 supports in main bus arrangements 

MCLENDON, 0 D Louisiana Pooler fc Light Co 02/03/31 COLLIMQ.J T 
Region 4. Office of Director 7pp 12659 276 24X 

Fiche 50-362,62/03/31.8204130065 


8204090347 Forwerds IE Bulletin 62-01, “Alteration of Radiographs of 
Welds in Piping Sutassembllei “ No specific actions 
required 

COLLINS, J T Region 4r Office of Director 62/03/31 Public 
Service Co of Colorado 3pp 12625 293 24X Fiche 50-000, 

82/03/31, 8204090347 


S204130U3 Interim status rept of Significant Const Deficltncg 37 re 
temp detector (RTD) fai lure, or 1 g i nal 1 g reported on 011180 
Design change notice to implement corrective action issued 
bg UY Instrument 6 Controls Corrections completed bg 620589 
MCLENDON, 0 0 Louisiana Power Ji Light Co 02/04/01 COLLINQ.J T 
Region 4, Office of Director 4pp 1269S 137 24X 

Fiche 50-302,02/04/01,8204130113 


0204090351 Forwards 16 Info Notice 02-10, “Following Up Sgmptomatle 
Repairs To Assure Resolution Of Problem ’ No response 
required 

COLLINS, d T Region 4, Office of Director 02/03/31 Public 
Service Co of Colorado 2pp 12627 060 24X Fiche 50-000. 

82/03/31,8204090351 


8204150456 Forwards IE Info Notice 02-09, "Cracking in Piping of Makeup 
Coolant Lints at B1,H Plants • No written response requested 
COLLINS. J T Region 4, Office of Director 82/03/31 Public 
Service Co of Colorado 2pp 126BS 039 24X Fiche 50-000, 

62/03/31,8204150458 


82042601B1 Forwards IE Insp Rept 50-382/62-01 on 820104-07 No 
noneompl tancf noted 

MADSEN, OL Division of Resident, Reactor Project L Ensineerlno 

MA0RIN,L V Louisiana Power 4, Light Co 2pp 
12837 256 24X Fiche 50-382,82/04/02,8204260181 ^ 


—8204260166 IE Insp Rept 50-382/82-01 an 620104-07 No noncompllance 
noted Major areas inspected const ac t Ivl t its. inc lud ino 
previouslg identified insp findings 

TOMlINSW.O P , CRDSSMAN, WA , HUNNICUTT, D M Division oF 

isea? 9AS Programs 82/03/29 Spp 

J8fl37 S59 24X FIch# 50-382f e2/O4/0Si 82042*0161 ^ 

8202040142 IE Info Notlca 82-11, "Potential Inaccuracies in Wide Range 
Prtjjgrj Instruninti in Utftlnghous* Dttigntd PUnti '* 

SVC lift tncl 

XRDAN, E L Division of Engineering tOuelltg Assurance 82/04/09 

63pp 12670 342 84X Fie he 50-000, 02/04/09, 8202040142 


6204200275 Ack receipt of 020305 Itr informing NfiC of steps taken to 

MADSEN, 0 U Division of Resident. Reactor Project k Enalneerlna 

82/04/15 MAURIN,L V Arkansas Poier L Ll?ht Ian 

12737 109 24X Fiche 50-382,02/04/15,8204200275 * ' 


0204130146 Third Interim deficleneg rept of Significant Conet 
Oeflcencg 25 re defective OE circuit breakers 4AKR-30 4< 

AKR-50) orlginallg reported 811203 Re t ns ta I 1 1 ion k testing 
to be completed bg 020430 Final rept bg 020714 

MCLENDON, 0 D Louisiana Power k Light Co 02/04/01 COULIN0, J T 
Region 4. Office of Director 3pp 12657 182 24X 

Fiche 50-382,02/04/01,8204130146 


B2041303S9 Advises that submittal of final rept re stress anaigtli far 
welded pipe support attachments was not performed prior to 
febricatian Rept schaduled for submittal bg 02IO1S 
MCLENDON, 0 D Louisiana Power L Light Co 62/04/02 COLUINtl,J, T 
Region 2, Office of Director Ip 12657 243 24X 

Fiche 50-302,62/04/02,0204130359 


0204130374 Advises that submittal of final rept re Incorrect friction 
factor used in design of pipe support hangers is now 
scheduled far 621015 

MCLENDON. 0 D Louisiana Power t. Light Co 02/04/02 COLLIMB.J I 
Region 4, Office of Director. Ip 126 50 1 36 24X 

Fiche 50-302,02/04/02,0204130374 


0204120442 Interim rept re deficient tube steel lamination Adtfl time 
neeeisarg for Ebasco Svcs.Ine to complete evaluation Nest 
rept expected bg 820503 

LENOOM.O D Louisiana Power k Light Co 02/04/05 COLLINS. J T, 
Region 4, Office of Director, Ip 12639 190 24X 

Fiche 50-362,02/04/05,8204120442 




malfunetlani Ragchcm Corp requested to provide dtspoilttonf 
however, no firm assessment has bean developed Next interim 
rept expected bg 820430 Also reportable per Part 21. 
rtCL^DON, 0 D Louisiana Power k Light Co 82/04/08 COLL IN 0, J T 
Region 4, Office of Director Spp 12682 074 24X 

Fiche 50-392,82/04/00,0204150204. 




Pipe 3CC4-5iAil? il, .r^ ! component cooling water ' 

® ‘ corresponding pipe ends proper Ig sealed 

DlW^fon'of Power S, Light Co 82/03/05 KAOSEN.O L 

i273r;.r 

8204300466 Responds to NRC 82031B Itr re vlaletinn. .s,.* j , 

Rept 50-382/08-03 Corrective iMon. lp^iriSvIsJS to ^ 

MVitr"** ^ changes required bg startup engineer 

12685 043 24X Fiche 50-362, BE/mJIo, e2^;§oS4ir ’ 

"Surveillenc. of Hgdraullc Snubbers " 
C“*"'u973 0»^o4/2i 


R Periodic operating reports k related e 


orrespondence 


rS,;' -r 

?^!!?!!!^!!.!«;:::;::*”l_LE^_i_r.lat.d_eorr.,pond.ne. 

g,^'**’* I® CCHXINS.U T, 

Fiche 50-382, B2/ol/26, ewiS5l,064" 


L oxgniTicam: wontc uefieiencg 50 re potfible 
malfunction in Agastet E-7000 series time deleg ralage 
Ebasco Design Engineering conducting investigation Final 

‘“Emitted bg 020715 Also reported per Part 21 
^BP/04/^i® ' WILLS, J L Louisiana Pouar k Light Co 

COLLINS, J.T Region 4, Office of Director 9pp, 

12088 025 24X Fiche 50-382,02/04/12,9204300334 

®‘*I'**i®*''* Const Deficleneg Rept 39 re fire damage in 
reactor containment bldg to main steam line k eafetg-related 
investigated, dlspositlonad k 

MCLENDDigVi* alattrieal components «c completed repair work 

** '-isht Co 02/04/16 COLLtNB, ,7 T 
«®9lon 4# OfMc* of Director 9pp 12816 129 24X 

Fiche' 50-382, 02/04/16, 820423021 5, 

*■* 2-lneh 4i below schedule 

neinsp.eted «, 1,254 

welds rsqulred eddl utld metal 

R et 10^4' '^Off I ** 82/04/19, COLUINB.J T 

Region 4, Orflee of Director. Spp 12052 04S 24X 

Fiche 90-382,02/04/19,0204270377 

^^^ioIStJd ''•'** Mttlng defects inltiaUg 

reported 020302 Evaluation of raportab 1 U tg of subj 

Resulirof reportable under 10CFR50 99e 

Results of review on file at site 

fiefllon°4'°o#f ( ^ 82/04/20. COLLINS. J.T 

Region 4, Office of Director, tp 12883:176 24X 

Fiche 50-302, 82/04/20(8204270247. 

^^determ?nBd*not ’'*’** *'* ■*R*nsion anchar epaeing DefUlentg 

rJvUw on ^ P*’' ‘OCPR50'8S<«>.Re*olte of 

RSeion°4'°Offiri:“''i*i?"* *• ^S/OA/Ba. COLLINS. J T 

Director Ip 12000:307. 24X 

Fiche 50-362,62/04/83,0204300322, 
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r H»ar>nj tranitripki on non-ant Itruit matter* 


829407052* franifript of 820329 haarinj in Neu Orlean»>l.A Pp 1< 100- 
)> S93 

» Atomic Safeti/ and Licencing Board Panel B3/03/'29 SOOpp 
12578-023 24X Flche 50-302,82/03/29.0204070526 


B204070413 Transcript ot 020330 hearing m Ndu Orleans. LA Pp 1.294- 
1.130 rastlmontt Bt (D Dross and 

a CoF-niss loners 02/03/30 260pp 12966 32l, 24X 

FieJif 90-3fi2, 02/03/30, 8204070413 


6204070415 Transcript of 820331 hearing in Neu Qrleans.LA Pp 1.931- 
1.009 

a Comisl scion ers 02/03/31 202pp 12S6A 022 24X 

Flche* 80-382, 82/03/31. 020407041 5 


6204070416 Tranceript of 820401 hearing In New Orlcanc.LA Pp 1.810- 
2.031 Testimony of C Johnson end 

s Commissioner* 02/04/01 245pp 12867 230 24X 

Flche 30-382,82/04/01.8204070416 


6304070418 Transcript of 820402 hearing in Neu Or I eon*. LA Pp 2.032- 

2. 121 

a Connies loners 82/04/02 95pp 12568 123 24X 

Flche 90-382.02/04/02.8204070418 


8S04230463 Poruiard* B Orlmes. DJ Perrottl.T Urtanit.JU Benton b 
AL Lootahaosh testimony re Contention 17/26 

TU4K.S E Hearing Branch 2 02/04/20 UOLPE. 6 J . JORDAN.U H . 

FOREMAN. H Atomic Safety and Licensing Board Panel ip 12816 297 
24X Flche 30-302,82/04/20.8204230463 


—8204230469 Testimony of BK Grimes re means by Which MRC b FEMA Will 
verify capabilities called for in inslte b offsite 
(margcncy plans Implementad prior to full power OL Prof 
ilual 1 f i cat i ons and 

ORKieS. B K Division of Emergency Preparedness 02/04/20 7pp 
12616 398 24X Fiche 50-382,82/04/20/8204230463 


—6204230476 Testimony of OJ Perrotti re emergency planning. Contention 
17/36 Discusses notification of residents procedures, roads 
nacessary for evacuation b guidance for commencing 
evacuation Prof yualif Icatiorii encl 

PERROTTI. » J EP Licensing Branch 02/04/20 19pp 12816 303 
24X Fiche 50-302. 82/04/20. 82042304 63 


—0204230482 Testimony of T Urban! k re Contention 17/26< 11 Discusses 
manner in which evacuation time estimates for plums 
espoiure pathway emergency planning tone compare to 
NUREO-0694. App A. guidance U/prof qualifications 
UROANIK. r NRC - No Detailed Affiliation Given URBANIK. T 
Battelle Hemorial Institute. Pacific Northwest Laboratory 
82/04/20 9pp 13816 324 S4X Pi che 50-382, 82/04/20, 0204230463 


— 8204230480 Testimony of JW Benton b AL Lookabaugh rs emargency 
planning. Contention 17/26 Discusses provisions for 
notifying residants of evacuatl on. roads to be used b 
ivacuation warning sys Certificate of 8vc end 

BENTON, J if < LOOKABAUGH, A L Federal Emergency Management Agency 
82/04/20 20pp 12816 333 24X Fiche 50-382,82/04/20.0304230463 


0204830495 Forwards RO Anarello.A Tsaggerls. RJ Perry. KP Twine. JH 
Luncas.BP Had ere. RN Myers b JJ Maura testimony b OB 
Hutchison b JI Fabrlkent rebuttal testimony 

ChUfiCHitU. Q U Shaw, Pittman. Potts b Troubridgt CHURCHILL. B. U 
Louisiana Power b Light Co 82/04/20 WOLFE, S J . FOREMAN. H , 
XROAN.N H Atomic Bafaty and Licensing Doard Pant! 3pp 
12B15.001 24X Flche- 30-382. 02/04/20,8204230498 


—0204230903 Testimony of RO Aziarello.A Tsagggerit b RJ Perry on 
radiological emergency response plansiContentions 17/26(11 
(a> b ■ic - f) Discusses provtsloni for notifying 
risldenti of evacuation procedure*. N/prof quellf ieetion*. 
AZIARELLO.H 0 , T8AQ0ARI8,A , PERRY. R J Louisiana Power b Light 
«» 82/04/20 aOpp I291S 004 84X FI c he- 50-302. 82/04/20. 

62D4230495 


— 8204230916 Testimony of BP Madere re radio 1 oglcal emergency response 
plan* Describes preparation b provision* of St John the 
Baptilst Perish emergency plan 

MADERE, 8 P Louisiana Power b tight Co MADERE. B P Affiliation 
Unknown 02/04/20 16pp 1E815 090 24X Flche 50-382,02/04/20. 

62042 30499 


— 02O423O:U9 Testimony of RU Kyars on radiolog leal emergency response 
plans Emergency plan meets evaluation criteria re evacuation 
of general public for lo-mile plums eeposure pathway 
emergency penning tone 

MYERS, A N Louisiana Power b Light Co fCYERB. R W Louisiana. 
6tit* of 82/04/20 lipp 13815 067 24X Flche 30-382,08/04/20. 

8204230.199 


— B204830S24 Testimony of JJ Maure ra use of potassium iodide as thyroid 
blocking agent, Confeantlon 17/26(21 No current accepted 
public health practice atlstc which provides for potassium 
iodide utse by gensral public Prof qual 1 f 1 cations encl 
MAURO. J .,1 Louisiana Power b Light Co MAHO. J J Ebasco 
Services. Inc (subs of Enserch Corp ) 82/04/20, llpp 

12019 07a 24X Fiche 90-382,82/04/20.8204230499 


— 8204230529 R'ebuttal testimony of OB Hutchinson on Contention B/9 
Comuents on lOJ Brass paper presented at Symposium on 
Effects of Humans of Eipoturc to Low Levels of toniiing 
Red letl on. I'rof qualifications end, 

HUTCHINSON, G 0 Louisiana Power b Light Co HUTCH1NS0N,0 D 
Harvard Uni V 82/04/20 36pp 12013 089. 84X 

Fiche 50-38 2,82/04/20. 8204230 499 


— 8304230533 Rebuttal testimony of Jl Fabrifcant on Contention 6/9 Refutes 
IDJ Srois asiestm.ent of validity of b iostatistieat 
tschnlquee b elimination of risk in DEIR III rapt Prof 
qualificati'ons b Certificate of Sve end 

FA0RIKANT, J I Louisiana Power b Light Co FADRIKANT. J I 
California, Univ of, San Francisco 62/04/20 59pp 12019 126 
24X Fiche »0-382. 03/04/20, 8204230499 


DOCKET 50-387 SUSOUEHANNA STEAH ELECTRIC STATION, UNIT 1 


A Appllcbtlon/csnstruetlon stage documents b correspondence 


S204S30[ie Notification of 820316 meeting w/Licentlng Review Group 1 
In Bethesda.MD to discuss BHR STS 

FAULKNER, H i3tendar dilation b Special Projects Branch SS/03/19 
MILLERiJ ft Stiinderd 1 latlon b Special Projects Branch llpp 
12660 050 24X FI Cbo: 90-000, 82/03/ 19. 02041 30110 


6204200199 Forward* Amend 43 to application to OLs, containing Revision 
29 to FSAR Revision correct* typographical error* b add* 
clarification b iidltortal changes 

CURTIS. N If PsnMsylvania Power b Light Co 82/03/22 SCHUENCER.A 
Licensing Branch 2 4pp 12740-099 24X Flche 90-387,02/03/22, 

8204200199 


—8204200203 Amsnd 43 to application for Cl-s 

CURTI8.N M Pennsylvania Pouar 6 Light Co 62/03/22. Ip 
12740 063. 24X FI c ha 90-307, 82/03/22.8204200199 


8204210030 Sum-nary (if 820311 meeting w/ulll ra design of remote 
shutdown panel b info requested in NRC 820219 Itr 
PERCH, R L Licensing Branch 2 3S/03/2S. Licensing Branch 2 

lOpp 12012 no. 24X Flche 50-397.82/03/29.0204210038 


6S04210632 Suffletary oi* 820317 meeting w/utll re analysis used by util to 
evaluate eonsequencee of gas pipeline braat b effect on 
facility 

PERCH.R L Licensing Branch 2 82/03/25 Licensing Branch 2 

Bpp 12794 094 2.1X Flche 90-3B7, 82/03/25, 8204210632 


8204130481 Advise* that natural gas pipellna in vicinity of facility 
need* to be relocateci to distance where rupture will have 
no adverse affects upon plant, in rasponse to util 020121 
response to NRC 01122.9 request for addl Info. 

TEOeSCO.R L Asslstar.it Oirtetor for Licensing, 02/03/30 
CURTIS. N H. Ptnnsylvania Power U Light Co. 3pp 12661 193 84X 

Flche* 90-397, 82/03/30, 13204190481 


—0204230510 Testimony of KP Twine re Contention 17/2* (iKb) on 
radiological emergency response plan. Evacuation time 
sstlmate study realistically show* evecuation of plum* 
emergency planning zone possible H/prof quallf Icetlon* 
TUINE.K P Louisiana Power b Light Co TWINE, K P Ebasco 
Strvices. Inc (subs, of Enserch Corp ) 02/04/20. 9pp 

12315 034 24X Flche 90-382,02/04/20,8204230499. 


-8204230913 Testimony of JM Lucas on radiological emergency responta 
plan Areas of parish within emergency planning zone can be 
evacuated In event of serlou* radiological accident 
LUCAS. J M. Louisiana Power b Light Co. LUCAS. J. M. Affiliation 
Untnoun 82/04/20 Spp 12819 043 a4X Flche 50-302,02/04/20, 


8204230499 


8204080379 Forwards "Oeslitn Aseaesment Rapt.” Vol 2.Revl*lan 6 

CURTie.N. H. FennsylvanHa Power b Light Co. 02/04/02 SCHMENCER.A, 
Licensing Branch 2 if. 12609:124 24X Flche. 80-387, B2/O4/02, 

0204080379. 


—8204000309 "Design Assessment Rapt." Vol 2, Revision 6. 

* Pennsylvania Power & Light Co. 02/0-4/30. 9aopp. 12607-126, 
24X Fiche: 90-387, 02/04/(12,6204000379 
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6204280495 Not! f J e«tl oti oi* 020412 mtttlng u/'uiil in e«th*4d«jM0 to 
dlccut* g 4 » piptlln* lt«U» 

PERCH, R i.lc»n»ltij Branch S. 02/04/02 BCHWENCER.A Lleoniilns 
Branch 2 Spp 12870.335 24X Flcha 50-307,02/04/02,8204260495 


8204290479 fta<iuaiti info ra avaluation of JiifilrodgnantJ c loadt irii control 
rod drlva igi for facititg Plan to ralnforca compcnanti 
raqijtitad ihould load calculation! aicaad praitnt -dtslgn 
baali ftructural load! RBipon»a raqufttad ulthln 7 dagi 
3CHHEHCER<A Llcanving Branch 2 82/04/05 CURTIS, N H 

PannayLvanla Pawar & Light Co 3pp, 12895 093 24X 

FIcha 30-OB7, 82/04/05, 8204290479 


9204090300 Forward* Raviiion 2 to ''Suiqurharna Btaam Eieetrlt, Station 
Environ Qualification Rapt far Clai* IE Eautpciant iPhata 
III Bvbmltta t }. “ 

CURTia, N, W, Pannaylvanla Powar tc Light Co. 82/04/Oi, SCHWENCERiA 
Llcentlng Branch 2. Ip 12625.301 24X Flcha 50-367,82/04/06, 

9204090300 


'8204090385 Ravlaloti 2 to ‘'8u*quaJianna Staam Elactrlc Station Environ 
Qualification Rapt for Cta** IE Equipmant (Pha<a III 
Butnittal) " 

a Pannaylvania Pouar & Light Co 82/04/06 4S0pp 12625 303 
24X Flcha. 50-367, 82/04/06, 0204090380 


Q204270S69 Board Notification 83-31 foruarding Info ra hgidrodgnamlc 
loads In control rod drlva igs dua to fast scram actuation 
TE0E8C0, R U Assistant Olractor for Licanslng 82/04/06 Atomic 
Bafstg and Licanslng Board Panal. 9pp. 12872 107 24 X 

Flcha 50-000, 82/04/06,8304270569. 


6204290086 Boar,! Notification 62-32. forwarding summarg aif 620317 
maatlng providing currant status ra natural gas pipallnt 
is sua 

TCDEBCO, R L. Aislitant Dirac tor for Licanslng. 82/04/06. 

OLEASON, J P , BRIOHr, 0 D , PURDONiP J. Atomic 8afatg and Licanslng 
Board Panal. Spp. 1289 9 239 24X Flcha 50-387, 62/04 /06, 6204290086 


6204160614 Raquasts that acamptlon from provisions of IOCFR70 24 bt 
Incorporatad In OLi.Utll will contl-nua to racat va, pos'i* ss, 
ttora, Inspact t< pactaga unirradlatad nuclaar fual for 
transport afttr racfipt of OL. 

CURTIB, N U Pannsglvanla Pouar ft Light CO’ 02/04/131. SCHMENCER,A 
Licanslng Branch 2. Ip, 12700.059, 24X Flcha 50-3^17,02/04/13, 

8204160614 


8204160152 Oantric Ltr 92-07 to all BUft plant llcansatts ft applicant* ra 
transmittal of HUREO-0909 ralatlva to Olnna tuba rufituri 
M/o and NUREO. List of NRC raclplanti end 

EtSENHUTrO.O Division of Licensing 02/04/15, ' Gommoniiiaa 1th 

Edison Co BERRY, 0 T Pouar Authoritg of the State of Maw York 
BAUER, e.O. Philadelphia Electric Co. 7pf 12787: 196 24X 

Flcha- 90-000. 82/04/15,0204160192 


B204230432 Raspon-dt to NRC 620409 ltr ra fast scram hgdrodgnaml c loads 
on control rod drlva tgs Prallmlnarg rapt on uatarhammar 
load conplatad by Talsdgne Englnaarlng 8vct Complatf 
rasponsa aspactad bg 621231 

CURTIS, N.N Pannaglvanla Power ft Light Co 82/04./19 BCHUENCER, A 
Licensing Branch 2 2pp 12816 270. 24X Flcht. ;t0-3a7,82/04/19, 

6204230432. 


6204210295 Oaiiarlc Ltr B2— 09 to all powar reactor 1 icanaaas, app 1 lean ti 
for DL, NBB8 vendors ft reactor vendors re anyiron 
q.vall#lcatlDn of saf atg-ra latad alactrical aqulpmant. 

NRC position ra qualification raquiranants and. 

EIBENHUT, D. 0 Division of Li earning 02/0 4/20. HAUSPUR9, A 
Consol idatad Edison Co. of Ntw Vort 10pp 126.62:337, 24X 

Flcha; SD-OOO, 02/04/20.8204210295, 


0204230409 Dlscussas 820400 maatlng u/Contalnmant Bgs Branch ra 
chugging load definition ra selection of chug start times 
Formal documentation of acceleration rasponsa fipaetra ft 
vortflcation of wall chug sourcas provided hg Mag 1982 
CURTIS, H W Penns vl van! a Pouar ft Light Co 82/04/20. BCHWENCER.A, 

Llcanalng Branch 2. 10pp. 12817:119 24X F'icha 50-387,62/04/20, 

6204230409, 


8204260310 Suatmarg of 820412 maatlng u/utll ft Bachtal ra proposal 
solution to gas pipaltna Issua. 

PERCH, R L. Licanslng Branch 2 82/04/20 Licanslng Branch 2 

12pp. 12861: 175. 24X Flcha: 50-387, 82/04/2 0,8204260310. 


0204260490 Forwards Amend 4S to application for OLs, containing 
Revision J to iscurltg plan 

OURTtS.N. U. Pannsglvania Pouar ft Light Cd, 02/04/23 SCHNENCER. A 
Licensing Branch 2. tp. 12667,231. 24X Fiche: 50-307, 02/04/23. 

8204280490 


—8204280510 Amend 45 to application for OL, c ontalning Revision J to 
aacurltg plan Revision withheld (raf 10CFR2 7901 
CURTIB, N U Pannaglvanla Power ft Light Co SS/04/23 Ip 
12067 232 24X Fiche 90-387,82/04/23,8204260490 


8204300460 Forwards clarification of Revision 2 of environ 
qua 1 1 f lea t Ian rapt par 820420 talcon 

CURTIS, N U Pannaglvanla Power ft Light Co 82/04/27 SCHUENCER.A 
Licanslng Branch 2 194pp 12889 27? 24X Fiche 50-367,82/04/27, 
8204300460 


E NRC Safety Evaluation Report ISERl, luppla ft correspondence 


8204270267 Forwards update to B10S19 ft 0616 responses to FSAR Quastlona 
121 14,121 IS ft 121 16, per SER Issue 19 Revision Includes 
current info from preaarvlce exam 

CURTIS, N U Pennsylvania Power ft Light Co 82/04/23 BCHdENCER. A 
Licanilng Branch 2 lOpp 12853 097 24X Fiche 50-367.82/04/23, 

8204270267 


F Security, medical, emergency ft fire protection plans 


0204060-033 Forwards initial submittal to FEMA of facility emergency 
ecerciit objective for B2O3I0 axarcisa NRC, FEMA ft PENA will 
ba notified of tentative schedule for meeting to discuss 
Nar exsrcist 

WIKE.C R Pennsylvania Power ft Light Co 02/01/26 HAYNES. R C 
Region 1, Phi ladalph la. Office of the Director <81/03/011 26pp 
12553 252 24X Fiche 50-307,82/01/26,6204060033 


0204260022 Summary of 820311 meeting u/util in Bttbesda.HD re flra 
protection List of attendees end 

PERCHtR L Licensing Branch 2 82/03/23 Licensing Branch 2 

4pp 12043 357 24X Fiche 50-307,82/03/23,8204260022 


8204120163 Release* public version of pages to Re vision D to EP-IP-012 
FELTON, J M PI vision of Rules and Records 82/03/29 Document 
Management Branch Ip 12654 IBl 24X Fiche 90-367,82/03/29, 
0204120163 


— 0204120166 Foruiardi public version of Pages 12-17 of Revision O to 
EP-IP-012 Receipt form end 

a Pennsylvania Power ft Light Co 82/03/16 DENTON, H R NRC - H-o 
Detailed Affiliation Given Ip 12654 162 24X 

Flcha 90-387,62/03/29,8204120163 


-8204120171 Public version of Pages 12-17 of Revision D to EP-IP-Oia 
a Pennsylvania Power ft Light Co 82/03/16 6pp 12654 193 24X 

Fiche 50-307,62/03/29.6204120163 


6204090152 Requests copies of licensee/applicant raquests for 
extension or exemption re implementation of 10CFR73 21 
Only Haddam Ned -ft Millstone have submitted fees ft fee 
forms 

TREHPERi L License Fee Management Branch. 02/04/05 Office cf 
Nuclear Reactor Regulation, Director Ip 12633 260 24X 

Fiche 50-000,82/04/05,0204090152 


8204270407 Forwards IE Insp Bept 90-307/02-06 on 020317-19 No 
none amp 1 lance no tad 

SMITH, 0 H Division of Emergency Preparedness ft Dperatlonel Support 
82/04/12 CURTIS, N U Pennsylvania Power ft Light Co 2pp 
12040 183 24X Fiche 90-307.02/04/12,8204270407 


—0204270412 IE Insp Rapt 50-387/82-06 on 820317-19 No none ompl lane* 
noted Major araai Inspected , emergency preparedness insp ft 
abservatlon of licensee preop eratl ana 1 emergency exercise 
U0JNA8, E J , CROCKER, H U Division of Emergency Prsparednesi ft 
apcratlonat Support, 62/04/08 Spp 12846 IBS 24X 
Fiche 50-367,62/04/12,8204270407 


6204280490 Forwards Amend 45 to application for OLs, containing 
Rovislon J tp security plan 

CURTIS, M U Pennsylvania Power ft Light Co. 62/04/23 8CHUENCER, A 
Licensing Branch 2. Ip 12667 231 24X Fiche 90-307,82/04/23, 

6204260490 


— B2042B0S10 Amend 4S to application for CX., c ontalning Revision J to 
Sicurltg plan Revision withheld (ref 10CFR2 790) 

CURTIS, N.U Pennsylvania Power ft Light Co 02/04/23 Ip 
12667,232 24X Fiche. 50-387, 02/04/23, 8204280490, 


0. Adjudicetory correspondence 


8204120192 Proposed findings of fact ft conclusions of leu batsd on 
Important new Info ft recommendations to NRC Commlselontr* ft 
Congress Cartiflcats of 9vc end 

HALLIOAN.T Cittxans Against Nuclear Dangers 62/04/02. lOpp 
12636 107 24X Flcha 50-307,62/04/02,0204120192 
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@2041^0008 Aniucr oppofing Ctki<«n< Agairisi Nucliiar Dang«r« SZOOSt 
flintlon !•» Btruick •raargentg plan tnt*rv»nor >ni*charact«rl i»( 
hRC rrgoJition* fc ttstiraong oP appj ic«r>t»t FEMA it PA 
sinargpncg agency Certificate of Svc end 

SILBEROiJS Penneyivanla Power tt Light Co SILBEROi J E Allegheny 
Electric Cooperetiv'ei Inc 8ILBER0> J E ShaiUi Plttmerit Potte St 
trowhrltlge 8S/04/1S Atomic Safety and Licensing Board Panel 
7 pp 12697 003 24X Fiche 80-307.82/04/18.8804160003 


3804160081 Notice of ASLAB constitution TS Moore, chairman. JH Buck ti 
SF Ellperln. members 

SHOEMAKER. C %l Atomic Safety and Licensing Appeal Panel 82/04/13, 
Ip 18698 210 24X Fiche 50-387. 08/04/13, 8204160081 


0204160010 Answer opposing Citizens Against Nuclear Bangers 020336 
motion for various orders Intervenor failure to support 
condusory al legations dictates denial of motion Certificate 
of Svc encl 

CUrCKlN. Hiaring Branch 3 82/04/15 Atomic Safety and 

Licanslng Board Panel 4pp 18697 079 24X Fiche SO-387, 08/04/15, 

8804160010 


8204190363 Forwards IS Info Notices BS-C?. "Cracking in Piplns of 
' Makeup Coolant Lines at BtM Plants" L 82-10. "Following up 
Symptomatic Repairs to Assure Rceotution of Problem " No 
written response required 

HAVNE8, R C fiegion 1. Office of Director 88/03/31 0 'TOOLE, J 0 

Consolidated Edison Co of Mew Vork 3pp 18688 848 84X 

Fiche 90-000. S2/03/3 1. B204 1 3036 5 


8204150462 Forward* IE Bulletin 82-01/ "Alteration of Radiographs of 
Welds in Piping Subateemb 1 lot “ No written retponso 
required. 

MAVNES. P C Region 1. Office of Director 02/03/31 O'TOaLE. .1 
Consolidated Edison Co of New Vork MARTIN. T J Public Service 
electric it Oas Co of New Jersey 6pp, 18683 234 24X 

Fiche 30- 000, 82/03/3 1 . eS04 1 904 68. 


8204310300 ForwerdS IE Sa,feguerd* Insp R«pt 90-387/82-05 on 820816-1? 
No noncomp 1 lane e noted 

MARTIN, r T Division of Engineering 6 Technical Programs. 92/04/01 
CURTIS, N If Pennsylvania Power 8i Light Co. 2pp I2B01 091 24X 

Fiche 90-387,08/04/01,8204210300 


0SO419OO78 Advl Sts that ASLD authorited Issuance of OL aubj to three 
conditions listed in 8S0412 initial decision Two conditions 
imposed over licensee Ir NRC objections 

CUNNINeWAH. 0 H Office of the Esecutlve Legal Director 82/04/19 
DENTONtH R Office of Nuclear Reactor Regulation. Director 3pp 
12726 072 24X Fiche 50-307,02/04/15,0204190073 


8204810460 Response opposing Cltliens Against Nuclear Dangers 830402 
proposed findings of fact t. conclusions of taw Rsgulrcmants 
for reopening record not met No showing that allegations 
raise significant safety issues Certificate of Svc encl 
SIL0ER9. u E Pennsylvania power It Light Co SILBERO, J E Allegheny 
Electric Cooperetlve. Inc SILBERO. J.E Shaw. Pittman. Potts h 
Trowbridge 03/04/13 Spp 12S02 098 34X Fiche 90-307.82/04/13, 

6204810468 


—8804210306 IE Safeguards Insp Rept 90-387/82-05 on 020216-19 No 
noncomp 1 lance noted Major aroa* Inspected physical security 
plan h ifflplaniantation procaduree & security organliatlon 
mgt, pf r sonnel 6 response Detaile withheld <ref 10CFR73. 811 
DUNLAP. J M . OODY. A T Dlvlelon of Engineering «< Technical 
Program* 02/04/01 ip 18801 093 24X Fiche 90-387,83/04/01, 

S2042 10300 


8204030510 Forwards "PA Power t. Light Co Susquehanna Unit 1 Preeervica 
Esam Final Rept" U relief requests 1-10 ui/revltlon to date, 
per 830323 ttleon 

RHOADES, W J Penniylvania Power & Light Co 02/04/02 HUH, H NRC 
- No Detailed Affiliation Oivsn 69pp 12608 071 24X 

Fiche 90-307,02/04/02/8304080510 


8304260111 Eiceptions to ASLD initial decision Certificate of Svc end 
HALLIOAN.T J Cltliens Against Nuclear Dangers 82/04/31 3pp 
12870 879. 24X Fiche 50-307,82/04/21,8204300111 


K Utility Final Safety Analysis Report (F6AR> t< amends 


8204300199 Forwards Amend 43 to application to OLs, containing Revision 
39 to FSAR Revision corrsets typographical errors k adds 
c lar i f ication k editorial changes 

CURTIS, N H Pennsytvenla Power k Light Co 82/03/82. SCHMENCER, A 
Licensing Branch 2 4pp. 13740 059 24X Fiche- 50-387, 62/03/22, 

S204200199 


—3204030514 "PA Power !< Light Co Susquehanna Unit 1 Presarvlc* Eaam 
Final Rept " 

RECIEK, E / MILLER, M F , FORSYTHE. F F Oeneral Electric Co 
82/04/02 40OPP 13606 137 84X Fiche 90-387.82/04/08, 

8204080510 


8204150393 Bubreits revised response to IE Bulletin 80-17, SuppI 2, 
"Failure of 76 of 189 Control Rod* to Fully Insert During 
Scram at BNR " Redundant valves have been Installed & valve 
operators ordered. Affidavit encl 

CUHTtS.N W Pennsylvania Power k Light Co 02/04/07 HAYNES. R 
Region 1. Office of Director Spp 13688*860 24X 

Fiche* 90-307, 83/04/07.8204150393 


— B244200203 Amend 43 to application for CX.* 

CURTIS, N If Pennsylvania Power k Light Co 62/03/32 Ip 
18740 063 24X Fiche 50-397.82/03/22,0304200199 


"9204200205 Revision 29 to FSAR 

CURTIS/ N U Pennsylvania Power k Light Co 02/03/31 400pp 

18740 065 24X Fiche 50-387.82/03/22,0204200199 


Q Inspection reports, IE Bulletins L correspondence 


9204030012 Forwards IE Insp Rept 50-387/82-04 on 820127-0301 <c notice 
of vloietion 

BTAROSrecKl, R Division of Project «< Resident Programs 82/03/19 
CI/ftriS.N N Pannsylvania Power L Light Co Spp 18500 349 S4X 
Fiche 90-387. 08/03/19, 02040209 1 2 


--6204020915 Notice of violation from insp on 020187-0301 

STAROSTECKI.R Division of Project k Resident Programs 88/03/19. 
3pp 18900 347 84X Fiche 90-307,68/03/19,0204080918 


8204870836 Forwards IE Imp Rept 90-367/68-03 on 080308-0407 k notice 
of violation 

STAROSTECKt. R Division of Project Resident Programs. 82/04/0B 
CURTIS, N U Pennsylvania Power If Light Co Spp 18892 333 24X 
Fiche 50-337. 82/04/03, 02O'487O236. 


—0204270241 Notice of violation from insp on 820308-0407 

STAROSTECKI.R Dlviclun Of Project L Res Ident Programs 02/04/08 
2pp 18898 340 Z4X Fiche 90-387,88/04/00,02042710236 


—8204270250 IE Insp Rept 90-387/82-08 on 020300-0407. None ompl 1 ance 
noted failure to foliow preoperatlonal test procedure L RC6 
•ys test vltntesing 

RHOACS.O 0 , MCCANN. J F , MCCABE. E C Division of Ffojsct & 
Resident Programs 62/04/08 Spp 18898 342 84X 

Fiche 90-337,08/04/08,0204870236 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies in Hide Range 
Pressure Instruments Used in Wsstlnghouse Designed Plants " 

8ve list end 

JORDAN, E L Division of Engineering k Quality Assurance 82/04/09 
63pp 12078 342. 24X Fiche 50-000.88/04/09,8202040142 


■9204080521 IE Insp Rept 90-387/82-04 on 820127-0301 None amp 1 i ance 
noted, improper incorporation of test requirement* in 
preoperatlonal tasti k Inadequate control of environ 
condition for activities affecting quality 

RHOAOS.O, 0 , MCCANN, J.F , PUlLANI.S V Division of Projoet b 
Resident Program* 82/03/03 l?pp 12900.390 24X 

Fiche. 30-38 7, 88/03/ 1 9, 88040809 1 8 


B20487O407 Forwards tE Inep Rapt SO-3S7/03-O6 on 820317-19 No 
noneompl lance noted. 

smith, 0 H Division of Emergency Preparednsse (< Operational Support. 
88/D4/t8 CURTIS, N If Pennsylvania Power 6 Light Co 8pp 
18840*103 24X Fiche* 90-387,88/04/18, 8204270407 


8204080479 Respond* to IE Bulletin 79-87, "Loss of Non-Class IE 
Inf iruMontatlon k Control Fewer Sy* Bus During Dperatlon " 

Mdl info re power distribution huso* tuppls 010213,0601, 

0626 h I02i transmittals Response complete 

■CURTIS. N,W Pennsylvania Power «< Light Co. 82/03/29 HAVNES.R 
Rfgion 1. Office of Director. 2pp 12999*211 24X 

Fiche 50-387.02/03/29.8204080479. 


-0204270412 16 Insp Rept 90-387/92-06 on 820317-19 No noneompl lance 
noted MsjoT areas inspected energency preparedness insp k 
observation of liccnseo preoperatlonal emergency exercise 
WDJNAS.e J. , CROCKER.H. W. Division of Emcrganey Preparedness *, 
Operational support. 88/04/08 ffpp 12848:189 84X 

Fiche* 90-387,88/04/12. 8804270407. 


B2O2040143 IE Info Notice 88-12, "Surveillance of Hydraulic 
U/encl svc list 

JORDAN, E L Division of Engineering k Quality Assurance 
64pp. 18873 001. S4X Fiche 80-000,88/04/81,0202040143. 


Snubbers, " 
82/04/21. 
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R Ptrloiftc oporating rtportt (< rilattd coprtipondanca 


0204300339 Forwardi "Samlannual Coat Rapt for Jan-Junt 1901 ” 
OEAUSKV^T H Panntylvanla. State of fRC-09-a0-273 a2/'04/32 

CGBBa L I Dlractor'i OffIca> Offica of Intpaction and Enforcaoiant 
17pp 12691 302 24X Flcha 90-000.62/04/2216204300239 


8 Raportatla occurranca*. LERt l< rtlatad eorratpondanca 


0204010491 Intarin daflclancy rapt ra Agattat £7000 lariaa tlffla-dalag 
relay*. in Itla I ly raportad 020217 Oafactlva ralaye idantiftad 
visually 6y diaphragm colon Ftfty-tuo relay* raturnad to 
vendor for rawort Al*o reportable par 10CFR21 

CURTIS. N W Pennsylvania Pouar «< Light Co 62/03/23 HAYNES. R C 
Region 1. Office of Dlractor 4pp 12481 027 S4X 
Flcha 90-367.82/03/23.6204010491 


0204050113 Final daficlancy rapt ra throttling charactarlst jci of RHR 
sy* throttling valve*. Inl t ial ly raportad on 6111 12. Pr**ent 
valve difc* ulll be replaced prior to fuel loading Alto 
reportable par Part 21 

CURT IS. N W Pennsylvania Po«iar U Light Co 82/03/26 HAYNEB.R C 
Roglon t. Offlca of Dlractor 6pp 12918 277 24X 

riche 90-367.82/03/26.8204090113 


6204210137 Part 21 rapt ra HtiA rtlay* bi/contact lead* not fully 
insulatadr inl tlally raportad 610708 No operating SNR* 
utlllta lubj HKA relay* All potential problem* uill ha 
corrected before itartup 

eHERHOQO.O 0 Oanaral Electric Co 62/04/01 DEYOUNO. R C 
Director's Office. Offlca of Inspection and Enforcement, 4pp 
12004:001. 24X Flcha 90-000,62/04/01,6204210137. 


8304140392 Final daficlancy rapt ra Rosamount Models 1191 tc 1192 
pressure transmitter* u/Typa A or D alactronlc* containing 
amplifier board* u/potantially dafactlva Zanar diode*, 
initially reported 620410 Transmitters raplacad 

CURTfS.N W Panniylvanla Pouar t Light Co 62/04/09 HAYNES, R C. 
Region 1. Offlca of Dlractor 9pp 12662 074 24X 

Fiche 90-367,82/04/09.6204140392 


6204140400 Final daficlancy rapt ra separation of HacAdapt Series HPT 
connacton. initially raportad 811207 All connector! 
identified by action item 2 t< radiographed Nonaec aptabU 
connectors raplacad Also raportad per Part 21 

CURTIS, N W Pennsylvania Pouar It Light Co. B2/O4/0S, HAYNEB.R C 
Region 1, Offlca of Director 4pp 12670 273 24X 

Flcha 90-387,82/04/09,8204140408 


— 8204080389 “Oatlgn A»*«»*<»*nt Rapt." Vol 2. Revision 6. 

a Pennsylvania Powtr 6 Light Co 82/04/30 900pp 1260? 126 

24X Flcha 50-387.82/04/02.8204080379 

8204880499 Notification of 820412 meeting u/util In Oathasda.MD to 
dlecuis gas pipeline issue 

PERCH. R Licensing Branch 2 02/04/02 SCHWENCER. A Licensing 

Branch 2 3pp. 12870 339 24X FI cha 90-387. 82/04/02, 8204200499 


8204890479 Requests info ra evaluation of hydrodynamic loads in control 
rod drive sys for facility Plan to reinforce component* 
r*qu**ttd *hould load calculation* exceed pre*ent detign 
basl* itructural load* Ra*pon*a requested ulthln 7 day* 

SCItMENCER, A. Llcenilng Branch 2 82/04/09 CURTI0, N W 

Panntylvanla Pooler & Light Co 3pp 12899.093 24X 

Flcha 90-387.92/04/09.8204290479 


8204090380 Foruerdt Revi*<on 2 to "Susquehanna Steam Electric Station 
Environ Qualification Rapt for Class IE Equipment (Phato 
III Submi tta 1 ) *' 

CURTI3.N U Pennsylvania Power << Light Co. 62/04/06 SCMUENCER.A 
Licensing Branch 2 Ip 12629 301 24X Fiche 90-387,82/04/06, 

8204090360 


— H204O90369 Revision 2 to "Susquahenna Steam Electric Station Environ 
Ouallf tcatlon Ropt for Class IE Equipment; iPhato III 
submittal 1 ” 

• Pennsylvania Pouar ti Light Co 82/04/06 490pp, 12629 303 

24X Fiche 30-387.82/04/06,6204090380 


820.4870569 Board Notification 62-31 forwarding info re hydrodynsnit 
Iciads in control rod drive sys due to fast scram actuation 
TE'CescO. R L Assistant Director for Licensing 02/04/06 Atonic 
Safety and Licensing Board Panel 9pp 12872 107. 24X 

Fl.rh*- 90-000. 82/04/06. 8204270969 


8204290086 Board Notification 62-32 forwarding summary of 820317 
mswtlng providing current status re natural gat pipeline 
issue 

TEDESCO. R L Assistant Director for Licensing 82/04/06 
OLE'ASON. JP. . BRIOHT.Q 0 . PURDOM.P J Atomic Safety and Licensing 
Board Panel. 3pp, 12899 239 24X Flcha 90-387,82/04/06,8204290036 


8204160614 Request* that exemption from provision* of 10CFR70 24 be 
incorporated in OLs Util will continue to r eceive. potsoss . 
stsire. inspect (i package unirradlatcd nuclear fuel for 
transport after receipt of OL 

CURTIS.N H Pennsylvania Power «< Light Co 02/04/13 8CHHENCEH, A 
Licensing Branch 2. Ip 12700 039 24X F 1 cha' 30-387. 02/04/ 13. 

8204160614 


DOCKET 50-388 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 
A Applicatlon/constrvctton stage documents 6 correspondence 


6204200199 Forward* Amend 43 to application to OL*. containing Revision 
29 to FSAR Revision corrects typographical error* 4c adds 
clarification ti editorial change* 

CURriS. N. H Pennsylvania Power V Light Co 02/03/22 SCHWENCER. A 
Licensing Branch 2 4pp 12740'099 24X Fiche 80-387,82/03/22, 

8204200199 


—8204200203 Amend 43 to application for OLs 

CURTIS.N H Pennsylvania Power & Light Co 82/03/22 la 
12740 063 24X Flchf 90-387, 82/03/22,6204200199 


B2041&O192 Oeneric Ltr 02-07 to all BWR plant licensees ti applicants re 
transmittal of NURBO-0909 relative to Olnna tube rupture 
U/o tncl NUREO List of NRC recipients end 

ElBEflHUT.DO Division of Licensing 82/04/15. Commoniut a Ith 

EdlsUn Co BERRV.O T Power Authority of the State of New York. 
BAUERcE O Philadelphia Electric Co 7pp. 12707.196 24X 

Flcha. 50-000. 02/04/13.0204160152 


8204230432 Responds to NRC 820409 ltr re fast scram hydrodynamic loads 
on control rod drlvs sys Preliminary rapt or waterhanmer 
load completed by Teledyne Engineering Bve* Complete 
response expected by 021231 

CURTIS, N U. Pennsylvania Power «< Light Co. 62/04/19 SCHWENCER, A 
Licensing Branch 2 2pp 12816,870 24X Fiche 90-307,88/04/19, 

6204S30432. 


8204810038 Bummary of 620311 netting w/utH re design of remate 
shutdown panel fc Info requested in NRC 820219 ltr 
PERCH, R L Licensing Branch 8. 82/03/29 Llcenalna Branch 2 

lOpp 12812.110. a4X Fiche: 30-307, 62/03/29, 6204810038. 

8204810632 Buirmary of 820317 meeting w/util r# anatyels used by util 
evaluate consaqutnees of gas pipeline break 6 effect on 
fee i Uty 

PERCH. R.t. Licensing Branch 8. 88/03/29. Licensing Branch 8. 

Bpp. 12794*094 24X Fiche- 30-367, 82/03/83, 8204810638* 


82041^401 Advises that natural gat pipeline in vicinity of facility 
needs to be relocated to distance where rupture will have * 

no adverse effect* upon plant. In rtsponse to util 820121 
rtsponse to NRC 011822 requast for add I Info. 

Assistant Dlractor for Llcantlng 02/03/30. 

CURTIS. N. M Panniylvanla Powar 6 Light Co, Spa, 12661 193 24 T 

Fiche; 50-387. 62/03/30,8204130401. 1 8661, 103. 24X 


^^CORTIS^N [*’^“ 511 !!! **•••*?•*** Vol SiRavUion 6. 

CWTISiN H. Ptnnsylvanla Power fc Light Co. 62/04/02. SCHWENCER. A 


6204210299 Oanarlc Ltr 82-09 to all power reactor licensee*, applicant* 
for OL. N088 vendors 6 reactor vendors re environ 
qualification of f af ety-relatod electrical equipment. 

NRC position re qualification requlrameot# encl. 

EISENHUT, D 0 Division of Licensing. 88/04/20 HAUSPURO. A 
Consolldatsd Edison Co. of New York ISpp 1 2062 • 337. 24X 
Fiche. 90-000, 82/04/80,6804810299. 


6204230409 Discusses 820408 meeting w/Coqtalnnient 0yt Branch re 
chugging load daflnltton re selection of chug start time* 

For««al documentation of acceleration rasponsa spectra 61 
verification 0 # wall chug sourco* provided by Hay 1963, 

CURTIS, N.M Pennsylvania Power ti Light Co. 02/04/20. SCHWENCER, A 
Licensing Branch 8 . lOpp 18817:119 84X Fiche. 90-387, 02/04/20, 

0204230409. 


8204260310 Gumaiary of 020418 meeting w/utll 1< BechtoJ re proposed 
solution to gat pipeline Issue, 

PERCH<A L. Licensing Branch 2, 88/04/80. Licensing Branch 2. 

12 pp 186611 179. a4X Plchaj 80-387/ 82/04/20. 8804260310, 


0204280490 Forwards Amend 45 to application for OLs. containing 
Revision U to security plan 

CURTIBxN. W. Pennsylvania Power 6 Light Co. 08/04/23. eCKWENCERiA 
**’• ‘28^7; 231. 24X FI the: 80-307, 82/04/23. 
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— 82O'4SS0$l 0 An^end 45 to application for CX.< c ontaining ilevision J to 
cacuritg plan Revision uithhold Irof IOCFR2 790) 

CURTISiN H Pennsylvania Pouer U Light Co Q2/04/S3 Ip 
12B67 232 24XFlch9 50-397,02/04/23.6304280490 


0204300460 Foruiards clarification of Revision 2 of environ 
4 uiel if lea 1 1 on rept per 020420 telcon 

CORTIS.N W Pennsylvania Pouier ti Light Co 82/04/27 SCHWENCER, A 
Llcenelng Branch 2 194pp 12009 279 24X Fiche 50-307,82/04/27, 
B20 4300460 


E Safety Evaluation Report (9ER>, suppls Sc correspondence 


8204270267 Foruardf update to 010519 h 0616 responses to FSAR Ouesttons 
121 14,121 15 Sc 121 16, per &ER Issue 19 Revision includes 
current info Prom preservice eiam 

CUflTIS. N M Pennsylvania Poieor Sc Light Co 82/04/23 SCHWENCER, A 
Licanslng Branch 2 lOpp 12853 097 24X Fiche 50-307,02/04/23. 

0204270267 


f Security, iradical, emergancy S, fire protection plans 


0204060033 Foruiards initial submittal to FEMA of facility emergency 
eeorctsa ob/ective for 82031B exercise NRC, FEMA 6 PEHA mill 
te notified of tentative schedule for meeting to discuss 
Har exercise 

HIKC, C R Pennsylvania Pouier h Light Co 02/01/26 HAYNES, R C 
Region 1, Ph i ladelphla. Office of the Director (01/03/01) 26pp 
I25M 252 24X Fiche 50-387,82/01/26,02040 60033 


6204260022 Burenary of 020311 meeting u/util in Dethesda.HD re fire 
protection List of attendees enc 1 

RERCHcR L Licensing Branch 2 82/03/23 Licensing Branch 2 

4pp 12843 357 24X Fiche 50-387,82/03/23.0204260022 


8204190072 Advises that ASL8 authorlied issuance of QL sutij to three 
conditions listed in 620412 initial decision Tuio conditions 
imposed over licensee fa NRC abjections 

CUNNINOHAN, O H Office of the Executive Legal Director 62/04/15 
OEhITON. H R Office of Nuclear Reactor Regulation, Director 2pp. 
12726 072 24X Fiche 50-387,82/04/15,8204190072 


E20421046B Response opposing Cltixens Against Nuclear Dangers 820402 
proposed findings of fact fa conclusions of laui Requirements 
for reopening record not met No shoujing that allegations 
raise significant safety issues Certificate of Sve end 
8ILSER0, 3 E Pennsylvania Pouer fa Light Co SlLEEROiJ.E Allegheny 
Electric Cooperative, Inc SILSER-OiJjE 8haw> Pittman, Potts fa 
Troubridge 62/04/15 Spp 12002 09 8 2 4X Fiche 50-387,02/04/15, 

8204210460 


0204280111 Exceptions to A0L8 initial decision Certificate of eve end 
HALLIOAN,T J Cltliena Against Nuclear Dangers 02/04/21 Spp 
12870 275 24X FI the- 50-387, 02/04/21 . 8204200111 


K Utility Final Safety Analysis Report iFSAR ) fa amends 


8204200199 Foruiards Amend 43 to application to OLs, containing Revision 
29 to F8AR Raviiion corrects byp agrap tiica 1 errors fa adds 
clarification fa editorial changes 

CURTIS, N W Pennsylvania Pouier fa: Light Co. 82/03/22 6C)4WENCER, A 
Licensing Branch 2 4pp 12740 059 24 X Fiche 50-387,02/03/22, 

020420019? 


—8204200205 Revision 29 to F8AR. 

CURTIS, N W Pennsylvania Peuar fa Light Co 82/03/31 400pp 

12740 065 24X Fiche 50-387, 82/03/22. 88042001 99, 


Q Inepection reporte, IE Bulletins fa correspondence 


8204120163 Releases public version o' 
FECTDMiJ M Division of Rules and 
Na nag fluent Branch Ip 12654 18 1 

8204120163 


— 8204120166 Foruiards public version 
EP-XP-012 Receipt form end 
a Pennsylvania Pouer fa Light Co 
Detailed Affiliation Given tp 
Fiche 50-387,82/03/29,8204120163 


— 0204120171 Public version of Pages 
« Pennsylvania Pouer fa Light Co 
Fiche 50-307,02/03/29,0204120163 


’ pages to Revision D to EP-IP-012 
Records 02/03/29 Document 
24X Fiche 50-307,08/03/29, 


of Pages 12-17 of Revision D to 

02/03/16 DENTON, H R NRG - No 
12654 102 24X 


12-17 of Revision D to EP-lP-0t2 
82/03/16 6pp 12654 183 24X 


8204080479 Responds to IE Bulletin 79-27, "Loss of Nnn-Clasi IE 
Instrumentation fa Control Power Bys Dus During Operation “ 

Addl info re pouier distribution buses suppls 81021310601, 

0028 fa 1021 transmittals Response complete. 

CDRTle, N W Pennsylvania pouer fa Light Co 82/03/29 HAYNES, R 
Region i< Office of Director 2pp 12599 2L1 24X 

Fiche 50-387, 82/03/29,8204080479 


8204150365 Forwards IE Info Notices 02-09, "Cracking In Piping of 
Mslieup Coolant Lines at fifafal Plants" fa 82-10, "Fol lowing up 
Symptomatic Repairs to Assure Resolution of Problem " No 
written response required 

HAYNES, R C Region 1, Office of Director. 82/03/31 O'TOOLE.vl D 
Consolidated Edison Co of Neu York Spp 12682 240 24X 

Fiche 50-000, 82/03/31,8204150365. 


8204280490 Forwards Amend 45 to application for OLs, conta in tng 
Revision J to security plan 

CORTIS, N M Pennsylvania Power fa Light Co 02/04/23 BCHWENCER, A 
Licensing Branch 2 Ip 12867 231, 24X Fiche 50-387,82/04/23, 

8204280490 


— 8204280510 Amend 45 to application for CL, c ontaining Revision v) to 
security plan Revision uiithheld (ref 10CFR2 790) 

CUfiTI8>N N Pennsylvania Power fa Light Co 82/04/23 Ip 
12867 232 24X Fiche 50-387,02/04/23,0204200490 


0 Adjudicatory correspondence 


S2041S0462 Forwards IE Bulletin 82-01, "Alteration of Radiographs of 
Melds in Piping Subasiamb I les " No written response 
requl red 

HAYNES, R.C Region 1, Office of Director. 82/03/31 O'TOOLE, J 
Coneolidated Edison Co of New York, 6pp 12683 234 24X 

Fiche 50-000.02/03/31,8204150462 


8204000910 Forwards "PA Power fa Light Co Sueituehanna Unit 1 Preservicc 
Exam Final Rept" fa relief requests I-IO w/revision to date, 
per 820323 te 1 con 

RHOADES, M 3 Penns ylvanla Power fa Light Co 82/04/02 MUN, M NRC 
- No Detailed Affiliation Oiven 69pp 12608 071. 24X 

Fiche' 50-387, 82/04/02,8204080510 


8204120192 Proposed findings of fact fa conclusions of law based on 
important new lr>fa fa racommenda t ions to NRC Commissioners fa 
Congress Certificate of Sve one I 

KALLJOAN, T Cl tl tens Against Nuclear Dangers 02/04/02 lOpp 
1263* 107 24X Fiche' 50-387, 82/04/02,8204120192 


6204I6DD0B Answer opposing Clttiens Against Nuclear Dangers 820326 
notion re Beruiicl emergency plan Intervenor mlscharaetirl lei 
NRC regulations fa testimony of app l Icants, FEKA fa PA 
emergency agency Certificate of Sve end 

STCGERO, J E Pennsylvania Power fa Light Co 0ILBERO, J E Alleghany 
Electric Conperatlve, Inc 8ILBER0, J E Shaw, Pittman, Potts fa 
Ttowbridge 82/04/12 Atomic Safety and Licensing Board Panel 
7pp 12697 003 24X Fiche' 50-3B7, 82/04/12, B20416000B. 


0204150393 Submits revised response to IE Bulletin 80-17, Suppl 2, 
"Failure of 76 of 109 Control Rode to Fully Ineerb During 
Seram at BIJR " Redundant valves have been initallad fa valve 
operators ord ered, Affidavit encl 

CURTIS, N M Pennsylvania Power fa Light Co 82/04/07 HAYNES, R 
Region 1. Office of Director Spp 12682.260 24X 

Fiche 50-387,02/04/07,8204150393 


0202040142 IE Info Notice 82-11, "Potential Inaccuraciei In Wide Range 
Pressure Instruments Used in Mestlnghouie Designed Plants “ 

Sve list encl 

JORDAN, E L Division of Engineering fa duality Assurance 82/04/09 
63pp. 12078. 342 24X FI che; 50-000, 02/04/09, 8202040142 


8204160021 Notice of A9LAB constitution TB Moore, chairman, JH Buck fa 
3F Eilper in, members 

SHOEHAHER, C, J Atomic Safetg and Licensing Appeal Panel, 

12698 210. 24X Fiche. 50-387,82/04/13, 0204160021 


02/04/13 


6202040143 IE Info Notice 82-12, *'Surva 1 1 lance of Hydraulic Snubbers " 
M/enc 1 SVC 1 1 st. 

JORDAN, E L Division of Enginsaring fa Quality Assurance 62/04/21, 
64pp 12873' 001 24X Fiche 50-000,82/04/21,8202040143 


5204160010 Answer opposing Cl ti tens Against Nuclear Dangers 820326 
action for verloui orders Intervenor failure to support 
ccnclusory allegations dictates dsnial of motion Csrtlflcate 
of Sve end j. 

CUTCHIN. J M Hearing Branch 3. 82/04/15, Atomic Safety ana 

Licensing Board Panel, 4pp. 12697 079. 24X Flchs 50-387,62/04/19, 

82041*0010 


R, Periodic operating reports fa related correspondence 


8204300239 Forwards ''aemlannuel Cost Rept for Jan-June 1981 " 
0ERU3KY, T. M Pennsylvania, State o.f. NRC -05 -80-272, 02/04/22, 

COBB, L. I Director 'i Office. Office of Inspection end Enforcement. 
I7pp 12891 302 24X Fiche; 90-000, 82/04/22, 6204300239, 



DOCKETED ITEMS 


3oa 


S R»port4bl« eccurranceti LERi (i com ipond«nce 


8204010491 Interim deficlenev rept re Agaitat E7000 aeriee time-delag 
r«l«ue> InltU 1 ly reported 820217 Defec t ive releye Identified 
vifually by diephragm colon Flftg-tus relaye returned to 
vendor for reuorlt Alfo reportable per 100^821. 

CURTI8.N U Penney I vanla Pouer (< Light Co e2/'03/23 HA9NES, R C 
Region li Office of Director 4pp 12481 0S7 24X 

Flche 60-387, 92/03/23, 8204010491 


—82040*0034 "environ Qualification Rept & Ouldebook." Revlelon 2 
* Ebaeco Service*, tnc (tubs of Enterch Corp ) 82/03/31 

l,OOOpp I2S60 27A 24X Fiche 30-389,82/04/02,8204060029 


8204090203 Concur* in NRC determination that remaining const aetlv 
t< operation of unit will have no effect on tleted specie* 
und«r jorlidletlon of Fi*h 1< Wildlife Svc 

HANKLAi D J Interior, Dep t of. Fish J, Wildlife Service 02/04/0 
MIRAOLIA,F J Llcen»inp Branch 3 2pp 12627 354 24X 

Fiche 30-369,82/04/05.8204090283 


8204050113 Final deficiency rept re throttling character tetlc s of RHR 
ty* throttling valve*, ini t ial ly reported on 811112 Present 
valve disc* will ba replaced prior to fuel loading Also 
reportable per Part 21 

CURTie.W W Pennsylvania Power 6 Light Co 82/03/26 HAVIfES. R C 
Region t, Office of Director 6pp 12518 277. 24X 

Fiche 50-387,82/03/26,82040 50113 


5204210137 Part 21 rept re HMA relays w/contact leads not fully 
insulated, ini tidily reported 810708 No operating BUR* 
utiliie tub) HHA relay* All pottnilal problen* will be 
corrected before startup 

SHERWOOD, 0 0 Otneral Electric Co 82/04/01 DEVOUNO, R C 
Director'* Office, Office of Inspection and Enforcement 4pp 
1SB04.001 24X Flche'S0-OOI>,e2/O4/Ol, 8204210137 


8204140352 Final deficiency rept re Rotemount Models 1131 & 1152 
pressure transnltteri u/Type A or D electronics containing 
anplifler board* w/potintial ly defective Zener diodes, 
initially reported 820410 Transmitters replactd 

CURTIS. N W Pennsylvania Power 6 Light Co, 92/04/05 HAYNES, R C 
Region 1, Offlet of Director Spp 12662 074 24X 

Fiche 50-387,82/04/05,8204140352 


B20414040B Fipil deficiency rept re separation of MaeAdapt Serle* HPT 
connectors, initially rsportad 811207, All connectors 
idantifled by action item 2 6 radiographed. Nonaccaptab le 
connector* rtplactd Also reportsd per Part 21 

CURTIS, N W Pennsylvania Power ti Light Co 83/04/05, HAYNES, R C 
Region I, Office of Director 4pp 12670.273. 24X 

Fiche 50-387,62/04/05,8204140408 


DOCKET 50-389 3T. LUCIE PLANT, UNIT 2 

A Applicatien/eonstructlan stage documents ti correspondence 


8204210750 Summary of B20301 meeting u/utit in Betheida.HD re 
applicability of Revision 3 of C-E STB to facility 
NERSES, V Licensing Branch 3 02/03/lS Licensing Branch 3 

3pp 12B00 151. 24X Fiche 50-389,82/03/13,020421*750. 


0204220550 Summary of 020309 matting w/utll In Bethesda, HO re 
Installation of seismic te dynamic nuallfleation eRwlpmant 
Util agreed to recheck Inconpleti Items In order to update 
installation status 

NERSES, V Licensing Branch 3. 82/03/18 Licensing Branch 3 

4pp 12622 387 24X Fiche: 80-389, 82/03/10, 8204220550 


9203190001 Osntrlc Ltr 82-05 te all llesnstre of operating power 
reactor* r* p«st-TKt rnoiraments, 

EISENHUT, D 0 Division of Licensing 82/03/19 HAUSPURO, A 
Consolidated Edison Co of New York 7pp 12513' 128 24X 

Fiche 50-000, 02/03/19.8203190001 


9204080009 Submits addl info necessary to complet* rovlsw of tndangersd 
or thraatsned species ais tssmsnt. Updattd assessment end 
H/o end 

MIRA^IA.F U, Operating Reactors Branch 3. 02/03/24. EKBERO, D. R, 

12618'303 84X Fich*' 50-369, 82/03/24, 


82040^096 Submit* addl Info nectsiary to complete review of endangsri 
or threatined species issesinint. Updated assaaement of third 
intake pipeline Impact end. H/o end, 

HIRAOUA.F, J Lleeneing Branch 3, 62/03/84 HANKLA.D.U, 

Interior, Dep t of, Fleh i Wildlife Service 2pp 1861B'304 24X 

FlehtJ 50-369, 82/03/24,6204080096 


8204090132 Cosv.iient* on luppl to tndengered or threatened specie* 
asesssnent for fadllty Rsmalnlng const 6 operation will 
have no effset on listed specie* under dorlsdiction of 
^ relocation program rsAuestod, 

S?2ioLiS F J »"**''‘P»''D.pt,of, Fiih 2 Wildlife Service 82/03/31 
MIRAOLI A, F. J. Licensing Branch 3 ip, I251S'294 24V 

Fiche 50-389,82/03/31,8804080132, ^ 


® “Environ Qua I if Ication Rept b 
Oul(f*baolt ftivitlon incti/dct d«ta In support of Mou 1902 
NRC Equipment Qualification Branch site audit. 

Florida Power 4, Light Co. 82/04/02, EISENHOT.D. 0, 
BM4060029.^ L-i censing, 8pp. 18560; 873 24X FI Che: 5D-3B9, 62/04/02, 


S204290S02 Summary of 620302 meeting w/util in Bethesda, HO re 
equipment qualification 

NERSES, V Licensing Branch 4 82/04/06 Licensing Branch 4 

6pp. 12B95 104, 24X Fiche 50-389,02/04/06,8204890502 


B204130077 Forwards processed marine selemlc reflection lines Lins' 
deveJoped from data collected during Uul 1981 seismic 
rafiection survey 

UHRIO, R E Florida Power t' Light Co 82/04/09 EISENHUT, D 0 
Division of Licensing lOpp 12655 244 24X Fiche 50-389,82/0'' 

B2O4130D77 


8204130079 Forwards minutes of 620309 mocting between NRC, util & 
Ebaico re util seismic qualification review team 6 pump 
4 vaive operability programs 

UHRIOrR E Florida Power i Light Co 82/04/09 EISENHUT. 0 0 
Division of Licensing 3pp 12655 23? 24X Fiche 50-369,62/04/ 

0204130079 


6204130155 Forward* proposed revision to F9AR Section 3 9 3 2 3 re 
program for demonstrating long-term operability of deep 
draft pumps, in response to NRC request, Enel revision will be 
InC'Orporated into next F8AR amend scheduled for 620531 
UHRIO, R E Florida Power 4 Light Co 82/04/09 TEDE3C0, R L 
Assistant Dirsetor for Licensing 2pp 12657 180 24X 

Fiche 50-389,82/04/09,6204130155 


6204260395 Forwirds Revision 19 to Procedure 0030131 re eicestlve Ri 
activity 4 Revision 3 to Procedure 0120032 re plant 
annunciator summary 

WETHY, C M Florida Power 4 Light Co 62/04/12 Director's 
Office, Office of Inspection and Enforcement ip 12667 139 
Fiche 5D-338, 82/04/12, 8804280395 


— 6204280414 Revision 3 to Procedure 0120032, "Excessive RGB Actlvlt 
* Flerlda Power 4 Light Co 02/03/15 7pp 18667 174 24X 

Fiche, 50-333, 62/04/12, 0204280395 


0204270046 Notification of 820511-14 meeting* w/utll on Hutchinson 
Island. FL to discuss review of qualification documentation 
of seiemic equipment 4 pump 4 valve operability. 

NERSESrV Licensing Branch 3 82/04/14 HIRAOLIA.FU Lltensln 

Branch 3 4pp 12873 247 24X Fiche 50-389,02/04/14,0204870040 


8204160155 Oeneric Ltr 08-06 to all PWR plant licensee* 4 applicants 
transmittal of NUftEO-0909 rslatlva to Otnna tuba rupture 
H/o end NUREO List of NRC recipient* enc 1 

EISENHUTiDO Division of Licensing 62/04/19. HAUSPURO, A 
Consolidated Edison Co of New York 7pp 12707.203 84X 

Fiche' 50-000, 82/04/10,6204160159. 


8204800211 Forward* H*r,1982 const/startup progress rspt 

UHRIO, A E. Florid* Power 4 Light Co 00/04/15 EIBBNHUT.D * 
Division of Licensing 2pp 12737' 186 24X Fiche 50-369,02/04/1! 

020420021 1 


equipment availability for insp in flald List updated 
during wk of 820322 by field ualkdown 

UHRIO, R E Florida Power 4 Light Co 82/04/16 EIBENHUT, D 0 
Office of Nuclear Raactor Regulation, Director t9Sep. 12737.84 
84X Fiche. 50-369,82/04/16,8204200209 


8204860130 Advise* that secondary water chemistry monitoring pregraa 
for Unit 3 found acceptable Program for Unit 1 complete 
based on 020329 submittal. 

CLARK, R. A Operating Reactors Branch 3. 82/04/16 UHRIOiH, B 

Florida Power 4 Light Co 2pp. 12855:024 24X 

Fiche 50-339,88/04/16,8204260130 


8204210295 Oeneric Ltr 82-09 to ell power reactor 1 icensits, appICcanti 
for OL, N68S vendor* 4 reactor vendor* re environ 
qualification of safety-related electrical equipment 
NRC position r* qualification raquirements enet. 

EISENHUT,* 0, Olvitlen of Licensing 82/04/20. HAUSPUROiA 

Consolidatsd Edison Co of New York. TALLMAN.W. C. Public Service 
HURBTELL.H L Nsw Orleans Public Service C* 
lapp. 12062 337 24X Fleho; 50-000, 02/04/20, 8204210299. 
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C UtlliCii Environmental Report (ER)i afflendi fc correepondence 


SSOdOSOSOS Forward* Amend A to environ rept 

OHflIO. B e Florida Power & Light Co 83/03/23 EISENHUT. I? 0 
Diviilon of Llceniins Spp 12530 285 2AH Fiche 50-389,82/03/33, 
8204030208 


— 8304050210 Amend 4 to environ rept 

« Florida Power h Light Co 82/03/31 ISOpp 12330 287 24X 

Fiche 50-389,82/03/23,0204050200 


f SecuTltg, medical, emergencg & fire protection plans 


0204230308 Ditcusyei Inherent problem w/4-wire emergencg notification 
eg* telephone circuit To prevent lockupiutil should eneure 
that second call Is not established within 20-s after 
original call 

STOMR, J P Division of Emerjencg Preparedness tt Operational Support 
82/01/29 UHRIO, R E Florida Power U Light Co 4pp 1281h 132 
24/ Fiche 50-000-82/01/29,0204230308 


Q2O423O420 Responds to questions re nature of response during 
emergency, h'RC role during emergency t< need to effectively 
interface w/llcensee organliatlon at technical support ctr t- 
emergency operations facility during response to emergency 
GTOIIR, J P Dlvieton of Emergency Preparedness it Operational Support 
82/01/29 UHfilO, R E Florida Power (< Light Co 7pp 12815 264 
24)C Fiche 50-0 00,02/01/29,8204230420 


B-204230472 Discusses schedule of Info to be submitted by utils In 
advance of emergency preparedness etercise Appropriate state 
b Itjcai agencies should be informed well in advance of 
ecerrisrs to facilitate partic ipati an 

STOHR, vf P Division of Emergency Preparedness ti Operational Support 
82/01/39 UHRIOrR E Florida Power b Light Co. 4pp 12814 294 
24X Fiche 50-000,82/01/29,8204230472 


B304220541 Notification of 020324 meeting u/u 1 1 1, Ebasco It C-E in 
Eethesda, HD re fire protection program 

NERSES, V Liceneing Branch 3 82/03/18 Licensing Branch 3 

spp 12822 349 24X Fiche 50-389,82/03/18,8204220541 


--8204050235 Amend 9 to FSAR 

* Florida Power & Light Co 82/03/31 AOOpp 12S2& 138 24X 

Fiche. 50-389, 82/03/31, 8204050232 


M. Antitrust correspoo donee 


0204020262 Answer to FL Cities 820310 petition to withdraw request for 
Section 105a proceeding NRC doae not oppose request 
Battlement agreement allminates need for hearing Certificate 
of 8vc end 

VOOLERi D H Antttrvat Divlaion 82/03/31 Commissioners 7pp 

12498 142 24X Fiche 50-309,82/03/31,8204020262 


0 Inspection reports, TE Bulletins b correspondence 


0204230286 Forwards summary of 820209 meeting re we Id ing deficiencies 
identified In IE Insp Repts 50-309/81-22.50-309/81-161- 
50-309/81-05 

LONO- F J Division of Project 4c Resident Programs 62/02/19 
UHRlOi R E Florida Poiirer b Light Co 3pp 12016 030 24X 

Fiche 50-389, 82/02/19,8204230286 


9204140420 Forwards lE Insp Repts 50-335/82-08 b 50-389/82-00 on 
820223 No noncomp 1 lance noted 

LONO- F J Division of Project b Resident Programs 02/03/24 
UHRIO.R E Florida Power b Light Co 2pp 12670 160 g4X 
Fiche 50-335-82/03/24-8204140428 


—8204 140431 IE tnsp Rdpts 50-335/82-00 b 50-389/82-08 on 020223 No 
noncomp 1 ten ce noted Major areas inspected emergency 
planning- specifically i nterf acs between licensee 
organiiabion & NRC Region 2 

TAYLOR, F A , JEMtilNB, 0 R Division of Emergency Preparedness b 
Operational Support 02/03/23 4pp. 12670 170 24X 

Fiche 50-335,82/03/24,8204140428 


8204230392 Forwards IE Insp Repts 50-33S/B2-05 b 90-389/02-04 
on 020213-031 0. No noncomp 1 lane e noted 

LONCi, F J Oivtalon of Project b Resident Programs 8S/03/2S 
UHRIO, R E. Florida Power b Light Co. 2pp 12817-012 24X 

Fiche 50-335, 82/03/25, 8204230392 


8204070354 Forwards Revision S to physical security plan Revision 
withheld (ref 10CFR73 21 > 

UliRIO. R E Florida Power b Light Co 02/03/31 EISENHUT- D 0. 
Office of Nuclear Reactor Regulation- Director 2pp, 12574 279 
24K Fiche 90-333,82/03/31-8204070334 


B204t20004 Qunmary of 620324 meeting w/ut(l in DethesiIarMO r> fire 
protection agreements 

NERSES- U Licensing Branch 3 82/03/31 Licensing Brench 3 

4pp 12652 200 24X Fiche. 50-309, 02/03/31 , 8204120004 


82'0‘)O9Oi52 Requests copies of 1 iccnsee/appl leant requests for 
eitanslon or exemption re imp limcnta t ion of 10CFR73 21 
Only Ked'dam Neck b Htllstofie have submitted fees b fee 
forms 

TREHPERfL License Fee Management Branch, 62/04/05 Office of 
Nuclear Reacter Regulation, Director ip 12633*260, 24X 

Fiche. 50-000, 82/04/05, 0204090152 

8234200395 Forwards Revision 19 to Procedure 0030131 rt ticsssivs RC8 
activity b Revision 3 to Procedure QI20032 re plant 
annunciator summery. 

HEIHVfC M Florida Power b Light Co 82/04/12 Director's 
Office, Office of Inspection and Enforesment ip 12867.159 24X 

Flchs 30-339,02/04/12,8204280395 


— S2442804OO Revision 19 to Proesdure 0030131- "Plant Annunciator 
Sum.rary " 

e Florida Poutr b Light Co. 82/03/24. i2pp. 12867 160. 24X 

Fiche 50-33 9, 82/04/12, 0204280395, 


--B204880410 Revision 19 to Procedure 0030131, "Plant Annunciator 
Summary, " Pages pl b DIO. 

s Florida Power b Light Co 82/03/23 4pp. 12867:171 24X 

Fiche 90-335, 82/04/12, 8204280395. 


8204200081 Forwerds minutes of 820302 meeting re fire protection 
tqiRIOfR E Florida Power b Light Co. 82/04/J6 5* . 

Divlmion c# Licensing 2pp 12742*122 24X Fiche* 60-369, 82/04/16, 

0204200081. 


--8204230-109 IE Jnep Repts S0-339/B2-09 b 50-389/82-04 on 820213-0310, 
Ho noncomp 1 lance noted Major areas Inspected followup of IE 
bu 1 let ins, p Ian t opera 1 1 one, survs 1 1 i ance maint b instrument 
ca 1 Ibr. 

ELR0D,8 a , BIB0,H E , DANCE- H C Division of Project b Resident 
Programs 82/03/25 0pp 12817 014 24X Ft Che. 50-335, 82/03/25, 

8204230392 


8204230564 Forwards IE Insp Repts SO-339/82-09 b 50-389/02-09 on 
820301-09 No -none ompl lance noted 

LONO, F J, Division of Project b Resident Programs 82/03/25 
UKRIO.R E Florida Power b Light Co 2pp 12819*226 24X 

Fiche: 50-333- 82/03/25, 8204230964 


—8204230563 IE Insp Repts 90-335/02-09 b 50-309/82-09 on 820301-09 
No nonedmp 1 ianca noted Major areas inspected radwaste 
sh Ipp Ing, Un i t 2 preoperatlon ac tivi ties, IE bulletins b 
circulars b actions on previous followup items. 

URAY, O' B , BARR, K P Division of Engineering b Technlcel Programs 
82/03/24. 6pp, 12015 228 24X Fiche 50-339,83/03/25,8204230964 


8204140372 Forwards IE Info Notice 82-00, "Check Valve Failures on 
Diesel Generator Englna Cooling Sys " No action or raiponie 
requested 

O'REILLY , 0 P. Region 2, Office of 01 r actor 82/03/26. UHRIO, R E 
Florida Power b Light Co 4pp 12670 311. 24X 

Fiche 50-000,82/03/26,8204140372 


0304140329 Act receipt of 020225 b 0311 Itre Informing NRC of steps 
taken to correct violation noted in IE Insp Rept 
50-389/81-29 

LONG, F. J Division of Project b Resident Programs. 82/03/29. 
UHRIO, R E Florida Power b Light Co ip 12662 042 24X 

Fich.e-90-3B9, 82/03/29,8204140325 


—8804140342 Forwards ctar if i catl on of 820229 response to NRC 020119 Itr 
re violatlo-ns noted in IE Inep Rept 90-389/81-29 per 020304 
te 1 con. Vend or drawing for penetration D-1 available during 
insp b weld re Insp act i on. 

UWrO-R E. Florida Power b Light Co 82/03/11 O'REILLY. J.P 
Region 2, Office of Director 4pp. 12662 043, 24X 

Fiche 50-389,82/03/29,8204140329 


t. Utility Final Safety Analysis Rsport (F^RI b amends 


320 4090232 Forwards Amend 9 to FSAR « 

UKRIO.R E Florida Power b Light B2/03/31. Ss/m.-Ji 

UlvlsUn of Licensing. 6pp, 12526:132. 24X Fiche. 90-309, 82/03/31, 

8204050232. 


— 8204140347 Responds to NRC 020119 Itr re violations noted in IE Insp 
Rapt 50-309/81-29 Corrective actions revised procedure for 
numbering weld coupons issued by 020319 b QC piping b 
welding Inspectors Inetructsd on visual insps 
UHRIO, R.E Florida Power b Light Co 82/02/29. O'REILLY, V P 
Regten 2, Office of Director. 7pp 18662 047. 24X 

Fiche: 90-389, 82/03/89, 8804140329 
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■eS04H0351 Forw 4 T(f» IE In*p dipt S0-3B<?/ei-25 on 611214-17 & notica of 
v|oi4 ilon 

0*dEILLV>0 P Raglon 3< Mlantai OffUt of ths Blractor 
(BI/03/011 BS/Ot/W UHRIO. R t Florida Pouior fc Light Co 2pp. 
126*2 054 2At FUn« 30-307.82/03/27.0204140325 


8204270173 Notlfi*-* that otil Intends to 
resolve 6 close out btflletins.circulars 
UHRIO.R E Florida Foyer 6 Light Co 
Division pf Licensing Ip 12853 007 
0204270173 


uort directlg u/lE to 
6 i nfo notices 
^/04/21 EISENHUT. 0 0 
24X Fiche 50-369. 82/04/21 ■ 


—6204140353 Kotlee of violation from insp ois 011214-17 

• Region 2, Atlanta. Office of tht Director (BI/03/01) 02/01/19 

2pp 12662 0S6 24X Fiche 50-387.62/03/27.8204140325. 


— 820-4140359 IE In*p Bept 50-387/81-25 on 011214-17 None otnp 1 1 an c e noted 
(allure to test ivelder gual i f icat Ion test assemhl ies. to 
provide draylng changes to location of fabrication L failure 
to follou V 1 eua 1 Inep procedures 

KLEINSORiJE. H P . HERDT. A R Engineering Inepection Oranch 
82/01/07 lOpp 12*62 050 24X F 1 che" 5 0-387. B2/03/29, 0204 140323 


6204140178 Act receipt of 620322 Itr informing NRC of steps taken to 
correct violations noted in IE tnsp Repte 50-335/81-35 L 
50-399/81-26 

LONO. F J Division of Propiet 6 Resident Programs 82/03/30 
UKRIO.R E Florida Payer (.Light Co. Ip. 12671 014 24X 

Fiche 50-335.82/03/30.6204140198 


8204270170 Advises that response to IE Dull et in 80-07. "Hgdramotor 
Actuator Deficiencies." was submitted in 001031 deficiency 

rapt . . - 

OHRIO.R E Florida Power (< Light Co 
Conltructlon Oranch Ip 12853 067 
0204270170 


83/04/21 Reactor 

24/ Fiche 50-339,62/04/21, 


Periodic operating reports l< related correspondence 


B204300340 Foruapds const/startup progress rept for Mar 1782 
UHRIOiR E Florida Power 6 Light Co B2/04/26 EISENHUT.D O 
Division of Licensing 2pp 12887 171 24X Fiche 50-307.82/04/26. 

8204300340 


8 Reportable occurrences. LERs l< related correspondence 


— 0204140203 Responds to NRC 820210 Itr re violations noted It) IE Insp 
Repts 50-335/01-35 U 50-369/81-26 Corrective actions 
Procedure M-0017 revised. clar i fying noule ring fc set screw 
Installation 

UHBIO. R £ Florida Power (, Light Co 82/03/22 O'REILLY. J P 
Region 2. Office of Director 3pp 12671 015 24X 

Fiche 50-335,03/03/30.8204140193 


B2040B0177 Deficiency rept re diesel g 
suction check valves restricting oil 
pumps Evaluation being performed to 
corrective actions required Nest rep 
UHRtO.fl e Florida Power it Light Co 
Region 2, Office of Director tp 
Fiche* 50-387, 82/03/16, 8204080179 


enerator fuel oil day ta-nk 
flow to fuel oil 
determine cause 6 
t by 820517 

82/03/16 O'REILLY.J P 
12604 205 24X 


— 8204140207 Forwards 1£ Insp Repts 30-335/01-35 & 50-307/81-26 on 
81121I-B20110 6 notice of violation 

LONO.F J Division of Project 4t Res I dent Programs 02/02/ IB. 
UHRIO.R E Florida Pouer L Light Co Spp. 1267t 010. S4X 
Fiche 50-335.82/03/30.8204140173 


82040801I8 Deficiency rept re diesel generator 2A fan belts jumping 8 
flapping at speeds above 700 rpm No margin available for 
adjustment for belt stretch Evaluation being made to 
determine causa & corrective actions 

UHRIO.F E Florida Power t Light Co 02/03/17 O'BEILLY.J P 
Region 2. Office of Director Ip 12607 056 24X 

ETj-ka FA-DR*. n:)/O3/17.02O4OBOllB 


— 8204140215 IE Insp Repts 50-339/81-35 & 50-387/01-26 0 T\ 01 12 H-02OUO. 
Nonconpllanca noted: hfalnt Procedure M-0017. Revision 2. 
inadequately established 6 implemented 

ELROD, 8 A . DIDD.H E . DANCE. H C Division of Project (< Resident 
Programs 82/02/12 7pp 12671 021, 24X Fichs 50-333. B2/03/30, 

0204140178 


0204060174 Deficiency rept re steam generator 2A i— inch noxilas 
being reviewed to determine whether event is reportable 
Final rept will bo submitted by 020517 

UHRIOiR E Florida Power ti Light Co 82/03/17 O’REILLV. J 
Region S. Office of Director Ip 12604 217 24X 

— . mm /Am / 1 T. niindnmni 74 


Problem 

P. 


B204140433 Forwards IE Info Notice 62-10. "Following tip Symptomatic 
Repairs to Assure Resolution ef Problem," 

O'REILLY, J P Region 2. Office of Director 32/03/31, UHRIO.R E 
Florida Power (< Light Co 4pp 12670 005 24)£ 

Fiche' 30-000, 02/03/31. 8204140435 


0204230477 Forwards IE Insp Rapts S0-33S/B2-IO & 50-307/82-11 on 
020307-12 1(0 nonconp 1 lane r noted 

LONO.F J Division of project L Resident Programs 82/04/03. 
UHRIO.R E Florida Power t< Light CO 2pp 12314:246 24X 

Fiche 30-339.82/04/05,0204230477 


8204080324 Interim deficiency rept re solenoid valves In safety 
Injection sys . or 1 3 ina I ly reported on 020210 Problem being 
reviewed to determine deficiency status Final rept to be 
mb'nifctiB'd 6S091Q 

E Florida Fo^er & Light Co 82/03/17 0'REILCV»J P 
Region 2. Office of Director Ip 12612 143 24X 

Fiche 90-307, 92/03/17i 820 4000324 


T Hearing transcripts on non-entitrust matters 


— 82042304B3 IE Insp Repts 50-333/82-10 U 50-389/82-11 on 820309-12 No 
noncomp I iancf noted Major areas inspected ' tel tmic analysis 
for as-built laf ety-rel atad piping lys (IE Bulletin 79-14) & 
pipe support baseplate designs 

ANO. M P, 1 HERDT, A fl Division of Engineering It Technical Progranii. 
82/04/02 5pp. 12814 248 24X Fiche 50-335.02/04/05.8204230477 


8204010236 Transcript of ACRS Bob comm It tee on AC/DC Power 8ys 
Reliability 020330 meeting in Washing ton, DC Pp 1-256 
Uiewgraphs bs supporting documentation and 

* ACRB - Advisory Committee on Reactor flaf eguards 82/03/30 
337pp 12470 062 24K Fiche 30-309.02/23/30.0204010236 


8202040142 IE Info Notice 82— 11. "Potential Inaccuracies in Wide Range 
Pressure tnetruments Used in Westlnghousa Designed Plants. " 

Sve list end 

vJORDANi E L Division of Engineering (i Quality Assurance 62/04/09. 
63pp I2B79 342 24X Fiche 50-000,02/04/09,6202040142. 


8204140401 Forwards IE Bullatln 02-01, "Alteration of Radiographs of 
Welds in Piping Bubaeitmb 1 Its " 

O'REILLYrJ P Region 2, Office of Director. 02/04/13. UHRIO.R. E 
Florida Power & Light Co Spp 12670 398. 24X 

Fiche* 50-000. 02/04/13. 62041 4040 1 . 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT. UNIT 1 
A Appl Icat lon/cone true tion stage document* 6 correspondence 

0204230247 Confirms 020201 arrangements for 820217-18 mgt meeting (. 
site visit to discuss progress towards resolution of 
identified concerns tt to observe const progress Mgt agenda 

0*'REILLY. J P, Raglon 2. Office of Director 62/02/09 PARRIB.H® 
Tennessee Valley Authority 2pp 12017 360 24X 

Fiche 90-390,82/02/09,8204230247 


0204140442 Forwards IE Info Notice 82-09. "Cracking in Piping o.P 
Makeup Coolant Llnei at BtiW Plants." to be ravlewtd for 
possible applicability 

O'REILLY. J P Region 2. Office of Director 82/04/13 UHRIO.R E, 
Florida Power b Light Co UONES.J, A Carolina Power tc Light Co. 
OAlLiL C Duka Power Co 4pp, 12666:251. 24X 

Flche*S0-000. 82/04/13, 8204140442, 


8202040143 IE Info Notice 82-12, "Surveillance of Hydraulic Snubbers " 
M/sncI SVC list 

JORDAN. E L, Division of Engineering L Quality Aesurance 82/04/21 
64pp. 12073 DO 1 24X Fiche: 90-000. 82/04/21,8202040143. 


204210074 Summary of 820219 meeting w/utile b Westlnghousa In 
Hsthesda.KD re Westlnghouse Model D steam generators List 

CHEBlW^B.H Licensing Branch I 82/03/12 

Licensing Rraneh I. liZpP 12812 001 24X Fiche 50-000,62/03/12. 




0203190001 Generic Ltr 83-05 to all lice 
reactors re poi t'TMI requlrsmin ti 
ElSENHUr.D 0, Division of Licensing 
Consolidated Edison Co, of New York 
Fiche 90-000.82/03/19.0203190001 


nieei of operating power 

82/03/19 HAUSPURO. A. 
7pp 12913 120 24X 
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SS04080369 r«ru«ril* B«r Nuclear Plant Lliiuafaction Evaluation of 

Eaaantial Hau Cooling Water Pipeline Routet ” final rept. 

HILLS. L M Tenneeiee Valleg Author 1 1« 82/03/1'? ADEN9AM, E. 

Licensing Branch 4. Ip 12898 OSS 24X Flehe 90-390.02/03/19. 
e2040aO3h9 


— 820408O36B "Watt* Bar Nuclear Plant Lliuefactlon Evaluation of 
Eieentlal Rate Cooling Water Pipeline Route.” final rept 
fleven oversiie figures enc 1 Aperture car<<s are available in 
POR 

a Tennessee Valley Authority « Wooduard-Clyde Consultants. Inc. 
CEB 02-A ROI. 82/03/17 IBlpp 12398 060 24X 

Flche 90-390.82/03/19.8204080365 


9204230177 Suniniary of 820310 tclcon (ii/util (t Woodteard-Cly de in 
BathesdaiKD re S20209 Interim cost rept on liquefaction 
potential beneath the ERCM 4i Close IE electrical conduit 
HeNMJN. T j Licensing Branch 4 82/03/23 Licensing Branch 4 

4pp 12843 172 24X Flche 30-390.82/03/23.8804230177 


8204020569 Forwards revisions to FSAR Section 11 9 Section re vol 
reduction I sol Idlf Ication sys has been deleted All 
solidification processes ulll be conducted le/vendor-supplied 
000.0000 control program 

HILLS. L H Tennassee Valley Authority 82/03/29 A0EN8AH. E 
LI tens ins Branch 4 8pp 12499 323 24X Flche 90-390.82/03/29. 

82O4020S69 


8304090313 Responds to 020322 meeting u/NRC re OA program t< fuel 
handling tools tt equipment Reactor vessel head lifting rig 
net part of t let of equipment to prevent, ml tlgate or aid In 
recavery from postulated accidents 

HILLB.L M Tennassee Valley Authority B2/03/29 ADENSAN. E 
Licensing Branch 4 2pp. 12330,282 24X Flche 30-390,82/03/29. 

B2040S03I3 


8204060197 Responds to 820312 telcon re seismic qualification revieu 
team audit. Initially icheduled for ut of 820419 Delay of 
audit until after 820426 requested 

NILLS.L li Tennassee Valley Authority B2/03/30 ADENSAH. E 
Licensing Branch 4 Ip 12397 270 24X Flche 30-390,82/03/30. 

8204060137 


8204070252 Discusses design criteria of piping ti electrical components 
re differential settlement betuicen rock supported 
itructures 

HILLB.L H Tennessee Valley Authority 82/04/02 ADENSAH. E 
Licensing Branch 4 2pp 12629 266 24X Flche 30-390. S2/04/02. 

83040902S2 


8204090414 Advises that individual has bean appointed to monitor 
Mrstinghouse Investigation of preheater problem for Model 0 
steam generators Design mods will be selected by Apr I9B2 
v/wori beginning IR ilul 1982 it completed by Apr 1983 
HtLLS.L f1 Tennessee Valley Authority 82/04/02 ADENSAH. E 
Licenelng Branch 4 2pp 12684:126 84X Flche 30-390.82/04/02. 

8204090414 


0204210527 Summary nf 820312 talcon u/util re seismic equipment 
qua 1 1 f |cat Ion. 

KENTON. T J Licensing Branch 4 S8/04/02. Licensing Branch 4 

4pp X2B1 1.201 24X Flche 90-390.82/04/02.8204210927 


6204210406 Notification of 820436 mgt meeting u/utll in Bethesda.MD to 
ditcusi OA program & determine If addi revlewe required, 
due to. recent problemt found In quality design (i const at 
several plants 

KENVQN. r J Licensing Branch 4. 82/04/08 ADEN3AH.E. 0, Licensing 

Sranch 4 Sp p. 12B00. 299 24X Flche 30-390,88/04/08.8204210406. 


0304(40144 Foru/ards avaluatlen of containment depressor 1 letlon caused 
by inadvertent containment spray or air return actuation 
HILLSiL.H Tenneeeee Valley Authority 88/04/09 ADENSAH. E 
Licensing Branch 4. 6pp 18669:080 84X Flche. 30-390, 82/04/09. 

8304140144 


8304210299 Osncrlc Ltr 82-09 to all power reactor 1 Iceneess. app 1 icants 
for OL. NS8S vendors t. reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC potltlon re qualification roqulrements end 
EISENHUT, D. 0 Division of Licensing. B2/04/20 HAWSFURO. A 
Confolldeted Edison Co of New York 18pp. 12962 337 24X 

Flche 30-000. 82/04/80,8204810293 


8204S60206 Forwards Info re NRC 020487-30 seismic qual 1 f i ca tion review 
team audit. Inc ludlng specific details for equipment 
specified Informelly by NRC 

HILLB.L M Tennesiee Valley Authority 82/04/31 ADEN6AH, E 
Licensing Branch 4 430pp 1SB35 197 34X Flche 30-390,83/04/81. 

8204260806 


8304260238 Forwards addl info re initial test program 6 position re 
compliance u/NRC Reg Ouide 1 6Bjilovision 2 Response to Reg 
Guides 1 SO, Revision 2 j I SS.Revlslnn 2 & 1 79ii{avtslon 1 
uill be submitted by 6S0604 

HtLLS.L M Tennessee Valley Authority 82/04/31 ADENSAH. E 
Licensing Branch 4 3fp 12838 117 24X Flch e> 30-390, 82/04/81 . 

8204260238 


8204260296 Forwards info re plant seismic response spectra for review 
per 820312 telcon request 

HILLS.L.H Tennessee Val ley Autherfty 82/04/21 ADENSAH.E. 
Licensing Branch 4 29pp 12839 33S 24X Flche 30-390,82/04/21. 

6204260296 


8204300363 Requests that NRC re-evaluate Nov. 1982 schedule far proof t. 
review of Tech Specs 

WISENOURO.H R Tennessee Valley Authority 82/04/26 TEDESCO.R. L 
Assistant Director for Licensing 3pp 12691.096 24X 

Flche 30-390, 82/04/36, 8204300263 


0. NRC Oraft/Flnal Environmental Statements, supple it correspondence 


8204060049 Forwards info re effects of tornado generated missile an 
dlssel generator exhaust stack at f ac i 1 ity . res alvl ng Open 
Item 10 of DEB. 

HILLB.L H Tennessee Valley Authority 82/03/30 ADENSAH. E 
Licensing Branch 4 ip 12993 29t 24X Flche 30-390.82/03/30. 

0204060049 


E NRC Safety Evaluation Report (SERI, suppls t. corresponifenca 


82O208OS27 Forwards revised response to NRC Question 490 1, resolving 
Open I tern 79 of draft 6ER Info will be included in Amend 47 
of FSAR. 

MILLS, L H. Tennessee Valley Authority 02/02/01. ADEN3AH.E 
Licensing Branch 4 7pp 11842 063 24X Flche SO-390. 02/03/01 . 

8802080227 


8204020434 Forwards results of util review of 8ER, App D re post- 
accident monitor displays 6. subcooling margin monitor In 
main control room W/o end 

HILLS. L H Tennessee Valley Authority 83/03/36 ADENSAH. E 
Licensing Branch 4 Ip 12303. OSS 34X Flche 90-390.82/03/26, 
6S04OSO434 


8204I404S2 Requests realistic schedule for submittal of rusponses to 
ell outstanding info rsquasts Issuance of 8ER will not be 
scbsdulod until response is rec e Ivad. Summary of outstanding 
items and 

EISENHUT, D 0 Division of Licensing 88/04/02 PARRIS.N 0 
Tennessee Valley Authority 3pp IS67S.360 34X 

Flche* 90-390. 83/04/03,8204140482 


9204860(64 Forwards input on 18 of 32 llstsd opan Items In draft BER as 
indicated in NRC 820402 1 tr. tnc lud ing schedules for 
submittal of outstendlng Info 

HILLB.L H Tennastea Vellay Authority 03/04/30. ADENSAH. E 
Licenelng Branch 4 7pp. 18838 023 24X Flche. 30-39D. 82/04/30, 

0204860164. 


6804140233 Bubmlte projected fuel load datee New fuel load date for 
Unit I it Aug 1983 << for Unit S. Aug 1984 Util will submit 
eiquest for CP extensions commensurate u/new dates. 

HILLS. L f1 Tennessse Valley Author! t«. 82/04/09 ABENBAM. E. 

Ltcinsing Branch 4, Ip 18662! 170. a 4 X Flche; 30-390, 88/04/09, 
6204140339 


9204200371 Forwards proposed ravltlone to F8AR Chapter 8 re tlactric: 
power, ref I act Ing util compliance u/Oenerel Design Criteria 
17 If 19 Info will be Included In next FfiAR amend. 

HILLB.L 11 Tenneesee Velley Authority, 98/04/13, ^ . 

Licensing Branch 4 . 82pp. {(1783:316. '2511 Flche. 30-390, 02/04/19, 

0204200371. 


F Security, medical, emergency h fire protection plane 


8204230300 Discusses inherent problem u/4-ulre emergency notification 
sys telephone circuit To prevent lockup. util should tnsurs 
that second call Is not ostebllshed within 20-s after 
original call. 

STOHR. J- P Division of Emorgoncy Preparednsss L Operational Support. 

83/01/39. UKRIO.R E Florida Power Si Light Co. 4pp 18016:133 
84X Flche* 90-000. 82/01/29, 8804230300 


8S042304SO Responds to questions re nature of response during 
emergancv.NRC role during emergency 6 need to effectively 
Interface w/llceneee organ! tatlon at technical support ctr ti 
emergency operations facility during response to emergency 
8TOHR, U P Division of Emergency Preparedness it Operational Support. 


82/01/29 UHRtO.R.E, Florida Power (< Light Co. 
24X Flche. 90-000. 62/01/89, 8304230430. 


7pp. 13915; 364 
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SaP4S30472 Dmcuii»» iih^dule of info to bt lubmitted bg otil» m 
Advance of energaneg preparedn*** tierci** Appropriato etdte 
U local agenclfi ihould be Informed uell in advance of 
ecerciee to facilitate participation 

BTOHR. J P Olvieion of Emergencg Preparednen i Operational Support 
5S/0I/S9 UHRIOiB E Florida Pouer t Light Co 4pp 1E814 294 
24K Ficho SO- 000 < 02/01/27. B204230472 


BZ040904B? Releatpi public venlon of page of radiological emergeneg 
plan Tt otll plan* for agreement* u/near-*lti pre** 
facilltlei 

FEUTOM. J M Diviilon of Rule* and Record* 02/04/01 Document 

Itanegement Branch Ip 12i5l 217 24X Fi che SO-390, 02/04/01, 

020407040? 


— 8204090470 Forward* public version of Page 131 of radlologiial 
amergeneg plan which addrevse* util plans for agreements w/ 
nsar-slte pres* facilities Basis for util provisions of 
written rep ts to offsite agemles end 

rtlLLS>L M Ttnnessee Valleg Author Itg 02/03/25 ADENSAMiE 
Operating Reactors Branch 4 2pp 12651 218 24X 

Flche 50-390,02/04/01,0204070499 


— 0204090492 Public version of Page 131 of radiological emergency plan 
which addresses util plans for agreements w/near-slte pres* 
fact 1 1 tits 

* Tennessee Vail eg Author ttg 02/03/23 Ip 12651 220 24X 

Flche 50-390,02/04/01,0204090409 


8204130037 Confirm* B2D407 telcon re prompt notification igs used for 
radlotoglcal emergencies Sgs designed to notify lOOX of 
populatl on lilt thin 10-nlle erncrgtncg planning lone 
nlLLSiL tt Tennessee Valley Authorttg 02/04/00 AOEMSAlli E 
Licensing Branch 4 ip 12639 219 24X Flche 30-370,32/04/08, 

B204130037 


82042302SB Soirmarlie* discussion* u/NRC re reRUlremint* of 10CFfi73 b 
securltg storage containers. Steel filing cabinet u/steel 
locking bar 1< three-posit ion, changeab le comblnatton, 09A- 
appro\sd padlock in contro’lled access area adequate 
niLL5,L H Tennessee Valley Authority 02/04/17 OENTON.H R 
Office of Nuclear Reactor Regulation, Director Ip 12013.047 24X 

Flche 50-000,02/04/19,0204230298 


0204290429 Releases public version of revised radiological etnergeneg 
plan implementing procedures 

FELTOi'l. J. M Division of Rules and Records 02/04/22 Document 
Management Branch Ip 12703 007 24X Flche 50-000102/04/22, 

0204290427 


— 8204270436 Feruards public varslon of revised radiolagical emergency 
plan Implementing procedures, tnclud Ing procedure* for 
central emergency control ctriKuscle Shoals emergency 
control ctr b Knoivllle emergency control ctr 
MILLS, L K Tennessee Valley Authority 02/04/02 DENTON, H R 
□ffice of Nuclear Reactor Regulation, Director ip 12703,010 
24X Flche 50-000,82/04/22,6204290429 


-0204290455 Public version of revised radiological emergency plan 
implementing procedures, including procedure* for central 
emergency control ctr, Muscle Shoals emergency control ctr & 
Knotville emergency control ctr 

• Tennessee Valley Authority 82/04/02 0OOpp 12903,012 24X 

Ficha 50-000,02/04/22.0204290429 


I Inepectton report*, IE Bulletins & correspondence 


0204010177 Forwards IE In»P Repts 50-390/82-00 i 50-391/32-06 on 

B20222 No non comp 1 Isnc e noted 

CANTRELL, F S Region 2, Office of Director 02/03/05 PARRIS, H 0 
Tennessee Valley Authority 2pp 12478 003 a4X 
Flche 50-390,82/03/05,8204010177 


—8204010185 IE Insp Repts 50-390/82-00 b 30-391/02-06 on 020222 No 
noncompllance noted Maior area* Inspected emergency 
p la nn ing , ra duas 1 1 mgt b environ radiological monitoring 
MONTGOMERY, D M , JENKINS, 0 R , STOHR, J P Division of Emergency 
Preparedness b Operational Support 02/03/04 3pp 12470, ’003 

24X Fich* 50-390,02/03/05,0204010177 


8204140278 Forward* lE Insp Rept 50-390/82-04 on 020200-12 No 
noncompliance noted 

CANTRELL, F 8 Division of Project b Resident Program* 82/03/16 
PARRIS, H O Tennessee Valley Authority 2pp 12664 290 24X 

Flche' 30-390, 82/03/16,0204140270 


— B204140282 IE Insp Rept 30-390/02-04 on 020200-12 No noncomp 1 l4nc« 
noted Major arsai inspected preoperationa 1 imp of radiation 
protection program including organl la tlon, train Ing, 
procedures, facilities b equipment 

MOSEY, C M , baHR-K P Division of Engineering b Technical 
Progratni 02/03/12 7pp 12664 300 24X Flche SO-390, 82 /03/I6, 

0204140278 


8204140399 Forward* lE Insp Repts 90-390/82-06 b 50-391/02-04 on 
020200-12 No noncompllance noted 

CANTRELL, F S Division of Project b Resident Programs 02/03/iQ 
PARRIS, J 0 Tennessee Valley Authority. 2pp 12670' 31? 24X 

Fiche 30-390,02/03/18,0204140379 


— 0204140407 IE Insp Repts 30-390/02-06 b 50-391/02-04 on 020200-12 Ha 
noncompllance noted Major areas inspected as-bullt 
drawings, sp ent fuel storage racks b reactor vessel welding 
COLY. J L I YORK, J U > HERDT, A R Division of Engineering b 
Technical Programs 02/03/17 13pp 12670 321 24X 

Fiche 50-390.02/03/10,0204140399 


0204010302 Ack receipt of 011222 b 020217 Itr* informing NRC of stsps 
taken to correct vlalation* noted in IE Insp Repts 
50-390/01-24 b 30-391/01-22 

CANTRELLiF 8 Division of Project b Resident Programs 02/03/24 
PARRIS, H 0 Tennessee Valley Authority ip 12476-024 S4X 
Fiche 90-370,02/03/24,0204010302 


— 0204010370 Responds to NRC 0111 IB Itr re violations nottd in IE Inip 
Repts 30-370/01-24 b 30-391/01-22 Corrective actions 
partially disassembled hangers will be reworked by 020226 
MILLS, L M Tennessee Valley Authority 02/02/17 O'REILLY, JP 
Region 2. Office of Director 3pp 12476.023. 24X 

Flche 50-390,82/03/24,0204010302 


0204140372 Forward* IE Info Notice 02-08, •'Check Valve Failures on 
Diesel Generator Engine Cooling 8y* " No action or response 
requested 

□ 'REILLY, J P Region 2, Office of Director 02/03/26 UHRId'R E 
Florida Power b Light Co 4pp 12670 311, 24X 

Fiche 90-000,82/03/26,0204140372 


8204060093 Forward* Revision 1 to preservice insp program for Unit 2 b 
Revision* S b 6 to preservice insp program for Unit 1 
MILLS, L.M Tennessee Valley Authority 02/03/31. ADEN0AM,E 
Licensing Branch 4 llpp 12539:327. 24X Flche 50-390102/03/31, 

8204060055 


*04230891 Forwards ’'Mtni-Hgt Revitw of Hatts Bar Nuclsar Plant" b Qfc 
of Engineering Design b Const response to rept, In response 
to viotationi noted In IE Insp Repts 50-390/01-14 b 
90-391/81-14 

MILLS, L H Tennis see Valley Authority 82/02/01 O'REILLY, J P 
Region 2, Off tea of Director. 2pp 12014 131 24X 

Ftcht 50-390,82/02/01.8204230391 


-B204230S95 "Mlnl-Mgt Review of Watts Bar Nuclear Plant " Qfc of 
Engineering b Const response to rept end 

CRITTENDEN, J A , JONES, J C , KEY, C M Tennessee Valley Authority 
R-81-2B-HBN 02/01/20 54pp 120 14 • 133 24X 

Flche 50-390, 02/02/01 . 0204230391 


204230254 Forward* addl info re response to IE Bulletin 01-02, 
"SurvalUanet of Mechanical Bnubber* " LTtll fnvistlgatlng 
condition to detarmini if housing failures are consequence 
of mods performed on Hestinghouse valves 

MILLS, L K Tenneissi Valley Authority 02/02/11 O'REILLV, J P 
Region 2, Office of Director 2pp 12018,039 24X 

Fiche 90-000, 82/02/11,6204230234 


—6204060062 Revision 1 to preservice insp program 

a Tennessee Valley Authority. 62/03/03 4pp 12993 326. S4X 
Flche, 30-390,82/03/31,8204060095 


-8204060066 Revision* S b 6 to preservice Insp program 

* Tennessee Valley Authority 02/01/20 6pp 12999:332 34X 

Fiche 30-390,02/03/31,0204060085 


0204140435 Forward* IE Info Notlca 82-10, "Following Up SymptofflatU 
Rtpairs to Assura Resolution of Problem " 

O'REILLY, J P Region 2, Office of Director 02/03/31 UMRIO»R-E. 
Florida Power b Light Co. 4pp 12670 009. 24X 

Fiche 90-000,02/03/31,8204140435 


8202040142 IE Info Notice 02-11, “Potential Inaccuracies In WH* R*"** 
Pressure rnstrument* Used in Westlnghouse Detigntd Plants.* 

Sve list end 

JORDAN, E L. Division of Engineering & Quality Assoranet, 82/04/09 
63pp 12878 342, a 4 X Flche; 50-000, 02/04/09, 0202040142. 


0204140401 Forward* IE Bulletin 02-01, "Alteration of Radiograph* of 
Nelds in Piping Subassemblies " 

0 'REILLY, J.P Region 2, Of flea of Olractor 82/04/13, UHRlO, R.E 
Florida Powar b Light Co, Spp 12670' 358. 24X 

Ficha: 90-000, 02/04/13, B204140401. 
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&204HO'I42 FortuardJ IE Info Notics 83-09< "Crac kliij in Piping of 
Kalroup Coolant Lino* ab B&W Pianti< " to be revlsued for 
pos»ltle ap pi icab i 1 i tg 

O'REILLY, J P Region 2, Office of Director 82/04/13 UHRIO.fi E, 
Florida Power h Light Co 4pp 12666 231 24X 

Flche 50-000,02/04/13,8204140442 


B20423037B Rvepondi to IE Bulletin 81-02, Supp 1 1, "Failure of Date Type 
Valves to Close Against Differential Pressure " Addl info 
for Watts Sar ulll be submitted by 820728 Results of 
Investigations end 

NILUBjL M Tennessee Valley Authority 82/04/13 D'REILLy, J P 
Regilon 3, Office of Director 2pp 12813 298 24X 

FtchO 30-000.82/04/13,8204230378 


8204230320 Act receipt of 820324 Itr informing NRC of steps taken to 
correct violations noted in IE tnsp Rept 30-390/82-03 
LEWIS, R C Division of Project Resident Programs 82/04/16 
PAHRIS, H <J Tennessee Valley Authority Ip 12816 110 24X 

Flche 30-390, 82/04/16, 0204230320 


— 8204230326 Responds to NRC Itr re violations noted in IE Insp Rept 
50-390/02-03 Corrective actions FSAR Table 14 2-1 & Chapter 
9. spent fuel pit cooling sys drainage req,ulren>cnt ulll be 
revised to correctly define primary deuaterlng 

mills, L M Tennessee Valley Authority 82/03/24 O 'REILLY, J P 
Region 2< Office of Director, 3pp 12016 lil 24X 
Flche 30-370,02/04/16,8204230320 


— 8204230328 Forwards IE Insp Rept 30-390/82-03 on 820123-29 6 notice 
of violation 

LEWIS, R C Olvielon of Project & Resident Programs 82/02/19 
PARR[8,M 0 Tennessee Valley Authority 2pp 12816 114 B4X 
Fleho 30-390, 82/04/16, 0204230320 


8204230331 Notice of violation from insp on 820123-29 

a Division of Engineering & Technical Programs 82/02/17 Ip 
12816 116 24X Flche 30-390,82/04/16.8204230320 


8204020232 Second interim deflcloncy ropt r* excesslvo movement of 
containment penetration bel lous, 1 ni tl al ly reported 811204 
Reanalysls of NB-63-7A w/new support configurations angaing- 
Nest rept eipected by 830802 

MILLS, L M Tennessee Valley Authority 02/03/16 Q'RETLLY, W. P 
Region 2, Office of Director Ip. 12498:132. 24X 

Flche- 30-390, 02/03/16, 8204020252 


8204020264 Fourth interim deficiency rept re dletel generator roam 
exhaust fan mod, Initia lly reported SI0S31 Unable to setimete 
time to determine cause S< take corrective acttone due to 
ei tensive coordlnetlon required among d ivs 

KILLS, L M. Tennessee Velley Authority 82/03/16 O'REILLY, J P 
Region 2, Office of Director Ip 12479 141 a4X 
Flche 30-370,82/03/16.8204020264 


8204020278 Second interim deficiency rept re failure to erect ladder*, 
platforme 6 itaire per applicable draulng t, or Ig Inal ly 
reported on 810703 Melding deficlerclee noted tnsp results 
reviewed by design employees Next rept due by 020701. 

MILLSrL M Tennessee Valley Authority 82/03/16, □ 'REILLY, J P. 

Region 2, Office of Director Ip 12303 167. 24X 

Fiehe 30-390,82/03/16,0204020378 


8204020431 Final defletency rept re documentation of investigation of 
use of eq.utpment found out of cal 1 br> Inl 1 1 a 1 ly reported 
811106 Central callbr facility formed at site to identify 
out-of-cal Ibr instrument* tt evaluate rept* 

MILLS, L.M Tennessee Valley Authority 82/03/16, O'REILLY, J. P. 
Region 2, Office of Director. 3pp 12503. 062. S4X 
Flche. 30-370, 02/03/16, 0204020431, 


8204020432 Fifth interim deficiency rept re eseentlal raw cooling water 
heat trac ing. Ini t le 1 ly raportad on 810413. Impl i cations to 
other safety-related sys being evaluated. Ad d 1 info ulll be 
provided by 820326 

MILLS. L M. Tennessee Valley Authority. 02/03/16 O'REILLY. ul P. 
Region 2, Office of Director Ip 12301 204 24X 

Fich#:50-a70, 02/03/16,0204020432 


—8204230332 IE Insp Rapt 50-390/82-03 on SEO 125-29 Noncompliance notad 
failure to incorporate FSAR commitments for praoperatlonal 
testing into test procedure 

THOMAS. M , JAPE I F Division of Engineering It Technical Program* 

82/02/16 4pp 12816 117 24X Fiche 30-390,82/04/16,8204230320 


8202040143 IE Info Notica 82-12, "Surveillance of Hydraulic Snubbers “ 
W/ancl SVC list 

JORDAN. E L Division of Engineering k Quality Assurance 82/04/21 
64pp 128/3 001 24X Flche 50-000,82/04/21,8202040143 


S Reportable occurrences, LERi L related correspondence 


0203080937 Ninth interim deficiency rept re faulty fillet uelds used on 
socket weld f 1 ttingi, Inl t tally reported 800220 Implementing 
contlnuad program for Imp It repairs or disposition of 
uelds Next rept expected by 820421 

HILLB.LM Tennessee Val ley Authority 82/02/25 D'REILLY, J P 
Region 2. Office of Director 2pp 12136 291 24X 

Flche 30-390,82/02/23,0203080537 


8204020400 Third interim deficiency rept re work package drawing 
master status rep t , or Ig ina 1 ly reported on 811006 Data file 
recreated based on revision of drawings listed in issued 
uork packages Next rept to ba eUbmltted 820426 

MILLS, L M Tennessee Valley Authority. 82/03/12 D'REILLV, J P 
Region 2, Office of Director 2pp 12503’ 323 24X 

Fiche 90-390, 02/03/12,0204020400 


E204020443 Final deficiency rept re shock arrestor strut assembly 
interference, initially reported on 811214 Util ulll modify 
all 63 supports In i^uestlon 

HILLS, L H Tennessee Valley Authority 82/03/15 D'REILLY, J P 
Region 2, Off tea of Director. 2pp 12503 046 24X 

Flche 90-370,02/03/15,8204020445. 


8204020463 Third interim deficiency rept re rock lupported structures 
differential settlement. 1 nl tlal ly reported on 810707 
Surveys for determining settlement of rock eupported 
structures completed h analysis In progress _ 

MILLS, L M Tennasiee Valley Authority, 82/03/13 O'REILLY, J, P, 
Region a. Office of Director 2pp 12501.022 24X 

Fiche 90-390,02/03/19,8204020465 


B2040204B1 First interim deficiency rept re isolation valves added to 
waste gas decay tank vent line violating pressure relief 
reRu 1 r smen 1 1 , Initially reported on 820210, Nonconformence 
evaluated Next rept txpseted by 820526. n.Dmiv in 

MILLS, L.it Tsnneisse Valley Authority 82/03/lS 0 REILLY, J P, 

Region a, Office of Director 2pp 12500 288 24X 

Fich*. 30-390, 82/03/19, 8204020481 


8204020456 Second Interim, deficiency rapt ra containment isolation 
valve signal function, ini ttal ly raportad 81 1 109, Draulng 
revision* to provide contalnman t isolation signal to valve 
FCV-6a-76 will ba completed by 820415 

MILLS, L. H Tenneisea Valley Authority 82/03/16 O'REILLY, J P. 
Region 2, Office of Director Ip lasol'aos 24X 
Flche 50-370,82/03/16,8304020496 


8204020459 First Interim dsflclsriey rapt ra Incomplete liatlng of 
Const Tast OOP 3 6 8td Test 6-79 on punch 1 tat for transfer 
of saf aty-rel atad sys, inl tlal ly raportad on 020127. Oantric 
impllcatio-ns being evaluabtd hfaet rept due by 820517 
HILLS.L.M Tennessee Valley Authority 02/03/16 O'REILLY, J P 
Region a. Office of Director 2pp, 12301 BOS, a4X 
Fi Che. 90-370r 82/03/16, 8204020459 


8204020479 Second interim deficiency rapt re design of axial supports 
for piping using lug* ualdad to pipe, initially raportad 
S1092S Lug* causing oviretressl ng of pipe walls redesigned, 
ahinunlng process testing underway. Me x t rept by 820630, 

MILLS, L M. Tennessee Val ley Authority 82/03/16, O'SEILLY, J.P 
Region a. Office of Director 2pp. 12900; 290. 24X 

Flche, SO-370, 82/03/16,0204020477, 


B204O2OS63 Fifth Interim deficiency rapt re retrievable info used in 
piping analy s is, inl tla 1 1 y raportad on 810316. Dotarmlnat ion 
of actions to prevent recurranes continuing. Add! info will 
bs submitted on or about 020804. 

KILLS, L.M Tennoases Valley Authority. 82/03/16 O'REILLY, J. P. 
Region 2, Office of Director Ip. 12900 014, 24X 

Ftch*' 90-390, 82/03/16,8204020963 


62040S0336 Third interim dsficlency rapt ra Incorract analytical modela 
<< weight of valvea FGV3-236, 239, 242 t, 243 on faaduatsr 
piping anafys is, Initially rtported 81 1007, Piping problam* 
raanajyiad w/correct data Naxt rapt by 820011, 

MILLSiL.M Tannesaaa Valley Authority, 82/03/17, O'REILLY, J P. 
Region 2. Office of Director Spp 12495! 257 24X 

Flche, 90-390. 82/03/17, 8204020336. 


B204020402 8upp I to final deflelancy rapt re full penetration Wald* for 
pips supports, initially reported 801010 Becausa of const 
delays, cominl tmsnt is now to eonpista mods before hot 
functional testing of each unit, 

KILLS, L M. Tennssset Valley Authority 02/03/10, 0 'REILLY. W. P, 

Region 2, Office of Director Ip. iSS03'327. 24X 

Fiche: 90-370, 82/03/18, 8204020402. 


8204020341 Firet interim defUieney rept re ’nuclear Inetrumsntation sye 
conduit Installation, Inlt tally raportad 020210 All nuclear 
ins trumentatl on sys channels Investigated to identify 
deviations from Mestinghous* std Next rept by 820706 
MILLS, L.M. Tonne**** Valley Authority. 62/03/22. O'REILLY, W P, 
Region 2, Office of Director. 2pp, 12496:009, 84X 

Fleh*. 90-390, 82/03/22,0204020341. 
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62O40S034fr Stitfc intfrlm iTaficicncy r»pt r» impropfr ielac«iflc«tlQn of 
• r««r cooling wotor tgs piping t< coinpontntoa 

initial Ig roportoif 010324 procuroAont «ptci do not fulfill 
lOCPRSOiApp B poqulromonto Ntrt Tcpt ty 820B04 

KILLSrL K, TonnOilOO V«1 lay Authority eS/03/22 0 'REILLV> J P. 

Roplon 2i Off lea of DlroctOr. Ip. IS49A DO?. 24X 
Flc(ia-S0-3?0j 82/03/32,0204020346. 


8204020364 Fifth Interim diflclincy ropt ra improptr wald attachment 
of atieer luge , ml ttally reported 001030 HVAC piping 
Inepectad b necaeeary corpeettve actloni Imp 1 emented. Ne 1 1 
rapt eipected B20B0? 

HILLS, L.K Tenneaiee Valley Authority 02/03/32 O 'REILLY, J P. 

Raglan 2, Office of Dlroc tor. Ip. 12503 134. 24X 

Flche* 30-390. 02/03/22, 0204020364 


0204080160 Fine 1 dafleiency rapt re prablent identlfleii In audit of 
pretture teitlng program for aa f ety-releted piping. 

Initially reported 801230 Const teet manual containing 
preieure testing procedures Initiated. 

KILLS, L M Tenneesae Val ley Authority. 02/03/24. O'REILLY. J.P 
Rogion 2. Office of Director 3pp 12A04 2DB. 24X 
Flche. 30-390, 82/03/24,8204080100 


8204080389 Fourth Interim deficiency rept re Audit JA 9100-03 Findings 
0-1 <( 0-2 on design rsvieu process I, Interface coordination 
activity, initially reported on 610717. Finding 0-1 will he 
resolved by 19S2 action plan Nect rapt dua by 821223 
HILLB.L H Tennassee Valley Authority 82/03/25 O'REILLY, V P. 
Region 2, Office of Director Ip 12600:283. 24X 

FI Che. 30-0DO> 82/03/23,8204090309. 


8204080419 Second interim deficiency rept re incorrect pipe support 
design by E08 Nuc tear, Inc, ini tial ly reported 811 1 19.Svppart 
designs modified to agree u/computer strees analysis Neit 
rept by 821010. Also reported per Part 21 

HILLB.L H. Tennessee Valley Authority. 82/03/23 O'REILLY, V P. 
Region 2, Office of Director. 2pp 12600 330. 24X 

F 1 c h e : SO -390, 32/03 /23r 8204080 4 1 B. 


8204160338 Third Interim deficiency rept re check valves on diesel 
generator itartlng air tslng Inadvertently disposed of when 
removed from sys, Initially reported 810820 Valves replaced 
temporarily Nest rapt by B20831.Also raportabla par Part 21. 
KILLS.L.H Tennassee Valley Authority. 82/03/26 Q'REILLY. J. P 
Region 2, Office of Director. Ip. 12706.319 24X 

Flche- 30-390. 82/03/26, 8204160339 


8204160239 Revised' final deficiency rept re support drawings detignsd 
by EDS Nuclear. Initially reported 810731 Completion of 
corrective actions postponed until 820501, pending receipt 
of etud bolts Also reported per Pert 21 

KILLS, L K Tesinesaee Valley Authority. 82/03/29 O'REILLY. J P. 
Region 2. Office of Director ip. 12696:137. 24X 

Flche 30-390.82/03/29,8204160239 


1204160231 First interim deficiency rept re incorrect lube oil used In 
dieeel genera tors, Inl t tel ly reported 620223 Procedure re 
lubrication control for permanent mechanical eiiuipmant found 
adequate Investigation in progress Nest rept by 020621. 

KILLS, L H. Tennessee Valley Authority. 82/03/30 O'REILLY, U.P 
Region 2, Office of Director 2pp. 12696:233 24X 

Flche; 30-390, 82/03/30,8204160231. 


8204160273 Eighth interim deficiency rept re improperly inetelled 
support anchors, ini tial ly reported 910606 Evaluation of 
as-built HVAC duct configuration in progress for analysis 
of nonconforming base plate impact. Nest rept by 820713. 

KILLS.L.H Tennessee Valley Authority. 82/0-3/30, O 'REILLY, >i. P. 
Region 2, Office of Director. Ip. 12693:046 24)t 

Flche; 90-390, 82/03/39, 8204160273. 


8204160362 Becond Interim deficiency rept re Insufficient enginoerlng 
change notice review fc handling, Initially reported on 
811213 Scope of deficiency being reviewed. Next rept will be 
submitted by 820802. 

HILLS, L.K. Tennessee Valley Authority. 02/03/31. O'REILLY, J. P. 
Region 2, Office of Director Spp. 12701 009. 24X 

Flche. 90-000, 82/03/3 1 , 0204 1 60362. 


8204160391 Firet interim deficiency rept ;*• fire protection syt support 
detail dlscrepanclee, initially reported 820302,tftll 
eurrontly roviewlng fire protection sys piping drawings 
to ensure compliance.Nait rept by 820921. 

NIlLS.L.K. Tennassee Valley Authority, 82/03/31 O'REILLY, J. P 
Region 2, Office of Olreetor. 2pp. 12707:133 24X 

Ficbe- 90-390, 82/03/31,8204160391. 


8204160407 Second interim deficiency rept re failures of doelgn revliw 
proeois to verify accuracy fc adaquacy of documonts. Initially 
reported on 011213. Englntarlnp dealgn revleni will bo 
comploted by Oct 1982, Na«b ropt duo by 821217. 

HILLSiL H. Tonnes 1 00 Valley Authority. 03/03/31. 0 'REILLY, J. P, 

Region 2i Office «f Director, 2pp, 13707:082, 84X 

Flche: 90-000. 82/03/31, 8204160407. 


8204160193 Final defleitncy rept ra linear indications dlscoverad on 
l-inch focltt urtldt In Class B main sttam line bosses, 
initially reported on 9l09f7 Gosstt Inspected & three 
deficiencies repaired 

kills, L H Tennessee Valley Authority 82/04/01 O'REILLY, vf P 
Region 2. Office of Director 2pp 12699 264 24X 

Flche 30-390,82/04/01.8204160183 


8204160190 First interim deficiency rept re containment spray mlniflo-u 
valvis FCV 72-'13 6 34 design error, in i t lal 1 y reported on 
820309 Deficiency being Investigated Neit rept will be 
submitted by 820709 

K1LL8.L M Tennessee Valley Authority 82/04/02 O'REILLY. J P 
Region 2. Office of Director 2pp 12699 274 24X 

Flche 50-390.02/04/02.0204160190 


9204S80174 Final deficiency rept re Class IE electrical components for 
essentlel rau cooling water traveling screens. ini t lal ly 
reported on 010318 Lou speed detector switches will be 
rewired Drive motors will be reclassified as Class IE 
KILLS.L.H Tennassee Vai ley Authority 82/04/09. 0 'REILLY. J P 

Region 2. Office of Director 3pp 12871 199 24X 

Fiehe 90-390.82/04/09.8204280174 


8204280108 Slith Interim deficiency rept re safety injection sys train 
B flow, initial ly reported on 800901 Settings of RHR flow, 
control valves l-FCV-74-i6 L 28 modified. Acceptable flow of 
4.900-9.000 gpm obtained Neit rept due by B20B30 
HILLB.L H Tennessee Valley Authority 82/04/09 O'REILLY, J P 
Region 2. Office of Director ip 12871 140 24X 

rich* 90-390.82/04/09,8204260188 


6204260273 Addl info to final deficiency rept re potential to overload 
CCS pump discharge noli 1 es. inl t lei ly reported 600103 Delay 
in complstlon of corrective actions caused by const delays 
Completion dete now scheduled for 820620 

HILLSiL M Ttnntesee Valley Authority 82/04/09 O'REILLY. J P 
Region 2. Office of Director ip 12870 039 24X 

Flche' 30-390, 88/04/09. 6204280273 


B20428039B Becond Interim Deficiency Repti 30-390/82-10 t 90-391/82-10 
re defective tube steel mat 1. in 1 1 tal 1 y reported on 811224 
Invastigation continuing Next rept to be submitted B2O920 
Also reportable per Part 21 

HILLBiL M Tennessee Valley Authority 82/04/09 O'REILLV, J P 
Region 2. Office of Director ip 12669 222 24X 

Flche' 90-390. 82/04/09. 8204280380 


8204280366 Supp 1 to Final Deficiency Repts 30-390/81-51 A 50-391/81-49 
re faulty anchor plates t> bolts, initial ly reported on 
010908 Corrective action for Unit 2 will be completed by 
820930 

KILLS. L H Tennessee Valley Authority 82/04/09 0 'REILLY, J P 

Region 2. Office of Director Ip 12870 063 24X 

Flche 50-390,82/04/09.8204280366 


6204200430 Revised final deficiency rept L first supplemental rept re 
inconsistent establishment of Insp program, inl tial 1 y 
reported 810324 Const requirements sufficient for Sequoyeh 
Nuclear Plant Uatts Bar const manual under revtiw 
HILLB.L H Tennessee Valley Authority 82/04/12 O'REILLY.UP 
Region 2, Office of Director. 4pp 12867 332 24X 

Flche- 30-000, 82/04/12. 8204280490 


8204280033 Seventh interim deficiency rapt re failure of safety-related 
Hestlnghouee gate valves, or Ig Inal Ig reported on 001031 TVA 
continuing to perform field mods Final rept will be provided 
upo-n receipt of revised drawings Also reported per Part 21 
HILLB.L M Tennessee Val lay Authority 82/04/13 O'REILLY, -J P 
Region 2, Office of Director ip 12870-196 24X 

Flche 80-390.82/04/13.9204200093 


8204260299 Final deficiency r*pt re failure of generator sys to supply 
adequate voltage to safety-related boards, initially reported 
010109 Investigation determined nonconformance it not 
condition adverse to quality or safe operation of plant 
HILLS, L M Tenneieea Valley Authority. 82/04/13. O'REILLY. J.P 
Region 2, Office of Director 3pp 12S64 014 24X 

Ftch*: 90-390. 82/04/13, 0204280299 


8204260266 Second Inberlm deficiency rept re failure to Impltmtnt 0-32, 
Revision 6 concerning concrete anchors, Initially reported 
011229 Investigation A insp of bolts continuing. Next rept 
expected by 820609 

HILL6<L,H Tennessee Val ley Authority 02/04/13 O'REILLY, JP. 
Region S, Office of Director. 2pp. 12869,030. 24X 

Flche- 90-390, 82/04/ 13, 820 4280266 


8204200311 Submits supplemental info to final deficiency rept re 
grouted anchor bolts on main steam line supports, initially 
reported 600314 Corrective actions for unit 1 will be 
completed by 920928 L Unit 2 by 821001 

HILLS, L.N Tennessee Veliev Authority 82/04/13, O'REILLY, J P- 
Region 2, Office of Director Ip. 12869:063. 24X 

Flche* 80-390, 82/04/13. 620428031 1. 
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a204?e03?0 Seventh Interim deflctsncg rept re etsel containment 
penetretlon esiemblgi inltiellg reported 60131? Reenalgeis 
oF one remaining piping problem etill in progreee Neit rept 
to be iifbmittad by 620621 

KILLS. L M Tenneeeee Val leg Authority 83/04/13 O'REILLY, JP 

Region 2. OFFlce of Director Ip 13666 2B1 24»( 

Flche SO-390. 02/04/13, 82043B03?a 


6304360403 Fourth interim deficiency rept re qualification of epo>g 
grout for safety-related appl 1 ce t ions . ini 1 1 a 1 Ig reported 
810827 Support mods or addl supports recommended for 
Inadequate supports U revision to drawings Nest rept 830936 
HILLSrL H Tennessee Valley Authority 02/04/13 O'REILLY. J P 
Region 3, Office of Director 3pp 13B66 037 34X 

Fithe 90-390.83/04/13,8304380405 


B2O438051B Seventh interim deficiency rept re installation of anchor 
bolts disregarding spacing specs Util continuing ravleu of 
design capacities of affected base plate anchors Nest rept 
due by 830334 

HILLS.L M Tennessee Valley Authority 83/04/13 O'REILLY, J P 
Region 3, Office of Director Ip 18866 334 34X 

Fiche 90-390, 83/04/13,8204380918 


S304380297 Final deficiency rept re nonconformance of foam seals in 
mechattical plpa s leaves. Ini tlal ly reported 811304 Test 
program conducted to determine effect of seals on piping 
stresses & support loads Design std under development 
KILLS, L M Tennessee Valley Authority 82/04/14 O'REILLY, J P 
Region 3, Office of Director 4pp 1SB69 108 34X 

Fleh# 90-390. 82/04/14,8204380307 


0304280097 Supp 1 to final deficiency rept re HVAC piping configuration 
originally reported on 810709 Completion date for modifying 
hangers missed due to shift in craft priorities Corrective 
action uilt 6s completed by 830919 

HII.L8.L Ji Tennessee Valley Authority 82/04/19 D'REILLV, J P 
Region 3, Office of Director Ip 12871 049 24X 

Flcha 50-390, ©2/04/19,8204300097 


0304200066 Supp 1 to final deficiency rept re locating containment 
coaling sys booster pumps belou flood evaluation, initially 
reported on 811009 Date for environ design criteria changed 
Corrective action to be completed by 020801 

MILLS, L H Tennessee Valley Authority 82/04/19 O’REILLY. JP 
Region 3, Office of Director Ip 13871 040 24X 

Fiche 50-390,63/04/19,8204260068 


0204280214 Revised final deficiency rept re incomplete hanger draying 
control computer printout, Inl tial ly reported 810331 
Bargcn-Patersan drawing approval Indei currently used for 
control Draulng info sys printout will be used uhen updated 
MILLS, L li Tennessee Val ley Authority 82/04/19 O'REILLY, JP 
Region 3, Office of Director 3pp 13870 308 24X 

Fiche 90-390,02/04/19,8204260314 


0204280344 Addl info to final deficiency rept re radiation dote inside 
containment eKceedlng cable qualification, Initially reported 
B00331 Corrective action completion date now 820801 
HILLS, L t1 Tennessee Valley Authority 83/04/13 O'REILLY, J P 
Region 3. Office of Director Ip 13064 039 24X 

Fiche 50-390, 02/04/19,8204360244 


0304300349 Addl info to final deficiency rept re electrical field 
separation field audit, initially reported S1020S Conduit S, 
grounding drauings revised on 810302 Util will issue subj 
procodvrei by 820430 

HILLS.L M Tennessee Valley Authority 83/04/19 O'REILLY, J.P 
Region 2, Office of Director Ip 13064 036 24X 

Fiche 80-390.83/04/15,8304380249 


&3043a0458 Final deficiency rept re design of one support on essential 
raiu cooling water dlscherge header, or iglnal ly reported 
B20506 Dergen-Paterson revised support drawing to resolve 
deficiency by ©20730 Alio reported per Part 21 

HILLS, L H Tennessee Valley Authority 82/04/16 O'REILLY, J P 
Region 2, Office of Director 2pp. 18068 139. 24X 

FicJid 30-390.83/04/16,8304280458 


OOCKfiT 30-391 MATTS BAR NUCLEAR PLANT, UNIT 2 
A A^p 1 leafelon/construetlon stage documents (i correspondence 


3204230247 Confirms 820301 arrangementi for 830217-18 mgt meeting L 
Site viiiti to discuss progress towards resolution of 
Identified concerns *i to observe const progress Mgt agenda 

o”fl61LLV, U P. Region 2, Office of Director 83/03/09 PARRIS, H 0 
Tennesiet Valley Authority 2pp 13817 360 24X 

Fiche- 90-390, 02/02/09,0304330247 


8204210074 Summary of 820219 meeting w/util« 6 Meetinghouse in 
Befchesde.MO re Meetinghouse Model D eteam generators List 
of attendees end 

CHESNUT.S H Licensing Branch 1 83/03/12 VHUNOaLOOD, 0 J 

Licensing Branch 1 12pp 12813 001 S4X Flch a- 90-000, 82/03/12, 
8204310074 


8203190001 Oenerlc Ltr 82-09 to all licensees of operating power 
reactors re p oit-TMI requirements 

ei6ENHUT,00 Divisiun Of Licensing 82/03/19 HAUSPURO. A 
Consolidated Edison Co of Ntu Yort 7pp 12S13 128 24X 

Fiche 90-000,82/03/19,8203190001 


8204080365 Forwards “Matts Sar Nuclear Plant Liquefaction Evaluation of 
Essential Raw Cooling Mater Pipeline Routs,'' final rept 
MILLS, L H Tennessee Valley Authority 82/03/19 ADENSAM, E. 
Licensing Branch 4 Ip 1S59B 05B 24X Fiche 90-390,83/03/19, 

9204080369 


— 8204080368 "Matts Bar Nuclear Plant Liquefaction Evaluation of 
Essential Raw Cooling Mater Pipeline Route," final rept 
Eleven ovartlie figures end Aperture cards are available in 
PDR 

e Tennessee Valley Authority * Moodward-Clyda Consultants, Inc 
CEB 82-6 ROl 83/03/(7 IBlpp. (2998 060 24X 

Fiche 80-390,83/03/19,8204080369 


8304330177 Summary of 820310 telcon w/utll t, Mood war d-Cl yde in 
Bathesda.MD re 820209 Interim cost rept on liquefaction 
potential beneath the ERCM L Class IE electrical conduit 
KENYON, T J Licensing Branch 4 82/03/29 Licensing Drench 4 

4pp 12843 1 73 24X Fi c he 90-390, 83/03/39, 8304230177 


8304030969 Forwards revialons to F8AR Section 11 3 Bectlon re val 
reduction i> solidification sys has been deleted All 
sol 1 dlf icatio n processes will be conducted w/vendor-supp 1 led 
process control program 

MILLS, L M Tennessee Val ley Authority 82/03/29 ADENSAM, E 
Licensing Branch 4 Bfp 18499 323 34X Fiche 90-390,82/03/29, 

0304020569 


8204090313 Responds to 820322 mee ting w/NRC re QA program b fuel 
handling tools (> equipment Reactor vessel heed lifting rig 
not part of list of equipment to prevent, mi tlgate or aid In 
recovery from postulated accidents 

HILLS, L M Tennessee Val ley Authorl tg 82/03/29 ADENSAH.E 
Licensing Branch 4 2pp 12930 282 24X Fiche 50-390,82/03/29, 

8304090313 


0204060197 Responds to 830312 telcon re seismic qualification review 
team audi t, 1 n i t la 1 1 y scheduled for wk of B20419.8elay of 
audit until after 830426 requested. 

HILLS.L K Tennessee Valley Authority. 82/03/30 ADENSAM, E 
Licensing Branch 4 Ip 12997 270 24X F I ehe, 50-390, 82/03/30, 

8204060197 


8204090352 Discusses design criteria of piping it aleetrical components 
ra different! al settlement between rock supported 
structures 

HILLS.L M Tennessee Valley Authority. 82/04/02 ADENSAM, E 
Licensing Branch 4. 3pp. 13639.366 24X Ficha 90-390,82/04/02. 

820 40903 SS 


8204090414 Advises that individual has been appointed to monitor 
Uastlnghouie investigation of preheater problem for Model D 
steam gcnerat ors. Dei Ign mods will be selected by Apr 1962 
w/work beginning in Jul 1982 t, completed by Apr 1983, 

HILLS, L H Tennessee valley Authority, 82/04/02 ADENSAM, E 
Licensing Branch 4 2pp 13624.126 24X Fiche. 50-390, 82/04/02, 

8204090414 


8204210537 Surrmary of 820312 telcon w/util re seismic equipment 
qual 1 f Ication 

KENYCN, T. J Licensing Branch 4 82/04/02 Licensing Branch 4 

4pp 13811:201 24X Flc he. 90-390, 82/04/02. 03O42IOS27. 


8204210406 Notification of 820436 mgt meeting u/util In Bethesda, MD to 
dlscuse QA program 6 determine If edd 1 reviews required, 
due to recent problems found in quality design t, const at 
several plants 

KENYON,T.J Licensing Branch 4, 82/04/08, ADENSAM, E.O. Licensing 

Branch 4. 2pp, 12800 299 34X Fiche 50-390,82/04/08,8204210406 


0204140144 Forwards eveluatton of containment deprassur I cat ion caused 
by inadvertent containment spray or air return actuation. 

HILLS.L M Tennessee Valley Authority 82/04/09 ADENBAM. E 
Licensing Branch 4 6pp 13665:080 24X Fleht. 50-390, 82/04 /OVi 

8204140144 
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6204140238 Submiti pr«i»et»d fu»l lojirf Jjtti N»iii fu«l lo*i} 
llnit 1 1* Aoj 1983 1* #or Unit 2i Auj 1964 Util will tub»lt 
r*au«*t lor CP fitonoiono coationtur«t< u/ntw dot** 

HILLStL H T»nti*ii»« Vatlfu Authority 82/04/09 ADENSAHiE 
Lltintlnj 8r«nth 4. Ip ISfcfca- ITO a4y FlcM 30-390, BS/04/09, 
8204140339 


for 


6204260164 Forwortfo Input On 16 of 32 listod opon Itooit in droft BE6 ii 
intfleotod In NRC 880402 1 tr. Ine ludln* oehudult* for 
kubmlttal of Out*t*ndln9 Info 

illLLSi L H T«nnts»>o Volloy Authority 82/04/20 ADEN9AM, E. 
Ulctnilnj Bronth 4 7pp 12838 020 24X Flch* 30-390,02/04/20, 

8204260164. 


8204160153 0»n#rlc Ltr 02-00 to *11 PWR Pl*nt (, «ppUc«nt* ro 

tr*nj(»ltt»l of NUREO-0909 rtlitivt to Olnn* tuio rwpturo 
H/o oocl NUREO LI»t of Nftc r»clpl*ntf onel 

EI8ENMUT, D 8 Dlvlilon of Llontlny 82/04/13 HAUSPl/ROiA 
Coniol ld*tod Edlton Co of Now Vort 7pp 12787'203 24X 

Flcho 30-000,82/04/13,8204160133 


8204200371 Fot««v 4* propo**d rtvliloni to F0AB Chiptor 8 r* oloetrlc 
poutr, rofloetlny utll complunct u/0*n*r«l Oitlpn Crlttri* 

17 t 18 Info will bo Inelodod In nort FSAR omond 

f1IU8,I. M Ttnnoiioo Villoy Authority 82/04/15 ADEtlBAH,E 

Llotntlny Branch 4 B2pP 12733 316. 24X Flth* 30-390,82/04/15, 

8204200371 


8204210293 Ooniric Ltr 82-09 tP *11 pow#r rtactor liconitu*. •pplltanti 
for OLiNSSS vtndort << reactor vondori r* •nvlron 
(Qualification of laf *ty-rolat*d tlictrlcal aiiuipntnt 
NRC poiltlon ro qualification rtqulrtgiont* oncl 
EI8ENH0T, D 0 Olviolon 0# Lltonolnj 82/04/20 HAUSP0R8, A 
Coniolldatod Edlion Co of Now York 18pp 12862'337. 24X 

Flcho 30-000,82/04/20,8204210293 


8204260206 FOruardi Info ro NRC 820427-30 tolfffllc qualification rovlau 
toaa audit, tneludlnf tpoclflc dotatU for pqulpnont 
ipoclfiod Inforsally by NRC 

HILLS. U K Tonnooioo Vallay Authority 62/04/21 AOENSAH.E 
Llconalng Branch 4 430pp I2e39' 197 24X Flcho 90-390,82/04/21, 

B2042602O6 


8204260238 Forwards addl info rt initial tast progran ti position ro 
conplianco u/nrc Rog Ouldo i 66, Revision 2 Response to Reg 
Ouidet 1 20, Revision 2J 1 B2,Revlsion 2 I. 1 79,RBvislon 1 
will be submitted by 820604 

HILLS, L H Tenneitee Volley Authority 62/04/21 ADENSAH, E 
Licensing Branch 4 3pp 12638.117 24X Fiche 50-390, 02/04/21. 

8204260238 


8204260296 Forwards Info re plant lelsoic response spectre for review 
per 820312 to Icon request 

MILLS. L H Tennessee Valley Authority 62/04/21 ADENSAH, E 
Licensing Branch 4 29pp 12839 333 34X Fiche. 30-390. 82/04/21, 

8204260236 


8S04300263 Requests that NRC re-evaluate Nov, 1982 schedule for proof 1. 
review of Tech Specs 

MISENBVRO. H R Tennessee Valley Authority 82/04/26 TEI>E8C0,R. L 
Assistant Director for Liconilng 2pp 12691 096 24X 

Fiche 30-390,62/04/26,8204300263 


> NRC Draft/Final Environmental Statements, supplt 1, correspondence 


04060049 Forwards info re affects of tornedo generated mlstl}* on 
diesel generator exhaust stack at facility, resolving Open 
Item 10 of BE9 

HILL8,L H. Tennessee Valisy Authority S2/03/30 ADENSAH, E. 
Licensing Bronch 4 ip 12353.231. 24X Flcho. 30-390, 82/03/30, 

8204060049. 


NRC Safety Evaluation Report ISER), supple t. correspondence 


72080227 Forwards revised response to NRC Question 430. I, resolving 
7pen Item 79 of draft 8ER Info will bo included in Amend 47 
}f FSAR 

SILLS, L K. Tennessee Valley Authority 82/02/01 ADENSfUl, E 
Licensing Branch 4 7pp 11842,083 24X Flchej 30-390. 82/02/01, 

8202080227 


F Security, medical, emergency It fire protection plans 


0204230308 Discutios Inharant problem w/4-tJire emergency notification 
ays telephone circuit To prevent lockup, util should ensure 
that cecond call is not established within 20-i after 
orlglnel call 

8T0HR,U P Division of Emergency Preparedness & Qperatipnal Support 
82/01/29 UHRtO, R E Florida Power U Light Co, 4pp 12816 132 
24X Flcho 90-000,02/01/29,0204230300 


8204230420 Reeponds to question* re nature of response during 
emergency, NRC role during emergency It need to effectively 
intsrfoce u/ltc*n*sa organliatlon at technical support ctr It 
emergency operations facility during reipons* to emergency. 

SrOHR.J P Division of Emergency Proparednees It Operational Support 
02/01/29- UHRlO.fl E Florida Power It Light Co. 7pp 12013 264 
24X Fiche 30-000,82/01/29,0204230420 


8204230472 Discusses schsdule of Info to bo submitted by utils in 
advance of emergency preparedness exercise Appropriate state 
It local agencies should be Informed well In advance of 
exercise to facilitate participation 

BTOHR.J P Division of Emergency Proparednees I. Operational Support 
82/01/29 IfNRIO, R. E Florida Power I, Light Co 4pp 12014 274 
24/ Flcho 50-000.82/01/29,0204230472 


B2040904B9 Roleaees public version of page of radiological emergency, 
plan re util plans for agreements w/near-ilte pretc 
faell itles 

FELTON, J M Division of Rules and Records 02/04/01, Document 
Management Branch Ip. 12691 217 24X Fi che- 30-390, 82/04/01. 

B204090409 


— 0204090490 Forwards public version of Pag* 131 of radiological 
emergency plan which addresses util plans for agreomenti w/ 
n*ar-*lt* pros* facilities Basis for util provisions of 
written repts to offsite agencies encl 

hills, L M. Tennessee Valley Authority 83/03/23. ADENSAH, B 

Operating Reactor* Branch 4 Spp 12691 310 S4X 
Fiche 30-390.82/04/01,0204090489 


— 8304090492 Public version of Pago 131 of radiological emergency plan 
which addresses util plans for agreement* w/near-slte pres* 
facilities, 

» Tennessee Valley Authority. 82/03/29 Ip. 12651 220. 24X 

Flcho 30-390,82/04/01,8204090489 


6204130057 Confirm* 820407 telcon r# prompt notification *y* used for 
radiological emergencias Sy* designed to notify lOOX of 
population within 10-mll* emargency planning lone 
HILLS.L H Tennassaa Vallay Authority 82/04/06 ADENSAH, E 
Licensing Branch 4. Ip. 12699.213 24X Flcha; 30-390, 62/04/08. 

8304130037 


8204830239 Summarllts dlscuitlon* w/NRC re requirements of 10CFR73 I. 
security storage conteiners Steel filing cabinet w/tt*sl 
locking bar t> thras-posltlon, changaab ta combination, OSA- 
approved padlock In controlled access area adequate 
KILLS.L, M Tennssses Valley Authority. 82/04/19, OENTON,H. H 
Office of Nuclear Reactor Regulation, Director tp 12818.047. 24X 

rich*’ SD-000, 83/04/19. 8204230238. 


8204390429 Release* public version of revised radiological emergency 
plan Implementing procedures, 

FELTON, J.M Division of Rule* and Records. 82/04/22, Document 
Kenagement Branch Ip 12903 009. 24X FI c ho; 30-000, 82/04/22. 

8204290489 


■04020434 Forwards results of util review of SER, App 0 re post- 
accident monitor displays t subcopllng margin monitor In 
main control room V/o encl. 

MILUe.L M Tennessee Valley Author ity 82/03/26 ADENSAH, E 
>-l''»"!*n» Bfaneh 4. Ip 13503.038. 24X Fit ha. 30-390, 82/03/26, 


J204140402 Requtti* raallstic schedule for submittal of reseoni 
all outstanding Info request* Issuance of SER will not be 
echeduled until response 1* received, Sumary of outstanding 


eiSENHUT.D. 0 Division of Licensing. 82/04/02 PARRIS, H 0 
Tennessee Vali.y Authority. 3pp. 12673, aAol 24X 
F Icht; 30-390. 82/04/02, 8244140482. 


to 


-8204890438 Foruarde public version of revised radiological emtrganey 
plan implementing procedures. Including procedures for 
central emargency control ctr. Muscle ehoal* amergency 
control ctr tc Knoxvllla emergency control ctr. 

HIULB. L N. Tennessee Valley Authority. 82/04/08. DENTON. H. B 
Office of Nuclear Raactor Regulation. Director. Ip. 12903.010. 
24X Fiche;30 -OOO. 82/04/22, 820 4290429, 


—0204290483 Public version of revised radiological omergancy plan 
tmplemanttng procedure*. Including procedures for central, 
emargancy control ctr, Muscle Shoals emergoncy control ctr t 
Knoxville emergency control ctr, 

• Tannostte Valley Authority. 82/04/02, eoOpp, 12903,012. 84K 

Fiche. 80-000,02/04/22, 8204290429. 
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a Iniptctlun raportii IE Dultetins Jk e orrctp ondenee 


&2M2’305'71 Forward* “Mlnl-Mgt RovIbu of Watt* Bar Nuclear Plant" & Ofc 
of Enjlnetrlng Oeilgn it Con*t rt>pon«e to reptiln retpoi)** 
to violation* noted in IE In*p Rept* 50-390/81-14 S< 

50-391/81-14 

MILta. I- f1 TennB»*»B Valleg Authoritg 82/02/01 O'REILLViJP 
Region 2> Office of Director 2pp 12814 131 24X 

Flche 50-390,02/02/01.8204230591 


— 82&4230S95 “Minl-Mgt Rtvleu of Watt* Bar Nuclear Plant " Ofc of 
Engineering it Conit reiponie to rept end 

CRITTENDEN, J A , JONES, J C , KEY, C M Tenne»*ea Valteg Authorltg 
fl-Bl-'2a-WDN 02 / 01/20 54pp 12814 133 84X 

FleJi* 30-390,82/02/01,0204230591 


8204230254 Forward* addl info re reeponse to IE Dullstin 81-02, 
"Surveillance of Mechanical Snubber* " Util Invxtigatl ng 
condition to determine if houiing fal luree are conteiiuence 
of mode performed on Westlnghouie valve* 

MILLa.L ff Tenne**** Val log Authorltg 02/02/11 O'REILLY, JP 
Region 2, Office of Director. 2pp 12010 037 24X 

Fleh*' 50-000, 02/02/11, 8204230254 


8204010177 Foruerd* IE In»p Rept* 50-370/82-00 I, 30-371/02-06 on 
S20222 No noncofflpl lance noted 

CANTRELL, F 3 Region 2, Office of Director 82/03/05 PARRIS.H, 0 
Tennieeae Velleg Authorltg 2pp 1247B 003 24X 

riche 50-390,02/03/05,0204010177 


— B2040101B5 IE In»p Rept* 50-390/82-08 t, 50-371/82-06 on 820228 No 
none ompl lance noted Major area* Inipacted etnargeneg 
p lennlng, radi/a*te mgt St environ radiological monitoring 
HONTOOMERY, D M > JENKIN8, 0 R > STOHR, J P, Dlvlelon of Emergencg 
Preparedne** S< Optrational Support 02/03/04 3pp. 12470 005, 
24X Flehe 50-390,02/03/05,0204010177 


820414039? Forward* IE Imp Rept* 50-390/82-06 It 50-391/02-04 on 
820208-12 No noncomp 1 lance noted 

CANTRELL, F. 8 Dlvlelon of Project & Reildent Programs 02/03/18, 
PARRIBttf 0 Tennessee Vallag Authorltg 2pp 12670 319 24X 

FXchs. 50-370, 82/03/18, 020414039? 


—8204140407 IE Insp Rept* 50-390/02-06 & 30-391/82-04 on 020208-12 No 
noncomp 1 lance noted Major area* Inipected a*-bullt 
drauing* I «p in t fuel itorage radii It riactor viiiel welding, 

COLVtJ L . YORK, J, W , HERDT, A R Dlvlilon of Engineering It 
Technical Program* 02/03/17 13pp 12670,321 24X 

Flehe 50-390,02/03/10,0204140399 


B204010'3a2 Act receipt of B11222 S< 820217 Ur* informing NRC of itipi 
takin to correct violation* noted In IE Imp Rept* 

50-390/81-24 St 30-391/81-22 

CANTRELL, F 8 Dlvlilon of Project St Resident Programs 82/03/24, 
PARRISiH 0 Tanneiaaa Ualteg Authorltg Ip. 12476 024 24X 

Flehe 50-390, 82/03/24 , 820 40 1 0302 


-8204010390 Respond* to NRC 011110 Itr re violation* noted in IE Imp 
Rept* 90-390/01-24 St 50-391/01-22 Corrective actions 
partiallg dlsasiembled hangers will be reworked bg 820226 
KILLS, L M Tennessee Ualleg Authorltg 02/02/17 O'REILLY, J,P 
Region 2, Office of Director 3pp. 12476 025 24X 

Fiche 50-390, 02/03/24, 8204010302. 


0204140372 Forward* IE Info Notice 02-00, "Check Valve Failure* on 
Diaial Oencrator Engine Cooling Sg* '' No action or response 
raRuaotei 

O'BEILLY, JP Region 2, Office of Director, 02/03/26 UHRIOiR E, 
Florida Power S< Light Co 4pp. 12670 311, 24X 

Ftch*’ SD-000, 02/03/26, 8204140372 


8204060095 Forward* Revision 1 to preservice inep program for Unit 2 Si 
Revialom 5 Si 6 to pretervlca imp program for Unit 1 
HtLCBrU M Tenn****# Valleg Author itg 82/03/31 A DENS AM, E 
Llcanetng Branch 4 IIpp. 125S8-a27 24X Flehf 50-370, 02/03/31, 

8204060055. 


— 8204060062 Revision 1 to pretervlca Imp program 

a Ttnnassea vallag Aothoritg 82/03/03 4pp, 12555,328 24X 

Flcha. 90-390, 82/03/31, 8204060053 


6204140401 Forwarde IE Bulletin 82-01, "Alteration of Radiogrephe of 
Weld* In Piping Suba t temb 1 lit “ 

□ 'REILLY, J P Ragion 2, Offle* of Director 82/04/13 UHRIO.R E 
Florida Pouar S, Light Co Spp 12670 358 24X 

Flch* 90-000,02/04/13,0204140401 


8204140442 Forwards IE Info Notice 82-07, "Cracking in Piping of 
Makiup Coolant Lints at BSiW Plant*, “ to be reviewed for 
posilbli app 1 Icab i 1 1 tg 

□ 'REILLY, J P Rigion 2, Office of Director. 02/04/13 UHRIO.R E 
Florida Power s, Light Co 4pp 12666 231 24X 

Flehe 50-000.82/04/13,8204140442 


8204230370 Responds to IC Bulletin 01-02, Suppl 1, "Failure of Oat* Tgpe 
Valves to Clot* Against Differential Pressure " Addl Info 
for Watt* Bar will ba submitted bg 820726 Result* of 
investigatl an* end 

MILLS, L M Tanntisee Valley Authorltg 02/04/13 O'REILLY. JP 
Region 2, Office of Director 2pp 13813 278 24X 

Flehe 50-000,02/04/13.8204230378 


8202040143 IE Info Notice 02-12, "Surveillance of Hgdraullc Snubbers 
W/encl SVC list 

JORDAN, E L Division of Engineering Si Quality Assurance 82/04/21 
64pp 12B73 001 24X Flehe 30-000,82/04/21,8202040143 


B Reportable o ccurranc ei, LERs It related cor respondence 


8203OB0S37 Ninth Interim deflciencg rept re faultg fillet weld* used on 
socket wild f 1 tt Ings, Ini t iallg reported 000220 tmplimenting 
continued program for insp li repairs or disposition of 
welds Nett rept eicpectad by 820421 

MILLS, L M Tennasiee Valley Authorltg 02/02/23 O'REILLY, JP 
Region 2, Office of Director 2pp 12196-271 24X 

Flche'50-370, 02/02/25,8203090537 


S204020400 Third interim deficiency rept re work package drawing 
matter statue rep t, or ig Ina 1 ly reported on 811006 Date flit 
recreated baaed on revision of drawings listed in Issued 
work packages Nut rept to be submitted 620426 
MILLS, L M Tannassse Vallsy Authorltg. 82/03/12 O'REILLY, JP 
Region 2, Office of Director 2pp. 12503 323 24X 

Flehe 50-370,82/03/12.8204020400 


8204020445 Final deficiency rept r* shock arrsstor strut aissmbly 
Intarfirsncs, Initially reported on 811214 Util will modify 
all 65 supports In question 

MILLS, L M Tennessee Valley Authorltg 82/03/15 O'REILLY, JP 
Region 2, Office of Director 2pp 12903 046 24X 

Flehe 50-370, 02/03/15,8204020445 


S2040Z0465 Third Interim diflclincy rept re rock supported structures 
differential sett lament, 1 nl tlel ly repiorted on 810707 
Surveys for determining settlimint of rock supportsd 
structures completed li analysis In progress 

MILLS, L M Tennessee Valley Authorltg, 02/03/15 O'REILLY, JP 
Ragion 2, Office of Director 2pp 12901 022 24X 

Fiche 50-370, 82/03/19,8204020465 


B204020481 First intsrin deficiency rept r* isolation valve* added to 
uiasta gas decay tank vent Una violating pressure relief 
requirements, initially reported on 820210 Nonconformance 
■valuated.Next rept eipccted bg 820S26 

MILLS, L M Tennessee Valley Authorltg 02/03/19 O'REILLY, JP 
Region 2, Office of Director 2pp. 12900 200 24X 

Fiche 90-390,82/03/19,8204020481 


0204020292 Second Interim deficiency rept re escasilve movement of 
containment penetration be I tows, irtlt 1 al ly reported 811204 
Rienalysli of NB-63-7A w/neui support configuration* ongoing. 

Nirt rept irp acted bv 620802 

MILLS, L M Tennessee Valley Authority 62/03/16 Q'REILLV, J P 
Region 3, Office of Director, ip 12478 152, 24X 

Fichs'90-390, 02/03/16,8204030252 


6204020264 Fourth interim deficiency rept re diesel generator room 
eihauit fen nod, Inl tlal 1 g reported 61 0831. Unable to estimate 
time to determine causa ti taka corrective actions dua to 
eitansiv* coordination required among dlv* 

MILLS, L.M Tannaseee Valleg Authority, 02/03/16 Q'REILLV, J.P 
Ragion 2. Office of Director Ip 12478.141 24X 

Fiche 90-370.82/03/16,8204020264 


8204140439 Forward* IE Info Notice 62-10, "Following Up Symptomatic 
Repairs to Assure Resolution of Problem," 

O'REILLY, JP, Region 2, Office of Director 02/03/31 UHRIO,R E 
Florida Power L Light Co. 4pp> 12670. 005. 24X 

rich*; 90-000, 62/03/31, 8204140439 


3202040142 IE Info Notice 02-11, "Potential Inaccuracies in Hide Range 
Pressure Instruments Used In Westlnghouse Designed Plant* " 

Sve Hit encl, ^ 

JOflOAN. E. L Division of Engineering <■ S2/04/09 

A3pp. 12070.342. 84X Fiche, 90-000, 63/04/07, 6202040142, 


8204020278 Second Interim deficiency rept re failure to erect ladders, 
platforms b stairs per applicable drawings, or 1 g Inal ly 
riportad on S 10703. Maiding dtflcianeies notad Insp rasult* 
ravlausd by dtsign amplog ees, Nex t rapt dua bg 820701 
rtILLS.L.M Ttnntssa* Valley Authority 82/03/16. O'REILLV, J. P. 
Region 2, Office of Director. Ip, 12503,167. 24X 

Fiche, 90-390, 82/03/16,8204020278 
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6S04030431 Final dtftciancy rapt r« doc umanta tion of invastigat ton of 
u«f of aquipmant found out of calibri initially raportad 
811106 Oantral caHbr facility formad at lita to tdantify 
Dut-of-cal ibr instrumants 6 avaluate rapta 

KI(.LS>L M Tannaaaaa Vallay Authority 82/03/16 O'flErULV. J P 
Repion 2f Offica of Director 3pp 12503 062 24X 

Fitha 50-390, 02/03/16, 9204020-I31 


8204000418 Saeond intarlm dafieiancv rapt ra tncorract pipa itippoft 
daalgn by EDB Nuclear, Inc, inltiaUt; raportad S11119 Bupport 
dasigna modified to agraa u/eornputar atraaa anultisic Nait 
rapt by 821010 Alao raportad par Part 21 

KILLS, L K Tannaaaaa Valley Authority 82/03/29 Q 'REILLV, J P. 
Region 2, Office of Director. 2pp 12600 330 24X 

Fiche 50-390, 02/03/25,8204080418 


S2040204S2 Fifth interim daficlaticy rapt ra aiiantlal raw cooling water 
heat tracing, ini tla lly raportad on 810413 Implicatloni to 
other laraty-ralatad ayi being evaluated Addl Info ulll ba 
provided by 820526 

HILLS. L K Tannaiiaa Valley Authority 82/03/16 O'RFILLY, J P 
Region 2, Office of Director Ip 12501 204 24X 

Fiche 30-390,82/03/16,8204020452 


8204020456 Second interim deficiency rapt re containment iielation 
valve aignal function, ini tial ly reported 811109 Drauing 
revltloni to provide containment isolation signal to valve 
FCV-62-76 uill be completed by 820415 

.KILLS, L K Tennessee Valley Authority 82/03/16 O'REILLY, JP 
Region 2, Office of Director ip 12501 205 24X 

Fiche 50-390, 82/03/ 16, 0204020456 


8204160338 Third interim deficiency rept re check valvaa on dleeel 
generetor starting air being inadvertently dispoeed of uhin 
removed from ays, initial 1 y reported B10B20 Valve* replaced 
temporarily Next rapt by 020831 Also reportable per Part 21 
MILL3,L M Tennessee Valley Authority 82/03/26 0'RE1LLY< J. P. 
Region 2, Office of Director Ip 12706 319 24)1 

Fiche 50-390.82/03/26,8204160338 


8204160239 Revised final deficiency rept re support draulngs designed 
by EDS Nuc lear, inltia 1 ly reported 810731 Completion of 
corrective actions postponed until 820901 , p end Ing receipt 
□f stud bolts Also reported per Part 21 

KILLS, L K Tennessee Valley Authority 02/03/39. O'REILLVrJP. 
Region 2, Office of Director Ip 12696 197 SAX 
Fiche 50-390,88/03/29,8204160239 


B204020459 First interim deficiency rept re incomplete listing of 
Const Test QCP 3 6 Std Test 6-99 on punch list for transfer 
of safety-related f ys, 1 ni t lal ly reported on 820127 Oenrric 
implications being evaluated Next rept due by 820517 
M1LL8, L t1 Tennessee Valley Authority 82/03/16 P'BEILLY, JP 
Region g, Office of Director 2pp 12501 202 24X 

Fiche 50-390, 82/03/16, 8204020459 


8204160259 Final deficiency rept r# defective 6 9 kV GE circuit 
brealeri initial ly reported on 811210 Breaker returned to OE 
for Investigation & repair Personnel instructed to perform 
tolerance checks Corrective actions completed by aSlOOl 
MILLS.L M Tennessee Valley Authority, 82/03/29 O ■'REILLY, 0 P 
Region 2, Office of Director 3pp 12696.309 a4X 
Fiche, 50-391, 02/03/29, 0204160259 


8204020479 Second interim deficiency rept re design of eiial supports 
for piping using lugs uelded to p ipe, Initia I ly reporttd 
810922 Lugs causing overs trissl ng of pipe ualls redesigned 
Shimming process testing underuay Next rept by 820830 
HILLS, L M Tennessee Val ley Authority 82/03/16 O'REILLY, J.P 
Region 2, Office of Director 8pp 12500 290. 24X 

Fiche 50-390,82/03/16,8204020479 


8204020563 Fifth interim deficiency rept re retrievable info used in 
piping analysis, Initially reported on 010316 Determination 
of actions to prevent recurrence continuing Add! info uill 
be submitted on or about B20Q04 

KILLSiL H Tennessee Valley Authority 82/03/16 O'REILUV.vIP 
Region 2, Office of Director Ip 12500 014 24X 

Fiche 50-390.62/03/16,820 4020563 


0204160231 Firet interim deficiency rept ra incorrect lube oil uetd In 
dleiei genare tors, ini till ly reported G20229. Procedure re 
lubrication control for permanent mechanical equipment found 
adequate Inveitlgatlpn in progress Next rapt by 820621. 

MILLS, LM Tennessee Val ley Authority 02/03/30 O'REILLY, J. P. 
Region 2, Office of Director 2pp 12696' 255 SAX 
Fiche 50-390,82/03/30,8204160231 


8204160273 Eighth Interim deficiency rept re Improperly Installed 
support anchors, initially reported 810608 Evaluation of 
as-bullt HVAC duct configuration In progress for analysis 
of nonconforming base plat# Impact. Next rept by 020713 
HILLS, L M Tennessee Valley Authority 82/03/30. O'REILLY, sf P 
Region 2, Office of Director, Ip 12699.046 24X 

Fiche 50-390, 82/03/30, 8204160273. 


8204020336 Third interim deficiency rept re incorrect analytical models 
i, weight of valves FCV3-236, 239, 242 6 245 on feedwater 
piping analys Is, initially reported 811009 Piping problems 
reanalyied u/correct data Next rapt by 820811 

KILLS, L K Tennessee Valley Authority 92/03/17 O'REILLY, JP 
Region 2, Office Of Director 2pp 12495 259 24X 

Fiche 50-390,82/03/17,0204020336 


8204160362 Second intsrlm deficiency rept re insufficient engineering 
change notice review It hand ling. Ini tie 1 ly reported on 
011215 Scope of deficiency being reviewed Next rept will be 
submitted by 820802 

HILLS, L M Tennessee Val ley Authority 92/03/31, O'REILLY, J.P 
Region 2, Office of Director 5pp 12701:005 SAX 
Fiche 50-000,82/03/31,8204160362 


104020402 Suppl to finil deficiency rept re full penetration wilds for 
pipe supports. initially reported BOlOlO Because of const 
delays, cornml tffient is now to complete mods before hot 
functional testing of each unit 

MILLE.L K Tennessee Valley Authority 82/03/18 O'REILLY, J P 
Region 2, Office of Director Ip 12503 327 24x 

Fiche 50-390,82/03/19,8204020402 


8204160391 First interim deficiency rept ra fire protection sys support 
detail dl sere pane les, inltia 1 ly reported 820302, UtLl 
currently reviewing fire protection sys piping draulnae 
to ensure compliance Next rept by 820921, 

MILL8,L.H Tennessee Valley Authority 92/03/31 O'REILLV, J. P 
Region 2, Office of Director 2pp. 12707 133 24X 

Ftcha 90-390,82/03/31,9204160391. 


1204020346 Siith interim deficiency rept rt improper cliss i flea t ion 
essential raw cooling water sys piping 4, componants, 
initially reported 810324 Procuremsnt specs do not fulfill 
lOCFRSO.App S requirements Next rspt by 820804, 

HILLSiL M Tennessee Valley Authority 82/03/22 O'REICLY, J P 
Region 2, Office of Director Ip 12496 009 24x 

Fiche 30-390. 82/03/22.8204020346, 


8204160407 Second interim deficiency rept re falluraa of design review 
procete to verify accuracy U adequacy of document e, Inl t lal ly 
reported on 01 1215. Engineer Ing design review will ba 
completed by Oct 1902 Next rept due by 821217. 

KILLS, L (1 Tennessee Valley Authority, 02/03/31. O'REILLY, J. P. 
Region 2, Office of Director 2pp. 12707,002 24X 

Fiche 50-000,82/03/31,0204160407, 


1204020364 Fifth interim deficiency rept re improper weld attachmi 
of shear lugs, initiallg reported 801030 HVAC piping 
Inspected 6 necessery corrective actions implimented Neit 
rept eipected 820009 

MlLLSiL.H Ttnneisee Valley Authority 82/03/22 O'REILLY, J f 
Region 2, Office of Director la 12503 134 oav 
Fiche 50-390,82/03/22,8204020364 


8204160190 First interim deficiency rept re contalnmant 
valves FCV 72-13 L 34 design error, ini tial 1 y reported 
820305 Deficiency being Investigated Next rept will be 
eubfflltted by 820709 

HILLS, L.K Tenneseee Valley Authority. 02/04/02. □' 

Region 2, Office of Director. 2pp 12699:274 24X 

Fiche 50-390,82/04/02,8204160190. 


spray miniflow 
on 


REILLV, J. P. 


0204000180 Final deficiency rept re problems Identified In audit a 
pressure testing program for safe ty-related piping, 
initially riported 801230 Const ttst manual contalnina 
prttsure tasting procidursi initiated " 

MILL8, L H Tennesiis Valley Authority 02/03/24 O'REILLY, JP 
Region 2, Office of Director 3pp 12604’ 200 24 k 

Fiche 30-390, 82/03/24,0204000180 


8204200174 Final deficiency rept re Claes IE electrical components for 
essential raw cooling water traveling eereerls, initially 
ropo-rted on 81OS10 Lou speed detector ewitehei will be 
rewired. Drive motor* uill be reclaeeiftsd as Clae* ie, 

MILLS, L.K, Tennessee Valley Authority, 02/04/09 O'REILLY, JP. 
Region 2, Office of Director Sop 12871, 159. SAX 
Fiche. 50-390, 82/04/09,8204200174. 


^0-?^ 0 - 2 ^ordl.u* ,^ * 8100-03 Findings 

Setlvltu®lniti!? *" Interface coordination " 

activity, initlallv reported on 810717 Finding O-I uill be 

T™* etllon plan. Next rept due by 821223 
n Ttnntflttt Valley Authcrlty Q2/Q^/s% nfBrujv i b 
Region 2, Qfflee of Directo? Ip. 12600 |b9 24 X "EILLY.J.P. 

Fiche 50-000. 02/03/25,8204080309 ‘ 


82042^180 Sixth interim deficiency rept r# eafety injection eye train 
B flou, initially reported on 000901, Setting e of RHR flow, 
control valves l-FCV-74-16 t< 28 modified Aceeptabla fjow af 
4,900-9,000 gpn Obtained. Next rept due by 020830. 
nlLLSrL.H. Tennessee Val ley Authority 02/04/09. O'REILLY, J. P, 
Region 2, Office of Director, ip. 12871: 140, 24X 

Fiche: 90-390, 82/04/09, 0204290 108, 
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aS04Sea273 Adill info to final dcficioncy ropt r» potentinl to ovorload 
CCS pump dltcharg* not i leai ini t lal ly reportod 800103 Oolay 
in completion of corroctiva action* eau*ad by con*t dolayt 
Conplation dato now achoduled for 62OSS0 

HfLLSfL H T»nn*»»oa ValUy Authority 82/04/09 O'fiEILI-Y. J P 
Region 2» Office of Director ip 12870 039 24X 

FI Che 30-390- 82/04/09. 0204200273 


82042B035S Second Interim Deficiency Repte 50-390/82-10 & 50-'391/a2-l0 
rt dafectlve tube itiel mat 1- in 1 tie 1 1 y reported on 811224 
Inveetlgation continuing Neit rept to be lubmltted 820326 
Aleo reportable per Part 21 

rtlLtS. L M Tenneeeeo Valley Authority 02/04/09, O'REILLY, J P 
Region 2. Office of Director ip 12869 222 24X 

Flcfie 30-390,82/04/09,8204280390 


8204280366 9opp I to Final Deficiency Repte 50-390/81-91 it 90-391/81-49 
re faulty anchor plate* tc bol te > Ini t i al ly reported on 
81030B Corrective action for Unit 2 ulll be completed by 
820930 

hills. L M Tenne*tae Valley Authority 82/04/09 O'REILLY, J P 
Region 2, Office of Director Ip 12870 063 24X 

FlChe 90-390, 82/04/09, 8204280366 


8204200097 8uppl to final deficiency rept re HVAC piping configuration 
ortglnaily reported on 810709 Completion date for modifying 
hangar* mleted due to shift In craft priorities Corrective 
action (Jill be completed by 820919 

KILLS.L H Tenne««ee Valley Authority 82/04/19 O'REILLY, J P 
Region 2, Office of Director Ip 18871 049 24X 

Flche- 90-390, 82/04/19, 8204200097 


6204280069 8uppl to final deficiency rept re locating containment 
cooling eys booster pump* belou flood eval uation, 1 nl tlal ly 
reported on B11O09 Date for environ design criteria changed 
Corrective action to be completed by 820801 

MtLLS.L H Tennessee Valley Authority 82/04/19 O'REILLY. JP. 
Region 2, Office of Director Ip 12B71 048. 24X 

Flche 90-390.82/04/19,8204200068 


8204260214 Revised final deficiency rept re incomplete hanger drauing 
control computer printout, Initial ly reported 810331 
Bsrgen-Paterson drauilng approval Indet currently used for 
control Draulng Info syi printout uili be used uihtn updated. 

HILLS, L n Tennessee Valley Authority 82/04/19 O'REILLY, J P 

Region 2, Office of Director 3pp 12870 308 24X 

Flche 90-390,82/04/19,8204280214 


8204260490 Revised final deficiency rept it first supplemental rept ra 
inconsistent establishment of Insp program. Initially 
reported 810324 Const requirsments sufficient for Sequoyah 
Kuclrar Plant Matts Oar const manual under revieu 
KILLS-L M Tenncsset Valley Authority 82/04/12 O'REILLY, J P 
Region 2, Office of Director 4pp 12867 332. 24X 

Flche 90-000,82/04/12,8204280490 


0204380093 Seventh Interim deficiency rept re failure of safety-rolatod 
Uestinghouso gate va 1 V*s, or Ig inal ly reported on 801031, TVA 
continuing to perform field mod* Final rept will be provided 
upon receipt of revleed drawings Also reported per Pert 21 
hills, L H Tennessee Valley Authority 82/04/13 O'REILLY, J P 
Region 2. Office of Director Ip 12870 196 24X 

F i < l> r 90-390, 82/04/ 13. 8304280093 


8204200244 Addl info to final deficiency rept re radiation dose Inside 
containment sscaedlng cable qualification, inltlelly reported 
600331 Corrective action complatlon date nou 820801. 

HILLS. L M Tennessee Valley Authority B2/04/12 O'REILLY, d P 

Region 2, Office of Director ip 12864 029 24X 

Fiehe 90-390. 02/04/19. 820426024 4. 


SS04S80249 Addl Info to final deficiency rept re electrical field 
separation field audit. Initially reported 810209 Conduit 6 
grounding drawings revised on 810303. Util will issue tuby 
procedures by 820430 

M1LL8.LM Tennessee Valley Authority. 82/04/19 O'REILLY, d. P, 
Region 2, Office of Director Ip, 12864 036 24X 

Flche 50-390,82/04/19.8204280249 


82042B0299 Final deficiency rept re failure of generator sys to supply 
adequate voltage to safety-related board*. 1 nl tlal ly reported 
810109 Investigation determined nonconformance Is not 
condition adverse to quality or safe operation of plant 
KILLS, L H Tennessee Valley Authority 82/04/13 O'REILLY, d P, 
Region 2. Office of Director 3pp 12864 014 24X 

Flche 90-39O, 02/04/13. 8204280259 


8204280266 Second Interim deficiency rept re failure to Implsment 0-32, 
Revlelon 6 concerning concrete anchors, ini t lal ly reported 
811229 Investigation It insp of bolts continuing Naxt rept 
expected by 820609 

MILLS, L rt Tennessee Valley Authority 82/04/13 O'REILLY, d P 
Region 2. Office of Director. 2pp 12869.030 24X 

Flche 90-390, 82/04/13, 8204200266 


820429D311 Submits supplemental info to final deficiency rept re 
grouted anchor bolts on main steam line supports, initial ly 
reported 800314 Corrective actlone for Unit 1 will be 
completed by 820928 t< Unit 2 by 821001 

HILL9.L n Tenneiiec Vel ley Authority 82/04/13 0 'REILLY, d. P. 

Region 2. Office of Director Ip 12869 063 24X 

Flche 90-390.82/04/13,8204290311 


DOCKET 90-394 CALIFORNIA STATE POLYTECK COLLEGE RES REACTOR 


H Decommissioning Stege Documents (a Correspondence 


8204300333 Submits second progress rept for dismantling plan Schedule 
for fuel rooiDval from AON-201 reactor delayed to comply w/ 
new regulations 4c Instrumsnt problams Resignation of campus 
radiation safety officer complicates DA documentation 
ADAMSON, R M California Polytech State Unlv. 82/04/13 BTOLZ, d. F. 
Operating Reactors Branch 4 2pp 12737:003 24X 

Flche 90-394. 82 / 0 4/13, B20 42003 33 


DOCKET 90-399 VIRGIL C SUMMER NUCLEAR BTATIOM. UNIT 1 


A Appllcatien/conetruction stage documents tc correspondence 


8204210074 Suirmery of 820S19 meeting u/utile L Uesttnghouse in 
Bethesda.HD rt Hestlnghousc Model D steam g eneratore. List 
of attendees end 

CHESNUT.S H Licensing Branch 1 82/03/12 YOUNOBLOOD. 8. d. 

Licensing Branch 1 12pp 13813:001 24X Flche 90-000.82/03/12. 

0204210074 


8204280396 Seventh Interim deficiency rept re steel containment 
penetration assembly, initially reported 801219. Reanalysls 
of one remaining piping problem still in progress Nest rept 
to be submitted by 820621 

HILLS, L M Tennessee Valley Authority, 02/04/13 O'REILLY. d.P 
Region 2. Office of Director tp 12866 281 24X 

Flche 50-390, 82/04/13. 0204280398 


8204330936 Summary of 020224-39 meatinge u/ut 1 1 tc EQtcO In 
denklnsvl lie. 8C ra ineerviee test program for pumps It 
valves List of attfndees end 

KANE. M. F Licensing Branch 1 82/03/16 Licensing Branch t, 

19pp. 12824 328 24X Flche' 90-393, 83/03/1 6, 0204220936 


8204200409 Fourth Interim deficiency rept re qualification of fpoxy 
grout for safety-related app llcatlons, Inl tl al ly reported 
810827. Support mod* or addl support* recommended for 
Inadequate support* tc revision to drawings Next rept 820928 
KILLS. L H Tennessee Valley Authority, 82/04/13 O'REILLY, d.P 
Region. 2. Office of Director. 3pp 12866 037 24X 

Flche SO-390, 82/04/13, 0204280409 


8204200918 Seventh Interim deficiency rept re Instal latlon of anchor 
bolt* disregarding spacing specs Util continuing review of 
design capacities of affected bass plate anchors. Next rspt 
due by B20924. 

MILLS. Tsnnestee Valley Authority 02/04/13 O'REILLY, d.P 

Region 2. Office of Director. Ip 12066.334 84X 

Flche' 90-390, 82/04/13, 0204280910 


8204280307 Final deficiency rept re nonconformance of foam seals In 
meehentcal pipe sleeves. Initially reported S11204 Test 
proflrsm caniJwctiJ to dottrffltnt of foolt on pipl^9 

stresees fc support loads. Design J*** i v jp 

HtLL9>L. M Tennessee Vel ley Authority. 82/04/14 0 REILLY, J. P. 

Region 2i □ffice of Director. 4pp. 12069 108 24X 

Flche 80-390,02/04/14,8204280207. 


8204090070 Forwards Revision 1 to "Mobile Cement Solidification Sys 
Topical Rapt CN8I-3 '* Proprietary version withheld (ref 
tOCFRS 790) U/o stated affidavit. 

HARSH. C A Chem-Nuclaar Systems, Inc 02/03/22 MILLER, d. R . 
BEROORENi d Standardl la tlon tc Special Projects Branch 2pp 
12928' 290 24X Flche 30-399,82/03/22,8204090070 


-8204080076 “Mobile Cement Solidification Bye Topical Rept CNai-2, " 
Revision 1 

* Chsm-Nuclear Systems, Inc 4313-01394-01NP ROl. 02/03/31. 
90pp 13928 293 24X Plch e; 90-399, 82/03/22, 0204090070 


8204080440 Forwards Dosing Asrospace Co rept entitled, "Sneat Circuit 
Analysis of ESF Loading Sequence Control Panel, duns-Nov 
1981," par 810428 commltmant, rose Ivin g License Condition 
1 8 23 No hardware mods necessary 

NICHOLS, T.C. South Carolina Electric ti Oas Co. 02/03/29 
DENTON, H R. Office of Nuclsar Reactor Ragulottlon, Director Ip 
12601'039 24X Flche 90-399,82/03/39,8204080440 



320 


DOCKETED ITEMS 


--820-4080446 "Srcat Circuit Anilv*^* of Lo«iflng Stqvtncc Control 
P4nBl< Juni-Kav 19&1 " 

OALLAWi^r. J L . RAKKINiJ P . HOSS^ R H Bating Strvlct* 

InttmA t ion<t 1 (luiit of Soiing A«rosp*e« Co-rp ) D2-liB696’-l. 

02/03/25 »5pp 12601 036 24X FI tilt 30-396.02/03/23,820 4000440 


0204030017 Foruprdi nodlfiaii rttponit ta FSAR Qutttipn 211 39 -r t 
oparttor Action to afftct UOCA u/timi accumulator Itolatlon 
valval cloftd h poutr lacktd out Ravlsion uiil ba 
Ineorporatid in ntit F8AR tmtnd 

MICHOLS.T C South Carolina Blactric L Oai Co 82/03/26 
DENTON, H R Offlca of NUcltar Rtactor Ragulatlonr Olrtctor 2pp 
12321 203 24X Flcht 30-393,02/03/26,8204030017 


82040S0066 Ra^uaiti 820412 matting to dlicuti unrtiolvtd Ttcb Bptct, 
including 3 3 3 3 ra control room ramota aliutdoun 
Ini trumtntat 1 on panal.S 3 3 a ra pait-accid ant 
Initrumtntat 1 on 6 3 4 6 2 ri RC8 Italaga 

NICHOLS, T C Soutli Carolina Etactric k. Oai Co 02/03/26 
DENTON.H ft affict of Nuclaar ftaactor Rrgulation, Dirtctor 2pp 
12315 283 24X Ficba 50-395,82/03/26.0204050066 


8204050234 Foruarda rtvisad ihatti to rapt "Human Factor! Enginairing 
Evaluation I, Improvtmant of VC Suountr Nuclaar Station 
Control Room, Phata 1," dtd BIOI IS Rtvltlona raflact aa-bullt 
baclfit dticription It conform ij/NUR£0-0737i itais I 0 I 
NICKOLB. T C south Carolina Eltctrlc & Ota Co 62/03/26 
DENTON, H R Offlca of Nuclear Raactor Rtgulatlon, Plractor. Ip 
12532 106 24X: Ficht 50-395,62/03/26,6204050234 


— 82040-30240 Ravi ltd pagat to "Hunan Fa Eton Engineering Evaluation t, 
Irnprovamant of VC Summer Nuclear Station Control ftooniiPhaaa 
1 . " 

a Eiaai Corp 82/03/26 51 pp 12532 IDS 24X 

Flche 50-395,02/03/26,8204050234 


B2O40S0243 Foruardi ravliad Tech Spec Table 3 6 1 ra contalnoient 
liolatlon valvBi 

NICHOLS, T C South Carolina Electric t< Oai Co 82/03/26 
OENTON.H ft Office of Nuclaar Reactor ftegulatlpn, Director Ip 
12532-167 2 4X Flcha: 30-395, 02/03/26. 0204050243 


— 8204050248 Reviled Tech Spec Table 3,6 1 re containment tiolatldiv 

valval 

a South Carolina Electric k Oat Co 82/03/26 4pp 12532 t6B. 
24X Flcha 50-395. 02/03/26,6204030243 


0204090353 Advliii that 820312 control room ventilation deiign U 
ana Igiti, <h lor i na detection Tech Spec matti riqulrimenti of 
Rag Outde 1 95 par 830326 talc on Revlaad F8AR page 6 4-9 
and 

NICHOLS. T C South Carol 1 na El ec tr i c b Oaa Co 62/03/26 
DENTON, H R Offlca of Nuclear Raactdr Rtgulatlon. Director 2pp 
12524 069 24X Flcha 50-395,62/03/26,0204050333 


’04120071 Sunvaarv bf 620323 meeting u/utll at ilti re raadinat* for 
fuel loading b iou power tilting Prei entat 1 am ra fuel load 
rcadlntaci attam generatora k atatua of f*JREe-0737 TMI Ttemi 
1 C 1. It D 3, II F 2, 11 K 3 30 b III A 2 enc 1 

KANE, H F Licanilng Branch 1 02/03/26 Llctnaing Bra-nch U 

2lpp 12692’ 294 24X Ficht 50-393.82/03/26,8204120071 


704080441 Forward* poat-accidant aampling agi daacrip tion. op trat ing 
procadura* & four ovarelie *gi flow diagram* In ratponsc to 
NUREO-0737 Itim I I B 3 

NKH0L8, T C South Carolina Electric & Oaa Co 82/03/30 
DENTONiH R Office of Nuclaar Reactor Regulation, Dlrictor. 2pp, 
12398 246 24X Flche’ 50-395, 02/03/30, 8204000441. 


-8204080456 "Bgi Description fur Normal It Post-Accident Sampling 8ys far 
Virgil C Bummer Unit 1 " Two oveniie drawings and 
Aperture card* are available In POR 

KLINKSIEK, D T . HC INTOSH, H T. , SOUTROB.FO 01 lb irt/Conmon weal t h 
Co*. 82/03/12. 39pp. 18398 248. 24X Flcha. 50-393, 02/03/30, 

6204080441 


-9204000498 "Final 8ys Daalgn Desert pt ion, Pa st-Acddant Hydrogen Removal 
By* for Virgil C Summer Unit 1," Tuo ovarslte draulngi 
and Aperture cardi are avellabla in POR 

KLJNKSIEK.D T , PATYN0H6KI, R, Ollbert/Commonwaalth Coe. 81/07/24 
86pp 12396:808 24X Ficht. 90-395, 82/03/30, 8204080441 


—0204080312 -"Kaalth Physic* Pracadurer Post-Accident Raactor Bldg 
Atmosphera Sampling.'' Ravislpn 1 

KNOXt j. , BLUE. L. A South Carolina Electric 1 Oea Co 62/08/10 
17pp. 12596.315. 24X FiChei 50-395,82/03/30, 6204060441. 


—8204080318 "Chamistry Opirating Procedure Operafcl-on of Mudeer Bample 
8g* Under Normal It Poe fc-Accident Condition*,* Revtalon 1 
DERRICK. J H South Caro-llna Eltctrlc It Oat Co. 82/02/19. SOpp 
12596 332. 24X Flcha: 50-395, 62/03/30.6204080441. 


8204060008 Forward* m (ice 1 ieneou* changes to proof 6 ri.itj cop* "• 
Tech Spec* 

NICHOLS, T C Sooth Carolina Electric k Oat Co 02/03/31 
DENTON, H ft Office of Nuclear Reactor Regulation. Director 
12950 182 24X Flche 50-399,02/03/31,8204060000 


— 8204060012 Changes to proof k revlaw Tech Spec* 

a South Carolina Electric 1, Oai Co 02/03/31 12pp 1255. i-* 

24X Fiche 90-395,62/03/31,8204060008 


8204060068 Forwardi reviled phgilci lett program I, riviied F5aR Tji a 
14 1-65 a, augmented tow-pouir te*t Change* mill be reflected 
In niit FSAR emend 

NICHOLS, T C South Carolina Electric k Oa* Co 82/03/31 
DENTON, H R Office of Nuclear Reactor Regulation, Direclor ^Ja 
12553 347 24X Flche 50-395,02/03/31,8204060068 


8204060018 Ad vl «e I that tchedule far fuel load riadineit he* b a a i 
ectanded to 820430 

NICHOLS, TC South Carol ina El ec trie & Oaa Co 82/04/03 
DENTON, H ft Office of Nuclear Reactor Regulation, Director Ip 
12549 201 24X Fiehe 50-395,62/04/02,8204060018 


8204060096 Foruarda marked-up FSAR Page* 7 3-41 k 7 3-42 to provide 
Info re Tech Speca ESF reiponse times, in reiponse to ARC 
820401 rcqueit Changes will be incorporated In nett FSar 
amend 

NICHOLS, T C South Carolina Electric k Oas Co 82/04/02 
DENTON, N R Offlca of Nuclear Reactor Regulation. Director “op 
12550 197 24X Flche 50-395,82/04/02,8204060096 


0204160595 Forwards draft Procurement Spec 08P-544C-5CEC Draft 
scope i< detaiti of util request for independent *ti*nte 
design review of turbine driven emergency feedwater pump 
flow path Review 6 approval requested 

NICHOLS, T,C South Carolina Etactric k Oa* Co 82/047-08 
DENTON,H ft Office of Nuclear Reactor Regulation, Director Epj 
12700 359 24 X Fiche 50-395,82/04/08,8204160595 


8204190B31 forwards markad-up FSAR Section 5 2 2 5 re praifurlier 
power operated relief valve variable setpoints, In relponti 
to NRC request rs adherence to 10CFR50 App G limits Hod* 
will be incorporated Into Amend 31 to FSAR 
NICHOLS, rc South Carolina Electric I Oa* Co 82/04/cs 
DENTON, H R Office nf Nuclear Regulatory Research, Director *'pp 
12721 263 a4X FIcJie 50-395,82/04/08,6204190231 


B20419031S Forward* revision to proof k review copy of Tech Spec* re 
contained vol * of water in reactivity control *yi,ECC6 
containinint sys 6 plant sys 

NICHOLS, T C South Carolina Electric b Gas Co 82/04/08 
DENTON, H R Office of Nuclear Reactor Regulation, Director ]p 
12728 271 24X Flche 50-395,82/04/06,0204190315 


— 6304190320 Rsvlie-d proof b reviiiii copy of Tech Spece re contained 
vol* of u-ater in reactivity control eys, ECCS, containarnt *v* 
b plant >yi 

» South Carolina Electric k Gas Co 82/04/08 6pp 12729 
24X Fiehe 50-395,82/04/08,8204190313 


0204190191 Foruiard* changes to proof k review copy of Tith Specs iri 
RCS flou rate. Reasons for requested changes outlined 
NICHOLS, T C South Carotlna Electric k Gas Co 62/04/(2 
DENTON, H ft Office of Nuclear Reactor Regulation, Director ?pp 
12723. 135 24X Flche: SO-39S, 82/04/12, 6204190191 


--B204190197 Proposed changit to proof k review copy of Ts-th Specs 
RCa flow ra te. 

* South Carolina Electric k Oat Co 82/04/12 7pp 12723 13' 
24X Flche: 50-395. 62/04/12,8204190191 


8204190279 Forward* draft Procurement Spec DBP-544C-SCE0, outUntnl 
ecope & details of util propoial for independent eeismic 
review for turbine emergency feedwater pump flow path 
NICHOLS.T C South Carolina Electric k Gas Co 82/04/13 
DENT-ONi H R Office of Nuclear ftaactor Ragulatlon, Directer Spa 
12722 230 24X Flche ' SO-395, 82/04/12, 82041 90279 


8204190355 Forwards marked-op pages of FSAR Section 9 4 te reflect 
as-built configuration of KVAC sys 

NICHOLS, T.C South Carolina Electric k Qa* Co 82/04/12 
S£NTON,HR, Office of Nuclear Reactor Regulation, Directer eSdiP 
1 2727’ 129 24X Flcha 30-395,82/04/12.8204190355 


8204200026 Inferns of plan to Install Internal Initromentatlo" >" steam 
generator ins trumentatlen consiets of biaxial acceleremi te rt 
installed in two tubes. Installation skpected in early Kay 
NIChdLS, T C Bouth Carolina Electric k Gae Co 82/04/14 
DENTON, H.R. Office of Nuclear Reactor Regulation. Dlrectar It 
12742.337 2 4X Fich* 30-395,02/04/14,6204200026 
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0204260149 Di«cut«(s 3»vsn NRfi item* needing resolution for facility 
Keating for uk of Q20426 or Q20S03 in Qethesda.KD suggested 
NICHOtS.T C South Carolina Electric (i Oat Co 32/04/19 
DENTON p H R Office of Nuclear Reactor Regulation/ Director 6pp 

12830.261 24X Fiche 50-395,82/04/19,3204260149 


—8204260156 Proof t< review copy of Tech Specs re NRR unresolved items 
a South Carolina Electric t, Oas Co 82/04/19 i4pp I233B'267 
24X Fiche 30-395,32/04/19,8204260149 


3204260209 Advises that util will Install source range neutron flux 
monitor at control room evacuation panel or at another 
location Independent of control complex 

NICHDUB, T C South Carolina Electric fe Oat Co, 82/04/19 
DENTONtH R Office of Nuclear Reactor Regulation, Director Ip 
12337 348 24X Fiche 50-395,32/04/19,0204260209 


8204300199 Responds to request for info re mods to steam generators for 
tube vibration problem Mod design potentially available in 
late 1932 Radiation environ tt estimate of total radiation 
atpoeure to personnel provided 

NICHQLStT C South Carolina Electric 1» Oas Co 02/04/27 
DENTON, H R Office of Nuclear Reactor Regulation, Director. 3pa 
12890 160 24X Fiche 50-395,82/04/27,0204300199 


6204090152 Requests copies of 1 iceneee/app 1 1 can t requests for 
extension or exemption re Implementation of 10CFR73 21 
Only Heddam Neck U Millstone have submitted feat 6. fee 
foriTS. 

TREHPERiL License Fee Management Draneb B2/O4/0S Office of 
Nuclear Reactor Regulation, Director Ip 12633 260 S4X 
Fiche. 80-000, 02/04/05. 3204090152 


8204230515 Act receipt of util 820316 1 tr re 620505 emergency exercise 
Addl comments on details will be made by telco'n to Oeale 
STOHRi J P Division of Emergency Preparedness t. Operational Support 
82/04/16 NICHOLS, T C South Carolina Elactric it Oas Co ip 
12814 235 24X Fiche 50-395.82/04/16,8204230515 


6204270350 Responds to NRC 320401 1 tr re installation of smoke 
detectors in each area containing safety-related equipment 
Chart encl identifies arees uhare detectors are or uill be 
installed 5 areas for which exemptions requested. 

NICHOLS, T C South Carolina Electric it Oas Co 32/04/20 
DENTON, H R Office of Nuclear Reactor Regulation, Director ISpp 
12643 353 24X Fiche SO- 39Si 82/04/20, 9204270350 


0 Ad,|Udica tary corrisp andenee 


E FfiC Safety Evaluation Report (8ER), supple ii correspondence 


3204140617 Clarifies SER Suppl 3 re need for direct Indication of 
reactivity control in form of source range neutron flux 
menltor for alternative shutdown sys Evacuation panel should 
be located Independent of control complex 

YOUNORLOOD, B 0 Licensing Branch I 02/03/31 NICHOLS, T C South 
Carolina Electric t< Oas Co 2pp. 126B6 151 24X 

Fiche 50-395,82/03/31,0204140617 


B204I2000S Advises that only open item In SER 3 is installation 
of imole detection in areas having safety-related equipment 
Cetectore nuat be fully operational prior to Initial fuel 
loading 

YOUNOSLGOD, B J Licensing Branch I 82/04/01 NICHOLS, TC South 
Carolina Electric l< Oas Co 3pp 12652 198 S4X 
Fiche 50-39 5, 82/04/01,820412000 5 


F Becurity, medical, emergency it fire protection plans 


3804230309 Dlscussss inhsrent problem w/4-ulre emergency notlfieatiim 
aya telephone circuit. To prevent lockup.uttl should ensure 
that second call is not established within 20-f after 
original call 

BTOHRtJ P Division of Emergency Preparedness I, Operational Support 
82/01/29 UHRlOiR B Florida Power t. Light Co 4pp 12816 132 
24X Fiche 50-000,82/01/29,8204230308 


8204230420 Responds to questions ra nature of reiponss during 
emergenc y, NRC role during emergency k netd to affeetlvaty 
Interface w/licensee organixation at technical support ctr ti 
amargancy oparations facility during raspensa to emarganey 
8T0HR, J P Division of Emergency Preparedneaa (< Operational Support 
02/01/29 UHRIO.R.E Florida Power «> Light Co 7pp 12815'264 
a4X Fiche 50-000,02/01/29,0204230420 


9204S30472 Dlacuasea schedule of info to be submitted by utils In 
advance of emergency preparedness axarciaa, Appropriata state 
S: local agancies should ba informed well in advance of 
eiereleea bo facilitate participation 

STOHR, J P Division of Emergency Preparedness t. Operational Support 
32/01/29 UHRJO, R E Florida Power it Light Co 4pp. 1261 4' 294 
24X Fiche 50-000,82/01/29,8204230472 


33D4020266 Forwards IE Emergency Preparedness Appraisal Rapt 
50-395/82-03 on 820111-18 

OOtSBERO, 8 C. Hearing Branch 2 82/03/31. OROSSHAN.H < 

L rNENaEROER. 0 , HOOPER, F F Atomic Safety and Licensing Beard Panel 
ip. 12498 104. 24X Fiche' 50-395, 32/03/31 , 8204020266 


6204080398 Motion to dismiss Contention 2 Contention no longer 
lltigable leaue due to Commission sliminatlon of flnstieial 
qualification issues from licanalng procetdlngs Certificata 
of Sve end 

OOLDSERQ, S C. Hearing Branch 2 32/04/07 Atomic Safety and 

Licensing Board Panal lOpp 12611 107 24X Fiche 50-395,82/04/07, 

8204030398 


8204140130 Petition to intervene in proceeding & request for hearing 
Cartlflcata of 8vc encl 

RUOFF, J C Fairfield United Action B2/04/09. Atomic Safety and 
Licensing Board Panel 19pp 12670 OSO 24X Fiche 50-395,02/04/09, 
8204140130 


62042J0561 notion for admission of new contentions re accelerated wear 
on steam generator tubes t, financial problama Cartiflcata 
of 8vc enc 1 

SURSEY, B A Ourasy, B 82/04/14 Atomic Safety and Licanalng 

Board Panel 6pp 12815 234 24X Fiche 50-395.82/04/14,0204230561 


8204260183 Retpoiise supporting NRC 820407 motion to dismiss Dursey 
Contention A2 re financial qualifications Commission 
aliml nation of financial qual if Icatlons in pending OL 
proceedings renders contention moot Certificate of Svc encl 
KNOTTS, U 0 SO'Uth Carolina Electric L Oas Co 82/04/21 Atomic 
Safety and Licensing Board Panel 4pp 12336*222 24X 

Fiche 50-395,02/04/21.8204260133 


B204280263 Response supporting NRC 820407 motion to discuss B Buracy 
Contention A2 re financial qualifications Commlsatan 
eliminated subj from pending OL proc eed inge. App 1 Icanta fall 
within definition of electric u t i 1. M/Cert if 1 cat • of Svc 
KNOTTS, J B South Carolina Electric & Oas Co 82/04/21 Atomic 
Safety and Licanalng Board Panel 4pp 12365.032. 24X 

Flehe 50-395, 02/04/21.8204280263 


I Flnanc lei inf ormatl on 


6204050089 Forwards Annual Financial Rapts, 1900 t, 1981 

NICHOLS, T C South Carolina Electric k Oaa Co. 82/03/25 
DENTON.H H Office of Nuclear Reactor Regulation, Director ip 
12510 294 24X Fit h a: 50-395, 82/03/25, B2040500B9 


■8204050092 Annual Financial Rapt 1931. 

e South Carolina Electric t» Oas Co 82/03/25 43pp 12516' 295 
24X Fiche. 50-395,32/03/25,3204050089. 


—3204050096 Annuel Financial Rapt 1930. 

• South Carolina Electric U Oaa Co. 32/03/25 
24X Fiche. 50-395,32/03/25,8204050089 


Slpp 12519.016. 


— 8204020272 IE Emergency Preparidneaa Appraisal Rapt 50-395/82-03 on 
320111-15 No noneempl lance noted. Maior areas Inapaeted! 
emergency preparadnaas program 

ANDREWS.D.L , ROEMMICH, R. K, , HUFFMAN, 0 N. Division of Emergency 
Praparednes a & Operational Support.' 32/03/02, Slpp 12498*110 
24X Fiche 50-395,88/03/31,0204020266 


8204140617 Clarifies SER Suppl 3 rt need for diract indication of 
reactivity control In form of aourco rang# neutron flux 
monitor for altarnatlvo shutdown sya. Eyacua tlon panel should 
ba located Indepandant of control eomplox. 

Y.OUHOBLOOD, B J Liconaing Branch 1. 82/03/31. NICHOLS, T.C, South 

Carolina Electric 6 Oaa Co. 2pp. 12686:151 24X 

Fiehe: 50-395, 32/03/31, 320414061 7, 


P Operating Itcanae staga documents it corras pond t nee 


8204060121 Submits prtlimlnary evaluation of PWR safety & relief valva 
taat program, in accordance w/NUREO-0737, TMI Action Item 
ir D. I EPRI test program rtprea antati ve of facility dealgn 
Exttnsien of 820701 final evaluation deadline may be needed. 

NICHOLS, T.C. South Carolina Elactric fc Oas Co, 82/04/01. 

OENTOM, H R, Office of Nuclear Reactor Regulation, Director. 

12555' 273 fidX FI ch e, 50-395, 82/04/01 , 8204060121 . 


lapp. 
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Q Iniptction r»port»< l£ t< <orr«ipond»ne» 


B2040101S7 Foru»rdi IE Imp Rtpt S0'375/a2-l7 on 020209-ta No 
nonconp 1 ijnca notid 

LONO. F J Dlviilon of Projtct t Riiidont Projrami, 83/03/OB 
NICHOLS, T C South Carotina Eltttric S< Oai Co Spp 13479 331 
34X FUhf 90*395.62/03/09.8304010137 


--0204010173 IE Imp Ropt 90-395/82-17 on 020309-12 No noncooip 1 1 «nc* 
nat(d liajor ar*a< tnipictad audi ti< lictm at Idantlfltd 
Itfmt.Ttvitu of at-built Intt ruaantatlan 
Icoaipantnti (< Sya II i quality Pacords 

0IB80NS, T D , CONLOM, T E Dlvllion of Englnxrlng Ic Tachnlcal 
Progranif 02/03/05 4pp 13479 333 24X Flcht 50-393,82/03/08, 

8204010197 


8204010313 Faruardl IE Imp Rapt 90-399/62-10 on 620317 No 
nonconpl ianca notad 

lON3,F J Dlvllion of Project t Raildent Programi 82/03/09 
NICHOLS,! C Eauth Carolina Electric it Oaf Co 2pp 12477 285 
24X FI the 50-395, 82/03/09. 8204010313 


— 8304010316 IE Imp Rapt 90-393/82-10 an 820217 No nancompl lance noted 
Major araai inipacted llcamae action an pravioui imp 
f Indinpf, tandan lurvalllanct impi 1< IE C irciflar 82-00 
LENAHAN, J J . COMLDN. T E Dlvllion af Englnaarlnj 1. Technical 
Program* 02/03/05 3pp 12477 267 24X Flcha 50-393.02/03/09, 

0304010313 


8204330123 Forward* final rrtponitf to IE Bullatlm 79-14 & 79-02 re 
lafaty-ra latad piping *v> Ratpoma* conttltuta Ravliioni 2 
I, 3. raipactlvaig 

NICHOLS, T C Booth Carolina Electric 1, 0i« Co 03/03/12 
O'REILLY.vJ P Raglan 2, Office of Director ISpp 13017 093 24X 

Flcha 50-395,82/03/12.8304330132 


>04140390 Forward* IE In*p Rapt 50-393/02-19 on 820301-04 No 
noncomp I ianca noted 

LONO.F J Diviiittn of Project It Haddant Program* 82/03/10 
NICHOLS, T C Sooth Carolina Electric i 0a» Co 2pp 12671 006 
24X Flcha 50-395,02/03/10,8304140306 


-0304140369 IE {n*p Rapt 90-395/02-19 on 020301-04 No noncompl lance 
notad Major area* impacted praoperational taitf. IE Bojlatln 
81-01 it llcamae Idantlflad item* per lOCFRgo 55(aK 

^ Dlvllion of Engineering & Tachnlcal Programi 

82/03/16 3pp 12671 008 241( Flcha 50-393.02/03/18,0204140308 


8204140181 Foruiardi IE Imp Rapt 50-399/03-16 on B2020I-2a I. notice of 
violation. 

LONO.F J Dlvltlon of Project !t Rail dent Program* 02/03/33 
NICHOLS, T C South Carolina Elactric L Oa« Co 2pp 13665 143 
24X Flcha 50-395,02/03/23.0204140101 


— 8204020269 Forward* IE Emargancy Preparedne** Appraual Kept 
30-395/03-03 on 020111-19 No noncomp 1 lane a noted 
O'REILLY, J P Raglan 3, Office of Director 82/03/04 
NICHOLB.T C South Carolina Electric U Oat Co 9pp 12490 105 
24X Flcha 50-395,03/03/31,6204020266 


— 8204020372 IE Emergency Preparedne** Appraisal Rapt 50-395/83-03 nn 
820111-15, No noncompliance notad Major area* Inspected 
emergency preparedne** program 

ANDREWS. D L , ROEMMICH, R K , HUFFMAN, Q N DlvUlon of Emargentv 
Praparadnei* t Operational Support B3/03/05 Slpp 12498 ItO 
24X Flcha 50-395,82/03/31,8204020366 


0204140439 Forward* IE Info Notict 02-10, "FoUoulng Up Symptomatic 
Rapalri to Astura Resolution of Problem " 

O'REILLY, JP Region 2. Office of Director 82/03/31 UMRIO.R E 
Florida Power & Light Co 4pp 12670 Q09 24x 

Flcha: 90-000, 02/03/31, 8204140439 


8204230410 Forward* IE Imp Rapt 90-399/82-21 an 820222-26 No 
noncomp 11a nc a noted 

LQNO.F J Division of Project t< Resident Programs 83/04/02, 
NICHOLS, r C South Carolina Electric Oas Co 2pp 13014 311 
24X Flcha 50-395,02/04/02,0204330410 


— 8204330414 IE In*p Rapt 50-399/03-21 on 820222-26 No noncomp I lance 
notad. Major areas inspected radiation protectl on, 1 iguld t, 
so 1 1 d ua *ta sys tc gaseous Waste *y* 

HOSEY, C M , PEBRY, M, W , COLLINS,! R Division of Enginoarlng ii 
Technical Programs 82/03/30 Ilpp 12Q14 313 24X 

Flcha 50-395,82/04/02,0204230410 


0202040142 IE Info Notice 82-11, "Potential Inaccuracies in Wide Range 
Ppaisura Instruments Used In Wettinghouse Designed Plants " 

Sve U«t end 

JORDAN.E L Division of Engineering i. Quality Assurance 83/04/09 
63pp 12870,342 24X F1 che SO-000, 02/04/09, 0302040142 


8204200473 Forward* IE Safeguard* Imp Rept 50-393/02-27 on 
SS0330-0402 No noncomp 1 lance noted 

DANCE, H C. Division of Project Resident Program* HCOUIHE. 0 ft 
Division of Englnaaring 1 Technical Programs, 02/04/12 
NICHOLS. T C South Carolina Electric it Oas Co 2pn 13067 233 
24X Flehf 50-393,02/04/12,8204280473 


— 8204200479 JE Safeguards Insp Rapt 50-393/02-27 on 820330-0402 No 
noneompl lance notad Major area* inspected licensee actions 
on previous f Indlnga , sacurl ty plan ti Implementing procedure a 
it security organitatlon Detail* withheld IraP 10CFR73 21) 

MDORE, D 6 , MCOUIREjD R Division of Engineering it Technical 
Program* 83/04/23, Ip 12067 239 24X Flche 50-393,82/04/12, 

8204280473 


I204140199 Notica o^f violation fron insp on 030301-30 
* Region 3, office of Director 02/03/22 ip 12669 149 
Flcha 50-395,82/03/33.6204140181 ^ 


8204140401 Forward* IE Bulletin 02-01, "Alteration of fiadlogri 


34X 


(204140204 IE ln»p Rept 50-395/03-16 on 020301-30 Noncomp 1 lance noted 
failure to follo(j procadure* re valve teitlna 

'' k WOHNLEE.V L Raglan 2, Office of Director 

02/03/23 9pp 12669 146 24X FI the 50-399, 02/03/22, 8204140101 

204140214 Forward* IE Imp Rapt 50-395/02-20 on 030301-02 hlo 
noncompilence noted 

i Rail dent Program* 02/03/82 
South Cer(jHna Electric it Oai Co 2pa 13665 3*1 

24< Fiehe 50-395, 02/03/22, 0304140814 

-B204140218 IE Insp Rept 90-399/83-20 on 820301-02 No noncompliance 
noted Major area, inspected lab QC program !, radioactive 
effluent accountability program 

• MONTOOHERY, 0, M Region 2. Office of Director 
02 03/10, 4pp 12666 001. 34X Flcha 50-395,82/03/22,8804140214 

8204140373 Forward* IE Info Notice 03-08, "Check Valve Failure* nn 

-t5on":r".^pon» * 

** Region 2, Office of Director, 02/03/86 UHRIO. R E 

®''M-i?5592-w“Jn''02O?u-IS“*"''' Appraisal fi.pt 

^IEnImoER^^O c’'*”"’ “■ OROaSMAN.H., 

C I HO(W*ER*Fs P Atonic .an/i i tj*Ba«eia *« ^ ^ 

IP 12499: 104 24X Flch. 90-399^2%;JSu SwXOmSJI"® 


Weld* in Piping Subasiemb 1 la*. " 

O'REILLV, J P Raglan 2, Office of Director, 02/04/13 
Florida Pouar L Light Co 5pp, J2670 358 24X 

Flcha 50-000,02/04/13,0204140401 


UHRIO, R E 


8204140442 Forward* IE Info Notice 02-09, "Cracking In Piping of 
Malieup Coolant Line* at BLM Plant*," to be reviewed for 
posalbla epplicafailUy 

O'REILLY, J P Region 2, Office af Director, 62/04/13 UHRlOiR E 
Florida Power li Light Co 4pp 12666,291 24x 

Flcha 90-000,02/04/13,0204140442 

8202040143 IE Info Notice 02-12, "Surveillance of Hydraulic Snubber*." 

IVC lift 

^DAN,E L Division of Engineering it Quality Assurance 02/04/21 
64pp, 12873,001 84X Flehe 50-000,02/04/21,8202040143 

“paratlng report* ti related corratpondsne e 

Activity Neer VC 6U(nm*r Nuclear Btatlon 
f! * 1901," dialing u/ifsue* under 

Hblgation At A8LB hAArin^i 

» 0«* Co, 82/04/07 

12630^117 FI ‘P' 

12639,117, 24X Flcha 50-395,82/04/07,8204120399 

~'*^rom°Oct-of **1901 1?'*'*''“'^ ®V«h«r Nuclear Station for Pirtod 

82/04/07. 17pp 

12639 110. 34X Fichei 90-399, 82/04/07,8204120399 
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S fl»|f i>r6ai) 1 ? oecurr«nc(«i LERs it rdated corr«»pondence 


&3041602I4 Inberiffl deficiency rept re water found in valve operator 
SSSAi 1 ni t iall ij reported on BS0309 Scope it aipnlflcanc* of 
problem being evaluated 

NICHOLStT C South Carolina Electric & See Co BS/04/05 
O'REILLViJ P Region St Office of Director ip 12i<?9 266 24X 

Flehe S0-3?5t e3/04/OSi 020416031 4 


DOCKET 50-3<76 UN IV OF VIRGINIA CAVALIER REACTOR 


A Parlod'le operating reports it related correspondence 


6E04290095 Responds to FQIA raguest for sis categories of documents re 
test t research reactors Forwards partial listing of 
dacuminbs t O'ccupat tonal radiation exposure data for test V 
rasaarch reactors for t978-79 

FELTONt J M Division of Rules and Records 81/12/09 LEVIi N D 
Critical Hass Energy Project 7pp 12907 0S7 24X 

Fiche 50-183.81/12/09,8204290095 


--8204290112 Submits operations rept for period 741021-750430 

FARRAR, J P Virginia, Univ of 75/06/1 1 MOSELEY, N C Region 
2i Atlanta, afflce of the Director 8pp 12907 066 24X 

Fieha 50-39 6, 81/12/09, 8204290095, 


DOCKET 50-397 WPPS8 NUCLEAR PROJECT, UNIT 2 


A Appl leatlen/ construction stage documents t, correspondence 


82030802S6 Forwards App A draft Tech Specs, in response to NRC request 
BOUCHEY, 0 D. Washington Public Power Supply System S2/02/0i 
SCHWENCERfA Licensing Branch 2 Ip 11048 173 24X 

Flehe, 80-397i 82/02/01, 8202080256 


8204010486 Forwards revlsad FBAR pages describing jet area based on 
target location to replace Page 3 6-46 

BOUCHEY, 0 D Washington Public Power Supply System 82/02/19 
SCHWENCER.A Licensing Branch 2 7pp 124B9 269 24X 

FicJie 50-397.82/02/19,8204010486 


9204090402 Forwards proprietary repts, "Criticality Analysis of 
Dropped Object Accident for NNP-2 Spent Fuel Storage Racke" 
tr “Otruetural Analysis of MNP-2 " Repts withheld 
<r#f lOCFfta 790) 

SQUCKEVrO D Washington Public Power Supply System 82/02/23 
SCIIHENCER.A Licensing Branch 2 2pp 12624 037 24X 

Flehe 90-397. 82/02/23, 0204090402 


8204130118 Notification of 820316 meeting w/Lleenslng Review Oroup 1 
In S*thcada,MO to discuss OWR STS 

FAULKHER.H J Standard 1 tatlon tt Special Projects Branch 82/03/19 
KILL.ER, J R Sbandardl zat 1 on fc Special Projects Branch llpp 
1S660 OSO 24X Flehe 50-000,62/03/19,8204130118 


S204220942 Notification of 820412-14 meetings u/util in Richland, UA 
ra sit* visit 4c to discuss gaol ogy~rt lated concerns 
AULUCK, R l-scsnsing Branch 2, 82/03/29 SCHMENCER,A Licensing 

Branch 2 3pp 12822 394 24X Fiche- 90-397, 82/03/29, 8204220542 


8204060148 Forwards revleiw of "Summary of Conformance to NRC 
Regulations of 10CFR20, 90 «< 100 " 

BOUCHEY, 0 D Washington Public Power Supply System 62/03/26 
saiMENCER.A Licensing Branch 2 2pp 12993.074 24X 

Flchs 90-397, 82/03/26, 8204060148 


—9204060150 "ounimary of Conformance to NRC Regulations of 10CFR20, 90 U 
100 " 

* Washington Public Pousr Supply eystsm B2/03/26, 140pp. 

12993 076. S4X Flchs- 90-397, 82/03/26,8204060143 


8204120219 Forwards results of recomputed condensation oscillation load 
analysis 4< comparisons of chugging 4i load In terms of bldg 
acctisratlon response spectra for three representative 
critical locations, In responsa to NRC 820302 request, 

BOUCHEY, 0 O. Washington Public Power Supply System 82/04/01 
5CHWENCER, A. Operating Reactors Branch 2 Bpp. 12637 196. 24X 

Fieha- 90-397. 82/04/01, 8204120219. 


8204(30094 Forwards study results re comparison of structural response 
to lymmatric t< asymmetric chugging t seismic loads. Results 
shou similarity of rasponsos between load cases, 

BGUCHEV.O, 0. Washington Public Power Supply System 82/04/09 
aClfWENCER, A. Licensing Branch 2. ' 30pp. 12699:161. 24X 

FI eha; 90-397, 82/04/08, 8204130094. 


8204190091 Informs of potential reportable condition in hydrodynamic 
loads in piping ti supports of control rod driveline sys 
causing calculated hydrodynamic loads to be inaccurate 
Requests proposed plan for reinforcing affected components 
aCHUENCER,A Licensing Branch 2 82/04/09 FERGUSON. R L 

Washington Public Power Supplij System 3pp 12731 296 24X 

Fiche 90-397,02/04/09,8204190051 


8204130IBS Advises that decision re resolution of vacuum breaker 
cycling will be issued by 92071S Decision pending outcome of 
generic programs to establish structural capacity of vacuum 
breakers for Nark II fac 1 11 1 1 es 

BOUCHEY, 0 0 Washington Public Power Supply System 02/04/06 
5CHWENCER.A Licensing Branch 4 Ip 12697 089 24X 

Flehe 90-397,02/04/06.8204130188 


8204190294 Notification of 020426-28 meetings u/util in Richland, UA 
to discuss open items In auxiliary sys area & conduct site 
tour 

AULUCK,R Licensing Branch 2 82/04/09 SCHWENCER.A Licensing 

Branch 2 4pp 12731- 23B 24X Fiche 90-397,82/04/09.8204190294 


8204160192 Generic Ltr 82-07 to all BUR plant licensees S, applicants re 
transmittal of NUREO-0909 relative to Olnna tube rupture 
U/o end NUREO List at NRC recipients end 

EI8ENHUT, D 0 Division of Licensing. 62/04/19 Commonwealth 
Edison Co 7pp 12787-196 24X Fiche 90 - 00 0,82/04/19,8204160192 


8204230520 Forwards corporate organizational changes reflecting planned 
evelutiO'n as ope rati on nears Changes will be re fleeted in 
next FSAR amend 

BOUCHEY, 0 D Washington Public Power Supply System 02/04/16 
TEDESCO, R L Assistant Director for Licensing. 3pp 12319:256 
24X Fiche 50-397,82/04/16,8204230320. 


8204210299 Generic Ltr 62-09 to all power reactor 1 1 eensces, ap p licants 
for OL, NB8S vendors U reactor vendors re environ 
qualification of saf aty-related electrical eguipment 
NRC position re qua 1 if lea t ion requirements end 
EI9ENHUT, DO Division of Licensing. 82/04/20 NAUSPURO.A 
Consolidated Edison Co of New York ISpp 12862 337 24X 

Flehe 90-000,82/04/20,8204210299 


8204270239 Confirms info re sys training $: procedures for shift support 
suptryisor. per 820322 telcon.Sye U procedures will be 
Included in simulator training 

BOUCHEY, 0 D Washington Public Power Supply System 82/04/20 
SCHWENCER.A Licensing Branch 2 Ip 12892 336 24X 

Flehe 90-397,02/04/20,8204270239 


8204290060 Forwards revised initial response to NUREO-0803. "Safety 
Concerns Associated W/Plpe Dreake in BWR Scram Sys “ 

BOUCHEY, 0 0. Washington Public Power Supply System 62/04/22 
SCMWENCERi A Licensing Branch 2 2pp 12883 284 24X 

Flehe 90-397,02/04/22,8204290060 


£ NRC Safety Evaluation Report iSER), suppls & correspondence 


8204010409 Forwards response to SER Question 23 amending util 020114 
response ra criteria for ba lance— of-p lant tc NB9S tables 
Info will be Incorporated 

BOUCHEY, G D. Washington Public Power Supply System 02/02/19 
SCHWENCER.A Licensing Branch 2 6jip 12483 276 24X 

Flehe. 90-397, 82/02/19, 8804010489 


8204160040 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF MPP88 
NUCLEAR PROJECT NO 2 Docket No. 30-397. 1 Washing ton Public 
Power Supply System. et al ) 

«• Office of Nuclear Reactor Regulation. Director NUfiE<5-0B92 
82/03/31 SOOpp Available at NTIS *11 DO 12717 007 24X 

Fiche 50-397,82/03/31,8204160048 


8204190472 Forwards FR notice 4; BER «NUREO-OB9a). W/o SER 
SCHWENCER.A Licensing Branch 2 82/04/08. FERGUSON. R L 

Washington Public Power Supply System 4pp. 12804 119 24X 

Flehe 90-397,82/04/08,8204190472 


— 8204190474 FR notice of availability of NUR £0-0892. BER for facility 
SCHWENCER.A Licensing Branch 2 82/04/08 Ip 12004 123 24X 

Fiche 30-397,82/04/08.8204190472 


"8204190473 Forwards BER. Several issues yet to be resolved u/appllcant 
Resolution of all open items required prior to decision on 
issuance of OL for Unit 2.W/0 end 

TEDESCO, R L Assistant Director for Licensing 02/04/08 
8HEWM0N, P 8 ACRS - Advisory Committee on Reactor Safeguards 
7pp 12804 129 24X Fiche 30-397 , 82/04/ 08.8204190472 
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8304270335 Forward* final roidon** to IE Sul I at In 79-02. H»vii ion S L 
BEfi outftanillnj li»0* 3 r» Conponont Support* 3 9 3 3 No 
further action noco*i4rij for cloturo of ls»u« 

BDUCKEr. Q 0 Uiihinjton Put lie Potutr Suppitj fivatam B2/04/23 
SCHW6MCER.A Lletnotna Branch 2 I43pp 1SB94:07S 24!C 

Ficho SO-3971 82/04/22.9204290335 


8204300331 Submit* info in reipon** to 8EB re FSAR Soction 9 S 1. fira 
protactlon program Kaona Corp 611030 Itr concerning Burnt & 

Roe reo.uatt for info on fira ratad doora ancl 

BOUCHEVt 0 0 Nalhington Public Pouiar Supply Suatam 82/04/22 
6CHWENCER. 4 L(can*ln9 Branch 2 6pp 1283B 267 24X 

FlcJia 90-377, 02/04/22,8204300331 


F Security, nadical. amargancy h flra protactlon plana 


B204120206 Ralaatt* public vertion of amerganev plan Info re relation 
of containment radiation laveta to core damage 

FELTON. J K Dlvilion of Rulta and' Rtcordi B2/03/S9 Bocument 
Kanagemant Branch Ip 12654 18? S4X Fi che. SO-397. 82/03/29. 
8204120206 


— 8204120211 Forward* public v»rtion of followup emtrgenty plan info re 
relation of containment radiation laval* to core damage, in 
retponaa to NRC 820208 telcon raquaat 

SOOCHEV.O D Uaahington Public Power Supplg Byatam 82/03/12. 
9CNMENCER. A Operating Raaeton Branch 2 i6pp 12654' 190 24X 

FIche- 50-377. 82/03/29. 8204120206 


B204300331 Submit* Info in re*pon*a td SEH ra FSAR Section 9,5 1. f Ira 
protactlon program Kaane Corp 811030 Itr doneernlng Burna it 
Roe rique*t for Info on fire rated door* end 

SOUCHEy. 0 D Uathington Public Power Supply Bgetam 82/04/22 
SCHHENCER.A. LI earning Branch 2 6pp 12888 267 24X 

Flcha 50-397.82/04/22,0204300331 


H Oanaral corratpondanca 


8204370423 Confirm* 820409 talcon tc lubmibt laveral recently announced 
organliational change* 

BOUCHEV. 0 0 Wa*hlnBton Public Power Supply Syafrem 82/04/19. 
HAASSilf P Quality Aaiuranca Branch 3pp. 12848 158 SAX 
Flcha 50-377.82/04/19,8204270423 


K Utility Final Safety Analy*!* Report IFSARl b amenda 


8204080371 Forward* Amend 22 to FSAR 

BOOCHEV. 0 D iya*hln9ton Public Power Supply Sy*teni 82/03/19 
0CHRENCER, A Llcenilng Branch 2 2pp 12607' 177 24X 

FIche 50-377,82/03/17.8204080371 


—0204080374 Amend 22 to FBAR 

a Naahlngton Public Power Supply Syttam 82/01/31 230p« 

12607 177 24X Flcha 50-397, 03/03/19,8204080371 


4140170 Forward* tranimittal Itr 6 Certificate of Sve for Amend 22 
o FSAR 

OUCHEV. 0 D Me*hington Public Power Supply Syatem 82/04/0S 
jCHRENCER. A Lic*n*lng Branch 2 3pp 12665 133 24X 

-leha 50-397, 82/04/0B, 8204140170 


tnipectfori report*. IE Bulletins b cor raipondtnca 


04080351 aubnit* followup response to 1£ Bulletin 80-16, "Potential 
ffiaapplicatlon, of Roiamount, tnc Kodala 1191 b 1132 Pretture 
Trantmlttars If/Elthar A or D Output Code* " Project 
engineering directive to install new circuit board* laauad 
KATLOCKi R 0 Uashlngton Public Power Supply System. 82/03/23 
ENOELKEN.R.H Region 5, Office of Director Ip 12601 204 24X 

Flcha 50-397,82/03/23,8204080351. 


— 8204070947 Submit* ravlaod response to M4C 800121 Itr re violation* 
noted in IE Imp Rept* SO-377/77-tO b 50-377/80-08 
Corrective ac 1 1 on*- p iping post-weld heat treatment will 
follow Bechtel procedures 

MATLOCK, R 0 Washington Public Power Supply System 82/03/tl 
ENOELKEN.R.H Region 5. Office of Director 7pp 12576 179 24X 

FIche 50-397,82/03/31,0204070544 


8204090354 Inform* that IE Bulletin 82-01. ‘’Alteration of Radiographs 
of Melds in Piping Subaa* emb 1 i es, " was sent to listed 
licensees on 620331 

e Region 5. Office of Director 82/03/31 Region 5. Office Of 
Director Ip 24X FIche 50-000,82/03/31,8204090354 


8204090396 Advises that IE Info Notice 82-09. "Cracking in Piping of 
Makeup Coolant Lines at SbM Plant*." ha* been sent to 
lilted II cens ec* 

* Region 5, Office of Director 82/03/31 Region 5, Office of 
Director Ip 12625 279 24X FIche 50-000,82/03/31.0204090396 


8204090418 Advi *e* that IE Info Notice 82-10. "Following Up Symptomatic 
Repair* to Aiaoro Reiolution of Problem," has been sent to 
listed 1 1 cent et s 

* Region 5. Office of Director 02/03/31 Region 5, Office of 
Director Ip 12624 029 84X FIche 50-000,02/03/31,8204090 410 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies In Hide Range 
Pressure Instruments Used in Mestinghouse Designed Plants “ 

Sve 1 1 st encl 

UOROAN.E L Division of Engineering b Quality Assurance 82/04/09 
63pp 1287S 342 24X FI che 50-000, 02/04/09, 0202040142 


6204270304 Forwards "Final Response to NRC IE Bulletin 79-02. Re vi a 1 on 

a r 

MATLOCK, R O Mash ins ton Public Power Supply System 02/04/14 
ENOELKEN, R H Region 5. Office of Director Ip 12848 196 24X 

Ftche 50-397,02/04/14,8204270384 


—8204270374 "Final Response to NRC IE Bulletin 79-02.Revl slon 2 “ 
a Washington Public Power Supply System 82/03/31 200pp 

12048 197 S4X Fi Che , 50-397. 02/04/ 1 4, 820 4270384 


8202040143 IE Info Notice 82-12. "Surveillance of Hydraulic Snubbers " 
M/encl SVC list 

UORDAN(E,L Division of Engineering b Quality Assurance 82/04/21 
64pp 12873 001 24 X FIche 90-000,82/04/21.0202040143 


6204290335 Forwards final response to IE Bulletin 79-02. Revision 2 It 
SER outstanding Issue 5 re Component Supports 3 9 3 3 No 
further action necessary for closure of issue 

BDUCREViO. D Mashington Public Power Supply System 62/04/22 
SCHUENCER.A Llcenilng Branch 2 I43pp 12804 075 24X 

FIche 50-397,02/04/22,8204290335 


8 Reportable occurrences. LERs b related correspondence 


8204140331 Discusses deficiency repts re concrete erpansion anchor 
program b installed grout NRC onsite inap Indicates review 
of corrective actioni to resolve deficiencies in concrete 
ixpantion inchor b grout installation warranted 
BISHOP, T.M Division of Resident, Reactor Project b Engineering 
Program* 82/04/OS, MATLOCK, B 0 Mashing ton Public Power Supply 
System 2pp 12662 247 24X FIche 90-397,82/04/08,8204140331 


820427027? Interim deficiency rept re Reportable Conditions 177 
concerning bulk purchase valves b 179 MBO radiographs Naxt 
rapt eipectad 820601 All subsequent repts will be provided 
on quarterly basis until final rapt is filed 

MATLOCK, R,D, Mashingtdn Public Power Supply System 82/04/12 
ENOELKEN.R H Region 9, Office of Director Ip 12848 139 84X 

FIche, 50-397, 82/04/12, 8204270279 


J204I40406 Informs that IE Info Notice 02-08, "Chock Valve Failure* on 
Diesel Oeneretpr Engine Cooling 8yti " wet sent to listed 
llCfniees on 820326 

* Region 5, Office of Director. 62/03/26, Region 9, Office of 
Director Ip 12670-145 24X Fleh * 50-000, 82/03/86, 8204140 406. 


6204070544 Ack receipt of 820311 Ur Informing NHO of steps teksn to 
correct viola tions noted In IE Imp Repte 90-397/79-10 b 
50-397/80-08 

BieWP, TM Region 5, Office of Director 82/03/31, MATLOCK. R 0. 
Hesntngton Public Power Supply Syetam 3pp, 12976*177 24X 

richer80-397, 02/03/3 1, 8204070 544 


DOCKET 90-400 SHEARON HARRIS NUCLEAR POMER PLANT. VNIT I 
A, Appl Ication/constructi on stage documente b correspondence 


6204220629 Respond* to FOIA request for sis cetegorle* of document* re 
ttreiination or temporery ceisetion of conit on nuclear 
projects Document* listed on App A end 

FELTON, J M Olvlfion of Rules and Record* 82/03/05 BELL, N 
Coalition for Safe Power. Spp 12827 183 24X 

FIche: 50-000, 62/03/09, 820422062? 


— 8201210143 Dlicufses applicant Info re status of const of facilities 4 
□L eppl ication. Uni te 3 b 4 hav* been canceled Const 
completion for Unit 2 ha* been delayed I yr from June 1987 
to June 1988. Completion date for Unit 1 unchanged 
LICITRA.EA, Lleenelng Branch 3 81/12/16 DENTON, H H . 

CARTCRiJ Office of Nuclear Reactor Regulation, Director Ip 
12827 301. 24X FIche, 90-000, 82/03/09, 8204220629. 
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6304210074 Sumntarij of 8202J9 itineting ui/utils & Wostinghouso in 
E»thesiJji> HD ro (fsttlnghouio tiodil D iteam ganBratort Liit 
of attendees end 

CHESHUTjS H Licensing Branch 1 62/03/12 VOUNOBLDODt B J 

Licensing Branch 1 12pp 12812 001 24X Eicha S0*000i 63/03/ 12i 

8204210074 


eSOaiWOOi Oenorlt Ltr B2'05 to all licensees of operating power 
reactors re post— TMI regu ir emen ts 

EtBEMHUTi D C Division of Licensing 62/03/19 HAUBPURO. A. 
Consolidated Edison Co of New York UHRIOjR E Florida Power fc 
Light Co HANCOCKi J A Florida Power Corp 7pp I3S13 128 24X 

Flche 50-000.82/03/19.8303190001 


8204020114 Dlscvsses control room design review to be conducted bg all 
licensees L applicants for CX. re NUREO-'CAbO t< NUREO-0737 
rc-qu i reirents to idcntlfg t< correct human engineering 
dl screpanc ies Suggested format end 

HIRAOLIA. F J Licensing Branch 3 82/03/26 JONES. J A Carolina 

Power & Light Co 8pp 12513 113 24X Flche 90-400,82/03/26. 

8204020114 


8204270533 Sunnarg of 820406 St 07 sits meeting w/ut 1 1, EPA, ORNL St State 
of NC re environ review 

HIRACLIA. F J Licensing Branch 2 82/04/16 Licensing Branch 3 

5pp 12862 359 24X Flche 30-400,82/04/16.8304270535 


8204210295 Oeneric Ltr 82-09 to all power reactor 1 Ictnsess, app Ilcants 
for OL, NS8S vendors St reactor vendors re environ 
qualification of safetg-related electrical equipment 
NRC position re qual If ication requirements end 
EISEKHUr.D C Division Of Licensing 03/04/20 HAUSPORO, A 
Consolidated Edison Co of New York COUNSlLiU 0 Connecticut 
Yankee Atomic Power Co I8pp 12862 337 S4X Flcho 90-000, 
02/04/30. 8304310295 


C Utllitg Envi ronmontal Report <ER), amends <t correspondence 


8204080307 Forwards Amend 2 to environ rept 

MCDUFFIE. K A Carolina Power D Light Co 82/03/31 DENTON. H B 

pfflcB of Nuclear Reactor Regulation. Director tp 13603 331 24X 

Flche 30-400.82/03/31,8204080307 


— Q2040S0310 Amend 2 to environ rapt 

* Carolina Power it Light Co B2/03/31 200pP 12603 332 24X 

Flche 30-400, 82/03/31 . 8204080307 


8304160619 Forwards affidavit ccrtifging distribution of environ ript 
to listed state It govt officials on 820409 

ZIMHERMAN. 8 R Carolina Power tt Light Co 02/04/09 EISENNUT, D Q 
Division or Licensing 7pp 12700 097 24X Flche 50-400,82/04/09, 
8204160619 


D NRC Draft/Ftnal Environmental Statements, suppls tt correspondence 


S2040B0157 Confirms 820312 telcon, advising of 830406-07 site visit re 
OC EIS tt invites participation 

MIRAOLIA.F J Licensing Branch 3 83/03/22 HAMILTON, R North 
Carolina. State of 3pp 12618 282 g4X Flche 90-400, 02/03/33, 
8204080197 


8204080160 Confirms 020312 telcon, advi s Ing of 820406-07 site visit re 
OL £18 V Invites participation 

NIROALIAiF J Licensing Branch 3 82/03/22 HELMS, R North 

Carolina, State of 2pp 12618 ‘ 27 a 24X Flche. 50-400,02/03/22, 

9204080160 


8204090178 Confirms 820312 telcon. advis Ing Of 820406-07 site visit re 
OL £18 tt Invites participation 

MIRAOLIA, F J Llcanslng Branch 3. 82/03/22 GARRETT. C 

Agrlcul tier •< Dap t of 2pp 12633 343 24X Flche 50-400. 82/03/22, 

8204090*70 


8204210229 Discusses EPA per t ic I p at 1 on in NRC review of EtS NRC 
commended for holding public meeting r* environ concerns 
ZELLER, H D Environmental Protection Agencg 82/04/14 
MIRAOLIA, F J Ltcanelng Branch 3 Ip 12S03 084 24X 

Flche SO-400. 82/04/14,8304210229 


0 Adjudicatory correspondence 


8804080134 Answer opposing Environ Law Project B20316 motion to 
postpone or separate proceeding or other relief Motion 
premature since project not admitted as party Certificate of 
Bve end 

□ 'NEILL. J H Cerol f na Power tt Light Co 0 'NEILL, J H Shaw, 

Pittman, Potts ti Traubrldgc B2/03/31 Atomic Safetg and 

Licensing Board Panel lOpp 12606 061, 24X Flchs 50-400,02/03/31, 

8204080134 


0204080139 Order scheduling 820614-15 prehearing conference in Raleigh, 
NC to dlscusi pending petltione to Intervene U contentions 
Suppls to petitions specifying contentions to be served 
by 820914 

BRIGHT,© O , CARPENTEfl.J H • KELLEV.J L Atomic Safety and Licensing 
Board Panel 82/04/02 4pp 12606 097. 24X Flche 90-400,02/04/03, 

8304080138 


8204070560 Answer to Environ Law Project B20316 motion to postpone or 
separate proceedings or other relief NRC does not object to 
ASLB talcing nc>tico of document. Remainder of motion should be 
denied Certif Icete of 8vc end 

ROTHSCHI(-D. H U Operations 6 Administrative Division 83/04/05 
Atomic Safety and Licensing Board Panel 12pp 13576 204 24X 

Flche SO-400, 82/04/05. 8204070960 


H Oeneral correspondence 


8204360121 Eipresses appreciation for RB Heater aeslitanca provided 
as moderator for 820407 public meeting. 

TEOESCOfR L Aesistant Director for Licensing 82/04/19 
HEATER, R. B North Carolina, State of. Ip 12847 362 24X 

Fiche 50-400. 02/04/19.8204260121 


8204390475 Forwards Info requested at 820407 public meeting re environ 
review of application which formed baste for development of 
radiological emergency 6 emergency preparedness plans 
H/o encl 

TEDESCO, R. L Assistant Director for Licensing, 82/04/23 
ROSENSON, H Affiliation Unknown Ip. 1S899 080 34X 

rich* 30-400,82/04/22,8204290479 


8204380001 Confirms that listed documents were placed in LPDR in 
Raleigh. NC on 820421 

ROTHSCHIUOiM U Operations & Administrative Division 82/04/36 
eODLEMAN.M Aff 11 tatlon Unknown 3pp. 12870 243 24X 

Flche 90-400. 82/04/26, 8204280001 


— 8204280002 Forwards documents re Diablo Canyon design verification 
program requested at 020407 public meeting for placement in 
LFDR 

SOUDER, J L. public Document Branch. 82/04/21 HICKMANtL NRC - 
No Detailed Affiliation Given 2pp 12870" 246 24X 

Flche 90-400 , 82/04 /26, 820 4280 00 1 , 


8204080164 Advises of 820406-07 site visit re OL EIS 6 Invites 
parttc ipation 

MIRAOLIA, FJ Licensing Branch 3 82/03/22 Army, Dept of, Corps 

of Engineers 2pp 12618 280. 24X Flche- 90-400, 82/03/23, 

8204080164 


8204080169 Forwards notice of 830406-07 site visit fc Invites U8 Army 
corps of Engineers participation In NRC environ review re 

ei8 preparation . _ 

MtRAOLlA.FJ Licensing Branch 3 82/03/22. Army, Dept of , Corps 

of Engineers 2pp 12618 270, 24X Fiche 50-400.82/03/22, 

8204080169 


8204080183 Forwards notice of 820406-07 site visit «, Invites US Fish I. 
Uildlife 8vc participation In NRC environ review re EIS 
preparation U/o encl. ... ^ i. n 

MIRAOLIA, F d Licensing Branch 3 

Fish <e Wildlife Service 2pp. 12618 268 24X Flche 90-400, 

82/03/22, 8204080183 


K Utility Final Safety Analysis Report (FBAR) it amends 


8204090049 Forwards Amend 2 to FBAR. 

MCDUFFIE, H.A Carolina Power & Light Co 02/03/31 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. 2pp 12532 174 
24X Flche* 80-400,88/03/31,8204090049 


— 8204050052 Amend 2 to PSAR 

• Cerolina Power & Light Co. 02/03/31 lOOOpp 12532-176 24X 

Flche - 90-400, 82/03/31, 8204090049 


8204160619 Forwards affidavit certifying distribution of FBAR to listed 
state ti govt offtciels on 820409, 

ZIMMERMAN, S.R, Caroline Power ft Light Co. 82/04/09 EISENHUT, 0 0 
Division of Llcanslng 7pp. 12700.097 24X Flche 50-400,82/04/09. 

8304160619 
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0 Intptction r«port». re flulUtln* 4 corrt iponrftnt* 


82042309B4 In^orni* that probl*B» described m IE Bulletin 80-03 for 
tray type abaorbtr cell* are not conitnon to hopper type at 
charcoal bedi uced at facility Charcoal cell intp program 
mill bo dlocontinuod 

ZIMMEflMAN.S R Carolina Power t( Light Co. 82/O3/0S O'REILLY. J P 
Region 2. Office of Director Ip Isatfi.Sia 24X 
Fiche 90-400.82/03/09.8204230334 


02O4OIO46B Act receipt of 020309 Itr Informing NRC of steps tatvn to 
correct vlolatloni noted in if Insp Repts 90-400/82-02 i< 
50-401/82-02 

CANTRELL.FS Division of Project & Resident Programs 82/03/23 

JOtiES# J A Carolina Power Ic Light Co Ip 18485 Oil 24X 

Fiche- 30-400. 82/03/23. 82040104AB 


— 8204010477 Responds to NRC 820207 Itr r* violations noted in IE Insp 
Repts 90-400/02-02 L 90-401/02-02 Corrective actions 
equipment covering repositioned 4 secured, water removed -fc 
switchgear cleaned to remove landblesting dust 

BANK8.H R Carolina Power & Light Co 82/03/09 O'REILLY.J P 
Region 2< Office of Director 3pp. 1S4B9 012 24X 

Fiche 90-400.82/03/23.0204010408 


-8204010480 Forwards IE Insp Repti 50-400/82-02 & 90-401/82-02 on 
01I22O-B2O12O t> notice of vlatatlan. 

CANTHELL.F S Division of Project & fleeldent Programs 82/02/09 
JONea-J A Carolina Power fc Light Co 2pf 12489-019 24X 

Fiche 90-400.82/03/23.8204010408. 


— 8204010482 Notice of violation from Inep on 011220-020120 

0 Raglon 2. Office of Director 02/02/09 Ip 12489-017. 24X 

Fiche 50-400.82/03/33.8204010408 


8202040143 IE Info Notice 82-12. "Surveillance of Hydraulic Snubbers ■ 
N/enci ivc list 

JORDANiE L Division of Engineering L Quality Assurance 83/04/21 
04pp 12873 OOl 24X Fiche 50-000. 82/04/2 1 > 8202040143 


R Periodic operating reports ti related correspondence 


8204270174 Foruiards quarterly seismic monitoring rept fpr Jgn-flar 19BJ 
2IMMERMAN.S R Carolina Power 4 Light Co 82/04/21 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip I28S3 -087 241 

Fiche 90-400. 82/04/21.8204270174 


— 8204270178 Quarterly seismic monitoring ropt for Jan-War 1982 

• Carolina Power 4 Light Co 82/04/19 |p 12853 OBB 24X 
Fiche SO-400. 82/04/21.8204270174 


8 Reportable occurrences. LERs 4 related correspondence 


8204020330 Final deficiency rept re welded studs on embedded strip 
plates. 1 nl tia 1 ly reported 820217 Improper amperage used 
during welding of studs to plates Vendor will Increase 
testing frequency to ensure adequate welding 

CHIAHOI.N J Carolina Power t< Light Co 82/03/19 O'REILLY. J P 
Region 2. Office of Director 4pp 12496 253 S4X 
Fiche 90-400,82/03/19.8204020330 


8204100337 Interim deficiency rept re underslted stewed tee fillet 
welds on Seismic I pipe hangers. initial ty reported 820224 
Relnspccs not completed Repor tab i 1 1 ty evaluation will be 
completed by 821109 Also reportable per Part 21 

CHIANOI.N J Carolina Power 4 Light Co 82/03/24 (J'REILUV, J P 
Region 3. Office of Director 2pp 13706 280 24X 

Fiche 90-400.82/03/24.9304100337 


•-e304OIO4B9 I£ Intp Repts 50-400/82-02 4 90-401/83-02 on 811230-820120 
Noncompl lance noted failure to protect equipment from 
adjacent const activities 4 from environ. 

MAXNELL.O F . BUAOER. C Division of Project 4 Resident Programs 
02/02/09 0pp 12405 010 24X Fiche 50-400.82/03/23,8204010468 


204010)18 Act receipt of 020312 itr informing NRC of steps taten to 
correct violation* noted in IE Insp Repts 90-400/01-29. 

90-401/01-25. 90-402/01-35 4 90-403/81-25 

CANIRELL.F S Division of Project 4 Resident Programs 82/03/29 

JONEB. J A Carolina Power 4 Light Co Ip 12481 OSl 24X 

Fiche 90-400,82/03/39.8204010118 


— 8204010120 Responds to NRC 620118 Itr re vtolatlans noted in IE Inep 
Repts 90-400/01-29,50-401/81-29,90-402/81-29 4 90-403/81-29 
Corrective actions undersiied fillet used 4 separation crack 
on cable tray support rapalred. 

0AMK8.hr Carolina Power 4 Light Co 82/03/13 O'REILLY, JP 
Region 2. Office of Director 4pp. 12461 093 S4X 
Fiche 90-400,82/03/29,8204010110 


04140372 Forwards lE Info Notice 82-08, "Chect Valve Failures on 
Diesel Oenirator Engine Cooling Syi. “ No action or response 
requested 

0 'REILLY. J P Region 2/ Office of Director 82/03/26 UHRIO.R E 
Florida Power 4 Light Cp HANCOCK. J A. Florida Power Corp 
HILLER. J.H Dcorgia Power Co 4pp. 1207Or311 24X 

Fiche. 90-000, 82/03/20, 8204140372 


34140439 Forwards IE Info Notice 02-10. ''Fclloulng Up Symptomatic 
lepairs to Assure Resolution of Problem.** 

'REILLY.jp Region 2, Office of Director 82/03/31 UHRIO.R E 
lorlda Power 4 Light Co HANCOCK. J A. FI brlda Power Corp 
ELLY.R.J Oeorgle Power Co 4pp 12670:009 24X 

Iche 90-000,83/03/31,8204140435 


9204100970 Second interim deftciencij rept re Dresser supplied pressure 
gauges. Initla 1 ly reported on 810923 Dresser Industries will 
conduct seismic testing 4 results will be reviewed by 
Ebesco Final rapt by 821209 Also reported per Part 21 
CHIANOI.N J Carolina Power 4 Light Co 02/04/01 O'REILLY, J P 
Raglan 2. Office of Director 9pp 12700 327 SAX 
Fiche 50-400,82/04/01,3204160570 


8204100200 interim deficiency rept re undersized welds found on some of 
173 Seismic I pipe hang srs. ini t la 1 1 y reported on 820203 
Raportabll ity evaluation will be completed by 020430 Final 
rept cell! be submitted by 830903 

CHIAHOI.N J Carolina Power 4 Light Co 82/04/06 O'REILLY, J P 
Region 2. Office of Director Ip 12677 271 24X 

Fiche. 50-400. 83/04/06, 0304160200 


0304280302 Addendum 1 to final rept re deficiencies in welded studs on 
embedded strip plates Another DOR written on 820409 
identifying same type problem 

CHIANOI.N J Carolina Power 4 Light Co 82/04/15 O'REILLY. J P 
Region 3. Office of Director 2pp 12070 076 S4X 
Fiche 90-400,82/04/19.0204280302 


T. Hearing transcripts on non-ant 1 trus t matters 


8204270479 Transcript of 820407 public meeting in Apet.NC re NRC 
environ review pp 1-90 

* Nate County, NC 82/04/07 92pp 12974 230 24X 

Fiche 90-400. 83/04/07. 0204270479 


S2042705BI Transcript of 820407 meeting w/utll in New Hill.NC re 
NRC tnviron rtview Pp 1-90 

* NRC - Mo Detailed Affiliation Olven 82/04/07 60pp 12872.289 
24X Fiche. 90-400, 02/04/07, 8204270381 


12040142 IE Info Notice 02-11. “Potential Inaccuracies in Wide Range 
‘rassurt Initruments Used In Utstlnghouia Designed Plants " 

Ivc list sncl. 

•ORDAN. E U Oivislon of Engineering & QveDty Assurance 82/04/07 
3pp 12078.342 24X Fiche- 90-000, 82/04/09. 8202040143. 


4140401 Forwards IE Bulletin 82-01, "Alteratiun of Radiographs of 
elds In Piping Subatstab lies. '* 

'REILLY, JP Regions, Office of Director, 83/04/13 UKRIO.R.E 
lorlda Power L Light Co HANCOCK, J. A Florida Power Corp. 

ELLYfR. J. Oeorgle Power Co. 9pp. 12670" 398. 24X 

Iche; 30-000, 82/04/13. 8204140401, 


DOCKET 90-401 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 2 


A AppHcetlon/conetruc tlon stage documents U correspondence 


0204220629 Responds to FOIA request for sl> categories of documents ra 
teroilnetion or temporary cessation of const on nuclear 
projects Documents listed on App A end 

FELTON, JH. Division of Rules and Records 82/03/09 BELL, N 
Coalition for Safa Power 9pp 12827 183 24X 

Fiche 90-000,82/03/09,8204220627 


1140442 Forwards IE Info Notice 82-07, "CracklnB In Piping of 
itsvp Coolant Lint* at BhW Plants," to be reviaued for 
isstbls applitablUty 

'REILLY, JP Region 2, Office of Director. 82/04/13 UHRJO, R. E 
Of Ida Poesr t, Light Co. NICHOLS, T C, South Carolina Elactric I, 
IS Co, PARRlSiH. 0 Tennestte Valley Authority. 4pp 12666,291 
X Fiche • 90-000, 82/04/13, 8204140442, 


— 8201210143 Dltcusso* applicant info re status of const of faciJltie* li 
OU application. Units 3 t 4 have been canceled Const 
completion for Unit 2 ha* been delayed I yr from June 1987 
to June 1788 Coeiplotion date for Unit 1 unchanged. 

LICITRA, E A. Licensing Branch 3 81/12/16 DENTON, H R , 

CARTER, J, Office of Nuclear Reactor Regulation. Director Ip 
1 2827 ,301 24 X Fiche 90-000, 82/03/09, 820 4220629 
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fl2040i0<1&3 SuiiMKritK application* rctiuast* for rovtou to bo 
jvtnlttod prior to 841S31> in reiponte to Oonerlc Ltr 62-1 
ZIMKEHMAH. Carolina Power i< Light Co 82/03/29 TEDE8C0. ft L 
Office of Nuclear Reactor Regulation! Director Spp 124BS 237 
24 X FI Che 50-000. 82/03/29. 8204010463 


G204210074 Suir.oiarg of 820219 meeting u/util* & Meetinghouse in 
Pcthesda>HD re Meetinghouse Model 0 steon generators List 
of attendees end 

CHESNUT.S H Licensing Branch I 82/03/12 VQl/NOBLQDD. B J 
Licensing Drench 1 12pp 12812 001 24X Flche SO-000. 82/03/12. 

8204210074 


8203190001 Oenerlc Ltr 82-05 to all licensees of operating power 
reactors re post~THI requirements 

EIBENHUT. 0 0 Division of Licensing 82/03/19 HAU8PUR0. A 
Consolidated Edison Co of New York UHRIO.R E Florida Power t. 
Light Co HANCOCK. J A Florida Power Corp 7pp 12313 120 24X 

Flche 30-000.82/03/19.9203190001 


8204020114 Discusses control room design review to be conducted by all 
licensees «■ applicants for OL re NURE0-066D t< NUREO-0737 
requirements to identify L correct human engineering 
discrepancies Suggested format end 

HIRAOLIA. F J Licensing Dranch 3 82/03/26 vlQNES. J A Caroline 

Power & Light Co Spp 12513 113 24X Fiche 50-400.82/03/26. 

8204020114 


8204010463 Summarites applications Si requests for review to be 
submitted prior to S41231. in response to Oenerlc Ltr 82-1 
riNHERMAN. Carolina Power S' Light Co 82/03/29 TEOESCO. R L 
Office of Nuclear Reactor Regulation. Director 2pp 12483 237 
24< Fiche 30-000.82/03/29.8204010463 


8204270333 Suir-nary of 820406 S< 07 site meeting w/ut 1 1. EPA. ORNL S< State 
of HC re environ review 

niRAOLlA. F J Licensing Branch 2 82/04/16 Licensing Branch 3 

Spp 12862 339 24 X Fiche 30-400.02/04/16,8204270533 


8204210293 Generic Ltr 82-09 to all power reactor 1 Icensees. app 1 icants 
for 0L.NS3S vendors Si reoctor vendors re environ 
qua) if Icatlon of safety-related electrical equipment. 

NRC position re qualification requirements end 
EtSENKUTiD 0 Division of Licensing 82/04/20 HAOSPURO. A 
Consolidated Edison Co of New York SMITZER.D C Connecticut 
Yankee Atomic Power Co VANOEMALLE, D J Consumers Power Co ISpp 
12862 337 24X Fiche 30-000,82/04/20,0204210295 


C Utility Environmental Report (ER). amends Si correspondence 


8204080307 Forwards Amend 2 to environ rept 

MCDUFFIE, M A Carolina Power S' Light Co 82/03/31 DENTON, H R 

Office of Nuclear Reactor Regulation. Director Ip 12603 331 34X 

Flche 30-400.82/03/31,8204080307 


— 8204080310 Amend 2 to environ rept 

• Carolina Power Si Light Co 82/03/31 200pp 12603 332 24X 

Flche 30-400.82/03/31.8204080307 


6204160619 Forwards affidavit certifying distribution of environ rept 
to listed state 6 govt officials on 820409 

ZIHKERHAN.B R Carolina Power Si Light Co 82/04/09 EISENHOT.D 0 
Division of Licensing 7pp 12700 097 24X Fiche- 30-400, 82/04/09, 
6204160619 


D NRC Draft/Final Environmental Btatements. suppls S. correspondence 


6204080157 Confirms B20312 te Icon. advl s ing of 820406-07 site visit r* 
OL EIS L invites participation 

HIRAQLIA.F J Licensing Dranch 3 82/03/22 HAMILTON, R North 
Carolina, Stats of 2pp 12618 282 24X Flche 50-400,82/03/22. 
B2040SO137 


6204080160 Confirms 820312 telcon. advii Ing of 820406-07 site visit re 
OL EIS Si invites participation 

MTROALIA.F J Licensing Branch 3 82/03/22 HELMS. R North 

Carolina, State of 2pp 12618 278 24X Flche 30-400,82/03/22. 

6204080160 


8204080164 Advises of 820406-07 site visit re OL EIS Si invites 
participation 

NIRAOLIA.F J Licensing Dranch 3 82/03/22 Army, Dept of. Corps 

of Engineers 2pp. 12618-280 24X Fiche 30-400,82/03/22, 

0204080164 


8204080169 Forwards notice of 820406-07 site visit Si invites US Army 
Corps of Enginesrs partic ipatlon In NRC environ review re 
EJ6 prgparation 

MIRAOLIA.F J Licentlng Branch 3 92/03/22 Army. Dept of. Corps 

of Engineers 2pp 1261B-270. 24X Flche 30-400,82/03/22. 

8204030169 


8204080163 Forwards notice of 820406-07 site visit Si invites U8 Fish S. 
Ulldlifc 8vc parti c ipatlon In NRC environ review re EtS 
preparation N/o end. 

HIRAOLIA.F vl Licensing Branch 3 82/03/92 Interior. Dep t of. 

Fish S. Mild life Service Zpp 12618 268 24X Fiche 30-400. 

62/03/22. 8204 080183 


8204090178 Confirm* 820312 te Icon , advis ing of 620406-07 lite vlilt re 
□L EIS Si invite* participation 

HIRAOLIA.F J Licensing Drench 3 82/03/22 OARRETT, C 

Agriculture. Dept of 2pp 12633 343 24X Flche 30-400.82/03/22, 

8204070178 


820421022? 01*cus*e* EPA participation in NRC review of EIS NRC 
commendad for holding public meeting re environ concerns 
ZELLER, H D Envir anmcntal Protactlon Agency 82/04/14 

HIRAOLIA.F J Licensing Branch 3 Ip 19803 084 24X 

Fiche 90-400, 82/04/14,8204210229 


0 Adjudicatory correspondence 


0204080134 Answer opposing Environ Law Project 820316 motion to 
postpone or separate proceeding or other ro I lef. Motion 
premature since project not admitted as party Certificate of 
9vc end. 

O'NEILL. J H Carolina Power Si Light Co O'NEILL. J H Shaw. 

Pittman. Pott* S< Trowbridge 82/03/31 Atomic Safety and 
Licensing Board Panel lOpp 12606 06t 24X Flche 30-400,82/03/31. 

0204080134 


8204080138 Order scheduling 820614-15 prehearing conference in Raleigh. 
NC to discuss ptnding petitions to intervene Si contentions 
Suppls to pctltlans specifying contentions to be served 
by 820914 

BRIGHT, 0.0 . CARPENTER, J. H . KELLEY, J U Atomic Safety and Licensing 
Board Panel 82/04/02 App. 12606. OS7 24X Flche 30-400,82/04/02, 
8204080138 


8204070360 Answer to Environ Law Project 820316 motion to postpone or 
separata proceedings or othsr relief. NRC docs not object to 
ASLB taking notice of document Remainder of motion should be 
denied Certificate of Bve end 

ROTHSCHtLD.H U Operations 6 Administrative Division 82/04/03 
Atomic Safety and Licensing Board Panel 12pp 12376 204 24X 

Flche 90-400. 02/04/03. 8204070960 


H Oenaral correspondence 


9204260121 Expresses appreciation for RB Heater assistance provided 
as moderator for 820407 public meeting 

TEDESCo, R L Assistant Director for Licensing 82/04/19 
HEATER. R B North Carolina. State of Ip. 12847.363. 24X 

Flche 90-400.82/04/19,8204260121 


820429047S Forwards Info rsquested at 820407 public meeting re environ 
review of application which formed basis for development of 
radiological emergency t emergency preparedness plans. 

H/o end 

TEDESCO.R L Assistant Director for Licensing 82/04/22 
ROSENSON. H Affiliation Unknown Ip 12693 OSO. 24X 
Flche 90-400. 82/04/22,8204290479, 


8204280001 Confirms that listed documents were placed in LPDR in 
Raleigh. NC on 820421 

ROTKaCHILD.H U Operations 6 Administrative Division 82/04/26 
EDDLEHaN.U Affiliation Unknown Spp 13870.243 24X 

Flche 90-400.82/04/26,8304280001 


-—8204280002 Forwards documents re Diablo Canyon design verification 
program requested at 820407 public meeting for placement In 
LPDR 

eoUDER.J L Public Document Branch 83/04/21 HICKKAN.L NRC - 
No Detailed Affiliation Olven. 2pp 12870 246 24X 

Flche; 50-400. 82/04/26, 8204280001 


K. Utility Final Safety Analysis Rsport IFSARl l< amends 


8204050049 Forwards Amend 2 to FBAR 

MCDUFFIE, H. A Caroline Power k Light Co 82/03/31. DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 12332-174. 
24X Flche- 30-400, 82/03/31,8204090049. 


—8204030032 Amend 2 to FBAR. 

« Carolina Power 6 Light Co. 82/03/31 iOOOpp. 12332-176. 24X 

Ftcha: 30-400, 82/03/31,8204030049. 


8904160619 Forwards affidavit certifying distribution of F8AR to listed 
stats & govt officials on 820409 

ZIMMERMAN, S, R Carolina Power & Light Co. 82/04/09 EIBENHUT, D 0. 

Licensing. 7pp. 12700 097. 24X Fiche. 50-400,82/04/09, 

8204160619 
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DOCKETED ITEMS 


0 tttip«etion report*! IE Sullrtini eorreip andenca 


Inform* thot probl»di* df*crib*d in IE Pullettn B0-03 for 
trov tUP* obtorbar calls arc not common to hopper type at 
charcoal bad* u**i{ at facllitv Charcoal call ln*p program 
ulil b* discontinued 

ZIMHCRHANiS H Carolina Pouar b Light Co B3/03/0S □'’REILLY^ J P. 
Region S. affUa of director Ip IS816 S10 SAX 
Flch* 30-400, B2/03/0i, 3204230304 


82040104hS Act raertpt of BS030? 1 tr informing flRC of stepi taken to 
correct violations noted In IE Imp Repts 30-400>/B2~02 & 
30-401/32-02 

CANTRELL, F. 8 Division of Project ft Resident Programs 02/03/23 
00NE8,J’ A Carolina Pauer ft Light Co. ip 12433:011, S4X 
Flcha. 30-400, 82/03/23. 8204010468, 


—820401047/ Responli to NRC 820209 Ur r» violations noted In IE Imp 
Rapt* 50-400/82-02 Si 3-0-401/82-02 Corrective actions 
aitPlpeient covering repositioned ft secured, uater removed ft 
sofitchgear cleaned to remove sandblasting dust, 

SANKS.K R Carolina Pobier ft Light Co 82/03/09 O'REILLY, J P 
Region 2, Office of Olractor. Spp 12483 012 24X 

Fiche 30-400, 82/03/23. 32040104A8 


— 8204010480 Foruardi IE Imp Repti 50-400/82-02 ft 30-401/82-02 on 
811220-820120 ft notice of violation 

CANTRELL. F Q Division of Project ft Resident programs. 82/02/09 
JONES, A Carolina Power b Light Co 2pp, 12483 015, 24X 

Flehe 30-400.82/03/23.3204010468 


— 8204010485 IE Insp Rapt* S0-400/B2-0K ft 50-401/82-02 on 811220-820120 
Noncompllance noted, fa 1 lure to protect eitulpment frem 
adjacent conet actlvltla* ft from environ 

NAXNELL. 0. F . BU-ROER. C Division e»f Project ft Resident Programs 
82/02/07 6pp 12483 018 24X Fiche 30-400,82/03/23.8204010468 


'204010118 Ack receipt of 820312 1 tr informing NRc of steps taten to 
correct violatlone noted In IE tnsp Repts 30-400/81-23. 
30-401/01-23. 30-402/81-23 ft 30-403/81-25. 

2ANTRELL.F S Division of Project ft Resident Programs B2/03/2S. 

JONES. J A Carolina Pouer ft Light Co Ip 12431 051 24X 

"Iche 30-400.82/03/23,0204010118 


8204010126 R*sponde to NRC 820116 Itr re vlalatlone noted in IE tnsp 
Repts 30-400/81-23.50-401/81-23, 30-402/31 -25 ft 30-403/81-23 
Corrective actions, unders 1 ted fillet used ft separation crack 
on cable treg eupport repaired. 

BANHS.M R Carolina Pouer ft Light Co 02/03/12 O'REILLY, J P 
Region 2, Office of Director 4pp. 12481 052 24X 

Ficha- 30-400, 82/03/23, 02O4Olo£ 18, 


204140372 Foruards IE Info Notice 82-03. ’'Cljeck Valve Failures on 
Otasel OeneratoT Engine Cooling Sg* " No action or response 
reRussted. 

O'REILLV, J. P Region 2. Office of Director. B2/03/26 WRIO, fi E, 
Florid* Power ft Light Co HANCOCK. J. A Florid* Ppiirer Corp 
HILLER, J H Georgia power Co 4pp, 12670 311, 24X 

1 Che. 30-000, 82/03/26,8204140372. 


1140433 Forwards IE Info Notice 82—10, ‘'Fol lowing Up Symptomatic 
tpalrs to Assur* Reeolution of Problam " 

'BEILLY.jp Raglon 2, Office of Director. 82/03/31 UHRIS.R.E 
orlda power ft Light Co. HANCOCK, J A Florida Pauer Corp 
LLY. R J Georgia Power Co. 4pp 12670 003 24X 

che' 50-000, 82/03/31. 8204140433, 


040142 IE Info Notice 62—11. "Potential Inaccuraciee in Wide Range 
assure Instruments Used in Westlnghouse Designed Plants " 
c list enc I . 

RDAN. E L Division Of EnginstrIng ft Quality Assurance 82/04/09 
pp. 12078 342 24X Fiche 30-000,82/04/09.8202040142 


140401 pOTwerds IE Bulletin 82-01, ''Alteration of Radiographs of 
Ids in Pfm~- o " .mblies. " 

. Office of Director 82/04/13 UHRIO.R E 
> HANCOCK. J A, FI orlda Power Corp 
r Co, spp 12670. 338 24X 

I* I Oman I 


king In Piping of 


R Psriodic operating raport* ft related corrs spondsnes 


6204270174 Forwards quarterly saismic monitoring rept for Jan-Kar 1982 
ZINMEfilTAN.S R Carolina Pouer ft Light Co 82/04/21 DENTON. M R 
Office of Nuclear Reactor Regulation, Director Ip 12653 087 24l 

Fiche 30-400,02/04/21,8304270174 


— 8204270178 Quarterly seiimic monitoring rept for Jan-Mar 1982 

e Carolina Power ft Light Co 82/04/19 Ip 12853 088 S4X 
Fiche 50-400.82/04/21.8204270174 


S Reportable occurrences, LERs ft related correspondence 


8204160570 Second Interim deficiency rept re Dresser supplied pressure 
gauges, Inlt la 1 ly rsportad on 810923 Dresser Industries will 
conduct seismic testing ft results will be reviewed by 
Ebaseo Final rapt by B2I209 Also reported per Part 21 
CHIANOIiN J, Carolina Pouer ft Light Co 82/04/01 O'REILLY. J P 
Region 2, Offlca of Director Spp. 12700 327 24X 

Fiche 50-400, 82/04/01,8204160570 


T Hearing transcripts on non-ant 1 trust matters 


8204270479 Transcript of 820407 public meeting in Aper.NC re NRC 
environ review Pp 1-90 

e Male Co.unty,NC 82/04/07 92pp 12874 SSO 24X 
Flchi 60-400, 62/04/07,8204270479, 


82042705B1 Transcript of 820407 meeting w/uti 1 in Now Hill.NC re 
ffflC environ reviau, Pp 1-58 

e NRC - No Datailid Affiliation Given 82/04/07 60pp 12072' 289 
24X Fiche 50-400,02/04/07,8204270581 


DOCKET 30-402 BHEAHOW HARRIS NUCLEAR POWER PLANT, UNIT 3 


A Application/construction stage documents ft correspondence 


8204220629 Responds to FOIA request for sis categories of documents re 
termination or teimpOrarY ceitatlon of const on nuclear 
projects Documents listed on App A encl 

FELTON, J N Division of Rules and Records 92/03/03 BELL. N 
Coalition for Safe Pauer Spp 1262? 103 24x 

Fiche 50-000,82/03/03,0204220629 


— 8201210143 Discussts applicant info re status of const of facilities ft 
OL applicatlcn Units 3 ft 4 have been canceled Const 
completion for Unit 2 has been delayed 1 yr from June 1987 
to June 1988 Completion date for Unit t unchanged 
LICITRAiE.A. Licensing Branch 3 81/12/16 DENTON, H R Office 

of Nuclear Reactor Regulation, Director Ip 12827 301 24X 

Fiche' 30-402,82/03/03, 8204220629 


8204310074 Surrmery of 820219 meeting u/utils ft Uestinghouse in 
BethesdSiHD r* Westlnghouss Model D steam generators List 
of attendees tnc 1 

CHESNUr, S H Llcinsing Branch I 92/03/12 YOUNOBLOQD, 6 J 
Llcanslng Branch 1 12pp, 12812 001, 24X Fichs 50-000,82/03/12, 

8204210074. 


8203190001 Generic Ltr 82-03 to ell licensees of operating power 
rseetors re p os t-TMI rsqulremsnti 

EISENHur, D 0, Division of Licensing 82/03/19 HAUSPLIRG, A 

Consoltdated Edison Co of New York SHERWOOD, G General Electric 

Co, BECKHAM, J T Osorgla Pouer Co. 7pp 12513 128 24X 

Flehe 50-000,82/03/19,8203190001 


8204020114 Discusses control room design revieu to he conducted by all 
Ucentse* ft applicants for OL ra NUREO-066D ft NUREO-0737 
requlremsnts to identify ft correct human engineering 
dlscrepanc Its, Suggested format end 

MIRA0LIA,F j. Licensing Branch 3. 82/03/26 JONES.J A Carolina 

Power ft Light Co. 0pp 12513.113 24X Fiche 30-400,82/03/26. 

8204020114 


D Mrc Draft/Final Environmental Statemants, suppl* ft correspondence 


8204080157 Confirm* 820312 telcon. advl* ing of 820406-07 Site visit re 
OL EIS ft invite* participation 

MlRAOLIAiF J Licensing Branch 3 82/03/22 HAMILTON, R North 
Carolina. State of. 2pp 12618 232. 24X Fiche: 30-400. B8/03/22. 
8204080137 


8204030160 Confirms 820312 tslcon. advising of 820406-07 site visit re 
OL EIS ft, invites participation 

HIROALIA.F J. Licensing Branch 3 82/03/22 HELMS, R North 

Carolina. State of, 2pp, 12618 278 24X Flch*. 30-400, 82/03/22. 

8204080160 


DOCKETED ITEMS 


329 


3204080164 Advisgt of 620406-07 tits visit rs OL EI3 tc invites 
pariic Ipation 

MlRAOLIAi r J Llcinslng Dnanch 3 02/03/22 ArmgiDept ofi Corps 

of Engineers 2pp 12618 200 24X Flche 30-400,82/03/22, 

6204060164 


6204000169 Faruards notice of 820406-07 site visit «< invites 08 Armg 
Corps of Engineers participation in NRC environ review re 
EI6 preparation 

HIRAOLIA, F J Licensing Branch 3 82/03/22 Armg, Dept of, Corps 

of Enjlneers 2pp 12616 270 24X Fiche 50-400,82/03/22, 

6204060167 


6204000183 Forwards notice of 820406-07 site visit & Invites US Fish b 
Uildlife Bvc participation in NRC environ review re EIS 
preparation H/o end 

HIRAOLIA, F J Licensing Branch 3 82/03/22 1 nter 1 or • Dep t of. 

Fish & Ulldlifc Service 2pp 12610 268 24X Fiche SO-400, 

62/03/22, 9204080163 


S204070I7B Confirms 620312 telcon, advis Ing of 620406-07 Site visit re 
OL EtS b invites participation 

HIRAOLIA, F d Licensing Branch 3 02/03/22 OARRETT, C 

Agricul tore, Dept of 2pp 12633 343 24X Fiche 30-400,02/03/22, 

8204090170 


8204210229 Discusses EPA participation In NRC revlaw of EI8, NRC 
commended for holding public meeting re environ concerns 
ZELLER, H D Environmental Protection Agencg 82/04/14 
HIRAOLtA,F J Licensing Branch 3 Ip 12603,084 24X 

Fiche 50-400,02/04/14,6204210229 


O Inspection reports, IE Bulletins b c orrssp ondence 


6204010118 AcV receipt of 620312 Itr Informing NRC of steps taken to 
correct violetione noted in IE Insp Repts 30-400/01-25, 
50-401/61-25,30-402/61-23 b 50-403/61-26 

CANTRELL, F B. Division of Project b Resident Programs 82/03/25 

JONES, d A Carolina Power b Light Co Ip I24B1 051 24X 

Fiche 30-400,82/03/25,8204010118 


--6204010I26 Responds to NRC 6201 IB Itr re violations noted in IE Insp 
Repts 50-400/01-25, 50-401/81-25, 30-402/81-25 b 50-403/01-25 
Corrective actions, undersized fillet used b separation crac h 
on cable trag support repaired 

BANK.8, H R Carolina Power b Light Co 62/03/12 0'REILLV,J P 
Region 2. Office of Director 4pp 12481 052 24X 

Fiche 50-400,62/03/25,8204010116 


DOCKET 50-403 SHEARQN HARRIS MJCLEAR POHER PLANT, UNIT 4 


A Appl Ication/constructlon stage documents b correspondence 


8204220629 Responds to FQIA request for sli categories of documsntt ra 
termination or temporarg cessation of const on nuclear 
projects Documents listed on App A end 

FELTONrd H Division of Rules and Records 62/03/05 BELL, N. 

Coalition for Safe Power 5pp 12027 103 24X 

Fiche 50-000,82/03/03,0204220629 


— 620I210I43 Discusses applicant info re status of const of facilities b 
DL application Units 3 b 4 havi bien canceled Const 
completion for Unit 2 has been delaged 1 gr from June 1967 
to dune 1908 Completion date for Unit 1 unchanged 
LICITRA.E A Licensing Branch 3 Bt/12/16 DENTON, H R Office 

of Nuclear Raactor Regulation, Director Ip 12827' 301 24X 

Fiche 50-402, 82/03/03, 8204220629, 


D NRC Draft/Plnal Environmental Statements, suppls b correspondence 


8204080157 Confirms 620312 te le on, advil i ng of 020406-07 site visit re 
□L EI0 b invites par t Ic 1 pat ion 

HIRAOLIA, F J Licensing Branch 3 02/03/22 HAMILTON, R North 

Carolina, Stats of 2pp 12618 262 24X Fiche 50-400,82/03/22, 

8204000 I 57 


8204000160 Confirms 820312 te Icon, advis ing of 620406-07 site visit re 
□L Els b invites participation 

MIROALIA, F J Licensing Branch 3 02/03/22 HELMS, fl North 

Carolina, State of 2pp 12616 278 24X Fiche 50-400.82/03/22, 

6204000160 


8204080164 Advises of 620406-07 site visit re DL EIS b invites 
participation 

HIRAOLIA, F d Licensing Branch 3 82/03/22 Armg, Dept of, Corps 

of Engineers 2pp 12618 260 24X Fitha- 30-400,82/03/22, 

8204080164 


B2040B0169 Forwards notice Of 020406-07 site visit b Invites US Armg 
Corps of Engineers participation in NRC environ review re 
EIS preparatl on 

HIRAOLIA, F d Licensing Branch 3 62/03/22 Aring, Dept of. Corps 

of Engineers 2pp 12618 270 24X Fiche 30-400,62/03/22. 

6204060169 


8204000183 Forwards notice of 620406-07 site visit b invites US Fish b 
Nildtlfe Svc participation in NRC environ review r« EIS 
preparation H/o end, 

HlRAOLIA.Fd Licensing Branch 3 62/03/22 In ter 1 or ■ Dep t a f , 

Fish b Nildllfe Service 2pp. 12618 266 24x Fiche 50-400, 

62/03/22, 6204080163 


6204090176 Confirms 620312 te Ic on > ad vi s ing of BS0406-07 site Visit ro 
OL EIS b Invites participation 

HIRAOLIA, Fd Licensing Branch 3 62/03/22 OARRETT, C 

Agriculture, Dept of 2 pp, 12633 343 24X Fiche 50-400.62/03/22. 

6204090176 


8204210229 Discusses EPA participation in NRC review of EIB NRC 
commended for holding public meeting re environ concerns. 
ZELLER. H D Environmental Protection Agencg 62/04/14 
HIRAOLIA, F J Licensing Branch 3 Ip. 12803 004 24X 

Fiche 50-400,02/04/14,8204210229 


Q Inspection reports, IE Bulletins b correspondence 


6204010116 Ack receipt of 020312 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-400/81-25. 
50-401/61-25, 50-402/81-25 b 50-403/61-25 

CANTRELL, F 6, Division of Project b Resident Programs, 62/03/29 
JONES, d' A Carolina Power b Light Co Ip 12401.051 24X 

Fiche 30-400, 82/03/25, 02040101 IS 


— 3204010126 Responds to NRC 620110 Itr re violations noted in IE Insp 
Repts 50-400/81-25,50-401/91-25,30-402/81-25 b 50-403/61-25 
Corrective actions undarslied fillet used b separation crack 
on cable trag support repaired 

BANKS, H R Carolina Power b Light Co 82/03/12 O'REILLY, J P 
Region 2, Office of Director 4pp 12461 052 24X 

Fiche 50-400,82/03/23,0204010116 


DOCKET 50-404 NORTH ANNA POWER STATION. UNIT 3 


A App 1 i catlon/constructlon stage documents b correspondence 


8204210074 Suirmarg of 020219 meeting w/utils b Westinghouse in 
Bithesda.HD re Westtnghouse Hodel D steam generators List 
of attendees end 

CHEBNUT.S H Licensing Branch t 82/03/12 VOUNOBLODD, B J 
Licensing Branch 1 12pp I801S 001 24X Ficha, 80-000, 82/03/12, 

6204210074 


0203190001 Oeneric Ltr 62-05 to all llcansfai of operating power 
reactors re post-TMI requirements, 

EISENHUT.D 0 Division of Licensing 62/03/19, HAUSPURO.A 
Consolidated Edison Co of New York SHERk^OOD, 0, General Electric 

Co BECKHAM. d.T Georgia Power Co 7pp 12813 120 24X 

Fiche 50-000,82/03/19,6203190001, 


8204010237 Forwards questions for BbW ouincra response re review of 
BbU abnormal transient operating guidelines program 

EI8ENHUT, D 0 Division of Licensing 82/03/03. HALL.U Babcock b 

Wllcos Operating Plants Duiners Group 24pp 12489' 300 24X 

Fiche 50-000,02/03/03,0204010237 


6203190001 Generic Ltr 82-05 to all licensees of operating pouier 
raactors re post-TMI requirements 

EIBENHUT, D O Division of Licensing 82/03/19 HAUBPUROiA 
Consolidated Edison Co of New York 7pp 12513 129 24X 

Fiche: 50-000, 02/03/19,8203190001 


I Financial Information 


6204020114 Discusses control room design review to be conducted bg all 
licensees b appllcents for CX. re NUREO-QAAO b NUREO-0737 
requirements to Identlfg b correct human engineering 
discrepancies Suggested format and 

rtlRAGLIA, F J Llcansing Branch 3 02/03/26 d0NE8, J A Carolina 

Power b Light Co Spp 12513.1^3, 24X Fiche 50-400.02/03/26, 

0204020114 


B2O4O2O510 Forwards Annual Financial Rept -1991 b financial statements 
dOHNBON, B D Virginia Electric &. Power Co 62/03/26 BALTZMAN, J, 
Antitrust b Econcmic analgsls Branch iUtllitu Finance) tp 
12300.015 24X Fiche 30-000,92/03/26,6204020516, 




BERRY, W. M 
12500' 016. 




Virglnl# Electric b Power Co. 02/03/26 
84X Flehe 30-000.62/03/26,9204020518 




4Bpp 
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DOCKETED ITEMS 


J Inturanct h indt«nnltu indorn^tiofl 


8204270 3 57 rorwirds Endori ■mtntt 33.66.8,8,6 tc ? ts NEtIA Pol ic its 
NF-a40.NF-l86 t Bindfri ED-27. E0-Z8. EB-70 1. £0-63. 
rdpit tivilv 

FQRtl£8T.0 0 Hardh U KcLinndn. Inc . K t. H Nuclear Consu 1 tantt. Inc 
DIv 82/04/23 DINITZ. J 0#7ic» o7 Nuclear Reactor Regulation. 
Director lipp 12654 237 24X FI c he SO-OOo. 02/04/23. 0204270337 


0 Inspection reporti. ,!£ Bullttini tt carraepondenct 


6204010332 Foruardi IE In»p Rapt* 50-339/02-06. 50-330/ 82- Ofc ti 
50-404/02-01 an 020210-12 Na noneompl lance noted 
LOfJO.F J Oivltlon of Project t Raeldent Programi 82/03/12 
I.EAB8I/H0.R H Virginia Electric k Power Co 2 pp 12476 173 24X 

FlChe 50-338.02/03/12,0204010332 


— B204010333 IE intp fiept* 50-33S/B2-06. 50-339/82-06 t, 50-404/82-01 on 
020210-12 No noncooipl lance noted Major areas inspected avc 
water punphoute eettlegient.QA/QC controle 6 uort activities 
UENAHAN. J J , CONLDN. T E Division of Engineering & Technical 
Prograois 82/03/05 /pp 12476 175 247 Fiche 50-330.82/03/12, 

0204010332 


8204140372 Forwarde IE Info Notice 82-00, "Cheek Valve Fai lures on 
Oieiel Cenerator Engine Cooling Sgs " No action or response 
requested 

O'REILi-Y, V P Region 2, Office of Director 92/03/26 VHRIO. B E 
Florida Pouer L Light Co 4pp 12670 311 24X 

FUhe 50-000.02/03/26.0204140372 


8204140435 Forwards IE Info Notice 02-10. “Fol lowing Up Sgmptofnatic 
Repairs to Aesura Resolution of Protlem “ 

O'REILLY, UP, Region 2i Office of Director. 02/03/31 LfrWIO.R E 
Florida Power 6 LlgAt Co 4 pp J2670 COS S4X 
Fiehe 50-000,02/03/31,0204140435 


0202040142 IE info Notice 02-11, “potential Inaccuracies in 
Pressure Instruaenti Used In Nistlnghouse Deelgned Plante 
Sve Hit end 

JORDAN.E L Division of Engineering & Quality Assurance 
63pp 12070 342 24X Ftche 50-000,02/04/09,8202040142 


Hide Range 


82/04/09 


S204140401 Foruarde IE Bulletin 82-01, “Alteration of Radiographs of 
Htlds In Piping Suhasstmblies “ 

O'REILLY, J P Region 2, Office of Director 02/04/13 UHRtO, fi E 
Florida Power k Light Co Spe 12670 35B S4X 
Flcha 50-000,02/04/13,0204140401 


8204140442 ForyordS IE Info Notice 02-09. "Cracking in Piping Of 
Makeup Coolant Lines at B«.W Plants," to he reviewed for^ * 
possible applicability 

O'REILLY. JP Region 2, Office of Director 02/04/13 UHRtO, R E 
Florlde Power k Light Co 4pp 12666 251 24X 

Fiche 50-000, 02/04/13,0204140442 


6204320266 Raid ondt to NRC 820305 1 tr reguaetlng Info re teehnleal 
davlatlone in equipment Installtd per NORCO -0737, I ted> 

It F I 3 App R dose not require licensee to protect 
equipment ueed In DBA from itmultaneoue effects qf LOCA 
LIHOER.F Dairyland Power Cooperative 82/03/23 CRUTCHFIELD. □ 
Operating Reactori Branch S 2pp 12497 147 S4X 
Fiche; 50-409, 02/03/25. 0204020286 


Q2O4O2O5O0 Commends util on efforts taken to meat Commistlan D2020I 
deadline for installation k testing of prompt not! f ica t Ian 
eye Effort has resulted In increased marglri of safety 
improved level of emergency preparedness 

KEPPLGR.JO Regions. Office of Director ap/03/29 LINDER. F H 
Dairyland Power Cooperative ip 12500 329 24X 

Fiche 50-409, 82/03/29, 8204020508 


9304080101 Rsltasss public version of revision to emergency plan, 
FELTON. U M Division of Rules and Recorde, 82/03/30 Document 
Management Hraneh Ip 12597 175 24X Fiche 50-409,82/03/30. 

0204080101 


--8204080107 Forwards public version of Revision I to emergency plan 
Plan has bean revised to address deficiencies per 10CFR50 
App D as well a« applicable requirements of NURE0-06»4. 

NUREO-0696 i, APP E Crois-imdee t, receipt form ene 1 

LINDER, F Dairyland Power Cooperative 82/03/16 BEppuEft.J 0 

Region 3. Qfflc* of Director 9pp 12397 176 24X 

Fiche' 50-409, 02/03/30, 8204000101 


0204080109 Public version of Revision 1 to amergeney plan 
* Dairyland Power Cooperative 02/03/08 ZOOpp 12597 IBS 24* 
Fiche' 50-409, 02/03/30, 0204080 101 


8204290593 Release* public version of revised omergeney plan 
imp 1 emeh ting procedures 

FEltON, J M, Division of Rule* and Record* 02/04/20 Dotument 
Management Branch Ip 12097 280 24X Fi c he ' 50-409. eS/Od/SO. 

0204290593 


—8204290590 Forward! public version of revised emergency plan 
implementing procedures, inc Juding Procedures EPP — 1 re 
emergency condition* & responses * EPP-S re organi la 1 1 on it 
operation* during emergenci e*. Receipt form end 
LINDER, F Dairy land Power Cooperat Ive 02/04/07, CRUTCHF lELD. O 
Operating Reactor* Branch 3, Spp 12897 281 24 X 

Fiche 50-409,02/04/20,0204290593 


.uoiT ruoijc version 




procedures, including Procedure* EPP-1 re etitaroency 
condition* ft reepansa* 4, epp-2 re organl i ation k operation* 
during emergencies 

BHAFER. P W Dairyland Power Cooperative 02/03/17 liSna 
I2S97 203, 24X Fiche 50-409,02/04/20,8204290593 


H -Oeneral correspondence 


IhJ” of Hydraulic Snubber* ■ 

^DAN.E L Division of Engineering ft Quality Assurance 02/04/21 
64pp. 12673 001 24X Flch* 50-000, 02/04/21. 0202040143 


Liens. DPfi-4S corr.spona.nce r. 

LINDER. F Dairyland Power Cooperative 82/04/lS, CRUTCHFIELD, D 
Operating Reactors Branch 5, Ip 1S852 053, 24X 

Fiche, SO-409. 02/04/12, 0204270372 


ICKET 50-405 NORTH ANNA POWER STATION, UNIT 4 

*^'9* document* ft correspondence 


203190001 Oinirie Ltr 02-05 to eU licanteei of operatlno eou* 
reactors re Post-TMI requirements ® ^ 

EJSENWT, D 0 Dlviiign of Licensing 62/03/19 HAUSPUHO, A 

FiCh* 50-000,02/03/19,8203190001 


gCHET 50-4 09 L ACROSSE BOIL I NO WATER REACTOR 
. «< fir* protection plan* 


I Financial information 

Financial Rapt, 1900 A. financial statements 

w- JUfllvOft rfp7 

LINKR, F Dairyland Power Cooperative 82/04/Ot Office of 
Nuclear Reactor Regulation, Director 15pp 12S75 244 24X 

Fiche, 30-409, 02/04/01, 8204070534 


“0204070559 Annuel Financial Rept, 1980 

a Dairyland Powar Cooparatlva, 02/04/01. 
Fiche 50-409, 02/04/01, 8204070884 


37pp 12873 ^50 24X 


P Operating license stage document* I, correspondence 


tompapiicn of elements of evacuation time 



0204010230 * Fiche 50-409, 82/03/24. 


porwardi 


- , artsy evaluation o f SfcP Topic 111.5 A, 

Plpa Break on Btruc tore*, By* ft Componsnti Inside 
Contalnibint " Anatyii* for high energy line breaks w/ 

LINDER ? S ‘'ff''* "lathanlsm. aeceptahle. 

u NWERiF OflrglAnd Powtr Cooptrafclve 62/08/34* EISENHUTfD 0 

^04020369^ *"“"®' 24X FI Che ■50^409, 02/02/24. 




owudwopi osn.rlc Ltr 82-05 to aU license** of operating power 
raquirement*. "parading power 

EISEI'l^p D. 0. Division of Licensing, 02/03/17 HAUSPUHO, A 
Consolidated Edison Co. of New York, LEABbURo, r, h, Vi^lnia 
J: BURSTEIN.e, Wisconsin Electric Polar Co 

'20, 24X Fiche- 30-000, 82/03/19, 8203190001 


7pp. 



DOCKETED ITEMS 


93040502BI Risponds to NRC G2022S r«qo«»t for addl Info re TMI Action 
Plan Item 1181 concerning RCS Mgh point ventt Info re 
positive valve position indication for shot douin offgas 
valve 4i veriflcetion of vent Isolation included 

tlKOCRiF Dairy land Pouer Cooperative 02/03/23 CRUTCMFIELDi D 
Operating Reactors Branch 5 2pp 12497 162 24X 

Fiche S0-409> 82/03/23, 8204020201 


B2040iO470 Sutmlts addl info In response to NRC B2030B request re 
reactor vessel longitudinal tt c ircumf erential uelds, 

LIKOeR, F Dalryland Power Cooperative 02/03/24 CRUTCHFIELD, D 
Operating Reactors Branch 9 5pp 12489 024 24X 

FIche 90-409, 02/03/24, S204010470 


B204020500 Forwards addl info re TMI action items for NUREO-0737 
"Environ Qualification of Safety-related Electrical 
Eqvipnant, " per request 

LINDER, F Dalryland Power Cooperative 02/03/24 CRUTCHFIELD, D, 
Operating Reactors Branch 5 193pp 12S0D. 103 24X 

Fich# 90-409, 82/03/24, B204020900 


0204090055 Advises that NUREO-0737, I tem I A 1 3, "Nuclear Power Plant 
Staff Worlting Hours," (Oenerlc Ltr 82-02) re extension of 
overtime restrictions to include health physics technicians 
it key technicians implemented by procedure changes 
LINDER, F Deiryland Power Cooperative 02/03/29, EISENHUT, D 0 
Division of Licensing Ip 12921 106 24X Fiche 90-409,82/03/25, 

8204050053 


6204030329 Forwards addl info re relief 8< safety valve challenges from 
Apr-Bept 1960 Annuel rept for 1980 provided requested data 
Subsequent deta for 1981 provided by 1981 annual rept, 

LINDER, F, Dalryland Power Cooperative 82/03/25 CRUTCHFIELD, D 
Operating Rcactori Branch 9 Ip 12930 222 24X 

Fiche- 50-409, 82/03/25,820405032 9 


8204020470 Requests exemption from min shift manning requirements of 
NUREO-0694 due to plant stie N complexity, 

LINDER, F Deiryland Power Cooperetlve 82/03/26, CRUTCHFIELD, D 
Operating Reactors Branch 5. 4pp 12501 012 24X 

Fiche 50-409.82/03/26,8204020470 


8204020433 Discusses 820322 site visit by N Rasmuiseni MIT ti B Levine, 
NUS, re risk assessment progrem Rept expected by 82041S will 
quantitatively evaluate plant sys & recommend which sys have 
lowist/hlghts t probability for failure 

TAYLOR.OW Dairyland Power Cooiierative 82/03/29, CRUTCHFIELD, D 
Operating Reactors Branch 5 2pp 12S0G 059 24X 

Fiche 50-409,82/03/27,8204020433 


8204090104 Requests addl info re NUREO-0737, I tom I. A 2 1, "Immediate 
Upgrading of Reactor Operator tt Senior Reactor Operator 
Training tt Qualifications," tt Item II 8 4, "Training for 
Mitigating Core Damage " Reply requested within 30 days 
CRUTCHFIELD, D Operating Reactors Branch 9 82/03/27, LINDER, F 

Dalryland Power Cooperative 5pp 12519 313 24X 

Fiche 50-407,82/03/29,8204090104 


8204060142 Generic Ltr 02-03 to all operating BWRs re high hurnup 
KAPLHOR limits Basad on listed considerations, plant-spec 1 fic 
ref to OE position acceptable Oversiia list of recipients 
encl Aperture cards availabla in PDR 

EtSEMHUT, D 0 Division of Licensing 82/03/31, OELOEOROE.L 
Commonwealth Edison Co BACON, U C , PERRY, P A Consumars Power Co 
Spp 1S652 079 24X Fiche 50-000,82/03/31,8204060142 


8204080410 Advises that response to TMI Action Item II K, 3 27 re common 
ref level, is acceptable as interim measura Commitment to 
Install mod that provides common ref level prior to 821001 (c 
description of mod should be submitted 

CRUTCHFIELD, D Operating Reactors Branch 5. 82/03/31 LINDER, F. 

Dalryland Power Cooperative 3pp 12600 307, 24X 
Fiche, 50-409, 82/03/31,8204080410 


8204080188 Forwards Class II fat for 811026 application to amend 
License DPR-45 

LlffDER.F, Deiryland Power Cooperative 82/04/01, MILLER, W.O 
License Pas Management Branch, 2pp, 12604,236 24X 

Flchsr 30-407, 82/04/01, 8204080188. 


6204090352 Forwards evaluation rspts for SEP Topics XU-S, XV-li li 
XV-I3, control rod mlsoperation, inadvertent loading I, 
operation of fuel aieembly in Improper position ti Spectrum 
of rod drop ecc idants, respectively, 

CRUTCHFIELD, D Operating Reactors Branch 3, 82/04/05 LINDER, F 

Dalryland Power Cooperative 12pp. 12627:073, 24X 

Ficher 50-409, 82/04/05, 8204090352. 


8204200304 Forwards "LACBWR Detailed Control Room Design Review-Program 
Planning Rept." Rapt addresses NUREC-0737 Item I. D. 1, in 
response to NRC 801031 ltr. 

LIWDERiF, Dalryland Power Cooperative. 82/04/08. EISENHUT, D 0 
Division of Licensing. Ip 12736.330. 84X FI cht- 50-409,82/04/08, 

8204200304 . 


— 8204200310 "LACBNR Dstelled Control Room Design Review-Program 
Planning Rept " 

GOODMAN, L.0, Dalryland Power Cooperative 8S/04/06 24pp 
12736 331, 24X Flcha 50-409,82/04/08.0204200304 


B2041 90242 Forwards final evaluation of SEP Topic 111-7 D, assessment of 
containment structural integrity test Assesement compares 
favorably w/current criteria 

CRUTCHFIELD, D. Operating Reactors Branch S 82/04/13 LINDER, F 
Dalryland Power Cooperative 6pp 12682 307 E4X 
Fichs 90-409,82/04/13.8204150242 


8204200397 Requests that NRC review of Nuclear Energy Sves Rept 
0lAOO9li "Seismic 4, Stress Analysis of LACBWR High Pressure 
Core Spray Discharge Line Piping Sys," be held In abeyance 
pending resolution of identified differences 

LINDER, F Dalryland Power Cooperative 02/04/13 CRUTCHFIELD, 0 
Operating Reactors Draneh 5 Ip 12743 211 24X 

Fiche 30-409,02/04/13,0204200397 


8204190049 Forwards draft safety evaluation b draft technical 
evaluation of SEP Topic VI-10 A, testing ef reactor trip sys 
b ESF, i ne lud ing time response tes ting . Response requested 
within 30 days 

CRUTCHFIELD, D Operating Reactors Branch 3 82/04/14 LINDER, F. 

Dalryland Powar Cooperative 2pp 12724 297. 24X 

Fiche. 90-409. 02/04/14. 820419004 9 


— 8204190033 "SEP Topic Vl-lo A, Testing of Reactor Protective Sys b EBF, 
technical evaluation ript 

VANOERBEEK, R EObOi Inc 06300. 02/02/01. NRC - No Detailed 

Affiliation Given, 30pp, 12724:304 24X Fiche- 50-407,82/04/14, 

8204190049 


8204160152 Generic Ltr 62-07 to all DUR plant licensees b applicants re 
trensmittal of NUREG-0909 relative to Glnna tube rupture 
H/o encl NUREO List of NRC recipients encl 

EISENHUT, DG. Division of Licensing 82/04/15 Commonwealth 
Edison Co. POLLOCK, M 8 Long Island Lighting Co 7pp, 12707: 196, 
24X Fiche 90-000,62/04/13,8204160132 


820421D29S Generic Ltr 82-09 to all power reactor 1 tc ensees , app I Ic ants 
for GL, Nass vendors & reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qualification requirements end 
EISENHUT. DO Division of Llcenelng 82/04/20 HAUSPUROtA 

Consolidated Edison Co of New York 8HIEL08,8 H Public 8trvice 

Co of Indiana, Inc ROOT, L 0 Iowa Electric Light b Power Co 
lepp 12862-337 24X Fiche; 50-000, 02/04/20, 0204210295 


0 Inspection reports, IE Bulletins b correspondence 


8204020500 Forwards addl info re TMI action Items for NUREG-0737 
"Environ Qualification of Safety-related Electrical 
Equipment," per request 

LINDER, F Dalryland Power Cooperative 02/03/24 CRUTCHFIELD. D 
Operatl ng Rea c tors Branch S, 193pp 12900 103 24X 

Fiche, 50-409, 82/03/24,8204020300 


8202040113 I£ Info Notice 82-06, "Chack Valve Failures «n Diesel 
Generator Engine Cooling Sys." U/evc list 
a Director's Dfflce, Gfflce of Inspection and Enforcement 
82/03/26 4pp 12862 395 24X Ft ch e . 50-000, 62/03/26, 82020401 13 


8204220332 Forwards IE Enforcement Conference Rept 50-409/62-03 on 
820211. No non comp I lance noted. 

KEPPLER,J 0 Region 3. Office of Director 82/04/06 LINDER, F. U 
Dalryland Power Cooperative. 2pp, 12806. 16S 24X 

Fiche. 50-409, 82/04/00, 8204220332 


— 8204220339 IE Enforcement Conference Rept 50-407/02-03 on 620211 No 
noncompliance noted Mijor areas dl scussed . potentia 1 NRC 
action re 810316 event involving operation on main steam 
bypass valve b 011223-24 loss of offsite power event 
BRANCH, H U , SPEBSARD.R.L Division of Project b Resident 

Programs 82/04/07, 4pp 12806,167 24X Fiche: 50-409,62/04/06, 

8204220332. 


8202040142 IE Info Notice 82—11, "Potential Inaccuracies in Hide Range 
Pressure Instruments Used In VIestinghause Designed Plants." 

Svc list end 

JORDAN, E, L Division of Engine arlng b Quality Assurance. 02/04/09 
63pp. 1 2878. 342. 24X FI c h a t 50-000, 02/04/09, 820204014 2 


0202040143 IE Info Notice 82-12, "Surve i 1 lenca of Hydraulic Snubbers." 
H/end svc list. 

JORDAN.E, L. Division of Engineering b Quality Assurance, 82/04/21 
64pp. 12873-001. 24X FI c ha: 90-000, 62/04/2 1 1 8202040143 
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DOCKETED ITEMS 


P p«riome optrsting r*p<»rt$ <> tori'* *p(jni>»ne* 


e2041303?D Faru4rd» nonthlg optratlng rcpt for Fob 19Bi 

LINDEHiF DatryUnd Powir CoopOratW* ai/03/10 Offic* of 
Haf>a9*<ii*n4 and projrai* Analytii Ip 12658 183 24X 

Pith* 90-409, Sl/03/10,eS04i3Q3?0 


“-8204130394 Monthly operating r*pt for Fab 19B1 

OOOOHANiL 8 Dairytand Pouar Cooparatlv*. Bi/03/04 9pp 
12690 184 24X Ficha 90-409,01/03/10,8204130390 


6204130396 Foruardf monthly op*rjting rapt for Mar 1931 

LINDER, F Dairyiand Pouar Cooparatlv* 81/04/09 Offlc* of 
Managamant and Program Analytii IP 1269S. 119 24X 

Ficha 90-409.81/04/09.8204130396 


'-8204130399 Monthly oparatlng rapt for Mar 1981 

OOODMAN, L S Dairyiand Pouar Cooparativa Bl/04/06 Bpp 
12699 120 24X Ficha 30-409,81/04/09,8204130396 


8204130367 Foruardi monthly oparatlng rapt for Apr 1991 

LINDER, F Dairyiand Pouar Cooparativa 81/09/08 Offic* of 
Managamant and Program Analyilt tp 12698' 149 24X 

Ficha 90-409, 81/09/00,8204130367 


— 8204130371 Monthly oparatlng rapt for Apr 1931 

QCXIOMAN.L S Dairyiand Pouar Cooparativa 81/09/09 Bpp 
12638 190 24X Flch* 90-409,81/08/08.8204130367 


8204130379 Foruard* monthly oparatlng rapt for May 1981 

LINDER, F Dairyiand Pouar Cooparatlv* 81/06/09 Offic* of 
Hanaganant and Program Analyait Ip 12698 210 24X 

Flch* 50-409,81/06/09,8204130379 


— B20413037B Monthly operating rapt for May 1901 

OOODHAN.L S Dairyiand Pouar Cooparativa 61/06/03 Bpp 
12658 211 24X Ficha 90-409.81/06/09,8204130375 


8204130391 Foruard* monthly operating rapt for Jun* 1981 

LINGER, F Dairyiand Power Cooparativa 81/07/07 Office of 
Managairent and Program Analyii* Ip 12688 242 24X 

Ficha 30-409.61/07/07,8204130391 


-'8204020409 LER 02-OO3/O3L-O on 820313, dur In J type 0 laalago tail 0 
paraonnal a Irloct, manomatar read incorrectly Cauiad by 
inadaguata tightening of ttrongbacli* on innal' door Meed for 
tight InstaUatlon e«ipha*l»ed »< procedone ravliad 
OOODMAN, L S Dairyiand Pouar cooparatlv* 82/03/23 Region 
Offic* of Director Ip 12901 018 24X Flch* 90-409,82/03/23. 

8204020472 


8204220334 RO 02-09 on 820413, ducropancy dl»covored In **1*0114 6 
«trt** analy*!* of HFC8 «y« piping Cau** not itatad 
Inv**tlgatlon being conducted to daterroln* luhathar error 
*ignl f Icantly dagradas «afaty margin 

UNDER, F Dairyiand Power Cooparativa 02/04/14 KEPPLER. J 0 

Raglon 3, Off lea of Director. 2pp ISDOb 118 24X 

Ficha. 90-409, 82/04/14, 8204220334 


B204270392 RO 82-06 on 820420, abnormal dogradatlon ditcovarad in Foil 
pin during rafuallng outage Vlfual lni*p revealed fual 
a*itmbly 1-8 contain* fual pin u/degradad (agmetit approx 
6-e inch** in length Asaambly mfg by A1 1 1 i-Chamb ar* 

LlnOER.F Dairyiand pouar Cooparatlv* 82/04/20 KEPPLER, 0 0 
Region 3, Offic* of Director Ip 12892 226 24X 

Flch* 90-409,82/04/20,8204270392 


8204300199 Foruard* LER 82-004/03I.-0 & updated LER al-019/01X-t 
patalied event analy«l« lubmlttad 

linger, F Dairyiand Power Cooparativa. 82/04/22 KEPPLEfi. J 0, 
Raglon 3, Office Of Director 2pp 12890 I6B 24X 
Flch* 90-409,82/04/22,8204300195. 


'8204300202 LER e2-004/03L-0 on 820329, araarg ancy »vc water »upply ty 
(uctlon ho<e< leaked during flrit potltlve pre«*ur* 
hydr««tatic (urvalllance test Caused by flat spot in hoee 
fitting castings Spot fllsd 6 hose recla/npad 

GOODMANiL 8 Dairyiand Power Cooparatlv* 82/04/22 Region 3, 
Office of Director tp 12890 170 24X Flch* 90-409,82/04/82. 

8204300199 


-'820430020S Updated LER ai-0l5/01X-l on 81 1224, Pol lowing reactor *tri 
temp of IB forced circulation loop piping deersased to min 
o# 86 F Caused by seal problems 4. teal Injection 4* 
purification sys mgt & temp monitoring Procedurot modified 
OOODHANiL 8 Dairyiand Power Cooporatlv* 83/04/22 Region 3, 
Qfflto of Director Ip 12B90 171 24X Flch* 50-409,82/04/22, 

8204300199 


'-8204130395 Monthly operating rapt for Jon* 1981 DOCKET 90-410 NINE MILE POINT NUCLEAR BTATIOM, UNIT 2 

GQODMAMiL S Dairyiand Pouar Cooparativa, Bl/07/02 Upp - - - 

12638 243 24X Flch* 90-409,81/07/07,8204130391 A App I ica t ion/cons true t Ion stag* documents V corretpondanc* 


8204130398 Forwards monthly operating rapt for Jul 1901 

LINDER. F Dairyiand power Cooparatlv* Sl/OB/lO Office of 
Managamant and Program Analysis Ip 12698.064 24X 

Flch* 90-409.81/08/10,0204100390 


6204130296 Monthly operating rapt for Fab 1982 

GOODMAN, L 8 Dairyiand Pouar Cooparatlv* 82/03/09 lOpp 
12682.391 24X Fich* 90-409, 01 /09/10, 82041 90290. 


8204090004 Forwards monthly operating rapt for Jan 1982 

LINDER. F Dairyiand Power Cooparativa 82/02/08 Office of 
Managamant and Program Analytls. Ip 12519 326. 24X 

Flch* 90-409, 82/02/08, 8204090004 


®5D3l900Dl Oaneric Ltr 82—09 to all llcanaaas of operating power 
reactors r* post-TMl rayolrsmonts 

EISENHUTtD.O. Division of Licanslng 82/03/19. HAU6PUR0, A 
Consolidatad Edison Co of Now York. 7pp 12913,128 24X 

Fich* 50-000,02/03/19,8203190001. 


8204190210 Informs of potantial reportable condition in hydrody namlt 
loads In piping tt support* of control rod driveline *ys 
causing calculated hydrodynamic loads to bt insuf f Iclapitly 
accurate. Rsyusttt plan for reinforcing affected component 
SCHWENCES.A Licensing Branch 2 82/04/09 RHODE, 0. K Niagara 

Mohawk Pouar Corp. 3pp. 12731.219. 24X Flch** 90-410, 02/04/09/ 

8204190210 


-8204050007 Monthly opereting rapt for Jan 1982 

GOODMAN, L 9 Dairyiand Pouar Cooperative 82/02/03 
12919:327 24X Flch* 90-409, 82/02/08, 8204050004 


I5pp. 


204150290 Forward* monthly operating rapt fbr Fab 1982 
LINOER.F Dairyiand Pouar Cooparatlv* 82/03/09 Office of 
Hanagament and Program Analytls, Ip. 12682 390 24X 

Ficha- 90-409, 82/03/09. 8204150290, 


4204130401 Monthly operating rapt for Jut 1961. 

^OMaN. L. 8 Dairyiand Powtr Cooperative, 01/08/06 eoa. 
1.698 069, 24X Ficht:90-409,S2/Oe/I0f 8204130398 ^ 


f "*»* '• **'>*• dccurrences, LER* It related correspondence 


//.utiovrive w.naric i-cr w.c-u/ to all OWN plant licon**** It appllcanti 
transmittal of NUfiEO'0909 relative to Olnna tub* rupture 
M/o end NUREO List of NRC recipients end 

eiSEMHUT.D 0 Dlvleion of Licensing 82/04/19. Commonuealkh 
RENBEROER.D L Washington Futile Power Supply System 
PARRIS, H.O Tenpesss* Valley Authority. 7pp. 18787 196. 24X 

F 1 c h a ■ 90-000, 82/04/19, 8204 160192 


— w* ^wm •*»* vw |i ww wi lie •nW f up p i 1 V ■ n • ■ 

for OLi N8BS vendors l< reactor vendor# re environ 

••i'etv'-related electrical equipment. 

NRC position r# qualification requirements encl 
EISENWT, DO Division of Licensing 88/04/20. HAU8PtlR0,A 
Consolidated Edison Co. of New York, BUR8TEIM, 8. Wisconsin Elsctrle 
Power Co MATHEWS, E R Wisconsin Public service Corp. 16pp 
18862.337 24X FI the- 90-000, 82/04/80. 8204210295. 


analy.l. eubmittod, 

LlN^.F Dairyiand Power Cooperative 62/03/83. KEPPLERjJ 0. 
Region 3. Office of Director, 3pg 18901! 016 84x 

Ficha- 90-409. 82/03/83, 8804020472 ” 


Httuwwmuo nocietemtion of 820422 meeting u/utll in Betheedai 


discuss DL application 
LYNCH, M.D. Licensing Branch 2, 88/04/21, 8CHWENC£R,A. Licensing 

Branch 2 4pp, 13696:134. 24X Plch* SO-4IO1 63/04/211 6304340336. 



DOCKETED ITEMS 


a Intpfction r»port*< IE Bollttln# & corretp ond»nc» 


8203030432 Act r*c«ipt of 811130 h 1230 Itrs informing NRC of itipt 
totcan to corract yiolationi notad In IE Inap Rapt 
S0-4IO/B1-10 

STAROSTECKIrR Division of Projact ti Rasident Programs 82/02/28 
RMODEi 0 K Niagara Kohawk Pouar Corp Ip 12094 00& 24X 

Flefia 50-410, 82/02/25, 8203030432 


— 8203030440 Responds to NRC 010924 Itr ro violations noted in IE Inap 
Rapt 50-410/01-10 Corrective actions QA organltation will 
varlfg that nonconformance ti dlspesiton repta are rtvieuad 
for rapor t 1 ng to NRC 

CUANCY, R C Niagara Mohawk Power Corp Bl/ll/30 BRUNNER, E J 
Pro (acts Branch 1 2pp 12094 007 84X Flche 50-410,88/08/28, 

0203030432 


0204800452 Forwards IE Insp Rapt 50-410/01-13 on 811130-1211 fc 17-18, 
App A, notice of violation & App B, significant observations 
MARTIN, T T Division of Engineering t, Technical Programs 02/03/17 
RHODE, e K Niagara Mohawk Power Corp 3PP 12743 097 24X 

Flehe 50-410, 02/03/17, 0204200452 


—8204200470 Notice of violation from Insp on 011130-1211 k 17-10 App 
Brsignlflcant obeervatlone end 

MARTIN, T T Division of Engineering fc Technical Programs 
02/03/17. 5pp 12743' 100 24X FI che 50-410, 02/03/17, 8204200452 


— 9204200492 IE Insp Rapt 50-410/01-13 on 011130-1211 fc 17-10 
Noncomp lianct noted Inade^iuata review of design change l< 
epee, Inappropr late k ineffect Ivelg executed QA program 4, 
failure to conform w/procurement spec 

CHAUOKARViS K , PAOLINO, R J , REYNOLDS, S D Division of 
Engineering t< Technical Programs 08/03/01 40pp 187431 105 
24X Fiche 50-410,88/03/17,8804800458 


0204180355 Forwards IE Info Notices 82-09, "Cracking In Piping of 
Makeup Coolant Lines at BfcW Plants" (, 82-10, "Following up 
Sgmptomatic Repairs to Assure Resolution of Problem " No 
written response reeiuired 

HAYNES, R C Region 1, Office of Director 02/03/31, O'TOOLE, J D 

Coneolldeted Edison Co of New York Spp 12608,840 84X 

Fiche: 50-000, 08/03/31, 8204130363. 


6204150468 Forwards IE Bulletin 82-Oi, "Alteration of Radiographs of 
Helds In Piping Subae eefflb I lee, " No written reiponee 
required 

HAYNES. R C Region 1, Office of Director 02/03/31, O'TOOLE, J 

Conte 11 da ted Edison Co of New York 6pp 12683 234 24X 

Fiche: 90-000, 02/03/31, 02041 30462 


8204210137 Part 21 rapt rs HMA re lags u/contact leads not futtg 
Insula tad, ini t ial Iv reported 810708 No operating BHRs 
utiliie subj HMA relags Alt potential problems will be 
corrected before star tup 

BHERUOOD, 0 0 Oeneral Electric Co 92/04/01 DEY0UN9,R C 
Director's Office, Office of rnepectlon and Enforcement 4pp. 
12004 001. 24X Fiche 80-000,92/04/01,8804210137 


8204140362 Final deflciencg rapt re failure of Power Strut 9227-1/8 R8 
spring nuts to lehltvt slip lead values, Inl tlal Ig reported 
011128. New QA procedure implemented bg vendor 

RHODE, 0 K Niagara Mohawk Power Corp 02/04/02 STAROaTECKI, R 
Division of Project k Resident Programs Spp 18671 Oli 24X 
Fiche 90-410,02/04/02,8204140362 


DOCKET 50-418 BEAVER VALLEY POWER STATION, UNIT 2 


A Appl Ication/constr uctlon stage documents & correspondence 


8203190001 Ocncrlc Ltr 82-03 to all licensees of operating power 
reactors re peit-TMI requirements. 

EISENHUT.D.O Division of Llcanting. B2/03/19. HAUSPURO.A 
Consolidated Edison Co. of Newt York 7pp 12813 128 84X 
Fiche 80-000,02/03/19,0803190 001 


0204070860 Forwards response to Generic Ltr 01-07 re control of heavg 
loads t( revised info per B10921 submittal 

WOOLEVER.EU. Duquasne Light Co 08/04/02, EIBENHUT, D 9. Divleiot 
of Licensing 22pp. 12500.003. 24X Fiche: 50-412. 82/04/02, 

8204070260 


8204160185 Generic Ltr 82-00 to all PHR 
tranemittal of NOflEO-0909 relativa to 
H/o end NUREO.List of NRC recipients 
EI8ENHUT, 0 0 Division of Licensing 
Consolidetad Edison Co. of New York. 
Fiche 80-000.02/04/15,0204160189 


plant llcensacs it applicants 
Oinna tube rupture 
enc 1 

02/04/18. HAUSPURO.A 
7pp 12707 203 24X 


ri 


8204210295 Generic Ltr B2-09 to all power rcaetPr llcensetsiappllcants 
far OL, N3S8 vendors i, reactor vendors rs environ 
qua 1 If i cat ion of eafetg-relatad electrical equipment 
NRC position re qualification r equir ament s end 
E18ENHUT, DO Division of Licensing 82/04/80 HAUSPURO.A 
Consolidated Edison Co of New York, MCOAUOHY, U. P . Mltsissippl 
Power k Light Co PILANT, iJ. M Nebraska Public Power District. 

IBpp 12068 337 24X Fiche, 50-000, 02/04/80,8204210898 


I Financial information 


8202040142 IE Info Notice 82-U, "Potential Inaccuracies In Wide Range 
Pressure Instruments Used in Westinghouse Designed Plants " 

Sve list end 

'UOROANj E L Division of Engineering L Gualitg Assurance 82/04/09 
63pp 18078 348 84X Fi che' 80-000, 88/04/09, 0803040143 


B20420000B Confirms 020414 mgt meeting in King of Pruseia.PA to discuss 
findings of IE Insp Rapt 50-410/81-13 

HAYNES, R,C Region 1, Office of Director 82/04/13 RHODE, 0. K 
Hlagare Mohawk Power Corp ip 12742.237 24X 

Fiche: SO-410, 02/04/13, 0204200000 


8204300894 Forwards IE Mgt Meeting Rapt 50-410/02-10 on 080414 re IE 
Insp Rept 80-410/01-13 

MARTIN, T T Division of Engineering k Technical Programs, 08/04/16 
RHODE, 0 K Niagara Mohawk Power Corp, 2pp 18869 IBS 84X 
fiche. SO-410, 02/04/16, 0204300294. 


-8204300304 IE Mgt Meeting Rept 50-410/02-10 on 080414. Areas dtseuised 
corrective actions re vlelatione noted in IE Insp Rept 
50-410/81-13. 

EBNEfERiS. D Division of Engineering l< Technical Programs. 

92/04/15 Spp. 18889 107. 24X FI che. 50-410, 08/04/16, 6804300294 


0204190880 Forwards Annual Financial Repts, 1901 

WOOLEVER.E J Duqussne Light Co 02/04/13. DENTON, H R Office of 
Nuclear Reactor Regulation, Director Ip 12729 320 24X 

Fiche 80-000,02/04/13,0204190880 


8204190281 Annual Financial Rapt, 1981. 

* Toledo Ed lean Co 02/01/29 43pp 12729 321 24X 

Fiche 80-000,02/04/13,6804170230 


— 8204190282 Annuel Ftnenclal Rap t, 1981 

« Ohio Edtion Co 88/03/16 43pp 18730 001. 24X 

Fiche 80-000, S8/04/13, 8204170280. 


— 82041902SS Annual financial Rept, 1931 

* Ctevaland Electric Illuminating Co. 08/02/83 4Spp 
12730'048 24X fiche 30-000, 08/04/13,8204190250. 


—8804190287 Annual Financial Rapt, 1901 

a Duquasne Light Co 82/02/10. 37pp. 18730’ 093 24X 

Fiche' 80-000, 08/04/13, 0204190280. 


Q Inspection reports, IE Bulletins L correspondence 


8202040143 IE Info Notice 02-12, "0urve i I lance of Hgdraulic Bnuhbere " 
U/enel sve list. 

JORDAN, E L. Division of Engineering 4 Ouelitg Assurance, 08/04/81. 
64pp 18073-001. 24X Fiche' 80-000, 02/04/21, 8208040143, 


S, Reportable occurrences, LERs 4 related correspondence 


0804010010 Final deflciencg rept re Eleetroswiteh Cgrp aeries 80K 
swl tches, ini t lei tg reported on 880216 'Switch design modified 
to eliminate posslbilltg of slip contacts falling to 
par form. 

RHODE, G K. Niagara Mohpuk Powar Corp. 02/03/16 STAROSTECK 1 < R 
Dlvieion of Projqct 4 Resident Programs. 8pp 18470' 060, 84X 

fiche: 80-410, 02/03/16, 0204010010 


0204180365 Forwards IE Info Notices 02-09, "Cracking in Piping of 
Makeup Coolant Lines at 84W Plants" 4 02-10, "Fallowing up 
Symptomatic Repaire to Assure Resolution of Problem." No 
written response required. 

HAYNES, R. C Region I, Office of Director. 82/03/31 0 'TOOLE, J D, 

Coneolldeted Edleon Co of New York. MARTIN, TJ. Public Servico 
Electric 4 Gas Co, of New Jersey. TALLMAN, H. C. Public StrYice Co. 
of New Hempshlra 5pp. 12602:849 24X Fi che SO-OOO, 82/03/31, 

0804159368 


0204150462 Forwards IE Bullstln 02-01, "Alteration of Radiograph* of 
Helds in Piping Subassemblies.'* No written response 
required 

HAYNES, R.C. Region' 1, Office of Director 02/03/31. O'TOaLE, J. 
Consolidated Edison Co. of Now York, RHODE, GK. Niagara Mohawk 
Power Corp KEMPER, J, 8, Philadelphia Electric Co. 6pp. 18663:83 
24X fiche 50-009,02/03/31,8204180462 
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DOCKETED ITEMS 


0SO42OO3I3 ForU 4 r(li iE In*p Rspt 50-412/8Z-0I on 020104-0226 ii noticB 
Of violation 

BTAROSTECKl ■ R Dlvltlon of ProjBiJt i< Rf»£d»nt Progpom* 82/04/03 
WOOUeyER.E J OuquBtna Light Co Spp 12734 183 24X 

FIcht 90-412. B2/04/OS> 8204200213 


— 8204200219 MotU* of viol • felon from I n»p on B20I04-0226. 

8TAR0STECKI.R Diviilon of project & R»»ldfnt Progranii 82/04/05 
2pp 12734. 107 24X’ FI chi - 30-41 2i 82/04/09,0204200213 


— 8204200223 IE In»p Hept 90-412/82-04 pn 020102 - 0226 , Noncomp 11 *ncB 
noted failure to achieve proper weld control te failpre to 
aietire control of delta-ferrite in etalnleee eteel. 

MALTOM, 0 A < RETNOLDS, 8 , KCBREABTY, It A Oivlilon of Project 6 
Resident Progremi. 82/04/02 10pp. 12734 18? 24>f 

Flehe 90-412.82/04/09, 8204200213, 


8202040142 rE Info Notice 32-11, “Potentlel I neccursciei In Ulde Range 
Preesore rnetruieenti Ueed In Westlrghoose Deelgned Ptents " 

Svc list end 

JORDAN, E L Diviilon of Engineering it Ooal Itg Aesorance 82/04/09. 
63pp 12870 342 24X FI c he- 30-000. 82/04/09, 8202040142, 


8202040143 IE Info Notice 82-12, "Surve tllanco of Hydraiilic Snubperi " 
N/encl SVC list 

JORDAN, E L Division of Engineering L Qualltg Assuretice 82/04/21, 
64pp. 12873 001 24X FI ch»- 90-000, 82/04/21, 0202040143 


R, Periodic operating reporti & related correspondence 


B2D430023S Foruards ''Bemlannual Cost Bept for Jen-June 1901 “ 
CERtlSKY.T H Perns glvanla. State of l«C-09-S0-272 82/04/22 

COSB'L. 1 Dlrector'f Office, Office of Inspection and Enforcement, 
17pp. 12091.302 24X F 1 che. 50-000, 82/04/22, 0204300233 


S Reportable occurrences, LERs it related correepondence 


3204160934 Final Significant Oeflciancy Rept 81-04 re auxiliary feed 
pump inpeller ring cracking Engineering asseesaient 
attributes ring cracking to rel nsta 1 1 at Ion of used rings, All 
rings replaced Ic directive Issued prohibiting reuse of ring 
MOOLEVER.E J Oogueine Light Co 02/04/07 HAYNES, R C Region 1, 
Office of Director 3pp. 12701 ’020. 24X Fiche ' 90-4 12, 02/04/07, 

8204160934. 


DOCKET 90-413 CATAWBA NUCLEAR STATION, UNIT 1 
A App llcatlon/consirucfelDn stage documents b correspondence 


B20413O473 Foruards request for add 1 Info re purge it vent Yalve 
operability Retponse required bg 620426 

ADENSAHrE O Licensing Branch 4. 82/04/01 PARKER, M 8 Duke Power 

Cp. app. 12661.128 24X Flehe 50-413,81/04/01,8204130473 


8204080217 Lists info required to be completed for Muman Factors 
Engineering Branch control room review 

AOENSAH, E 0 Licensing Branch 4 82/03/26 PARKER, IJ 0 Duke Pouir 

Co app 12619 040 24X Flehe 90-413,82/03/26,8204080217 


8204070611 Notification of 020417 U 20-22 meetings u/utiliPNL & 
Westinghouss in Charlotte, NC to discuss Mechanical 
Engineering Branch agenda items re design, per NRC 820129 
1 tr 

JABSOURpKN Licensing Branch 4 82/03/31. A0EN8AM, E 0 Llcentini 

Branch 4 2pp 12397 OSfl 24X Fiehe 50-413,02/03/31,0204070611 


0204180200 Forwards addl info requested on 020300 re storage of 
non-Catauibs fuel at facility Responses to Questions 6 6 
10c will be provided by 820907 

PARKER, W □ Duke Power Co 82/04/02 DENTON, J R Office of 

Nuclear Reactor Regulation, Director ADEN0AM, E 0 Licensing Branch 

4 20pp 11361 363 24X Fiche 90-413,82/04/02,8204120200 


0204210934 Summary of 820209 meeting w/utll in Dcthesifa>HO re design »f 
safety-related masonry walls at facility 

JABBOUR, K N Licensing Branch 4 82/04/02 Licensing Branch 4 

5pp 12000 319 24X Fiche 90-413,82/04/02,8204210934 


8204160397 Foruards responses to action items in util 620120 Itrrpar 
011219-10 matting u/Struc tura 1 Engineering Branch Responses 
to Items 27,31 & 32 will be submitted by 820907 W/threi 
ovcrsiie drawings Aperture cards are In FDR 

PARKER, W 0 Duke Power Co 82/04/03 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADEN9AM, E 0 Licensing Branch 

4 3tlpp 12704.255 24X Fic he 50-413, 82/04/08, 8204160397 


8204200128 Forwards design response spectrum, per OV Oiese-Koch 020324 
request 

PARKER, W 0 Dukt Power Co 02/04/14 DENTON. H R Office of 

Nuclear Reactor Regulation, Director ADENSAH, E 0 Licensing Oranch 

4 2pp 12739 316 24X Fiehe 50-413,82/04/14,8204200120 


62041601S9 Oenerlc Ltr 02-00 to all PUR plant licensees t applicants re 
transmittal of NUREO-0909 relative to Olnna tube rupture 
N/o end NUREO List of NRC recipients one 1 

EISENHUT.DO Division of Licensing 82/04/15 HAUSPURO.A 
Consolidated Edison Co of New York TfURLOM.E U Maine Yankee 
Atomic Power Co KDESTER.O L Kansas Cas it Electric Co 7pp 
12707'2O3 24X Fiehe 50-000,82/04/15,8204160155 


8204210295 Qeneric Ltr 82-09 to all power reactor 1 iesnsses, app 1 icants 
for OLrNSfiS vendors 4 reactor vendors re environ 
qua! if ica tion of safety-related electrical equipment 
NRC position re qualification requirements end 
EISENHUT.DO Division of Licensing 82/04/20 HAUSPURO.A 

Consolidatid Edison Co of New York KOESTER.O L Kensas flae k 

Electric Co P8LLACK, M 9 Long Island Lighting Co. ISpp 
12062 337 24X Fiche 30-000,82/04/20,6204210295 


G Utility Environmental Report (ER), amends it correspondence 


1204160127 Responds to FOIA request for aitnufees of Systematic 
Aeeessmsnt of Licensee Performance Review Oroup meetings. 
Dacumente listed in app are available in PDR 

FELTON, J M. Division of Rule* and Records 81/11/03 UDELL, R A 
Critical Maes Energy Project 2pp 12719 020, 24X 

Fiche 90-000,01/11/03,8204160127. 


-8204160108 Summery of Systematic Assessment of Licensee b Performance 
Review Group Meeting 61—04 an G1033 1. Faci 1 Ity packages 
reviewed 8c conclusions reached outi ined. L f it of attendees 
end. 

* Systemetic Aiiessntenfe of Licensee performance Review Group 
81/03/31 Systematic Assessment of Licensee Perfarmence Review 

Group 9pp 12719 062 24X Ficher 90-000, 81/1 1 /03, 8204160 127. 


02O4S1OO74 Summery of 820219 meeting u/utils & Nestinghoute In 
BethfsdaiMO re Nestlnghouse Model D iteam generators List 
of ettendees encl. 

CHEGNUT. 0 H. Licensing Branch 1. 62/03/12. YaUNGBLOOD, B J. 

Licensing Branch 1 t2pp, 18S12i001 24X Fiehs’ 90-000, 02/03/12, 

8204210074 


8204200321 Application for Amend 26 to OL app 1 Icatlons, coneisting of 
Revision 9 to environ rept 

PARKER.U a Duke Power Co 02/04/23 DENTON, H R Office of 

Nuclear Reactor Regulation, Director AOENSAH, E 6 Licensing Branch 

4 2pp 12060 160 24X Fiche 90-413,02/04/23,8204280321. 


— 8204280325 Revision 5 to environ rep t, const itutlng Amend 26 to OL 
app t Icat ion 

e Duke Power Co 82/04/23 225pp 12868 162 24X 

Fiche 90-413,82/04/23,8204280321 


E NRC Sefefey Evaluation Report (SER), supple it correspondence 


B2042S0534 Forwards marked-up preliminary draft 8ERs re mechanical 
engineer 1 ng, s 1 ting anatys is, rad iolog i cal aiiessment 4 
radiation pro tec t ion, environ qual 1 f Icatlon of equipment t, 
chamicel engineering tt corroeion engineering 
TEDESCO.R L Assistant Director for Licensing B2/04/06 
PARKER.U O Carolina Power 4 Light Co U3pp 12084 273 24X 

Fiche* 50-4 13, 02/04/06, 8204200534. 


8203190001 Generic Ltr 82-09 to all licensees of operating power 
reactors re post-TMl requirements. 

EISENHUr. D.O Division Df Licensing 82/03/19. HAUBPURO, A 
Consolidated Edison Co. of New York. MATHEifS, E R Ml scons In Public 
Service Carp. JDHNSONrU. P Yankee Atomic Electric Co 7pp. 
12913:128 24X Fiche; 90-000< 82/03/19, 8203190001. 


SS04010277 Responds to 810609 request for quarkerlu updates of 
projected const complation date. Aug 1983 fuel load date util 
not ba met. Schedule raaasassment underway 

PARKER, NO Duka Power Co. 82/03/26. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director ADENSAMiE. 0 Licensing Branch 

4, 2pp. 12477-202, 24X Fiche; 9D-413, 82/03/26, 8204010277 


F, Security, medical, emergency it fire protectian plans 


8204270466 Forwards request for addl info re meteorology 

ADENBAM.E 0 Licensing Branch 4, 82/03/25, PARKER, W 0 Duka Power 

Co 4pp 12874.231 24X Fleh e- 50-413, 82/03/25, 8204270466 


8204090192 Raqueets copiei cf I ic eniee/app 1 leant raquaste for 
extension or exemption to implementation of 10CFR73 21 
Only Haddam Neck 4 Millstone heve submitted fees it fee 

TREMPER, L. License F#e Management Branch 02/04/09 Office of 
Nuclear Reactor Regulation, Director Ip, 12633 260 24X 

Fiche; 90-000, 02/04/09,0204090192 



DOCKETED ITEMS 


3315 


(S Adjviftedtorv eorr(«pond*ni:« 


S2040304SS Forwards contantsions oF Carolina Environ Btudy Group i 
Painet:lie Alllanca ti Charlotta-Hfcklenburg Environ Coalition 
For 620112-13 htaring ASLB admitted half of intervenort 
contentions Requests review of DES< FES t< 6ER U/o end 
TEDE&COflR L Assistant Director for Licensing 62/03/26 
VOLLKER.R H Division of Engineering MATTSON. R J Division of 
Svstens Integration (post SHOOS) THOhT>saN>H L Division of Human 
Factors Safety 3pp 12S65 260 24X Fiehe 30-413.62/03/26. 

83D40S042B 


SS040&D40B Responses (i objections to A6LB 820303 memorandum & order 
following prehearing conference Objects to rejection or 
conditional acceptance of contentions Certificate of Svc 
one I 

RILEY. J L Carolina Environmental Study Group GUILD. R Palmetto 
Alllanca 62/03/31 Atomic Safety and Licensing Beard Panal 
30pp 12611 139 24)( Flche 90-413.62/03/31.6204080406 


B2040S0596 Motion for reconsideration of ASLB 620303 memorandum b 
order, or alternative ly. for certification Order admitting 
contentions is directly contrary to Commission statement of 
policy on conduct of licensing proceedings 

HCOARRY. J H Dute Power Co MCOARRY.J M Debevolse &• Liberman 
62/03/31 Atomic Safety and Licensing Board Panel 96pp 
12606 121 24)( Flche 30-413.82/03/31,8204080366 


— 3204080SaB Response to ABL8 820303 guestions re operator qualifications 
storage of McGuire b Oconee spent fuel. Applicant committed 
to comply U/10CPRS3 b NUREO-0737 requirements No eddl 
authority needed to store spent fuel W/Certiflcate of 8vc 
MCOARRY. iJ M Duke Power Co, MCGARRY. J M Debevolse b Liberman 
92/03/31 23pp 12606 177 24X Flche. 30-413, 92/03/31. 0204090396 


0204070361 Response to Char lotte-Meeklf nberg Environ Coalition 820313 
Discovery 1 

JOHNSON. O E Hearing Branch 4 92/04/05 Charlotte-Mac klenberg 

Environmental Coalition 29pp 12376 301 24X 

Fiehe- 50-413. 82/04/09, 820407096 1 


B204070S72 Certifies svc on 620409 of NRC response to ASLB quaetione on 
spent fuel storage b operation qual if Icat ions. object ions to 
ABLB 820305 order on admission of contentions b responses 
to Char latte-Mec k 1 enbarg Environ Coalition Discovery i 
JOHNSON, OE Hearing Branch 4 82/04/03 2pp 12577099 24X 

Flche 30-413.82/04/03.8204070572 


9204140211 First set of interrogator les b requests to produce. Related 
eorreap ondence 

MCGARRY. J M Duke Power Co MCOARRY.J M Debavoise b Liberman. 
82/04/0? Palmetto Alliance 96pp 12662 104 24X 

Fiehe: SO-413. 82/04/09, 9204140211 


--8204I40S16 First set of interrogatories b requests to produce, 
Certificate of Svc end Related correspondence. 

MCOARRY.J M Duke Power Co MCOARRY.J M Debt voile b Libermen. 
62/04/0? Carolina Environmental Study Group i9pp 12662*160. 
24X Fiehe 90-413. 02/04/0?, 820414021 1 


6204150287 Order directing parties to proceed on assumption that 
620309 memorandum b order will remain in full force b 
effect Discovery on Palmetto Contention 6 euspended 
Palmetto Alliance directed to answer listed questions 
KELLEY. J L Atomic Safety and Licensing Board Panel 82/04/13, 
Palmetto Alliance 3pp. 12604*22?. 24X Fiehe 90-413.82/04/13. 

6204190287 


6204200091 Response opposing interveners' 82033i joint request for 
reconsideration of contentions Intervener arguments 
previously heard Certificate of Svc end 

MCOARRY. JM Duke Power Co MCOARRY.J H Debevolse b Liberman, 
82/04/lS Atomic Safety and Licansing Board Panel 17pp 
12742*124 24X Flche 90-413, 82/04/19. 02048000?! 


6804220270 Reeponse to applicant 820331 motion for reconsldarat ion or 
alternatively. for cer tif ieation, Supporte request for 
certification of five listed issues b qppesss certification 
re svc of documents. Certificate of Svc end. 

JOimONtO E. Hearing Branch 4. 82/04/20. Atomic Safety and 

Licensing Board Panel, 83pp, 12806:046, 84X Fiehe, 90-413, 82/04/80. 

6204220278 


6204260101 First set of interrogatories b requests to produce 
CUILD.R. Palmetto Alliance. 88/04/20, Duke Power Co, 21pp 
12040 179. 24X Fiehe: 90-413, 82/04/20. 8204260101 


--8204260107 Motion for order requiring NRC answere to first set of 
Interragator its Answers to interrogatories not riasonabty 
obtainable from any ether source b necessary to proper 
decision in proceeding Certificate of Svc end 
GUILD. R Palmetto Alllanet. 82/04/80. Atomic Safety and 
Licensing Board Panel 9pp 12840.196 24X Flche 90-413. 

82/04/20, 0204260101 


8204290302 Renewed motion for certification of listed issues in ASLB 
820309 memorandum b order A6LB order required applicants to 
engage In discovery w/o knowledge of specific nature of 
intervenar conttntloni Certificate of Svc end 

MCOARRY. J.M Duke Power Co MCOARRY.J M Dibavoise b Liberman 
82/04/26 Atomic Safety and Licensing Board Panel Spp 
12882 160 24X Flche 80-413.92/04/26.8204290302 


8204290187 Response opposing Palmetto Alliance b Carolina Environ Study 
Group 820331 request for certification of certain rulings in 
ASLB prehearing conference order, Intorvenors failed to 
demonstrate sufficient cauee Certificate of 8ve end 
JOHNSON.* B Hearing Branch 4 02/04/20 Atomic Safety and 

Licensing Board Panel iSpP 12693 2?0 84X Flche 30—413.82/04/88. 

e2042?0167 


0. Inspection reperte. IE Bulletins b correspondence 


8204230161 Advl its that final resolutions for repairs of welds re IE 
tnsp Repts 90-413/81-03 b 90-414/61-03 will be stated by 
820901 

PARKER. U 0 Duke Power Co 92/08/0? □ 'REILLY. J P Regiton 2. 

Office of Director Ip 18817:337 24X F iehe: 90-413. 02/011/0?, 

8204230161 


9204230369 Responds to IE Bulletin 81-02, Suppl 1. "Feilure of Gate Type 
Valves to Close Agalnet Differential Pressure " Meeting 
between util. Uestinghouse b Rotork to determine required 
mode will be held In first wk of Apr 1?02 

PARKER. W 0 Duke Power Co 82/02/17 O'REILLY. J P Region 2. 
Office of Director ip 12816:02?. 24X F Ichi: 90-413. 82/02/ 17. 

8204230369 


82041400?2 Forwards IE Insp Repts 90-413/B2-OS b 90-414/82-09 on 
820223-26 No noncompl lanes noted, 

LONG. F J Division of Project b Raetdent Programs. 82/03/16 
PARKER. U 0 Duke Power Co 2pp. 12669: 168 24X 

Fiehe. 90-413. 82/03/19. 82041400?8. 


-6204140096 IE Insp Repts 90-413/82-03 b 30-414/98-09 on 820223-26 
No noncempl lance noted Major areae inepec ted: sp ent fuel 
storage racks b containment penetrations. 

KLElNSORGEr W P . HERDTi A R Division of Engineering b Technical 
Programs, 82/03/17 6pp 12669.170 24X Fiehe 90-413.82/03/18, 

8204 140092 


6204140174 Forwards IE Insp Repts 90-413/82-06 b 90-414/82-06 on 
820126-0229 No noncomp liance noted. 

LQNO, F. J. Region 2. Office of Director. 82/03/19. PARKER, tf 0 
Duke Power Co, 8pp. 12665:287. 24X Flche ■ 30-413, 82/03/19. 

8204140174 


—8204140177 IE Intp Repts 90-413/92-06 b 30-414/82-06 on 820126-0829 
No noncompl lenee noted Major areas Inspec tad.RCPB piping, 
saf tty-rela ted p Iplng. electrical cables b terminations 
VANDOORN.P K. , BRYANT. J C Region 2. Office of Director. 

82/03/1? 8pp 12663.28? 24X FI eh e. 90-413, 92/03/1 ?, 8204140174 


8204140372 Forwards IE Info Notice 82-08, "Chech Valve Palturee on 
Dleeel Generator Engine Cooling 8ye. " No action or respontc 
requested 

O'REILLY, J P Region 2, Office of Director. 82/03/26 UHRIQ>R E. 
Florida Power b Light Co. VEROERY, E. H EDS Nuclear, Inc. 4pp. 
12670.311. 24X Flche: 90-000, 02/03/26. 82041 40372. 


8204140466 Aek receipt of 820316 Itr informing NRC of stepe taken to 
correct violations noted In IE Insp Repts 90-413/88-03 b 
30-414/82-03 

LONOrF, J. Division of Project b Resident Programs. 92/03/30. 
PARKER, H 0 Duke Power Co. ip 12670.016. 24X 

Fiehe. 90-413, 88/03/30.8204140466, 


— 8204140473 Reeponds to NRG 82021? Itr re violations noted In IE Insp 
Repts 30-413/62-03 b 90-414/82-03 Corrective aetlonf' 
process control forms revised to indicato QA procedure H-IB 
required for structural Inep, 

PARKER, W.O Duke Powar Co. 82/03/18. O'REILLY, JP Rogion 2, 
Office of Director. 3pp 12670*017, 34X Flche; 90-413, 82/03/30. 

8204140466 


— 8204140476 Forwards IE Insp Repte 90-413/82-03 b 90-414/B2-03 on 
811226-880129 b notice of violation. 

LONG, F J, Dlvielon of Projoet b Resident Programs 82/02/19. 
PARKER, U.O. Duke Powar Co 2pp 12670 020, 24X 

Flche* SO-413, 82/03/30,8204140466 
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--B204I40479 N'otlct o# violation from intp on 81 1 aai-SaOlSS 

« Dlvlilon of projaet l< Ratldtnt Program* 0a/O?71'? ip. 
ia670 OVS 84J( Fie^l• 30-413. 62/03/30,8304140466 


—0204140494 IE Imp B«pt» 50-413/03-03 U SD-414/03-03 on 01 18S6-6S01SS 
None ompl lane* noted! fal iur* to follou procedijr* for 
etructut'al steel Imp 

VAMOOOHM, P K , BJtVftNT, J C Division of Proj*<t & Resident 

PTogram'i 83/03/19 6pp 13670 033 34X PI c ho. 50-413, 02/03/30, 

0804140466 


8204140433 Poryard* IE Info Notice 08-10, “Foil eying Up Symptomatic 
Rapair* lo Assure Resolution of Problem “ 

O'REILLV, U P Region 3, Office of Director 03/03/31 UHRIO, R E 
Florida I’oyer A Ulglit Co VERDERy.E H. EDS Nuclear, Inc 
BVCKMAff, U A Allied Oeneral Nuclear Service* 4pp 12670 005 Z4X 
Fiche. 50-000, 02/03/31,0304140435 


8204130171 Foruards rB4.u**t fop relief from ASNE Boiler & Preesure 
Vesee] Codo Section XI 1974 adl 1 1 on, 1 nclud 1 ng addcnita 
through Summer 1975, far preservlce & inservice inep program 
of certain Claes 2 circumferential butt itields 
PARKER, H 0 Duke Power Co 03/04/00 DENTON, H fi Office of 
Nuclear Reactor Regulation. Director ADENSAM.e 0 Licensing Branch 
4 5pp, 13655 354 24X PUht 50-413, 83/04/08, 9304130171 


8302040142 til Info Notice 83-11, "Potential Inaccuracies in Wide Range 
Pressure rnstrumentf Used in Westlngheuse Otslantd Plants." 

8ve list end 

UORDAN, C L Division of Engineering & Duality Aesurance 62/04/09 
63pp 13878 343 a4X PI che- 50-000, 03/04/09, 8802040143 


8204140401 P'orwards IE Bulletin 82-01, “Alteration of Radiographs of 
Walds In Piping Subaesemb 1 tes " 

O'REiLLV. P Region 2, Office of Director 92/04/13 UHRI8,R E 
Florida Pinuar A Light Co STAHPLEVjN L Hlsiistippl Power A Light 
Co Spp 12670 358 24X Fleh s 50-000. 82/04/13, 8204140401 


8304140443 roruards IE Info Notice 02-09, "Cradling In Piping of 
Nakaup Coolant Line* at B6W Plants," to be reviewed for 
possible itpp 1 ieab i 1 ity 

O'REILLY, >1. P Region 2, Office of Director 02/04/13 UHRIO, R E 
Florida Pciwer A Light Co 4pp 12666 3Sf. 24X 
Fiche. So -000, 03/04/13,0204140443. 


8208040143 IE Info Notice 92-13, "Burve 1 1 lane * pf Hydraulic Bnubberi " 
W/ancl svi. lilt 

JORDAN, E 'L Division of Engineering & Duality Asiuratict 82/04/31 
64pp 12873 001 24X Fiche 50-000,83/04/31,8303040143 


S Reportable occurrence*, LERe A ralatad correspondence 


8304020337 Bigplf leant Deficiency Repts 9D 413-414/82-09 re failure of 
reset swlitehes to estabtlit continuity when depressed All 
contacts in safety-related application* operated on 
Infrag-usnt basis will be replaced w/goldplated contacts, 

PARKER, H 0 Duke Power Co 82/03/11 0 'REILLY, J p Region a. 

Office of Director 3pp 13496 245 S4X Fiche 50-413,82/03/11. 
8204030337 


8204160490 Significant Deficiency Rtpts 8D 413/83-06 & SD 414/88-06 re 
underslisd socket welds, Initial ly reported on 880301 
Evaluation of rainip affort* will be completed & submitted 
6y 8204 i A 

PARKERrW 0 Duke Power Co. 62/03/31. O'REILLV, J P, Region 8, 
Office of Director. Ip 13706 140, 34X F Iche. SO-413, 83/03/91, 

8204160490 


8204160287 Significant Deficiency Rapt 50-413/82-07 re anchori 
overtorqued beyond specified 1 Imt tb, 1 ni tlal ly reported 
830303 Investigation In prograss to datarrnlne corrective 
actions Final rept will be compictad by 820701 
PARKER, W 0 Duke Power Co. 02/04/02 O'REILLY, J.P Region 2, 
Office of Director. 2pp 12695.047 24X Fiche 50-413,02/04/02. 

9SO41602B7 


8304160263 Interim Significant Daflelahcy Rapt sd 413-414/88-00 ra 
flald run eJtetray sys used for eupportlng non-QA condition 
cables In Class I itructursi not being inspected Affected 
alectrey hangars Inspected & defJcJeneles corrected. 

PARKER, W 0 Duke Power Co. B2/04/08, O'ReiLLY, J. P. Region 2< 
Office of Director. 3pp. 13696:301 34X Fiche 50-413,03/04/00. 


8304200888 Slgnlficent Oeftcieney Rept 80 413-414/03-09 re potential 
understiing of electric motor operato.rs for Weitinghouss 
gate valves par tg Bulletin 0l-O2,euppl 1, Initially reported 
830312 Final rspt ra corrective action* acpactsd by 830617 
PARKER, W.O. Duke Power Co, 83/04/09, O'REILLY, J P. Region 8, 
Office of Director. 3pp. 13069; ISO. 34X Fiche" 80-413,03/04/09, 
0304300388. 


8204880318 Significant Deficiency Rapt SO 413/83-06 A SO 414/63-06 ri 
undarilied socket uetds All weld process control issued to 
field required to show lag siie Personnel trained in 
requirements of fillet uald site A socket welds reinsp 
PARKER, W 0 Duke Power Co 82/04/19 O'REILLY, J P Region 3, 
Office of Director 2pp 12869 067 24X Fiche 50-413,83/04/15, 

6304380310 
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A Appl ication/construetlon stage documents A correspondence 


8204130473 Forwards request for eddl info re purge A vent valve 
operability Responee required by 820436 

ADENSAM.E <3 Licensing Branch 4 02/04/01 PARKER, W 0 Duke Pouir 

Co, 3pp 13 661 138 24 X Fiche 50-413,01/04/01,8204130473 


8204160137 Reipondi bo FOIA request for mlnutee of Systematic 
Asseeiment of Licensee Performance Review Oroup meetings 
Documents listed in app are avellable in PDR 

FELTON. J (1 Division of Rules and Records 0i/H/O3 UOElL.R A 
Critical Hass Energy Project Spp 12719 028 24X 

Fiche 50-00 0, 01/11/03,8204160127 


— B2O416O180 Summary of Systematic Assassment of Llcensea A Perforaincs 
Review Oroup Meeting 81-04 on 810331 Facility packages 
revlawtd A conclusions reached outlined List of attendees 
end 

*- Systamatic Asssssment of Licensee Performance Review Oroup 
81/03/31 Systemetlc Assessment of Licenses Performance nevllu 
Oroup Spp 13719 062 24X Fiche 50-000,81/11/03,8204160 127 


8204S10074 Summary af 020219 meeting u/utll* A Westinghouse in 
Bathesda.MD re Westinghouse Model D steam generators List 
of attendea* enc 1 

CHEBNUT, S H Licensing Branch I 02/03/12 YQUNOBLOOD, fl J 
Licensing Branch 1 12pp 13813,001 24X Fiche 50-000,03/03/13. 

8304210074 


0203190001 Other ic Ltr 82-05 to all licensees of operating power 
reactors r# post-TMI rsquiremints 

EISENKUTiO 0 Division of Licensing 82/03/19 HAUSPURQ, A 
Consolidated Edison Co of New Vork MATHEWS, E R Wisconsin Public 
Service Corp JQHNSON.W P Yankee Atomic Electric Co 7pp, 

13313 120 24X Fiche 50-000,82/03/19,8203190001 


0304010277 ftacponds to 010609 request far quarterly updates of 
projected const completion date Aug 1983 fuel load date will 
not ta met Schedule raaisetsment underway 

PARKER, Id 0 Du k* Power Co 82/03/26 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADEN8AH, E 0 Licensing Brincli 

4 2pp 13477-303 24X Fiche 50-413.02/03/26,0304010277 


S2040706I1 Notification of 820417 A 20-32 meetings w/utll.PNL k 
Westinghouse in Charlotte, NC to discuss Mechanical 
Englnssring Branch agenda items ra design, par NRC 820129 
1 tr. 

JABBOUR,K M Licenling Branch 4 B2/03/31 ADENSAM.E 0 Llcenslnt 

Branch 4 3pp 13597 050 84X Fiche, 50-413. 03/03/31. 8204070611 


0304130280 Forwards addl Info rsquested on 020308 r* storage of 
non-Catauba fuel at facility Responses to Ousstions 6 A 
10c will b* providid by 820507 

PARKER, W 0 Duk* Power Co 02/04/02 DENTON, JR, Office of 
Nuclear Reactor Regulation, Diracter ADENBAM, E, 0, Licensing Branch 
4 20pp 11361 363 34 X Fiche: 50-413, 82/04/03, 0204120280 


8204210534 Summary of 8S020S meeting w/util in Bethseda.MD re design of 
safety-related masonry walls at facility 

JABBOW, K N Licenelng Branch 4 82/04/03 Licensing Branch 4 

Spp 13600.319 34X Fie he. 50-413, 83/04/03, 8204210534 


0304160397 Foruards responses to action items tn util 820120 ltr, per 
811315-18 meeting w/Structural Engineering Brsneh Reeponeef 
to Item* 27/31 A 32 will b* submitted by 830507 W/thre* 
owsrsltt drawings Aperbure card* are in PDR 

PARKER, M O Duk* Power Co, 82/04/00 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM.E 0 Licenelng Branch 

4. 311pp. 1Z704'35S 34X Fiche 50- 413,82 /04/08,8204160397. 


8304800138 Forward* dtilgn response spectrum, per OV Olese-Koch 020334 
re quest. 

PARKER, W a Duke Power Co 82/04/14, DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM.E 0 Licenelng Branch 
4 3pp 13739>ai6 34X Fiche 50-413,83/04/14,8304200128 
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6S041601SS Otneric Ltr 62-08 to all PWR plant licintafs (t appllcanti r« 
trantoil ttal of NlfRE0-0?O? rtlativa to Oinna tubt rupturt 
Vf/o end NUREO Lift of NRC recipient* end 

EI9ENH\>TiD 0 Di vie ion of Llceneing 82/04/15 HAUSPURO. A 
Coniolidatetf Edleon Co of Neu York THURUOUi E U Maine Yankee 

Atomic Power Co KOESTERi 0 L Kanea* Oa* b Electric Co, 7pp 
ia7e7-203 24)( Fiehe 50-000,82/04/13,8204160155 


82042102?3 Oanerlc Ltr 82-09 to all power reactor 1 ieene eat, app 1 leante 
fo.p OLi NSSS vendors b reactor vendor* re environ 
(lualification of safeti^-related electrical equipment 
HRC poeitlon re 4ua 1 i f lea t ion reiiuirtmente end 
eiSENHOr, D 0 Dlvlelon of Licensing 02/04/20 HAUSPOfiO, A 
Consolidated Edison Co of New York ASUELL, D L Louisiana Power b 
Light Co TKURLOM, E U Maine Yankee Atomic Power Co 18pp 

12862 337 24X Flche 50-000,82/04/20,8204810295 


C Utility Environmental Report <ER), amends b correspondence 


0204070572 Certifies sve on 820405 of NRC response to A8LB <iutsl)ions on 
spent fuel storage b operation <iual if 1 cations* oh jeet ions to 
A6LB 020305 order on admission of contention* *< re»pan#*« 
to Cbariotte-Mfcklenberg Environ Coalition Discovery 1 
JOHNSON, 0 E, Hearing Branch 4 82/04/05 2pp 12577 083 24X 

Fiche 60-413, 82/04/05,0204070578. 


8204140211 First set of interrogatorl e* b request* to produce. R elated 
correspondenc e 

MCOARRY, U M Duke Power Co MCOARRYrJ M. Debevoise b Llbtr man 
82/04/09 Palmetto Alliance 56pp 12662 104. 24X 

Flche 50-413, 82/04/09,8204140211. 


— 8204140216 First set of Interroga tori i* b rea'<»st» lo produce 
Certificate of Sve end Related correspondence 

MCOARRY, J M Duke Power Co MCOARRY, J. II Debovolse b Liberman 
82/04/09 Carolina Environmental Study Group. tSpp. 12662.160 
24/ Flche' 50-413, 82/04/09, 820414021 1 


82Q4SB0321 Application for Amend 26 to OL app 1 1 cat ions, cons 1st Ing of 
Revision S to environ rept 

PARKER, W D Duke Power Co 82/04/23 DENTON, K R Office of 

Nuclear Reactor Regulation, Director, ADEN 8 A K, E 0 Licensing Branch 

4 2pp 12868 160 24X Fiche 50-413,82/04/23,8204280321 


—8204280325 Revision 5 to environ rap t, cons 1 1 tut ing Amend 26 to DL 
app 1 1 cation 

« Duke Power Co 02/04/23 22Spp 12068 162 24X 

Fiche SO-4 1 3, 02 /04 /23, 020428032 1 


E NRC Eafety Evaluation Report (SER), suppls b correspondenc* 


8204150287 Order directing parties to proceed on assumption tihat 
820305 memorandum b order will remain in full fore* b 
affaet, Discovery an Palmetto Contention B suspended 
Palmetto Alliance directed to answer llstld Auestlon* 

KELLEY, J L Atomic Safety and LI can* ing Board Panel 82/0 4/13. 
Palmetto Alliance 3pp 12684:229 24X Fiche: 50-413, B2/0'4/ 13, 

□ana, finoaT 


8204200091 Response opposing interveners' 820331 joint request for 
reeonslderatl on of contentions Intervener argument* 
previously heard Certificate of Sve end 

MCOARRYrJ M Duke Power Co MCOARRY, J M Debovolse b Liberman 
02/04/15 Atomic Safety and Licensing Board Panel, I7pp 
12742 124 24X Flche: 50-413, 82/04/15, 8204200091. 


8204280534 Forwards marked-up preliminary draft SERs re mechanical 
engineering, s Iting analys is, rad lolog 1 cal assessment b 
radiation pro tec t Ion, environ qualification of equipment b 
chemical engineering b corrosion engineering 
TEDESCOfR L Assistant Director for Licensing. 02/04/06 
PARKER, W 0 Carolina Power b Light Co llSpp 12884 273 24X 

Fiche 30-413,82/04/06,8204280534 


8204220278 Response to applicant 820331 motion for reconsideration or 
alternatively, for certification Support* request for 
certification of five listed issues b opposes certification 
re tve of document* Certificate of Bve end, 

JOHNSON,© E Hearing Branch 4 82/04/20 Atomic Safety and 

Licensing Board Panel 23pp 12006 046 24X Fiche 50-4131,82/04/20, 

8204220278 


F, Security, medical, emergency b fire protection plans 


8204270466 Forwards request for addl info re meteorology 

AOENSAMiE 0 Licensing Branch 4 82/03/25 PARKER, M 0 Duke Power 

Co 4pp 12674 231 24X Fleh e SO-4 13, 82/03/25, 8204270466 


0 Adjudicatory correspondence 


8204050428 Forwards contentions of Carolina Environ Study Oroup, 
Palmetto Alliance b Chari otte-Hee klenburg Environ Coalition 
for ©20112-13 hearing. ASLB admitted half of intervanor* 
contentions Requests review of DE8, FES b SER M/o end 
TEDE8C0, R L Assistant Director for Licensing 82/03/26 
VOLLliERiR H Division of Engineering MATTSON, R J Division of 
Systifns Integration (post 811005) THOMPSON, K L Division of Human 
Factors Safety 3pp 12565 260 24X Flche 50-413,82/03/26, 

8204050428 


3204080408 Responses b objections to ABLB 820305 memorandum b ordtr 
following prehearing conference Object* to rejection or 
conditional acceptance of contention* Certificate of Sve 
ene 1 

RILEY, JL Carolina Environmental Study Oroup OUlLOiR Palmetto 
Alliance. 02/03/31 Atomic Safety and Licensing Board Panel 
30pp 12611 135 24X Flche 50-413,82/03/31,8204080408. 


8204000586 Motion for reconsideration of ASLB 820305 memorandum b 
order, or alternitlvaly, for certification Order admitting 
contentions 1* directly contrary to Commission statement of 
policy on conduct of licensing proceedings, 

MCOARRY, J M, Duke Power Co MCOARRY, J.M, Debevoise b Liberman 

82/03/31 Atomic Safety and Llcaneln'g Board Panal S6pp 
12606 121 24X Fiche 80-413,88/03/31,8204080506. 


-8204080580 Response to ASLB 820305 question* re operator qualification* 
& ctoTA^t Of McOulri ^ Ocontt ipont f uol* Appl lc«nt commlttod 
to comply w/JOCFRSS b NyREO-0737 requirement*. No addl 
authority needed to store spent foe I. W/Certif teats of Sve. 

MCOARRY, J.M Duke Power Co, MCOARRY, J.M, Debevoise b Liberman 
82/03/31. 23pp 12606 177 24X Fiche: 80-413, 82/03/31, 8204080586 


8204070561 Response to Charlotte-Meciilanberg Environ Coalition 820315 

DivCOVtfU 

JOHNSON,© E Hearing Branch 4. 82/04/05, Char loiti-Meck lent erg 

Environmental Coalition, 28pp. 12576:301. 24X 

Flche 80-413, 82/04/05,8204070561, 


8204260101 Firet set of Interrogatories b request* to product' 
GUILD, R Palmetto A1 Hence 82/04/20 Duke Power Co 21 pp 

12840 175 24X Flche: 80-4 13, 82/04/20, 8204260101 , 


'8204260107 Motion for order requiring NRC aniwere to first sut of 
interrogatories Answer* to in terrogator le * not reatenabliy 
obtainable from any other source b necessary to proper 
decision in proceeding Certificate of Sve end, 

OUILO, R Palmetto Alliance. 82/04/20 Atomic Safety and 
Licensing Board Panel Spp 12840: 196, 24X Flche 80-413i 

82/04/20, 82042601 01 


8204290302 Renewed motion for certification of Hated issues In ASLB 
820305 memorandum b order ASLB order required applicants to 
engage in discovery u/o knowledge of specific nature of 
Intervener contention* Certificate of Sve end 

MCOARRYrJ M Duke Pouer Co MCOARRY, J M Debevoise b Liberman 
02/04/26. Atomic Safety and Licandng Board Panel. Spip 
12882. 160 2 4X Fiche. 80-413, 82/04/26, 8204290302. 


8204290187 Response opposing Palmetto Alliance b Carolina (environ S'tudy 
Group 820331 request for certification of certain ruling* in 
ABLB prehearing conference order. Intervanor* failed to 
demonstrate sufficient came. Car tifl cate of 8vc end 
JOHNSON,© B Hearing Branch 4. 82/04/28 Atomic Safety and 

Licensing Board Panel I3pp 12883 298 84X Flche' 50-413,82/04/28, 

8204290187 


Q Inspection reportt, IE Bulletins b eorrespondanee 


8204230161 Advises that final resolution* for repairs of welds re IE 
Insp Repts 50-413/81-03 b SO-41 4/81-03 will be stated by 
820501 

PARKER, W D Duke Power Co 82/02/09. O'REILLY J, P Reg to, n 2, 
Office of Director. Ip 12817 337 S4X Fiche. 50-413, 82/01 1/09, 
8204230161 


8204330365 Responds to IE Bulletin 81-02, Suppl 1, "Failure (jf Sate Type 
Valves to Close Against Differential Pressure " Keating 
between util, Hesttnghouse b Retork to determine required 
mods will be held In first uik of Apr 19B2. 

PARKER, W 0 Duke Power Co 82/02/17, 0 'REILLY, J. P. Region 2, 

Office of Director Ip. 12816.029. 24X Fiche;S0-413, (32/02/17, 

8204230365. 


8204140092 Forward* IE Insp Repts 50-413/82-03 b 50-414/ 82-05 on 
820223-26 No noncompl lane e noted. 

LONOtF. J Division of Project b Residen't Programs. 82/03/18. 
PARKER, W.Q Duke Pouer Co. Bpp 12665:168. 24X 

Fiche- 50-413, 82/03/18, 8204140092. 
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'■-B204l400(>6 IE Inip Ripti 50-413/62-05 & 50-414/62-05 «»n 820223-24. 

No none o«p lionet noted Htjer artat IntpfCttd iptnt Pual 
ftoraga raett tt contalnintnt panatratloni 

KCEINSO'RCEi In' P , HEROTi A S Dlvltion of Enplnairing it Ttthnleal 
Program t 62/03/17 4pp 12445170 24X FI cht 50-4 13> 82/03/18, 

6204140 092 


8304140174 I'oruard* IE ln*p Rtpt* 50-413/82-06 I, 50-414/82-06 on 
820126-02123 Mo noncomp 1 la net noted 

LONO. F J. Region 2. Offiet of Director 82/03/19 PARKER, H 0 
Duta PouoT' Co 2pp 12645 287 24X Ficht 30-413.62/03/19, 

82041401741 


— 6204140177 IE tn*p Rtpte 80-413/82-06 (> 50-414/82-06 on 820126-0223 
No nonco'Ap 1 lane I nottd Major ariai Intpectid RCPS piping, 
taftty-riilattd piping, altctrical cabltt 6 ttrnlnatlont 
VANOaORM, P K . BRYANT, J.C Rag Ion 2, Off lea of Oirtetor 
82/03/19 Bpp 12465 289 24X Flcha 50-413,82/03/19,8204140174 


8304140372 Fo ruardi IE Info Notlct 62-08, "Cltack Valvt Fallurtt on 
Dltttl Oontrator Englnt Cooling Sgi " No action or rtepontt 

requte tad 

O'REILLY, J IP Raglon 2, Of flea of Dlractor 82/03/26 UHRIO, R E 
Florida Pouar «. Light Co 4pp 12670 311 24X 

Flcha 5 O-OO 0, 82/03/26, 82041 40372 


S Raportahla occurrancai, LERa it ralatad correipondenca 


8204020327 Significant Daflciancg Reptt 8D 413-414/62-05 pa fal lur 
raeat aojitchae to aitabllih contlnirltg uhan dapraiiad All 
contact! in aafatv-ralatad application! operated on 
Infrequent hail* ulll be replaced w/g oldp la ted contact! 

PARKER, M 0 Duka Pouar Co 82/03/11 o'REI<-LV. J P Raglon 2. 
Office of Director 3pp 12496 24 3 24X Flcha 50-413,82/03/11 

0204020327 


8204160422 Supplemental reiponia to Significant Daflclancv Rapt 
SO 414/81-30 re lou raadlngi In piping weld araae 
Manufacturer requiring QC tnipactor to ultratonlcai ty 
check ufld t< heat affictod tone! 

PARKER, H.O Duke Power Co 82/03/31 O'REILLY, d P Reelem »> 
Office of Director 2pp 12703 20S 24X Flche 30-414.82/03/31 

8204140422 


8204160490 Significant Dtflciency Rapt* SO 413/82-06 it SO 414/82-0, 
underelred locket ua Idi, ini tiat iy reportad on 820301 
Evaluation of relnip efforti will be completed it lubmltted 
by 820416 

PARKER, N O Duke Power Go 82/03/31 O'REILLY, J P Region 2. 
Office of Director Ip 12706 140 24X Flche 30-413,02/03/31, 

8204160490 


3204140446 Acli receipt of 620316 Ur informing NRC of itepi tafcon to 
correct violetions noted In IE Imp Repti 50-413/82-03 t< 

30-414/82-03 

COMO.F d Divlflon of Project (t Reildent Program 82/03/30 
PARKER.W. O Duke Pouar Co Ip 12670 016 24X 

Flche. 30-41 3, 82/03/30. 8204140466 


6204160263 Interim Significant Deficiency Rep t 80 4I3-414/B2-0B re 
Field run electray eye uied for eupportlng non-OA condition 
cablee In Claoi 1 etructuroe not being intp ec tod. Af f acted 
electray hangert Impacted i deflciencie« correctad 
PARKER, U O Duke Power Co 62/04/08 O'REILLY, d P Raglon 2, 
Office of Dlractor 2pp 12696 301 24X Flche 50-413,82/04/00, 

8204160263 


— 8204140473 Reepondf to NRC B2D219 Ur re violatiom noted in IE Inep 
Rapt! 50-413/82-03 k 50-414/82-03 Corrective action! 
proce*! control form ravlted to Indicate OA procedure M-10 
required for itructural inep 

PARKER, Ml3 Duke Power Co 82/03/10 O'REILLY, dP Region 2, 

Office of Director 3pp. 12670 017 24X Flche’ 50-413. 82/03/30, 

8304140466 


0204140476 l-orwardl IE Inep Repti 50-413/82-03 & 50-414/82-03 on 
811226-820123 t, notice of violation 

LONO, F. d Dlvlelon of Project 6 Reildent Progreme 82/08/19 
PARKER, If n Duke Power Co 2pp 12670.020 24X 

F i c h o S 0-4 1 3, 82/ 03/30 , 82041 40466 


— 02 04140484 IE Imp Repti SO-413/82-03 & 30-414/82-03 on 811226-820125 
1 None onp 1 lime e noted failure to follow procedure for 
iitructural iteel inep. 

V'ANOOORN.P K , BRYANT. d.C. DIvlilon of Project t< Reildent 
Program. 82/02/19 6pp 12670 023 24X Flche 30-413,82/03/30, 

8204140466 


020,4140435 Foruiardi IE Info Motlee 82-10, "Following Up Symptomatic 
Rl’palri to Allure Reiolutlon of Problem ■' 

O-'.REILLY. J P Region 2, Office of Director 82/03/31 UHRIO.R E 
Florida Power k Light Co ALTQ.R A , ENOELOER, T C Babcock «( Mllcq* 
Co, 4pp 12670 003 24X Flche 30-000,82/03/31,8204140435 


141317171 Forunrdi requect for relief from A8ME Boiler i< Preiiore 
/ain't Coda Suction XI 1974 adl tion, Includl ng addenda 
thpoo.gh Summci> 1973, for praiervlca 6 Imarvlce Imp program 
>f ceT’taln Cljiii 2 circumferential butt ueldi. 

>ARK£R »H O Duka Powtr Co. 62/04/05 DENTON. H R Office of 
Muclea) ' Reactor Regulation. Director. ADENBAM.E 0, Llcenitng Branch 
4 5pp. 126(15 354 24X Flche 30-413, 82/04/05, 8204130171 


2O2O40t4aI IE Info Notice 82-11, "Potential Inaccuraclei in Wide Ranee 
Praeturi loitrunonti Uied In Haitlnibouia Deelontd Plant. ■< 


Haitlngbouia Deelgned Plante 

VnieA 

dOHDAN.e L. Diviilon of Engineering «< Quality Aeiurance 
63pp 12 870 342 24X Flche 90-000,82/04/09,8202040142 


62/04/09 


8204280283 Significant Deficlancy Rep t 8D 413-414/82-0? re putontia 
undariliing of electric motor operatori for Weitlnghouie 
gate velvet per IE Bulletin 81-02, Suppl 1, initially reported 
020312 Final rept ra corrective actloni eipected by 820617 
PARKER, W O Duke Power Co 82/04/09 O'REILLY, d P Region 2, 
Office of Director 3pp 12869:120 24X Flche. 30-413, 82/04/09. 

8204280289 


8204380318 Significant Deficiency Rept 80 413/82-06 V 80 414/82-06 
underilzed locket weldt All weld proeeii control liaucd to 
field required to ihow leg ilit PerionncI trained In 
requlramenti of fillet weld lilt k locket weld* relnip 
PARKER. W O Duke Power Co 82/04/13 O'REILLY.dP Region 2. 
Office of Dlroctor 2pp 12869 067 24X Fiche. 30-413, 02/04/13, 

8204260318 


DOCKET 50-416 ORANO OULF NUCLEAR STATION, UNIT I 


A Appllcation/conitruction ipage docunenti L correipondonc e 


&204050409 FQIA requeit for documenti re demage I, repalri of reactoi 
containment veeiel at Orand Oulf nuclear power itatlon 
STEMART.C dackioniani United for Llveblo Energy Pollelei 
61/11/06 FELTON, d K DIvlilon of Rulei and Reeordi Ip 
12365 268 24K Flche 50-416,81/11/06,8204050409 


6204030419 Rtipondi partially to FOIA requeit for documonta re 
damage 1< repair! of reactor containment veiiel at Orand Oulf 
nuclear power itetion Foruardi document! Uited In App A 
Search not completed U/o Inip repti 

FELTON, d t1 Divlflon of Rulci and Record* 81/12/03 BTEUART, C 
dackioniani Uni tid for Livable Energy Policlei. 2pp. 12369 269 
24X Flche 30-416,81/12/03.8204030419 


“8204050422 "Effecte of 790417 Tornado on Category 1 Structurei at 
Oulf Nuclear Station " 

« Bechtel Corp 70/07/31 9pp 1256S’ 271 24X 

Flche. 30-416, 81/12/03, 8204050419 


3204140401 F. irwardi IE Bulletin 82-01, 

Weldt in PI ping Subaiiembllei " 

O'REILLY, d ,P Region 2, Office of Director 82/04/13 
Florlde Pewi<r i. Light Co. 3pp, 12670,338 24X 

Flche; 30-000 , 82/04/13,8204140401. 


"Alteration of Radlographi of 


VHRIO.R, E 


8204140442 Forw.erdi IE Info Notice 82-09, "Cracking In Piping of 
Mateup CoelanO Linet at BhU Planti, “ to be reviewed for^ * 

4pptl C46illtv 

D'REILLV.d', K Raglon 2, Office of Director 82/04/13 UHRIO.R 
Florida Power 4. Light Co. 4pp. 12666.251 24X 

Flche. 50-000, 82 /04/13, 82041^442. 


‘‘Survelllanet of HydreuUe Snubben 


8202040143 IE Info Nbtlce 02-12, 

U/encI eve Hit. 

^^DAN. e L. DIvlilon of Engineering k Quality Aiiurence 82/04/2 
64pp. 12873.001. Flche: 30-000, 02/04/21, 8208040143, 


8204070102 Addl retponie to 811106 FOIA requeit for document* re dan 
k repair! to riactor containment venal at Orand Oulf 
nuclear power itation Search ravaalad no addl documetitt iwbj 
to requeit NRC action complete. 

FELTON, d M Oivitlon of Rulei and Record*, 81/12/08.' BrEHART.C. 
dactionians United for Livabla Energy Policlei la 12399.326. 
Flche; 50-416,81/1 2 / 08 , 8204070102 


— uauaiT meecing re rev»i 

verification of field change notice* for »urYalllanc* 
proceduret, 

LEWIS, R C, Divlflon of Project It Ro'aldent Progromi 82/03/01. 
STAHPLEY.N L i1t**l**lppl Power It Light Co Sob,' 12817 180 
Flche 50-416,02/03/01,8204230481. 
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B204I3O118 Moti f 1 cAt 1 on of 820316 molting w/Llcintlng Riviiu Oroup 1 
In BithiiditKO to diicui* BUR STS 

FAULKUERi H vf Stindirdi Jation 4 Special Projecti Branch 02/03/lS 
HILLESi <J. R Standard i tat ion & Special Projects Branch llpp 
126*0 OSO 24X FI Che SO-OOOt 82/03/1 5/ 8204 1 301 10 


820401O3BB Foruiardf independent design revieu for 820311 meeting Info 
describes capabilities St experience of CVONA. overvieu of 
revieu to be perferniedi QA evaluation Sc imp 1 amen tat ion audit 
re niu loads evaluation program 

HCOAUOHY. JP Mississippi Power St Light Co 82/03/26 DENTONtH R 
□fflce of Nuclear Reactor Rigulatlan< Director 2pp 12477 030 
24X F'iclie. 90-416. 82/03/26t 8204010288 


— 8204010291 "Independent Design Review " 

* Mississippi Power St Light Co 82/03/26 67pp 12477 032 24X 

FlCht 30-416.82/03/26.8204010288 


820401-0337 Summarlies QA St design control practices Add! info on QA 
S' design control programs St axamples of objsctive svidonee 
showing satisfactory performanca end 

HCOAUOHY.jp Mississippi Power St Light Co 02/03/26 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 629pp, 12481 2S3 

24X Fiehe. 90-416, 82/03/26. 8204010337 


82040/0313 Responds to NRC 020219 1 tr S< submits add 1 info re rsactor 
core Isolation cooling IRCtC) testing Util 810407 I tr 
proposed three eipanded RCIC tests It two addl tests be 
performed in lieu of proposed loss of ac power test 
DALE, L F Mississippi Power St Light Co 82/04/02 8CHUENCER. A 
Licensing 8ranch 2 2pp 12972 008 24X Flche 90-416.02/04/02. 

8204070313 


8204070210 Forwards position on proposed changes to STS Informally 
discussed u/Llcensing Outdance Branch 

DALE. L F Mississippi Power 6 Light Co 82/04/03 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 125BB 004 
24X Flche 30-416.82/04/03,8204070210 


— 8204070214 Proposed changes to ETS re reactivity control sys 

« Mississippi Power tt Light Co 81/12/18 30pp 12388 086 24X 

Fiche 30-416.82/04/05,8204070210 


82040/0304 Discusses util position he steps taken to resolve NRC 
concerns re quantity of Info available on containment 
atmosphere miring during hydrogen generation event 
DALE. L F Mississippi Power h Light Co 82/04/05 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 12371 296 
24X Flche 30-416.82/04/05.0204070304 


B204070668 Reguests reanalysls of vendor hydrodynamic loads In piping 6 
on control rod drive sys supports for worst case conditions, 
per Licensing Rtvliu Group II decision Notification of 
expected response date riguested within 7 days, 

SCHVfCNCER.A Licensing Branch 2 82/03/29 MCOAUOHY. J P. 

Mistlstlppl Power h Light Co 3pp 12397 036 24X 

Ftche- 30-416. 82/03/29, 8204070668 


8204070336 Forwards justification for Interim operation of 14 balance- 
□ f-plant Si 62 NSSS devices not in compliance w/selsmlc 
qualification review team criteria 

DALE. L F Mississippi Power U Light Co 82/04/03 DENTON, K R 
Office of Nuclear Reactor Reguiatlon. Director 35pp 12879 004 
24X Flche 30-416.82/04/03.8204070536 


6204280489 Notification of 820420 meeting w/util In Port Olbson.MS to 
conduct senior mgt review of plant readiness 

HQUBTON.M D. Licensing Branch 2 82/03/29 BCHHENCER, A Licensing 

Branch 2 4pp. 12878 331 24X Fleha, 80-4 16, 82/03/29, B2O42BO409 


8204210319 Motificatlan of 820412 meeting w/utll in. Oethesda.MO to 
discuss final stages of licensing 

HOUSTON, M D Licensing Branch 2 82/04/05 SCHWENCER. A Licensing 

Branch 2 3pp. 12911 198 24X Flche 30-416.02/04/03,8204210319 


82040-20308 Forwards "Summary Rept for Pacific Air Products Co Solenoid 
Mounting Plates," in response to questions raised by seismic 
qualification revieu team during 820225 tel con 
DALEiL F Mississippi Power S, Light Co. 02/03/31 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 12496 283 
24X Fiche 50-416,82/03/31,6204020308 


-9204020310 "Summary Rept for Pacific Air Products Co Solenoid 
Mounting Plates," 

DESCOT EAUXi 6 A , OREEN. R E International Energy Engineering, Inc 
02/03/10. ISOpp, 12496 283 24X Fiche 30-416,82/03/31, 

8204020308 


8204020429 Discusses effects of pressure in drywell from hydrogen 
burn Drywell pressures predicted by CLA31X-3 computer code 
should be considered very conservative 

DALE.L.F Mississippi Power «< Light Co 02/03/31 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 12303 067 
84X Flche. 30-416, 82/03/31 , 820402042? 


8204030138 Forwards final response to NRC questions on fluid dynamics 
re hydrodynamic LOCA loads 1< proprietary "Orand Oulf 
Hydraulic Control Unit Floor Capability Proprietary 
Calculation." Proprlatary info withhald (ref 10CFR2 790) 

IRICKOVIC, R 8. Bechtel Cerp 82/03/31 DENTON. H R Office of 
Huclaar Roactor Regulation, Director Spp 12331 343. 24X 

Flche: 90-416, 82/03/31, 8204050138. 


8204060020 Bubmlts justification for interim operation w/non - Class 
IE pressure switches an fuel pool cooling i, cleanup pumps 
DALE.L.F Hlsslttlppi Powar & Light Co 82/04/01 DENTON, H R 
Office of Nuclear Raactor Regulation, Dlraetor 2pp 12349 321 
SSX Flche- 80-416,82/04/01,8204060020. 


8204060033 Responds to Containment Sys Branch questions re power 
tupplies for hydrogen ignition sys 

DALEiL. F. Hlstisslppl Power tt Light Co 82/04/01 DENTON. H 
Office of Nuclear Reactor Regulation, Director. 2pp 12333 340, 
84X Fit ha; 30-416, 62/04/01 , 8204060033. 


8204060086 Bubmlts vendor analysis of containment airlock seals per 
811023 commitment. Airlocks as currently designed utillie 
60 psig air in inflatable seels Outer doors remain leak 
tight w/26 psl M/both doors closad no leakaga can occur 
DALE.L. F. Hitsisilppl Power t, Light Co. 82/04/01 DENTON, H. R. 
Office of Nuclear Raactor Rogulatlon, Director, 2pp 12331 138 
24X Fiche: 30-416, 82/04/01. 8204060086. 


B204060132 Advises that util has decided not to proceed u/quali f ication 
testing of optical isolators to IEEE 323-74 Stde since 
iiolmtor* qualified to requirement* of IEEE 323-71 
DALEiL. F. Mississippi Power tc , Light Co. 82/04/01. DENTON, H R 
Office of Nuclear Raactor Rogulatlon, Director. 8pp 12347.219, 

24)C Plcha:90-416, 82/04/01, 8204060132. 


8204090339 Forwards corrigendum to Tech Spec 6 0 re edministrativi 
controls previously transmitted on 8204-03 

DALE, L F Mississippi Power b Light Co 82/04/06 DENTON, HR 
Office of Nuclear Reactor Regulation, Director Ip 12627 172 24X 

Flche 50-416.82/04/06,9204090399 


— 8204090363 Revised Tach Spec 6 8 re admlni s t rat Iva controls. 

» Misslaslppl Power (i Light Co. 02/02/01 Ip 12627 173 24X 

Flche 50-416, 82/04/06,8204090359. 


8204120336 Discusses evaluation of suppression pool swell induced 
dynemlc loads resulting from postulated drywell hydrogen 
burn Loads associated u/phenamena enveloped by loads 
assoclatad u/OBAs 

DALE, L F Mississippi Power b Light Co 82/04/06 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 12pp 12642 044 
24X Flche 30-416,82/04/06,8204120356 


8204090301 Forwards final resolution of control room Human Factors 
Engineering Branch review deficiencies Remaining items will 
be resolved by 820414 site visit or by fuel iaed 
DALE.L F Mississippi Power b Light Co 02/04/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director t4pp 12627 261 
24X Flche 50-416,02/04/07,0204090301 


8204090382 A-dvises that vortex pr eoperat 1 ona 1 testing of ESF residual 
heat removal pump B was completed on 820223 

DALEiL F Mississippi Power b Light Co 62/04/07 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 12627 073 
24X Flche* 80-416, 82/04/07, 0204090382 


8204090462 Forwards proposed Tech Spec Page 6 2 re plant staff working 
hours, Incorporating changes noted In 820216 FR notice. 

-"Publication of Policy re Nuelaar Powar Plant Staff Working 
Hours '- 

DALE.L F Mississippi Power & Light Co. 82/04/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip 12629 360 24X 

Flche 30-416.82/04/07.8204090462 


■B204090464 Proposed Tech Spec Page 6-2 re plent staff working hours. 
* Mississippi Power b Light Co, 02/03/10. Spp 12629 361 24X 

Flche 90-416.82/04/07,8204090462 


8204120197 Forwards response to 820110 trip rept of audit of 
documentation re environ qualification of electrical 
equipment, per NUREO-OSBB Interim operation justified. 

DALE.L, F. Mississippi Power b Light Co 82/04/08 TEDESCO, fl. L 

Assistant Dlraetor for Licensing 31pp 12636*119 24X 

Fleha* 90-416, 82/04/08, 8204120X37 


8204120182 Submits addl info re environ qualification testing of 
igniters to ba used in hydrogen ignition sys 
D^E, L F Hlselstippi Power b Light Co 82/04/08 DENTON, H 

Nuclear Reactor Regulation, Director, 2pp 12636 109 
24X Flche* 90-416,82/04/08, 8204120182 ^ 
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6204130293 R»ipotm« to URC 620329 r»itue»t for JddI info r* folk icrom 
hydrodynimie loodi in pipinj i on lupporti of CRD H|t 
Riaolnd mod to diiljn of pip* luppopti in CRD lyi 
occomplllhfd Ritponse to 820329 Itr •ipccttd by 820928 
DALEj L F Hifsillippi Power h Light Co 82/04/09 DENTONi K R 
Qffict of Nucleir Rtoctor R*yul*tlon< Director 2pp 12657 325 
24X Fieh* 50-416.82/04/09.8204130293 


8204230475 Foruerdi prdpoied r#vl*ion» to F8AR Sock ton 13 2 
Incarporotion of any ehangei wlU b* mad# pending rocpipt of 
further NRC guidance reRueotad infornialty re poit-OL F8AR 

amendi 

DALE. L F Kliitlllppl Power & Light Co 82/04/21. DENTOM. H B 
Office of Nuclear Reactor Regulation. Director 2Spp 12319 326 
24X Flche SO-416. 02/04/21.8204230479 


8204130312 Advi *** that 3/4-inth M31V loop control syi initroment 
lenelng llnei for preiiure tranimltter* E32-PT-N031A. E. J. H U 
E32-PT-N032A. E. J. H provided u/nanual root valves Four root 
valvti will he replaced w/notor operated valvei 
DALE.L F Htiiliilppl Power 4 Liyht Co 82/04/09 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 12657 351 
24X Fleh* 50-416.82/04/09.8204130312 


8204280272 Foruardi reiponioi/c lar if ica tl one to liiue* ditcuitad In 
FSAR Info ihould be uted in harmony w/tablai referanced in 
Sectloni 14 2 12 3 14 & 14 2 12 3 29 of FSAR Amend 55 
DALE.L F Hiiiiiilppl Power 6 Light Co 82/04/26 DENTON. M R 
Office of Nuclear Raactor Regulation. Dirac tor 11pp. I2B73.092 

24X Fiehe 50-416.02/04/26.8204260272 


B20416042S Forwards revision to in-plant safety relief valve test 
program proposed in util 820315 Itr Revised program provides 
four single valve actuations 6 four multiple valve 
actuations Revised plan will be submitted by 820601 
DALE.L F (iisslsfippi Power t. Light Co 82/04/13 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 4pp 12707 076 
24X Flche 50-416.02/04/13.8204160425 


8204160563 Forwards "Primary Reactor Containment Structural Integrity 
Test" 1 “Primary Reactor Containment Integrated Leakage 
Rat* Test." final repts FSAR Section 3 8 will be revised to 
include results of containment structural integrity test 
DALE.L F Hlfsisiippt Power 6 Light Co 82/04/14 DENTON.H H 
Office of Nuclear Reactor Regulation. Director 2pp 12700' 104 
24X Flche 50-416.82/04/14,8204160563 


— 8204160565 “Primary Reactor Containment Structural Integrity Test, 
final rept 

a Bechtel Corp 82/04/14 92pp 12700 106 24X 

Fich* 50-416,82/04/14,8204160563 


— 8204160572 "Primery Reactor Containment Integrated Leakage Rate Teat,” 
final rept 

* Bechtel Corp 82/04/14 SOpp 12700 212 24X 

Fich* 30-416.82/04/14.8204160563 


>4160152 Generic Ltr 62-07 to all BUR plant llceniaes 8. applicants ra 
.ransmi ttal of N0RE6-0909 relative to Oinna tub* rupture 
I/O encl NUREO List of NRC recipient! end 

ISENHUT, DO Division of Licensing 82/04/15 Commonwealth 
dison Co 7pp 12787 196 24X Fiche 50-000.82/04/15,8204160152. 


04220367 Forwards addl info r» independency of Cygna Energy Bve* i. 
Bechtel No vested interest in design control scheme for 
reactor facility determined 

DALE.L F, Kifslssippi Power fc Light Co 82/04/16 DENTON.H H 
Office of Nuclear Reactor Regulation. Director 2pp 12608 OBS 
24 X Fich* 50-416.82/04/16,8204220367 


8204200225 Forwards Amend 55 to license appl 1 cations. consisting of 
Amend 55 to FSAR Responses to NRC questions h miscellaneous 
refinements of design info, including revised P&IDs end 
HCCAWHT.J P Klssissippi Power k Light Co 82/04/19 DENTON. H R 
Office of Nuclear Reactor Regulation, Director Ip 12743 342 24X 

Fieh* 50-416.82/04/19.8204200225 


12042C0233 Amend 55 to license application 
ilCOAUOHV. J P Klssissippi power k Light Co 82/04/13 
12743 343 24X Fieh* 50-416.82/04/19.0204200225 


2pp 


’04220386 Forwards addl info requested by Equipment Ouellficetton 
Branch re jus tif ication for interim operation for 
equipment not qualified to seiinlc qualification review 
tea.s criteria 

MLE.L F Kisilisippi Power Ic Light Co 82/04/19 DENTON.H R. 
Office of Nuclear Reactor Regulation. Director SSOpp 12807 001 
24X Flche 90-416.82/04/19,0204220386 ' 


f2?*0L’wsss"vlirf Ltr H2-09 to all power reactor 1 icene ees. app 1 icents 
for oLiNsss vendors t reactor vendors re environ 
I**!!**^*^?!*'’" sefety-related electrical equipment 
IwH^lcAtlon requirements encl 
EISENWT, DO Olvieion of Licensing 82/04/20. HA08PUR0.A. 
Consolidated Edison Co of New Vork CROUSE.R Toledo Edieon Co. 
lapp 12862 337, a4X Flche 50-000. 82/04/20, 8204210295 


8204300101 Forwards Info packagei Identified In util 820419 ltr 
supporting fustlf icetlon for interim operation of equipment 
not quelified to seismic quel 1 f icatl on raviaw team criteria. 
DALE,L F Kiss ill Ippl Power ti Light Co 82/04/26 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 4pp 12890 109, 
24X Fiche 50-416.82/04/26.8204300101 


—8204300113 Revision 1 to “Orand Oulf MSIV B31-F022 it D21-F020 ' Add 1 Info 
Supporting Justification for Interim Operation " 

Justification for interim operation for HPCS Valves 
E22-F0D1. F004. FOIO. FOl 1, F012, F013 it F023 end 
KUMAR, K . SINHA.U N . EHSAN, H Oenermt Electric Co 82/04/17 
23pp 12090 193 24X Flche 90-416. 82/04/26.8204300101 


— 6204300121 "Orand Oulf Units 1 & 2 Seismic Qualification Evatsimtlon 
Class IE Equipment HPC8 Diesel Oeniratof Bys, " preliminary 
rapt 

SHERBIN.U C , SCHKtO.C . LURIA.N General Electric Co 82/04/20 
40pp 12890 217 24X Fiche 80-416, 82/04/26. B204300101 


— 8204300135 Revision 0 to "Seismic Qualification Analysis for Series 20K 
Instrument it Control Switch " 

* NUTECH (Nuclear Technology, Inc > 82/04/20, 18pp 12890 297 

24X Flche 90-416,82/04/26.8204300101 


— 8204300149 "Orand Oulf Unit* 1 i. 2 Seismic Quallf icatlon Rt-a valua t Ion 
Class IE Equipment. Control Room Panels " 

LAVME. l.B Belencs Applications. Inc HARDY.R M. . HA88AN1 8 E 

Oeneral Electric Co 81/04/23 23pp 12890 279 24X 

Fich* 50-416,82/04/26,8204300101 


8204300153 "Oual i f Icatlon Insp of Series 20K Instrument it Control 
S'wltch to E8C-8TD-1000, Revision 1 " 

THOMPSON, H P , BELL.K. E Electro Switch Corp. 2392-10 80/11/06 

40pp 12890 298 24X Flche 50-416,82/04/26.8204300101 


■8204300165 "Rept of Test on Seismic Vibration Testing op Switches P/N 
20HB— 1124A4 for Electro Switch Corp " 

TERVO.R , 0ILF0Y.fi . TOLF.M L Envlronmentel Testing Corp, 

14373-4 78/01/14 16pp. 12090 341 24X Flche- 90-416, 82/04/26, 

0204300101 


— 6204300171 "Rept of Seismic Quel If 
20 Switches, " 

* Electro Switch Corp 1981-2. 
Flche 50-416,82/04/26.8204300101 


— 8204300177 "Rept of Test on Seismic 
for Electro Switch Corp " 
KARTINl.K , OlLFOY, R. , TOLF.M L 
1I944-A 75/11/14 33pp 12891 

8204300101 


— 8204300184 “Rept of Test on Seismic 
for Electro Switch Corp " 

MARTINI, K , OlLFOY. R , TOLF, M. L 
11944-B 75/11/14. 9pp 12091.1 

8204300101 


cation Test* of Series 10 b Series 
75/11/20 Spp. 12890.397. »4X 

Vlbrtatlon of Electro P/N 10Ka2212CB 

Environmental Teetiny Corp, 

003 24X F 1 e h e ■ 90-4 1 6, 82/04 /2A. 

Vibration of Electro P/N lOLB2ai2CB 

Environmental Tostlns Corp. 

>36 a4X Flchf 90-416.82/04/26. 












for Electro Switch Corp 

' ®ILF0V, R , TOLF.M L, Environmental Tasting Corp 
79/11/14 9fP 12891'049. a4X Flche. 90-416. 82/04/26, 

8204300101 


104230267 Forwards rtsponsas to Chemical Engineering Branch eusstlons 
‘'•^vlvabUlt, P.r V Benaroy. 820330 m!mo. JdSl 
DALE lV m* "‘’•'‘.''"'•iog 820412 b 13 taleone provided 
oeefrt ”***!•• ippl Power I, Light Co 82/04/20 DENTON.H R 

Director. 13pp 12816 136 

24X Fiche 90-416.82/04/20.8204230267 




-uau.Muu.Tw -Kept Of Test on Seismic Vibration of Elec 
for Electro Switch Corp " ' 

^°*-F. M L. Envlrortmontal Testing Corp 
B2043OTlo/*^**^*^’ Fichei 90-416,82/04/26 




... ui... 'Z'" v.vrauiBn or tiectra r/n wuuoaa. 

for Electro Switch Corp." Juptlftcetion for Interim 

SA»T?Nf 2 B21-R005/R009 end. 

Testing Corp. 

8W43001o/"^**^*^' Flche: 90-416.82/04/26, 



DOCKETED ITEMS 


341 


— B204300212 "Biiimle t Hydrodynamic Load* Reqvia 1 if ication Certification" 
MORTOHtR P , BROCATOtV J Kiiilislppl Power Sc Liyht Co 02/04/20 
7pp 12891 073 24X Fiche 50-416< e2/04/26i B204300101 


“’••B204300'21 5 '"Beiemic Qualification Analysis for Differential Pressure 
Unite ITT Barton Model 224 “ 

• NurecH < Nuclear Technologyi Inc > B2/O3/O0 14pp 12091. 0B2 

24X Fiche 50-4 16t 82/04/26, 8204300101 


S204290291 Responds to 820312 safety evaluation of environ 
quallf Icatlon of safety-related electrical equipment for 
Unit 1 to NUREO-0500 Tables listing safety-related sys, cold 
shutdown S< TMI lessons learned equipment end 

DALE.L.F Kisslsslppl Power Sc Light Co 02/04/27 TEDESCD, R L 

Assistant Director for Licensing I2pp 12882 194 24x 

F 1 e h 1 5 0-4 1 6i B2 /04 /27, 820429029 1 


G204290332 Bubmits addl Info clarifying ACR0 action items re control 
rod drive Sc exhaust lines located In vicinity of RC8 piping 
per 820114 Itr Supporting Sc piping will perform design 
function under postulated effects of jet impingement 
DALe.L F Mississippi Power & Light Co 02/04/27 DEN TOM c H R 

Office of Nuclear Reactor Regulation, Director. 2pp 12081 3S9 
24X Fiche: SO-414, 82/04/27, 8204290332 


E HRC Safety Evaluation Report (SER), supple tc correspondence 


G20405D251 Forwards info re safety-related display instrumentation Sc 
post-accldant monitoring equipenent in response to Buppl Ir 
BER 

DALE<L F Mississippi Power Sc Light Co 02/04/01 DENTDNc H R 
Office of Nuclear Reactor Regulation, Director 13pp 12329 026 
24X Ficha 30-416,82/04/01,8204030231 


6204060109 Forwards “Comparison of Finite Element Sc Lumped Parameter 
Soli Structure Interaction for Orand Oulf Power fllocli 
Structure, addressing Confirmatory Item 1 10{4> in SER, 

W/REO-0031 

DALE, L F Mississippi Power Sc Light Co 02/04/02 DENTONi H R 
Office of Nuclear Reactor Regulation, Director S2pp 12353*330 
24X Fiche 30-416,82/04/02,0204060109 


0204070197 Forwards responses or clarifications to Outstanding Iieues 
t 9(B> Sc 1 9<9) Sc Confirmatory Issue 1 10131) discussed in 
GERi NURE0-0B31 F8AR revisions also discussed. 

OALEiL F Mississippi Power Sc Light Co 02/04/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 9pp 12388 073 
24 K Ficha; 50-416, 02/04/05, 8204070197 


6204090320 Forwards revised End 1 to util 020403 Itr transmitting info 
ra 8ER> NLIRE0-0831c Outstanding issues 1 9<B> Sc 1 9t9) 

Changes do not alter conclusion on containment purge 
isolation valve operability 

DALE,!. F Mississippi Power Sc Light Co 82/04/06 DENTDNc H R 
Offtc* of Nuclear Reactor Regolatlonc Director 5pp 12627 211. 

24K Fiche* SO- 4 I 61 82/04/06, 0204090328 


6204130309 Discusses SER, NUREO-0831 re design mod to RHR containment 
spray time delays Design mod appropriate approach to human 
factor b containment/plant dasign stancipolntB Subsection 
73 1,1.4 4 to F8AR will be incorporated into Amend S3 
DALE, L F Missiselppl Power Sc Light Co B2/04/09 DENTON, H R, 
Office of Nuclear Reactor Regulation, Director 2pp 12637 343 
24X Fiche 80-416,02/04/09,0204130309 


6204130316 Discusses response to NRC Question 40 40 of SER Item 
I. 10<23l. Sound level measurements required to provide 
adequate communication should be performed during power 
ascension testing phase instead of praopara tlonal phase 
DALE, L F. Mlssiesippl Power Sc Light Co. 02/04/09. DENTON, H R 
Office of Nuclear Raactor Regulation, Director Spp 12637 353. 
24X Fiche. 30-416,02/04/09,0204130316. 


S2O4260262 Forwards "Test Rapt HPC8 Power Supply Unit " Rapt 
constitutes closure of SER Item 1,10(24) 

DALE,L F Mississippi Power Ic Light Co 02/04/14 DENTON, H,R, 
□ fftce of Nuclear Reactor Regulation, Director. 2pp 12043*266 
24X Fiche: 30-416,82/04/14, 8204260262. 


— 8204260272 Topical rept evaluation of NEDO- 10903, “HPCS Sys Power 
Supply Unit " Rept acceptable 

« Light Nater Reactors Rranch 3 76/12/17 3pp 12643 310 24X 

Fiche 50-4 1 6,82/04/14,82042602 62 


--0204260270 Forwards prototype qualification test program for NRC 
review Tests simulating typical HPCS sys configuration 
scheduled for second quarter 1970 

OyiRK, J F. Oeneral Electric Co 77/H/17 PARR, 0 0 Light Water 
Riactore Branch 3 Ip 12043 321 24X Fiche 50-416,82/04/14. 

8204260262 


--0204260202 Forwards comments ic recommendations re HPCS diesel generator 
prototype quel if ICa t ion test program, in response to 771117 
1 tr 

PARR, a D Light Hater Reactors Dranch 3 70/03/31 SHERHODD. G C 

General Electric Co 3pp 12643 322 24X Fiche 30-416.82/04/14. 

8204260262 


6204200343 Forwards response to SER Item 1 11(171 re post-accident 
sampling & draft chemistry procedure for estimating core 
damage 

OALE.L. F Mississippi Power «c Llglit Co 02/04/18 DENTOM, H R 
Office of Nuclear Reactor Regulation, Director 19pp 12736 311 
24X Ficha. SD- 416 , 82/04/15, 8204200343 


6204300406 Submits comments on draft SER items re emergency 
preparedness procedures 

DALE.L F Mississippi Power & Light Co 8S/04/20 DENTOM. H R 
Office of Nuclear Reactor Regulation, Director 4pp 12637 202 
24X Fiche 30-416,82/04/20,8204300406 


S2042601S2 Forward! response to 010416 request for addt Info re control 
sys failures avalua t ion, updat Ing SER I tern 1 11(10) 
iNUREO-oaSl) info 

DALE, L F Mississippi Power & Light Co 62/04/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 12038 162 
24X Fiche 50-416.82/04/22,0204260152 


B2042602i0 Forwards responses to issues raised In SER, NURE0-0e3t re 
proposed revisions to FSAR Section 13 1 

DALE.L F Mississippi Power (c Light Co 0 2/04/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 01pp 12837 277 
24X Fiche 30-416,82/04/22,8204260210 


0204290042 Advises that Bailey 6 Rochester balance of plant/PQ CC 
devices are adequately qualified to ensure essential post- 
accident Info will be provided to control room operators 
during interim operations per BER Item 1 10(17) 

DALE, L F, Mississippi Power b Light Co 82/04/27 DENTON, H fi 
Office of Nuc lear Reactor Regulation, Director 2pp 12602 260 
24X Fiche 30-416,62/04/27,8204290042 


F Security, medical, emergency li fire protection plans 


B2O423D3O0 Discusses Inherent problem w/4-tiiirc emergency notification 
sys telephone circuit To prevent locltupiutil should ensure 
that second call is not established within 20-s after 
original call 

0TIIIHR, J. P Division of Emergency Preparedness t< Operational Support 
83/01/29 UHRIO, R E Florida Power 4, Light Co 4pp 12616 132 
24X Fiche* 50-000, 82/01/29, 8204230308 


8204330420 Responds to questions re nature of response during 
emergency, NRC role during emergency b need to effectively 
interface w/llcensee organlxatlon at technical support ctr 4 
emergency operations facility during response to emergency 
STQHRiJ P Division of Emergency Preparedness b Operational Support 
83/01/29, UHRIO, R E Florida Power b Light Co 7pp 12013 264 
24X Fiche* 50-000,62/01/29,0204230420 


0204330472 Discusses schedule of info to be submittsd by utile in 
advance of emergency prsparedne ss exercise Appropriate state 
(1 local egaitcias should be Informed well in advance of 
sxercisss to facilitate participation 

STOHR, J P Division of Emergency Preparsdnsss 1, Operational Support 
03/01/29. UHRIO.R E. Florida Power U Light Co 4pp 12614 294 
24X Fi e h s ; SO-OOO, 62/0 1 /S9, 6204230472 


— B2O4260266 “Test Rapt HPCS Powsr Supply Unit " Four ovsrstse figures 
end Aperture cards are available in PDR 

KLEPPER, I . SHEEL.A, , STRAMBACK, 0. B General Electric Co 
83/04/14 47pp X2043.269, 34X Fiche* 30-416, 62/04/14, 8304360262 


— B204S60269 Forwards topical rept eyaluatlon of NEDO- 1 0903, "HPCB Bits 
Power Supply Unit. •' 

PARR. 0.0 Light Mater Reactors' Branch a. 76/12/17, SICRMDOD, 0. 0 . 

Oeneral Electric Co. Ip 12043:317. 24X Fiche* 30-416. 82/04/14, 

8304260262. 


8204090262 Forwards “Evaluation of Stats of M8 aite-8pec 1 f ic 
Radiological Emergency Response Plan for Orand Gulf Nuclsar 
Power Station." Memo, plan exercise critique b interim 
findings and. 

KRINM, R W. Federal Emargancy Hanagcnent Agency 02/03/29 

GRIMES, 0 Division of Emergency Preparedness. 2pp 12620 311. 84X 

Fiche 50-416, 02/03/29,8204090262. 


— 8204090266 Evatuatlan of State of MS site-specific radialogical 
emergency reeponte plan for Grand oulf Nuclear Power 
Statl on. 

5... Federal Emergency MaTvagement Agency. 02/03/03 64pp. 

12628; 3SS. 24X Fiche: 80-416, 82/03/29,8204090262 
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8504090152 Requests cofiies af 1 U ensee/app 1 1 can t requests for 
eitanslon or srenptton ne iirp lementa t Ion of 10CFR73 SI 
Only Hatdan Meek b Killstone have submitted fees b fee 
f orss 

TflEMPEHil, License Fee Manajement Branch SS/04/05 Office of 
Nuclear fteactor Regulation! Director Ip 12633 260 S4X 
Fiche 50-000. &2/04/05i 020 4090152 


8204230256 Ack receipt of 820319 Ur in response bo NRC 820129 b 0212 
Jtrs re particulars of Region 2 response to emergenei; 

Subsequent insp {Repts 30-4 16<'B2”24 b 50-417/82—08) 
performed on e3'0324 to reviau Interface beneficial 

StOHRi J P DJviilon of Eniersenev Preparedness b Operational Support 
82/04/06 DALE.L F Kissiislppl Pouer b Light Co Ip. 12810:041. 
24X riche 50-416,82/04/06.0204230256 


— 8304230270 Responds to NRC 620129 b. 0212 Itrs re Items required to 
perform energeneg duties Provisions for space b equipment 
are based on s i te-spec 1 f it eh arac ter i st le s b design All 
items in MUREO-0696 are not technical Ig feasible 
DALE.L F Mississippi Power b Light Co 82/03/19. STOHR, J P 
Region 2. Office of Director 2pp 12018 042 54< 

Fiche 50-416.82/04/06.8204230256 


6204150440 Foru/ards "’Psnetrator 10 Rotating Directional Siren 
Instal latlon. Operat I on. Ma Int b Parts Manual" b "Ver if 1 cation 
of Siren Alerting Bgs.” in support of eipanded alerting b 
notification sgs Related Info end 

DALE.L F Hissiislppi Power b Light Co 82/04/08 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 9pp 12684 109 
24X Fiche 50-416.82/04/08.8204150440 


"0204150442 "Penetrator 10 Rotating Directional Siren Instal la t ion, 
Operation. Malnt b Parts Manual " 

a Alerting Communicators of America 82/04/00 ISpp 12684' 116 
24< Fiche 50-416.02/04/03,8204150440. 


— 8204150444 'Ver i f i cat ion of Siren Alerting Sys " 

e Acoustic Technologg. Inc 02/04/00 90pp 12684 132. 24X 

Fiche 50-416)82/04/00,8204150440 


8204130069 Forwards revised physical securttg plan Plan withheld 
iref 10CFR2 790) 

STAKPLEy'.N L Mississippi Power b Light Co 82/04/09 DENTON.H R. 
Office of Nvclear Reactor Regulation. Director 3pp 126SS 004 
24X Fiche 50-416.82/04/09.8304130069 


8304160467 Forwards fire protection program including responses to NRC 
questions 4 guidance in fire protection 

DALE.L F Mississippi Power b Light Co, 82/04/14 DENTON.H R. 
Office of Nuclear Reactor Regulation. Director 2pp 12706 117. 

24X Fiche 50-416.82/04/14.8204160467 


--8204160473 Fire protection program 

• Mississippi Power b Light Co. 82/04/14 lapp IS706 119 24X 

Fiche 50-416.82/04/14,0204160467 


K Iftilltg Final Safety Analysis Report (PSARl b amends 


0204200225 For.iiards Amend 55 to lieeiise appl 1 cattens. censii 1 1 ng of 
Amend 55 to F0AR Responses to NRC questions b mi icel laneous 
refinements of design inf o. ine luding revised PblDs end 
KCOAUOHF. J P Missiesippl Power b Light Cs. 02/04/19 DENFOIf, H R 
Office of Nuclear Reactor Regulation. Director ip 12743 342 24X 

Fiche 50-416.82/04/19,8204200225 


--8204200233 Amend 55 to license application 

MCOAOOHY. J. p Mississippi Power b Light Co 82/04/13 8pp 
12743 343 34X FI che. 50-416, 02/04/19, 0204200225 


--8204800239 Amend 65 to FSAR TJilrty-one overs it# drawings end Aperture 
cards are available in PDR 

• Mississippi Power b Light Co. « Middle South Utilities. Inc.- 
Middle South Energy, Inc 82/04/30 l.SOOpp 12743.347 24X 

Fiche 50-416,82/04/19,0204200225 


8204290290 Forwerds affidavit of sve of distribution of Amend 55 to 
FSARrper NRC 780627 Itr 

DALE.L F Mississippi Power b Light Co 82/04/27. DENTON. H,R 
Office «f Nuclear Reactor Regulation, Director 2pp, 12881:357. 
24X Fiche' 50-416, 82/04/27, 8204290290 


Q Inspection reports. TE Bulletins 4 correspondence 


8204230318 Submits final response to IE Bulletin 80-25. "Dperating 
Problems w/Target Rock Safety Relief Valves at DWRs. " 

Solenoid actuator assemblies reinstalled 4 tasted 
succossful ly 

MCOAUQHV.U P. Mitiistippi Power 4 Light Co 82/01/05 

O'REILLY. JP Region 2, Atlanta, Office of the Director (81/03/01) 

Sff 12016 123 . 24X Ft Che 50-416,82/01/05,8204230310 


8204230334 Responds to IE Bulletin 79-14, "Seismic Analysis for 
As-DuiU Safety-Related Piping Sys " All accepted components 
Inspected to revised const program requirements which meet 
bulletin Insp element requirements Program acceptable. 

DALE, L F Mississippi Pouer b Light Co 82/01/15 O'REILLY. J P 
Region 2, Atlanta, Office of the Director (81/03/01) 16pp 
12816 030 24X Fiche 50-416,02/01/15,8204230334 


8204010260 Forwards IE Insp Rept 50-416/82-12 on 020209-11 No 
noncomp t lance noted 

CANTRELLfF Division of Project b Resident Programs 02/03/05 
STAMPLEY.N L Mississippi Power b Light Co 2pp 12477 318 241 

Fiche 50-416,82/03/05,8204010260 


— 8204010263 IE Insp Rept 50-416/82-12 on 820209-11 No none amp 1 lance 
noted Major areas inspected radiation protection b 
preep erat lona 1 testing of liquid, solid b gaseous raduaste 
sys. 

COLLINS, T R , DARR, K P Region 2, Office of Director 03/03/02 
4pp 12477 320. 24X Fiche 50-416, 82/03/05, 0204010260 


8204140261 Forwards IE Insp Repts 80-416/02-15 4 50-417/82-03 on 
820223-26 No noncompl lance noted 

CANTRELL, F Division of Project b Resident Programs 02/03/17. 
STAHPLEV.N L Mississippi Power b Light Co 2pp 12663 395 24)r 

Fiche 50-416.02/03/17,8204140261 


• -0204140269 IE InSp Repts 50-416/02-13 b 50-417/82-05 on 820223-26 Re 
noncompl lance noted Major areas inspected structural 
concrete, s i tc preparation b foundations 

HARRIS, J R , CONLON, T E Division of Engineering b Technical 
Programs 82/03/16 3pp 12663 357 24X Fiche. 80-416, 02/03/17, 

8204140261 


8204140131 Forwards IE Insp Rept 50-416/82-10 on 020200-12 No 
noncomp 1 lance noted 

CANTRELL, F Division of Project b Resident Programe B2/03/S8 
STAHPLEV.N L Mississippi Power b Light Co 2pp 12665 202 24X 

Fiche 50-416,82/03/10,020414013! 


--8204140134 IE Insp Rept 50-416/82-10 on 820208-12 No noncomp 1 iantt 
noted Major areas inspected. safety-related structures b 
components b reactor vessel welding 

OIRARO.E H , HEROT.R R Division of Engineering b Technical 
Programs 02/03/17 6pp 12665 204 24X Fiche 50-416.82/03/18. 

8204140131 


8204140291 Forwards IE Insp Repts 50-416/82-16 b 50-417/02-06 on 
820223-26 No noneomp lianc e noted 

CANTRELL, F 8 Division of Project b Rasident Programs 02/03/18 

STAHPLEY.N L Mississippi Power b Light Co 2pp 12664 269 a4X 

Fiche 50-416.02/03/18,8204140291 


-8204140296 IE Insp Repts 50-416/82-16 b 50-417/82-06 on 820223-26 Ns 
noncompllance noted Major areas inspected fire protection 
of cable treys, review of OA procedures b quality records 
for electrical components 

OIBBONSi T D < CONLON, T E Division of Engineering b Technical 
Programs 82/03/16. 3pp 12664-267 24X Fiche 50-416. 02/03/10, 

0204140291 


0204140372 Forwards IE Info Notice 82-08, "Check Valve Failurea on 
Diesel Oenerator Engine Cooling Sys." No action or response 
requeited 

O'REILLY. JP Region 2, Office of Director 02/03/26 UHRIO.A E 
Florida Power b Light Co 4pp. 12670 311 24X 

Fiche 50-000. 82/03/26,8204140372 


820+140435 Forwards IE Info Notice 82-10, "Following Up Bymptomatlc 
Repairs to Assure Resolution of Problem " 

O'REILLY.J p. Region 2, Office of Director. 02/03/31 UKRIC.R.E. 
Florida Power b Light Co 4pp 12670 005 24X 

Fiche 50-000, 82/03/31,8204140435 


0204230229 Responds to IE Bulletin 80-24, “Prevention of Damaga Due te 
Mater Leakage Intide Containment " During LOCA or loss of 
offelto poutr , sel tc t iva loads wilt be isolated from plant 
SVC utter sye b be supplied by standby tve water, 

DALE.L F Mississippi Power b Light Co 82/03/31. 0 'REILI.Y 1 P. 

Rtglon 2. Office of Director, 6pp 12017*341. 24X 

Picho 50-416, 82/03/31,8204230229 


8204230286 Ack recolpt of 820319 Ur in rosponse to NRC 820129 b 0212 
Itrs re particulars of Region 2 response to emergency 
Subsequent Insp (Repts 50-416/62-24 b 50-417/82-00) 
performed on 820324 to revitw Intorfeee benoflelal. 

STOHR, J P Division of Emergtncy Prtpartdnets b Operatlonel Support 
82/04/06. DALE.L F Mississippi Powor b Light Co. Ip. 12818:041. 
24X Fiche. 50-416,82/04/06, 0204230256 
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8304230427 Ack rccfipt of 820402 Itr Inf arming NRC af »k«pa takan to 
correct viola tlonf noted in IE Imp R#pt 80-416/82-13 
UEUISi R C Oivltlon of Project t< Reeident Programs 02/04/08 
STAKPC.EV'jN t Hlsslfiippi Pobier 6 Light Co. Ip 12816.284 24X 

Flcha 90-4161 82/04/08r 8204230427 


--8304330434 Respondt to NRC 820303 Itr re violation noted in IE Inep 
Kept 80-416/83-13 Corrective actions temporarij change notice 
procedwre 01-8-02-2 revised to incorporate listed changes 
flCOAUOHVi J P rilsilsslppl Pouer ti Light Co 82/04/02 

O'REILLY, J P Region 2, Office of Director 3pp 12B16 299 24X 

Ftche 90-416.82/04/08,8204230427 


"S2C4230442 Responds to NRC 82021? meeting request re violetlane noted 
in IE Inep Rept 80-416/82-13 Corrective actions temporanj 
change notice procedure 01-8-02-2 revised to incorporate 
lilted change! 

MCCAWOHY, J P Mlesieslppi Power «. Light Co 82/03/16 

O'REJLLY.J P Region 2, Office of Director 4pp 12616 298 24!( 

FIchc 90-416,82/04/08,8204230427 


—820423044? Forwardi IE Imp Rapt 50-416/62-13 on 820118-0216 & notice 
of violation. 

LEHlfi/R C Division of Project L Reeident Programs 82/03/03 
STAHPLEV.N L Mississippi Power & Light Co 2pp 12816 262 24X 

F I Ch e 90-4 1 6, 82/04/08, 8204230427 


--62D423045I Notice of violation from Imp on 820118-0216. 

e Olvliton of Project (< Resident Programs 82/03/03 Ip 
12816 264 24X Flthe 80-416,82/04/08,8204230427. 


—6204230437 IE Imp Rept 90-416/82-13 on 020118-0216 Noncomp 1 1 ance 
noted failure to follow preoperatlonai teet procodure. 

NAONER.A 0 , HARDIN, A K Oivltlon of Project L Resident Programs 
82/03/01 Spp 12816' 269 24X FI Che 90-416, 82/04/08. 8204230427 


8202040142 IE Info Notice 82-11, "Potantlei Inaccuracies In Hide Range 
Prieeure Inetrumente Used in Utstingheusa Designed Plante " 

6 VC list end 

vXlRDANiE.L. Dlvleion of Engineering L Qualitg Assurance 82/04/0? 
63pp 12878 342 24X FI che. 90-000, 62/04/09, 8202040142. 


8204230538 Ack receipt of 820326 Itr informing hffiC of itepe taken to 
correct violation noted in IE Imp Rept 90-416/82-08 
LONO, F J Oivltlon of Project 6 Resident Programs 82/04/0? 
STAMPLEV.N L Mtsilsilppi Power i> Light Co Ip 12813 348 24X 

FUhl 90-416, 82/04/0?, 8204230938 


8204290263 Forwards evaluation of high energy line breaks ti 
coneequanttal control eys failures HE Info Notice 79-22 
Summery Rapt), in responsa to NRC 810416 Itr 

0ALE,L F Hlsiisslppi Power ti Light Co 82/04/26 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2Bpp 12883 393 
24X Fiche 80-416,82/04/26,8204290263 


8 Reportable occurrences, LERt & related correspondence 


8204020441 Final deficiency rapt re incorrect settings of pipe support 
mini-springs utillied In safety-related l< 6alanee-of-p lent 
sye, initially reported on 811113 Springs reset U purchase 
specs revised Also reported per Part 21 

e Mississippi Power it Light Co 82/03/19 O'REILLY, J P Region 2, 
Office of Director Bpp 12903 048 34X Fiche 90-416,82/03/19, 

8204020441 


8204020904 Interim Deficiency Rept 3 for PRD-01/44 re unqualified 
Bettis air actuators on Henry Pratt valves, originally 
reported on 01102? 8eali, lubricants t, coating on pins it 
rellers to be upgraded prior to operation Final rept 620420 
tICOAUOHY, J P Tinneseaa Valley Authority 82/03/18 O'REILLY, J P 
Region 2, Office of Director. 4pp 12900 330 24X 

Fiche’ 90-416, 82/03/19, 620402090 4 


8204020380 Suppl to final deficiency rept re Roeemont Model SIO DU 
trlp/cellbr units t* Model 1192 pressure transmitters. 

Initially reported 000327 Hedel 1192 repaired ti Model 910 DU 

returned to manufacturer Also reportable per Pari 21 

HCOAUOHY, J P Mleetfslppi Power 6 Light Co 02/03/19 

O'REILLY, J P. Region 2, Office of Director 4pp 12494 272 24X 

Fiche. 80-416, 82/03/19, 8204020380 


8204020365 Supp 1 to final deficiency rept re Rosemount SIO DU trip 
units drawing mora currant than spec 1 fled, 1 nltlally 
reported 790904 Power supplies being replaced Also 
reportable per Part 81. 

MCOAUOHY, J P Miiaieslppl Pouter L Light Co 82/03/22 

O'REILLY, J.P Region 2, Office of Director 9pp 12903* 199 24X 

Fiche- 80-416, 82/03/22, 6204020368 


02O4OBO2BO Final deficiency rept re delay In Deleval ttendby dleeel 
generator pneumatic log 1 c , originalli; reported on 611231 
High crankcase preisure trip deleted during emergency mode 
Alarm indications retained Not reportable per 1OCFR90 98e 
MCOAUOHY, J P Millies Ippl Power L Light Co 82/03/23 

O'REILLY, J P Region 2, Dfflee of Director 4pp 12603 264 a4X 

Fiche 80-416, 82/03/23, 6204080260 


—8204230942 Responds to NRC 820225 Itr re violations noted In IE Imp 
Rept 50-4I6/B2-OB Corrective actions; proe edure 
07-8-24-864-31 for aujtllary bldg fire estingulsher Inep 
has bean Impltmentid 

MCOAUOHY, U F. Mississippi Power Ic Light Co, 82/03/26 
a'REILLY,U P Region 2, Office of Director 3pp 12813 346 24X 

Fiche 90-4 1 6. 82/04/09, 8204230933. 


8204060346 First Interim deficiency rept re unqualified NAMCO limit 
iwi tehee, initially reported 320225 Unqualified iwltches that 
perform saf ety-related function will be replaced Nest rept 
by 620419 Also reported per Part 21 

MCOAUOHY, J P Hletlsalppl Power & Light Co 02/03/26 

O'REILLY, J P Region 2, Office of Director iOpp 12602 397 a4X 

Fiche. 50-416, 82/03/26,6204080346 


—8204230949 Forwerde IE Imp Repts 90-416/02-08 It 90-417/82-04 on 
820202-09 te notice of Violation 

CANTRELL, F Region 2, Office of Director 32/02/29 

STAHPLEY.M L Miesisslppi Pou;er L Light Co, 2pp 12813,349 24X 

F 1 c h e ' 90-4 1 6, 32/04 /O?, 8204230 933 


-8204230392 Notice of violation from imp on 820202-09 

a Region 2, Office of Director 82/02/89, Ip, 12813 391, 84X 

Fiche 90-4 1 6, 82/04/09, B204230938. 


-82D4230S56 IE Inep Repte 90-416/02-00 %• 90-417/82-04 on 820202-05 
Noneompl lance noted! fai lure to Initiate malnt,lnsp fc test 
program for fuel facility fire protection equipment Ic eye 
MTLLEft.H H , CONLON, T E Dlvleion of Engineering Teehnieel 
Programs 82/02/19. Bpp 12813'392 24X Fiche 90-416,82/04/09, 

8204230933 


M04140442 Forwardi IE Info Notice 82-09, "Creekjng In Piping of 
Hekevp Coolant Lines at BLW Plants, “ to ba ravlewed for 

posslbta applicability b b 

0 'REILLY. U P Rtglon 2, Offlca of Director. 82/04/13. UHRIO.R.E 
Florida Powar Light Co 4pp I2666*89l. 84X 

Fiche 90-000,82/04/13,8204140442 


B204160359 Final deflelancy rapt re discrepancy in Imtallatlon of 
hydraulic control unit (HUCI mounting bolts. Initially 
reported 820303, HCU welded to support steal where bolte 
mtaslng imposeiblq to install. 

MCOAUOHY, J. P Klssiistppl Power fc Light Co 82/04/01 

O'REILLY, d. P. Region 2, Office of Director 4pp. 18706-393 24X 

Fiche 90-416.88/04/01,8204160389 


8204210137 Part 81 rept re HMA relays u/contact leads net fully 
insulated, Initially reported 810708 No operating BHRi 
utlllie eubj HMA relayt All potential problems wilt be 
corrected before startup. 

8HERU0DD, 0. 0 Oenaral Electric Co 82/04/01. DEYOUNOiR C 
Director's Office, Office of Inspection end Enforcement 4pp. 
12804, 001. 24X Fiche, 90-000,82/04/01,0204210137 


8204160493 First Interim deficiency rept re Henry Pratt valves w/o 
proper bracing, inltla lly reported 820310. Supplier drawing 
revision notice Ittuid to add proper angle braces to three 
valves. Final rept by B80489.Alee reported per Part 21 
MCOAUOHY, d P Mlssitaippi Power V Light Co. 82/04/09 

O'REILLY.d P. Region 2, Office of Director Spp 12706.147, 24X 

Fiche 90-416,82/04/09,8204160493 


6804220503 Reepends to IE Bulletin 60-06, "Engineered Safety Feature 
lEBFI Reset Controli," 6 801812 request for addl Info 
Required changee for Problem 0 fc AddJ i** “ 

Implemented. Info eupereedoi 820309 rrurnw u n 

DALE.L.F Hlsslitlppl Power tc Light Co. 02/04/16. DENTON, H R. 
Office of Nuclear Reactor Regulation, pirector, 2pp 
84X Fiche: 90-416, 02/04/16, 0204220903, 


12000 100 


"Survelllefiee of Hydraulic Bnubbtre, 


3202040143 IE Info Notice 82-12, 

N/encl *vc list, t 

dOROAN.E.L Dlvleion of Ena 1^^2040143 

£4pp 18073.001, 24 X Fiche! 90-OQO, 02/04/21, Ba0204;0l43 


02/04/81, 


DOCKET 90-417 ORAND GULP NUCLEAR STATION. UNIT 8 
A Appllcatton/comtructian stage documents U correspondence 


8204090409 FOIA request for documents re damage 1, repairs of reactor 
containment vaetel at Orand Oulf nuclear power station. 

STEWART, C Uaeteenlane United for Livabla Energy Policies. 
01/11/06. FELTON, J H. Division of Rules and Records. Ip 
12968 260 24X Fiche. 90-416, 81/1 1/06, 0204090409. 
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020405041^ fiefsotitf* partial 1(| to FOIA reqo*«t for docume-nti r» 
danaga A rtpalr» of reactor cantainisent veetel at Orand Oi/lf 
iiucitar pou»r itation Foruardj documents listed In App A 
Search not Completed M/o insp repts 

FELTDH» J M Olvliton of Rules and Records 8l/12f03 BTEWARTiC 
Jactsonians United for LivaDle Energy Policies 2pp 13549 869 
24X Fiehe 30-416.01/13/03,8304050419 


— 8204050422 "Effects of 780417 Tornado on Category I Structures at Orand 
Oulf Nuclear Station " 

a Bechtel Corp 78/07/31 9pp 12569 371 34X 

Fiehe 90-416.81/12/03.8204030419 


8204060035 Responds to Containment Sys 
supplies for hydrogen Ignition sys 
DALE, l_ F Mississippi Power It Light 
Office of Nuclear Reactor Regulation. 
24X Fiehe 50-416.82/04/01(8204060039 


Branch guastlons re power 

Co 8a/04-/01 DENTON. H 
Director 2pp 13939 310 


0204060086 Submits vendor analysis of containment alrloci sbaIi per 
811023 commitment Airlocks as currently designed ufrllice 
60 psig eir in inflatable seals Outer doors remain leak 
tlaht iif/36 psl H/both doors closed no leakage can occur 
DALE. L F Mississippi Power «< Light Co. 88/04/01 DENTON. M rt 
Office of Nuclear Reactor Regulation, Director 3pp 12331 I3U 

. a a a an jf\A /f\t oOTkArkt^nnaL. 




8304070102 Add! response to 811106 FOIA request for documents re damage 
<1 repairs to reactor containment vessel at Orand Culf 
nuclear pouer station. Search revealed no addl docunants subj 
to raquest N9C action complete 

FELTQN. J M Division of Rules and Records 81/12/OB STEHART, C, 
Uacksontans United for Livable Energy Policies Ip 12595 336 34X 

Fiehe 50-416. 01/12/08.0204070102 


8304060132 Advi ses that Util has decided not to proceed w/qu« li f » e at ion 
testing of optical Isolators to IEEE 323-7A Stds since 
Isolators qualified to requirements of TEEE 323-p „ 

DALE, L F Mississippi Power 6 Light Co 83/04/01 DENTOif. H H 

Office of Nuclear Reactor Regulation. Director 2pp 1231^ SV3 
oax Ffirhs' 50-416. 82/04/01 1 8S04060133 


8204230481 Discusses 830319 meeting u/utii in Atlanta. OA re review {. 
verification of field change notices for surveillance 
procedures 

LEH18. R C Division of Project & Resident Progratni 82/03/01 
8TAMPLET, N L Kisiissippi Power Vt Light Co. 3pp 13817 180 34X 

Flcha 50-416,82/03/01,8204330401 


S204070313 Responds to NRG 820219 1 tr ti submits addl Jnfo re roaetor 
core Isolation cooling fRCIC) testing Util B10407 Itr 
proposed three expanded RCIC tests 8. two addl tests be 
performed in lieu of proposed loss of ac power test. . 

DALE. L. F Mississippi Power 6 Light Co 03/01/08 aCHWENCEfl.A 
Licensing Branch 2 2pp 13872.008 24X Fiehe 30-416,02/01/03. 

8304070313 


8204010280 Forwards independent design review for 020311 meeting Info 
describes capabilities 6 experience of CVONA, overview of 
review to be performed. OA evaluation & imp I emente tlon audit 
ra new loads evaluation program 

HCOAUOHV.J P Klsilsilppl Power 6 Light Co 82/03/26 DENTON, H R 
Office of Nuclear Reactor Regulation. Director app 12477 030 
34X Fiehe 50-416.02/03/36,8204010200 


&804070210 Forwards position on proposed changes to BT8 informelty 
discussed w/Llcenilng Outdance Branch. 

DALE, L F llisilsslppl Power & Light Co 03/04/09 DENTON. H W 
Office of Nuclear Reactor Regulation. Director 3pp 12500. OBI 
a4X Fiehe 50-416,08/04/05.8204070210 


0204010337 Suirsarltes OA 6 design control practices Addl Info on QA 
6 design control programs 6 examples of objective evidence 
shewing satisfactory perfarmance end 

MCOAUCHr.UP Mississippi Power t. Light Co 83/03/26 DENTON. H. R 
Office of Nuclear Reactor Regulation, Director 635pp 13401 853 

24X Fiehe 50-116.08/03/26,0204010337 


6204070668 Requests reenalysis of vendor hydrodynamic loads in piping 6 
on control rod drive syt supports for worst case conditions, 
per Licensing Review Oroup II decision Notification of 
expected response date requested within? days 
SCMUENCER.A Licensing Branch 2 62/03/8? MCOAUOHV, J P 

Misslstippl Power 6 Light Co 3pp 12597 036 24X 

Fiehe 50-416.02/03/89.8204070668 


82043B0489 Notification of 620480 meeting w/utll In Port Oibfon.MS to 
conduct senior mgt review of plant readiness. 

HOUSTON, M.D Li tensing Branch 8 82/03/89 SCHHENCER, A Licensing 

Branch 8 4pp 18870 331 24X Fiehe 90-4 16. 82/03/8?. 8304380409. 


8204020308 Forwards "Summary Rept for Pacific Air Products Co Solenoid 
Mounting Platts, " in response to questions raised by seismic 
qualification review team during 880285 tilcon 
DALE. L F Mississippi Power it Light Co 88/03/31 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 3pp I 3496 ■ 803 
S4X Fiehe 50-416,88/03/31.8204080300 


■0304020310 "Bupmary Rept for Pacific Air Products Co Bolenoid 
Mounting Platts “ 

OESCOTEAUX. S> A . OREEN. R E International Energy Engineering. Inc 
82/03/10 ISOpp 12496 309 24X Fiehe 50-416,82/03/31. 

0204020308 


8301020429 Discusses effects of pressure in dryuell from hydrogen 
burn Drywell pressures predicted by CLA61X-3 computer code 
should be considered very conservetive 

DALE.L F Mississippi Power & Light Co 88/03/31 DENTON, H B 
Office of Nuclear ReactO'r Regulation, Director 2pp 18503 067 
21X Fiehe 50-416,88/03/31,0804020489 


8204050138 Forwerds fine! responee to NRG questions on fluid dynamics 
re hydrodynamic LOCA loads 6 propriatary "Orand Oulf 
Hydraulic Control Unit Floor Capability Proprietary 
Calculation " proprietary info withheld (ref lOCFRa 7901, 
TRICKDVICiR 8 Bechtel Corp 62/03/31 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 8pp 18931,345 S4X 
Fiehe' 50-416, 88/03/31. 8204050136 


0204060080 Submits justification for interim operation w/non “ Class 
IE pressuT* switches on fuel pool cooling I, cleanup pumps 

Power «, Light Co, 88/04/01 DENTON, H R 
Office of Nuclear Raactor Regulation. Director Spb. 18949' 321 
a4X riche. 50-416, 88/04/01, 0804060080 * 


— 0204070214 Proposed changes to STS re reactivity control eye 

# Mlislsslppl Power fc Light Co 81/12/10 30pp 1230Q 006 24lt 
Fiehe 50-416,08/01/05,0804070810 


0204070304 Discusses util position S' steps taken to raeoive NRC 
concerns re quantity of info available on containment 
atmosphere mixing during hydrogen generation event 
DALE, L F Mississippi Power 6 Light Co 08/04/05 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. 3pp 12571 890 
24X Fiehe 50-416, 08/04/05, 0804070304. 


6204070936 Forwards justi f Icetlon for Interim operation of 14 balance 
of-plant ^ 62 NSS6 devices not in compliance w/selsmic 
qualification review team criteria, 

DALE.L F Mississippi Power St Light Co. 62/04/09 DENTON. M R 
Office of Nuclear Reactor Regulation. Director. 5Spp 12577.001 
SIX Fiehe 90-416.02/04/05,6804070936 


0204810519 Notification of 680418 meeting w/utll In Bethesda.MD to 
discusB final stages of licensing 

HOUSTON, MD Licensing Branch 8, 08/04/03. SCHHENCER, A HcenKng 

Branch 2. 3pp 18011.190 24X Fiehe 50-416, 08/04/09, 0304210319 


0304180336 Discusses evaluation of suppression pool swell induced 
dynamic loads resulting from postulated dryuell hydrogen 
burn Loads associated u/phenomena enveloped by loads 
associated u/dbAs, 

DALE.L F Hlsfiisippl Power t, Light Co 08/04/06 BENTON. H R 
Office of Nuclear Reactor Regulation. Director, ISpp 12642!044 
34X Fiehe' 90-416, 03/04/06, 0204130396 


9204090301 Forwards final resolution of control room Humen Factor* 
Engineering Branch review deficiencies Remaining Items ultl 
be resolved by 030414 site visit or by fuel load 
DALE.L, F Mississippi Power & Light Co 02/04/07. DENTON. H It. 
Office of Nuclear Reactor Regulation. Director 14pp is687'36t. 
24X Fiehe 50-416.02/04/07,0204090301 


8204090382 Advises that vortex preoperationa 1 testing of E8F reslduol 
heat removal pump 8 was completed on 020223. 

DALE.L F. Mississippi Power 6 Light Co, 88/04/07 DENTON, H R 
Office of Nuclear Reactor Regulation. Director Spp- 12687:073. 
24X Flche 90-416,83/04/07,0204090302. 


620409D462 Forwards proposed Tech Spec Page 6 3 re plant staff working 
hours, incorporating changes noted In 020216 FR notice. 

''Publication of Policy re Nuclear Power Plant Staff Working 
Hours. " 

DALE,L. F. Mississippi Power b Light Cq 62/04/07. DENTON. H R 
Office of Nuctsar Raactor Regulation, Director Ip, ' 12629.360. 21X 

Ficbi. 90-416, 02/04/07, 0204090462 


8804180197 Forwards reiponte to 680118 trip rapt of audit of 
documentation re environ qualification of electrical 
equipment, per NURE0-O9Ba. Interim operation justified 
DALE, L. F. Mississippi Power (, Light Co. 68/01/06. TEDESCO. R I. 

Afslstent Dirtcior for Licensing, 51pp, 18636:115 24X 

Fiehe: 90-416, 88/04/06, 0204120197, 
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6204120163 Submit* addl info re environ qualification betting of 
Ignttert to be uied in hydrogen ignition eye 

OALE< L F Kissnsippi Power & Light Co 02/04/08 DENTON. H 
Office of Nuclear Reactor Regulatiorii Director 2pp, 12636 108 
24X Fiche 80-416.02/04/08,0204120102 


8204130273 Responses to NRC 920327 request for addl info re fast scram 
hydrodynamic loads in piping it on supports of CRD sys 
Required mod to design of pipe supports in CRD sys 
accomplished Response to 02032? I tr eipected by 820520 
DALE.L F ill ssi ss ipp 1 Power t< Light Co 02/04/07 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 12697 328 
24X Fiche 80-416.02/04/07,8204130273 


8204130312 Advises that 3/4-inch M0IV loop control sys instrument 
lanslng lines for pressure transmitters E32-PT-N081A, E, J, N t. 
E32-PT-N052A, E, J. N provided lu/manual root valves Four root 
valves will be replaced w/inator operated valves 
DALE. L F Mississippi Power 6 Light Co 02/04/07 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 1265? 391 
24X Fiche 80-416,02/04/07,6204130312 


6304160425 Forwards revision to in-plant safety relief valve test 
program proposed in util 020318 Itr Revised program provides 
four single valve actuations b four multiple valve 
actuation* Revised plan will be submitted by 020601 
DALE. L F Mississippi Power J< Light Co B2/04/13 DENTON, H R 
□fflce of Nuclear Reactor Regulation. Director 4pp 12707 076 
a4X Fiche 90-416.02/04/13,6204160428 


0204160132 Oenerlc Ltr 02-07 to all QWH plant licensees i applicants re 
traosiTii tta ] of NUReG- 0707 relative to Oinna tube rupture 
W/o end NUREO List of NRC recipients encl 

eiBENHUr.DO Division of Licensing 02/04/18 Commonwealth 
Edison Co 7pp 12787 176 24X Fiche 80-000,82/04/15,8204160132 


0204220367 Forwards addl info re independency of Cygna Energy 6vcs & 
Bechtel No vested interest in design control scheme for 
reactor facility determined 

DALE.L F Mississippi Power i, Light Co 02/04/16 DENTON, H R 
Dfrite of Nuclear Reactor Regulation. Director 2pp 12000 003 
247 Fiche 50-416,02/04/16.0204220367 


0204200225 Forwards Amend 55 to It cense appl i cat Ions, consisting of 
Amend 55 to F8AR Responses to NRC questions 1. miscellaneous 
raflnements of design inf o. Inc 1 uding revised PblDs end 
HCOAUOHY, J P Mississippi Power & Light Co 02/04/t? DENTON, H R 
□fflce of Nuclear Reactor Regulation, Director Ip 12743 342 24X 

Fiche 50-416,82/04/17,8204200225 


— 820420D233 Amend 55 to license application 

rtCOAUOHY, J P Mississippi Power 6 Light Co 02/04/13 2p p 

12743 343 24X Fiche 50-416,02/04/17,0204200223 


82C4300101 Forwards Info packages identified in util 620419 ttr 
supporting justification for interim operation of equipment 
not qualified to seismic qualification review team criteria 
DALE.L F Mississippi Power Light Co 8S/04/26 DEMTON.H R 
Office of Nuclear Reactor Regulation. Director 4pp 12670 107 
24X Fiche 50-416,82/04/26,0204300101. 


— 8204300113 Revision 1 to "Grand Oulf MSIV B21-F022 «, B2I-FO20 Addl Info 
Supporting Justification far Interim Operation " 

Justification for inttrlm operation for HFCB Valves 
E22-F001,F004,F0l0.FOll,FOt2,F0IS (. F023 end 

KUMAR. K , 8INHA, U N , EH8AN, H Oenaral Electric Co 02/04/17 
23pp 12070 193 24X Fiche 90-416,82/04/26,8204300101 


— 3204300121 "Grand Oulf Units 1 2 Qelsmic Qualification Evaluation 

Class IE Equipment KPC8 Diesel Generator Sys. '* preliminary 
rept 

SKERBIN.N C . BCHKID.C . LUrIA.N General Electric Co. 82/04/20 
4Dpp 12070:217 24X Fiche 30-416. 02/04 /26. 8204300101 


— 0204300139 Revision O to "Seismic Oual i flea t Ion Analysis for Series 201, 
Instrument 6 Control Switch." 

* NUTECK (Nuclear Technology, Inc >. 02/04/20 10pp 12870 297 

24X Fiche 90-416. 82/04/26, 0204300101 


— 8304300149 "Grand Oulf Units 1 Si 3 Seismic Qual 1 f icetion Re-ev*luatioi> 
Class IE Equipment Control Room Panels." 

LAYNE. I a Science Applications, Inc KARDY, R U , HA88AN, S E 

General Electric Co 01/04/23. 23pp 12870 279. 24X 

Fiche SO-416,02/O4/36<02O43{]O1O1 


-0204300193 "Qualification Insp of eories 20K Instrument S< Control 
Switch to EBC-STD-lOOOiRsvtslon I " 

THOMPSON, H P , BELL.ME Electro Switch Corp 2392-10. 00/11/06 

40pp 1 2890 270. 24X Fiche. 9(3-4 1 6, 82/04/26, 0204300101 


--02D43OO165 "Rept of Test on Seismic Vibration Testing of Switches P/N 
20KB-1124A4 for Electro Siuitch Corp " 

TERVO, R I OILFOYjH > TOLFiM U Environmental Testing Corp 
14373-4 78/01/14 16pp 12070 341 24X Fiche 50-416,82/04/26, 

0204300101 


— 0204300171 "Rept of Seismic Qualification Tests of Series 10 t< Series 
20 S-witehes " 

a Electro Switch Corp 1981-2. 79/11/20 8pp. 12890 357 24X 

Fiche 90-416,82/04/26, 0204300101 


— 0204300177 "Rept of Test .on Belsmic Vibration of Electro P/N 10KB2212C 
for Electro Switch Corp." 

MARTINIiK . GILFOY, R , TOI-F, H L Environmental Testing Carp 
11944-A 79/11/14. 33pp 13091 •003 24X Fiche 50-416,82/04/26, 

8204300101 


B2O4S2O306 Forwardk addl info requested by Equipment Qualification 
Drench re justification for interim operation for 
equipment not qualified to seismic qual if ic atlon review 
teem cr 1 terla 

DALEiL F Mississippi Power b Light Co 82/04/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 350pp 12007 001 

24X Fiche 50-416,02/04/17,0204220386 


8204210275 Generic Ltr 02-09 to ell power reactor 1 icensees , app licants 
for DL, NSSS vendors b reactor vendor* re environ 
qualification of safety -related electrical equipment 
NRC position re qualification requirements end 
EISENHUT.DO Di vl 1 1 on o f LI c e ns Ing 62/04/20 HAUBPURO, A 

Consolidated Edison Co of New York CROUSE, R Toledo Edison Co 
lapp 12662 337. 24X Fiche 50-000,62/04/20.6204210275 


02O4SJO267 Forward* responses to Chemical Engineering Branch questions 
re equipment survivability per V Benaroya 020330 memo Addl 
info re Issues raised during 620412 b 13 telcon* provided 
DALE.L F Mississippi Power b Light Co 62/04/20 DENTON. H R. 
Office of Nuclear Reactor Regulation, Director 13pp 12016 136 
24X Fiche 50-416,82/04/20,6204230267 


0204230479 Forwards proposed revisions to FSAR Section 13 2 
Incorporation of any changes will be made pending receipt of 
further NRC guidance requested Informaily re post-OL FSAR 
amend s 

DALE.L F Mississippi Power b Light Co 82/04/21 DENTON. H R. 
Office of Nuclear Reactor Regulation, Director 28pp 12819 326 
24X Fiche 50-416.02/04/21,8204230475 


— 0204300184 “Rept of Test an Belsmic Vibration of Electro P/N 10LB321S( 
for Electro Switch Corp " 

MARTINI. K , OILFOY.R , TOLFiM L Envlronmentel Testing Corp 
11744-B 79/11/14. 9p p , 13871 036 24X Fiche- 90-416,02/04/26, 

0204300101 


— 8204300190 "Rept of Test on eelsmic Vibration of Electro P/N 10LI)&206 
far Electro Switch Corp " 

MARTINI, K , GILFOY, R , TOLF, M. L Environmental Testing Carp 
11944-C 75/11/14 9pp, 12871.049 a4X Fiche 50-416.02/04/26, 

8204300101 


—0204300173 "Rept of Test on Seismic Vibration of Electro P/N 20KB221C 
far Electro Switch Carp " 

MARTINI, K , GILFOY, R , TOLF, M L Envlronmenta 1 Testing Corp. 
iI744-D 75/11/14 7pp 12871:054. 84X FI e he: 80-416, 02/04/26, 

0204300101 


— 0204300209 "R«pt of Test on Seismic Vibration of Electro P/N 20La22CN 
for Electro Switch Corp Justification for interim 
operation of preesun indicators a21-ROO9/R009 encl. 

MARTINI, K . OILFOY.R., TOLF, M. L. Environmantal Testing Corp 
11744-E, 75/11/14, 12pp 12091:063 24X Fiche. 80-416,82/04/26, 

0204300101. 


-0204300212 "Seismic tc Hydrodynamic Loade Raqual if icat t on Certlflcati 
MORTON. R P , BRDCATO, V J Mlssieelppl Power b Light Co 62/04/2Q 

7pp. 1209 1 079. 24X Fiche' 00-416, 02/04/26, 0204300101 


0204280272 Forwards responses/dar if i ca t ions to issues discussed in 
FSAR Info should be used in harmony w/tables referenced in 
Section* 14 2 12 3 14 b 14 2 12 3 27 of FSAR Amend 55 
DALE, L F. Mississippi Power b Light Co. 82/04/26 DENTON. M R 
Office of Nuclear Reactor Regulation. Director, Itpp 12870 092 
24X Fiche 50-416,02/04/26,8204200272 


0204290392 aubmlts addl Info clarifying ACR3 action item* rs control 
rod drive b e thaust lines located in vicinity of RCB piping 
per 820114 1 tr, Supp arting h piping util perform design 
function under postulated affects of jet impingement. 

DALE.L. F, lilttissippl Power b Light Co 02/04/27 DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp, 12081,399 

a4X Fiche. 50-416, 02/04/27, 8204290392 . wot 
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E NRC Saffftg Evaluailon Rtpart {SER}i tuppit & corraspanddnct 


SaO4090251 Foruard* in^a r# lafatg-ralatad display instrumantatlon t< 
pof t-aecldant nianltoring a<iuipm*nt in rtsponsa te Suppl It 
SER 

OA<.e<L F Histlsslppl Pouar ft Light Co B2/04/01 OENTON.H R 
Off tea of Nuelaar Raactor Ragulatlorii Dirac ter I3pp 189S9 026 
S4X Fleha 90-4161 ea/OtZ-Ol. 6204090351 


3804060109 Forwards “Coaparlson of Ftnlta Elarsant & Lumped Paramatar 
Soil Struetura Interaction for Orand Oulf Power Bloet 
Strueturat” addressing Confirmatory Item 1 10(4> in BERi 
NyfiEO-0831 

DALE.L F Mississippi Pouar b Light Co BS/OA/02 DENTON. H R 
□fflca of Nuelaar Reactor Ragulatlon. Director 98pp 18953 398 
S4X Fleha 90~4t6i 82/04/02. 8204060109 


8304070197 Forwards raapenses or clarifications to Outstanding Issues 
1.9181 tc 1 9191 b Confirmatory Issue 1 10131) discussed in 
SERr NOREO- 0931 FBAR ravlslons also discussed 

OALE.L F Mississippi Power b Light Co 82/04/05 DENTON. K R 
Office of Nuclear Reaeter Rigulation. Olraeter 9pp 12599-075 
24X Fleha 50-416.82/04/05,8204070197 


8304090328 Foruardl revlsod Enel 1 to util 980409 I tr traneinltt 1 ng Info 
ra 8£Ri NURE0-0831.Outitandtng Issuas 1 918) b 1 919) 

Change! do not alter conclusion on eontalnnent purge 
isetatton valve oparabtllty 

DALE.L F HlfftSftppI Pouar b Light Co 82/04/06 DENTON.H fi 
Office of Nuclear Reactor Rcgulationi Director 9pp 12627 211 
84X Flcht 50-416.82/04/06.8204090328 


8304130309 Dlecussee SER. NUREO-0631 re deelgn mod to RHR containment 
spray time delays Design mod appropriate approach bo human 
factor b containment/plant deiigti standpoints Subsection 
7 3 1 1 4 4 to F8AR will be Incorporated Into Amend 99 
DALE, L F. Mississippi Power b Light Co, 92/04/09 DENTON.H R 
Office of Nueleer Reactor Regulation. Dirac tor 2pp 12697 349 
34X Fleha 50-416,82/04/09,8204130309 


8204130316 Discusses response to NRC Ouestion 40 40 of SER Item 
1 10<231 Sound level measurements required to provide 
ad'equeie ecmmunlcatien should be performed during power 
iseenslon testing phess instsed of preoperetlanal phase 
DALErL F Mississippi Power b Light Co 82/04/09. DENTON.H R, 
Office of Nueleer Reactor Regulation, Director 2pp 13697-353 
4X Flehe'80-416, 82/04/09, B304I303I6 


F Security, medical, emerganey b fire protection plans 


9804230308 Discusses inherent problem u/4-wire emergency notif 1 cal Ion 
sys telephone circuit To prevent lockup, util should ensure 
that second call is not es tab lished within 20-s after 
original call 

8T0HR, J P Division of Emergency Preparedness b Operational Support 
82/01/29 OHRIOiR E Florida Power b Light Co 4pp 12816 133 
24/ Fiche 50-000,82/01/29,8204230308 


8204230420 Responds to questions re nature of response during 
emergtneyi NRC role during emergency b need to effectively 
interface w/licensee organliation at technical support ctr b 
amergency operations facility during response to emergency 
8T0HR, J P Division of Emergency Preparedness b Operational Support 
82/01/29 LIHRlOiR E Florida Power b Light Co 7pp 12819 264 
24X Fiche 9 O-OOO 1 B2/0i/29, 8204230420 


8204230472 Discusses schedule of Info to he submitted by utils in 
advanct of emargeney preparedness exercise Appropriate state 
b local agencies should be informed well in advance of 
axerclees to facilitate participation 

STOHR.JP Division of Emergency Preparednees b Operational Support 
82/01/89 UHRlOi R E. Florida Power b Light Co 4pp 12014 294, 
24X Fiche 50-000,82/01/29,8204230472 


0204090262 Forwardi "Evaluation of State of MS Site-Specific 
Radiological Emergency Responte Plan for Orand Oulf Nuclear 
Power Station ■' Memo, plan exercise critique b interim 
findings and 

KRIMM, R N Federal Emergency Management Agency 82/03/29 

(JRIME8. B Division of Emergency Preparednees 2pp 18623 3tl 24x 

Fiche 90-416,82/03/29,8204090262 


— 8204090266 Evaluation of State of MB site-specific radiological 
emerganey reepanee plan for Orand Oulf Nuclear Power 
Station 

MAY, H D Federal Emergency Management Agency 02/03/09 64 od 
12628 3SS 24X Fiche 50-416,82/03/29,8204090262 


8804090192 Requests copies of 1 ic eniee/eppl 1 c ant requests for 
extension or sxsmption re implementation of I0CFR73 21 
Only Haddam Neck b Millstone have submitted fees b fee 
forms. 

TREMPERrL License Fee Management Branch 82/04/05 Office of 
Nuclear Raactor Ragulatlon, Dlractor Ip 12633 260 24X 

Fleha 50-000,82/04/05,8204090152 


1260262 Forwards “Tf»t Rapt HPCB Power Supply Unit." 
enetitutee closure of SER Item 1 10(241 
ALE.L F Mississippi Power b Light Co 82/04/14 
fflee of Nucieer Reactor Ragulatlon. Director 2pa. 
34X Fiche 50-416,82/04/14,8204260262 


' Regt 

DENTON.H R. 
12843 266 


8204860266 "Test Rept HPC8 Power Supply Unit " Four overt lie figure* 
end Aperture cards are available in POR. 

HLEPPERr I I SHEEL.A , 6TRAMBACK,<7 8. Otnerel Electric Co 
82/04/14 47pp 12B43 269 24X Fiche 80-416, 92/04/14, 8204360862 


04200343 Forwards responie to SER Item i 11(17) re post-accident 
sampling b draft chamiitry proeadure for astimatlng core 

damage 


DALB.U, F. Mlsilftlppi Power b Light Co 82/04/15. DENTON, H. R 
Office of Nuclear Reactor Regulation, Dlroetor, 19 »b 12736-311 

24X Flcht. 50-416,82/04/15, 0204200343 


B204300406 Submits comments on draft SER Items re emergencu 
preparedness procedures 

DALEiL F. Hiitlstippi Power b Light Co 82/04/20 DENTON, H R, 
Office of Nuclear Raactor Regulation., Dlractor 4pb 12887 802 

24X Fiche 80-416,92/04/20,8204300406 


0204230256 Ack receipt of 020319 Itr in response to NRC 820129 b 0212 
Itrs re particulars of Rigion 2 response to emergency 
Subsequent insp (Repts 50-416/82-84 b 90-417/02-08) 
performed on 020324 to review Interface beneficial 

STOHfi.J P Division of Emerganey Preparedness b Operational Support 
82/04/06 OALEiL F Mississippi Power b Light Co Ip 12018 041 
24X Fiche 50-416,02/04/06,0204230256 


■8204230270 Responds to NRC 820129 b 0812 Itrs re items required to 
perform emergency duties Provisions for space b equipment 
are based on site-specific eharae ter i at ic * b design All 
Items In NUREO-0696 are not technically feasible 
DALBrLF. Mississippi Power b Light Co 82/03/19 8T0HR, J P 
Region 2, Office of Director 2pp 12818*042 24X 

Fiche- 50-416, 82/04/06, 8204230256 


8204150440 Forwards "Panetretor 10 Rotating Directional Siren 
Installation, Operation, Halnt b Part* Manual" b '‘Verification 
of Slran Alerting 8y*, " in support of expanded alerting b 
notification tys Related info end 

DALE, L F Mississippi Power b Light Co 82/04/08 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 9pp 12684 109 
84X Fiche 50-416,82/04/08,0204150440 


8204260152 Forward* rasponss to 810416 request for add! Info re contro 
sy* failures svaluatlon, updating SER Item 1,11(10) 

(MURE0-0B31) info 

MLEiL F Mississippi power b Light Co 82/04/82 DENTON.H R. 

Rsgulatlon, Director, 4pp 12838: 183, 

atX Flcht.80-416, 98/04/22, 8204260152 


8204260810 Forward* raspont** to issuee raised in 9ER, MURE(7-O03t re 
propoied ravlstoni to F8AR Section 13 I, 

2T„ i? Rffgul«Uonr Oirtetor Qlpp, 12037:277 

MX Fichte 90-4167 82/^04/22,8204260210 


82042^042 Advisee that Bailey b Rothestsr balance ef elant/PO CO 
devleecars adequately qualified to ensure essential post- 
accident info will be provided to control room epereter* 
i"**!!* «P«T*dons por BER Itani 1,10(17), 

a##l« of DENTON, H.R. 

Saw e, aS^!***^ Reactor Ragulatlon, Dlroetor. 2pp 12682:860 
24X Flelif, 50-416, 98/04/87, 8204290042, iwBoa. aow 


--B204150444 "Var I f leatlon of Siren Alerting Sys " 
* Acoustic Technology. Inc. 82/04/08 90pp 
Fiche- 50-416, 82/04/09,8804190440. 


12684 132 


84 X 




(ref 10CFfi2 790> w. » 

STAMPLEY, N L, Miseiielppl Power b Light Co 82/04/09, DENTON, H.R 
OfPice of Nuclear Reactor Regulation. Director. 3 pp 12695-004, 
84X FIehe, 50 - 416 , 82/04/09, 8804130069, 


BS04I60467 Forward* fire protection program including raspontas to NRC 
queetloni b guldanea in fire protactlon, 

DALE, L. F tlisslssippi Powar b Light Co 82/04/14 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 8pp. 12706:117 
84X Fiche: 50-416, 82/04/14, 8204160467 


—0204160473 Fire protection program 

* Hlitlssippt Power b Light Co, 82/04/14. 
Fiche; 50-416,82/04/14, 8204160467 


lepp. 12706:119 84X 
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^ U'tllltg Pin«l Safvtg Analysis flepart <FBAR) & amends 


g20<'200S29 Faruards Amend 55 ta llcanse app 1 1 cations, consisting of 
^tnd 55 tO' FBAR Responses to NRC questions & mlscel laneaus 
refinements of design info, inc 1 uding revised P&IDs end 
rlCOAUCHY, J P Mississippi Power ti Light Co 82/04/19 DENTON. H R 
Offlse of Nuclear Reactor Regulation, Director Ip IS743 342 24X 

plche 50-416,82/04/19,0204200229 


^.<8204200239 Amend 95 to F3AR Thirty— one oversiie drawings end Aperture 
cards are available in PDR 

» Hlssisilppl Power «■ Light Co * Middle South Utilities, Inc - 
Middle South Energy, Inc 02/04/30 1, SOOpp 12743 347 24X 

Ftche 50-416,02/04/19,0204200225 


0204290290 Forwards affidavit of svc of distribution of Amend 59 to 
F9AR, per NRC 700627 Itr 

DALE:,L F lllsfisilppl Power Light Co 02/04/27 DENTaN,H R 
Office of Nuclear Reactor Regulation, Director app 12031 357 
24)t Fldie 50-416,82/04/27,8204290290 


a Inspection reports, IE Bulletins & correspondence 


8204230313 Submits final response to IE Bulletin 80-25, “Operating 
Problems w/Target Rock Safety Relief Valves at BURs " 

Solenoid actuator assemblies reinstalled t, tested 
success ful ly 

HCOAUOHY, J P Mississippi Power ti Light Co 82/01/05 

O'RElLLYr J P Region 2, Atlanta, Office of the Director {81/03/011 

2pp 12816 123 24X Flche 50-416,82/01/05,9204230318 


8204230296 Act receipt of 020319 Itr in response to NRC 8S0129 b 0212 
Itrs re particulars of Region 2 response to emergency 
Subsequent insp (Rcpts 50-416/82-24 4. 50-417/02-031 
parformed on 020324 to review intarface beneficial 

STOHR, J P Division of Emergency Preparedness I, Operational Support 

82/04/06 DALEiL F Kltsisslppl Power b (Light Co Ip 12818 04l 

a4X Ficba 80-416.02/04/06.8204230256 


8202040142 IE Info Notice 02-ll> “Potential Inaccuracies in Hide Range 
Pressure Instrumenti Used in |4est Inghouse Designed Plants “ 

Svc list enc 1 

JORDAN, E L Division of Engineering b Quality Assurance 82/04/09, 
63pp 12870 342 24X Flche 50-000,82/04/09,8202040142 


82D4230S38 Act receipt of 820336 Itr informing NRC of steps taken to 
correct violation noted In IE Insp Rept 50-416/82-08 
LONG, P J Division of Project & Resident Programs 02/04/09 
STAMPLEV.N L Mississippi Pouor t. Light Co ip 12813 349 24X 

Fi Che. 50-416. 02/04/09,0204230538 


— 820423054B Forwards IE Insp Rapts 90-416/82-08 b 90-417/82-04 on 
820202-05 5 no ties of violation 

CANTRELL, F Region 2, Office of Director 82/02/25 

8TAHPLEY. M L Mississippi Power b Light Co 2pp 12813 349 24X 

Flche 50-416,82/04/09,8204230538 


“8204230558 IE Insp Ropts 50-416/82-08 it 50-417/82-04 on 820202-05 
Noncomp 1 lance noted failure to initiate malnt, insp 5 test 
program for fuel facility fire protection equipment b sys 
MILLER. M H , CONLON, T E Division of Engineering b Technical 
Programs 02/02/19 Bpp 12813 352 24X Flche 50-416,02/04/09. 

0204230538 


6204230334 Responds to IE Bulletin 79-14, “3elsmlc Analysis for 
As-Built Safety-Related Piping Bys " All accepted components 
Inspected to revised const program requirements which meet 
bulletin insp element requirements Program acceptable 
DALE.L F Mississippi Power b Light Co 82/01/15 O'REILLY, J P 
Region 2, Atlanta, Office of the Director (81/03/01) 16pp 
12016 080 24X Flche 50-416,02/01/15,8204230334 


8304140442 Forwards IE Info Notice 82-09, “Cracking in Piping of 
Makeup Coolant Lines at DbU plants," to be reviewed for 
possible app 1 Icabl 1 i ty 

O'REILLY, JP Region 2, Office of Director 62/04/13 UHRIO.R.E 
Florida Power b Light Co 4pp 12666 251 24X 

Fiche 50-000,82/04/13,8204140442 


6204140261 Forwards IE Insp Repts 50-416/82-15 b 50-417/82-05 on 
820223-26 Ito none omp Ha nee noted 

CANTRELL, F Division of Project b Resident Progremt 02/03/17 
STAHPLEY.N L Mississippi Power b Light Co. Spp 12663 395 24X 

Flche 50-416.63/03/17.8204140261 


--8204140269 IE Insp Repts 50-416/82-15 fc 50-417/82-05 on 820233-26 Mo 
noncomp 1 lance noted Major areas inspected structural 
concrete, SI te preparation b foundations 

HARRIS, J R , CONLON, T E Division of Engineering b Technical 
Programs 82/03/16 3pp 12663 397 24X Fiche 90-416,83/03/17, 

6204140261 


8304220503 Responds to IE Bulletin 80-06, "Engineered Safety Feature 
CE8F) Reset Controls," b 801212 request for addl info. 

Required changes for Problem 8 b Addl Items 1 Ii 2 
Implemented Info supercedes B20305 transmittal 

DALE, L F Mississippi Power b Light Co 82/04/16 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 2pp 12808 100 
24X F i c h e - 90- 4 1 6, B2 /04/ 1 6. 8S04220503 


8202040143 IE Info Notice 82-12. "Surveillance of Hydraulic Snubbers '• 
H/tncl svc list 

JORDAN, E L Division of Engineering b Quality Assurance 82/04/31 
64pp 12873 001 24X Flche 50-000,83/04/21,8202040143. 


6204140291 Forwards IE Insp Repts 50-416/82-16 b 90-417/82-06 on 
620223-26 No noncomp I lane e noted 

CANTRELL, F 3 Division of Project b Resident Programs B2/03/18 

STAHPLEY, H L Mississippi Power b Light Co 2pp. 12664 265 24X 

Fteho 50-416,82/03/18.8204140291 


8204290263 Forwards evaluation of high energy line breaks b 
consequential control sys Failures (IE Info Notice 79-22 
Bummary Rept), In response to NRC 610416 Itr 

DALE.L F. Mississippi Power fc Light Co 82/04/26 OENTQM.H R 
Office of Nuclear Reactor Regulation, Director 28pp 12863 353 
24X Flche 50-416,02/04/26.8204290263 


-6204140296 IE Insp Repts 50-416/03-16 b 50-417/82-06 on 820233-26. Mo 
noncomp llanca noted Major areas inspected fire protection 
of cable trays, review of QA procedures b quality records 
for electrical components 

OIBBONS, T 0 , CONLON, T E Division of Engineering b Technical 
Programs 83/03/16 3pp 12664 267 24X Fiche 50-416,82/03/10, 

8204140291 


0204140372 Forwards IE Info Notice 82-08, “Check Valve Failures on 
Diesel Oenerator Engine Cooling Sys “ No action or response 
requested 

O'REILLY, J P Region 2, Office of Director 82/03/26 UHRIO,R E 
Florida Power b Light Co 4pp 12670 311 24X 

Flche: 50-000, 02/03/36,8204140372 


0304140435 Forwards IE Info Notice 03-10, “Following Up Symptomatic 
Repairs to Assure Resolution of Problem " 

O'REILLY, J P Region 2, Office of Director 83/03/31 UHRIO. R E 
Florida Power i. Light Co 4pp 12670 009 24X 

Flche 90-000, 82/03/31, 8204140439 


8304330229 Responds to IE Bulletin 80-24, "Prevention of Damage Due to 
Mater Leakage inside Containment " During LOCA or lost of 
offeito power, selective loads will be isolated from plant 
svc water sys t, be supplied by standby svc water 
DALE.L F. Mississippi Power b Light Co. 03/03/31. O'REILLY, U P 
Roglon 2, Office of Director 6pp 12817 341. 24X 

Flche 90-416,02/03/31.8304230339 


8 Reportable occurrences, LERs t, related correspondence 


8204020441 Final deficiency rept re incorrect settings of pipe support 
mini-springs utillicd in safety-related b ba 1 ance-of-plant 
ays, Inl t lal ly reported on 611113 Springs reset b purcliase 
specs revised. Also reported per Part 21 

a Mississippi power b Light Co 82/03/19 O'ReiLLV.J P Region 2, 
Office of Director, Bpp 12503 046 24X Fiche 90-416,62/03/15. 

6204020441 


8204020504 Interim Deficiency Rept 3 for PRD-61/44 ra unqualified 
Bettis air actuators on Henry Pratt valves, originally 
reported on 811029 Seals, lubricants b coating oti pins b 
rollers to be upgraded prior to operation Final rept 020420 
MCOAUOHY.O P Tennessee Valley Autliority 02/03/15 O'REILLV.J P 
Region 2, Office of Director, 4pp 12500 330. 24X 

Flche 50-416.82/03/15,8204020504. 


6304020360 Supp 1 to final deficiency rept re Rosemont Model 510 DU 
trlp/calibr units b Model 1192 pressure transmitters, 

Initially raporttd 600327 Model 1192 repaired b Model 910 DU 

returned to manufacturer Aleo reportable per Part 21 

MCOAUOHY, J P Mississippi Power b Light Co. 82/03/19 

O'REILLY, J P Region 2, Office of Director 4np 13494 273 84X 

Flche. 90-416, 82/03/1?, 8304020380 




ei,iusuaujoo wuppi go final deficiency rept re Rosemount 510 
units drawing more current than spec i fled, 1 nltla 1 ly 
reported 790904 Power supplies being rep lac ed. A1 so 
reportable per Part 21 

MCOAUOKY, J p Mississippi Power b Light Co 83/03/22. 

O'REILLY, J,P Region 2, Office of Director 5pp 12503 167 

Flche 50-416, 63/03 /2a.02O4O 203* 3 


24X 
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83040B0200 Final daflclancy rept re delay in Delaval standby dleiel 
generator pneumatic 1 ogle i orig 1 nal Ig reported on SIIS3I 
High cranlcate proeeure trip deleted during emergency mode 
Alarm Indications retained Not reportable per 10CFR50 5So 
HCOAUQHY.J P Hlssisslppl Pouer & Light Co B3/03/33 

O'REILLYnJ P Region 2, Offlct of Director 4pp 12A03 36-4. 24X 

Flche 30-416. 83 /•03/33, 820^080380 


G304080346 First Interim deficiency rept re unqualified NAMCO limit 
siuitch esi in 1 1 ia 1 ly reported 820229 Unqualified sieitchet that 
perform eaf etyrelated function will be replaced Nett rept 
by 82041'? Also reported per Part 21 

(ICOAl/OHY. U P Hlssisslppl Pouer & Light Co 82/D3/'26 

O'REILLY.J P Region 2. Office of Director lOpp 13602 337 24X 

Fiche 30-416,83/03/26.8204080346 


G20416033S Final deficiency rept re discrepancy in installation of 
hydraulic control unit (HOC > mounting bol tsr ini t la 1 1 y 
raported B20303 HCU welded to support steel where bolts 
missing Sc impossible to install 

HCOAUOMY.J P Hlssisslppl Power & Light Co 82/04/01 

O'REILLY.J P Region 2, Office of Director 4pp 12706333 24X 

Flche. 50-416. 82/04/01. 8204160333 


8204310137 Part 21 rept re HHA relays u/contact leads not fully 
Insulated, ini t i a I ly reported B1070BNa operating SURs 
utlllie tub j KHA relays All potential problems will be 
corrected before startup 

SHERWOOD. 0 0 Oeneral Electric Co 82/04/01, DEYOUNO, R C 
Director's Office, Office of Inspection and Enforcement 4pp 
12804 001 24X Flche 30-000,02/04/01,8204210137 


Q Inspection reports. IE Bulletins t. correspondence 


8204190363 Forwards IE Info Notices 82-09, "Cracking in Piping of 
Hakaup Coolant Lines at B&M Plants" t. 82-10, "Fallowing up 
Symptomatic Repairs to Assure Resolution of Problem " No 
written response required 

HAYNES, R C Region 1, Office of Director 82/03/31 □ 'TOOLE. J 0 

Consolidated Edison Co of New York UDERlTZiR A Public Service 
Electric & Oes Co of New Jersey HAIER, J E Rochester Oas t. 
Electric Corp 5pp 12682 240 24X Fiche 50-000,82/03/31. 

8204190363 


0204150462 Forwards IE Bulletin 62-01, "Alteration of Radiographs of 
Walds in Piping Subassemblies " No written response 
required 

HAYNES. R C Region 1, Office of Direct or 02/03/31 O'TOQLE. J 
Consolidated Edison Co of New York MCNEILL. C A Power Authority 
of the State of New York UDERITZ.R A Public Service Electric 1. 

Oas Co of New Jersey 6pp 12683 234 24X Plche 30-000.02/03/31, 

0204130462 


8302040142 IE Info Nptici 82-11, "Potential Inaccuracies in Wide Range 
Pressure Instruments Used in Westlnghouse Designed Plants ” 

Sve list and 

JORDAN. E L Division of Engineering S, Quality Assurance 82/04/09 
63pp 12078 342 24X Fiche 30-000.82/04/09,8202040142 


8202040143 IE Info Notice B2-i3, "Surveillance of Hydraulic Snubbers 
W/eitc 1 SVC 1 1 St 

JORDAN, E L Division of Engineering k Quality Assurance 62/04/21 
64pp 12873 001 24X Fiche 50-000,82/04/21,8202040143 


8204160453 First interim deficiency rept r* Hanry Pratt valves u/o 
proper brae i ng> i ni tia 1 1 y reported 620310 Supplier drawing 
revision notice issued to add proper angle braces to three 
valves Final rept by 020429 Also reported per Part 21 
MCOAUOHY.J P Hlssitiippi Power t> Light Co 82/04/09 

□'REILLY, J P Region 2, Office of Director Bpp 12706 147 24X 

Fiche 30-416,82/04/09,8204160483 


DOCKET 30-423 HILLSTGNE NUCLEAR POWER STATION, UNIT 3 


A Appl Ication/conitruc t ion stage documents b correspondence 


8204080591 Summary of 820223 mssting w/utit b B&M 

Enginssrlng Corp In Bethesda.MD re unit F8AR & OL stage 
environ rept 

ORANT, J Licensing Branch 1 82/03/04 Licensing Branch 1. 4pp 

12618’ 242 24X Flche 30-423,82/03/04,8204080591 


>4210293 Generic Ltr 82-09 to all power reactor 1 1 censeea, app 1 1 cant s 
Por OL. MSSB vandors & rsadtor venders re environ 
(ual 1 f ication of safety-related electrical equipment 
IRC position re qualification requirements end. 

;i8ENHUr, D 0 Division of LI earning B2/04/20, HAUSPURO, A 
Consolidated Edison Co of New York JOHNSON, W P, Yanket Atomic 
Electric Co. 18pp 12862 337 24X Flche 50-000,62/04/20, 

8204210293 


Utility Environmental Report (ER), amends b correspondence 


204080591 aummary of 820223 meeting w/utH b SbW 
Engineering Corp In Bethesda.MD re unit F6AR b OL stage 
environ rept 

ORANTrJ Licensing Branch I, 62/03/04 Licensing Branch 1 4pp 
1S61B 242 24X Flche. 50-423, B2/03/04. B2040QOS91 


I Financial information 


6204060108 Forwards Annual Financial Repts 1981 

BISHOP.R U. Northaast Utilities, 63/04/02 Office of Nuclear 

Reactor Rigulatlon, Director Ip 12557 271. 24X 
Flche 50-249,82/04/02,6204060108 


--B204060113 Annual Financial Rept 1961 

ELLIS.W B < 8ILL1N, L F Western Maseachusetts Electric Co 
62/03/19 24pp 12557-272 24X Flche 50-245,82/04/02.6204060106 


—8204060120 Annual Financial Kept 1981 

ELLIB.W B . aiLLIN, L. F, Hartford Elaetrie Light Co 82/03/12, 
7tpp 12957:300 24X Flche 50-245,62/04/02,6204060108 


— B204D60127 Annual Financial Rapt 1981 

ELLIB.W. B < SILLIN. L F Connecticut Light b Power Co. 61/12/31, 
B3pp. 1295B-014, 24X FI Che: 50-245, 82/04/02, 8204060108. 


R. Pariodic optrating reports b related correspondence 


S2D40B0340 Forwerdi "Monitoring Marine Environ of Long Island Sound at 
Millstone Nuclear Power Plant, Annual Rept 1981 " Rept should 
be incorporated Into proceedings for Unit 3 

COUNSIL.W 0 , CAONETTAi J P, Northeast Nuclear Energy Co isubs of 
Northeast Utilities! 62/04/01 HAYNES, R C Region t, Office of 
Director tp 12611 186 84X Flche 50-245,82/04/01,8204080340 


DOCKET 50-424 ALVIN W VDOTLE NUCLEAR PLANT, UNIT I 


A App I Icatlon/construc tlon stage documents b correspondence 


8204230244 Discusses 820301 meeting re review of nuclear activities 
w/emphasls o-n manpower planning b training Meeting provided 
better understanding of mgt programs b interface activltfei 
(j/major con trac tors 

O'REILLY.J P Region 2, Office of Director 82/03/09 HILLER. J H 
Georgia Power Co 3pp 12814 357 24X Fiche 50-000.02/03/09. 

0204230244 


820319QD01 Oenerlc Ltr 82-05 to all licensees of operating power 
reactors r« post-TMI requirements 

EtSENHUT, 0 0 Division of Licensing 62/03/19 HAUSPURO, A 
Conioll’dated Edison Co of New York 7pp 12313.128 24X 

Flche 90-000,02/03/19,6203190001 


8204210295 Oenerlc Ltr 82-09 to all power reactor 1 Iceniees, app licanfce 
for OL, NSB8 vendors b reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qualification requirements sncl 
EI8ENHUT, D G Division of Licensing 82/04/20 HAUSPURO. A 
Consolidated Edison Co, of Niu York HAYER.L 0 Northern States 

Pousr Go FIRE6T0NE.L Ohio Edison Co ISpp 12862 337 24K 

Fiche 50-000, 82/04/20,8204210295. 


8204300369 Application to amsnd CPPR-IOS b CPPR-109 extending 
completion dates of Unit 1 to Mar 1966 (earliest date) b 
Her 1988 (latest date) b Unit 2 to Sept 1987 (earlleet date) 
b Sept 1989 (latest date) 

DUTTON, D E Georgia Power Co 02/04/28 Spp 12888 015 24X 

Fleha. 50-424. 62/04/28, 6204300369. 


0 Inspection reports, IE Bulletins b correspondence 


6204230338 Clarifies 610718 response to IE Bulletin 81-03, "Flow 
Blockage of Cooling Water to Safety 6yi Components by 
Corbicula 8p (Asiatic clam) b Kytilus Sp (Mussel) " 

Clarification does not affect ability to combat Corbicula 

FOSTER, D 0 Georgia Power Co 62/02/04 O'REILLY, J P Region 2. 

Of flea of Director 2pp. 12816:027 24X Fiche 50-424.62/02/04, 

8204230358 


0204010156 Forwards IE Insp Repts 50-424/02-03 b 50-425/02-03 on 
620209-12. No noneompl iance noted 

LONO,F J Division of Project & Resident Program* 82/03/09. 
MILLER, J H Giorpla Powsr Co. 2pp. 12478 042 24X 

Flch*. 50-424, 82/03/09, 8204010156 
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— 82040101*0 IE Insp ftapti 50-424/02-03 t, 50-435/02-03 on 020209-12 Nt> 
noncomp) ioncg noted Major area* inspected structural 
cancre tsi Foundations «< previous insp findingt 
HARRISiJ fi ■ CONLON. T E Division oF Engineering ft Technical 
Program* 83/03/04. 4pp 1247B 044 24X Fiche 50-424132/03/09. 

0204010156 


S204I40373 Foruards IE Info Notico 02-00. "Check Valve Failures on 
Diesal Generator Engine Cooling Bgs " No action or response 
req,iiasted 

□'REILLY. d P Region 3. Office of Director 03/03/26 UHRIQ.R E 
Florida Pouer S< Light Co 4pp J2670 311 24X 

FlChe 30-000.83/03/26.8204140373 


B3O4140435 Foruards IE Info Notice 03-10. “Follouiing Up Sgmptomatic 
Repairs to Assure Resolution of Problsa " 

□ 'REILLY. J P Region 3, Office of Director 83/03/31 UHRIO. R E 

Florida Power 4< Light Co 4pp 12670 005 24X 

Flcha 50-000.03/03/31,8204140435 


B203040142 IE Info Notice 82-11, "Potential Inaccuracies in Wide Range 
Pretsure Instruments Used In Msstinghouse Designed Plants “ 

8vc list end 

UQRDAN. E L Division of Engineering t< Qualltg Assurance 02/04/09 
*3pp 12076 343 S4X Fiche 50-000.83/04/09,8202040142 


0204140401 Forwards IE Bulletin 82-01, "Alteration of Radiographs of 
Ualds li> Piping Subassemblies " 

O'REILLY, J P Region 2. Office of Director 02/04/13 UHRIO. R E 
Florida Ppuer ti Light Co 5pp 13670 35B 34X 

Fiche 50-000,83/04/13,0204140401 


B204140442 Forwards IE Info Notice 82-09, “Cracking in Piping of 
Makeup Coolant Lines at B&U Plants." to be reviewed for 
passible applicability 

□ 'REILLY, J P Region 2. Office of Director 62/04/13 UHRIO. R E 
Florida Power $| Light Co 4pp 13666 231 24X 

Fiche 50-000,82/04/13,8204140443 


0204210395 Oonerie Ltr 82-09 to all power raactor 1 tcensee* . app 1 icanta 
for OL.N55S Vendors t. reactor vendors re environ 
itualiFtcatlon of safatg-related electrical eauipoiant 
MAC position re qualification requirements encl 
EISENHUT, D 0 Olvislun of Licensing 82/04/20 HAU3PURa. A 
Consolidated Edison Ca of New York HlMEr T Oklahoma Oes & 
Eieetrlc Co 18pp 12862 337 24X Fiche 50-000,82/04/20, 

8204210299 


8204300369 Application to amend CPPR-IOS h CPPR-109 eitonding 
completion dates of Unit 1 to Mar 1986 (earliest date)' & 

Mar 1988 (latest date) «, Unit 2 to Sept 1987 learllest date) 
ti Bept 1989 (latest 'date) 

DUTTON, D E Ooorgla Power Co. 82/04/20 Spp 12088 013 24K 

Fiche 80-424.82/04/20,8204300369 


Q Inspection reports, IE Bulletins 6 correspondence 


8204230358 Clarifies B10718 response to IE Dullotln 01-03. "Flow 
Olockage of Cooling Water to Safety Sgs Components by 
Corblcula 8p (Asiatic clam) It Mytllus Sp (Mussel) " 

Clar 1 f lea tlon dots not affect ability to combat Corblcula 
FOSTER. 0 O Oeorgla Power Co. 82/02/04 O'REILLY, J.P Region 2, 
Office of Director 2pp 12QI& 037 24X Fiche 90-424,82/02/04, 

S20423039B. 


0204010156 Forwards IE Insp Repts 50-424/82-03 (c 90-423/02-03 on 
S20209-12 Mo noncomp 1 lance noted 

LONO, F. J Division of Project & Resident Programs 82/03/09 
MILLER. J H Oeorgla Power Co Spp 12470 '042. 34X 

Fiche 80-424, 82/03/07. 82040 10196. 


— S204010160 IE Insp Repts 50-424/02-03 «< 50-429/82-03 on 820209-12. No 
nencomptlance noted Major areas Inspected structural 
concrete, foundations Xi previous Insp findings 
HARRIS, J R , CONLONr T E Division of Engineering (< Tachnlcel 
Programs 82/03/04 4pp 1 2478 044 24X Ftc ha- 90-424, 82/03/09, 

0204010156 


SB02040143 IE Info Notice 02-12. "Surveillance of Hydraulic Snubbers •• 
H/encl SVC lift. 

JORDAN, E L Division of Engineering & Quality Assurance 02/04/21 
*4pp 12073 001 24 X Fiche 50-000,82/04/21,8202040143 


S Reportable occurrences, LtRs & related correspondence 


0204140372 Forwards IE Info Notice 82-00. "Check Valve rallure* on 
Diesel Oenerator Engine Cooling 8y* “ No action or response 
requested 

O'REILLY. J P Raglan 2, Office of Director 83/03/26 (IKRl'O, R L 
Florida Power t, Light Co 4pp 12670 311 24X 

Fiche- 50-000, 82/03/26. 8204140372 


8204000458 Potential deficiency rept rs defective cable trag splice 
bo 1 tSi ini t ial )y reported 811118 Util unable to complete 
evaluation of original planned schedule Final rept expected 
620430 

FOarERi D Q Oeorgla Power Co 02/03/39 Q'REILLY.J P Region 2, 
Office of Director Ip 12999 170 24X Fiche 80-424,82/03/29, 

8204080458 


B2O4OB0497 Interim deficiency rept re use of derated/abandoned embed 
plates. inltla I ly reported on 820223 Problem still under 
review Final rept to be submitted by 820430 

FOSTER, D 0 Oeorgla Power Co FOSTER, D 0 Southern Co. Services, 

Inc 82/03/25 O'REILLY, 0 P Region 2, Office Of Director Ip 

12579-037 24X Fiche. 50-424, 62/03/25. 8204080497 


62-04160347 Interim deficiency rept re defective cooling coils in 
containment coolers. initially reported B20304 Util 
conducting engineering evaluation to determine If deficiency 
caused by leaks Final rept expected hy 820604 

FOSTER.DO Oeorgla Power Co 82/04/05 O'REILLY, J.P Region 2, 
Office of Director Ip 12706 329 a4X Fiche 90-424.82/04/05. 
8204160347 


docket 30-425 ALVIN W VOOTLE NUCLEAR PLANT, UNIT 2 
A Application/construction stage documents fc correspondence 


6204230244 Discusses 820301 meeting re review of nuclear actlvltice 
^ w/amphasii on manpower planning 6 training Meeting provided 
better understanding of mgt programs 6 interface activities 
w/mejor contractors 

O'SElLLViJ P. Region 2, Office of Director 82/03/09 MILLER, J. H 
Oeorgla Power Co Spp 12814 397 24X FI c he. 90-000, 02/03/09, 

8204230244 


8203-190001 Oaneric Ltr 02-05 to all licensae* of operating power 
YeActoi-s re po*t-TMl requirements. 

EISEMHUT.D 0 Division of Licensing 02/03/19, KAUSPURO, A 
Consolidated Edison Co of New York. 7pp 12513 128 24X 

Fiche- 90-000, 82/03/19, 8203190001 


0204140435 Forwards IE Info Notice 82—10. "Following Up Byoiptomalic 
Repairs to Assure Resolution of Problem “ 

O'REILLY. J P Region 2, Office of Director 82/03/31 UHRIO, R t. 
Florida Power 4c Light Co 4pp 18670.005 84X 

Fiche 90-000.02/03/31.0204140435 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies in Mlde Range 
Pressure Instruments Used in Uestinghousa Designed Plants. " 

Sve list encl 

JORDAN. E L Division Of Engineering L Quality Assurance 02/04/07. 
63pp 12878.342. a4X FIcho 50-000,82/04/09.0202040142 


8204140401 Forwards IE Bulletin 82-01, "Alteration of Radiographs of 
Welds In Piping Subassemblies “ 

O'REILLY, J P Region 2i Office of Director 82/04/13 UitRIO, K. E 
Florida Power U Light Co 5pp 12670 398 24X 

Fiche. 90-000, 82/04/13, 8204 140401 


8204140442 Forwards IE Info Notice 82-07, •'Cracking in Piping of 
Makeup Coolant Linas at BLN Plants," to b> reviewed for 
possible applicability 

O'REILLV.J P Region 3, Office of Director. 82/04/13 UHRIO, 
Florida Power Si Light Co 4pp, 12666 S9I 24X 
Fiche 50-000,02/04/13,8204140442 


R 


E 


owrvexxiance of Hydraulic Snubbers. 


JORDAN, E L Division of Engineering t< Quality Assurance 
64pp. 12873-001 24X Fiche. 90-000, 82/04/2 1. 8202040143. 


82/04/21. 


f R»P°f ta ble occurrences, LERs & related correspondence 


8204080458 Potential deficiency rept re defective cable trei, maUr, 

bolts, inltlall, reported 811^8 5tll unlhlS t^comiuti '' 
820430**"" “’•‘fin*! planned schedule. Final rept expected 


820430 
FOSTER, D a 


Oeorgla Power Co 




""oaoaaa pYobS.^ ,«n 

Fflsren i*''* •‘''»*"‘*ted by 820430. 

12579-039. a4X Flchei5O^24fB2/O3/a5raio4O0O497. 
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9304160347 Interim -d^ftcijncv r*pt r# <}»feetlVB cool in} coils in 
containment c aalar St In i ila 1 li/ rapartaif SS0304.Util 
conducting angtnairing (valuation to daternin* if daflciencg 
causad by leaks. Final rapt acpect«d by 830604. 

FOSTER! 0 0 Oaorgla Power Cp SS/Od/OS O'REILLY, J P Region S, 
Office of OlractoT Ip 13706:335 24X Fieha ' 50-434, 03/04/ 09, 

B204160347 


DOCKET 3TN-S0-437 FLOATINO NUCLEAR PLANT 


0 Adjudicatory correspondanc a 


8304070559 Responds to 880203 raquaat ra necessity to altar or suppl 
8ER Suppl 4 NRC finds no cause to suppl contents Listed addl 
license condition should be imposed hiitich would require 
evaluation of hydrogen control sys consistent ui/naw rule 
DLACKiR L Hearing Dranch 1 88/04/01 UOLFE, S J , 8CH1NK, O R , 

FEROUSONi L A Atonic Safety and Licensing Board Panel 3pp 
18976 341 24X Fiehe. 50-437, 08/04/01, 93040705S9 


0 Inspection reports, IE Bulletins h correspondence 


3804140373 Forwards IE Info Notice 62-08, "Check Valve Failures on 
Diesel Oenerator Engine Cooling Sys " No eetion or response 
requested 

a 'REILLY, 0 P Region 3, Office of Director 83/03/26 UKRI&, R E 
Florida Pouier 6 Light Co 4pp 12670 311, 24X 

Ficha 50-000, 82/03/26, SS0414O373. 


9204140435 Ferwarde IE Info Notice 82-10, "Following Up Symptomatic 
Repairs to Assure Resolution of Problem " 

O'REILLY, JP. Region 2, Office of Olreetor 83/03/31 UHRIO.R E 
Florida Power I. Light Co 4pp 13670 005 S4X 
Flche. 50-000. 82/03/31, 8804140435 


B202O4OI42 IE Info Notice 82-11, "Potential Inaccuracies in Wide Range 
Pressure Tnetruments Used in Uestinghouse Designed Plants '' 

Sve list end, 

JORDAN, E. L Division of Engineering & duality Assurance 82/04/OV 
63pp 18878.343. 24X Fiche 50-000,82/04/09,8203040142 


02O414O4OJ Foruardi IE Bulletin 02-0i> "Alteretion of Radiographs of 
Maids in Piping Subassemblies " 

O'REILLY, J P, Region 2. Office of Director 82/04/13 UHRIQ.R E 
Florida Power h Light Co. Spp. 13670 39Q 24X 

Flche 50-000,62/04/13,8204140401 


1204140442 Forwards IE Info Notice 82-09, "Cracking in Piping of 
Makeup Coolant Lines at B6M Plants," to be reviewed for 
possible applicability 

□ 'REILLY, J P. Region 2, Office of Director B2/04/i3 UHRIO.R F 

Florida Power ti Light Co 4pp 12666 291 24X 

Flche 50-000,82/04/13,8204140442 


102040143 IE Info Notice 83-12, "Surve i llanci of Hydraulic Snubbers " 
W/encl I VC list 

JORDAN, E.L Division of Engineering t< Quality Assurance 83/04/81 
64pp, 12873 001 S4X Flche 90-000,62/04/21,8202040143 


DOCKET 30-436 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A App 1 ication/construc 1 1 on stage documents t, correspondence 


8203190270 Forwards "Evaluation ef Effects of Postulated Pipe Rupture 
□utslde Centa inment. " 8ii hundred thirty-three drawings 
end. Aperture cards are available In POR 

HILLS, LM Tennessee Valley Authority. 82/Oi/OB. ADENSAM, E 
Licensing Branch 4 3pp. 12357' 010. 24X Fiche 50-438,62/01/06, 

8203190270. 


— 8203190274 "Evaluation of Effects of Postulated Pipe Rupture Outside 
Gontatninent. " 

BAXTER, C., PHUNO, D , EVANS, P. A Tennessee Valley Authority 
CEB-77-10 79/05/04, 200pp, 12357 013 24 X 

Fiche 90-438,62/01/06,8203190270 


8304080807 Responds to FOIA request for documents re sale of TVA sic ess 
powar capacity to all utils Document subj to request was 
relaaiad, Five esleetad pages of info provided to rsqueitors 
6 NRC rtepiitise Itr end. M/e ends 

FELTON, J M. Division ef Rules and Racords. 82/01/36. FARRI9, K 0 
Tannessee Valley Autherlty, ip. 12619 016. 84X 

Flche; 50-438, 82/01/38, 8204080207. 


6204010237 Forwards quastlene for BIW owners raaponse re review of 
B&lf abnormal transient operating guidelines program 
E18ENHUT, D 0 Division of Llesnting 82/03/03. HALL, M. Babcock N 
Wllcoi Operating Plants Owners Group. 24pp 13489:300 24X 

Flche: 90-000, 83/03/03,8304010337. 


SS03190001 Oeneric Ltr 83-05 to all licensees of operating power 
reactors rs pos t-TMI requirements 

EISENHUTrD 0 Division of Licensing 62/03/19 HAUSPURO, A 
Censolldated Edison Co of New York 7pp 12S13 128 24X 

Flche 50-000,82/03/19,8203190001 


82040B0054 Lists Info applicable to Human Factors Engineering Branch 
control room review 

ADENSAM, E 0 Licensing Branch 4 82/03/26 PARRISiH 0 Tennessee 

Valley Authority Spp 1261 S 239 24X Fiche 50-438,62/03/26, 

8204080054 


8204070600 Notification of 620415 meeting w/utll in Dethesda,MD to 
discuss util input to Class 9 accident analysis 
SCALETTI.DC Licensing Branch 4 82/04/01 ADENSAM, E 0 

Licensing Branch 4 2pp 12S97 056 24X Flche 50-438,82/04/01, 

8204070608 


8204120227 Forwards Amend 22 to epplicatlon for OL consisting of Amend 
22 to FSAR Revision to Table 1 7 1-1 updating electrical 
instrumentation &i control drawl ngs, F5AR tables of contents 6 
list of ref end 

MILLS, L M Tennessee Velley Authority 82/04/08 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip 12634 131 24X 

Flche 50-436, 82/04/06, 8204 120227 


8204160155 Generic Ltr 02-08 to all PNR plant licensees 6 applicants tc 
transmittal of NUREO-090? relative to Olnna tube rupture 
W/o end NVREO List of NRC recipients end 

EIBENHUT, D 0, Division of Licensing 82/04/19 HAUSPURO.A 
Coniolidabed Edleon Co of New York 7pp 12767 203 24X 

Flche 50-000, 82/04/15, 8204160199 


B204300490 Forwards guidelines for 820419-21 structural design audit In 
Knoxville, TN Requested info should be available at beginning 
of audit 

ADENSAM, E 0 Licensing Branch 4 82/04/19 PARRIS, H 0 Tennessee 

Valley Authority lOpp 12804 186 a4X Fiche 90-436,82/04/19, 
8204200490 


G204810299 Generic Ltr 82—09 to all power reactor 1 i ernsees, app 1 icants 
for OL, NSS3 vendors N reactor vendors re environ 
qualif icatton of safety-r elated electrical equipment 
NRC position re qualification requirements end 
EI8ENHVT, D 0 Division of Licensing 82/04/20 HAUSPURO, A 
Consolidated Edison Co of New York IBpp 12662 337 24X 

Flche 90-000,82/04/20,8204210299 


F Security, medical, emergency L fire protection plans 


8204230258 Summartias discusilons w/NRC re requirements of tOCFR73 6 
security storage contalnere Steel filing cabinet u/eteel 
locking bar h three-posl t ion, changeab 1 e comb Ination, OSA- 
approved padlock in controlled access area adequate 
MILLS, L M Tennessee Valley Authority 62/04/19 DENTON.H R 
Office of Nuclear Reactor Regulation, Director Ip 12816047 34X 

Fiche 90-000,82/04/19.8204330396 


K Utility Final Safety Analysts Report <F8AR) t, amends 


8304120227 Forwards Amend 22 to application for OL consisting of Amend 
S3 to FBAR Rtvltlon to Table 1 7 1-1 updating electrical 
instrumentation ti control drauii ngs. FSAR tables of contents & 
list of ref end 

MILLS. L M Tenneseee Valley Authority 62/04/08 DENTON.H N 
Office of Nuclear Reactor Regulation, Director ip 12634 121 24X 

Flche 90-430, 02/04/08,8204120227. 


—8204120230 Amend 22 to FSAR 

* Tennessee Valley Authority 02/03/19, BOOpp 12634 122 24X 

Fiche. 90-436, 82/04/06, 6204130327 


8204200130 Forwards affidavit certifying 6204 14 sve of Amend 22 to 
facilities P6AR 

M1LL6,L H. Tennessee Valley Authority. 82/04/14 ADENSAM, E 
Licensing Branch 4. 3pp 12743 108. 24X Flche 50-438,62/04/14, 

8304200120. 


0 Inspection reports, IE Bulletins L correspondence 


6204330254 Forwards addl info re response to IE Bulletin 81-08, 
"Burve i 1 lance of Mechanical Snubbers " util investigating 
condltlDn to determine if housing failures are consequence 
of mods performed on Ueablnghouse valves. 

MILLS, L M Tennessee Val lay Authority 62/03/11 O'REILLY, JF 
Region 3, Office of Director. Spp 12616:039 S4X 
Fiche- 50-000, 63/03/11,8304330254. 
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@20414043^ Ack rec«lpt of Q802S6 U 0311 Itr« informing NRC of (tspi 
titkcn to correct violation notad in IE Insp Raptt 
80-43S/B1-33 t, aO-439/81-33 

CANTRELL I F 9 Dlviilon of Project & Resident Programs 02/03/17 
PARH1B<H 0 Tennessee Valley Authority ip IShfif 222 24X 

Flche 90-438. 83/03/17i 9204140436 


--9204140441 Ritponds to NRC 620126 Itr re violation noted In IE Insp 
Repts 30-438/81-33 & SO-439/81-33 Corrective actions 
affected sections of piping replaced U documented k seismic 
pipe supports reinstalled 

MILLS, u M Tennessee Valley Authority 82/03/11 0 'REILLY. J P 

Region 2> Office of Director 3pp 12669 223 24X 

Fleiie 90-430,02/03/17,8204140436 


— -0204140444 Responds to NRC 020126 Itr re violation noted in IE Inep 
Repts 90-430/01-33 k 90-439/01-33 Advises that submission of 
documents responding to violation delayed from 020229 until 
020312 

KILLS, L K Tennessee Valley Authority 02/02/26 O'REILLY, J P 
Region 2, Office of Director Ip 12669 226 24X 

Flcha 90-430,02/03/17.8204140436 


— 02041404SO Forwards IE Insp Repts 50-430/01-33 U 80-439/01-33 on 
811201-31 & notice of violation 

CANTRELL, F 8 Reactor Project Branch 1 02/01/26 O'REILLY, J P 

Tennessee Valley Authority 2pp 12669.227 24X 

Ftche 80-430,82/03/17,0204140436 


”6204140493 Notice of violation from Insp on 811201-31 

e Region 2, Office of Director 82/02/26 Ip 12669 229, 24X 

Fleha 00-430,02/03/17,0204140436 


--'0204140486 IE Insp Repts 80-438/81-33 4< 90-439/01-33 on 011201-31 
Noncompl lance noted piping cold sprung due to Installation 
of seismic supports. 

IflLCOX. J 0 I QUICK, D R Division of Resident ti Reactor Project 
Inspection 02/01/26 9pp 12669 230 24X Flche 50-430, 

02/03/17, 8204140436 


8204140339 Forwards IE Insp Repts S0-43B/B2-04 ti 50-439/02-04 on 
020222-26 No noncompliance noted 

CANTRELL. F Division of Project li Resident Programs 02/03/22 
PARRI8,H 0 Tennessee Valley Authority 2pp 12663 287 24X 
Fiche 80-438,02/03/22,0204140339 


—8204140345 IE Insp Repts 50-430/82-04 k 50-439/02-04 on 820222-26 
No nonconpl lance noted Major areas Inspec ted- pipe support 
base plate designs using conerste eipansien anchors k 
seismic analysis for as-built safety-related piping sy* 

YORK, J 14 1 HERDT.A R Division of Engineering L Technical 
Programs 02/03/19 6pp 12663 299 24X Flche 90-430,02/03/22, 

0204 1 40339 


0304010393 Act receipt of 8S0129 L 0204 Itrs Informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
90-430/01-32 1< 50-439/01-32 

CANTRELL. F S Division of Project k Resident Programs 02/03/24 
PARRia, H 0 Tennessee Valley Authority. tp 12477 009 24X 

Fiche SO-439. 02/03/24,8204010393. 


—6204010390 Responds to NRC 011229 Itr re violations notad In IE Insp 
Repts SO-430/01-32 k 50-439/01-32 Corrective actions 
supports ulll be reworked by 620320 Centric concerns will be 
addressed L corrected, per IE Bulletin 79-14 Insp 
MILLS. L M. Tennessee Valley Authority 02/02/04 O'REILLY, J P, 
Region 2, Office of Director 3pp 12477 010 24X 

Flche 50-438,02/03/24,0204010393 


--8204010401 Notifies that response to NRC 011229 Itr re violations noted 
in Insp Repts 50-430/01-32 «< 50-439/81-32 Will be delayed 
until @20205, per 020127 Itr 

K1LL0.L N Tennessee Valley Authority 82/01/29 O'REILLY, JP 
Region 2, Offiet of Director Ip 12477 013 84X 

Fiche- 90-430, 82/03/24,0204010393 


— @204010406 Forwards IE Insp Repts 50-438/01-32 «, 50-439/81-32 on 
811200-11 k notice of vtotatlon 

LEWIS, R C Reactor Project Branch 2 81/12/29 PARRIS, H 0 

Tennessee Valley Authority. 2pp 12477' 014 24X 

Fiche 90-438,62/03/24,0204010393 


—8204010400 Notice of violation from insp on B112O0-11, 

• Region 2, Atlanta, Office of the Director (Bl/03/01) 01/12/29 

Ip. 18477 016 24X Flche 50-430,02/03/24,0204010393. 


— 8204010415 IE Insp Repts 50-430/01-32 «< 50-439/81-32 on 811208-11, 
NoneemplUnci noted. Rual Ity cheeks not performed for seven 
eeleimic supports, per IE Bulletins 79-02 << 79-14, 

YORK, JW, HERDTiA.R. Engineering Inspection Branch. 01/12/20 
Spp. 12477*017 24X Flche: 50-430, 82/03/24, 8204010393. 


0204140372 Forwerde IE Info Notice 82-00, "Cheek Valve Failures on 
Diesel Oenerator Engine Cooling Sys " No action or respone* 
reiiues ted 

O'REILLY, J P. Region 2, Office of Director B2/03/26 UHRIO.R E 
Florida Power k Light Ce 4pp 12670 311 24X 

Flche 50-000,02/03/26,0204140372 


0204230260 Forwards IE Insp Repts 90-430/02-09 t, 90-439/02-03 on 
020302-05 No none omp 1 lane e notad, 

CANTRELL. F 8. Division of Project b Resident Progpeme 02/03/89 
PARRIS, H O. Tennessee VeUey Authority 2pp. 12018 046. 84X 

Flche 50-438,02/03/29,6204230260 


— 0204230273 IE Insp Repts 30-433/02-05 I* 50-439/02-03 on 020302-05 No 
noncompllanci noted Major areee Inepeeted containment 
penetrations, Ob servat ion of work S, work activities & 
safety-related welding strueturea 

OIRARD. E. H . HERDT.A R Dlvleion of Engineering h Teehnieel 
Programs 02/03/29 7pp 12016 060 24X Flche 30-430,82/03/29, 

0204230260 


8204140435 Forwerde IE Info Notice 02-10, "Folloulng Up Symptomatic 
Repairs to Assure Resolution of Problem " 

Q 'REILLY, J P Region 2, Office of Director 62/03/31 UHRIO, R. E, 
Florida Power t. Light Co 4pp 12670:009 24X 

Plche 50-000,02/03/31,0204140439 


8204230440 Forwerde IE Insp Repts 80-436/02-07 k 90-439/62-07 on 
020309-12 No neneomplianci noted 

CANTRELL, F.a Division of Project b Resident Programs 02/03/31. 
PARRIS.H 0 Tennessee Valley Authority 2pp 12614 324 24X 

FI chi' 50-436. 83/03/31, 0204230440. 


"0204230449 IE Imp Repts 50-430/02-07 b 50-439/02-07 on 620309-12. No 
noneomp llance noted. Major areas I nspected . electrical 
compotjents «< sys, work, quality records i< licensee identified 
Items 

OIBBONS.T D , CONLON, T. C Division of Engineering b Technical 
Programs 02/03/30. 4pp 12014 326 24X Fiche' SO-436, 02/03/31, 

8204230440 


6204140172 Ack receipt of 820330 Itr informing NBC of stepe taken to 
correct violations noted in IE Insp Repts 90-430/62-02 b 
90-439/02-02 

CANTRELL, F 9 Division of Project b Reeident Program! 62/04/05. 
PARRIS.H, 0 Tenneisea Valley Authority. ip 12668'262 84X 

Fiche 50-436,02/04/09.0204140172 


— 8204140100 Responds to NRC 620303 Itr re violations noted in IE Insp 
Ript 90-430/62-02 Corrective actions flush dacumentation 
package reflects flush statue. Personnel r e indoc tr Inated re 
flush director respunsibi 1 i ti ee b slgniture verification. 

MILLS, L M Tennessae Valley Authority 02/03/30. O'REILLY, J P 
Region 2, Office of Director 3pp 12665 263 84X 

Flche 90-430,02/04/05,6204140172 


— 6204140169 Forwards IE Insp Repts 90-430/62-02 b 30-439/82-02 on 
020101-31 b notice of violation 

CANTRELL, F s Division of Project b Reeident Programs, 02/03/03 
PARRIS.H 0. Tennessee Valley Authority. 8pp. 12669 266 84X 

Fiche 50-430, 82/04/09, 0204140172. 


— 8204140166 Notice Qf violation from inep on 820101-31. 

» Region 2, Office of Director. 62/03/03. Ip. 1266S 260. 24X 

Plche 90-430,02/04/09,0204140172 


-8204140190 IE Insp Repts 50-436/02-02 b 90-439/02-02 on 620101-31. 
Noneomp llance notad failure t« follow prerequisites for 
const flush. 

WILCOX, V 0 , QUICK, D.R. Division of Project k Resident Programs. 
62/03/03. 9pp 12&65'269 24X Fiche ‘ 50-430, 82/04/09, 6204 140172 


0202040142 IE Info Notice 02-11, "Potential Inaccuracies In Mlde Range 
Pressure Instruments Ussd in Uestlnghouse Designad Plants." 

Bve list end, 

.JORDAN, E L Oivtsien of Engineering b Quality Assurance 02/04/09. 
63pp. 12078.342 24X Flche: 90-000, 62/04/09, 6202040142 


0204140401 Forwards IE Bulletin 82-01, "Alteration of Radiographs of 
Welds in Piping Subassemblies." 

O'REILLY, V.P. Region 2, Office of Director. 02/04/13. UHRIO.R.E. 
Florida Power b Light Co. gpp. 18670.393. 24X 

Flche. 80-000, 08/04/13, 0204140401 


0204140448 Forwards IE Info Notice 02-09, "Cracking in Pljtlng of 
Makeup Coolant Lines at BbW Plants," to be rsviauied for 
possible applicability. 

O'REILLY, J, P, Region 2, Office of Director. 02/04/13. UHRIO.R, E, 
Florida Power b Light Co. 4pp, 12666:291. 24X 

Flche; 90-000, 82/04/13,8804140442, 
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e304S3037B Roponds to IE Bultitln 81-02. Suppl 1. "Fiiluri of Cate Type 
Valvet to Cloti Againpt Di^Ttrentlal Pretturi " Addl info 
for Watte Bar util bt eubmltted by 820726 Rieults of 
tnvaitl gatlone end. 

HILLS. L H Ttnneeeaa Valley Authority 62/04/13 O'REILLy. JP. 
Region 2. Office of Oirector 2pp 12613' 29S 24)( 

Plche. SO-ODO, 62/04/13. 6204230376 


8204230341 Act receipt of 620402 Itr informing NRC of itepe taken to 
correct violations noted In IE Imp Repte 90-436/62-03 k 
90-439/62-03 

UONO.F J Olvielon of Project t. Resident Programs 62/04/14 
PARRIB.HO Tennetsae Valley Authority Ip 12616 013 24X 

Fichc 90-436.82/04/14.6204230341 


—8204230345 Responds to NRC 620126 Itr re violations noted in. IE tnsp 
Rapts 90-436/82-03 4t SO-439/B2-03 Corrective actions craft 
superintendent* ralnstructed re responsibility to ensure 
that foremen milntaini proper QC procedures 

HILLS. L H Tennessee Valley Authority 62/04/02 O'REILLY. J P 
Region 2. Office of Director 2pp 12616 014 24X 

Flche 90-436. 62/04/14. 6204230341 


—8204230390 Foruards IE Insp Repts 90-436/62-03 tc 90-439/62-03 on 
620209-12 b notice of violation 

CANTRELL. F Division of Project b Resident Programs 82/03/09. 
PARRI8.H C Tennessee Valley Authority. 2pp 12616 016. 24X 
Flche 90-436.62/04/14.6204230341 


—8204230393 Notice of violation from insp on 620209-12 

a Region 2, Office of Director 82/03/09 Ip 12616' 016 24)( 

Flche 90-436.82/04/14.6204230341 


—8204230399 IE Intp Repts 90-438/82-03 b 90-439/62-03 on 620209-12, 
Noncompliance noted: fal lure to adequately train craft 
foreman In proper procedures 

WRlOHT.ft W , UPRIOHT.C M Division of Engineering b Technical 
Programs 02/03/04. 6pp 12816 019 24X Flche 90-436.82/04/14. 

6204230341 


6202040143 IE Info Notice 62-12. "Surveillance of Hydraulic Snubbers '' 
H/encl SVC list 

VORDAN.E L Division of Enginetring b Quality Assurance 62/04/21 
64pp 12373 001. 24X Flche 90-000.82/04/21.0202040143 


S Reportable accurreneas. LERs b related eorriipondenca 


6204020298 Third interim deficiency rcpt re reector coolant impeller to 
shaft mismatch. Initially reported 610917 Inveitigatlon 
ongoing Neit rapt eepected by B20701 Aleo reported per 
Part 21 

M1LL8.L M, Tinneeiaa Valley Authority 82/03/16 O'RElLLVi J P 
Region 2. Office of Director 2pp 12496 149. 24X 

Fic he, 90-438, 82/03/16.8204020298 


8204020236 Fifth interim deficiency rcpt re mein feedwater b 
containment isolation valve mltcategori latlon. Repb for 
quelif Icatlon of ewlng check valves to seismic Category 1 
requirements completed. Neit rept by 820729 

HILLS. L M Tenneitee Val ley Authority 82/03/19 O'REILLV. 0, P, 
Region 2. Office of Oirector 2pp 12496’ 188 24X 

Fiche 90-436,82/03/19.8204020238 


8204020388 First interim deficiency rept re improper us* of circuit 
breakers to shed non-CIasi IE 1 oeds. Initial ly reported on 
620219 Util will verify that configuration ie safe Analysis 
will be documented b referenced in F6AR Next rapt by 820624 
MILLS. L M Ttnnaeses Vel ley Authority 82/03/19 O'REILLY. J P 
Region 2. Office of Director. 2pp 18476' 291. 24X 

Fiche 90-438,88/03/19.8204020328 


8204020907 Final Deflelenev Rept 2 re failure of Transamerlca Oelaval 
to correct violations identified during Audits 79V-3e b 
0OV-39 promptly, dui to improper QA program implementation, 
initielly reported on 620114, Also reported per Part 81, 

MILLS, L.M Ttnnaetea Valley Authority, 68/03/19, a'RElLLY.J.P 
Region 2. Office of Director 2pp 12900' 337 24X 

Fiche; 90-000, 62/03/19, 6204020907 


6204020447 Revised final deficiency rept re failures of Lambda 
LX8-E-84-R power module, initially reported 801216, Caused by 
application of solvent which affected dielectric resulte. 
Cleaning procedures changtd.Also reported per Part 21, 

MILL&.L M Tinnassee Valley Authority, 62/03/23 O'REILLY, J.P 
Region 2. Office of Director, 2pp, 12803:044 24X 

Flche: 90-438, 88/03/23, 8204020447 


6204020462 Second interim deficiency rept re seismic support luge on 
2-lnch or les* stainless steel p Ipe. origina 1 ly reported on 
811224 Cause not yet determined Weld mockups sent to 
Singleton Natl Lab for metallurgical test Next rept 820919 
KILLS, L K Tennessee Valley Authority 82/03/23 O'REILLY, J.F 
Region 2, Office of Director 2pp 12S01 046 24X 

Flcho 90-438,82/03/23,8204020462 


8204020S59 First interim deficiency rept re small valves in auxiliary 
feedwater sys exceeding weight b length limitations, 
originally reported on 820822 Caused by valve dimensions 
exceeding design spec Next rept by 820709 

KILLS, L K Tennessee Valley Authority 62/03/23 O'REILLY, J P 
Region 2, Office of Director 2pp 12900 012 24X 

Flche 90-436, 82/03/23,8204020999 


8204080318 First Interim deficiency rept re below flush weldolets on 
NAVCO spool p ieces, Ini tla 1 ly reported 820224 Vendor 
investigation of deficiency underway Also reported per 
10CFR21. 

MILLS, L M Tennessee Valley Authority 82/03/24 O'REILLY. J P 
Region 2, Office of Director 2pp 12603 288 24X 

Flche 90-438, 82/03/24.6204080318 


8204080237 Pint interim deficiency rept re omissions to auxiliary 
feedwater pump design drawings, initially reported 820229, 
Auxiliary feedwater pump design will be revised by 820611 
KILLS. L M Tennessee Valley Authority 82/03/29 O'REILLY. >1 P 
Region 2, Office of Director 2pp 12603 260 24X 

Flche 90-438. 82/03/29.8204080287 


6204060389 Fourth interim deficiency rept re Audit JA 8100-03 Findinps 
0-1 it 0-2 on design review process b Interface coordination 
activity, initially reported on 810717 Finding 0-1 will be 
resolved by 1782 action plan Next rept due by 821223 
MILLS. L M Tennessee Valley Authority 82/03/29 O'REILLY, V P 
Region 2, Office of Director Ip 12600.269 24X 

Flche 90-000. 82/03/29.0204080389 


6204060489 First Interim deficiency rept re seismic analysis of 
auxiliary control bldg. In Itially reported on 820226 Util 
performing revised seismic analysis upon present day 
structural configuration Next rept to be submitted 820722 
KILLS. L M Tennessee Valley Authority 02/03/26 O'REIULV. U P 
Region 2. Office of Director 2pp 12099 044 24X 

Flche' 90-438. 82/03/26.8204080489 


8204080924 Fifth Interim deficiency rept re ITT Orlnnell welded 
supports, initially reported 600909, Contractor revising 
detail sheets on affected hangers Revision 90X complete 
Next rept expected by 620713 

MILLS. L M Tenneetee Valley Authority 02/03/26, O'RElLLYi U. P. 
Region 2. Office of Director Ip 12999 118 24X 

Flche' 90-436. 62/03/26. 6204080924 


8204160269 Revised final deficiency rcpt re welds by Johnson Machine 
Horks on revolving platform. ini tlal ly reported 811106 
Nondestructive exam insp of weld repairs on Unit 1 truck 
will bt completed by 820923, 

MILLS. L. M Tennessee Valley Authority. 82/03/29 O'REILLY. J P, 
Region 2. Office of Director. 3pp 12696 297 24X 

Fiche 90-438.82/03/29.8204160269 


8204160399 First interim deficiency rept re unacceptable replacement 
for component cooling water pump shaf t. Inlt tal ly reported 
820301 Us* of modified original pump shaft under 
investlgatlDn. Next rept by 820602 Also reported per Fart 21 
MILLS. L H Tenneiiae Valley Authority. 62/03/29, 0 'REILLY. J P. 

Rtgion 2. Office of Director 2pp 12707 139. 24X 

Fiche. 90-438, 82/03/29, 8204160399, 


8204160246 Fifth interim deficiency rept re lockoff pressure on 
poet-tens lonl ng sys. initial ly reported 6107 17 Restree s Ing 
of Its FL Wire b Cable Co tendons In progress Next rept 
by 820616 Alio roported per Part 21 

KILLS, L K Tanneesee Valley Authority, 82/03/30 O'REILLY, J.P 
Region 2. Office of Director, 2pp 12696:192 24X 

Flche- 90-438. 82/03/30, 8204160246. 


8204160370 First interim deficiency rept re Incorrect tnep code on 
hanger drawings by ITT Orlnnall, Initially reported on 
620301, Vendor will be requested to review all A8KE Sactlon 
III Class 2 NF hangar drawings Also reported per Part 21 
KILLS.L.K, Tennessee Valley Authority 82/03/30 O'REILLY, JP 
Regions, Office of Oirector, Spp 12707:164 24X 

Flche: 90-438. 62/03/30, 8204160370. 


8204160418 First interim rept re deficiencies found by |E Bulletin 
79-14 Insp program, initially reported 620301, Support numbers 
placed on tsometrles Development of insp packages In 
progress, Nsxt rept by 620810. 

KILLS, L.M Tennessee Valley Authority, 62/03/30, a'RBlLLY, J. P, 
Region 2, Office of Director. 2pp, 12707.071. SAX 
Fleha: 90-438, 82/03/30, 6204160418. 
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Sa04Ul)34& Sl<tb Interim dcflclancg r»pt r» of main tte«in lines 

h«c«uf« of mein fetduater avarf llli tnltUll g eeported on 
000319 PrelliRinerg reviews of BtiM rept Indlcote that data 
appear favorable Also reportable par Part 21 

HILLSiL, H Tennessee Vallag Authorttg 62/03/31 O'ReILLYi J P, 
Regton S, Office of Director Ip 1270*. 324. 24X 

F 1 c h a . SO-43Q. fl2/03/31>B204160348 


8204I&0394 Second Interim deficiencg rept re pipe hangar supports added 
to ausiUarg feedwater pipe tranchf initial Ig reported on 
610924 All auilllarg faeduater branch h tunnel sections ara 
under Investigation Na>t rapt to be submitted B20729 
MILL8.L M. Tennessee Vallag Aothorltg 62/03/31 O'RElLLYi J P. 
Region S, Office of Director 2pp 1270d> 399 24X 

Flthe: 30-430, B2/03/31. 0204100394 


B2O4ti6O302 Second Interim deficiencg rapt re Insufficient anglneerlng 
change notice review tt handling, initiallg reported on 
611213, Scope of deficiencg being reviewed Next rept wilt be 
submitted bg 020002 

nlLLS, I. M Tennessee Valleg Authorltg B2/03/31 □'REILLY, J. P. 
Region 2, Office of Director, 9pp 12701' 003 24X 

FI chi' 90-000, 82/03/31, 8204100302 


6ZO410D4O7 Second Interim deficiencg rept re failures of design review 
process to varlfg accuracg << adeiiuacg of documents, Initiallg 
rapO'rted on B11219 Engineering design review will be 
completad bg Oct 1962 Next rapt due bg B21217 

MILLS, L.H Tcnneesee Vallag Authorltg 82/03/31. O'REILLY, J P 
Region 2, Office of Director 2pp 12707,082 24X 

FI Che. 90-000, B2/03/31, 8204100407 


6204100193 First Interim deficiencg rept re Incorrect Installation of 
pressure li safetg relief valves on componsnt cooling water 
piping to reactor coolant pump PlAl, initial Ig reported on 
620309 Nest rept will be submitted bg 820714 

HILLS, L.M Tcnneseae Valleg Authorltg. B2/04/02, O'REILLY, vl. P 
Region 2, Office of Director 2pp 12099 272. a4X 
Flche. 80-430, 02/04/02. 8204100193. 


6204100210 Fourth Interim deficiencg rept re steam preseure regulator 
malfunction events, initiallg reported on 810319 flld-Feb 
completion of analgels rescheduled for mld-Hag Final 
response will be submitted bg 820030 Reported per Part 21 
mLLS,l..M Tennessee Valleg Aothoritg 82/04/02 O'REILLY, J P 
Region 2, Office of Director 2pp. 12099 207 24X 

Flche. 90-433, B3/04/0Si 8204100210 


8204100437 Final deficiencg rept re capacitors on Consolidated Control 
Corp field buffer cards, initiallg reported B10123 Different 
stgle capacitor Installed t< resistor added Also reported 
per Part 21 

HILLS, L H. Tennessee Valleg Authorltg 02/04/02. O'REILLY, V P. 
Region 2, Office of Director. 3pp. 1270A 090 24X 

Flche 90-438,82/04/02,8204100437. 


8204100283 First interim deficiencg rept re external governor lube oil 
cooler on standbg diesel generetors located above max 
elevation Of piping botwaon coolers b go’Ver nor, initiallg 
reportad 820308, Addl rslocatlng Instructions expected 
HILLS, L M Tennessee Vallag Authorltg 82/04/00. O'REILLY, J P 
Region 2. Office of Director 2pp, 12699 034. 24X 

Flche 90-438, 82/04/06, B204 100293 


S2042B0838 Final deficiencg rept re excessive vibration of tgs piping b 
pipe support IRK-HPHO-0093 during compressor running in 
half'-load condition, Initiallg rsported 810919 New supports 
dastgned b installad Vibration tasting will be conductsd. 

HILLS. L.H Tsnnesssa Vallag Authorltg 62/04/12 O'REILLY, J P. 
Region 2, Office of Director. 2pp 12864.017 24X 

Flche: 90-438, 82/04/12, 8204280238. 


8204280307 Final deficiency rapt re design mistake in test llns 
Isolation valvts, initiallg rsported BllllZ. Train B makeup 
pump recirculation line redesigned to move connection to 
boratad water storage tank downstrsaai of Isolation valves. 

Hills, L.K. Tennessee Vallag Authorltg. 82/04/12 O'REILLY, J P 
Region 2, Office of Director. 2pp, 12809.042 24X 

Ficbe. 80-438, 82/04/lS, 8204280307 


6304280417 Fifth Interim deficiencg rept re d tmanilonellg nonconforming 
anchorage matl, initiallg reported 810909 Util awaiting 
Inrgco anchorage measurements before ftnallxing disposition 
of deficiency Next rapt 8ZO8I0. Also reported per Pert 21. 

MILLS, L.M. Tennessee Valley Authority. 82/04/13. Q'REILLV, J. P 
Region 2, Office of Director. 3pp . 12867:197. 24X 

Flche; 90-436, 82/04/13, 8204280417. 


B304260433 Final deficiency rept re heat tracing tapes exceeding 
PF-41S1 guidelines for leachablt halide content, Initially 
reported 811224, Tape rondvad from use h replocad w/Thermon 
FF-l tape 

HILL8.L.M, Tennessee Valley Authority 82/04/13, O'HEILLV, U, P. 
Region 2, Office of Director. 2pp. 12060 041, 24X 

Ftcho: 80-438, 82/04/13, B204380433. 


8204280333 Second Interim dtflcicncg rept re everprcisure protection In 
deceg heet removel syt, ini tial I y reported 811127 Piping 
design calculations being made per ASHE Section 111, 

NB3677 2 Next rept by 820819 

MILLS, L M Tennessee Valley Authority 82/04/14 0'REtLLY>>l P 
Region 2, Office of Director 2pp 12809 244 24X 

Flche 90-438,82/04/14,8204280333 


8204260467 Fourth interim deficiency rept re tolerance for tubular 
steel cable tray hangars, inltia 1 Ig reported 810716 Supports 
under review to determine mods to accomplish leismic 
qualification Next rept bg 820929 

MILLS, L M Tenntssaa Valley Authorltg 82/04/14 O'REILLY, J P 
Region 2, Office of Director ip 12867 31B 24X 

FiehS 30-438,82/04/14,820420)407 


8204280913 Supplemental deficiency rept re power cablet not qualified 
for IEEE 383-1974 flame test, initially reported 800819 
Cablet provide power to const activity until switchgear 
13 8 kV enarglied Corrective action completed by 820730 
KILLS.L M Tennestee Valleg Authority 82/04/14 O'REILLY, J P 
Region 2, Office of Director Ip 12367 290 24X 

Flche 30-438,82/04/14.8204280913 


8204280291 Seconid interim deficiency rept re bonnet stude improperly 
torqued on decay heat removal valves, initially reported 
811222 Operational valves u/studs torqued to proper value 
Next rapt by 820628 Also reported per Part 21 

KILLS, L M Tennessee Valley Authority B2/04/1S O'REILLY. JP 
Region 2, Office of Director 2pp 12869 087 24X 

Flche 90-438,82/04/19,8204280291 


6204280344 Pinal deficiency rept re incorrect design teatps for 
reactor bldg cooler valves, initiallg reported 81130S 
Essential raw cooling watar deelgn criteria diagram revised 
Pipe schedule calculations modified 

kills, L H Tennessee Valley Authority 82/04/10 O'REILLY.J P 
Region 2, Office of Director 3pp 12609 276 24X 

Flche 90-43B, 82/04/16,8204200344 


6204260472 Second Interim deficiency rept re pipe lupports attached to 
0-lnch strip plates, initially reported 811231 Attachments 
under review to determine If (tresses it deflections exeted 
allowable limits Next rept to be submitted bg B20602 
KILLS.L K Tennessee Valleg Authority 82/04/10 O'REILLY.J P 
Region 2, Office of Director 2pp 12607 284 24X 

Flche 90-438,82/04/10,6204280472 
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3203190270 Forwards "Evaluation of Effects of Postulated Pipe Rupture 
Outside Containment " Six hundred thirty-three drawings 
incl Aperture cards are available in PDR 

KILLS.L n Tennessee Valleg Authority 82/Ol/OB ADENSAM.E 
Licensing Branch 4, 3pp 12397' olO 24X Flche 90-438. 02/01/08, 
8203190270 


— B203190274 "Evaluation of Effects of Postulated Pipe Rupture Outside 
Containment " 

BAXTER. C 1 PHUNO. D . EVANS, P A Tennassea Valleg Authority 
CEB-77- 10 79/09/04 EOOpp 12397 013 24X 

Flche 90-438,82/01/08.0203190270 


8204080207 Respond! to FOIA request for documents re sale of TVA excess 
power capacity to all utils Document subj to request was 
reltasad Five selected pages of infs’ provldsd to rsquastort 
b NRC response Itr end W/o one Is 

FELTON, J K Division of Rulas and Records 82/01/28 PARRIS, H 6 
Tennessee Velley Authority ip 13619 016 24X 

Flche 90-438.83/01/28,8204080207 


5204010237 Forwards questions for BbU owners response re review of 
BbN abnormal transient operating guidelines program 
EIBENHUT, D 0. Division of Licensing 82/03/03 HALLiH, Babcock t. 
Ullcox Operating Plants Owners Oroup. 24pp, 12489:300 24X 

Flche 90-000.82/03/03,8204010237 


8203190001 Generic Ltr B2-OS to all licensses of operating power 
reactors rs post-TKI requirements 

EIBENHUT, D 0 Division of Licensing 82/03/19 HAUSPURO.A 
Consolidated Edison Co of New York 7pp 12913' 128 24X 

Flche; 90-000, 82/03/19,8203190001 


B2O4O7O0OB Notification of 630419 meeting w/utll In Bethesda.HO to 
discuss util input to Class 9 accident analysis 
SCALETTt.D C Licensing Branch 4 82/04/01 ADENSAM.E 0 

Licensing Branch 4 2pp 12997.096. 24X Flche 90-438,82/04/01. 

8204070608. 
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8204120227 Foruirdt Amand 22 ta •ppllcjtion for OL constfting of Amend 
22 to FSAR flivlilon to Todlf 1 7 1-1 updating olactrlcol 
Inatrumanttaion ti eontrol drawlnp a. FBAR tabUa of contanto 
& lltti of raf and 

HiLLSi L M Tannanoa Vallan Authoritv 62/04/03 DENTONcH R 
Office of Nuclear Reactor Ragulotloni Olrat tor Ip. 12634 121 24X 

Flchr SO-438. e2/04/08> 8204120227 


8204160199 Oenirlc Ltr 32-03 to all PUR plant llceniaaa U appllcante re 
tranamlttal of NUR£0-0909 relative to Oinna tube rupture 
U/o end NURE8 Llet of NRC raclplonti and 

ElBENHUTiDO Olvlilon of Llccnflng 32/04/19 KADSPUROf A 
Conaolidatad Edlton Co of Nau Vort 7pp 12737 203 24X 

Flche 90-000.82/04/19.3204160199 


8204200490 Foruardt guldtlinai for 820419-21 itructural deelgn audit In 
KnoivllloiTN Re^ueeted Info ihoulri be available at beginning 
of audit 

ADEN8AM.E 0 Licensing Branch 4 02/04/15 PARRIS* H 0 Tantieesee 

Vallty Authority lOpp 12604.186 24X Flche. 90-438.02/04/16. 

8204200490 


0204210295 Oeneric Ltr 02-09 to aH power reactor 1 ictnstee. app 1 Icants 
for OL. NSSS vendor! & reactor vendor* re environ 
q^uallf Icatlon of eaf aty-rcleted electrical eaulpment 
NRC pofltlon re tual If ication requlremente end 
EISENHUT.DO Dlvlcion of Llcenilng 82/04/20 HAUSPURO»A 
Contoll dated Edison Co of New Vork 18pp 12S62 337 24X 

Flche 90-000,82/04/20,3204210299 


F Security, medical, emergency 1. fire protection plane 


8204230293 Summariies dlicuteione u/NRC re requirements of 10CFfi73 1. 
security itorege contalneri Steel Piling cabinet u/itael 
locting bar 1. threc-poiltlon. changeable combination. 93A- 
approved padlock in controlled acceii area adequate 
HILLS.L M Tennettee Valley Authority 02/04/19 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 12818:047 24X 

Fiehe 90-000,82/04/19,3204230298. 


K Utility Final Safety Analyile Report IFSARl & amende 


3204120227 Foruardt Amend 22 to application for OU contitting of Amenil 
22 to FSAR Reviiion to Table 1 7 1-1 updating electrical 
instrumentation b control drawingt. FSAR tables of content* & 
tist of rtf end 

MILLa.L H Tennetsec Valley Authority 82/04/03 DENTON. H R 
Office of Nuclear Reactor Raguiation. Director Ip 12634 121 24X 

Flche 30-438.82/04/08,6204120227, 


-3204120230 Amend 22 to FSAR 

« Tenneteat Valley Authority 82/03/19 SOOpP 12634 122 S4X 
Flche 90-433. 32/04/08. 8204120227. 


8204200120 Foruardt affidavit cartifying 020414 eve of Amand 22 to 
facllltlas FSAR 

HILLS.L M Tanntfses Valley Authority 82/04/14. ADENSAH. E 
Licensing Branch 4 2pp 12746.108 24X Flch e: 90-438. 82/04/14, 

8204200120 


Intpaction rtporta. IE Sullatlna t. c orraspondance 


204230254 Forwards addl info ra reiponsi to IE Bulletin 81-02. 
"Survei 1 lenc* of Hechanical Bnuhhars " Util investigating 
condition to deternlna If housing failurae arc consequence 
of nods performad on Wastinghouse valves 

HILLS.L. N Tannateec Valley Authority 02/02/11 O'REICLY. J P 
Region 2. Office of Director 2pp. 12918 039. 24X 

Flche. 50-000, 82/02/11*3204230254. 


74140436 Act receipt of 820226 t> 0311 Itn informing NRC of steps 
aken to correct violation noted In IE Inep Repts 
■0-433/81-33 ti 90-439/81-33 

ANTRELL. F. 8, Division of Pro^^ect (> Resident Pro'grams 82/03/17. 
ARRIS, H 0 Ttnneiies Valley Authority tp 12669 222 S4X 
i c h * ■ 90-438. 02/03/ 1 7. 820 4 1 40436. 


204140441 Responds to NRC S20126 ltr re violation notad In IE Inep 
Reptd 90-438/01-33 ti 90-439/01-33. Correct ivt actions 
affected sections of piping replaced b doeunented b seleotlc 
pipe lupports ralnstallsd 

HILLS.L, H. Tsnnsesta Valley Authority. 82/03/11, O'REILLY. U. P 
Region 2. Office of Director. 3pp 12669,223, 24X 

Flche 90-438, 82/03/ 1 7, 32041 40436 


—0204140490 Forwards IB ln»P Repts 90-438/81-33 fc 30-439/01-33 on 
811201-31 b notice of violation 

CANTRELL, F 8 Reactor Project Drench 1 82/01/26 O'REILLV. J F 

Ttnnassse Valley Authority 2pp 12669 227 24X 

Flche 90-430, 82/03/17. 8204140436 


— 8204140493 Notice of violation from intp on 011201-31 

a Region 2, Office of Director 02/02/26 Ip 12669 229 .’I4X 

Fich* 90-438,02/03/17,8204140436 


—8204140456 IE Insp Repts 90-430/81-33 fc 90-439/01-33 on 011201-31 
Noncompllencs noted piping cold sprung due to installation 
of itianlc supports 

WILCOX, J D , QUICK, D R Division of Rasldant b Reactor Project 
Intpaction 02/01/26 9pp 12669 230 24X Fiche 90-438. 

82/03/17, 8204140436 


8204140339 Forwards IE Insp Rapts 90-438/32-04 b 90-439/02-04 on 
620222-26. No nopcomp 1 tanc c notad 

CANTRELL. F Division of Project b Resident Programs 02/03/2*' 
PARRIS. H O Tennessee Valley Authority 2pp 12663 297 24X 
Fiche 90-438.82/03/22.0204140339 


— 3204140349 IE Insp Repts 90-438/82-04 b 90-439/02-04 on 020222-26 
No noncompt lance noted Major areas inspected pipe support 
base plate designs using concrete expansion anchors b 
seismic analysis for as-built safety-related piping syt 
YORK. J W r HERDT. A R Division of Engineering b Technical 
Programs 82/03/19 6pp 12663 299 24X Flche 90-430,02/03/22* 

3204 I 40339 


8204010393 Ack racaipt of 820129 b 0204 Itrs Informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-438/01-32 b SO-439/01-32 

CANTRELL. F B Division of Project b Resident Programs 32/03/24 
PARRIS. H 0 Tennessee Valley Authority Ip 12477 009 24K 

Flche 50-438.82/03/24.8204010393 


— 6204010398 Responds to NRC 811229 ltr re Violations noted In It- Insp 
Repts 90-433/01-32 b 90-439/01-32 Corrective actions 
supports will be reworked by 820328 Oeneric concerns will be 
addressed b corrected, p *r IE Bulletin 79-14 Insp 
HILLS.L M Tannsssse Valley Authority 82/02/04 0'RElLLY.^f I' 
Region 2* Office of Director 3pp 12477 010 24X 

Flche 30-438, 02/03/24. 8204010393 


— 6204010401 Notlflse that rasponsa to NRC 811229 ltr re violatlan* noled 
In Insp Repts 90-438/81-32 b 90-439/81-32 will be delayed 
until 620209, per 820127 ltr 

MILLS. L H Tennetiee Valley Authority 82/01/29 O'REILLY. J 1' 
Region 2. Office of Director Ip 12477 013 24X 

Flche. 80-430, 82/03/24, 0204010393 


—6204010406 Foruardt IE Insp Repts 90-430/81-32 b 90-439/01-32 on 
811200-11 & notica of violation 

LEWIS. R C. Reactor Project Drench S 81/12/29. PARRIS. H 0 
Tenneaeee Valley Authority 2pp 12477 014 24X 

Fiche 50-438.02/03/24,0204010393 


— B204010408 Notice of violation from Insp on 011200-11. 

* Region 2. Atlanta. Offica of the Director <01/03/011 Bi/12/29 

Ip 12477 016 24X Flche 90-438, 02/03/24. 0204010393 


— 0204010419 IE Inep Repts 90-438/81-32 b 90-439/81-32 on 011203-11 
Noncomp liance noted quality checke not performed for seven 
seismic supports, per IE Bulletins 79-02 b 79-14. 

YORK. V W . HERDT, A. R Engineering Intpaction Branch 01/12/20. 
9pp 12477 017 24X Flche 90-438.02/03/24,0204010393 


0204140372 Forward * IE Info Notice 02-00, “Check Valve Failures on 
Oisiel <7enara tor Engine Cooling 8y* “ No action or raipontc 
raquaeted 

O'REILLY, J P Region 2, Office of Director 02/03/26 UHRIO.R E 
Florida Power b Light Co 4pp 12670.311 24X 

Flche- 90-000, 82/03/26, 8204140372. 


0204230260 Foruardt IE Imp Repts 90-438/82-09 b 50-439/82-09 on 
020302-09. No noncompllanca noted, 

CANTRELL, F 8 Division of Project b Resident Programe. B2/03/S9 
PARRIS, H.0 Tenneiia* Valley Authority 2pp, 12018.048 a4X 
F 1 c h * ' 90- 438, 82/03/29, 820423026 0 


—8204230279 IE Insp Repts 90-438/82-05 b 90-437/82-09 on 320302-05. M* 
noncompllanca notad Hajnr area* inepacted: containment 
penetration*, observation of work b uork actlvltlea b 
safety-related welding structurae. 

OIRARD.E H . HERDT, A R Dlvltlen of Engineering b Technical 
Program*. 82/03/85. 7pp. 12010-ogo. 24X Flche 90-433' 82/03/09, 

B204230S60 


204140444 Responds to NRC 680126 ltr rt vloletton notad In IE Inep 
Repts 90-43B/B1-33 b 90-439/81-33. Advises that subnUtlon of 
dacuaents responding to violation delayed from 820228 until 
820312 

HILLS, L H Ttnneseaa Valley Authority 02/02/26 O'REILLY, UP 
Region 2, Office of Dirac tor. Ip. 12669:226 24X 

rich*. 80-430,82/03/17, 8804140496. 



DOCKETED ITEMS 


3S6 


BaO-Al^Oiias Forward* IE Info Notice a2-10< "Fo 1 louiing Up Symptomatic 
Repairs to Assure Resolution of Problem " 

p'REH-CViJ P Region 3i Office of Director 82/03/31 UHRIOiR E 
Florida Powor & Light Co 4pp 12670 OOS 24X 
Flche 50-000, 02/03/31, Ba0A140A3S 


82042304AO Forward* IE Insp Rept* 50-430/82-07 i, 50-439/02-07 on 
6S03D9— 12 No none amp 1 1 one e noted 

CANTRELL, F B DlvlBion of Project *< Resident Programs 82/03/31, 
PARRlSfH O Tennessee Valley Authority 2pp 12814 324 24X 

Flche 30-438,02/03/31,8204230440 


— 6204230353 IE Insp Repts S0-43B/B2-03 t* 50-439/B2-03 on 820309-12 
None onpl lance noted failure to adequately train craft 
foreman in proper procedures 

NRICHT.R M , UPRtOHTiC M Division of Engineering t> Technical 
Programs 02/03/04 6pp 12816 019 24X Fiche S0-43a> B2/04/14, 

8204230341 


8202040143 IE Info Notice 82-12, "Surveillance of Hydraulic Snubbers ” 
W/enc 1 SVC 1 i st 

JORDAN, E L Division of Engineering 8, Quality Assurance 02/04/21 
64 pp 12873 001 24X Fiche 50-000.62/04/21,8202040143 


8204230445 IE Insp Repts 50-430/82-07 ti 30-439/02-07 on 020309-12 No 
nonenmp 1 lance noted Major areas inspected electrical 
components Si sy a, work, qua 1 tty records & licensee identified 
items 

OtDDQNS.T D , CONLON, T C Division of Engineering & Technical 
Programs 82/03/30 4pp 12814 326 24X Fiche 30-430,02/03/31, 

0204230440 


8204140172 Ac k receipt of 820330 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-430/82-02 t< 
30-439/92-02 

CANTRELL, F S Division of Project & Resident Programs 02/04/05 
PARRIE.H 0 Tennessee Valley Authority tp 1266S 262 24X 

Fiche: 50-430, 02/04/03, 0204140172 


•8204140105 Forwards IE Insp Repts 30-430/02-02 L 50-439/82-02 on 
820101-31 S( notice of violation 

CANTRELL. P 8 Division of Project 8< Resident Programs 82/03/03 
PARRTB.H 0 Tenneesee Valley Authority 2pp 12665 266 a4X 
Fiche 50-438,02/04/05,9204140172 


— 8204140190 IE Insp Repts 50-438/82-02 t< 50-439/02-02 on 020101-31 
Noncomp 1 1 an c e noted failure to follow prerequisites for 
const flush 

WILCDXi J D I QUICK, D R Division of Project I, Resident Programs,. 
82/03/03 9pp 12665 269 24X Fiche 30-430,82/04/05,8204140172 


8202040142 IE Info Notice 02-ii, "Potential Inaccuracies in Wide Range 
Pressure Instruments Used in Mestinghouse Designed Plants '* 

Sve list encl 

JORDAN, E L Division of Engineering & Quality Assurance 82/04/09 
63pp 12078 342 24X Fiche 50-000,82/04/09,0202040142 


S Reportable occurrences, LERs & related correspondence 


8204020238 Fifth interim deficiency rept re main feedwater t, 
containment Isolation valve mis categ orl latl on Rept for 
qualification of swing check valves to seismic Category 1 
requirements completed Nest rept by 820729 

MILLS,LN Tennessee Valley Authority 82/03/19 0 '’REILUV. J P 

Region 2, Office Of Director. 2pn 1S498 188 24X 

Fiche 30-438,02/03/19,0204020238 


8204020328 First Interim deficiency rept re improper use of circuit 
breakers to shed non-Clast IE 1 oad s, in l tlal 1 y reported on 
820219 Util will verify that configuration is safe Analysis 
will be documented & referenced In FSAR Next rept by 620624 
MILLS, L M Tennessee Valley Authority 82/03/19 a'REILLV, J P 
Region 2, Office of Director 2pp 12496 231 24X 

Fiche 30-430.82/03/19,0204020328 


G204D20507 Final Deficiency Rept 2 re failure of Traniamerica Delaval 
to correct vlolattons identified during Audits 79V-3S t, 

OOV-39 promptly, due to improper QA program imp 1 omenta t ton. 

Initially reported on 020114 Also reported per Part 21 
MtLL0,L,M Tennessee Val ley Authority 82/03/19 a'REILLV, J P 
Region 2, Office of Director 2p p 12500 337 24X 

Fiche 30-000,82/03/19,0204020507 


8204020447 Revised final deficiency rept re failures of Lambda 
LX6-E~24-R power module, i nl tlal ly reported 801218 Caused by 
application of solvent which affected dielectric results 
Cleaning procedures changed Also reported per Part 21 
MILLS, L,M Tennoasee Valley Authority 82/03/23 O'REILLY. JP 
Region 2, Office of Director 2pp 12503 0 44 24X 

Fiche 50-438,02/03/23,0204020447 


B204140401 Forwards IE Bulletin B2-0I, "Alteration of Radiographs of 
tfelds in Piping Qubassemb I los " 

O'REILLY, J P Region 2, Office of Director 02/04/13 UHRIO.R E 
Florida Power 1< Light Co Spp 12670 338 24X 

Fiche 30-000,02/04/13,8204140401, 


8204140442 Forwards IE Info Notice 82-09, "Cracking in Piping of 
Makeup Coolant Lines at DtcM Plants, " to be revietited for 
possible app 1 Icab 1 1 1 ty 

Q'REILLV.J P Region 2, Office of Director 82/04/13, UHRIQ.R.E, 
Florida Power U Light Co 4pp 12666 231 24X 

Fiche 30-000, 02/04/13,0204140442. 


S204230378 Responds to IE Bulletin 01-02, Suppl 1, "Failure of Bate Type 
Valves to Close Against Differential Pressure " Addl info 
for Matts Bar will be submitted by 820728 Results of 
Investigations end 

KILLS, L M Tennessee Valley Authority 82/04/13 O'REILLY, J P 
Region 2. Office of Director 2pp 12813 298 24X 

Flche 50-000.02/04/13,0204230378 


8204230341 Ac k receipt of 820402 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-438/02-03 h 
50-439/82-03 

LGNO, F J Division of Project 1, Resident Programs 82/04/14 
PARRI8.H0 Tennessee Valley Authority Ip 12816013 24X 

Flche; 50-430, 02/04/14, 0204230341, 


— 8204230343 Responds to NRC 920126 Itr re violations noted in IE Insp 
Repts 30-430/82-03 S< SO-439/0S-O3 Corrective actions, craft 
superintendants reinstructed re responsibility to ensure 
that foreman maintains proper QC procedures 

HILLS. L M Tennessee Valley Authority 82/04/02 0 'REILLY, J P 

Region 2, Office of Director. 2pp 12816 014 24X 

Fiche 50-438,02/04/14,8204230341 


—8204230380 Forwards IE Insp Repts 50-438/82-03 l« 50-439/82-03 on 
820209-12 t< notice of violation 

CANTRELL. F Division of Project tt Resident Progrems 82/03/03. 
PARRIS.HO Tennessee Valley Authority 2pp 12016.016. 24X 
Flche 30-438,82/04/14,8204230341 


— 02O4H3O353 Notice of violation from Insp on 820209-12 

• Region 2, Qfflce of Director 82/03/03 Ip. 12816 018. 24X 

Flche 30-430,02/04/14,8204230341 


82040204&2 Second Interim deficiency rept re seismic support lugs on 
2-ineh or less stainless steel p Ipe, ori glne I ly reported on 
811224 Cause not yet determined Meld mockups sent to 
Singleton Matl Lab for metallurgical test Neit rept 820319 
KILLS, L M Tennassee Valley Authority 62/03/23 O'REILLY. J.P 
Region 2, Office of Director 2pp 12301 046 24X 

Flche: 50-438, 82/03/23, 8204020462 


8204020539 First interim deficiency rept re small valves in auilliary 
feedwater syi exceeding weight t, length limitations, 
originally reported on 020222 Caused fay valva dimensions 
eicBSding design spec Next rept by 820709 

M1LL8,L M Tennessee Valley Authority, 82/03/23. O'REILLY, JP 
Region 2, Office of Director Zpp, 12300.012 24X 

Fiche 50-430,82/03/23,8304020359. 


82040B02B7 First Interim deficiency rept re amissions ta auilllaiy 
feedwater pump design drawings, tnlbia 1 ly reported 020223. 
Auxiliary Feedwater pump design will be revised fay 8S0611. 

MILLS, L M Tennessee Valley Authority 02/03/25 O'REILLY, J P 
Region 2, Office of Director, 2pp 12603' 260 24X 

Fiche 50-430,82/03/23,8204080287 


0204000389 Fourth Interim deficiency rept re Audit JA 0100-03 Findings 
0-1 & 0-2 on design review process li interface coordination 
activity, ini tlal ly reported on 8107 17. Findl ng Q-i will be 
resolved by 1902 action plan. Next rept due by 621223 
MILLS, L M Tennessee Valley Authority. 08/03/85 O'REILLY, J.P 
Region 2, Office of Director Ip 12600 205, 24X 

Flche: 50-000, 02/03/23, 0204000369 


0204000489 First Interim deficiency rept re seismic analysis of 
auxiliary control bldg, Ini tla I ly reported on 630226 Util 
pirformlng revised seismic analysis upon presant day 
structural configuration Next rept to be submitted 020722, 
MILLSiL.M Tennessee Valley Authority 82/03/26 O'REILLYiJP. 
Region 2, Office of Director. Spp 12399 044 24X 

Flche 30-430,02/03/26,0204080409 


n^wsuowoaa rirsn interim aefic 1 enc y .-pv . - n, wnnneii 
supports, Initial ly reported 600905 Contractor revising 
detail sheets on affected hangers Revision 90X complete 
Next rept expected by 620713, 

HILL 8 , U M Tenneseee Valley Authority 62/03/26. O'REILLY, J P 
Region 2, Office of Director. Ip 12599 110 , 24X 

Ftcha, 30-438, 02/03/26. 0204080524 
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8204-160265 Ravi s«d final deficlancg rapt ra utl4& bg vfohnson hfachinc 
Morlc* on revolving plat forin> ini ttal Ig reported 811106 
Nondestructive etatn imp of ueld repairs on Unit i truck 
uill be completed bg 82052? 

MILLS.L N Tennessee Val leg Authoritg e2/'03/29 O'REILLV^ vl P, 
Region 2, Office of Director 3pp 12696 297 24X 

FiChe S0-43B> 8S703>'2?. 8204160269 


8204160370 First Interim deficiencg rept re incorrect Insp code on 
hanger drawings tg ITT Or Innel 1. ini tial Ig reported on 
820301 Vendor ulll be requesteil to revleu all A5H£ Bectlo-n 
III Class 2 NF hanger drawings Also reported per Part 21 
MILLS, L n Tennessee Val leg Authoritg B2/O3/30 O'REILLV, J P, 
Region 2. 811100 of Director 2pp 12707 164 24X 

Flche SD-43S, 82/03/30. 8204160370 


8204160418 First interim rept re deficiencies found bg IE Dulletin 
79-14 Insp pr dgram, inlt la 1 Ig reported 820301 Support numbers 
placed on Isometrics Development of Insp packages in 
progress Next rept bg 020810 

MILLS, L H Tennessee Val leg Authority 82/03/30 a'AEJLLV, JP 
Region 2, Office Of Director 2pp 12707 071 24X 

Fiehe 90-438,82/03/30,8204160418 


8204160348 Sixth interim deficiencg rept re failure of main steam lines 
because of main fceduatar overf 11 1, ini t ial 1 y reported on 
800319 Preliminarg revieus of BbM rept Indicate that data 
appear favorable Also reportable per Part 21 

M1LL9.LM Tennessee Val 1 ey Authority 32/03/31 Q-'REILLY, 3 P. 
Region 2. Office of Director Ip 12706 3 24. 24X 

Flche 90-438,82/03/31,8204160348 


82042B0417 fifth Interim deficiency rept ri d Ifliensionel ly noncanfPTaing 
anchorage matl, Initlelly reported 310909 Util awaiting 
Inryco anchorage measurements before flnalliing disposition 
of deficiency Next rept 820816 Also reported per Part 21 
HILL8,L M Tennessee Valley Authority 82/04/13 O'REILLY, U P 
Region 2, Office of Director 2pp 12867 197 24X 

Flche 90-433,82/04/13,8204280417 


8204260433 Final deficiency rept re heat tracing tapes exceeding 
PF-4131 guidelines for leachable halide con tent, initial ly 
reported 011224 Tape removed from use t replaced u/Thermon 
PF-I tape 

MILLS, L M Tennissaa Valley Authority 62/04/13. O'REILLY, J P. 
Region 2, Office of Director 2pp 12866 041 24X 

Flche 90-438,82/04/13,8204290433 


B2042B0333 Second Interim deficiencg rept re overpressure protection In 
decay heat removal sy i> ini t ial 1 y reported 811127 Piping 
design calculations being made per A8ME Section III, 

NS3677 2 Next rept by 020819. 

MILLS, L.rt Tennessee Valley Authority 82/04/14 O 'REILLY, J P 
Region 2, Office of Director 2pp 12869 244 24X 

Flche 90-430, 82/04/14,0204280333. 


B2O42B0467 Fourth Interim deficiency rept re tolerance for tubular 
steal cable tray hangers, initial ly reported 810716 Bupporti 
under review to determine mode to accomplish seismic 
RUal 1 f Icatlon. Naxt rept by 820923 

rrlLLB, L M Tenneisee Valley Authority 82/04/14 O'REILLY, J- P 
Region 2, Office of Director Ip 12867‘31B. 24X 

Flche 90-438,82/04/14.8204280467 


8204160354 Second Interim deficiency rept re pipe hanger eupporte added 
to auxiliary feedwater pipe trench, ml t Ial 1 y reported on 
BI0924 All auxiliary feedwater trench tt tunnel sectlone are 
under investigation Next rept to be submitted B20729 
KILLS, L M Tenpessae Valley Authority 02/03/31 O'REILLY, J P. 
Region 2. Office of Director 2pp, 12706 359 24X 

Flche 90-438,82/03/31,8204160394 


8204280913 Bupp lemental deficiency rept re power cables not quallPled 
for IEEE 303-1974 flame tes t, in i tlal t y reported 800819 
Cables provide power to const activity until switchgear 
13 8 kV eixerg i I ed. Correct Ivfl action completed fay 82Q730 
MILLS, L M. Tennessee Valley Authority 82/04/14 O'REILLY, U P. 
Region 2, Office of Director Ip 12667 290. 24X 

Fiche 90-438,82/04/14,8204280513 


8204160362 Second interim ileficiency rept re insufficient engineerirg 
change notice reviiiu & hand I ing, ini tlally reported on 
811215 Scope of deficiency being reviewed Next rept will be 
submitted by 020802 

HIULSiL H Tennessee Valley Authority 32/03/31 O'REILLY,,! P 
Region 2, Office of Director. 9pp 12701 005 24X 

Fiche 50-000,82/03/31,8204160362 


S204I60407 Second interim deficiency rept re failures of design review 
process to verify accuracy L adequacy of document s, ini t ially 
reported on 811219 Engineering design rtvlcw ulll be 
completed by Oct 1982 Next rept due by 821217 

MILLS.L-M Tennessee Val 1 ey Authority 82/03/31. D'REILLYiJ.P 
Region 2, Office of Director 2pp 12707.082 24X 

Flche 50-000,82/03/31,8204160407 


8204160193 First interim deficiency rept re Incorrect Inaketlatlon of 
pressure L safety relief valves on component coaling water 
piping to reactor coolant pump PlAl, initial ly reported on 
B20309 Next rept Will be submitted by 820714. 

MILLS, L H Tennessee Valley Authority 82/04/02 O'REILLY, J P 
Region 2, Office of Director 2pp 12699 272 24X 

Flche 50-438,02/04/02,0204160193 


3204280291 Beco-nd interim deficiency rept re bonnet studs improperly 
torqued on decay heat removal valves, initially raported 
811222 Oparatlonal valves w/studs torqued to proper value 
Next rept by 820628 Also reported per Part 21 

MILLS, L N Tenneieae Valley Authority 82/04/19 O'REILLY, J P 
Region 2, Office of Director 2pp 12869’ 087 24X 

Flche’ 90-438, 82/04/19,8204290291 


82O'42B0'344 Final deficiency rept re incorrect design temps for 
reactor bldg cooler valves, Inlt ially reported 811203 
Essential raw cooling water design criteria diagram revised 
Pipe schedule calculations modlfiad 

MILLS, L M. Tenneieae Valley Authority 82/04/16. O'REILLY, J P, 
Region 2, Office of Director 3pp 12B6S. 276 24X 

Fiche 80-430,02/04/16,0204280344 


8204230472 Gecond Interim deficiency rept re pipe supports attached to 
6-lnch strip plates, Initla 1 ly reported 81 1231, Attachments 
under review to determine if etresies ti deflections exceed 
allowable llmiti Next rapt to be submitted by 820808. 

MILLSiL, M Tennessee Valley Authority 82/04/16. 0 'REILLY, J. P 

Region 2. Office of Director 2pp 12867.284. 24X 

Fiche. 90-433, 82/04/16, 3204280472 


6204160210 Fourth interim deficiency rept re steam pressure regulator 
malfunction event*. Initial ly reported on 810519. Mid-Fab 
completion of analysis rescheduled for mid-May. Final 
response will be submitted fay 820630 Reported per Part 21. 

HILUStL M Tennessee Valley Authority 62/04/08 O'REILLY, JP 
Region 2, Offtc* of Director. 2pp, 12699 267 24X 

Flche 90-433, 02/04/02,8204160210. 


8204160437 Final deficiency rept ra capacitor* on Consolidated Control 
Copp field buffer cerdi, I n 1 tlal ly reported 810123 Different 
style cepacitor installed 6 resistor added Also reported 
per Part 21 

MILLS, L.M Tennessee Valley Authority 82/04/02 O 'REILLY, J, P, 
Region 2, Office of Director 2pp 12706,096 84X 

Fiche. 9D-43B, 82/04/02,8204160437. 


8204160283 First interim deficiency rept re external governor lube oil 
cooler on standby dleisl ganarator* located above max 
elevation of piping betwean cooler* t, governor, inl-t iall y 
reportfd 820308, Add! relocating instruction* expected. 

HILLB.L M. Tenneisee Valley Authority 82/04/06. □ 'REILLY, J p, 

Rigton 2, Office of Director Bpp 12699,034, 24X 

Fiche 90-438, 82/04/06 , 8204160283 


8204200307 Final deficiency rept re dos Ign ml state in teat Una 
Isolation val ves, initially reported 811112 Train B makeup 
pump recirculation line redetigned to move connection to 
dounttreem of leolatlon valves, 

illLLEiL M Tenniieei Valley Authority, 82/04/12, O'REJLLY, \f, P. 
Region 2, Office of Director, 2pp, 12869:042 24k 

Flcha 90-438, 02/04/12,8204280307. 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 
A, Appllcation/constructlon stage documents 6 corratpondence 


G204140066 FOIA request for listed documents. Requests fees for 
reproduction of documente be waived, 

ALEXANDER, R Ohio Cl tl line for Responiible Energy. Bl/10/26. 
Division of Rules and Records, Spp, 12672,104, 24X 

Flche. 90-440, 81/10/26,8204140066 


8204(40093 Appeals denial of fee waiver request for FOIA documents 
Documents do not have to be relevant to proceeding. 

ALEXANDER, R. Ohio Gitiibns for Responsible Energy. 81/11/26, 
Office of the Executive Director for Operetlens. 3pp. 12672:100 
241( Fichu 90-440,81/11/26, 8204140093. 


8304140032 Responds to appeal of denial of fee waiver request Request 
granted in part 6 denied in pert Fees will be weived for 
documente relevant to admitted contentions. 

DIRCkS, W J, Office of the Executive Director for . Operations, 
82/01/09 ALEXANDER, R Ohio Cltitene for Reeponflble Energy. 3pp 
12672:097, 24X Flche,’ 90-440, 82/01/09, 82041 40032. 
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8204070404 Submltf final rsvieu r» geological aspects of site as 
presentsit in FSARiChapter 8 S Data sufficient to provide 
basis for reasonable assurance that faults are not 
capable 

OEVlMEi J F Interl ort Dep t ofi Oaological Survey 83/03/10 
JACKSOliiR E Office of Nuclear Reactor Regulation! Director App 
13&75 23S 24X Fiche 50-440r 83/03/ lOi 8304070404 


8303190001 Generic Ltr dS~09 to all licensees of operating pouer 
reactors re post-TMl requ Ireniants 

EISENHUT.DG Division of Licensing 82/03/19 HAUaPUfiO, A 
Consolidated Edison Co of New York DCX.ANi J American Electric 
poiiier Co I Inc ROOTiL D loua Electric Light (< Pouer Co 7pp 
13513 138 24X Ficho 50-000, 82/03/ 19i 82031 90001 


8204020319 Foruards responses to action items identified In NRC 
020125-39 mgt audit re training S shift staff Ings 
DAVIDSQNiD.R Cleveland Electric Illuminating Co 82/03/32 
SCHWENCER-A Licensing Branch 3 !6pp 1349i 262 24X 

Ft Che- 50-440, 83/03/22, 8204020319 


8304030543 Foruiards fesponse to Licensee dual if ication Branch 830106 
request For addl info ro site 8< corporate organ! cation, per 
NUREO-0654 t, NUREO-0737 Item I B 1 2 Responses util be 
Incorporated into F8AR Chapter 13 

OAVIDsaNi D R Cleveland Electric Illuminating Co 82/03/22 
SCHUENCER. A Licensing Branch 2 S3pp 12499 333 24X 

Fiche 50-440. 82/03/22, 8304020543 


6304030556 Foruards responses to 311117 request for info re 
Instrumentation << control sys, per Reg Guide i 118 Response 
completes action items, per 811216-17 & 820113-14.0317-18 
meetings 

DAVIDSON.D R Cleveland Electric Illuminating Co 83/03/32 
aCHHEMCER.A Licensing Branch 2 75pp 12499.233 24X 

Fiche 50-440,83/03/32,0204020556 


B20406D137 Forwards responses to Licensee Oga 1 1 f Icatton Branch 030106 
request for addl info re mgt organl latlon, per NUflEO-0694 
Item I B I a. b NUHEO-0737 Items 1 A 1 I I. 1 A 1 3 
DAVIDSQN.D R Cleveland Electric Illuminating Co 82/03/32 
aCHHEMCER/A Licensing Branch 2 33pp 12353 312 a4X 
Fiche 50-440, 83/03/22. 8304060137 


820401'0'439 Foruards info re status of listed unresolved safatg issues 
per 011118 request Licensing Revleu Croup II position paper 
l-Olfl "Interim Licensing Bases Pending Resolution of 
Unresolved Eafetg Issues” endorsed 

DAVIDSDN.D R Cleveland Electric Illuminating Co 82/03/33. 
SCNNENCER.A. Licensing Branch 2. 23pp 12484 044 24X 

Fiche 50-440.93/03/23,8204010439 


8204020277 Foruards addl info requested in NRC 820302 ltr ra Instrument 
E< Control Branch operations Responses will be incorporated 
as amend to fbar 

DAVIDSON, 0 R Cleveland Electric Illuminating Co 82/03/33 
SCHWENCER, A Licensing Branch 2 6pp 12497 164. 24X 

Fiche. 50-440, 83/03/23, 8204020277 


6504060118 Forwards response to B20309 request for addl info ra 
operational OA program NUREO-0737 saf etg-re latad items to 
be included in F8AR Table 3 2-i listed. 

DAVIDSON.D R Cleveland Electric Illuminating Co 83/03/26 
BCNMENCER, A Licensing Branch 2 I3pp. 12549 202 24X 

Fiche: 50-440, 02/03/26. 8204060118 


8204070671 Requests rcanalysls of Vendor hydrodynamic loads In piping b 
on control rod drive sys supports for worst case conditions, 
per Licensing Review Group II decision Notification of 
eipecttiF response date requested within 7 days 
BCHNENCER.A Licensing Branch 2 82/03/29 DAVIDSON, 0, R 

Cleveland Electric Illuminating Co 3pp 12397.029 34X 

fiche 50-440, 82/03/29, 820 407067 1 


8204160367 Advises that util will Incorporate info provided In 
D Holtischsr 830125 b 0313 ttrs into facility DL. 

OAVICSON. D R Cleveland Electric Illuminating Co. 82/04/01. 
NILUEiR, J, R Standardliation b Special Projects Branch. 2pp 
12707 145. 24X Fiche 50-440,83/04/01.8204160367 


6204190310 Notification of 820428 meeting u/utll>C-E, OE b OA Co in 
Bethesda.flD to discuss equipment qualification. 

STEPANO, J vl Licensing Branch 2 02/04/06. SCHWENCER, A Licensing 

Branch S. 4pp 12732.076 24X Fiche; SO-440,62/04/06, 8204190310 


8204260146 Summarlies const activities scheduled for completion Nov 
1983 b May 1987 for Units 1 2, rospectivsly. 

DAVlDaON,D.R Cleveland Electric Illuminating Co 92/04/13 
SCHWENCER. A Licensing Branch 2. 2pp. 12830.173. 84X 

Fiche 30-440, 82/04/13, 8204260146 


8304160152 Generic Ltr 82-07 to all BUR plant licensees b applicants re 
transmittal of NUREO-0909 relative to oinna tube rupture 
N/o encl NURCO List of NRC recipients end 

EISENHUTiD O Division of Licensing 82/04/15 Commonuea Ith 
Edlioi, Go DISE.D P Niagara Mohawk Power Carp CURTIS, N N 

Pennsylvania Power b Light Co 7pp 12787 196 34X 
Fiche 50-000,82/04/15,8204160132 


6204260166 Responds to 830329 request for Info re fast scram 
hydrodynamic loads of control rod drive sys Investigation b 
design mods scheduled for completion by 820701 
DAVIOSOiN, 0 R Cleveland Electric Illuminating Co 83/04/15 
SCHWENCER, A Licensing Branch 2 2pp 1283B 145 24X 

Fiche 50-440,83/04/13,8204260168. 


9204210100 Submits clarification to util 820326 response re 
operational QA program 

DAVIDSON.D R Cleveland Electric Illuminating Co 83/04/19 
eCHUENCER.A Licensing Branch 2 2pp 12803 337 24X 

Fiche 30-440,83/04/19,8204210100 


8204220345 Forwards responses to action Items identified in 811201-04 
meeting u/Structural Engineering Branch. 

DAVIDSOHiDR Cleveland Electric Illuminating Co 83/04/19 
SCHWENCER, A Liceneing Branch 2 26pp 13906 174 24X 

Fiche 50-440,03/04/19,820422034 5 


8304260191 Update! status schedule re control room design revlcw.per 
request Emergency operating procedures will be completed by 
Dec 1962 

DAVIDSON, D R Cleveland Electric Illuminating Co 82/04/19 
SCHWENCER, A Lleansing Branch 2 2pp 13838 113 24X 

Fiche 30-440,83/04/19.8204360191 


8204210295 Generic Ltr 02-09 to all power reactor 1 iceniees, epp licants 
for DL.NSSS vendors b reactor vendors re environ 
qualification of safety-ralated electrical equipment 
NRC position re qual if icatlon requirements encl 
EIBENHUT.D O. Division of Licensing 82/04/20. HAUBPURO.A 
Consolidated Edison Co of Now York LINDER, F Dalryland Power 
Cooperative. TANNER, H K Dallas Power b Light Co. 18pp 
12862 337 24X Fiche 50-000.82/04/20,8304210295 


8204260192 Forwards summary of rasponaes tc NUREO-0737 requirements 
Responses will be incorporated in amend to FSAR 
DAVIDSON.D R Cleveland Electric Illuminating Co 82/04/20 
BCHWENCER.A Licensing Branch 2 Blpp 12838 281 24X 

Fiche 50-440,83/04/20,8304260192 


8204280317 Provides commitment to perform post-irradiation surveillance 
program for fuel bundles Specifics will be developed In 
refueling proccdurei 

DAVIDSON.D R Cleveland Electric Illuminating Co 82/04/21 
SCHWENCER. A Operating Reactors Branch 2 Ip 12869,069 B4X 
rich* 50-440,82/04/21,8204260317 


62042804SO Foruards addl info requested ra g e alagy/toismology of site 
fa surrounding area "Lake Erie Bathymetry b Sediments" b 
"Lineament Study-Perry Nuclear Power Plant Site" encl 
DAVIDSON.D R Cleveland Electric Illuminating Co. 02/04/21 
SCHWENCER. A Licensing Branch 3 17pp 12S67 194 24X 

Fiche 50-440, 83/04/21, 6304280420 


— 8204280437 "Lake Erie Bathymetry b Sediments " One overslic droulng 
encl Aperture card is available in PDR 

a Ncston Oeophyelcal Corp, B2/04/21 2pp 13867 211 34X 

Fiche 50-440.82/04/21,8204280420 


— B2042BO429 "Lineament 8tvdy-Perry Nuclear Pouer Plant Site " 

a Weston Oeophyelcal Corp, 82/04/21 17pp. 12867.214 24X 

Fiche 50-440,82/04/21,9804230420 


D NRC Draft/Final Environmental Statements, supplt b correspondence 


8204070351 Ack receipt of DEB for facil Itles, Review will be completed 
no later than 40 days following rsceipt of DEB b 32 days 
of receipt of FES 

R0E8CH, R M Ohio, State of. 02/03/29. BCHWENCER.A NRC - No 
Oeteilad Affiliation Given. Ip. 12579; 159 24X 

Fiche; 90-440, 82/03/29, 0204070391. 


B20409027B Ack receipt of DES b FR notice re operation of facilities. 
DCMARATZKI, Z Canada, Atonic Energy Control Board, 83/03/31 
BCHWENCER.A Licensing Branch S. Ip. 18627'393 24X 

FlchBjaO~440,a2/O3/31, 8204 090278. 


8204070376 Offers no comments on DEB for facilities Site Is outside 
area of responsibility. 

ARMSTRONG, R C. Army, Dept. of. 82/04/02 SCHWENCER, A. Licensing 
Branch 2. Ip. 12972'088 24X Fi che : 50-440. 82/04/08, 8804070276, 
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8S04I301B4 Offers no comments on DES 

SHAM. R R Agriculture, Dept of e2/04/<» SCHMENCER. A Licensing 
Oranch S Ip 1S6S7 090 24X Fiehe SO'440. 83/04/09. 8204130104 


SS0438Oliil Requests ectension of comment period for 0E9 (NUREO-09B4> 
due to late receipt 

KLINE, C AffiliatiOTi Untnown 83/04/Sl Division of Licensing 

Spp 13G71 301 34!( FIclie SO-440. 83/04/31 . e2043e01f>l 


8204290038 Comments on NUREQ-0B84i DES for facilities Emergency shelter 
should be provided for all onsite employees 

BUUBAOOH, P Affiliation Unknotiin 03/04/21 Division of Technical 

Information U Document Control. 3pp 12894 072 24X 

Flche 50-440.82/04/2119204390038 


E NRC Safety Evaluation Report (SER). supple t< correspondence 


6203300234 Requests addl Info re QA Qrancti SER input, per 83022S memo 
TEOEBCa. R L Aislstent Director for Licensing 92/03/10 
JOHN5TOH.WV Assistant Director for Haterials fc Qualifications 
Engineering 4pp 13481 359 S4X Flche 50-440.62/03/10,9203300284 


6204010329 Foruardi draft responses to concerns identified in Natl U 
Qualification Engineering Branch draft SER. Responses ylll 
be incorporated in subsequent amend to FSAR 

DAVIDSOM. D R Cleveland Electric Illuminating Co 93/03/25 
SCKHENCER.A Licensing Branch 2 4pp 12477 294 24X 

Flche 50-440.82/03/29,8204010339 


8204010384 Forwards draft responses to concerns Identified in draft SER 
for reactor sys Responses will be Identified in subsequent 
amend to FSAR 

DAVIDSON, D R Cleveland Electric Illuminating Co 62/03/25 
SCMWENCER, A Licensing Branch 2. 12pp 12475 338 24X 

Flche 30-440,92/03/29,6204010384 


6204080249 Forwards responses to concerns Identified in draft 8ER fur 
Power Sys Branch Responees will be Incorporated into neat 
FEAR amend 

DAVIDSON. 0 R Cleveland Electric Illuminating Co 62/03/25 
BCHHENCER. A Licensing Branch 2 B3pp 12814-048 24X 

Fiche 50-440,82/03/25,920408024 6 


4 

] 

6304380404 Responds to Kechanical Engineering Branch draft SER j 

concerns Util commits to Reg Guide t 20 requirements far 3 

prototype reactors re internals vibration test program I 

DAVISSON. DR Cleveland Elec trie Illuminating Co 62/04/21 ( 

SCHHENCER.A Licensing Branch 3 Ip 13886 040 34X f 

Fiche 50-440.83/04/31.8304280404 f 


B204380409 Forwards response to concerns identified in Rawer Sys Branch [ 
draft SER 

DAVIDSON. D R Cleveland Electric illuminating Co 82/04/21 

BCHMENCER.A Licensing Branch 3 7pp 13866 001 24X I 

Fiche 50-440,02/04/21,8204280409 i 


620430D4I0 Forwards response to Reactor Sys Branch SER questions re 
plant-specific ECC8 analyses overpressure protection 
analyses using ODYN cade Analyses will be incarparated into 
neit FSAR amend 

DAVIDSON, D R Cleveland Electric Illuminating Co 62/04/21 
SCHMENCER.A Licensing Branch 2 i75pp 13SB7 061 24X 

Fiche 50-440,02/04/21,0204300410 


0204300261 Forwards revised responses to concerns identified in draft , 

SER by Containment Sys Branch Responses will be incorporated ' 

in subsequent amend to FSAR t 

DAVIDSON, D R Cleveland Electric Illuminating Co B2/04/26 ; 

SCHUENCER.A Licensing Branch 3 SOpp 12667 206 24X 

Fiche 50-440,63/04/36,8304300381 i 

< 


F Security, medical, emergency t, fire protect! on plans 


6204140321 Forwards revlssd pages to security plan Pages withheld 
(ref lOCFRS 7901 

DAVIDSON, 0 R Cleveland Electric Illuminating Co 62/03/22 
8CHHENCER.A Licensing Branch 2 Ip 12883 001 24X 

Fiche 50-440,62/03/23,9204140321 


S204060094 Forwards response to issues discussed in 820316 meeting in 
Reading on status of Auxiliary Sys Branch safe shutdown 

analysis called for by App R, Subsection 0 Responses will be s 
incorporated in amend to fire protection evaluation rept I 
DAVIDSON, D R Cleveland Electric Illuminating Co 62/04/01 J' 
8CHHENCER, A Licensing Branch 2 Spp 12550 214 24 X f 
Flche 50-440,92/04/01,6204060094 J 


9204060125 Farwards response to NRC open items identified: Radiation 

Protection Branch Nov 193i SER Responses will be 
incorporated In subsequent amend to FSAR 

DAVlDBOMi D R Cleveland Electric Illuminating Co 62/03/88 
TEDESCOi R L. Aeslstant Director far Licensing, 8pp. 12549 341 
24X Flche 50-440,82/03/28,8204060125 


6204120476 Forwards addl questloni concluded from util 620309 meeting 
w/Nechanlcal Engineering Branch Responses should be provided 
no later than 820407 to complete SER writeups 
SCHUENCER.A Licensing Branch 2 82/04/02 DAVIDSON, D R 

Cleveland Electric Illuminating Co 4pp 12853 333 24X 

Flche 50-440, B2/04/02,B204120476 


8204210243 Forwards revised responses to Power Sys Branch draft 8ER. 
Responses will be Incorporated in subsequent amend to FSAR 
DAVIDSON. D R Cleveland Electric Illuminating Co 82/04/08 
SCHHENCER.A Licensing Branch 2 48pp 12603-017 24X 

Fiche 50-440,83/04/09,8204310343 


8204310025 Submits addl info re Mechanical Engineering Branch draft 
SER Response will be ineorporated into amend to F6AR. 

DAVIDSONtO, R Cleveland Electric Illumlneting Co 62/04/16 
8CHWENCER.A Licensing Branch 2 3&pp. 12604' 061 24X 

Flche' 50-440, B2/04/16, 6204210023 


8204210104 Submits revised response re Matls t. Qualifications 
Engintering Branch concerns on surveillance eapaule 
program In draft SER 

DAVIDSON. D R Cleveland Electric Illuminating Co 82/04/19 
BCKHENCEft. A Licensing Branch 2 2pp 12603,347. 24 X 

Flche 50-440,92/04/19,6204210104 


6204210133 Bubmlts revised response re Auxiliary Bgs Branch concerns on 
emergsney sve water sys in draft 8ER Response util be 
Incorporated in emend to FSAR 

DAVIDSON, D R Cleveland Eltetrie Illuminating Co. 92/04/19. 
SCHHENCER.A Licensing Branch 2 4pp 12003,308 24X 

Fiche* SO-440, 62/04/19. B204210133 


6204220317 Forwards eddl Info In response to draft BER re tnbahe tunnel 
structure Rtspanit will be incorporated into future FSAR 
amend 

DAVIDSON, 0 R Cleveland Electric Illumlneting Co 92/04/19. 
SCHHENCER.A Licensing Branch 2 83pp 12006' 140. 24X 

Fleht' 50-440, B2/04/19, 8204220317, 


8204160494 Forwards eddl info re fire protect ian in response to | 

Chemical Engineering Branch 920312 request Info includes i 

qual i f Icatl an of fire barriers t, penetration seals 4-h 
fire resistance classification I 

DAVIDSON, D R Cleveland Electric Illuminating Co 62/04/08 I 

SCHHENCER.A Licensing Branch 2 8pp 12706 141 24X j 

Fiche 50-440.62/04/08,0204160494 ! 


B2042i036S Act receipt of 620310 Itr to RL Tedesca re plans to in&tull 1 
alert h notification sys at facility Suggestion to reduce r 

emergency planning lone to 5 miles addressed by quote from j 

Chairman Palladlno memo ’ 

SCHHENCER.A Licensing Branch 2 92/04/13 DAVIDSON, D R < 

Cleveland Electric 11 lumina ting Co 2pp 13811, 074 24X 

Flche 30-440.02/04/13,8204210306 , 


0 Adjudicatory correspondence 


8204010293 Notice «f A8L8 constitution CN Koh 1 , chairman & VH BucX b | 

OJ Ed les, memb ers 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 92/03/29 I 

Ip 12477 123 24X Fiche 50-440,62/03/39,8204010292 • 


02O4OSO15O Order granting Sonflowar Alliance Itr request for extenBion i 

of time until 820416 to respond to applicant motion for i 

directed certification , 

SHOEMAKER. C J, Atomic Safety and Licensing Appeal Panel 02/04/02 ( 

Spp 12604 336, 24 X Flche 50-440.62/04/02,9204080150 j 


6204130204 Response opposing applicant 820303 motion for directed J 

certification of ASLS 020303 memorandum & order Compelling !| 

reaeons needed for interlocutory appeal not present 1 

Certificate of Sve end, j 

HIATT. 9 L Ohio Cltiiens for Retpontlfalr Energy 82/04/05 t 

Atomic Safety and Llctnslng Appeal Panel 9pp. 12653:325. 24X | 

Flche 50-440,02/04/05,8204130204 • 


9204130200 lilsc el laneous filings re vleit to control roan slAulatnr. 
ACRB meeting on plant t> NRC Insp to be conducted in Apr 
Related correspondence 

HIATT.S L Ohio Cttliene for Retponeible Energy 62/04/05 2pp 
12655.313 24X Fiche 50-440,62/04/05,8204130300 


— 8204130809 lirget ACR8 meeting on facility be held in Cleveland.OH ai ra 
Certificate of 8vc end 

HIATT, B.L Ohio Citiiene for Retponeible Energy. 92/04/03. 

ACR8 - Advl torv Committee on Reactor Safeguarde. 3pp 12699:315, 
24X Fich t. 50-440, 82/04/05, 8204130208 
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0204130434 Motion for con»o 3 id* t Ian w/Sunflowor Alllancs Ctrtlflcate of 
Bvc anc 1 

KEMNViT J Kannayi T J QS/04/06 Abomlc Safatii and Licanslng 
Board Panel 2pp 12440 008 24^ Fiche 50-440. a2/04/06r 0204120434 


9204070l3fi Reepond* to Sunflower Alllanea 820234 re^utit for 
production of document* !< 82030 5 1 tr renueatlng document on 
applicant financial qual 1 f icat 1 one Lilted document* end 
U/'D enc 1 

THESSlN'i J H Hearing Branch 2 02/04/07 WILT. D D Wilt. D D 

3pp 12628 137 a4X Flche 30-440.82/04/07.8204090136 


8204140313 Motion to dismi** financial qualification contention aince 
new Commi«*lan final rule eliminates all aspect of financial 
qualification* from NRC review at OL stage Certificate of 
5vc one 1 

SILBERO, J E Cleveland Electric Illuminating Co EILBERO.J E 
Shawi Pittman, Pott* :< Trowbridge 82/04/07 Atomic Bafetv and 
Licensing Board Panel 6pp 12663 334 24X Fiche 50-440. B2/04/07, 

8204140319 


S204J30107 Memorandum 6 order dismissing TJ Kenney as party tc removing 
name from sve list Kenney failed to comply w/ASLB 020218 
order to either answer applicant discovery requeets or 
arrange conco 1 1 da t Ion by 820315 

BLOCH. P D Atomic Safety and Llceneing Board Panel 82/04/08 
KENNEY. T J Kennoy, T J Ip 12695 ISl 24X Fiche 50-440, 
B2/04/0B, 8204130107 


3204170188 Discovery rept per ASLD 010709 memorandum & order 

THESBINiJH Hearing Branch 2 82/04/16 2pp 12723 144 24X 

Fiche 30-440,02/04/15.8204170108 


— 9204190170 First set of Interrogatories Notice of appearance I, 
Certificate of Sve encl 

LEWIS, 3 H Hearing Branch 4 82/04/15 Ohio Citijen* for 

Retponsible Energy 6pp 12723 146 24X Fi eh e . 50-440. 02/04/ 1 5, 

8204190180 


9204200302 Discovery rapt for previous 2 months, per ABLB 020909 
mtm^randum ordor 

THE6SIN, J H Hearing Branch 2 02/04/15 BLOCH. P B , BHON, F J , 

KLINE. J R Atomic Safety and Licensing Board Panel 2pp 
12736 355 24X Flcho 50-440,02/04/19,8204200302 


8204210484 Response opposing applicant motion for certification of 
hydrogen control contention No showing made that public 
interest will suffer Contentto admitted has nothing to 
do u/subj matter of proposed r roof of Bvc encl 
WILT.D D Sunflower Alliance .Ti 0 D Wilt. D D 82/04/15 

Atomic Safety and Licensing Appeal Panel Bpp, 12002 184 24X 

Fiche 30-440.82/04/15,8204210484 


B204210S03 Fourth discovery progress rept per A8LB 010909 memorandum t, 
order, LDP-Sl-35 Certificate of Sve encl 

HJATT. B L Ohio Cltiiens for Responsible Energy 82/04/13 3pp 
12801 094 24X Fiche 30-440,82/04/15,8204210503 


8204200113 Response opposing applicant 820323 motion for directed 
certification of ABLE 820303 order ASLB ruling on hydrogen 
control issue does not affect basic structure of proceeding 
in pervasive or unusual manner Certificate of Bvc end 
THEBBINj J H Hearing Branch 2 82/04/16 Atomic Safety and 

Licensing Appeal Panel 37pp 12739 323 24X Ficha 50-440, 

82/04/16, 02042001 13 


0204230134 Fourth discovery progress rept per ASLB B10909 memorandum t, 
order Proof of sve encl 

WILT.O.O Sunflower Alliance MILT, D D Milt, DO 82/04/16 
2pp 12818 108 24X Fiche 50-440,82/04/16,8804230134 


8204260177 Motion for estension of time until 820429 to file memorandum 
opposing applicant 820407 motion to dismiss financial 
qualifications contention Certificate of Sve encl 
LOOSE, T J Sunflower Alliance 92/04/19 Atomic Safety and 
Licensing Board Panel 3pp 12839 060 24X Flche> 50-440. 82/04/19, 

8204260177 


8204280123 Motion for leave to file Contentions 17,18 I, 19 Certificate 
of 8vc encl 

HIATT, S L Ohio Cltiiens for Responsible Energy 62/04/22 
Atomic Safety and Licensing Board Panel L2pp 12870 250 24X 

Fiche. 90-440, 82/04/22.8204230123 


3204290320 Response supporting applicant motion to dismiss Issue 2 re 
financial qualifications Corwnlsslan final rule eliminated 
Issue In DL proceedings Certificate of Bvc end 
LEWIS, 8 H Hierlng Branch 4 82/04/27. Atomic Safety and 

Licensing Board Panel 14pp 12884.245 24X Fiche 50-440,82/04/27, 

8204290320 


H Oenera 1 correspondence 


8204010233 Responds to 820111 request for views on constituent 0 Cook 
fact sheet All listed concerns within NRC jurisdiction havi 
been or ars being reviewed 

DIRCKS,W J Office of the Eiecutivi Director for Operations 
82/03/24 OLENNrJ Benati tlpp. 12477 231 24X 

Fiche 50-440,82/03/24,8204010263 


— 8204010285 Forwards constituent 0 Cook fact sheet for comment 

OLENN. J Senate 8B/01/il PALLAOINOiN J Commissioners 5pp 
12477 242 24X FiChS . 50-440. 08/03/24, 8204010283 


Q Inspection reports, IE Bulletins ti corrispondsnce 


8204050157 Forwards IE Insp Septs 50-440/31-17 t< 50-441/81-17 on 
811110-20 ti 1 130-1202 No noncompl lane e noted 
NQRELIUS,C E Division of Engineering it Technical Programs 
02/03/19 DAl/lDSON, DR Clave lard El sc trie Illumlnatlrg Co 2pp 
12515 186 24X Fiche 50-440,02/03/19,8204090197. 


— 8204050165 IE Insp Repts 50-440/01-17 t< 50-441/81-17 on 011110-20 << 
1130-1202 No noncomp 1 lanes noted Major araae Inspected 
possible weld defects found in Unit 2 boi bean girders, 
welding on contalnmint dome b penetrations 

ERB. C M , PHILLIP. O A , DANIELEON.D H Division of Engineerihg b 
Technical Prograne 82/01/07 6pp. 12519 100 34X 

Ficha: 80-440, 02/03/19,8204050157 


6204010171 Forwards addl Info re pretervice Insp. Info clarifies seven 
questions posed by M Humm during 320309 meeting 
DAVIDSON. D R Cleveland Electric Illuminating Co 82/03/25 
SCHWEMCER.A Licensing Branch 2 Qpp. 12470 000. 24 X 

Fiche 50-440, 02/03/25, B20'401017l 


B20S040113 IE Info Notice 32-08, "Check Valva Failures on Disael 
Oanerator Erg ins Cooling Sys. " M/sve list 

e Director's Office, Office of Inspection and Enforcement 
82/03/26 4pp 12862 355 84X Fiche 50-000,02/03/26,0202040113 


8204220279 Forwards IE Insp Repts 5O-44O/B2-0S ti 50-441/82-05 on 
820125-0220 No nunc ompl lanes noted 

STREETER, JF Raglan 3, Office of Director. 02/04/05 

DAVIDSON, D R Cleveland Electric Illuminating Co 2pp 12006 040 

24X Fiche 50-440,32/04/05,8204220279 


— 0204220290 IE Insp Repti 50-440/82-05 b 50-441/82-05 on 820125-0228 
No nencomp 1 lance noted. Major areas Inspac tsd; safety-related 
const activities including obsarvation of cable pulling 
activities b followup on vardallsn ir Unit 1 
OILDNER.H L , KDNKLIN, J E Region 3. Office of Director 
02/04/05 4pp 12006 042. 24X Fiche’ 50-440, 02/04/05,8204280279 


8204200257 Forwards IE Insp Repts 50-440/02-03 b 50-441/82-03 on 
820223-26 b 0300-10 b notice of violation 

NQfiELIU9i C E Dlvielon of Engineering b Technical Programs 
02/04/06 DAVIDSON, D R, Cleveland Electric Illuminating Co 8pp. 
12737:0'98 24X Flchi 50-440,82/04/06.8204200257 


— 8204200263 Notice of violation from Insp on 020223-26 b 0308-10. 
NOflEUlU0. C E. Dlvltlor of Engineering b Technical Programs. 
82/04/06 Ip. 12737’ 100 . 24X Flc ho 90-440, 02/04/06, 0204200257 . 


S2042B0279 Moti on to stay dismissal of Issue 2 Rule on financial 
qualifications may bs successfully challtnged In court b 
Ttadmlssion of Issue would be difficult Stay would avoid 
burdensome filings b prevent delay M/Certlf Icate of Sve 
HIATT, S L Ohio Cltiiens for Responsible Energy 02/04/20 
Atomic Safety and Licensing Board Panel. 3pp 12069 148. 24X 

Fiche 90-440,82/04/20,0204280279 


— 8204200273 IE Insp Rspts 50-440/82-03 b 50-441/02-03 on 020223-26 b 
0309-10 Noncompliance noted; fal lure to comply w/ABME coda 
requirements in radiographic exams. 

WARD, K D . N lOHTX NOALE, E . DANIELBON.D H Dlvlilon of Englnoerivig 
b Technical Programs. 02/03/31, Bpp 12737’ 101. 24X 

FI eh# 50-440, 82/04/06, 3204200257. 


8204260217 Fourth discovery progress rept Certificate of Sve end. 
WILLHOREiR L. Cleveland Electric Illuminating Co. 82/04/21, Spp, 
12839.141 24X Fiche 50-440,82/04/21,8204260217 


B,iuwuwiv.c It inro Moeice aa- 


I u-%«|| % *0=6 


* im in tvipi 


Nestinghousa Designed Plants," 


Pressurs Instruments Used In 
Sve list end 

JORDAN, E, L, Division of Engineering b Duality Assurance 
63pp 12073,342 24X Fich S, 50-000, 82/04/09, 8202040142. 


02/04/09 
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82020401'4a IE Info Notice 88-12. "Surveillance of Hydraulic Snubbers " 
U/encl ivc list 

vlOADAN.EL Division of Engineering & Quality Assvrance B8/04/2I 
A4pp. 1SB73 001 24X Fiehe SO-OOO. B2/04/'21. 8202040143 


S Reportable occurrences. LERs tc related correspondence 


SS04OS0302 Interim deficiency rept re discrepancies between equipment & 
code data rap to. inltia 1 1 y reported S20803 Acceptance 
criteria will be clarified k defined Next rept ekpected by 
B20789 

DAVIDSON.O R Cleveland Electric Illuminating Co 82/03/23 
KEPPLER.J 0 Region 3. Office of Director. 3pp 12331 333 24X 

Ficho 30-440.82/03/23.8204050302 


8304020347 Interlni Fart 21 rept re Identification & traceability of 
installed safety-related valves. initial ly reported 820304 
Provisions made to control matl issued to field Final 
rept expected by 820730 

DAi/IOSON.DR Cleveland Electric Illuminating Co. 82/03/25 
KEPPLER.UtO Region 3. Office of Director 2pp 1249& OlO, 24X 
Ficho 30-440.82/03/23.8204020347 


6204120323 FI na I deficiency rept re masitlng of certain weld indications 
on suppression pool clad floor plato Installation 
activities. In i tial ly reported 81 1 1 12, Personnel association 
u/suspset joints reassigned or removed from job site 
OAVIDSOff. D R Cleveland Electric llluniinat Ing Co 82/03/31 
KEPPLER.J 0 Region 3. Office of Director 2pp 12A34:036 24X 

Fiche 50-440.82/03/31,8204120323 


8204210137 Part 21 rept re HMA relays w/contact leads not fully 
Insulated, in 1 tlal 1 y reported B1070B No operating BMRs 
utlltie subj HMA relays. All potential problems will be 
corrected before startup 

8HERU00D.0 0 Oeneral Electric Co 82/04/01 DEYOUNO. R. C 
Director's Office. Office of Inspection end Enforcament 4pp 
12804 001 24X Fiche 50-000.82/04/01.8204210137. 


82041A0292 Interim Part 21 rept re incorrectly stied reactor 
pressure vessel water level transmi tter i supplied by OE. 
first reported 820312 OE Field Dleposltlon Inetructlons UNOH 
tt MRLD will cover replacement Completion expected 830501 
DAVID90N.D R Cleveland Electric Illuminating Co 82/04/08 
KEPPLER.J 0 Region 3. Office of Director app- 12A94 008 24X 

Fiche 30-440. 82/04/08. B2041&0272 


6204220104 Revision to 620309 fine! deficiency rept re repair of 
Cutlei — Hammer motor control c tr s. Rep 1 ac emcn t of wiring, 
terminal blocks b splice plate bolts now scheduled for 
820913 completion 

lAVlDSON. D R Cleveland Electric Illuminating Co 82/04/13 
EPPLER.J O Region 3. Office Of Director ip 12809' 084 24X 

Iche 30-440,82/04/15.8204220104 


4220320 Final deficiency rapt re lubrication of thrust bearings of 
urbochargers on standby diesel generators Hodel DSRVIA. 
nltlally reported 801230 Turbocharger lube oil syt will be 
□d 1 f 1 ed 

DAVIDSON. D R Commonueal th Edison Co 02/04/13 KEPPLERrJ 0 
Region 3. Office of Director 2pp. 1280b 163. 24X 

Fiche 30-4 4 0> 82 /04 / 1 5. 0204 22032 0 


34220434 Final deficiency rept re piping socket welds of unequal leg 
Fillet. original ly reported on 820319. Bottomed out locfcat 
jelds util be removed It repaired. installing original control 
rod driveline piping per present codes, drawing s ti specs. 

DAVlDSaN.DR Cleveland Electric Illuminating Co 82/04/13 
KEPPLER.J 0 Region 3. Office of Director 2pp 12808 123 24X 

Fiche 30-440. 82/04/13, 6204220484 


204300220 Interim Part 21 rept ra eteal clad suppression pool floor 
plate welding > originally reported on 820324. Vendor 
investigating All stainless steel weld metal removed from 
floor plate joints for visual I, ultrasonic exam. 

DAVIDSON,DR Clsvtland Electric Illuminating Co 82/04/23. 
KEPPLER,J 0 Region 3, Office Of Director 2pp. 12891 229 24X 

Fiche 30-440,82/04/23.8204300220. 


□CKET 30-441 PERRY NUCLEAR POWER PLANT. iJNIT 2 


Application/construcilon stage documents ti correspondence 


204140066 FOIA request for listed documents, Requests feet for 
reproduction of documents be waived 

ALEXANDER, R. Ohio Citliens for Responsible Energy 81/10/26. 
Division of Rules end Records. 8pp. 12672.104. 24X 

Ficho: 90-440. 81/10/26,8204140066. 


6204140093 Appeals denial of fee waiver request for FOlA documents 
Documents do not have to be relevant to proceeding 
ALEXANDER. R Ohio Cltiiens for Responsible Energy 81/11/26 
Office of the Executive Director for Operations 3pp 12672 lOO 
24X Fiche 80-441.81/11/26,8204140033 


8204140032 Responds to appeal of denial of foe waiver request Request 
granted in part 6 denied In part Fees will be waived for 
documents relevant to admitted contentions 

DIRCKB.U J Office of the Executive Director for Operations 
BP/Ol/03 ALEXANDER. R Ohio Citliens for Responsible Energy 3pp 
12672 097 24X Fiche 30-441.82/01/03.8204140032 


8204070404 Submits final review re geological aspects of site as 
presented in FSAR. Chapter 2 3 Data sufficient to provide 
basis for reasonable assurance that faults are not 
eapab le 

DEVINE. J F IntorioriDept of. Oeologlcal Survey 82/03/10 
JACKBON, R E Office of Nuclear Reactor Regulation. Director 6pp 
12375*228 24X Fiche 50-440.82/03/10.8204070404 


8203190001 Generic Ltr 02-03 to all licensees of operating power 
reactors re poit-TMI requirements 

EISENHUT. 0 O Division of Licensing 02/03/19 HAU5PUR0.A 
Consolidated Edison CP of New York TKIRLQU. E U Maine Yankee 
Atomic Power Co HUKJLL. H 0 Metropolitan Edison Co 7pp 
12513 126 24X Fiche 90-000. 82/03/19. 0SO31 90001 


0204020319 Forwards responses to action items identified In NRC 
820123-29 mgt audit re training I, shift stafflngs 
OAVID80N. D R Cleveland Electric Illuminating Co 82/03/22 
SCHUENCER. A Licensing Branch 2 t6pp 12496 262 24X 

Fiche 30-440.82/03/22.6204020319 


8204020543 Forwards response to Licensee Oual 1 f icat i on Branch 820106 
request for addl info re site tt corporate organl latlon. per 
NURe0-06S4 6 NUREO-0737 Item 1012 Reeponsos will be 
incorporated into FSAR Chapter 13 

DAVIDSON. 0 R Cleveland Electric Illuminating Co 02/03/22 
SCHHENCER.A Licensing Drench 2 23pp 12499 333 24X 

Ftch# 30-440.82/03/22,8204020543 


8204020396 Forwards responses to 811117 request for info re 
instrumentation & control sys. per Reg Guide 1 IIB Response 
completes action items. par 811216-17 It 820113-14.0217-18 
meetings 

DAVIDSON. D R Cleveland Electric Illuminating Co 82/03/22 
SCHWENCER.A Licensing Branch 2 79pp 12499 233 24X 

Fiche 90-440,82/03/22,8204020336 


B204O60137 Forwards responses to Licensee Qualification Branch B20106 
request for addl info re mgt organl lation. per NUREO-0694 
ttem I B 1 2, & NUREO-0737 Items 1 A I i I, 1 A 1 3 
DAVIDSON. D R Cleveland Electric Illuminating Co 82/03/22 
SCHUENCER.A Licensing Branch 2 23pp 12553 212 24X 

Fiche 50-440.02/03/22,0204060137 


8204010439 Forwards info re status of listed unresolved safety issues 
per 811UR request Licensing Review Group II position paper 
I-OIB ''Interim Licensing Bases Pending Resolution of 
Unresolved Safety Issues*' endorsed 

DAVIDSON. D R Cleveland Electric Illuminating Co 82/03/25 
eCHUENCER.A Licensing Branch 2 32pp 12484 044 24X 

Fiche 50-440,82/03/23,8204010439 


8204020277 Forwards addl info requested in NRC 020302 ltr re Instroment 
It Control Branch operations Responses will be incorporated 
at amend to FSAR 

DAVIDSON. 0 R Cleveland Electric Illuminating Co 62/03/25 
SCHUENCER.A Licensing Branch 2 6pp 12497 164 24X 

Fiche 50-440, 02/03/25. 8204020277 


B20406011B Forwards response to 820309 request for addl info re 
operational QA program NUREG-0737 safety-related Items to 
be Included in FSAR Table 3 2-1 listed 

DAVIDSON, D. R Cleveland Electric Illuminating Co 82/03/26. 
SCHUENCER.A Licensing Branch 2 13pp 12349 202 24X 

Fiche. 30-440, 02/03/26.8204060118 


B204070671 Requests rsanalysis of vendor hydrodynamic loads in piping k 
on control rod drive sya supports for worst case conditions, 
per Licensing Revlsw Group II decision Notification of 
expected response date requested within 7 days 
SCHUENCER.A Licensing Branch 2 82/03/2? DAVIDSON, D R 

Cleveland Electric Illuminating Co 3pp 12397 029 S4X 
Fiche; 30-440, 52/03/29, 0204070671 


B204 160367 Advises that util will Incorporate info provided in 
D Holttscher 820123 1< 0312 Itrs Into facility OL 
DAVIDSON, D R Cleveland Electric Illuminating Co. 82/04/01 
HILLER. J R. Standard! latlon b Special Projects Branch 2PP 
12707.145 24X Fiche 50-440,32/04/01,8204160367 
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8S04I'903I0 Notification of 020428 (nesting ui/u 1 1 li C-E) OE ti OA Co in 
Betheidsi KD to (fi<cu«« egulpinent goal if ieat ion 

8T6FAN0, J J Licensing Branch 2 82/04/0* 8CHWENCER, A Licensing 

BrancA 2 4p p 12732 07* 24X Fich e, 50-440. 88/04/06i 0204190310 


S'20426014* Summariies const activities scheduled for completion Nov 
1983 & Kasi 1907 for Units 1 tt 2. respect Ivel g 
DAVIDSON. D R Cleveland Electric Illuminating Co 02/04/13 
&CHUENCER. A Licensing Branch 2 2pp 12038 173 24X 

Flchf 30-440.02/04/13,820426014* 


02041*0132 Generic Ltr 82’'07 to all BUR plant licensees L applicants re 
transmittal of NUREO-0909 relative to Oinna tube rupture 
U/o end NUREO List of NRC recipients end 

ElBENHUr.DO Division of Licensing 82/04/15 Cofrmonieea Ith 
Edison Co MAYER.L 0 Northern States Payer Co CRANE. P A 

Pacific Oas 1< Electric Co 7pp 12707 196 24X 

Flche 50-000,82/04/13.8204160152 


82042601*8 Responds to 820329 re(iue»t for info re fast scra(n 
hgdrodgnamlc loads of control rod drive sgs Investigation t< 
design mods scheduled for completion by 820701 
DAVIDSON. D R Cleveland Electric Illuminating Co 82/04/15 
SCHHENCERjA Licensing Branch 2 2pp 12838 145 24X 

Flche 50-440.82/04/15,82042*01*8 


8204090276 Ack receipt of DES b FA notice re operation of facUitios 
DONARATIKr. Z Canada. Atomic Energy Control Board 82/03/31 
SCHUENCER.A Licensing Branch 2 Ip 12*27 3S3 24X 

Flche 50-440.82/03/31.8204090278 


8204070276 Offers no conunents on DES for facilities Site is outside 
area of responsibility 

ARNSTRONO, R C Army. Dept of 82/04/02 BCKUENCER.A Licensing 
Branch 2 Ip 12572 028 24 X Flche 50-440,82/04/02,0204070276 


0204130(04 Offers no comments on DES 

SHAM.R R Agriculture, Dept of 85/04/08 SCHWENCER.A Licensing 
Branch 2 Ip 12657 090 24X Flche 50-44 0, Ba/04/0a, 0204130 184 


8204200161 Requests eitenslon of comment period for DES {NUREO-OB04I 
due to late receipt 

KLINE.C Affiliation Unknoun. B2/04/2L Division of Licensing 

2pp 12871 201. 24X Flche 50-440, 82/04/21 . 8204280161 


6204S9003* Comments on NUREO-0884. DES for facilities Emergency shelter 
should be provided for all onsite employees 

BLUBAUOH, P Affiliation l/nknoun 82/04/21 Division of Technical 

Information !< Document Control 2pp 12094 072 24X 

Fiche 50-440.02/04/21,8204290036 


8204210100 Submits clarification to util 82032* response re 
operational QA program 

0AVIDS(3N, 0 fi Cleveland Electric Illuminating Co 82/04/19 
SCKWENCER, A Licensing Branch S 2pp 12803 357. 24X 

Flche 50-440,82/04/19,8204210100 


B20422034B Forwards responses to action iteme Identified In 811201-04 
meeting w/Structurat Engineering Branch 

DAVIOSON.DR Cleveland Electric Illuminating Co 82/04/19 
SCHUENCER.A Licensing Branch S 26pp 12806.174 24X 

Piche 50-440,82/04/19,8204220345 


82042*0191 Updates status schedule re control room design rsvieu.per 
request E(nergency operating procedures will be completed by 
Dec 1982 

OAVIDSON, D B Cleveland Electric 11 lumlnat Ing Co 83/04/19. 
SCHUENCER.A Licensing Branch 2 2pp 12830’ 115 24X 

Ficht.SO-440. 02/04/19, 82042*0191 


0204210295 Generic Ltr 02-09 to all power reactor 1 icensees, app licants 
For 0L.NS88 vendors i( reactor vendors re environ 
qualification of safety-related electrical equipment 
MAC position re qualification requirements end 
EIBENHUT. D 8 Division of Licensing 82/04/20 HAUapURO, A 
Consolidated Edison Co of New York. LINDER, F Dairyland Power 
Cooperative TANNER, M H Dallas Peuier 4< Light Co IBpp 
12862337 24X Flche 50-000,82/04/20,0204210293 


E NRC Safety Evaluation Report {SERk, supple I, correspondence 


8203300204 Requests addl info re QA Granch SER input, psr 020225 memo 
TEDESCO, R L Assistant Director for Licensing 82/03/10 
JQKNBTON, U V Assistant Director for Materials & Quel if icati ons 
Engineering 4pp 124*1 3S? S4X Flche 30-440. 02/03/ 10. 8203300204 


0204010329 Forwards draft responses to concerns Identified in Matl (< 
Dual if icat 1 on Engineering Branch draft SER Responses will 
be incorporated in subsequent amend to FSAR. 


DAVIDSDNi D R Cleveland Electric 
SCHUENCER.A Licensing Branch 2 
Fiche 50-440,63/03/25.8204010329 


0204010364 Forwards draft rosponsee 
for reactor sys Responses will be 
amend to FEAR 

DAVIDSON, D R Cleveland Electric 
SCHUENCER.A Licensing Branch 2 
Flche 50-440,02/03/35,83040103*4 


Illuminating Co 02/03/23. 
4pp 12477 394 24X 


to concerns identified In draft SER 
Identified in subsequent 

Illuminating Co 03/03/25 
I3pp 13475 33* 24X 


82040B024B Forwards responses to concerns identified in draft SER for 
Power Sys Branch Responses will be Incorporated into next 
FSAR amend 

DAVIOSON.DR Cleveland Electric 1 1 1 umlna t ing Co 02/03/25 
SCHUENCER.A Licensing Branch 2 83pp 13*14 04* 24X 

Fiche 50-440,62/03/35,8204080348 


63042*0192 Forwards summary of responses to NUREO-0737 requirements 
Responits will be incorporated in amend to FSAR 
DAVIDSON, D R Cleveland Electric Iltuminatlng Co, 82/04/20, 
6CNMENCER, A Licensing Branch 2 8ipp 12830 281 24X 

Fiche- 50-440, 02/04/20, 0204260192 


8204260317 Provides commitment to perform post-irradiation surveillance 
program for fuel bundles Specifics will be developed in 
refueling procedures 

DAVIOSON.DR Cleveland Electric Illuminating Co, 82/04/21 
SCHUENCER.A Operating Reactors Branch 2 Ip 120*9 0*9 24X 

Flche. 50-440, 62/04/31, 8204380317 


8S042B0420 Forwards addl info requested re geology/seismology of site 
tf surrounding area ‘'Lake Erie Bathymetry (< Sediments'* t, 

"Lineament Study-Perry Nuelaar Power Plant Sits" end. 

DAVIDSQM.D R Cleveland Electric Illuminating Co 62/04/21 
SCHUENCER.A Licensing Branch 2 17pp 13867 194 24X 

Flche. ao-440. 82/04/21, 8204280420 


82040*0125 Forwards response to NRC open items identified in Radiation 
Protection Branch Nov 1981 SER Responses will be 
Incorporated in subsequent am(jnd to FSAR 

DAVIDSON, D R Cleveland Electric 1 1 1 uniina t ing Co B2/03/2* 

TEDESCO, R L Assistant Director for Licensing *pp 13549 341 
24X Flche 50-440, 02/O3/36i 02040*0135 


8204120476 Forwards addl questions concluded front util 020309 mnettng 
w/Kechanlcal Engineering Branch Responses should be provided 
no later than 820407 to complete SER writeups 
SCHUENCER.A Licensing Branch 3 82/04/02 DAVIDSON. D.R 

Cleveland Electric Itlumtnatlng Go App 12*53 353 24X 

Fiche 50-440,82/04/02.820412047* 


8204210243 Forwards revised responses to Power 9ys Branch draft SER 
Retpontas will be Incorporated in subsequent amend to FSAR 
Davidson, D R Cleveland Electric Illuminating Co 82/04/08 
8CHUENCSR. A Licensing Branch 3 4*pp 13803 017. 24X 

Flche 50-440,82/04/08,8804310243 


— 8204280427 "Lake Erie Bathymetry tc Bediments. *' One oversiie drawing 
end. Aperture card is available in PDR 

» Weston Geophysical Corp 82/04/21 2pp 12867.211 24X 

Flche- 50-440, 02/04/21, 8204280420 


“0204280429 "Llnsemsnt Study-Perry Nuclear Power Plant Sit# " 

a Weston Osophysical Corp 82/04/21 17pp,' 12867 214 24X 

Flche 50-440.82/04/21.8204280420 


D NRC Draft/Final Environmental Statements, suppls It correspondence 


83O407D3S1 Act receipt of 0E8 for fad 1 ities. Review will be completed 
no later than 40 days following receipt of DES h 32 days 
of receipt of FES. 

DOE8CH.R M, Ohio, State of 82/03/29 SCHUENCER.A NRC - No 
Detailed Affiliation Given, tp. 12875 189 D4X 
Fiche’ 50-440, 82/03/39, 8204070381. 


8204210028 Bubmlts addl info re Mechanical Engineorlng Branch draft 
SER Response (uill be Incorporated Into aniend to FSAR 
DAVIDSON. D R Cleveland Electric Illuminating Co 02/04/16, 
aCHUENCER, A Licensing Branch 2. 36pp 13B04-0B1 24X 

Fiche 50-440, 62/04/1*. 8204210025 


r. I’B iiaiFia « vjuai iricau J ons 

Engineering Branch concerns on surveillance capsule 
program in draft SER 

DAVIDSON. D R Cleveland Electric Illuminating Co 82/04/19. 
SCHUENCER.A Licensing Branch 2 2pp 12803 347, a4X 
Flche 80-440,83/04/19,8204210104 
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Q204S10133 Submit* reviasd recponae rc Auillidry Sv« 
•rnargancy avc tiiattr »y« in draft BER Raipanta will 
Incdrparated in amend to FBAR 

DAVtOaONiD R Cleveland Electric Illuminating Co 
SCHWENCERt A (.Icenfing Branch 2 4pp 12603 308 
Fiehe S0-A40. B2/04/lf, 8204210133 


Branch concerns oi« 

ba 

62/04/19 
24 X 


6204130204 Responsa opposing applicant 820303 motion for directed 
certification of A8LB 820303 memorandum t< order Campelling 
reekotti needed for interlocutory appeal not present 
Certificate of 8vc end, 

HIATTtS L Ohio Cltlzene for Responsible Energy 62/04/09 
Atomic Safety and Licensing Appeal Panel ?pp 12i!i99 339 U4X 
Flcha 50-440.82/04/09,8204130204 


8204220317 Forwards addl info In response to draft 6ER re intake tunnel 
structure Response will be incorporated into future PBAR 
amend 

OAVIOSONiD R Cleveland Electric Illuminating Co 82/04/1? 
SCHWENCER, A Llcenilng Branch 2 23pp 12601. 140 24X 

Flehe 90-440. B2/04/1?. 6204220317. 


8204130208 Miscellaneous filings re visit to control room simulator. 
ACRS meeting on plant 6 NRC insp to be conducted In Apr 
Related correspondence 

MIATT.S L Ohio Citizens for Responsible Energy 62/04/09 2pp 
12999 313 24X Flche 50-440,62/04/09,8204130206 


8204260404 Responds to Mechanical Engineering Branch draft SER 
concerns Util commits to Reg Oulde 1 20 requirements for 
prototype reactors re internals vibration test program 
DAVIOSON. 0 R Cleveland Electric Illuminating Co 82/04/21 
SCHHENCER, A Llconsing Branch 2 Ip 1 2 BBS 040 24X 

Fiehe. 90-440. 82/04/21,8204280404 


8204280409 Forwards response to concerns identified in Power By s Branch 
draft SER 

DAVIC8QN. D R Cleveland Electric Illuminating Co 82/04/21 
SCHHENCER.A Licensing Branch 2 7pp 12696 OOt 24X 
Fiche 50-440,82/04/21,9204280409 


6204300410 Forwards response to Reactor 8ys Branch SER questions re 
plant-specific ECC8 ane lyses b overpressure proteetlon 
analyses using ODVN code Analyses will be incorporated into 
next FSAR amend. 

DAVlDSaN, 0 R Cleveland Electric Illuminating Co 82/04/21 
SCHWENCER.A Licensing Branch 2 179pp 12887 09t 24X 

Flche 90-440,82/04/21, 8204300410. 


62043003&I Forwards revised responses to concerns identified in droft 
8ER by Containment Sgs Branch Responses will be incorporated 
in subsequent amend to FSAR 

BAVIDSON, D R Cleveland Electric Illuminating Co B2/04/29 
SCHUENCER.A Licensing Branch 2 90pp 12887 208 24X 

Flche 90-440,02/04/2618204300261. 


F Becurlty, medical, emergency t< fire protection plans 


8204140321 Forwards revised pages to security plan Rages withheld 
iref 10CFR2 790J 

DAVIDSON, 0 R Cleveland Electric Illuminating Co 82/03/22 
SCHMENCER, A Licensing Branch 2 Ip 12662 001 24X 

Fiche 90-440,82/03/22.8204140321 


204060094 Forwards response to 1 ssuss disc us sod in 620316 meeting In 
Reading on status of Auslliary Bys Branch safe shutdown 
analysis called for by App R.Bubsectlon 8 Responses will be 
incorporated in amend to firs protection evaluation ropt 
DAVIDSON, DR Cleveland Electric Illuminating Co. 92/04/01 
6CHHENCER, A Licensing Branch 2 9pp 12550 214 24X 

Fiche 90-440. 82/04/01,8204060094 


6204160494 Forward! addl info re fire protection in response to 
Chenleai Engineering Branch 620312 request Info includes 
qualification of fire barriers b penetration seals t, 4-h 
fire resistance classification 

DAVIDSDNiDR Cleveland Electric 1 1 lumlne t Ing Co 32/04/08. 
8CHWSNCER,A Licensing Branch 2 6pp 127064 141. 24X 

Flche 90-440,82/04/08,8204160494 


— 8204130209 Urges ACRS meeting on facility be held in Cl evelan d. Oil area 
Certificate of Bvc end 

HIATT, 8 L Ohio Citizens for Responsible Energy 82/04/05 
ACRS - Advisory Committee on Reactor Bafeguarde 2pp 1365S 319 
24X Flche 90-440,82/04/09,8204130208 


6204120434 Motion for coneo 1 Idatl on u/Bunflower Alliance Certificate <tf 
Bvc end 

K6NN7, T J Kenney. T. J 62/04/06 Atomic Safety end Llcensiiig 
Board Panel 2pp 12640 006 24X Flche 90-440,82/04/06,0304120131 


6204090136 Responds to Sunflower Alliance B20224 request for 
production of documents (, 820309 Itr requesting document on 
applicant financial qualifications Listed documents end 
(f/o end 

THESSINiJH Hearing Branch 2 02/04/07 WILT.D D Wilt. D D 

3pp 12628 139 24X Fiche 90-440,02/04/07,0204090136 


8204140318 Motion to dismiss flnsnczal qualification contention since 
new Commission final rule eliminates all aspect of financial 
qualifications from NRC review at OL stage Certificate of 
8vc end 

SILDERO, J E Cleveland Electric Illuminating Co SILDEROiU C 
Shaw, Pittman, Potts b Trowbridge 02/04/07 Atomic Safety and 
Licensing Board Panel 6pp 12663 334 24X Fiche 30-440,82/04/07, 

6204140316 


8204130109 Memorandum b order dismissing TJ Kenney as party b removing 
name from ivc list Kenney failed to comply w/ASLB 820218 
order bo either answer applicant discovery requests or 
arrange consolidation by 020319 

BLOCH, P B Atomic Safety and Licensing Board Panel 82/04/08 
KEhINEV.T J Kenney, T J ip 12699 151 24X Flche 90-440, 

B2/04/0a, 6204130109 


9204190160 Discovery ropt per ASLB 010909 memorandum b order 

THE83IN, J H. Hearing Branch 2 82/04/19 2pp, 12733 144 H4X 

Flche 90-440,82/04/19,8204190188 


— 8204190190 First set of Interrogatories Notice of appearance b 
Certificate of 6vc end 

LEMIBiS H Hearing Branch 4 82/04/15 Ohio Citizens far 

Responsible Energy. 6pp 12723 146 24X Fi che- 90-440, 82/04/18. 

8204190100 


6204200303 Discovery rept for previous 2 months, per ASLB 020909 
memorandum b order 

THESaiNjJ H Hearing Branch 2 02/04/19 BLOCH, P B , 6H0N» F J , 

KLINE, J R Atomic Safety and Licensing Board Panel 2pp 
12736 389 34X Fiche 90-440,82/04/13,8204200303 


8304310308 Act receipt of 820310 Itr to RLTedeaee re plans to install 
alert b notification sye at facility Buggestlon to reduce 
emergency planning zona to 9 miles addressed by quote from 
Chairman Palladino mejaa, 

ECHMEMCER, A Licensing Branch 3 02/04/13 DAVIOBOM, D R 

Clavtland Elactrie Illuminating Co 2pp 12811 074. 84X 

Flche 90-440,82/04/13,8204210388 


B2042104B4 Response apposing applicant motion for c or 1 1 f tcation o,f 
hydrogan control contention No showing made that public 
intareat will suffer Contention as admitted has nothing to 
do w/subj matter of proposed rule Proof of 8vc and 
MILT, D 0 Sunflower Alliance NILT, D D Hilt, D D 82/04/19 

Atomic Safety and Licensing Appeal Panel Spp 12803' 184 34X 

Flcha, 90-440, 02/04/19, B2042104B4 


O Adjudicatory c orrispondance 


6204010392 Notice 
OJ Edlas, members 
SHOEMAKER, C vl 
tp 12477 139. 


of ASLB constitution CN Koh I, cha 1 rman b JH Duck b 

Atomic Safety and Llcenilng Appeal Panel 02/03/29 
24X Flcha. 50-440, 82/03/29, 0204010292, 


S204OB01S0 Order granting Sunflower Alliance Itr request for 
of time until 820416 to rsspond to applicant motion for 
dlractid certification, 

SHOEMAKER. C. J, Atonic Safety and Licensing Appeal Panel, 
3pp. I3604'336. 24X FI cha: 90-440, 82/04/03, 8204080190 


ex tension 
02/04/08 


8204210903 Fourth discovery progress rept per ABLB 810909 memorandum b 
order, LBP-ei-sg Certificate of Bvc end, 

HIATT, 8 L Ohio Citizens for Responsible Energy 82/04/19 3pp 
iSBOt 094 24X Fiche- 90-440, 82/04/15, 8204210903 


8204200113 Response opposing applicant 820323 motion for diraebad 
certification of ABLB 820303 order ASLB ruling on hydrogen 
control issue does not affect basic structure of proceeding 
in pervasive or unusual manner, Certlf Icate of Bvc end 
THESSINrJ. H. Hearing Branch 2 82/04/16 Atomic Safety and 

Licensing Appeal Panel 37pp 12739.323. 24X Flche* 90-440. 

82/04/16,8204300113. 


8204230134 Fourth discovery progress rept per ABLB 810909 memorandum b 
ordtr. Proof of ive and 

HILT, D D Sunflower Alliance, MILT, 0 D. Hilt. D 0, 82/04/16 

3pp 13818 100 24X Fi eh a* 30-440, 83/04/16, 8204330134 
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£fa0426O177 MpfcJon for oxtenaion of time until 020429 to file msmorandum 
opposing applicant 020407 motion to dismiss financial 
qualifications contsntion Ccrtiflcats of Svc and 
tODOEi T J Sunfiouar Alliance 02/04/19 Atomic Safety and 
Licensing Board Panel 3pp 12039 060 24)( picho 50-440102/04/19, 

0204360177 


B2042B0379 Motion to stay dismissal of Issue 2 Rule on financial 
qualif Icatlons may be successfully challenged in court b 
Tradmission of issue would be difficult Stay would avoid 
burdensome filings b prevent delay W/Cert 1 f 1 cate of Svc 
lllATTi B L OhlD Cltiions for Responsible Energy 82/04/20 
Atomic Safety and Licensing Board Panel 3pp 12069 140 24X 

FI Che 30-440. 03/04/20,8204280279 


0204360217 Fourth discovery progress rept Certificate of 9vc encl 
UCLLHOnEi R L Cleveland Electric Illuminating Co 02/04/21 
12039.141 24X Ficho 30-440,02/04/21,0304260217 


0204200130 Motion for leave to file Contentions 17,10 b 19 Certificate 
of Bvc encl 

HIATT, a L Ohio Citiiens for Responsible Energy 02/04/22 
Atomic Safety and Licensing Board Panel I2pp 12070 230 24X 

FUhe 30-440,82/04/22,0204300128 


—8204200263 Notice of violation from insp on 830223-26 b 0300-10 
NORELIUS, C E Division of Engineering b Technical Programs 
02/04/06 Ip 12737 100 24X Fiche 30-440,82/04/06,0204200257 


■8204200273 IE Insp Repts 50-440/02-03 b 50-441/02-03 on 020223-26 b 
0308-10 Noncompt lance noted failure to comply u/ASnE code 
requirements in radiographic eiams 

HARD, K 0 > NJeHTINOALEi E . DANEELBQN, D H Olvliion of Engineering 
b Technical Programs 82/03/31 8pp 12737 101 24X 

Fiche 30-440. 02/04/06, 8204200257. 


8202040142 IE Info Notice 02-11, "Potential Inaccuracies an Wide Range 
Pressure Instruments Used In Uestinghouse Designed Plants " 

Bvc list encl 

JORDAN, E L Division of Engineering b duality Assurance 02/04/0? 
63pp 12070 342 S4X Fiche 50-000.82/04/09.8202040142 


8202040143 IE Info Notice 82-12, "Surveillance of Hydraulic Snubbers 
W/end SVC list 

JORDAN, E U Division of Engineering b Quality Assurance 82/04/21 
64pp 12073 OOi SAX Fiche 50-000.02/04/21.8203040143 


S Reportable occurrences, LERi b relateif cerrespondence 


8204290020 Response supporting applicant motion to dismiss Issue 2 re 
financial qualifications Commission final rule eliminated 
Issue in DL proceedings Certificate of Svc end 
LEWIS, S H Hearing Branch 4 85/04/27 Atomic 8afoty and 

Licensing Board Panel 14pp 12B04 24S 34X Fiche 30-440,82/04/27, 

0204390330 


8204050302 Interim deficiency rept re discrepancies between equipment b 
cede data rep t s, in 1 1 lal ly reported 020203 Acceptance 
criteria will be clarified b defined Next rept expected by 
820723 

DAVIDSON, D R Cleveland Electric Illuminating Co 62/03/23 
KEPPLER.J 0 Region 3. Office of Director 3pp 1253 1 333 24X 

Fiche 30-440,02/03/23.0204050302 


H Ocneral norrespondetice 


S2D40L02B3 Responds to 020111 request for views on constituent 0 Cool 
fact sheet All listed concerns within NRC jurisdiction have 
haan or are being reviewed 

DIRCHSiW J Office of the Executive Director for Operations 
02/03/24 GLENN, J Senate llpp 12477 231 24X 

Fiche 30-440,02/03/24,8204010203 


— 0204010293 Forwards constituent 0 Cook fact sheet for comment 

OLENM, J Senate 02/01/11 PALLADINO, N J Comml ssloners 5pp 

13477 S42 24X Fiche 50-440,02/03/24,0204010203 


Q Inspection reports, IE Bulletins b c orresp ondsncc 


0204050197 Forwards IE Insp Repts 50-440/01-17 b 50-441/01-17 on 
B11110-2O b 1 130-1202 No none omp 1 lane e noted 
NORELtUS.C E Division of Engineering b Technical Programs 
82/03/19 DAVIDSON, D R Cleveland Electric 11 luminating Co 2pp 
12515 106 24X Fiche 50-440,02/03/19,8204050157 


—8204050165 IE Insp Rspts 50-440/81-17 b 50-441/81-17 on 81111B-20 b 
1130-1202 No noncomp 1 lance noted Major areas inspected, 
possible weld defects found In Unit 2 box beam girders, 
welding on containment dome b penetrations 

ERB.C M . PHILLIP, 0 A , DANIELSON, D H Division of Englnscring b 
Technical Programs 02/01/07 6pp 12515 IBB 24X 
Fiche 50-440,82/03/19,0204050137 


8204010171 Forwards addl info re preservice insp Info clarifies seven 
questions posed by II Humm during 020309 meeting 
DAVIOBDN, D R Cleveland Electric Illuminating Go 82/03/25 
aCHWENCER, A Licensing Branch 2 0pp 12470 008 24X 

Fl'cha 50-440,02/03/25,0204010171 


82D2040113 IE Info Notice 82-08, "Check Valve Failures on Diesel 
Osnarator Engine Cooling Bye " W/svc list 

* Director's Office, Office of Inspection and Enforcement. 
82/03/26 4pp 12862 335 24X Flchs 50-000,82/03/26.0202040113 


8204220279 Forwards IE Insp Repts 50-440/82-05 b 50-441/82-03 on 
6E01S5-022B No noncomp 1 lance noted 

STREETER, J. F Region 3, Office of Director 02/04/05 

DAVIDSON. D R Cleveland Electric Illuminating Co. 2pp. 12306 040 

a4X Fiche: 50-440, 82/04/05, 8204220279 


0204020347 Interim Part 21 rept re identification b traceability of 
Installed s af e ty-r e ket id va Ives, ini tial ly reported 820304 
Provisions made to control mat! issued to field Final 
rept expected by 62073-0 

DAVIDSON, D R Cleveland Electric Ulumlnatlng Co 82/03/25 
KEPPLER, J 0 Region 3, Office Of Director 2pp 12496 010 24X 

Fiche 50-440. 82/03/35.8204020347 


8204210137 Part 21 rept re HMA relays w/contact leads not fully 
insulated, in i t lal ly reported 810709 No operating BWRs 
utiliia subj HMA relays Ali potential problems uiii be 
corrected before startup 

SHERWOOD, 0 O Oeneral Electric Co 82/04/01 DEYOUNO. R C 
Director's affict. Office of Inspection and Enforcement 4pp 
12804 OOt 24X Fiche 50-000,02/04/01,6204210137 


0204160292 Interim Part 21 rept re incorrectly siied reactor 
pressure vessel water level transmitters suppllsd by GE. 
first reported 020312 GE Field Disposition Instructions WNOH 
b WRLD will cover replacement Completion expected 630501 
DAVIDSON, D R Cleveland Electric Illuminating Co 02/04/00 
KEPPLER.J Q Region 3, Office of Director 2pp 12694 000 24X 

Fiche 50-440,02/04/08,0204160292. 


0204220104 Revision to 820309 final dsflclency rspt re repair of 
Cutler-Hammer motor control ctri Replacement of wiring, 
terminal blocks b splice plate bolts now scheduled for 
820915 comp I e t tan. 

DAVIDSON, D R Clavaland Electric Illuminating Co 02/04/13 
KEPPLER.J 0 Region 3, Office of Director ip 12BOS 084 24X 

Fiche 30-440,02/04/15.8204220104 


8204220320 Final daflclsncy rept re lubrication of thrust bearings of 
turbochargers an standby diesel generators Modal 0SRV16, 
initially reported 001230- Turbocharger lube oil eys ■will be 
modified 

DAVIDSON. D R Commonuea 1 th Edison Co 82/04/13 KEPPLER.J 0 
Region 3, Office of Director 2pp. 12B06 163 24X 

Flcht 30-440.02/04/15,0204220320 


0204220404 Final deficiency rept re piping socket welds of unequel leg 
f 1 1 let. or iglnal ly reported on 830319 Bottomed out socket 
welds will be removed b r epaired. installing original control 
rod driveline piping per present code s . drawings b spocs 
DAVIDBON.DR Claveland Electric Illominating Co 02/04/19. 
KEPPLER.J G. Region 3. Office of Director 2pp 12800,125 24X 

Fiche 50-440.82/04/19,0204220404 


-0204220290 IE Insp Repts 50-440/02-05 b 50-441/82-05 on 020125-0220 
No noncomp 1 lane# nottd Major ara«« inspiC torf* »af«tg"ralat«o 
const activities including observation of eabla pulling 
activities b followup on vandalism in Unx t 1 
OILDNER.H L. , KONKLIN, J E Region 3. Office of OlTfctor 
82/04/05 4pp 12806,042 24X FI e h o' 50-440, 02/04/08, 8204820279 


8204300220 Interim Part 21 rept re steal clad suppression pool floor 
plate welding , orig Inalty reported on 020324 Vendor 
Invitt Igat 1 ng All stainless steel weld metal removed from 
floor plate Joints for visual b ultrasonic axam 
DAVIDSON, D R Cleveland Elictric Illuminating Co 02/04/23 
KEPPLER.J 0 RagloiS 3, Qfflca of Director 2pp, 12S91 229 24X 

Fiche, 90-440, 02/04/23. 8204300220, 


0204300257 Forwards IE Imp Repts 90-440/82-03 b 50-441/83-03 on 
020233-36 b 0300-10 b notice of violation. 

NanEl-IUS. C E Division of Engineering b Technical Programs 
02/04/04. DAVIDSON, D R. Cleveland Electric Illuminating Co. 2pp 
12737:090 24X Fiche. 50-440, 82/04/06, 8204200257. 
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DOCKETED ITEMS 


DOCKET 30-443 SEABHOOK NUCLEAR STATION, UNIT 1 
A Ap p 1 icatlon/eona true t ion >tage 4ocum«nt« $, correspondence 


6204140077 Notification of SS032S meeting u/utils In Bethesda. tID to 
provide understanding of basis of Unit 1 & common facilities 
proieeted const completion date 

WHEELER. L L Licensing Brenefi 3 02/03/08 KIRAOLIA. F J 

Licensing Branch 3 4pp 12671 346 24X Flcho 30-443,02/03/08, 

0204140077 


0204210739 Not( f icatton of cancelled B20407 nesting u/util in Ssabrook, 
NH re Effluent Treatment Sgt Branch tour of selected sgs & 
discussions of items re safetg ravieu 

WHEELER, L L Licensing Drench 3 02/03/08 HIRAOLIA.FU 

Licensing Branch 3 2pp 12000 140 24X Flche 30-443,02/03/08, 

8204210759 


6204020146 Notl f i cation of data change for 820329-30 meetinga u/utils 
in BeabrootiNH to tour selected portions of plant & discuss 
NRC areas of interest at part of safety revleu Heetlng 
originally scheduled for 020330-31 

WHEELER, L L Licensing Branch 3 02/03/16 MIRAOLIA, FU 

Licensing Branch 3 3pp 12313 070 24X Flche 30-443.02/03/16, 

8204020146 


62O4O2O'470 Foruards 810920 systematic assessment of licensee 
performance for June - July 1981 Findings dlaucssad on 
81 lots 

HAVNES, R C Region 1. Office of Director 82/03/23 TALLMAN, W C 
Public Service Co of Neu Hampshire 33pp 12300 292 24X 

Flche 30-443, 82/03/23, 0204020478 


8304120007 Summary of 820323 meeting u/util in OethesdaiHD re const 
icheduie differences betueen util t, NRC projections 
WHEELER, L L Licensing Branch 3 02/03/25 Licensing Branch 3 

4pp 12632 191 24X Flche 30-443,02/03/23,8204120007 


6204010047 Discusses control room design revi eui/aud 1 1 to be conducted 
by all licensees 4c applicants for QL re NUREO-0660 & 

WUREO-0737 re gulre/nen ts to identify t, correct human 
engineering discrepancies Suggested format snel 

MIRAQLIA.F J Licensing Branch 3 82/03/26 TALLMAN, M C Public 

Service Co of Neu Hampshire Bpp 12409 330 24X 

Flche 30-443.82/03/26,0204010047 


8204010033 Requests eddl info re Impacts to cultural resources In 
vicinity of plant property & transmission line corridors 
uhleh could potentially result from operation 4, maint of 
plant Rtsponss required by 820401 

HIRASLIA.F J Licensing Branch 3 82/03/26 TALLMAN, W C. Public 
Service Co of New Hampshire 2pp 12409 341 24X 

Fiche: 30-443, 82/03/26, S204010033 


8204060052 Foruards responses to Containment Sys Branch 820301 request 
for addl info re containment ventilation isolation tysrper 
NURE9-0737, It in II, E 4 2 Response to Question 480 13 will be 
submitted by 020409 

DEVlNCENTta, J Public Service Co of Neu Hamp shire DEVINCENl IB, J 

Yankee Atomic Electric Co 02/04/02 MIRAQLIA.F. J Licensing 

Branch 3 37pp 12934 220 24X Flche 30-443,82/04/02,8204060092 


0204060117 Forwards response to NRC 020312 request for info re 
main steam line break analysis 

DEVINCENTia, J Public Service Co of Neu Hampshire DEVINCENTIB, J 

Yankee Atomic Electric Co, 02/04/02 HIBAOLIA, F J Llctnsing 

Branch a 2pp 12834 304 24X Flche 90-443,02/04/02,8204060117 


8204200051 Notification, of 820416 meeting u/util in Bithesde.HO to 
dlscuse OA aspeete of revi ew, inc ludlng procedures for 
properly documenting eichangee of info 

WHEELER, L L Licensing Branch 3 02/04/06, MIRAQLIA.F J 

Llctnslng Branch 3, 3pp 12870 324 24X Flche 30-443,82/04/06, 

8204200031 


8204120323 Forwards notes from Btructural Englnearlng Branch design 
audit conductid 020329-0402 

DEVINCENTIB, J, Yankee Atemic Electric Co DEVINCENTIB, J Public 
Service Co of New Hampshire 82/04/08, KIRAOLIA.FJ Operating 
Raac tors Branch 3. 21pp 12634.038. 84X Flche, 30-443, 02/04/08, 

8204 120323 


8204130224 Foruards Revision I to util 820312 response to Power Sys 
Branch Request for Addl Info 430 62, i dentl Fy ing all 
electrical equipment that may become submerged as result of 
LOCA 

DEVINCENTIB, J Public Service Co of Neu Hampshire 02/04/09 
MIRAQLIA.F J Licensing Branch 3 t4pp 12637 093 34X 

Flche 50-443,82/04 /09 , 82 0 4130224 


8204130313 Foruards response to 460 series requests for addl info from 
Effluent Treatment Sys Branch 

DEVINCENTIB. J Yankee Atomic Electric Co DEVINCENTIB, J Public 
Service Co of Neu Hampshire 82/04/09 MIRAQLIA.F J Licensing 
Branch 3 4pp 126S7 359 24X Flcho 50-443,83/04/09,6204130313 


8204160209 Advises that util contract u/Pic kard, Loue & Qarrick to 
perform probabilistic risk assessment, began 820412 Milestone 
dates to be met Work description enc 1 

DECKLEY, 0 B Public Service Co of Neu Hampshire 82/04/13 

TEDE6C0, R L Assistant Director for Licensing 3pp 12694 013 

24X Flche 30-443,82/04/13,0204160209 


S204I60606 Foruards response to NRC 810305 request for eddl info re 
Ineore neutron flui measurement ins trumenta t ion using 
moveable 6 filed detectors Sys tested to assure reliability 
t< proposed license amend u/supportlng analysis will be sent 
DEVINCENTI8, J Public Service Co of Neu Hampshire 02/04/111 
HIRAGLIA, F J Licensing Branch 3 3pp 12700 343 24X 

Flche 30-443,82/04/13.8204160606 


8204210441 Forwards response to Request for Addl Info 460 13 re sti-nm 
generator blowdown sys capability 

DEVINCENTIB, J Public Service Co of New Hampshire 82/04/1 B 
HIRAQLIA, F J Licensing Branch 3 3pp 12002 263 24X 

Fiche 30-443.82/04/15,8204210441 


8204210293 Oeneric Ltr 82-09 to all power reactor 1 i censees, app H cants 
for OLi NSS9 vendors N reactor vendors re environ 
qualification of safety -related electrical equipment 
NflC position re qualification requirements end 
EIBENHUT.DO Dlvistcin of Licensing 82/04/20 HAUBPURO. A 
Consolidated Edison Co of New York CAPONE, D W Union Electric C« 

GRIFFIN, J E Vermont Yankee Nuclear Power Corp 10pp 12862 337 

24X Flche 30-00 0,02 / 04 / 20,0204210293 


8204230222 Foruards response to 210 series of requests for addl into 
escept for responses to Questions 210 IS, 18, 19, 30, 30 6 
39 which will be forwarded on 020307 
DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIB, J Public 
Service Co of Kew Hampshire 02/04/21 MIRAQLIA.F J Licensing 
Branch 3 34pp 12016 131 24X Fiche 50-443,82/04/21,0204230232 


8204270362 Foruards evaluation of comments on F8AR Section 2 3 & re 
long-term diffusion estimates objective 6 calculations 
VAN DER HOVCN Commerce , Dep t of, National Oceanographic b 
Atmospheric Administration NRC-03-Bt-099 82/04/22 BPICKLCR,! 

Office of Nuclear Reactor Regulation, Director 3pp 12092 0/U 
24X Fiche 50-443,82/04/22,0204270362 


8204300226 Forwards response to NRC 820212 request for addl Info, 
Including info re meteorological conditions considered in 
design of ausiliary sys ti components t, bases for selected 
values Addl info will be submitted by 020503 

DEVINCENTIB, J Public Service Co of New Hampshire DEVINCENTIB. J 
Yankee Atomic Electric Co. B2/04/22 MIRAQLIA.F J Licensing 
Branch 3 4pp, 12891 319 24X Fiche 50-443,02/04/22,0204300226 


8204200499 Summarizes 820330 meeting w/NRC re upgraded qualifications 
of facility licensed operators t, elimination of shift 
technical advisor position per NUREO-0737, I tom I A 1 I 
THOMAS, 0 8 Public Service Co of Neu Hampshire. 02/04/23 
MIRAOLlAiF J Licensing Branch 3 3pp 12867 276 24X 

Fichf 80-443, 82/04/23, 0204200499 


8204300280 Foruards follouup documentation from Structural Engineering 
Branch 820329-0402 design audit at United Engineers b 
Constructors, Inc 

DEVINCENTIS, J Public Birviee Co of New Hampshire DEVINCENTIS, J 

Yankee Atomic Electric Co 82/04/23 MIRAOLIA.F J Liceneing 
Branch 3 200pp 12808 144 24X FI che 30-443. 82/04/23, 0204 S002BO 


C, Utility Environmental Report <ER)i amends b correspondence 


8204120334 forwards responses to NRC 020301 request for addl Info w/ 
sKceptlens of Questions 460 13,460.27 b 460 36. 

DEVINCENTIB, J. Public Service Co of Neu Hampshire. DEVINCENTIB, J 
Yankee Atonic Electric Co 02/04/00 MIRAOHA, F J, aperetlno 
Reactors Branch 3 49pp I2641-163 24X Fiche 50-443:02/04/00, 


B2040600BS Foruards response to facility environ ropts re request for 
Addl Info 310. 18 rs impacts to cultural resources in 
vicinity of plant property b transmission tine eorrldars 
Correspondence u/State Historic Preservation Qfe end 
DEVINCENTIS, J Public Service Co of New Hampshire 62/04/01 
MIRAQLIA.F J Licensing Drench 3 Spp 12353 2 0 7. 24X 

Flche 30-443.02/04/01,0204060085 





UUOIVC I CU I I CIVIO 


D rtRC Draft/Final Environmental Statementer tuppls & corrstpondcnca 


6203290146 Foruiard* preliniinarij draft NPDE3 permit for inclution in DE9 
for facility 

BriCKNEVily E Envlronmontal Protection Apency 82/03/32 
UHEEUER.D NRC - No Detailed Affiliation Oiven 41pp 13431 00! 

24X Fichs SO-443> 82/03/23. 8303290146 


E NRC Safety Evaluation Report (6ER). supple & correspondence 


8204120281 Foruards notes from B20323-26 rovloui meetings at United 
Engineers ofc In Ph i ladel ph la. PA. to assist In SER 
prepare tion 

DEVlNCEiNTIS. J Public Service Co of Noii) Hampshire DEVINCEN7 18. J 
Vankoe Atomic Electric Co 82/04/01 STEVENS. B Instrumentation t< 
Control Systems Oranch lOOpp 12637 237 S4X 
Ftehe 30-443.02/04/01.8204120281 


F Security, medical, emergency *< fire protection plant 


8204130331 Notification of cancelation of 820406 meeting le/util J< FbMA 
In Seabrook.NH for Emergency Preparedness Oranch site tour 
UHEELER.L L Licensing Branch 3 82/03/08 MIRAGLIA. F 0 

Licensing Branch 3 3pp 12661 193 24X Flche 30-443.82/03/08. 

8304130331 


8204140422 Foruiards comparison to lOCFRSO.App R. fire protection of 
safe slrutilDiijn capability (iOCFRSO.App Rl. & Revision 1 to 
fire protection program evaluation & comparison to Branch 
Technical Position APCSB 9 3-1. App A 

OEVINCENTIB. J Public Service Co of Nou Hampshire DEVINCENT18. J 

Yankee Atomic Electric Co 02/04/01 MIRAOLIA.F J LI censing 

Branch 3 4pp 12666 239 24X Flche 30-443.82/04/01.8204140422 


— 8204140427 Fire protection of safe shutdouin capability (lOCFRSO. 
App R ) 

» Public Bervice Co of Neiu Hampshire 82/04/30 SOOpp 
12666 264 24X Flche 30-443.82/04/01.8204140422 


0204140437 Revision 1 to fire protection program evaluation fc 
comparison to Branch Technical Position APCBB 9 5-1. App A 
* Public Service Co of Neui Hampshire 82/04/30 600pp 

12668 064 24X Flche 30-443.82/04/01.8204140422 


O Adjudicatory correspondence 


0201080434 AnsiiJer opposing State of NH 820324 motion for addl time to 
file suppl to petition to Intervenors State entitled to no 
special consideration since state petitioned to Intervene as 
full party Certificate of 8vc end 

OIOMAN.T O . QAD. R K Public Service Co of Mew Hampshire 

OIONAN. T O Ropes li Gray B2/03/30 Atomic Safety and Licensing 

Board Panel 7pp 12601 174 24X Flche 50-443.82/03/30.8204080434 


B2C4080421 Answer opposing New England Coalition on Nuclear Pollution 
petition for review of ALAB-667 Chinnery theory has been 
adjudicated f, rejected three times Record presents no case 
for review re design acceptability U/Certi f Icate of Svc 
DIOHANrT 0 , GAD. R K Public Service Co of New Hampshire 
OIOHANrT 0 Ropes & Gray 82/04/01. Atomic Safety and Licensing 
Beerd Penel 9pp 12600 332 24X Flche SO-443. 82/04/01. 8204080421 


8204140313 Reply opposing New England CoelltlO'n on Nuclear Pollution 
820402 requeet for clarification of schedule for filing 
contentions or for ectensloni of time Regulations clear on 
meaning of order Certificate of Svc end 

DlONANi t 0 , GAD. R K Public Service Co of New Hampihlre 

01 OMAN'. T O Ropes 6 Grag 02/04/06 Atomic Safety and Llceneing 

Board Panel 3 pp 12663 878 24X Flche 30-443. 82/04/06, B2041403 13 


8204090134 Response opposing New England Coalition for Nuclear 
Pollution 830322 petition for Commleslon ravleu of ALAB~667 
Four-itep side employed by A8LA8 were thorough, we 1 1 
ertlculated lla appropriate Certificate of Svc end 

LE88Yi.R P Antitrust Division 82/04/07 Commissioners 16pp. 

12628 079 24X Flche 50-443.82/04/07.8204090134 


8204140409 Hotion to strike Commonwealth of mA B2040S notice of 
non-receipt of order setting special prehearing conference 
Notice is not pleading recognlied by rules. Certificate of 
Svc and 

DIONAN. r 0 , OAD. R K Public Sarvlco Co of New Hampshire 
OIOMAN.T O Ropes It Gray 82/04/08 Atomic Safety and Licensing 
Board Panel 4pp 12670 300. 24X Flche 30-443.82/04/09.8204140409 


0204190082 Advises that petition to Intervene being withdrawn since 
Atty General will represent state in licensing proceeding. 

MIGHT. A New Hampshire. State of 82/04/12 KINDER. T New 
Hampshire. State of Ip 12726 026 24X Flche 30-443.82/04/12. 

82D41900S2 


0204190131 Errata to applicant reply to New England Coalition on 
Nuclear Pollution reguast for clarification of schedule for 
filing contentions or for extension of time Certificate of 
Svc enc 1 

OIOMAN.T O Power Authority of the State of New York OAD.R K 
Public Service Co of New Hampshire D-IONAN. T 0 Ropes t. Gray 
82/04/12 Atomic Safety and Licensing Board Panel 3pp 

12723 343 24X Flche 50-443,82/04/12.8204190131 


B204800063 Amend to petition to 1 ntsrvene. 1 le ting proposed contentions 
Certificate of Svc end 

HCDERHQTT, E U Southampton Town. NY. NCDEAMOTT, E J Senders << 
McDermott 82/04/13 Atomic Safety and Licensing Board Panel 
4pp 12742:233 24X Flche 30-443.82/04/13.8204200063 


B204800072 Motion for late entry of amend to petition to intervene 
Time necessary due to death In counsel Immediate family 
Certificate of Svc end 

MCDERMOTT, EJ South amp ton Town, NY, MCDERMOTT. E J Sanders h 
McDermott 62/04/13 Atomic Safety and Licensing Board Panel 
4pp 12742 208 24X Flche 30-443. 82/04/13. B20420007S 


8204200328 Forwards motion for late entry of amend to petition to 
intervene it Town of South Hampton amend to petition to 
intervene U/o tncl 

MCDERMOTT. E J Sanders 1. McDermott 02/04/13 HOYT. H F Atomic 
Befety and Licensing Board Panel Ip 13733.113. 24X 

Flche 30-443.82/04/13,8204200328 


8204210454 Motion for late entry of amend to petition to Intervene 
Counsel suffered daath in iomedlata family. Car tl ficata of 
Svc and 

SANDERS. U L Affiliation Unknown 8ANDERB, H. L Sanders t, 
McDermott 62/04/13 Atomic Safety and Licencing Board Panel 
4pp 12602.212. 24X Flche- 30-443. 82/04/13. 8204210434 


8204080016 Amend It suppl to 811117 petition to Intervene Addl 
contentions specified Certificate of Svc and 

KINDER, E T New Hampthire, State of 62/04/03. Commissioners 
92pp 12605 136 24X Flche 50-443,82/04/05,8204080016 


0204130138 Notice of non-receipt of ASLB order setting special 
prehearing conference Commonwealth will attempt to comply 
u/r»gulatione t< fils contentions by 820421 Certificate of 
Svc end 

SHOTHELL. tJ A Msstachusatts. State of. 82/04/03 4pp. 12635 195. 
24X Flche 30-443,82/04/03,8204130138 


0204210436 Forwards Bon Valley Aieoclation notion for late entry of 
amend to petition to intervene b petition to Intervene. 

SANDERS. N L. Sanderi b HcDcrinott. 82/04/13 HDYT.H F Atomic 
Safety and Licensing Board Panel. Ip. 12602.037 24X 

Flche 50-443.82/04/13.8204210456 


— 8204210439 Amend to petition to Intervene, subnl ttlng M Tyo affidavit 
& raicing listed contentions Certificate of Svc end. 

8ANDERB, W L Affiliation Unknown SANDERS. W. L Senders b 
McDermott 82/04/13 Atomic Safety and Licensing Board Panel 
4pp. 12802.038 24X Flche. 50-443. 82/04/ 13. 8204210436 


8204130214 Forwards response to ASLB 820312 memorandum b order setting 
special prehearing confarenca 

BACKUS. R. A. Backus. B A 82/04/09 HOYT, H. F. Atomic Safety and 
Llceneing Board Panal Ip 12637*016 24X Flche 90-443,82/04/03. 
8204130214 


— 8204130223 Response to ASLB 820312 memorandum b ordar setting special 
prehearing conference Order never received by intervenors 
Contentions listed Certificate of Svc end 

BACKUS. R A Seacoait Anti-Pollution League. BACKUS. R A Backus, 

R A 82/04/09 Atomic Safety and Ltcansing Board Panel Bpp 
12637 017 24X Flche 30-443,82/04/05.8204130214 


8204200082 Suppl to New England Coalition on Nuclear Pollution B20402 
request for clarification of schodule for filing 
contentions. Intervener does not view NRC counsel as having 
created or added to any confusion Certificate of Bve end* 

JORDAN. N, 8 New England Coalition on Nuclear Pollution JOHDANtM B 
Harmon b Hates 82/04/14, Atomic Safety and Licensing Board 
Panel. 4pp. 12742 141 24X Fiehe 30-443,82/04/14.8204200002 


......w,,.. „T inn «. nvvy uanarai nr km u/gaud emended 

b supplemental petition to Intervene. Content 1 on* 1 - 5.11 b 
*4—19 ahould be excluded Remainder of contentions should 
also he excluded unless recast Certificate of 8ve and 

Public Ssrvlee Co of Mau Hampshire, 
pln.i *' fooL Atomic Safety and Licensing 

820421047B a4X Fich *. BO-443, 82/04/1 3, 
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. ••pon»« tsQ 8«4C04itt Aftfei-Pp I lufeifl rt League 020^05 


lent 3 Sc 4 inad/nis t iblc. Contantiort X t 2 


$hSu?r£r:,^?Cd*s'‘ 

C on ti»rit: { ^ludsd a« up 1 1 1 »t»j a 1 1 houj h proparly upitt»n 

DICiNAN. T o admlsniblB U/Cer 1 1 f ica te of Svc. 

PtONAisl. T ra " wAD<H.K Public Barviee Co of Nau Harapthir 


‘tONAN. T o 
na«rd r>«nBl 


Ropaa & Oral/, 83/04/15. Atomic Safaty and Llcenslnj 
Vpp. 12802.193 24X Fiche 30-443. B2/04/15. a2042l04BO 


H Conaral corr e spondance 


6204270369 Raquatta any preliminary conclusions 
SLESmOBR.O Affiliation Onknoun 82/04/18 
Detailed Affiliation Given 2pp 12832 0S6 
Ftcha 30-443.82/04/18.8204270369 


or drafts of 9Eti 
□ 'REILLy.L NHC - No 
24X 



0204830373 Reply njppftrtinj Sun Valley Association 820410 motion for 
®Kiend to petition to Intervei)* fr opposing 
P'^tifclon to inttrvens Affidavit* procedurallv 
of avc snel. 

QAO. R K Public Service Co of Neu Hampshire 
Ropes He Gray 82/04/16 Atonic Bafety and Cleansing 
Spp 18014.227 24X Fiche 90-443.02/04/16.8204230592 


OrONAfV. T O 
DTONANi T O 
Hoard Panel 


Q204SifaOJ79 Anauiep opposing applicant 820408 motion to etrike 
coffimonuealth of HA 020415 noticj of nonrecelpfe of order 
?***~''2 special prehearing conference Commonuealth cannot he 
if-rj* never received Certificate of Svc end 

HHQTHeCl.. O Massachusetts. State of 82/04/16 Atonic Sefetg am 
OaoSaAOlT?****" “PP- 12836 226 24X Fiche 90-443.82/04/16, 


M Antitrust c or respond ence 


8204190389 Foruiards for publication in FR. notice of receipt of Atty 
Oenerat advice 6 time for filing of petitions to intervene 
on antitrust matters 

TQALSTONi A Antitrust & Economic analysis Branch (Utility Financel 
82/04/12 COMBS. T Docketing 6 Services Branch ip 12731 164 
24X Fiche 50-443.82/04/12.8204190389 


— 8204190397 Advises that no antitrust hearing is necessary re preposid 
transfer of ouneriMp from Neu Bedford Gas 6 Edison Light Co 
to Canal Electric Co 

BAXTER. M F Justice. Dept of. Attorney General's Office B2/03/86 
CUNNINGHAM. O H Office of the Executive Legal Director 2ep 
12731 163 24X Fiche 50-443.82/04/12.0204190309 


B204220068 Foruards Atty General 020326 Itr re addl antitrust advice 
for Canal Electric Co transftr of facilities ounership 
T0AL8T0N. A Antitrust k Economic analysis Branch (Utility Finance) 
82/04/13 TALLMAN.H C Public Service Co of Neui Hampshire Jp 
12022:248 S4X Fiche 50-443.82/04/13,8204220068 


Rasponso to Neu England Coalition on Nuclear Pollution 
090403 ma t ion for clarification of schedule for filing 
contantloni or for extension of time ASLB should allow 
coistaniioni to be filed by 820421 Certificate of Svc end 
LESQVrR P. Antitrust Division PERLIS.fl 0 Hearing Branch 3 
03/04/17 Atomic Safety and Licensing Boarif Pansl 7pp 

13003 177 34 X Fie he; 50-443, 82/04/ 19, S80421O4B8 


0S0483O831 Raquaits dismissal of Seacoast Anti-Pollution League 820205 
raquast for shou cause erdariper ellminatien of requirements 
for util financial qualifications. 

DIONANr T O, Rapes <« Gray OIONAN.T 6. Public Service Co of New 
Hampshire B8/04/20 DENTON.H R Office of Nuclear Reactor 
nagulatlan, Director 2pp 12BI7.322 24X Fiche 50-443,02/04/20. 

0304830331 


0304300114 Burppl to 011110 petition to Intsrvtne. filing contentions to 
be litigated. Certificate of Svc end 

ClilEQAi R U> eoclety for the Protection of the Environment of 
GtowtheAStern IVeEJ Hampshire. Inc CHTESA.R L Hadltigh, Starr. 

Peters, Dunn 4< Kohls. 82/04/21 Atomic Safety and Licensing Board 
Panel 9|lp 18870.270 S4X Fiche. 90-443. 88/04/21.6304880114 


0904800133 Reply of Sun Valley Assoc to applicant response to anendod 
petition tar leave ta intervene. M Tye revised effidavit t 
Certificate of Svc and. 

SANOERB, U. U Affttiatlon Unknown SANDERS, UL Sanders 6 
HeDermott. 83/04/21. Atomic Safety and Licensing Board Panel 
gpp. 12870.363 24X Fiche 50-443.82/04/21,8204280123 


— B204830075 Submits addl antitrust advice re transfer of facilities 
ownership interest from New Bedford Gas k Edison Light Go 
to Canal Electric Co 

BAXTER, H F. Justice. Dept of 82/03/26 CUNNINOHAH, 0 H Office 
of the Executive Legal Director 2pp 12822 249 24X 

Fiche 90-443,88/04/13.0204880068 


0 Inspection reports, IE Bulletins 6 correspondence 


8204150369 Forwards IE Info Notices 82-09. "Cracking in Piping of 
Makeup Coolant Lines at B6N Plants" k 82-10. "Follouitng up 
Symptomatic Repairs to Assure Resolution of Problem " No 
written response required 

HAYNES. R. C Region 1, Office of Director 82/03/31 O'TOOLC.J D 

Consolidated Edison Co of New York 9pp 12682 248 24X 

Fiche 50-000. 02/03/31,8204190365 


8204150468 Forwards IE Bulletin 82-01, "Alteration of Radiographs of 
(4elds In Piping Subassemblies " No written response 
required. 

HAYNEBi R C Region 1, Office of Director, 02/03/31 O'TOOLEfJ, 
Consolidated Edison Co of New York 6pp 12683 234 84X 

Fiche 50-000, 82/03/31,8204190468 


6304070514 Ack rseeipt of 020308 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-443/81-14 6 
90-444/81-1 1 

STAROSTECKI, R , Division of Project 6 Resident Programs 82/04/09. 
TALLMAN. W. C Public 6frvlce Co of Neu Hampshire ip ia577’ 139 
24X Fiche: 50-443,82/04/02, 8204070514 


S204SDOS93 Oupp 1 t« petition to i ntervene, 1 1 s ting conditions to be 
I i t Isa t «d. Car ti f ica t» of Svc end 

OORDANrW e . CURRAN, D. , BERNABEl.L, New England Coal i tlon on Nuclear 
Pollution. B8/04/S1 Atomic Safety and Licansing Beard Panel 

79pp. iaa70* 114. S4X Fiche 50-443, 82/04/21, 8204280293, 


8204300333 Reaponse to Beacoait Anti-Pollution League 820409, State of 
NM D3D409 it Run Valley Assoc 820413 amended petitions to 
Intarvana. Opp as*s League 1-4, Assoc 1-3 !< state i-7, 1 1 , 12, 14, 

10) 16-19 & 83 contentions Certificate of Svc end 
LESaV.R.P. Antlbruet Divlelon. PERLISjR.O Hearing Branch 3 
03/04/31 Atomic Safety and Licensing Board Panel. 24pp 

ISBBQ 3QS. 34X Fiche. 90-443, 82/04/21 , 8204300323 


0304800300 Motiaji for leave to file reeponee to Commonwealth of MA 
suppt to petition to intervene. Suppl filed 15 days late I, 
w/p eiffplelent tim* m**! to meet filing deadline 

Cartlflcste of Bve and 

OIONAN) T O I OAD)R W. Foblle Barvlee Co of New Hampshire. 

DIONAN, T. O Rope* & Oray, 92/04/22. Atomic Safety and Licensing 
Board Panel- 4pp. 18069:144 24X Fiche. 90-443, 02/04/28,0204200280, 


0a040003'9‘3 Rasp on ds t* applicant B2040B motion to strike Cammonwaa Ith 
of MA 030409 notice of nonrecelpt of ABLB 820312 order 
contentions, »houl«f be treated a* nontlmely supple to 
aetltlon to I ntervene, W/Cerli fi eat* of Svc. 

LCOaV, R. f*» Antitrust Division. PERLIS.R. 0. Hearing Branch 4 
nS/DA/sa Atomic Safety and Licensing Board Panel. 9pp. 

13009: 34X Fiche: 50-443,02/04/28,8204300293. 


—8204070519 Responds to NRC 820210 Itr re violitians noted in IE insp 
Repts 50-443/01-14 6 50-444/81-11 Corrective aetiene valves, 
branch lines, lugs & Instruments installed to permit thermal 
growth of pipe 

JOHNSON, H P. Public Service Co of Neu Hampshire 88/03/00. 
BTAROBTECKt j R Division of Project 1, Resident Programs 2pp 
12577 140 24X Fiche 80-443,08/04/02,8204070514 


0202040142 IE Info Notice 82-11, "Potential Inaccuracies in Hide Rang* 
Prasture Instrumsnts Used in Westlnghouse Designed Plants " 

8vc list end . 

JORDAN, E L Division of Engineering k Quality Assurance 82/04/07 
63pp. 12078 342. 24X Fiche 50-000,62/04/09,8202040142 


8202040143 IE Info Notice 82-12, "Surveillance of Hydraulic Snubbers < 
H/ene 1 svc list. 

JORDAN, E L Division of Engineering 4, Quality Aisurance 62/04//! 
64pp, 12873,001 24X Fi cht- 90-000, 82/04/21, 8202040143. 


DOCKET 80-444 BEABROOK NUCLEAR 0TAT1ON, UNIT 2 
A Appl Icatien/construc tlon stage documents k eorrstpondsnea 


8204210759 Notifteatlon of cancelled B20407 meeting u/util in Seabroet. 
NH re Effluent Treatment Sys Branch tour of seltctad tyt t, 
dieeusslons of Items re safety review. 

HHEELER ,L.L. Licensing Branch 3. 82/03/06 . M IR AOLI A. F. J 

Licensing Branch 3. 2pp< 12800.148. 24X Fiche; 90-443,82/03/09. 

6204210789. 
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B204O20I46 Notification of dati change for 620329-30 ffleetlng* u/utlls 
In SeabrookiNH to tour telectcd portion* of plant b dltcui* 

NRC areas of interest as part of safetg revleu Meeting 
originally scheduled for 620330-31 

UNEELEAiL L Licensing Branch 3 62/03/'l& MlRAOLIAi F. «!• 

Licensing Branch 3 3pp 12513 070 SAX Flcho 30-443. 82/03 /I 6i 
6504020146 


6204020476 Foruards 810928 systematic assessoiant of licensee 
perfoTisance for June - July 1981 Findings dlsucssed on 
811019 

HAYNES. R C Region 1, Office of Director 02/03/23 TALLHAN.W 0 
Public Service Co of Neu Hampshire 33pp 12500 292. 24X 

Flche 30-443. 82/03/23, 8204020478 


6204120007 Bummary of 820323 oieeting u/utll in Bcthesda.MD re const 
schedule differences between otll fc NRC projections 
WHEELER, L L Licensing Branch 3 82/03/23 Licensing Branch 3 

4pp 12632 1 91 24X Flche- 30-443. 82/03/23, 8204120007. 


6204010047 Discusses control room design rsvieu/audlt to be conducted 
by ell licensees b applicants for OL re NUREO-0660 b 
HUHEO-0737 requirements to Identify b correct humen 
engineering discrepancies Suggested format end 

HlRAOUIArF J Licensing Branch 3 82/03/26 TALLKAN. W C Public 

Service Co of Neu Hampshire 8pp 12489 330 24X 

Flche- 90-443. 82/03/26. 8204010047 


8204010093 Requests addl info re Impacts to cultural resources In 
vicinity of plant property b transmission line corridors 
uhlch could potentially result from operation b maint of 
plant Response required by B20401 

MIRAOLIA.F d Licensing Branch 3 62/03/26 TALLHAN.W C Public 

Service Co of Neu Hampshire 2pp 12489 341 24X 

Flche 50-443, 82/03/26. B204010093, 


6204060092 Forwards responses to Containment Bys Branch 820301 request 
for adtfl Info re containment ventilation Isolation sys. per 
NUREC-0737. Item II E 4 2 Response to Question 400 13 will be 
submitted by 820409 

DEVINCENTI8, J Public Service Co of New Hampshire DEV1NCENTI8. d 

Vantee Atomic Electric Co 82/04/02 MIRAOLIA.F d Licensing 

Branch 3 37pp 12534 228 24X Flche 30-443,82/04/02,6204060052. 


6204060117 Foruards rasponse to NRC 620312 request for info re 
main steam line break analysis 

DEVlNCENTIS.d Public Servlcs Co of New Hampshire DEVINCENTIB, d 

Yankee Atomic Electric Co 82/04/02 MIRAOLIA.F d Licensing 

Branch 3 2pp 12354 304 24X Flche 50-443,82/04/02.8204060117, 


8204280031 Notification of 820416 meeting w/util In Bethesda, MD to 
discuss OA aspects of review, including procedures for 
properly documenting exchanges of Info 

WHEELER, L L Licensing Branch 3 62/04/06 MIRAOLIA.F d 

Licensing Branch 3 3pp 12878 324 24X Flche 30-443,82/04/06. 

8204280051 


6204120323 Forwards notes From Structural Engineering Branch design 
audit conducted 820329-0402 

DEVlNCENTIS.d Vankae Atomic Electric Co DEVlNCENTIS.d. Public 
Service Co of New Hampshire B2/04/OB MIRAOLIA.F d Operating 
Reactors Branch 3 21 pp 12634-038 24X Flche- 50-443, 82/04/08. 

8204120323 


8204120334 Forwards responses to NRC 820301 reAuest for addl Info w/ 
exceptions of Questions 460 13,460 27 b 460.36 

DEVlNCENTIS.d Public Service Co of New Hampshire, DEVlNCENTIS.d, 
Yankee Atomic Electric Co 82/04/08 MIRAOLIA.F d Operating 

Reactors Branch 3 49pp 12641-163 24X Flche; 50-443. 82/04/08. 

8204120334 


8204130224 Forwards Revision 1 to util B20313 response to Power Bys 
Branch Request for Addl Info 430 62 . Identifying al) 
electrical equipment that may become submerged as result of 
LCWA 

DeviHCEHTIS, d Public Borvlce Co of New Hampshire 82/04/09. 
HIRAOLIA, F. d Licensing Branch 3 14pp 12657.093 24X 

FI c b * 50 -443, 82/04 / 09, 8204 1 30224. 


8204130313 Forwards response to 460 series requests for addl info from 
Effluent Treatment 8y* Branch 

DEVlNCENTIS.d Yankee Atomic Electric Co DEVlNCENTIS.d Public 
Service Co of New Hempshlre 82/04/09, MIRAOLIA.F, d Licensing 
Branchs 4pp 12657:359 24 X Flche- 30-443, 82/04/09, 8204130313. 


82041602B9 Advises that util contract w/Ptckard.Loue b Oarrlck to 
perform probabilistic risk assessment. began 820412. Mi lettone 
dates to be mot Work tfoscr iption end. 

BECKLEV, B. 8. public Service Co.' of NSW Hampshire. 82/04/13, 
TEDESCO.B L Assistant Olrectol' fir Licensing. 3pp 12694.013 
24X Flche 50-443, 82/04/13, eM41602B9. 


8204160606 Forwards response to NRC 610309 request for addl Info re 
incoro neutron flux measuremant instrumentation using 
moveable b fixed detectors Bys tested to assure rallahlllty 
b proposed license amend u/supportlng analytte will b« sent 
DEVlNCENTIS.d, Public Service Co. of Neu Hampshire. 02/04/13. 
MIRAOLIA.F. d Licensing Branch 3 3pp 12700 343 24X 

Flche: 30-443. 82/04/13.8204160606 


8204210441 Foruards response to Request for Addl Info 460 13 rs steam 
generator blowdown sys capability 

DEVlNCENTIS.d Public Service Co of New Hampshire 82/04/13 

MIRAOLIA.F J Licensing Branch 3 3pp 12802:263 24X 

Ficha 30-443, 82/04/13.8204210441. 


8204210293 Oenerlc Ltr 82-09 to all power reactor 1 Ic eneets. app 1 icants 
for OL.NSSS vendors b reactor vendors ro environ 
qualification of saf sty-related electrical equipment 
NRC position rs qualification requirements encl. 

EISENHUt.D. 0 Division of Licensing. 82/04/20 HAUSPURO.A 
Consolidated Edison Co. of New York LEABBORO. R. H Virginia 

Electric b Power Co. RENBEROER, D. L Mashlngton Public Power Supply 

System lepp 12862-337 24X Flche 90-000,82/04/20,8204210293 


8204230222 Forward's response to 210 series of requests for addl Info 
except for responses to Ouestions 210 13, . 18, . 19, 30. . 38 b 
.39 which ulll be forwarded on 820507 

DEVlNCENTIS.d Yankee Atomic Electric Co DEVlNCENTIS.d Public 
Service Co. of New Hampshire 82/04/21 MIRAOLIA.F J Licensing 
Branch 3 34pp 12816.191 24X Flche 30-443, 02/04/21. B204230222 


8204270362 Forwards evaluation of comments on FSAR Section 2 3 5 re 
long-term diffusion estimates- object! ve b ceJculatione. 

VAM DER HOVEN Commerce. D«pt. of. National Oceanographic b 
Atmospheric Administration. NRC-03-B1-099 82/04/22. BPICKLER, I 

Office of Nuclear Reactor Regulation. Director 3pp 12832,078 
24X Flche 30-443,82/04/22,8204270362. 


8204300226 Forwards response to NRC 880212 request for addl Info. 
Including info re meteorological candltlons considered In 
design of auxiliary sys 6 components fa bases for sclectod 
values. Addl Info will be submitted by 820S03 

DEVlNCENTIS.d Public Service Co. of Mew Hampshire, DEVlNCENTIS.d 

Yankee Atomic Electric Co 82/04/22 MIRAOLIA.F J Licensing 

Branch 3 4pp 18891 319. 24X Flche 30-443.82/04/22,8204300226 


8204280499 Bummarliat SS0330 meeting w/NRC rs upgraded qualifications 
of facility itcenssd operators fa elimination of shift 
technical advisor position per NURE0-O737. 1 tom I. A 1.1 
THOMAS , 0 B Public Service Co of Neu Hampshire 82/04/23 
MIRAOLIA.F d Licensing Branch 3 3pp. 12867 276 24X 

Flche- 50-443, 82/04/23. 0204880499 


8204300280 Forwards followup dacumentatlon from Structural Engineering 
Branch 620329-0402 design audit at United Engineers b 
Conetructors. Inc. 

DEVlNCENTIS.d Public Service Co. of New Hampehlre DEVlNCENTIS.d, 

Yankee Atomic Electric Co. 82/04/23 MIRAOLIA.F d Licensing 

Branch 3 200pp. 12688 144. 24X Flche 30-443,82/04/23.8204300280 


C Utility Environmental Report lERlj anianda fa correspondence 


8204060083 Forward* response to facility environ reptt re request for 
Addl Info 310 19 re Impacts to cultural rasource* in 
Vicinity of plant property fa transmission line corridors. 
Corraspondence w/State Historic Preservation Ofc and 
DEVlNCENTIS.d Public Service Co. of New Hampshire. 82/04/01, 

MIRAOLIA.F d Licensing Branch 3. 8pp 12599-287. 24X 

Flche- 30-443, 82/04/01,8204060085 


D. NRC Draft/Final Environmental Statemente, supple fa correspondence 


8203290146 Forwards preliminary draft NPDE8 permit for inclusion In DED 
for facility 

STICKNEY, M E Environmental ProtactlO’n Agency, 82/03/22 
UHEELER.D. NRC - No Datalled Affiliation Olven 41pp. 12431-001 

24X Flche- 50-443, 82/03/22, 8203290146. 


E. NRC Safety Evaluation Report IBER), supply fa correspondence 


8204120281 Foruards not** from B20323-26 review meeting* at United 
Engineers ofc In Phlledelphla. PA. to a**tst In 8ER 
preparation 

DEVlNCENTIS.d Public Service Co of New Hampshire, DEVlNCENTIS.d. 
Yankee Atomic Electric Co 82/04/01. STEVENB.R. Inetrumentetlon fa 
Control Syetems Branch. 100pp. 12637:237, 24X 

Flche- 80-443, 82/04/01,8204120281 



DOCKETED ITEMS 


ses 


F Bscurltgi mvdlcalt »(n>rg«ncg & firs prat««tlon plant 


6204130&91 Notification of cancilation of 820406 maotlng u/util h FtMA 
In SaabroolitNH for Enorgtncg Proparodnoto Branch tltt tour 
MHEELERfL L tlconilOB Branch 3 83/03/08 MIHAOLIAiF J 

Ltcanilng Branch 3 3pp I2i61" 199. 24X Fichc 90- 443t 02/03/00. 

9304130991 


8204140422 Forward* compart ton to lOCFR90.App Ri f Ir* protection of 
•af* tbutdoun capabditv {tOCFROO.App A>i tc Ravlslon 1 to 
fir* protection program evaluation & comparison to Branch 
Technical Position APCSB 9 9-1. App A 

OEVINCENTIB. J Public Service Co of New Hampthlre. DEVINCENTIS. J 
yanke* Atomic Electric Co 82/04/01 MIRAOLIA.F J Llcenilnfl 
Branch 3 4pp 1S6&6 299 24X Flche 90-443.82/04/01.820414 0432 


— 0204140427 Fir* protection of *af* shutdown capahilltg (10CFR90. 
App R) 

« Public Service Go of New Hampshire 82/04/30. 900pp 

12666:264. 24X Fich* 90-443.82/04/01.8204140422 


— 8204140437 Revision 1 to fire protection program’ evaluation li 
comparifon to. Branch Technical Poeltion APCSB 9 9-1. App A 
* Public Service Co of New Hampehir* 82/04/30. 600pp 

12668 064 24X PI Che 90-443,82/04/01.8204140422. 


O Adjudlcatorg correspondence 


204080434 Answer opposing Stats of NH 820324 motion for sddl time to 
flit suppl to petition to Intervenori. State entitled to no 
special consideration since state petitioned to intervene a* 
full party Certificate of Sve end 

DIONAN.TO, OAD.R.K Public Service Co of Neu Hampshire 

DIONAM. T 0 Ropes It Oray 82/03/30 Atomic Safety end Licensing 

Board Panel 7pp 12601 174. 24X Flche 90-443.82/03/30,8204080434. 


12040B04S1 Answer opposing Neu England Coalition on Nucleir Pollution 
petition for review of ALAB-667 Chinnery theory has been 
adjudicated & rejected three tines, Record presents no css* 
for review re design acet ptab 1 1 Ity M/Certl f Icate of Sve 
DIONAN. T. 0 . 1 OAO. R K. Public Bervlco Co, of New Hampshire 
DIONAN. T. 0 Ropes |i Oray 82/04/01 Atomic Safety and Licensing 
Board Panel 9pp 12600.332 24X Flche 90-443,82/04/01,8204080421 


8204080016 Amend t. suppl to 811117 petition to Intervene Addl 
contentions sptclfled Certificate of Bve ancl 

KINDER. E T New Hanpshiret State of. 82/04/09 Commissioners. 
92pp. 12609.196. 24X FI eft s 90-443. 82/04/09. 8204000016 


04130138 Notics of non-receipt of A0LB order setting special 
prehtarlng conference Commonupalth will attempt to comply 
w/regulationa tr file contentions by 820421. Certificate of 
Sve end 

SHCTUELL.dA Hassechusetts. State of 82/04/09. 4pp 12699,199, 
24X Flche. 90-443. 82/04/09, 8204130138. 


204130214 Forwards response to A8LB 820312 Aemoranduffl l« order setting 
special prthcarlng conferonc* 

BACKUa.R.A. Backus, RA 82/04/09 HOYT. H F Atomic Bafaty and 
Licensing Board Panel Ip. 12697 016 24X Flche- 80-443. 82/04/05, 
8204130214. 


-8204130223 Response to ABLB 82031S memorandum ti order setting special 
prehearing conferenca. Order never received by Intervenors 
Contentions listed Certificate of Bve one 1. 

BACKUS.R A Seacoast Anti-Pollution Laagut BACKUS. R A Backus, 

R A 82/04/09 Atonic Safaty and Lletnting Board Panel. Opp, 
12697:017. 24X Flche: 90-443. 82/04/09. 8204130214. 


1204140313 Reply opposing Neu England Coalition on Nuclear Pollution 
820402 request for c larlf Ication of schedule for filing 
contentions or for estenslons of time. Regulations clear on 
meaning of order Csrtlflcats of 8vc end 

DIONAN. T 0,. OAO. R. K. Public Service Co. of New Hampshire, 

DIONAN. T 0. Ropes fa Gray 62/04/06. Atomic Safety and Licensing 
Board Panel. 9pp. 12663.878 a4X Ficha; 90-443, 82/04/06, 0204140313 


1204090134 Response opposing Neu England Coalition for Nuclear 
Pollution S20322 petition for Commleilon review of A(.AB-667 
Four-step stds employed by A8LAB were thorough, wet 1 
ertlculated fa epprepr iote, Cer 1 1 f i cete of Sve encl. 

LE8By. R. P. Antitrust D1 vision, 82/04/07. Commissi oners. 16pp 

12628:079. 24 K Flche: 9^-443,82/04/07,82040 90134. 


1204140409 Motion to strike Coemonweelth of MA 820409 notice of 
non—recelpt of order setting special prahearlng conference 
Notice It not pleeding recognized by rules. Certificate of 
Sve tnd. 

DIONAN. T0.< OAD.fi. K Public Service Co of Neu Hemp shire. 

DIONAN. T.O Hope* fa Cray. S2/04/O8. Atomic Safety and Licensing 
Board Panel 4pp. 12670:300 24X Ficha: 90-443. 92/04/08,8204140409. 


8204190082 Advises that petition to intervene being wlthdraun since 
Atty General will raprasent state in licensing proceeding 
UlOHT, A New Hampshire. State of 82/04/12 KINDER. T New 
Hempshlre. State of Ip 12726 026 24X Flche 90-443. Q2/04 / 12. 

0204190082 


8204190191 Errata to applicant reply to New England Coatltton on 
Nuclear Pollution request for clarification of schedule for 
filing contentions or for eitsnslon of time Certificate of 
8vc enc 1 

DIONAN. T 0 Power Authority of the State of New York OAD. R K 
Public Service Co of New Hampshire DIONAN. T 0 Ropes fa Oroy 
92/04/12 Atomic Safety and Licensing Board Panel 3pp 

12729 343 24X Flche 50-443,82/04/12,9204190151 


8204200063 Amend to petition to intervene, listing proposed contentions 
Certificate of Sve encl 

HCDERMSTT.e J Southampton Town, NY. MCDERMOTT. E J Sanders I. 
HcDarmott 82/04/13 Atomic Safety and Licensing Board Panel 
4pp 12742 233 24X Flche 90-443,02/04/13.0204200063 


0204200072 Motion for late entry of amend to petition to Intervene 
Time necessary due to death In counsel Immediate family 
Certificate of Bve encl 

MCDERMOTT, e J Southampton Town. NY, MCDERMOTT, E J Sanders fa 
McDermott 82/04/13 Atomic Befety and Licensing Board Panel 

4pp 12742 208 24X Flche 50-443,02/04/13,8204200072 


8204200328 Forwards motion for lats entry of amend to petition to 
intervene fa Town o-f South Hampton amend to petition to 
Intervene U/o end 

MCDERMOTT. E J. Sanders fa McDermott 02/04/13 HOYT. H F Atomic 
Safety and Licensing Board Panel Ip 12735 115 24X 

Flche 90-443.92/04/13.0204200328 


8204210454 Motion for late entry of amend to petition to Intervone 
Counsel suffered death in immediate family Certificate of 
Bve tnci 

SANDERS. U L Affiliation Unknown. SANDERS. U L Banders fa 
McDarfflott 02/04/13 Atomic Safety and Licensing Board Panel 

4pp. 12002 212 24X Flche 50-443,02/04/13,8204210494 


8204210496 Forwards Sun Valley Association motion for late entry of 
amend to petition to intervene fa petition to intervene 
SANDERS, M L. Bonders & McDermott 82/04/13 HOYT. H. F Atomic 
Safety and Licensing Board Pansl Ip 12902 037 24X 

Flchs 30-443,82/04/13.8204210456 


— 0204210489 Amend to petition to intervene, submi tt ing M Tye affidavit 
fa raising listed contention* Certificate of Sve encl 
SANDERB.N L Affiliation Unknown SANDERS. H L Sanders fa 
HcDermott 82/04/13. Atomic Safety and Llcanalng Board I'antl. 
4pp 12802 038 24X Flche 50-443,82/04/13.8204210456 


8204200082 Suppl to Neu England Coalition on Nuclear Pollution Q204D2 
request for clarification of schedule for filing 
contentions Intervenor does not vlsu NRC counsel as having 
ersated or added to any confusion Certificate of Bve encl 
JORDAN. U S New England Coalition on Nuclear Pollution JORDAN.N 8 
Harmon fa Weiss. 82/04/14 Atomic Bafety and Licensing Board 
Panel 4pp 12742 141 24X Flche 50-443,02/04/14,0204200032. 


8204210470 Response to State of NK fa Atty Oanoral of NH 620409 amended 
fa supplemental petition to Intervene Contsntlons 1-9,11 fa 
14-19 should be excluded Remainder of contentions should 
also he sicludsd unless recast Certificate of 8vc encl 
DIONAN. T. O , OAD.R K Public Service Co of New Hampshire 
DIONAN. T 0 Ropes fa Oray. 82/04/19 Atomic Safety and Licantlng 
Board Panel 12pp 12802 103 24X Fiche 90-443,02/04/19. 

0204210470 


0204210400 Response to Seacoast Anti-Pollution League 020405 
contentions. C ontent i one 3 fa 4 inadmissible Contentions t fa 2 
should bt excluded as wri ttsn, although properly written 
contention on issue* adml ssibl*. M/Cert 1 fica to of Sve 
DIONAN, T 0 , OAD.R K Public Service Co of New Hampshire 
DIONAN. T 0 Rope* fa Oray 82/04/19 Atomic Safety and Licensing 
Board Pane). 9pp 12802-193 24X Fichc 90-443.62/04/19,0204310400 


8204210491 Answer supporting Town of South Hampton B20413 motion to 
file amend to petition to intervsne out of time & opposing 
amended petition to intervene flood cause shown for late 
filing but issue* already litigated Certificate of 8vc encl 
DIONAN, T 0., OAD.R. K, Public Service Co of Nsu Hampshire 
DIONAN, T.O Ropes fa Oray. 02/04/16 Atomic Safety and Llcsnling 
Board Panel 7pp, 12801 397. 84X Flchs’ 90-443. 92/04/16. 0204210491 


0204830992 Reply supporting Sun Valley Association 020413 motion for 
late entry of amend to petition to Intervene fa oppoelng 
amended petition to Intervene. Affidavit* proeedurally 
dsfectiv# Csrtlflcate of Sve encl. 

DIONANiT. 0 , QAO. R. K. Public Service Co of Now Hampshire 
DIOMANiT. Q. Ropes fa Gray 82/04/16 Atomic Safety end Ltcpniing 
Board Penal. 9pp. J2314’227 BdX Flche 90-443,82/04/16,0204230592 
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ea04260179 An9U»r opposing applicant 020400 motion to ttrikp 
Ccnmonucalth of HA 82041S notico of nonrecslpt of ordor 
fcttlng special prehearing conference Commonuea 1th cannot be 
bound order never received Certificate of Svc end 
SKOTHELl .1 J Massachusetts, State of B2/04/16 Atomic Safetg and 
Lleenslng Board Panel Spp 18036 226 24X Flehe 30-443,02/04/16, 

6204260179 


0204210408 Response to Neu England Coalition on Nuclear Pollution 
820402 tnotian for Clarification of schedule for filing 
contentions or for extension of time ASLB should aliou 
contentions to bo filed bg 020481 Certificate of 3ve end 
CESSY. fi P Antitrust Division PERI. IS, R O Hearing Branch 3 
9Z/04/19 Atomic Safetg and Uleenstng Board Panel 7pp 
12002 177 24X Fiche 30-443,82/04/19,0204210400 


BS04230231 Reguests dismissal of Seacoast Anti-Pollution League 380205 
request for shoui cause order, per elimination of requirements 
fer util financial qualifications 

DIONAN, T Q Ropes b Orag DIONANi T 0 Public Bervice Co of New 
Hampshire 02/04/80 DENTON, H R Office of Nudtar Reactor 
Regulation, Director 2pp 12017 328 24 X Fiche- 30-443,62/04/20', 

3204230231 


02O482OD6S Foruarde Atty Ocneral B20326 Itr re aetdl antitrust advice 
for Canal Electric Co transfer of facilities ounershtp 
T3AL0T3N, A Antitrust b Economic analgsts Branch CUtilitg Finance) 
02/04/13 TALLMAN.WC Public Bervics Co of N»u Hampshire ip 
12828 248 24X Fiche 30-443.62/04/13,9204230066 


"B20422007S Submlte addl antitrust advice re transfer of facilities 
Duntrship interest from Nou Bedford Oas b Edison Light Co 
to Canal Electric Co 

BAXTER. U F dust ice. Dept of 62/03/26 CUNNINOHAM.O H Office 
of the Executive Legal Director 2pp 12822.249 24X 

Fiche 80-443,02/04/13.8204820060 


Q Inspection reports, IE Bulletini t> correspondence 


0204150365 Foruards IE Info Notices 62-09, “Cracking In Piping of 
Makeup Coolant Llnec at BC<U Plants" t< 9•^'l0, "Fol louing up 
Symptomatic Repairs to Assure Resolution of Problem '* No 
birltten rttponie required 

HAYNES, R.C Region 1> Office of Director 82/03/31. O'TOOLE, J.D 

Consolidated Edison Co of New York. Spp 12602 240 24X 

Flehe SO-OOOr 62/03 /3 1 . aeOA 1 3036 S 


9204200114 Suppl to 811110 petition to intervene, filing contentions to 
bs litigated Certificata of Svc and 

CHIESA.R L SociBtg for the Protection of the Environment of 
Southeastern Neu Hampshire, Inc CHIEBA.R L Nadleigh, Starr, 

Dunn b Kohls 02/04/21 Atomic Safetg and Licensing Board 
Panel Spp 18870 270 24X F I che 50-443, 02/04/21, 82042001 1 4 


6204200123 Reply of Sun Valley Assoc to applicant responia to amended 
petition for leave to intervene M Tye revised affidavit b 
Certificate of Bve end 

SANDERS, M L Affiliation Unknown SANDERS, H L Sanders b 
McDermott 62/04/31 Atomic Safetg and Licensing Board Panel 
Spp 1 2070 262 34X Fiche 30-443,08/04/21,0204200123 


6204280893 Buppl to petition to intervene, 1 i s ting conditions to be 
litigated Certificate of Svc end 

JORDAN, H 8 , CURRAN, D , QERNADEIiL Neu England Coalition on Nuclcai 
Pollution 82/04/31 Atomic Bafatg and Licensing Board Panel 
79pp 12670 114 24X Fiche 30-443,82/04/21,0204200293 


0204300383 Response to Seacoast Anti-Pollution League 020403, State of 
MM 820403 ti Sun Valleg Assoc 820413 amended petitions to 
Intervene Opposes League 1-4, Assoc 1-3 b State 1-7,11,12,14, 

IS, 16-19 b 22 contentions Certificate of Bve end 
LESSY.R P Antitrust Division PERLI8,R 0 Hearing Branch 3 
02/04/21 Atomic Safety and Licensing Board Panel 84pp 
12880 202 24X Fiche 50-443,02/04/21,8204300323 


0204150462 Forward t IE Bulletin 02-01. "Alteration of Radiogrephs op 
Welds in Piping Bubassembliss " No written response 
required. 

HAYNES. R C Region !• Office of Director 82/03/31 O'TBOLE, J 

C ansa 11 dated Ed icon Co of New York 6pp 126B3 234 24X 

Fiche 30-000.02/03/31,8204150462 


8204070914 Ack receipt of 020308 Itr informing NrC of steps taken to 
correct violations noted in. IE Inep Repts 50-443/01-14 tc 
90-444/01-11 

STAROSTECKI, R 01 vie ton of Proiect «< Resident Programs. 82/04/02 
TALLHAN.W C Public Strvlce Co of New Hampshire Ip 12377:139 
24X Fiche 30-443.02/04/02,0204070314 


— 0204070319 Reiponde to NRC 820210 Itr re vlolatione noted in IE Insp 
Repte 30-443/01—14 b 50-444/01-11 Corrective actions valvee, 
branch lines, lugs ti Initrumenti installad to permit thcrmel 
growth of p ipe 

JOHNSON, H P. Public Bervice Co of New Hampshire 02/03/00 
8TARQ8TECKI <R. Oivlsinn Of Project 4c Resident Programs 2pp 
12377. 140 24 X Fiche 30-443,02/04/02,020 4070914. 


6202040142 IE Info Notice 82-11, "Potential Inaccuracies in Wide Rsnge 
Pressure Instruments Used in Wcstlnghousa Designed Plants.” 

Svc list end 

JORDAN. E L Division of Enginoering 4r Quality Aasuranca 02/04/09 
63pp 12878-342 84X FI che: 30-000, 02/04/09, 6202040142 


82042SOSBO Motion for leave to file response to Commonwealth of MA 
suppl to petition to Intervene Suppl filed 13 dags late i, 
u/o sufficient time for util to meet filing deadline 
Certificate of Bve and 

DIONAN. T 0 , OAD, R K Public Service Co of New Hampshire 

DIONAN. T 0 Ropes b Oray 02/04/22 Atomic Safety and Licensing 

Board Panel 4pp 12869 144 24 X Flehe 80-443.02/04/28,0204880280 


B204300293 Responds to applicant 020408 motion to strike Commonwealth 
of HA 82040S notice of nonreceipt of ASLB 020312 order 
Contentions should be treated as nonilmslg suppls to 
petition to intervene W/Certl f 1 cate of Svc. 

LESSV. R P Antitrust Division PERLI6, R 8 Hearing Branch 4 
02/04/28 Atomic Safety and Licensing Board Panel Spp 
128B9 232 24X Fiche 50-443,82/04/80,8204300293 


H General correspondence 


B204270369 Requests ang preliminary conclusions or drafts of BEfl. 

8LE0INOER.O Affiliation Unknown 62/04/18 O'REILLY.L NRC - No 
Detailed Affi nation Oivtn 3pp 12038 036 24X 

Fiche 30-443,82/04/10.0204870369 


8202040143 IE Info Notice B2-lSi "Burvo 1 1 lance of Hydraulic Bnubbers, " 
H/encl svc list 

JORDAN. E L Division of Engineering U Quality Assurance, 08/04/21 
64pp 18873.001 24X Fiche- 80-000. 02/04 /21i 0208040143. 


DOCKET 30-445 COMANCHE PEAR BTEAM ELECTRIC 9TA ,UNJT 1 
A Applicatlon/constructlan stage decumants 8, correspondence 


9204210074 Summary of 080219 moating w/utils Wastlnghouse In 
Bethesda, MD re Hostlnghousa Model D etaam generators List 
of attendees end 

CKESNUT, S H Licensing Branch t 02/03/12 YDUNOSLOOD.B J 
Licensing Branch 1 I2pp 12612.001. 24X Fiche 80-000,02/03/18, 

0204210074 


9204220315 Notification of B20406 mooting w/uttl in OethesdOiHD re 
human factore review of control rooms *t plans for responding 
to hlUREO-0700 

BURweCL. e B Licensing Branch 1. 62/03/16, YOUNOBLOOD. B, J 

Lletnsing Branch I 2pp 12633:219. a4X Fiche. 90-449, 08/03/16, 
0204220313. 


h Antitrust correspondence 


020419030? Foruards for publication in FR, not lea of receipt of Attg 
Ocneral advice b time for filing of petitions to Intervtne 
on antitrust matters, 

TOALSTON. A Antitrust li Economic analysis Branch (Utility Finance) 
08/04/ 12 COMBS, T. Docketing h Servlets Branch ip 12731 164. 
24X Fiche 90-443,68/04/12,0804190309. 


— 0204190397 Advises that no antitrust hearing is necessary re proposed 
transfer of ownership from New Bedford Oas l< Edison Light Co 
to Canal Electric Co 

BAXTER. M F Justice, Dept of. Attorney Oeneral's Office 88/03/86 
CUNNINOHAM.O H. Office of the Executive Legal Director 8pp 
12731 165 24X Fiche 30-443,88/04/12,0804190309 


Ba0428'0627 Notification of rescheduled 080407 meeting w/utll In 
Bethesda, MO to discuss human factors rsvlaw of control room 
U plans for risp ending to NUREO-0700. 

BURNELL, s 8 Ltconslng Branch 1. 02/03/19. YOUNOBLCDD, Q J. 

Licensing Brsneh I. Spp. 12033:394 24X Fiche. 30-443. B8/03/19. 

8204220687. 


1 rwi .T.,.«,e<.« «e «g w 9Ui lAB «c VirP n~ I iC / 1 T« ID ■ C f 

safety cvaluetlen fc notice of issuanco ti aval lab 1 lit y. Amends 
reflect revised ownership Interesta by TX Power I, Light Co h 
Tes-La Electric Cooperative of TX, Inc. 

Division of Licensing. 82/03/29. OARY.R.J. Texas 

Mj«/2;.*e25dSSJoS* S*-** F‘«h-!»0-*48, 
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8204120111 Amendt 9 tc 9 to CPPR-126 U CPPR- tS7> Tf tpsc tivilg> r •Plec bing 
rtvlttd ouinirthlp Inbircitt bg TX Peutr ti LlgJib Co U T«>-L« 

Eltcirlc Coopfrotivi of TX> Ine. 

EISENKUT.D 0 Olvlilon of Llotiblng 82/03/2? 4pp. 12694; 197, 
24X rich* 90-449.82/03/29,8204120108 


— 8204120113 B«Ptbv tvslutblon lupportlng Amandi 8 b 9 ba CPPR-136 l< 
CPPR-ia7i r»*ptctlv«l(/ 

B , YOUNOSLOaO.B -J Ltecnalng Arancii 1 82/03/2? 4pp 

12694 161 24X PI chi’ 30-448, 82/03/29, 8204120108 


— 8204120114 Natic* at laiuinci 1, avillabllitg of Afiandi 9 1, 9 to 
CPP8-126 t, CPPR-ia7, nspictlvilg 

YOUNOBLOOD, B J Lieanilng Branch 1 82/03/2? 2pp 12694 169. 

24X Pichf 30-448.82/03/29,8204120108 


B20426D431 NotiPicablDn of Caatisad Foricaat Panal 820413-18 milting 
4c fit! viiit u/util In Arlington >, Oltn Reii.TX to riviiw 
conit complitlon ichidulii for icciailng projietid Puil load 
datis. 

GURMELC.S B Llcinting Branch 1. 82/03/29. VOUNOBLOOO. B. J. 

Ucanalng Branch 1 6pp 12B61’31i. 24X Flcha‘80-445, B2/03/S?, 

8204260431 


8204020244 Raapondi to Otnaric Ltr 01-36 n pranurliir lafitg riUef 
valvii par NUfl£0-0737. Itam II. D 1 EPRl ripbi documanting 
tiat program riaulta liatad Bafatg valva agi pirformanca 
gndir ravltu 

SCHMIDT, H C Ttxii Utilltlfi Barvlcei, Ine. 82/03/31, BURHELL.S, D 
Llcinting Branch 1 3pp 12498.180 84X Flchi 90-443,82/03/31, 

0204020244 


8204020389 Poruarda Tablla 1 1, 2 rt functlonil capibllitg of Cliii S t< 
3 aultinittc atalnlaaa atiil plpa btnda (, ilhewi. 

SCHMIDT, H C Tfiaa Utllltlaa Sirvlcai, Inc. 82/03/31. BURHELL, B 0 
Divlilon of Llctnilng 81pp, 12494' 117 24X Flchi' 80-445, 

82/03/31, 6204020389 


6204090279 Advlaia thit not raapondlng to Itri la licl of cDurtasy 
& mag hi rtaaon why NRC la not racalvlng griitin luppart. 

Suggllta ittltuda h axpiniiva public ralationi piosli bi 
litviitlgabid 

CnUMPrO.R. Olin Retl.TX. 82/02/26 BURUELL.S, Oiviiionof 
Ltcinilng ip 12825 094, 24X Flchi 50-448. 82/03/31 , 8204220690. 


9204130135 Foruarda OL Midaan 620401 ltr to util trinafflltting latiit 
•gatiifiatie aaaiaamint of licanati parfarmanci rapt 
ROTKSCKILDiM U Opirationi (, Admlnlatrativ* Olvitlen 82/04/09. 
ELLIS, J Cltiaani Aaaociatlon for Sound Enirgg Ip. 12685 302 
24X Flcht 50-445,82/04/09,8204130133. 


6204130137 Foruiarda agatamatlc aaaaaamant of llcaniii parformanci rept 
for Jul l?ao-Jun« 1981 

MADSENiOL Dtvlalon of Raaldant, Raaetor Projict tc Engtniar'ing 
Programa 82/04/01 OARY, R J Taxaa Ut 1 1 It 1 la Oinirittng Co, 
lOpp, 1265 5 303 24X Flchi, 50-445, B2/04/09. 82041301 38 


04210295 Oanarie Ltr 62-09 to all pouar raaetor 1 1 einaiii, app 1 1 cintc 
for OL, N8SB vendopi 6 raaetor vandora ra anvipon 
guallflcatlon of aafitg-ralatad alfctrlcal iquipnint. 

NRC poiltion ra tuallfleatlon raguiramanta and, 

EISENHUT.OO Olvlalon ofLlcanalng 82/04/20. HAUBPURO.A 
Conaolldatad Ediaon Co of Haw York. IBpp. 128621337. 24X 

Fiehl. 80-000. 82/04/20, 8204210295 


<04260109 Forward! tabla containing daaerlption of Amand 31,dtd 
820423 

MARSHALL, J 8 Taiia Utilitiia Barvicaa, Inc, 82/04/23 
aURHELL, B a Diviiion of Licaniing, 9pp 12840 209. 24X 

Fichl. 80-445, 82/04/23, 8204260109, 


NRC Drift/Flnil Environmantal Btitimantt, luppla b eorraapondinei 


8204220690 Rtaponda to 820226 ltr Earl lap Itri camBiintlng an DE9 uira 
ritpondtd to In FES, NOREO-0778. Stitui of prociidlngi ri 
pirmanint diapoial of high lavil waati dlicuiaid, 

BURHeLLiB.B Lleanatng Branch 1, 82/03/31. CRUMP, O.R. Bomarvill 

County, rx 6pp. 12825' 087 24X Ficha, 50-449, 82/03/31, 8204220690. 


—8204220692 Provldai parigriph on parminant diapoial af high livil wiati 
to riipond to Uudga Crump Inquiry, 

AXELRAD, U. A Ragulatlona Olvlalon, 82/03/16. EURHELL, 8 B 
Lleinalng Branch 1, Ip, t8e29!09a. 24X F{elii:90-449, 82/03/31, 

8804220690. 


F Stcuritg, midical, amargencg (, flra protactlon pl,ana 


8204010013 Notification of 820324 muting ui/util in Bmthaada.MO to 
dlacuaa livil of ditall to ba inctudad in imsrganeg plan 
rathir than in rlf documanti 

BURHELL.S B Lleanalng Branch 1 82/03/17 YOUNODLOOD, D U 

Llctnilng Branch 1. 2pp 12489 361 24X Ficha 50-448182/03/17, 

6204010013 


0204010366 Risponda to Oanarie Ltr 81-04 Util currintly utilliing 
Uaatlnghouse ounin group imargincy raaponai guidillrte* to 
davalop plant-apiclfic amtrgancg op orating prociduns to ba 
availabli for NRC rovlau approx 6 nontha prior to full load 
SCHMIDT, H C Texai Utllltiea Barvicaa, Inc 82/03/86 
EI8ENHUT, D 0 Divialon of Llcanaing Ip 12409 S6B 24X 
Fiehl 90-449,62/03/2618204010366 


0204120309 Forward! tabla Mating araaa of facility Fire protactlon 
dtilgn which differ from, but aatiafy intent of lOCFROO App 
R Fin haiard analyala la currently under raviau Add! 
dlffanneai will ba doeumantad 

OARY.R 0 Taxaa Utllltiaa Oanaratlng Co 82/04/07. EISENHlfl . D. O 
Divialon OfLlcanalng 7pp 12639 040 24X Fich a : 50-449, 62 /04/O7. 

8204120309 


8204190267 Propoaaa that flra barrlera aaparating fire Araaa 69,71iy2. 
140 (, 141 ba derated to 8-h barrlera In lieu of currently 
raquirad 3-h rating Drawing ahoulng flra barriiri end 
BCHMlOr.H C Taxaa Utllitiaa airvicaa, Inc 82/04/08 BURNELL, 8 » 
Office of Nuclear Reactor Regulation, Director Spp 12683,071 
24X Flche 30-449,82/04/08,8204190267 


6204230399 Foruarda 811020 talcon record ra raqulramanta for Claaa A 
fire protaetian detection aya F8AR Section 9 9-1 will ba 
amandid to apacify detection aya in aultchgaar rooms 
MARSHALL, J S, Taxaa Utllttlia Sarvlcaa, Inc 62/D4/06 
BURNELL, 8 B Divialon of Llcanaing App 12814 340 24X 

Fleh# 90-449, 02/04/08,8204230399 


0 Adjudicatory corraapondanca 


82040B0900 Supplanantal raaponaa to Cltliani Aaaociatlon for Bound 
Enargy 620301 alghth lat of intarroga tori la 6 request for 
production of documanta (> motion for protactiva ordmr. 

Cartlficata of 8vc and 

REYNOLDS, N S , HORIN.UA Taxaa Utllltiaa Oanerating Co 
REYNOLDS, N 8 Dabavolaa (< LI barman 82/04/01 Atomic Safety and 
Llcanaing Hoard Panel 12pp, 12999 024 24X Fich* 80-449.82/04/01. 

8204080 900. 


82040B0936 Raaponaai to raquatti to produce in Cltixans Aaioclation fot 
Sound Enargy alghth aet of interrogator iaa, aupp limanta tton 
to Interrogator 1 aa 6 motion for protactiva order Cartlficata 
of Bve and Halated corraapondanca, 

REYNOLDS, N 8. , HORiN.U A Taxaa Utllltiaa Oanaratlng Co 
REYNOLDS, N.8 Dabevolti t< Llbirman 82/04/01 Cltitena 
Aaaociatlon for Bound Enargy 12pp 1289? 099 24X 

Fiehl. 80-448, 82/04/01, 6204060936 


6204080161 Ordir following 020326 talcon Contention 3 diamlaaad 
Contention 8 now aponaorad by Cttiiana Aaaeclation for 
Sound Enargy Cltlaana for Fair Util Regulation motion for 
withdrawal from procaidlng granted 

KILLER, (1 £ Atomic Safety and Llcanaing Board Panel B2/04/0P. 
8pp 12604:291. 24X Rich a 90-449, 82/04/02, 8204080161 


8204060240 Fifth att of intarroga toriaa t< raquaita to produce 
Cartlficata of Bve and 

REYNOLDS, N.S , HORIN.U.A Taxaa Utilltiaa Oinareting Co. 
REYNOLDS, N 6 Dabavolaa t< Liberman 82/04/06 Clticena 
Aaaociatlon for Bound Energy lOpp, 12614.194. SAX 
Flcht: 80-448, 82/04/06,8204080240. 


8204130139 Forward! OL Madaan 820401 ltr to util transmitting latest 
ayattnatic aaaaaamant of licenaaa parformanci rapt 
ROTHSCHILD, M U Qparatlona «< Adminlf trativa Oivliian, 82/04/09 
ELLIB, U. Cltlxana Aiioclation for Sound Enargy. ip 12699:302 
84X FI chat 90-449, 82/04/09, 8204130139 


— 8204130137 Foruarda ayatamatie afaaaimant of Ucanaaa pirformanca raa| 
for Jul 19B0-Juna 1981. 

MADSEN, 0. L. Divialon of Raaidant, Raaetor frojact tn Enginearlng 
Frogrami. 82/04/01, GARY, R, J. Taxaa Utllitiaa Oanaratlng Oa. 
lOpp. 12699:303, 24X Flcht; 80-449, 82/04/09, 8204 130139. 


8204130220 Advifaa that NRC will not .naipond to applicant 820401 
motion, for protective order t< Gitlxani Aaioe for Soiind 
Energy 820409 motion to compel diteovary 

ROTHSCHILD, H. U. Oparatleni I, Admlnli trativa OivlalQn. 82/04/09. 
MILLER, M.E., COLE, R. . MCCOLLOM, K. A. Atomic Bafaty «nd Llcdnalng 
Hoard Fanil. Ip, 12687.138 S4X Flchi: 90-449, 82/04/09, 8204130220 
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e?04a30377 notice of continuation of Bvldsntlarg hsaring to coitimante 
on B20607 In Fort Horth>TX r» Contention 3 on QA/aC ASLB 
aurtilont 1 & 3 Final prehearing conference to bo hold 
prior to hearing 

HlLLERtiH E Atonic Safety and Licensing Board Panel 82/04/19 
4pp 13816 27B 24X Flche 50-443 j 82/04/ J9, 8204230377 


■'-6204200389 Requests project inspectors bs astcd to conduct trend 
analysis of each assigned facility for CY79 

BEtOLC>M C Region 4> Dallasj Reactor Construction b Engineering 
Support Branch SO/01/04 CROSSHA H. M A Region 4i Dallas> Office 
of the Director Ip 12B63 194 24X Flche 30-445. 82/04/20i 

8204280376 


0204280180 Responds further to A8LB 800616 order. Question 1 FH Madden 
affidavit summarties applicant methods for handling amount 
of hydrogen in containment structure 

REYNOLDS. N 8 Dohovolse b Liberman REYNOLDS, N S Te«as Utllitios 

Generating Co 92/04/19 MILLER. M E . COLE. R , MCCOLLOM, R A 

Atomic Safety and Licensing Board Panot 3 pp 12871 141 24X 

Flche 30-449.82/04/19.0204280180 


— 8204280391 Requests trend enalysis for each active licenses for CV79 be 
perfornad Listed Info should he included Cirtiflcotc of Sve 
end 

CROSSMANrU A Region 4, Dallas. Office of the Director 80/01/17 
HUBACEKrW O . BTEMART. R C . TAYLOR. R 0 Region 4. Dallas. Office 
of the Director Spp 12869 I9S 24X Flche 30-449,82/04/20. 
9204280376 


— 6204200186 Affidavit of FM Madden re ASLB 800616 order. Quest! on 1 on 
hydrogen generation Hothod of handling hydrogen gas that may 
be generated described Prof qual i f i cation s end 
HADDEN. F W Tosas Utilities Generating Co 02/04/19 19pp 
12871 144 a4X Flche 30-445, 82/04/19. 8204260180 


6204230130 Ansuers to ninth sot of interrogatories Affidavits, prof 
qualifications b Certificate of Bve end 
REYNOLDS, N B . HDRIN, M A Texas Utilities Oaneratlng Co 
REYNOLDS, N 8 Debevolse b Liberman B2/04/20 Cltliens 
Association for Qound Energy 31pp 1^18 077 24X 

Flche 90-449,82/04/20,8204230130 


8204280248 Foruiards original suorn statement for Cttiiens Assoc for 
Bound Energy 020420 ansuers to applicant fifth set of 
interrogatories K. requests to produce Related 
(oTTespondsne e 

ELLlStJ Cl tl Ions Association for Sound Energy. 82/04/20 
Doclcetlng b Services Branch 2pp 12864 034 24X 

Flche 30-449,82/04/20.8204280246 


8204260327 Forwards original of HC Schmidt affidavit re 820420 ansuers 
to Cltlians Assoc for Sound Energy ninth set of 
interrogator! os 

HORIN. N A Debevolse b Liberman HORIH.M A Texas Utilities 
Ocnerating Co 82/04/21 STUCKY. S Docketing b Services Branch 
2pp 12638 143 24X Flche 90-449,82/04/21,8204260227 


8204280019 Forwards original verification of applicant antuors to 
Citliens Assoc for Sound Energy 820420 ninth set of 
interrogatories Related correspondence. 

HORTN.U A Debevolse b Liberman HORIiN.U A Texas Utilities 
Generating Co 82/04/21 8TUCKV.9 Docketing b Services Branch 
2pp 12870 224 24X Flche 90-449,82/04/21,8204280013 


8204230509 Confirms that Region 4 personnel notified J Ellis of 
availability of IE Insp Repts 50-449/81-12 b 90-446/81-12 b 
that repts were mailed 

ROTHSCKILD.H U Operations b Administrative Division 82/04/22 
ELLlS.vf Citizens Association for Sound Energy ip 12815 360. 
a4X Fleh# 90-449. 02/04/22. B2Q4230509 


82042QO332 Tenth set of interrogatories b requests to produce 
Certificate of Sve end Related correspondence. 

CLLIS.J Cltliens Association for Sound Energy 82/04/20 Texas 
Utilities Oenerafcing Co 3pp 12669 355 24X Flche 50-449. 

62/04/20. 0204280332 


6ZD4280336 Third sot of interrogatories b requests to produce 
Certificate of 8vc end Related correspondence 

ELLIS, J Clt Irens Association for Sound Energy 82/04/20 Office 
of the Executive Legal Director I4pp 12863:296 24X 

Fi Che 90-445. 62/04/20. B2042B0336 


0204230343 Answers to 820406 fifth sot of interrogatories b requests to 
produce Certificate of Qvc eocl Related correspondence 
ELLIS, J Cltliens Association for Sound Energy 62/04/20 Texas 
Utilities Oeneratlng Co 6pp 12869 279 24X Flche 30-449. 

02/04/20, 8204200343 


B204270406 Order extending revised schedule to B20907 to flic 
Interrogatories b discovery requests re remaining matters in 
Issue except Contention 22 Discovery ends on 820917 for 
Contention 9 

COLE, R F Atomic Safety and Licensing Board Panel 62/04/23 
Commissioners 3pp 12094.282 24X Flche 50-449.62/04/23. 

6204270406. 


8204300181 Confirms 820427 telcon u/appllcants clarifying Citliens 
Assoc for Sound Energy requests for further info re seven 
interrogatories In Intervener ninth set. 

NORIN.U A Debevolse b Liberman 82/04/28 ELLIS.J Cltliens 
Association for Sound Energy 4pp 12886 336 24X 

Flche 90-449.82/04/28.8204300181 


K Utility Final Safety Analysis Report (F8AR) b amends 


62<)42Q0376 Motion for addl time for discovery on Contention 3 NRC 
recently provided intervenor w/documents which NRC 
previously stated under oath did not exist Related 
correspondonc e 

ELLIB, J Cltliens Association for Sound Energy 62/04/20 Atomic 
Safety and Licensing Board Panel 19pp 12665 162 24X 

riche 90-440, 82/04/20,8204260376 


B204290064 Forwards Amend 31 to F&AR 

OARV.R J Texas Utilities Oaneratlng Co 82/04/23 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 12882.268 
24X Flche 50-449,82/04/23.8204290064 


--6204290068 Amend 31 to FSAft 

OARV. R J Toxas Utilities Oeneratlng Co 82/04/23 3S0pp 
128B2 270 a4X Flche 90-449,82/04/23,8204290064 


— Q20426037Q Requests facility Inspectors be asked to conduct trend 
analysis of performance of each of active licensees during 
(976 Specific areas to be considered listed 

SEIDLE, H C Region 4. Dallas. Reactor Construction b Engineering 
Support Oranch 77/01/04 CROSSMAN. M A Region 4, Dallas, Office 
of the Director tp 12869 177 24X FI che . go-449, 82/04/20, 

6204280376 


— 8204280381 Requests listed CY76 info re licensee performance trend 
analysis 

CHOBSMAN.M A Region 1, Philadelphia, Office of tho DIroctor 
77/01/14. HUBACEK.W 9 , TAYLOR, R 0.. STEWART, R C NRC - No 
Detailed Affiliation Olven 9pp I2S69 178 24X 

Flche. 90-449, 82/04/20.6204280376 


8204300319 Forwards affidavit of sve far Amend 31 to FSAR. 

SCHMIDT. W C Texas Utilities Bervlcas. Inc 93/04/26 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 9pp 128SS, 3l8 
24X Flche 90-449.82/04/26.8204300319 


M- Antitrust correspondence 


S2040B0461 Btatemsnt of issues to be resolved b recommendations 
Settlement license conditions are In public intersit. do not 
prsjudlce Public Utils Beard of Brown evil Ic. TX b should bs 
made leimedletcly affective U/Cer tlf Icate of Sve 
MCMILLEN. NH , DOPSOVIC.D A Justice, Dept of 02/04/09 19pp. 

18999 149 24X Flche 50-000.02/04/09.8204060461. 


-6204200389 Requests trend analysis for each assigned licensee be 
performed for CY77 Analysis should include listed Info 
CRQBSNAN.M, A Rogion 4, Delies. Office of the DIroctor 70/01/06 
HUBACEK.W O. , TAYLOR, R. <3 . STEWARTift.C NRC - No Deteilod 
Affiliation Given Spp 12869 133 Z4X Flche SO-449. 82/04/20, 
8304280376 


6204080393 Btetemsnt of history b current status of consalldatod 
proceed ing, { s suss to be resolved b affirmative 
recomnendatlont for resolving Issues. per Judge Laurenson 
820322 notice -Certificate of 8vc and 

LEWIS. S- H. Haering Branch 4 HODODON.A P Antitrust Division 
02/04/06 IBpp 12611 167 84X Fi chs- 90-000, 82/04/06, 0204080393. 


■8204280387 Forwards trend analysis info gsnarafced for facilities 
assigned to branch during 1976 b 1977 , 

8EI0LE, M C Rogion 4, Dallas, Reactor Construction b Enginscring 
Support Branch 70/10/06 BEYFRIT, K U Region 4 
of the Director 6pp I2069' IBS 
8204200376 


Dallas, Office 
24X Fich a. 90-449, 62/04/20, 


8204130134 Responds to ASLB 820322 request to file statement re history 
b status of proceed tng, Issues to. be resolved b 
recommendatlDTis on resolution of Issues Certificate of Bve 
end 

STAHL, D M C antral Power k Light Co. BDUKNIOHT, J A Houston 

Lighting k Powtr Co HILBON. W R San Antonie, TX 02/04/06 i6pp 
12699.199 24X Flche 90-000,82/04/06,8204130134. 
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S2'04130800 Stg'tBratnt In rcspnni* to ASLB 880322 request for atatexient 
of hlatoru It status of proc ooding* list of rotnsinlng issues It 
recommends* Jons to resolve Issues Certl ficste of 8vc end 
KM0TT8, JB Teias Utilities Oenerating Co KWOTTS. J B Dfbevoise 
Liberman B2/04/0* 17pp 1S687 121 24X Fiehe 50-000i B2/04/06. 

S2Q413OSO0 


9204130206 Statement In response to A6LB BS0322 request for statercent 
of hlstorg It status of proc eedinji romelnlng Issues It 
Tecommeodatlons to resolve issues Certificate of Hvc end 
OOHNt D P South Tesae Electric Cooperative >lDHNt 0 r Moalna 
Electric Cooperative. Inc JOHN.D F McDermott. Wi 1 1 *■ Cmerg 
BZ/'OA/<K> 0pp 12639 317 24X FI c»e 50-000. 62/04/06. 02041 3O206 


9202040142 IB Info Notice 02-11. "Potential Inaccuracies In Hide Ranfi 
Prsesure Instruments Ussif in Hestlnghouse Designed Plants " 

Bvc list end 

JORDAN. E L Division of Engineering l< Qualltg Assurance 88/04/07 
63pp 12978 342 a4X Fiehe 80-000.02/04/09.8202040142 


3202040143 IE Info Notsce 02-12. "Surve 1 1 lane e of Hgdraulle 
M/end SVC list 

JORDANiE 1. Division of Engineering It Qualltg Assurance 
64pp 12B73 001 »4X Fleh* 30-000,82/04/21.8202040143 


Snubbers 

02/04/21 


9 Reportable oeeurrencee. LERs It related correspondance 


8204130196 Kation for eiteniion of time to file statement of po 
4 for prehearing conference date Certificate of Sve end 
SPIESELiQ . JABLON. R A Brauns vl lie. TX 92/04/09 Atomic 

and Licensing Board Panel 9pp 12657.010 24X 

FI che: 50-000. 82/04/09, 82041 30196 


s 1 1 i an 
Safety 


Q204190237 Order directlsjg Public Utils Board of City of Brauns vi lie. 
TX to file ansueri to listed questions by 920427 re proposed 
settlement conditions. . , , „ 

LAUfiENSON. J A Commissioners B2/04/13 Braunevl 1 la, TX 2pp 
12720-043 24X Fiche- 50-000, 02/04/13, 08041 90237 


8204230466 Responie ta ABLE 820413 questions Brownsville does not 
oppose praposed settloment Sc does net want administrative 
leu judge to reject settlement Certificate of 8vc end 
EPIEOEL.S Brownsville. TX SPIEOEL.O Spiegel l< HcDlarmid 
62/04/19 6pp 18817.103 84 X Flchi 50-000, 08/04/19. 0804830436. 


N Antitrust hearing transcripts 


3204050009 Final defideneg rapt re Borg Warner valves originally 
reported 880122 Four valves identified as having been 
installed between 22 1/2 degrees t< 137 1/2 degrees Ualvcs 
ulll be returned to vendor for rauork 

SARY.ft. J Texas Utilities Oeneratlng Co 62/03/16 KADEEN, R L 
Region 4, Office of Director 3pp 18S18 207 24X 

Fiehe S0~44S> 98/03/10. SS0405000 3 


9204050096 Interim deficiency rapt re design of horiiontal fire 
dampers, ini tl ally reported on 820285 Evaluation projected 
for completion by BS0601 

OARV.R, J Texas Utilities Oeneratlng Co 82/03/23 MADSEN, S L 
Division of Resident. Reactor Project & Engineering Programs ip. 
12321 107. 24X Fiche 50-449.02/03/23,8204050056 


DOCKET 50-446 COMANCHE PEAK BTEAH ELECTRIC STA .UNIT 2 
A Appl Ication/conetruction stage docomsnts It correspondence 


B2041503SB Transcript of 020413 hearing In Bethaeda.MD Pp 1,267-1.334 
• Atomic Safety and Licensing Board Panel. 83/04/13 99pp 
126B3 144 24X Fiche. 90-000, 82/04/13, 82041 9035B. 


a Inspection reports. IE Bullstins It correspondence 


8204120306 Forwards 16 Insp Rapt 80-445/02-08 on B20101-022B No 
none omp I lance noted 

MADSEN, 0 L Dlvlsipn of Resident, Reactor Project It engineering 
Programi 82/03/26 OARV.R J Texas Util 1 tics Oeneratlng Co. 2pp 
12640 159 24X Fiehe 90-449,82/03/26,6204120396 


8204210074 Summary of 820219 meeting w/utils 1. Ueatlnghouse in 
Bethasda.ftD re Meetinghouse Model D steam generators List 
of attendees end 

CHESNUr.8 H Licensing Branch 1 82/03/12 YOUNODLODD, D J 

Licensing Branch 1 12pp 120 12 001 24X Fichu 90-000.82/03/12, 

0204210074 


0804220319 Notification of 820406 meeting w/utll in Oathesda.tiD re 
human factors review of control rooms It plans for responding 
to NUHeO-0700 

BURMELLiS 0 Licensing Branch 1 82/03/16 VOUNOBLaODi B J 

Licensing Dranch 1 2pp 12833*215 24X Fiche 90—449.82/03/16, 

8204220319 


— 8204120391 IE Insp Rept 30-445/02-02 on 820101-0228 No noncompl iauce 
noted Major areas Inspected preoperatlona 1 test program. OA 
(i procedure revicu It plant tours 

KELLEY. D L , MESTERMANi T F. Division of Rfsldent. Reactor Project 
It Englnesrlng Programs 62/03/19 7pp 12640: 161 84X 

FUbe. 90-449. 08/03/26. 8204120386 


8S04220627 Notification of reschtduled 020407 mooting w/utll In 
BethesdaiMD to discuss human factors review of control room 
It plans for responding to NUREO-0700 

BURNELL I S 0. Llconslng Dranch 1 82/03/19 YOUNOBLaODi 0 J 

Licensing Branch 1. 2pp 12B33 394 24X Fiche 90-449.82/03/19. 

8204220627 


04090347 Forward e IE Bulletin 82-01. "Alteration of Radiographs df 

Welds in Piping Subassemblies " No specific actions 

riqulred 

COLLINS. J.T Region 4, Office of Director 82/03/31 Public 
Service Co of Colorado 3pp 12625 293 24X Ficha 90-000. 

B2/03/3I. 8204090347. 


04090391 Forwards IE Info Notice 83-10. "Foil owing Up Symptomatic 
Repairs To Assure Resolution Of Problem.'” No Tssponse 
requ irtd. 

COLLINS, J T Region 4. Office of Olroctor. 82/03/31 Public 
Sirvice Co of Colorado 3pp 12627 066 24X FlcJie 90-000, 

63/03 /3 1 / 8204 090391 


8304120108 Forwards Amends 8 It 9 to CPPR-126 I. CPPR-127. respect Ivrly. 
safety evaluation l< notice of issuance & availability Amends 
rs'flect revised ownership interests by TX Pouer It Light Co It 
Tex-La Electric Cooperative of TX. Inc 

EISENHUT. D 0 Division of Licensing 88/03/29 CARY. R J Tombs 
U tilities Oeneratlng Co 3pp 12694 194 S4X Fiche 90-449, 
82/03/29. 8204 1201 OB 


— 0804120111 Afliendi 9 6 5 to CPPR-126 I, CPPR-127, respectl voly, rf f 1 ax ting 
ravlsad outnarship intereste by TX Pouer St Light Co 6 Tax-La 
Electric Caoperative of TX. Inc 

EJGENHUT. D O Division of Licensing H2/03/29 4pp 12694 197. 
24X Fiche 90-449,83/03/29,8204120100 


1204150458 Forwards IE Info Notice 03-09, "Cracking in piping of Makeup 
Coolant Lines at Bi<W Plants '' No written response raquested 
COLLINS. JT Region 4. Office of Director 83/03/31 Public 
Servlet Co of Colorado Sod 18609 039. 24X Rich t; 90-000. 


— 0204120113 Safety evaluation supporting Amends 9 It 9 to CPPR-126 t, 
CPPS-127, respectively 

DURWELL.BB., yoUNOBLOOD, B j Licensing Branch 1. 82/03/29 4pp. 

12694 161 24X Fiche 90-449,82/03/29.8204120100 


9/B2-04 It 90-446/02-03 on 

or. 82/04/02. OARY.fi. J. 
2640.001 34X 


It 90-446/82-03 on 02031 B-19 

nepec ted* const 

lips weldl'nig records ti 

I8EY, K. A. Region 4. Dfflca of 
3 24X Fiche: 90-449. S2/O4/02, 


-0204120114 Notice of issuance ti availability of Amends 9 It 5 to 
CPPR-ia6 It CPPR-Ia7. respectively 

YOUNOBLOOD. B. J, Licensing Branch t 02/03/29. 2pp 12684*1 
S4X Fiche. 90-44 9. 02/03/29. 0204120106 


8204260431 Notl f icatlo'n of Caseload Forecast Panel 830413-19 meeting 
it site visit u/otil in Arlington It Olen Rose, TX to rovieu 
const completion sehodules for aeeotsing projeetod fuel load 
dates. ^ . 

BURWELL.e B Licensing Branch 1 B2/03/29 VOUNOBLOOD, 8. J. 

Licensing Branch J 6pp 13661.311. 84X Fiche 90-449,82/03/29. 

0204260431 
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0204020244 Ratp on4* to Oonoric Ltr 81— 3i re proesuri lei* safety relief 
valves per NUREO-0737. Item If 0 1 EPRI repts docuflienting 
test program results listed Safety valve sys performance 
under ravieu. 

BCHHIOTjHC Texas Utilities Servlcest Inc B2/03/31 BURUELLa 8 R 
Ltesnsiny Branch 1 3pp 124‘?B 100 24X Fiche 50-445. 82/03/31 > 

8204020244 


620402038^ Foruards Tables 1 & 2 re functional capability of Class 2 «< 
3 austenitic stainless steel pipe bends & slbous 

GClttilDT.H C Texas Utilities Bervlces. Inc 82/03/31 BURUELLi 8 B 
Division of Licensing aipp 12494 117 24X Fiche 30-449. 

82/03/3 1 , 8304 020389 


8204130139 Forwards OL Madsen 820401 ltr to util transmitting latest 
systemstlc assessment of licensee performance rept 
ROTRSCKILO. M U Operations t< Administrative Division 82/04/09 
ELLIS.O Cltliens Association for Sound Energy Ip 124S9 302 
24X Fiche 30-449.82/04/09.8204130139 


— 8204130137 Forwerds systematic assessment of licensee performance rept 
for Jul 19B0-June 1981. 

HADE EM. 0 L Division of Resident. Reactor Project & Engineering 

Programs. 82/04/01 OARV. R J Texas Utilities Generating Co 
lOpp I3A99-303 24X Fiche 90-443,82/04/09,8204130135 


8204210295 Oenerlc Utr 82—09 to all powar reactor licensees, app licants 
for OL. N&B8 vendors It reactor vendors re environ 
qualification of safety-related electrical equipment 
flRC position re qualification requirements encl 
CI&ENHUT, D 0 Division of Licensing. 82/04/20 HAUSPURO. A 
Consolidated Edison Co of Neu York IBpp 12B63 337. 24X 

Fiche 90-000. 82/04/20,8204210299. 


0204260109 Foriaards table containing description of Amend 31, dtd 
820423 

flARBKALL. J. 8 Texas Utilities Services. Inc 82/04/23 
BURRELL. 8 e Division of Licensing 5pp 12840.209 24X 

Fiche 50-449,82/04/23.8204260109 


D NRC Oraft/Final Environmentel Statements, suppls t< correspondence 


0204220690 Responds to 820296 ltr Earlier Itrs commenting on DES were 
responded to in FES, NUREO-0775 Status of proceedings re 
permanent dliposal of high level waste discussed 

OURilELL. B B. Licensing Branch 1 82/03/31 CRUMP, 0 R Someivell 

County. TX. 6pp 12829.087 24X Flchs 90-449,82/03/31.8204220690 


— 8204220692 Provides paragraph on permanent disposal of high level waste 
to respond to Judge Crump Inquiry. 

AXELRAD.J A. Regulations Division 82/03/18 BURHELL.S 8 
Licensing Branch 1 ip. 12829.093 24X Fiche- 90-449, 82/03/31, 

8204220690 


F Security, medical, emergency & fire protection plans 


D204010013 Notification of 520324 masting w/util In Bethesda. MO to 
discuss level of detail to be included in emergency plan 
roither than In ref documents. 

BURHELL.S Q Licensing Branch 1. 82/03/17 YOUNOBLOOO, 0. J. 

Licensing Branch 1. 3pp 12489:361. 24X Fiche 90-449,82/03/17, 

8204010013. 


8204010366 Responds to Generic Ltr BI-04. Util currently utlliilng 
Wastinghouse owners group emergency response guidelines to 
develop plant-specific emergency operating procedures to be 
available for NRC rsvlaw approx 6 months prior to futl load 
SCHHIDT.K. C Texas Utilities Sarvtcss, Inc 82/03/26 
EISEMHUT, 0 0. Division of Licensing. Ip 12489 268 24X 

Fiche- 90-449. 82/03/26. 8204010366. 


8204120309 Poru-ardt table listing areas of facility fire protsetion 
design which dlffsr from, but satisfy intsnt of 10CFR90 App 
R Flra hatard analysis is currently under ravliw. Addl 
dlfferencas will be documented 

CARY, R. J Texes Utilltlss Oenoratlng Co 82/04/07 EI8ENHUT.D C. 
Division of Llconslng. 7pp. 12639-040 24X Fiche 90-445,82/04/07, 

8204120309. 


8204150267 Proposes that fire barriers separating fire Areas 65, 71, 73, 
140 h 141 b« derated to 2-h barrlors In Heu of currently 
required 3-h rating. Drawing showing fire barrier# encl 
SCHMIDT, H C, Texas Utilities Services, Inc. 82/04/08 BURHELL.S. B 
Office oP Nuclear Rtactor Regulation, Director 5pp 12603-071, 
24X FI c h • ■ 90- 449, 83 /04/0a« 8204 1 90267. 


8204330399 FoTMerds 81 1030 tele on record re requirements for Class A 
fire protection detection sys. FSAr' S ection 9.9-1 will bo 
amended to specify datoction sys In switchgear rooms 
MARSHALL, J. ». Texes Utilities Servicoti Inc B2/04/08 
SORWELL, B B. Division of Llconslng. 4pp 12814.348 24X 

Flcho 00-449,83/04/08,8204330399 


0 Adjudicatory correspondence 


8204080500 Supplamantal response to Cltiiens Association for Snuiid 
Energy 820301 eighth sot of Interrogatories S. request for 
productlnn of documents 6 motion for protective order 
Certificate of Sve encl 

REYNOLDS, M 5 , HOB IN. H A Texes Utilities Generating Co 
REVNOL08, M S Oabevoise 6 Liberman 82/04/01 Atomic Safetij and 

Licensing Board Panel I2pp 12599 024 24X Fiche 50-44 5,82/04/01. 

8204080500 


8204030536 Responses to requests to produce in Citiiens Associattun Foi 
Sound Energy eighth sat of Int err ogat orles, supp 1 ementatlon 
to interrogatorlas *< motion for protective order Certificate 
of 3vc and Related corraspondenca 

REYNOLDS, M S , HORIN. U A Texas Utilities Generating Co 
HEVW0L09, M S Dabevoise 6 Liberman 82/04/01 Cltiiens 

Association for Sound Energy iSpP 12599 099 24X 

Fiche 50-449.82/04/01.8204080936 


8204030161 Order following 820326 talcon Contention 3 dismissed 
Contention 9 now sponsored by Citiiens Association for 
Sound Energy Citiiens for Fair Util Regulation motion for 
(ijlthdrawal from proceeding granted 

MILLER. M E Atomic Safety and Licensing Board Panel 82/04/0? 
9pp 12604 291 24X Fiche 30-445, B2/04/'02. 82040801 61 


8304080240 Fifth sot of interrogatories S> requests to produce 
Certificate of 8vc anc 1 

REYNOLDS, MS , HORIN.MA Texas Utilities Oenoratlng Co 
REYNOLDS, M 8 Debevotse 6 Liberman 8S/04/D6 Citlians 
Association for Sound Energy tOpp 12614 154 24X 

Fiche 50-449,82/04/06,8204080240 


8204130135 Forwards GL Hadsen 820401 ltr to util transmitting latest 
systematic assasxment of licensee performance rept 
ROTHSCHILD. M U Operations & Administrative Division 62/04/09 
ELLIS, J Cltiiens Association for Sound Energy ip 12655 302 
24X Fiche 50-445.82/04/09,8204130139 


8204130220 Advises that NRC will not respond to applicant 820401 
motion for protective order Ji Citiiens Assoc for Bound 
Energy B20405 motion bo compel discovery 

ROTHSCHILD, H U. Operations & Administrative Division 83/04/09 
MILLER. H E , CDLE.R , MCCOLLOH. K A Atomic Safety and Licensing 
Board Panel. Ip 12657 138 24X Fiche 50-443,82/04/09.8204130220 


8204230377 Notice of csntinuatlon of evidentiary hearing to commonco 
on 820607 In Fort North, TX re Contention 3 on QA/OC U ASL8 
Questions 1 (< 3 Final prehearing conference to be held 
prior to hearing 

HILLER, H E Atomic Safety and Licensing Qoard Panel 83/04/19 
4pp 12S16 278 24X Fi che. 30-445. 82/04/19, 0204330377 


8204280180 Responds further to ASLD S00616 or der, Questloti 1 FU Moddon 
affidavit summarites applicant methods for handling amount 
of hydrogen in containment structure 

REYNOLDS.N 3 Debevoise t, Liberman REYNOLDS, N 8 Texas Ut 11 i ties 

Generating Co 82/04/19 MILLER. M E , COLE, R , MCCOLLOM. K A 

Atomic Safety and Licensing Board Panel 3pp 12871 141 34X 

Fiche. 50-449, 82/04/ 19, B3O42BO10O 


— 8204260-186 Affidavit of FW Madden re ASLB B0D616 order, (luesti on 1 on 
hydrogen generation Method of handling hydrogen gas that may 
be generated described prof qualifications encl 
HADDEN. F W Texas Utilities Generating Co 82/04/19 ISpp 
12071 144 24X Fiche 90-449,82/04/19,6204280180 


8204230f30 Answers to ninth set of interrogatories Af f Idavl ts, prof 
qualifications Si Certificate of 8vc encl 
REYNOLDS.N S , HORIN. H A Texas Utilities Oenerating Co 
REYNOLDS.N S Debevoise << Liberman 83/04/30 Citiiens 
Association for Sound Energy 31pp iSSlB 077 24X 

Fiche 90-445. 82/04/20.8304230130 


8204280248 Forwards original sworn statement for Citiiens Assoc for 
Sound Energy 820420 answers to applicant fifth set of 
interrogatories {< requests to produce Related 
correspondence ' 

ELLIS, J. Citiiens Association for Sound Energy. 82/04/30 
Docketing t. Services Branch 2pp. 12864.034 24X 

Fiche. 90-449, 82/04/20,8204280248 


8204280332 Tenth set of Interrogatories t< requests to produce 
Certificate of Sve end. Related correspondence 

ELLIS, J Citiiens Association for Sound Energy 82/04/20 Teios 
Utilities Oenerating Co. 9pp. 12869 359 34X Fiche: 90-449, 

02/04/20. 820 4 20 0332 
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8204280336 Third of int orrogotor iet k roquasts to produco 
Csrtifitdto of SVC end Rolattd corrotponde nee 

Et-LlSi J Clt liens Association tor Sound Energy 82/04/20 Office 
of the Eiecutlve Legal Director 14pp 12363 296 24X 

Fiche 90-443. 82/04/20>S2042B0336 


8204280343 Ansuivrs to 820406 fifth set of int erraga torl*» it requests ta 
produce Certificate of Sve end Related cor respondenca 
ELLI5.>1 Citizens Association for Sound Energy S2/O4/20 Texas 
Utilities Generating Co 6pp 12863 279 24X Fiche 50-443. 

82/04/20. 8204280343 


8204280376 Hatton for add 1 time fyr discovery on Contention 3 NRC 
recently provided Intervener u-Zdocuinents uhleh NRC 
previously stated under oath did not exist Related 
correspondanc e 

ELLIS. J Citizens Association for Sound Energy 82/04/30 Atomic 

Safety and Licensing Board Panel 15pp 12863 162 24X 

Fiche 30-443.82/04/20,0204260376 


— 6204260381 Requests listed CY76 info re licensee parformancr trend 
analysis 

CROSSNAN.U A Region I, Philadelphia. Office of the Director 
77/01/14 HUBACEK.W 0 , TAVLOR.R 0 . STEWART.R.C NRC - No 
Detailed Affiliation Given ^PP 12863 178 24X 

Fiche 50-44 S. 82/04/20. B2042B0376 


— 8204280385 Requests trend analysis for each assigned licenses be 
performed for CY77 Analysis should include listed info 
CROSSNAM. 8 A Region 4, Dallas. Office of the Director 78/01/06 
HUDACEK.U 0 . TAYLOR.R 0 , BfENART. R C NRC - No Detalleii 
Afflllatlan Given Spp 12363 183 24X Fiche ' 90-443, 82/04/20, 

8204280376 


— 8204280387 Foruards trend analysis Info generated for facilities 
assigned to Branch during 1976 ti 1977 

SEIDLE.lil C Raglan 4. Dallas. Reactor Construction & Engineering 
Support Dranch 70/10/06 SEVFAIT.K. V Region 4. Dalles, Office 
of the Director 6pp 12663 1 88 24X F 1 che; 90-449, 82/04/20, 

B2O4280376 


— B2042803'91 Requests trend analysis for each active licensie for CY?'/ bo 
performed Listed info should be Included Certificate of Sve 
enc 1 

CRaSSnAN,M A Region 4. Dallas, Office of the Director 80/01/1/ 
HUSACEK. M 0 . 8TEUART. R C , TAYLOR, R 0 Region 4. Dallas, Office 
of the Director Spp 12869 199 24X Flchei 50-443. 82/04/30, 

8204280376 


8204260327 Farwards original of HC Echsildt affidavit re B2042D ansuers 
to Citizens Assoc for Sound Energy ninth set of 
Interragataries 

HORIN.H.A Debevolse 6 Liberman HORIN.M A Texas utilities 
Generating Co 82/04/21 8TUCKY,S Docketing (c Services Branch 
2pp 12839 143 24X Fiche 90-445,82/04/21,8204260227. 


9204280013 Foreiardt original verification of applicant ansuers to 
Cltliens Assoc for Sound Energy 820420 ninth sat of 
interrogatories Related correspondence 

HORIN.M. A Debevoise it Liberman HORIH. M A Texas Utilities 
Generating Co 82/04/21. BTUCKY.S Docketing 6 Services Branch 
2 pp. 12870 284 24X Fit he 90-443. 82/04/21 , 8204280015 


8204230309 Confirms that Region 4 personnel notified J Ellis of 
availability of IE Fnsp Repts 30-449/81-12 t< 50-446/81-12 ti 
that repts uert mailed 

ROTHSCHILD. N U Operations (.Administrative Division 62/04/22. 
ELLIS, J Cltliens Association for Sound Energy Ip 12819 360 
24X Fiche 30-445,82/04/22,8204230909. 


8204270406 Order extending revlied schedule te B20907 to flic 
interrogatories k discovery rcguesti re ramalning (natters In 
issue except Contention 22 Discovery ends on 820917 for 
Contention 9 

COLE, R F Atomic Safety and Ll canting Board Panel. 62/04/23 
Commissioners 2 pp 12894:282 24X Fiche- 90-443, 82/04/23, 

8204270406 


8204280118 Supplemental findings of fact on TX PIRO sddl Contention 31 
re technical qual If 1 catloni NRC adopts ell of applicant 
820421 supplemental findings adding transcript citation. 

Certificate of Bve end. 

BLACK, R.L Hearing Branch I 82/04/26 3pp 12070.267. 24X 

Fich e 90-446, 82/04/36, 82042801 1 8. 


8204300181 Confirms 820427 tolcon u/applicants clarifying Citizens 
Assoc for Sound Energy requests for further info re seven 
interrogatories in intervsnor ninth set 

HORIN.M A Oehtvoiss 6 Liberman. 82/04/28. BLLI8,d. Citiioeis 
Association for Bound Energy. 4pp. 12886:336. 24X 

FIchf 80-449, 82/04/20,830 430018 1 


K Utility Final Safety Analysis Rsport (FBAR) f, amends 


0204290064 Forusrds Amend 31 to F8AR 

OARY.R J Texes Utilities Generating Co 82/04/23. DENTON, H fi 
Office of Nuclear Reactor Regulation, Director. Spp 12882 260 
24X Fiche 30-443,62/04/23.8204290064 


— B204290069 Amend 31 to FSAR 

OARY, R. J Texas Utilities Generating Co 82/04/23 330pp. 

12882 270 24X FI c he. 30-443, 82/04/23, 8204290064 


8204300319 Foruards affidavit of sve for Amend 31 to FSAR 

SCHHIOT. H C Texas Util 1 tits Servlets, Inc 82/04/26 DENTON, H R- 
Offlcs of Nuclear Reactor Regulation, Director 9pp- 12080.310 
24X Fiche 30-443,62/04/26,8204300319 


H Antitrust correspondence 


8204080461 Statement of issues to be resolved i, recooimendations 
Scttlemant license conditions are in public interest, do not 
prejudice Public Utils Board of Brounsvillt, TX t< should be 
made immediately effective H/Certif Icate of Qvc 

l1CniLLEN,N H ■ DOPSOVIC.D A Justics.Dept of 82/04/03 IVpp 
12997 149. 24X Fiche 90-000,82/04/09,8204080461 


8204060393 Steteisent of hietory (< current status of consolidated 
proceeding, Isiuee to be resolved k afflrmatlvo 
recommendations for resolving Issues, per Judge Lau-renson 
820322 notice. Certificate of 8vc end 

LEMIS, S. H Heeriisg Branch 4 HODGDON, A. f Antitrust Division 
82/04/06. 18pp 12611 167 24X Flc he 90-000, 82/04/06. 6204000393 


8204130134 Responds to ASLB 820322 request to file statement re hietory 
(c status of proceeding, issues to be resolved t< 
recommendations on resolution of issues Certificate of 8vc 
end 

STAHL, D N Central Pouer (< Light Co BOUKNlOHT, U A. Houston 
Lighting Pouer Co. WILSON, U R Ban Antonio, TX 82/04/06 i6pp. 
12693- 199 24X Fiche 90-000,82/04/06,8204130134. 


620*4130200 Statement in response to A8LB 620322 request for stateMSiit 
of history t< status of proceeding, 1 Ist of remaining Issues (< 
rscomnendatlons to resolve issues Certificate of Sve end 
KNOTTS, J. B Texas Utilities Generating Co. KNOTTS, J. 8 Debevolse I, 
Liberman 82/04/06. 17pp 12637 121 24X Fich e . 30-000, 63/04/06, 

8204130200 


8204130206 Statement in response to A6LB B20322 request for stateminl 
of history k status of procesdlng, remaining issues it 
recorameridations to resolve issues Cortificats of 8vc end 
JOHN, D F South Texas Electric Cooperative JOHN, D, F Ksdlnn 
Electric Cooperative, Inc JOHN, D F McDermott, Mi 11 (< Emery. 
82/04/06. Bpp I26S3 3l7 24X Fiche 30-000,82/04/06,6204130206. 


B204130196 Motion for extension of time to file statement of position 
(. for prahsarlng conference date. Cert if Icate of Bve end 
SPIEGEL, 0 . JABLONrR. A Brownsville, TX, 82/04/09. Atomic Qafetu 
and Licensing Board Panel 9pp 12697-010. 24X 

Fiche- 5D-000, 02/04/09. 8204130196 


8304190237 Order directing Public Utils Board of City of Bruhins vl 1 ISr 
TX to file answers to listed queetions by 820427 re proposed 
settlement conditions 

LAURENSON, J A Commissioners 82/04/13 BrounevI I le, TX 9pp. 

12720 043 24X Fiche. SO-000, 82/04/13,8204190237. 


6204230486 Response to ASLB 820413 questions BrounevI lie dots not 
oppose proposed settlement I, does not went edminl « trat iva 
leu judge to reject setti tment. Certificate of Sve end. 

BPIEOEL.O. Brownsville, TX. SPIEGEL, 0 Bpiagal l<McDtarmld 
62/04/19 6pp. 12817 183 24X Flchs: 90-000, 82/04/19, 8204230406. 


N Antitrust hearing transcripts 


8204190390 Transcript of 620413 hearing in Bsthssda, MD. Pp 1, 2&7-1, Q24. 
• Atonic Safety and Licensing Board Panel 02/04/13. 99pp. 

12663-144. 24X Fiche . 90-000, 62/04/13, 82041 90336. 


0 Inspsctlon rsports, IE Bulletins t< corrsspondenca 


8204070347 Forwards IE Bulletin 62-01, “Alteration oF Radloyraphs of 
Helds in Piping Subaseenb lies ■' No specific action* 
requirsd 

COLLINS, J T. Rtylon 4, Office of Director '82/03/31, Public 
flervlce Co. of Colorado. 3pp. 18623:273 84X Ft che- 80-000, 

82/03/ 3 1 , 6204 070347. 
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6304070391 Foruardi IE Info Not let 82-10, "Followino Up 
R*piir» To i4i»urt R«»olutlon Of Problp/n " No resaonBo 
ra'i^uirad 

GOLLlNOi J T Region 4, Office of Director 02/03/31 
Service Co of Coloretio 2pp 13627 068. 34x Ftehe 

63/03/31.0204090351 


Rgmptomatl c 


Public 

50-000. 


8204150458 Foruiardt IE Info Notice 82-09, "Cracking In Piping of Makeup 
Coolant Line* at BfcM Plant* " No written responBe renuBBted 
CCK.I.IN3.J T Region 4, Office of Director 82/03/31 Public 
Service Co of Colorado 2pp 12605 039 34x Flehe 50-000, 

83/03/31,8204150458 


DOCKET 50-4SO SUMMIT NUCLEAR PQHEB STATION. UNIT 1 
A Appllcatlon/conttructlon ttage documents t correspondence 


0204070633 Advises of costs incurred for prof manpower 6 contractual 
support sves for review of CP epplication Dfc of Controller 
ufll be issuing invoice 

MILLER, U Q License Fee Hanagenent Branch 02/03/30 PRICEiW 0 
Oelmarva Power t< Light Co Ip 12597 080 24X 

Fiche 50-450, 02/03/30, 0204070633 


8204360353 Foruarde IE Insp Rapt* 50-445/02-04 l< 50-446/02-03 on 
820310-19 No noncomp 1 lane e noted 

HADSENi 0 L Region 4, Office of Director. 02/04/03 GARY, R U 
Tesas Utilities Oenerating Co 2pp 13840’001 24X 

Flcbe 50-445,82/04/02,0204260353 


6204230317 Declines pagnent of asisssed costs for NRC revieu of 
abandoned project based on petition for review filed in 
US Court of Appeals for First Circuit bg group of utils, In 
response to NRC 820330 Ur 

STQODLEVi D 0 Oelmarva Power & Light Co 82/04/16 HILLER, U Cs 
License Fee Management Branch 8pp 13816 125 24X 

Fiche 50-450.82/04/16,8204230317 


8304260257 IE Insp Rept* 50-445/82-04 50-446/02-03 on 820315-19 

No noncomp 1 lance noted Major areas inspected const 
activities Including site touPiRCPD pipe welding records t, 
other laf etg-rel a ted pipe In Unit S 

OILBERTiL D. , KUNNICUTT, D M , WHITTLESEY, K A Region 4, Office of 
Dlreetor 82/03/31 6pp 13040 003 24X FI che. 50-445, 02/04/02, 

6304260253. 


6303040142 IE Info Notice 88-11, "Potential inaccuracies in Wide Range 
Praesure Inetrumonte Used in Wastlnghouse Designed Plant* " 

Sve lilt end 

UOROANiE L Division of Engineering (i Quality Assurance, 02/04/09 
*3pp, 12878 342 84X Flehe 50-000,02/04/09,8202040142 


8303040143 IG Info Notice 83-18, "Surveillance of Hydraulic Snubbers " 
W/ancl «v« list 

-UOROANrE U, Division of Engineering it Quality Aseoranee, 82/04/21 
i4pp. I2B73 001 24X Flehe- 50-000, 82/04/21. 8202040143 


Q Reportable oceurreneei, LERs fc related correspondence 


DOCKET 50-491 SUMMIT NUCLEAR POWER STATION, UNIT 2 
A Appllcatlon/construc t ion stage documents (< correspondence 


8204070633 Advisee of costs incurred for prof manpower & contractual 
eupport eves for revieto of CP application Ofe of Controller 
will be issuing Invoice 

MILLER(W 0 License Fee Management Branch 02/03/30 PRICEjW 0 
Oelmarva Power «t Light Co Ip 12597 080 24X 

Fiche 50-450,83/03/30,8204070633 


8204830317 Declines payment of aseesied costs for NRC review of 
abandoned project based on petition for revieu filed in 
US Court of Appeals for First Circuit by group of utils, in 
response to NRC 620330 1 tr 

STOODLEY, D 0 Delmarva Power t< Light Co 62/04/16 KILLER, W □ 
License Fes Management Branch Spp 13816 125 24X 

Fiche 50-450,88/04/16,9204230317 


62'04050008 Final deficiency rept re Derg Warner valvee origlnallg 
reported 820122 Four valves Identified as having been 
Jnstalled between 32 1/3 degrees (< 157 1/2 degree* Valves 
will be returned to vendor for rework 

OARY. R U. Tesas Utilities Oenaretlng Co 02/03/10. MADSEN, R. L 
fttglon 4. Office of Director 3pp 12518,207, 24X 

Flcho 50-445,02/03/18,0204050005 


Q'20409D0S6 Interim deficiency rept re design of horiiontal firs 
dampers, Inlt 1 ally reported on 820225 Evaluation projected 
for comptation by 820601 

DARV. R J Texes Utilities Oenerating Co 82/03/33 MADSEN, 0 L 
Division of Resident, Reactor Project it Engineering Progrems Ip 
13931 107 24X Fiche 50-445,82/03/23,8204050056. 


OaCKGT 8TN-50-447 QBfl8AR-338 


DOCKET 8TM-50-454 BYRON STATION, UNIT 1 


A App 1 Ication/construetien stage documents i earrespondence 


8204210074 Summary of 820219 meeting w/utlls & Westlnghouse in 
Bethasda, MD re Westlnghouse Model D steam generators List 
of attendee* end 

CHEENUT, S N Licensing Branch 1 82/03/12 VaUNOBLOOD, B J 

Licensing Branch I 12pp 12913 001 34X Fiche 50-000.82/03/12, 

8304210074. 


8203190001 Generic Ltr 02-06 to a 1 1 licensees of operating power 
reactors re pos t-TMl re 4 .u ir emen t s 

EtSENHUT.DG Division of Licensing 83/03/19 KAUSPURO, A 
Caneelldated Edison Co of New York PILANT.U M Nebraske Public 
Power District DISE. D P Niagara Mohawi Power Corp 7pp 
13513 128 24X Fiche 50-000,62/03/19,8203190001 


A Application/construction stage document* U correspondence 


8204160152 Generic Ltr 62-07 to all GWR plant licansete U applicants re 
transmittal of NUREO-0909 relative to Ginna tube rupture, 

M/a end NUREG.Llst of NRC recipients end 

ElBENHUr, D 0. Diviaion of Licensing. BS/04/tS Commonwealth 
Edison Co MAYER, L. 0. Northern States Power Co. CRANE, P A 
Pacific Gas tc Electric Co 7pp 12787:196, 24X 

FI cAa- 50-000, 03/04/15, 8204160152 


0204370342 Clarifies significance of thermal operating limit* specified 
in App 6A of 0E68AR II App 6A transmitted on 830325 contains 
technical basis for BWR LOCA decay heat correlation bassd on 
ANB1/AN3 S 1-1979 ravised decay heat std 

SHERWOOD, OG. General El ee trie Co 82/04/20 EIBENHUT.D.O 
Division of Licensing. 2pp. 12852:008, 84X Fiche 50-447,82/04/20, 

8304370343 


K. Utility Final Safety Analysis Report (FBAR) b amends 


0204010269 Forward* proprietary Amend 2 to 0E99AR 
risk asssssmsnt, Rept avsllablt in Central Fils* 
Affidavit and, 

8HERMOOD,0 0, General Electric Co 

Division of Licensing. 5pp 12480.144 24X FI 


8304010369. 


lire probabi 1 tetie 
only. 

EIBENHUT, D. G 
cha: 50-447, 02/03/19, 


8204230699 Notification of 830408 meeting w/utll In DethesdaiMD to 
ditcusi proposed hydrogen addition test 

O'CONNOR, P Operating Reactor* Branch 5 02/03/24 CRUTCHFIELD, D 

Operating Reactors Branch 5 Spp 12832 361 24X 

Flcha 50-000, 83/03/34, 6204220699 


8204160339 Requests that test plans for safety-related eiiuipnent be 
forwarded to Region 4 ofc.per G1I209 request 

SFESSAROiR L Olvtslen of Project it Resident Programs 83/03/25 
REED,C Commonwealth Edison Co Ip 12706 318 24X 

Flehe 50-454,82/03/35,8304160339 


8204060124 Submits const complstion schedule Delay likely in fuel 
loading date due to const, preop erationa 1 testing b licensing 
flillfftones Unit 1 fuel loading scheduled for Apr 1963 
DELGEOROE.L 0 Commonwealth Edison Co 83/03/39 BENTON, H R 
Office of Nuclear Reactor Regulation, Director tp 12S49 307 24X 

Fiche 50-454,82/03/29,8204060124 


8204160302 Forwards response to NRC Q0]328 b 610203 requeet* for addl 
info re control of heavy loads per NUREO-0612 List of 
drawings Identifying location of load handling sys b safe 
load paths and 

TRAMM, T.R Commonwealth Edison Co 82/04/07 DENTON, H.R Off tea 
of Nuclear Reactor Ragulation, Director. 43pp 12693’ 175 S4X 
Fiche 50-000,82/04/07,8304160302 


8204160608 Reiponds to NRC 811006 ltr requesting transient analysis 
data for use in calculations performed for Reactor By* 

Branch Info util be transmitted via Westlnghouse. 

TRAMM, T.R Commonwealth Edison Co 82/04/07. DENTON, H R Office 
of Nuclear Reactor Regulation, Director Ip. 12700:094 24X 

Flehe 50-000,82/04/07,8204160608 
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— B204160S21 Advises ot commitment to provide info agreed upon at 011211 
meeting in Bethesda.MD re LOCA for South TX Nuclear Plant & 
steam break analysis of Bijron Nuclear Plant R£SAn-SS data 
uitll be transmitted as proprietary 

RAHE, E P Wsstinghouse Electric Corp 83/01/13 EISENHUT.DO 
Division of Licensing 2pp 12700 095 24X Fiche SO-OOOi- 

82/0 4/07, 8204 1 £ 0600 


02O426OO9’6 Forieards info re design change loh 1 ch ujlll aid operator 
during syitehover from ECCS injection to recirculation Info 
will be incorporated Into FSAR 

TRAMM.tr Commonyeal th Edison Co B2/04/14 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 2pp 12840 165 SAX 
Fiche 50-000,82/04/14.8204260076 


B204160155 Generic Ltr 02-00 to all PHR plant licensees t, applicants rt 
transmittal nf NUREO-0909 relative to Olnna tube rupture 
U/a end NUflEO List of NRC recipients end 

EISENHUT. D O Division of Licensing 82/04/15 HAUEPURO.A 
Consolidated Edison Co of Neu York 7pp 12707 202 24X 

Fiche 50-000.82/04/15.8204160155 


0304190184 0ubinit» Info re auiiliary bldg flooding analysis Info should 
close outstanding Item 12 of Byron Btatlon SER Also forwards 
revised response to FHAR Question 10 47 re water sources 
(, safe shutdown stiulpment 

TRAHM, T R Comtnonuealth Edison Co 82/04/12 DENTON. H R. Qffiii 
of Nuclear Reactor Rogulatlon. Director 6pp 12723 354 24X 

Fiche 50-000. 82/04/12.0204190104 


F Becority. medical, emergency ?« fire protaction plans 


0204250056 Summary of 020106 meeting lu/utl 1. Sargent t. Lundy h Power 
Consultants In Sethesda.MD re fire protection program 
CHEBNUT. 8 Licensing Branch 1 82/03/16 Licensing Branch 1 

4pp 12034 326 24X Fiche 50-454.82/03/16,8204230056 


02O42SO239 Summary of S2030S-09 meetings w/utll (< Gargent h Lundy in 
Chicago, IL re seismic reanalysis of mechanical syi. 
supports (< components req.uired for safe shutdown 

CHESNUT.S H Licensing Branch 1 82/03/10 Licensing Branch 1 

4pp 12020 3 56 24X Fiche 50-434,02/03/18,8204220239 


0204230196 Application for amend of CPPR-130 6 CPPR-131. ex tend i n® 
completion date from 820601 to 841001 for Unit I -& from 
631101 to 860401 for Unit 2 EIA supporting extension request 
one t 

DELOEORCE, L D Commonwealth Edison Co 02/04/19 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 5pp 12017 3J6 
24X Fiche 50-434.82/04/19.0204230196 


8204210295 Generic Ltr 02-09 to all power reactor 1 1 c ensees. AP P 1 1 c ants 
for OL.NSSS vendors S. reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qualification r equl rerment s enc I 
EISENHUT, D O Division of Licensing 02/04/20 HAUSPURO, A 
Consolidated Edison Co of New York 10pp 12062 337 24X 

Fiche 50-000,02/04/20,0204210295 


D NRC Draft/Final Environmental Statements, suppls t, correspondence 


0204200424 AeV receipt of E 18, NUnEQ-0940, on 020419 Notice of 
availability scheduled for FR puhllcation on 020423 tt public 
review period scheduled to terminate 020524 
NIL8DN.lt L Environmental Protection Agency 82/04/31 
YOUNGBLOOD. D J Licensing Branch 1 Ip 12866 022 24X 

Fiche 50-434.02/04/21,8204280424 


0204210626 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
BYRON STATION UNITS I AND 2 Docket Nos BTM SO-454 And 
5TN 50-455 fCommonwaalth Edison Company] 

• Office of Nuclear Reactor Regulation, Director NUREO-OB48 
02/04/30 400pp Available at NTIS *7 50 12797 150 24 X 

Fiche 50-454,82/04/30,0204210626 


E NRC Safety Evaluation Report (SERI, suppls 6 corresp andenc e 


8204320006 Forwards SER Suppl 1,NUREG-O076 N/o end 

YOUNOBLDOD, 0 J Licensing Branch 1 02/03/31 DELOEOROE. L 0 

Commotiusai th Edison Co 2pp 12652 196 24X Fiche 50-454,02/03/31, 

0204120006 


8204120473 Releases public version of revised generating station 
emergency plan telephone directory 

FELTON. J M Division of Rules and Records 82/03/29 Document 
Management Branch Ip 12654 207 24X Fiche 50-000,02/03/29. 

0204120479 


— 0204120479 Forwards public version of revised generating atatlon 
emergency plan telephone directory 

CHANEY, V L Commonweal th Edi ton Co 02/02/00 DENTON, H R 

Office of Nuclear Reactor Regulation, Director Ip 12654 290 

24X Fiche 50-000,02/03/29,8204120475 


— 0204120400 Public version of revised generating station emergency 
plan telephone directory 

PALMER, F A Commonwealth Edison Co 02/02/16 41pp I26S4 291 
24X Fiche 50-000,02/03/29,0204120475 


0204060252 Forwards Revision 6 to modified amended security plan 
Revision withheld (ref 10CFR3 21) 

DELOEOROE, L 0 Commonwealth Edison Co 02/04/19 DENTON. H R 
Office of Nuclear Reactor Regulation, Director Ip. 12841: 149 241 

Fiche 50-434, 02/04/19,0204260252 


0 Adjudicatory correspondence 


8204020280 Advises that NRC does not intend to take position or file 
response to Rockford League of Uomen Voters 620323 brief in 
support of exceptions to ASLB 811207 & 020127 orders 
dismissing League as party 

OOLDBERG.S C Hearing Branch 2 62/03/31 EILPERIN.B F , 

COTCHY, R L , KOHL, C N Atomic Bafety and Licensing Appeal Panel 
Bpp 12497 142 24X Fiche. 50-454, 02/03/31 , 8204020208 


8204070593 Forwards Euppl 1 to SER U/a end 

GOLDBERG, 8 C Hearing Branch 2 82/03/31 HILLER. M E , COLE. R F. , 

CALLIHAN.A D Atomic Safety and Licensing Board Panel. Ip 
12577 070 24X F I ch B' 50-434, 82/03/31 , 82040 70593 


6204160235 Forwards Revision 1 to "Byron Nuclear Power Station Unit 1 
Preservice Testing Program Plan for Pumps" 6 "Byron Nuclear 
Power Station Unit 1 Preservico Testing Program Plan for 
Valves," per Unit 1 BER Confirmatory I tern 8 

TRAHM. T R Commonwealth Edison Co 62/04/07 DENTDN, H R UP flee 

of Nuclear Reactor Ragulatlon, Diractur 2pp 12696 150 24X 

Fiche 50-000,02/04/07.8204160235 


— 6204160240 "Byron Nuclear Power Station Unit 1 Preservice Testing 
Program Plan for Pumps." Revision i 

e Commonwealth Edison Co 02/04/07 t7pp 12696 160. 24X 

Fiche 30-000,82/04/07,0204160235 


— “8204160247 "Dyron Nuclear Power Station Unit J Preservice Testing 
Program Plan for Valves," Revision i 

« Commonwealth Edison Co 02/04/07 71pp 12696:177 24X 

Fiche 90-000,02/04/07,8204160235 


B2O4O7O50B Forwards FED U/a end 

GOLDBERG, 9 C Hearing Branch 2 02/04/09. MILLER, M £ , COLE.R F . 

CALLIKANi A 0 Atomic Safety and Licensing Board Panel Ip. 

12576 265 24X Fiche 90-434,02/04/05,0204070580 


8204130190 Motion to dismiss Contention 1(1) Cammisslon elimination of 
financial qua 1 if Icatlon issues from licensing proceedings 
moots contention as litlgable issue Certificate of Sve enct 
ODLDBERO, 6 C Haarlng Branch 2 82/04/00 Atomic 8afety and 

Licensing Board Panel 9pp 12656 299 24X Fiche* 50-454, 82/04/00. 

0204130190. 


B204200346 Order granting NRC 02O4DB motion to dismiss DeKalb Area 
Alliance for Responsible Energy/Binl sslppi Alliance for 
Environ Contention 1(1) NRC final rule eliminated 
consideration of financial qualification Issues 
MILLER, M E Atomic Safety and Licensing Board Panel 02/04/13 
2pp. 12733*306 24X Fiche 90-494,82/04/15,8204200346 


6204190212 Forwards table indicating extent of applicant compliance w/ 
requirements of 10CFR20. 50 & 100, in response to NRC 820203 
ltr NRC review of end matl required for closure of SER 
Confirmatory Issue 36 

TRAMM. T R Commonwealth Edison Co 62/04/08 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 25pp 12720.000 24X 

Fiche. 90-000. 02/04/08, 8204190212 


8204210409 Revi sed Contentions 10-12. Certificate of Svc end 

CHAVEZ, D DeKalb Area Alliance for Responsible Energy CHAVEZ.D 
Slnnisslppl Alliance for the Environment (SAFE). 02/04/19 
Commiisioners. 3pp, 12002 001 24X Fiche* 50-494, 02/04/13, 

0204210409. 


8204280262 Motion for extension of time until 020429 to fils brief In 
rtspsne* bo Rockford League of Women Voters brief In 
support of exceptions to 811027 6 820127 orders. Certificate 
of Svc end. 

BIELAU0K1, A. P. Commonwealth Edison Co BIELAUSKI.A P Isham, 
Lincoln tc Beale 02/04/21 Atomic Safety and Licensing Appeal 
Panel. Bpp, 12863 356. 24X Fiche. 50-454, S8/04/S1, B204280262. 
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B2042iC>0!]3 Response to admission of Dekalb Area Alliance for 
Responsible Energy *< Sinissippi Alliance for Environ 820419 
rcvieed Contcnitons lOrll << is Contentions not based on neu 
info from sup p 1 omenta 1 SER Certificate of Bvc end 
V0llN®« H A Office of the Eiecutlve Legal Director 82/04/32 
Atomic Safety and Licensing Board Panel 9pp 12B40 390 24X 

Flche 50-454,02/04/22,8304260113 


K Utility Final Safety Analysis Report (FSAR ) t amends 


B20407O45S Application to emend CPs i< OLs consisting of Amend 37 to 
FSAR Amend consists of responses to questions from various 
branches within NRR 

IRAMM.tr Commonwealth Edison Co 82/03/31 DENTOM. H R Office 
of Nuclear Reactor Regulation, Director 6pp 12972 029 24X 

Ftche 30-000,82/03/31,8204070495 


—9204070460 Amend 37 to F8AH 

» Commonwealth Edison Co 82/03/31 1200pp 12972 039 24X 

Fiche 50-000,02/03/31.8204070459 


0 Inspection reports, I£ Bulletins b correspondence 


6204220525 'Svinnary of 820105 meeting u/u ti 1 , Sargent b Lundy.Ebasco b 
Atomics Inti In Bethesdo.MD re preservlce/l nservite program 
List of attendees end 

CHESNUT*S M Licensing Branch 1 02/03/19 Licensing Branch 1 

3pp 12830 347 24X Flche 90-494,82/03/19,8204220929 


0204050047 Foruiards final response to IE Bulletin 81-02, Buppl 1 fc 
Deficiency Rept 81-03 re failure of gate-type valves 
Byron mods completed Enel lists mods required to be made to 
Braiduood Completion eipected by 030401 

SWARTZ, E D Commonwealth Edison Co 02/03/29 HEPPLER.J 0 Region 
3, Office of Director 6pp 12921 009 24X Flche SO-OOO, 82/03/25. 

6204090047 


6202040113 IE Info Notice 02-00. ''Check Volvo Failures on Diesel 
Oanerator Engine Cooling Sys “ W/svc list 
a Director's Office, Office of Inspection and Enforcement 
62/03/26 4pp 12662 399 24X Flche 50-000,02/03/26.8202040113, 


D0CK.6T 8TN-90-469 BYRON STATION. UNIT 2 

A Appl tcation/constructlon stage documents b corraspondenc* 


8204210074 Bummary of 820219 meeting u/utils b Uestlnghouio In 
Bethesda. KD re Uestinghouse Model D steam generators List 
of attendees end 

CHEBNUT. S H Licensing Branch 1 82/03/12 YQUNDBLOOO, B J 

Licensing Branch 1 12pp 12612 001 24X FI che ; 90-000. 62/03/12, 

8204210074 


8203190001 Generic Ltr 62-05 to a 1 1 licensees «f operating power 
reactors re post— TMI requirements 

EESENHUT, D <3 Division Of Licensing 82/03/19. HAUBPURO, A 

Consolidated Edison Co of New York MAYER, L O Northern States 

Power Co 7pp 12513 126 24X Flche 50-000.02/03/19.0203190001 


8204220699 Notification of 820408 meeting u/utll In DatheidarMD to 
discuss proposed hydrogen addition test 

□ 'CONNOR, P operating Reactors Branch 9 02/03/24, CRUTCHFIELD, D 

Operating Reactors Branch 3 2pp 12332.361 24X 

Flche 50-000. 02/03 / 24. 0204220 699 


0204160339 Requests that test plans for eafety-related equipment be 
forwarded to Region 4 ofc.per 811209 request 

6PE63ARD, R L Division of Project b Resident Programs 02/03/29 
REED.C Commonucalth Edison Co Ip. 1S706 318 24X 

Flche 90-454,62/03/29.0204160339 


8204060124 Submits const completion schedule Delay lllcely In fuel 
loading date due to const, preopsTati onal testing b licensing 
milestones Unit 1 fuel loading schedulad for Apr 1903 
pELOEOROE, L O Conwonuiaa 1 th Edison Co 02/03/29. DENTON, H B 
Office of Nuclear Reactor Regulation, Director tp 12949 307. 24X 

Fiche 90-454, 62/03/29.6204060124 


6204160302 Forwards response to NRC B0182S b B10203 requests fPT addl 
info re control of heavy loads per NUREO-0612 List of 
drauings Identifying location of load handling sys b safa 
load paths encl 

TRAMM. T R Commonwealth Edison Co 62/04/87 DENTON. H. R Office 
of Nuclear Reactor Regulation, Director 43pp 12693 175 24X 

Flche 90-000.02/04/07.6204160302 


6204140301 Forwards IE Insp Rept 50-494/02-02 on 820125-29,0202-03 b 
16-14 b notice of violation 

NORELIUB. C E Division of Project b Resident Programs 02/03/30, 
REED.C Commonwealth Edison Co 2pp 12662 223 24X 

Fiche 50-454,82/03/30.0204140301 


--0204140305 Notice of violation from insp on 620129-29,0202-03 b 16—19 
NORELIUS. C E Division of Project b Resident Programs 82/03/30 
3pp 12662 223 24X Fiche 90-454,82/03/30.0204140301 


— 0204140311 IE insp Rept 50-434/02-02 on 020125-29,0202-03 6 16-19 
None orop 1 lance noted failure to adequately specify sys 
status b failure to provide adequate measures to protect 
safety-related equipment 

RINO.H A r JACK I H, I N Division of Project b Resident Programs 
B2/03/10 6pp 12662 228 24X Flche 90-454,82/03/30,0204140301. 


0204150499 Forwards Ebasco rept "Preservice Insp Nondestructive Fiam 
Program Plan" b util rept "Preservice Insp Nondestructive 
Eiam Program plan Buppl " Conclusions re ability to examine 
stainless steel pipe elbows will be provided by 820615 
TRAHM.T R Commonwealth Edison Co. 02/04/07 DENTON, H R Office 
of Nuclear Reactor Regulation, Director Ip 12676 014 24X 

Fiche 50-454.82/04/07,6204130409 


— B2041S0495 "Preservice Insp Nondestructive Exam Program Plan. ’• 

SANICRY.M . PAILLAMAN, R Ehasco Services, Inc isubs of Enserch 
Corp ) 91/10/19 600pp 12676 015 24X Fiche 50-454.82/04/07. 
6204190489 


— 9204150301 "Preservice Insp Nondestructive Exam Program Plan Suppl- " 
a Commonwealth Edison Co 82/03/26 96pf 12677*128 S4X 
Flche 30-434,02/04/07.0204150483 


6202040142 IE Info Notice 02-11, “Potential Inaccuracies in Hide Range 
Pressure Instruments Used in Woitlnghouse Designed Plants. ’ 

Bvc list encl .no 
JORDAN, e L Division of Engineering «* Quality Assurance B2/04/09. 
63pp 12878' 342 34X Flche 50-000* 82/04/09, 8202040142 


"Surveillance of HydTaulic Snubbers 


6202040143 IE Info Notice 02-12, 

M/«ncl SVC list , 

JORDAN, E U Division of Engineering 5* 

64pp 12873 001. 34X Fiche 30-000,82/04/21,6202040143 


88/04/21. 


8204160600 Responds to NRC BII0O6 ltr requesting transient analysis 
data for use in calculations performed far Reactor Sys 
Branch Info will be transmitted via Uestinghouse 

TRAMM, T R Commonwealth Edison Co 02/04/07 DENTON, K R Office 
of Nuclear Reactor Regulation, Director Ip 12700 094 24X 

Fiche 90-000. 02/04/07, 8204160600 


— 0204160621 Advises of commitment to provide info agreed upon at B112I1 
meeting in Eethesda.KD re LOCA for South TX Nuclear Plant b 
steam break analysis of Byron Nuclear Plant RE8AR-36 data 
will be transmitted as proprietary 

HAHE.E P Mestingheuse Electric Corp. 02/01/15 EiaENHOT.DO 
Divisi'Oii of Licensing 2pp, 12700.099 24X Ftche* 90-000, 

02/04/07. 0204160608 


B204S60096 Forwards Info re design change which will aid operator 
during switchover from ECC8 injection to recirculation Info 
will be incorporated Into FSAR 

THAMM.T R Commonwealth Edison Co 02/04/14. DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp. 18840 169 24X 

Flche SO-OOO , 88 / 04/ 1 4 1 B20 4260096 


8204160155 Oeneric Ltr 02-08 to all PUR 
transmittal of NUHEO-0909 relative to 
U/o end NUREO List of NRC recipients 
EISENHOT, D 0 Division of Licensing. 
Consolidated Edison Co of New York. 
Flche: 50-000, 62/04/19. 6204160139 


plant licansees b applicants r« 
Oinna tube rupture 
enc 1 

82/04/13. HAU8PUR0.A 
7 pp. 12787 203 24 X 


0204530196 Application fbr amend of CPPR-iao tc CPPR-I3t, extendi ng 
cuRiplstion date from 62Q601 to B410O1 for Unit 1 b from 
831101 to 860401 for Unit 2 EIA supporting estanston request 
encl. 

OELOEORCE.L Q Commonwealth Edison Co 82/04/19 DENTOMi H R 
Office of Nuclear Reactor Regulation. Director. Spp 12017 316. 
24X Flche 90-454.02/04/19,8204330196 


B20421029S Oeneric Ltr 02-0? to all power reactor 1 Icenseesiapp licants 
for OL, NB8& vendors b reactor vendors re environ 
qualification of safety-related electrical aqulpmcnt 
NRC position re qualification requlrenents encl 
EISENHUT, DO Division of Liconslng B2/Q4/30 HIAUaPlIRO* A. 
consolidated Edison Co of New York, 18pp, 18862.337. a4X 

Flche* 30-000, 02/04/20,0204810293. 
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0 NRC Oraft/Finil Environmental 9tattm»ntt> aupple & corraepondance 


8204SB0424 Ack racaipt of E18<MURED-0S4B. on B2041S Notlco of 
availabllltv tchaduUd for FR publication on 820423 t< public 
raviau parlod tehadultd to tarmlnato 620S24 
WILBON. K L Environmental Protection Agenc 82/04/21. 
VOUNOBLOODi B J Licensing Branch 1 Ip t28&6 022 24X 

FIche 50-434.62/04/21.8204280424 


8304070SBS Foriuarde FES U/o oncl 

OOLDBERO. 5 C Hearing Branch 2 S3/04/0S MILLER. H E , COLCiR F , 

CALLIHAN. A 0 Atomic Safety and Licensing Board Panel Ip 
1297& 2d)9 24X FIche 30-4 94.82/04/05.8204070988 


6304130170 Hotian to dismiss Contention i(i> Commission elimination of 
financial qualification issues from licensing proceedings 
moots contention as litigahle issue Certificate of SvC end 
OOLDBEAO. 8 C Hearing Branch 2 82/04/08 Atomic Safety and 

Licensing Board Panel ?pp 12636 299 84X FIche 90-454.82/04/08. 

8204130190 


8204210626 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
BYRON STATION ONITB 1 AND 2 Docket Noe STN 90-494 And 
8TN 90-499 (C ommonuea 1 th Edison Company) 

a Office of Nuclear Raactor Regulation. Director NURE0-0e4a 
82/04/30 400pp Available at NTI8 *7 90 12797 190 y4X 

FICJie 90-434.82/04/30.8204210636 


E NRC Safety Evaluation Report (8ER). luppls L correspondence 


9204120006 Forma rds 8ER Sup pi l.NUReO-0876 W/o end 

YOUNOSLOODi B J Licensing Branch 1 82/03/31 DELOEOROE. L O 

Commonuealth Edison Co 2pp 12632 196 24X Fiche 90—434.82/03/31. 

8204120006 


8204170212 Foruards table indicating citent of applicant compliance u/ 
ragulrements of 10CFR20. 90 & 100. In response to NRC 820203 
Itr NRC revleu of end matl required for claeure of 6ER 
Confirmatory Issue 36 

TRAMM. T FI Commonuealth Edleon Co 82/04/0B OENTON. H R Office 
of Nuclear Reactor Regulation. Director 29pp 12720 008 24X 

Fiche 90-000.02/04/08.8204170212 


04170184 Submits info re auilllary bldg flooding analysis Info should 
close outstanding Item 12 of Byron Station BER Also foruards 
revised response to FSAR Ouestlon 10 47 re uater sources 
ti safe shutdoun equipment 

TRAHH.tr Commonuealth Edison Co B2/04/ 12 SENT ON. H R Office 
of Nuclear Reactor Regulation. Director 6pp 12723 394 24X 

Fiche 30-000.02/04/12.8204190184 


F Security, medical, emergency t< fire protection plans 


8204230056 Summary of 820106 meeting u/utll. Sargent St Lundy t. Pouer 
Consultants in Dethesda.HD re fire protection program 
CHESNUT. 9 Licensing Branch 1 82/03/16. Licensing Branch 1 

4pp 12934 326 24X Fiche 90-454.82/03/16.8204230036 


’’04220237 Summary of 62030&-07 meatings w/utll Si Sargent & Lundy In 
Chicago. IL re seismic reanalysii of mechanical sys. 
upporti S< components required for safe shutdoun 

HE9NVT.3H Licensing Branch 1. 82/03/18 Licensing Branch 1 

pp 12020 3 96 24X Fiche 90-494.82/03/18.8204220239 


14120473 Releases public version of revised generating station 
smergancy plan telephons directory 

FELTON. J H Division of Rules and Records B2/03/29 Document 
Management Drench Ip 12694 287 24X Fiche 90-000.82/03/27. 

8204120475 


1204120477 Foruards public version of revised generating station 
emergency plan telephone directory 

CHANEY. VL Commonuealth Edison Co 82/02/OB. DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 12694.290 
24X Fiche 30-000.82/03/29,6204120473 


I20'4I20460 Public version of revised generating station emergency 
plan telephone directory 

PALMER, FA. Commonuealth Edison Co 82/02/16. 41pp 12654 S91. 
24X F 1 c he ■ 8 0-000, 82/03/ 29 , 0204 1 20479. 


8204200346 Order granting NRC 820408 motion to dismiss OeKalb Area 
Alliance for Responsible Energy/Sinissippt Alliance for 
Environ Contention 1(1) NRC final rule eliminated 
consideration of financtal qualification issues 

MILLER. M E Atomic Safety and Licensing Board Panel 82/04/19 
2pp 12733 306 24X Fiche 90-434,82/04/13,0204200346 


0204210469 Revised Contentions 10-12 Certificate of Sve end 

CHAVEZ. D DeKalb Area Alliance for Responsible Energy CHAVEZ. D 
slnnlsilppl Alliance for the Environment (SAFE) 82/04/19 
commlsi loners 3pp 12002 ool 24X Fiche 90-494,82/04/19, 
0204210409 


8204280262 Motion for extension of time until 820429 to file brief in 
response to Rockford League of Uomen Voters brief in 
support of exceptions bo 811027 6 820127 orders Certificate 
of 8vc and 

BIELAWaKI.A P. Commonuealth Edison Co BIELAUSKI.A P Itham. 
Lincoln & Beale 82/04/21 Atomic Safety and Licensing Appeal 

Panel Spp 12863 396 S4X Fiche 90-454.82/04/21.8204280262 


6204260113 Response to admission of Dekalb Area Alliance for 
Responsible Energy 6 Binisslppi Alliance for Environ 820419 
revised Contentions 10.11 it 12 Contentions not based on neu 
info from supplemental BER Certificate of 8vc enc 1 
YOUNO. M A Office of the Executive Legal Director 82/04/22 
Atomic Safety and Licensing Board Panel 9pp 12840 390 24X 

Fiche 30-454. 82/04/22. 8204860113 


K Utility Final Safety Analysis Report <F8AR) (< amends 


8204070499 Application to amend CPs L OLs consisting of Amend 37 to 
FSAR Amend consists of responses to questions from various 
branches within NRR 

TRAHMaT R Commonuealth Edison Co 82/03/31 DENTON. H R Officr 
of Nuclear Reactor Regulation. Director 6pp 12972 027 24X 

Fiche 90-000,82/03/31.8204070459 


— 0204070460 Amend 37 to FBAR 

« Comnonuealth Edison Co 82/03/31 ISOOpp 12572 039 24X 

Fiche 30-000.62/03/31.9204070439 


6 Inspection reports. IE Bulletins ft correspondence 


8204220929 Summary of 820105 meeting w/utll. Sargent t< Lundy. Ebasco t. 
Atomics Inti In Bethesdat MD re preservice/lnservlco program 
List of attendees enc 1 

CHE8NUT, S H Licensing Branch 1 82/03/19 Licensing Branch I 

3pp 12030 347 24X FI c he. 90-494. 82/03/19, 0204220929, 


0204090047 Forwards final response to IE Bulletin Bi-02.8uppl 1 (■ 
Deficiency Rept 81-03 re failure of gate-type valves 
Byron mods completed. Enel lists mods required to bo made to 
Bralduood. Completion expected by 830401 

SUARTZaED Commonuealth Edison Co 82/03/29 KEPPLER, J 0 Region 
3. Office Of Director 6pp. 12921 089 34X Flcho 90-000.82/03/29. 

8204090047 


204260292 Forwards Rsvision 6 to modified amended security plan 
Revision uithhsld (ref I0CFR3 21) 

DELOEOROE.L 0 Commonwealth Edison Co. 82/04/19 DENTON. H, R 

Off let of Nuclaar Reactor Regulation. Director, Ip 12841' 149. S4X 

F i c h a .- 90-494, 62/04/ 1 9, 6204260292 


0202040113 IE Info Notice 8S-08. "Check Valve Failures on Diesel 
Oentrator Engine Cooling Sys " H/sve list 
» Dirsetor's Office. Office of Inspection and Enforcement 
82/03/26. 4pp. 12862 399 24X Flch e. 90-000. 82/03/26, 82020401 13 


Adjudicatory correspondence 


204020888 Advises that NRC dots not Intend to taka position or file 
response to Rockford League of Nomen Voters B20323 brief In 
support of exceptions to ASLB 811207 6 820127 orders 
dismissing Lsague as party, 

OOLDBERO. 8. C Hearing Branch 2, 82/03/31. EILPERIN, 0, F. . 

OOTCHV, R L , KOHLaC N. Atomic Bafaty and Licensing Appeal Panel. 
2pp. 12477,142 24X Flchf 90-494,88/03/31.8804080268. 


B202040148 IE Info Notice 82-11, "Potential Inaccuracies In Ulds Range 
Pressure Instruments Used in Heitlnghouse Designed Plants " 

Sve list and. 

dORDANi E L Division of Engineering 6 Duality Assurance, 82/04/09 
63pp. 18078 342. 24X Pi ch a. 90-000. 82/04/09, 8202040143. 


8202040143 IE Info Notice 62-12, "Survelllante of Hydraulic Snubbers ^ 
H/encl SVC list 

\/0'RDAN. E L. Division of Engineering 6 Quality Assurance, 68/04/SJ 
64pp. 13073:001 34X FI Che* 90-000, 88/04/31,8202040143 


204070573 Foruards BuppI 1 to 8ER U/o end 
OOLDBERO, BC. Hearing Branch 2. 82/03/31. MILLER, H E. > COLE, H. F. , 

CALUIHAN.AD Atomic Bafsty and Licensing Board Panel. Ip. 
ia977'07a 24X Fiche; 80-494, 82/03/31,62040 70973. 
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DOCKET STH-SO-456 DRAIDWOOO STATION. UNIT I 


A Ap-iil tion/con* true tl on stage doeuments & correspondence 


6204210074 Summarg ot 020219 meeting u/utils U Uestinghouse In 
BetfiesdaiND re Nesllnghause Kodel 0 stearti generators List 
of attendees end 

CHESNUT.S H Licensing Dratich 1 02/03/12 VOUNOBLOOD. 0 J 

Licensing Branch 1 12pp 12012 001 SaX Fiche 50-000.82/03/12, 
9204210074 


G203I90001 Generic Ltr 02-05 to all licensees of operating pouer 
reactors re post-Ttll requirements 

EIBENHUT, 0 0 Division of Licensing 02/03/19 HAUSPUBO. A 

Consolidated Edison Co of New Vork THURLON, E W Maine Vankee 

Atomic Power Co HUKILU, H D Metropolitan Edison Co 7pp 
12513 126 24X Fiche 50-000,82/03/19,8203190001 


8204220699 Netiflcatlon of B20403 meeting w/util in Dethesda.MD to 
discuss proposed hgdrogen addition test 

D'CONNOR.P Operating Reactors Branch 5 03/03/24 CRUTCHFIELD, D 

Operating Reactors Branch 5 2pp i2B33 361 24X 

Fiche 50-000,62/03/24,0204220699 


K, Utilitg Final Safetg Analgsls Report <FBAR> R amends 


3204070459 Application to amend CPs R DLs consisting of Amend 37 to 
FSAR Amend consUts of responses to questions from various 
branches ulth In NRR 

TRAMM, T R Commonwealth Edison Co 02/03/31 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 6pp 12S72 029 34X 

Fiche- 50-000, 92/03/31, B204O70439 


—0204070460 Amend 37 to FSAR 

Hf Commonwealth Edison Co 02/03/3 1 1 200p p 12572 035 24X 

Fiche 50-000,82/03/3110504070495 


O Inspection reports, IE Bulletins *< correspondence 


B204050047 Forwards final response to IE Bulletin 81-02, Buppl L E< 
Deficieneg Bept 01-03 re failure of gate-tgpB valves 
Bgron mods completed Enel lists mods required to be made to 
STaidwoo-d Completion aipected bg 830401. 

SWARTZ, E D Commonwealth Edison Co 82/03/25 KEPPLER, J 0 Rofliou 
3, Office of Director 6PP 12921 089 24X Fiche 90-000,82/03/25, 

8204090047 


8204160226 Requests test plans for control switch OE, Tgpe 8DM ti 
pressure tran smitter, Bai 1 Ig 556 per 011209 request, 

SPESSARD, R L Division of Project & Resident Programs 82/03/25 
REED, C Commonwealth Edison Co Ip 12696 272 24X 

Fiche 50-456,02/03/25,0204160226 


B2041S0026 Informs that util must conduct detailed control room design 
review per NUReo~ 0737, Item 101 Prellminarg design 
assessment can be conducted In lieu of review Util must 
Inform NRC of choice 

YOUNODLOODi D J Licensing Branch I 02/04/02 DELOEORGE, L 0 
Commonwealth Edison Co Bpp 12652 275 24X Fiche 50-456,02/04/02, 

6204120026 


6204160302 Forwards response to NRC 001222 & 010203 request* for addl 
Info re control of heavg loads per NUREQ-06I2 List of 
drawings Identifging location of load handling sgs it safe 
lead paths end 

TRAMM, T R Commonwealth Edison Co 02/04/0? DENTON, H R. Office 
of Nuclear Reactor Regulation, Director 43pp 12693 175 24X 

Fiche 50-000,02/04/07,8204160302 


0254160600 Responds to NRC 011006 ltr requesting transient analgsls 
data for use in calculations performed for Reactor Bgs 
Branch Info will be transmitted via Uestinghouse 

TRAMM, T R Commonwealth Edison Co 02/04/07, DENTON, H R Office 
of Nuclear Reactor Regulation, Director Ip 12700 094 24X 

Fiche 90-000, 82/04/07, 8204160606 


8204260096 Forwards Info re design change which will aid operatoi 
during switchover from ECCS injection to recirculation Info 
will be incorporated into FOAR 

TRAMM. T R Commonwealth Edison Co 92/04/14 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 2pp 12B40 165 24X 

Fiche 50-000, S2/04/i 4, 8204260096 


0204210295 Oenorlc Ltr 82-09 to all power reactor 1 icensees, app 1 leant s 
for OL, NSSS Vendors 6 reactor vendors re environ 
qualification of saf etg-related electrical equipment 
NRC position re qualification raqulreihents end 
E16ENHUT. D 0 Division of Licensing 62/04/20 HAUBPURO.A 
Coniolldated Edison Co of New York IBpp I2S62 337 34X 

Fiche 50-000,03/04/20,0204210295 


E NRC Bafetv Evaluation Report (BER). suppls t< correspondence 


B202040113 IE Info Notice 02-08, "Check Valve Failures on Diesel 
Generator Engine Cooling Sgs " H/sve list 

a Director's Office, Office of Inspection and Enforcement 
82/03/26 4pp 12062395, aqX Fiche 50-000.82/03/26,8202040113 


0202040142 IE Infd Notice 02-11, "Potential Inaccuracies in Wide Range 
Prasiure Instruments Used in West Inghoose Designed Plants “ 

Sve list end 

V^ORDAN, E L Divlsien of Engineering te Qualitg Assurance. 82/04/09 
63pp 12870 342 24X Fiche 50-000,02/04/09,0202040142 


02042704*9 Ack receipt uf 020406 ltr inPurmlng NRC of steps taken to 
correct violations noted in IE Insp Rspts 50-456/81-14 tc 
50-457/01-14 

NOREUrUSjC E Division at Englnoerlng & Technical Programs. 
02/04/16. REED, C Cemmonuealth Edison Co tp 12094 293 24X 

Fiche 30-436,82/04/16,0204270449 


— 0204270499 Responds to NRC 020104 ltr re violation* noted in 1C Insp 
ReptS SO-4S6/0I-I4 h 50-457/81-14 Corrective actions 
forwards lists re Ins ta U at ion, ln*P «* greasing dates for all 
tendons not greased within 90 days of initial placement. 

DELGEOROE, L □ Commonwealth Edison Co 02/04/06 KEPPLER, J 0 
Region 3, Office of Dlrueior 12pp 12894 294 24X 

Fiche 50-456,02/04/16,8^04270449 


8202040143 IE Info Notice 02-12, '■’Ourvei llanc e of Hydraulic 
M/ene 1 sve list 

JORDAN, E L. Division of Engineering Gualitij Assurance 
64pp 12073 001 24X Fiche 50-000, 02/04/21, 8202040143 


8nu bbers 
02/04/21 


8 Reportable occurrences, UERs b related correspondence 


0204120247 Interim Deficiency Kept 82-01 re Pullman HVAC duct supports 
h stiffeners Duct erection resumed based on preliminary 
review of duct stiffeners evaluation. Final rept ekpected by 
B20A2A 

TRAMM, T R Commonwealth Edison Co 82/04/02. KEPPLER, J.O Renlen 
3, Office of Director Ip 12637 198 a4X Fiche 90-456.02/04/02, 
8204120247 


DOCKET aTN-50-457 BRAIDWOOD STATION, UNIT 2 

A App I i cat ion/constructlon stage documents ti correspondence 


8204190212 Forwards table indicating extent of applicant compliance w/ 
requirements of lOCFRao, 50 b 100, in response to NRC 820203 
ltr NRC review of end mall required for closure of BER 
Confirmatory issue 36, 

TRAMM. T.B Commonwealth Edison Co 02/04/03 DENTON. H R 
of Nuclear Reactor Regulation, Director 25pp 12780 008 
Fiche: 50-000, S2/04/08, 3204190212 


Office 
84 X 


8204210074 Eummary of 820219 meeting w/utils b Uestinghouse In 
BethssdarMD re Uestinghouse Model P steam ganeratort List 
of attendees end 

CHESNUT, B H Licensing Branch 1 02/03/12 YOUNOBLaOD, D. J. 

Licensing Branch 1 12pp 12012 001 SA%. Fiche: 50-000, Q2/03/IS, 
8204SI0074 


8204190184 Submits info re auxiliary bldg flooding analysis Info should 
dose outstanding Item 12 of Byron Station SER Also forwards 
revised response to FSAR Ouestion 10 4? re water sources 
b safe shutdown equipment . .. _ 

TRAMM, T R Commonwealth Edison Co 02/04/12 DENTON, HR Office 
of Nuclear Reactor Regulation, Director 6pp 12723 354 24X 

Flchs: 50-000. 02/04/12, 0204190184 


8303190001 Generic Ltr 82-09 tn all licensees of operating power 
reaefcort re poit-TMI requlrsnents, 

EISENHl/r, D <3. Division of Licensing 82/03/19. HAUBPURO.A 
Coneolidated Edison Co of flew York PILANT.J, M Nebraska Public 
Power District DISE.D P, Niagara Mohawk Pouiar Corf 7pp. 
12513-120 24X Fiche 50-000,02/03/19,0203190001 


0204220699 Notification of 820408 meeting w/utll in BstheidaiMD to 
discuss proposed hydrogen addition test. 

0 'CONNOR. P Operating Reactors Branch 5, 02/03/24 CRUTCHFIELD, D 

Operating Reactors Branch 9 2 pp, 12032 361. 24X 

Fiche: 90-000, 82/03/S4, 0204220699 
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8204160236 Renuost* test plant for control tuitch GE^ Type SDM *i 
protiure transra t tier. Bail Ig 596 per 811207 request 
SPESSARDiR U Divitipn of Project $< Resident ProBtams 02/03/29 
REEDiC ComnioniuBal th Editon Co Ip 12676 273 24X 

FIch* 90-456.02/03/23-020416022 6 


6202040113 IE Info Notice 82-08. “Check Valve Failures on Oiesal 
Oeneretor Engine Cooling Sgs " M/tvc list 
* Director'* Office. Office of Inspection and Enforcement 
62/03/26 4pp 12862 399 24X FI Che 90-000.82/03/26.62020 4 0113 


6204120026 Informs that util must conduct detailed control room design 
pBvleiu per NVREO-0737. Item 1 D 1 Preliminary design 
assessment can be conducted In lieu of revi «iu Util must 
inform NRC of choice 

YOUNOflLOODi B J Licensing Branch 1 62/04/02 DELOEOROE. L 0 

Commonwealth Edison Co 6pp 12692 279 24X Fiche 90-436.83/04/02. 

6204120026 


0204160302 Forwards response bo NRC B01222 6 010203 requests for addl 
Info re control of heavy loads per NU'fiEO-0612 Liet of 
drawings identlfglng location of load handling sys Ic safe 
load paths end 

TR4MM.tr Commonwealth Edison Co 83/04/07 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 43pp 12693 179 SRX 
Ftehe 90-000.62/04/07.0204160303 


0204160600 Responds to NRC 011006 Itr requesting transient analysis 
data for use in calculations performed for Reactor Sy* 

Branch Info will he transmitted via Westing house 

TR4MM. T R Commonwealth Edison Co 82/04/07 DENTON. H R Office 
of Nuclear Reactor Regulation. Director Ip 12700 094 24X 

Fldie 90-000.02/04/07,0204160600 


6204260096 Forwards Info re design change which uiill aid operator 
during switchover from ECCS Injection to recirculation Info 
will be incorporated into FSAR 

THAMM.tr Commonwealth Edison Co 63/04/14 DENTON. H ft Office 
of Nuclear Reactor Regulation. Director 3pp 12840 169 24X 

Flcfie 90-000,62/04/14,620426009 6 


82041601 S9 Oeneri c Ltr 62-08 to all PNR plant licensees & applicants re 
transmittal of NUREQ-090? relative to Olnna tube rupture 
W/o end NUREO List of NRC recipients end 

EISENHUr.DO Division of Licensing 82/04/19 HAUSPURO.A 
Consolidated Edison Co of New Vork 7pp 12767 303 a4X 
Fiche 90-000.82/04/19,8204160199 


8202040142 IE Info Notice 62-11, "Potential Inaccuracies in Wide Range 
Pressure Instruments Used in Westinghouse Designed Plants " 

Svc list enc 1 

JORDAN. E L Division of Engineering & Oual itg Assurance 83/04/09 
63pp 13076 342 24X Fiche 90-000,02/04/09.8202040142 


8204270449 Ac k receipt of 820406 ltr informing NRC of steps taken to 
correct violations noted in IE tnsp Repts 90-496/81-14 & 
90-457/81-14 

NORELIUS.C E Division of Engineering t< Technical Programs 
62/04/16 REED. C Commonwealth Edison Co Ip 12894 293 PAX 
Fiche 90-496183/04/16,8204270449 


— 6204370459 Responds to NRC 620104 ltr re violations noted in IE Iiisp 
Repts 90-456/81-14 t. 50-457/81-14 Corrective actions 
forwards lists re Insta 1 latlon. insp 6 greasing dates for all 
tendons not greased within 90 dags of Initial placement 
DELOEDROE. L O Commonwealth Edison Co 82/04/06 KEPPLER ■ U S 
Region 3. Office of Director t2pp 12654 394 24X 

Flehe 90-496,02/04/16,3204370449 


0202040143 IE Info Notice 03-18, "Surveillance of Hydraulic Snubbers “ 
H/tne 1 SVC 1 1 st 

JORDAN. E L Division of Engineering (< Quality Assurance 88/04/31 
64pp 13073 001 24X Fiche 90-000,82/04/31.0202040143 


S Reportable occurrences, LERs ti related correspondence 


8204120347 Interim Deficiency Rept 82-01 re Pullman HVAC duct mupportc 
& stiffener* Duct erection resumed based on preliminary 
review of duct stiffeners evaluation Final rept expected by 
620426 

TRAHH.TR Commonwealth Edison Co 82/04/02 KEPPLER.JO Regloi) 
3, Office of Director Ip 12637 195 24X Fiche 90-496,03/ 04/03. 

8204130247 


8204310299 Generic Ltr 82-09 to a 1 1 power reactor 1 ie ensees. app 1 icants 
for OL. NBSS vendors *. reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qualification requirements and 
eiSENNUT.DO Division of Licensing 82/04/20 HAUSPURO. A 
Consolidated Edison Co of New York. ISpp 12663 337 24X 

Fiche 90-000.82/04/20,820421029 9 


E NRC Safety Evaluation Report ISER). suppls t. correspondence 


8204190212 Forwards table Indicating extent of appllcent compliance w/ 
requirements of 10CFR20. 90 1. 100. In response to NRC 820303 
ltr NRC rtview of end matl required For closure of SER 
Confirmatory Issue 36 

TRAMH.T R Commonwealth Edison Co 83/04/08 DENTON, H R Office 
of Nuclear Reactor REgulatlan. Director 25pp 13720 000 2:4X 

Fiche 90-000.82/04/08,0204190212 


8204190164 Submits info re eutillary bldg flooding analysis Info should 
close outstanding Item 12 of Byron Station 5ER Also forwards 
revised response to F6AR Question 10 47 re water tourcee 
& safe shutdown equipment 

TRAHM, T ft Commonwealth Edison Co 83/04/13 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 6pp 13723 394 34K 

Fiche; 50-000. 82/04/13,6204190164. 


K Utility Final Safety Analysts Report (FSAR) (< amends 


62040704SS Application to amend CPt h OLs conelstlng of Amend 37 to 
FSAR Amend consists of responses to questions from veriou* 
branches within NRR 

TRAMM.tr Commonwealth Edison Co 83/03/31 DENTON.H. R. Office 
of Nuclear Reactor Regulation, Director. 6pp 1397 2 089 2 4X 

Fiche 90-000, 02/03/31,620407049 9. 


—0204070460 Amend 37 to F8AB 

e Commonwealth Edison Co. 62/03/31. 1200pa 12572.035, 34X 

Flehe 90-000,02/03/31,0204070439 


Q. Inspection reports, IE Bulletins b correspondence 


6204050047 Forward* final response to IE Bulletin 61-02, Buppl 1 l< 
Deficiency Rept 01-03 re failure of gete-type valves 
Byron mods complstsd. Enel lists nods required to be nede to 
Bralduood Conpletlen axpscted by 630401 

SWARTZ, E D. Commonwealth Edison Co. 82/03/89, KEPPLER.JO. Region 
3, Office of Director 6pp. 12921:089. 24X Fiche 90-000,68/03/85, 

0204050047 


DOCKET 90-458 RIVER BEND STATION, UNIT 1 


A AppI leatlon/construetlon stage documents (< correspondence 


8304210360 FOIA request for final detailed analysis of const completion 
schedule for facilities 

FALKENHEINER. D Publ ic Law Ut i I i t ies Oroup 82/03/08 FELTON, J M 
Division of Rule* and Records 3pp 12011 283 24X 

Fiche 50-496. 82/03/06,8204210360 


8204120.469 Forwards request for addl info in response to TMl Action 
Item II E 4 2 re purge L vent valve operability Guidelines 
to be used in submitting qualification documentation end 
BCMWENCER.A Licensing Branch 2 82/03/19 CAHILL, W Oulf Otaies 

Utilities Co 9pp 12653 387 24X Fiche, 50-498, 82/03/19, 

8204120469 


6204230167 Summary of 620323 meeting w/util U consultants in Sathesda. 
MD re concrete fill design to mitigate hydrodynamic loads on 
containment Internal equipment pipe supports Util 
presentat Ion end 

PERCH, R L Licensing Branch 2 62/03/29 Licantlng Branch 3 

29pp. 13843 177 24X Flehe 50-490,82/03/2 5,8204230187. 


6204130081 Requests addl info re "fast scram" hydrodynamic loads on 
control rod drive tye, In response to vendor info re 
potential reportable condition applicable to BWRs 
BCHWENCERjA Llctnelng Branch 2 82/03/26. CAHILL. M J Oulf 

State e Utilities Co 3pp 13659 036 34X Fiche 90-498.62/03/26, 

8204130081 


6204210366 Responds to FOIA request for final detailed analysts o.f 
const completion schedule for facility Forwards 
info rs Unit 1 

FELTON, JM Division of Rules and Records 02/03/36 
FALKENHEINER. 0. Publ ic Law Util It is t Group Ip 12611.285. 24X 

Fiche 90-498. 82/03/26, 8204210366. 


— 8204210366 Final detailed analysis of const complatlon schtdule for 
facility 

a NRC - No Detallad Affiliation Olvan 82/03/26 6pp. 

12611-266 24X Ficha 90-498,62/03/26,6204210366 


6204070633 Forwards draft acceptanca crltaria for Mark III LQCA-relat(d 
pool dynamic loads. Evaluation of facility compliance should 
be submitted by 620931 for Inclusion In Oct 1962 8ER Final 
NUREO will be Issusd by mld-Jul 1982. 

BCHUCNCER.A Licensing Branch 2. 62/03/29. CAHILL. U Oulf 8tait| 

Util i tits Co. lOpp 12997’ 043. 24X FI eh s. 90-496, 62/03/29, 

8204070633 
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S304I400?B Ailvl tes that site visit for NRC structursi eng Inaerirtg airdlt 
Scheduled for 02O9O5 j in response to 820219 reguast apeclfie 
audit subjs biill be -discussed on 820911-13 at SSiM Cherrg 
Hj 11 Operations Ctr 

BOOKEfl.J f Oulf States utilities Co 82/04/06 SCHHENCER. A 
Licensing Branch 2 Ip 10669 179 24X Fiche 50-458,82/04706. 

8204140099 


8204160152 Oenenc Utr 82-07 to all BilR plant licensees ti applicants re 
transmittal of NUREO-0909 relative to Olnna tube rupture 
W/o end NUREO List of NRC recipients end 

EISENHUTp D 6 Olvislon of Licensing 82/04/19 Commonwealth 
Edison Co QFEKA, J Northeast Utilities ORIFFIN.JE Vermont 
Yankee Nucleai Power Corp 7pp 12787 196 a4X 
Fiche 50-000,82/04/19,8204160152 


Q Inspection reports, IE Bwtlatlns fc correspondence 


0204090061 Requests el tension to respond to 820204 & OB renviests foi 
addl info re IE Insp Repts 50-499/81-10 I. 90-458/81-11 Info 
uill ie Included tn Tssponse tP IE Insp Rspt 50-456/82-01 
CAHILL, M J Gulf States Utilities Co- 82/03/01 SEYFRIT.K V 
Region 4, Office of Olreetor 2pp 12819 246 24X 

Flcfie 50-458,82/03/01,8204090061 


0203190399 Dltcuiies problems u/lateral concrete form movemsiit 
identified in IE Imp Rept 50-4 98/80-02 NRC has no reason 
to helleVB that any voids were not repaired Item closed out 
in IE Insp Rept 50-458/80-13 

MADSEN, 0 L Project Section 1 62/03/15 DAVID3QN,F Affiliation 

Unknown app 12349 284 24X Fiche 50-490,82/03/15,8203190359 


8204260148 Forwards request for addl info rP Initial test program 
described in F5AR as result of review of util application 
for OLf 

SCHHENCER.A Licensing Branch 2 02/04/19 CAHILL, M J Oulf 

States Utilities Co 21pp 12347 33? 24X Fiche 50-498,82/04/19, 

8204260140 


0204210295 Oenerlc Ltr 02-09 to ail power reactor 1 Icensees, app 1 i can ts 
for OL, NS5B vendors l< reactor vendors re environ 
^lualiflcation of saf etg-related electrical equipment 
NRC position re qualification requirements end 
ElSENHUTiSO Division of Licensing 82/04/20 HAU8PUR0,A 
Consolidated Edison Co of New York HUKE, T Oklahoma Oas (< 

Electric Co IBpp 12862 337 24X Fiche 50-000,02/04/20, 

8204210299 


82042902B3 Forhiards "Design of River Bend Btation Containment 
U/Concrete Annulus Fill," addressing concerns identified at 
B20323 meeting Maetlng during wk of 820917 requested Rept 
info will be Included In future FSAR amend 

BOOKER, 3 E Qulf States Utilities Co 82/04/23 SCHHENCER.A 
Licensing Branch 3 ip 12802 001 24X Fiche 50-450,82/04/23, 

8204290283 


— 82D42902B4 “Design of River Bend Station Containment U/Concrete 
Annulus Fill " 

• Stone it Uebster Engineering Corp 13210-8(0-1 82/04/30. 

5lpp 12082 002 24X Fiche 50-458,02/04/23,0204290283 


£ NRC Safetg Evaluation Report <SER), suppls 6 correspondence 


B2D4i20461 Requests meeting u/BtiM on or about 020614 to 
discuss & resolve any 6 alt open items in preparing final 
8ER Draft EER 6 questions end 

SCHWENCER.A Licensing Branch 2 82/03/15 CAHILL, H Co IF fitatcs 

Utilities Co 44pp 12653 295 24X Fiche 50-458,02/03/19, 

8204120461 


B304200491 Confirms 620329 telcon I, forwards questions re draft SER 
Also forwards addl questions from Mechanical Engineering 
Branch piping analysis audit conducted at 0l<N on 020304-09 
SCHWENCER.A Licensing Branch 2 02/04/14 CAHILL, H J Oulf 

States Utilities Co 24pp 12707 166 24X Fiche 50-458,02/04/14, 

8204200491 


8204130144 Forwards IE Insp Rept 90-488/82-01 on 020101-0220 

MADSEN, 0 L Region 4, Offl-ct of Director 82/03/18 CAHILL, W <J 
Gulf States Utilities Co 2pp 12697 IBS 84X 
Fiche 50-458,02/03/18,8204130144 


B204130192 JE Insp Rept 50-498/02-01 on 820101-0220 Noncompl I anc e 

noted failure to provide timely notification of const 
-deficiency. 

BEACH, A B , CROBSMANrH A Region 4, Office of Director 82/03/19 
l3pp 12657 197 24X Fiche 90-450,82/03/10.8204130144 


8204050334 Aek receipt of B20301 Ur re IE Insp Repts 50-458/81-10 8c 
90-458/01-11 Response may be delayed until IE Insp Rept 
SO-490/82-D1 addressed 

MADSEN, 0 L, Division of Resident, Reactor Project *i Engineering 
Programs 82/03/29 CAKILU.H 0 Oulf States Utilities Cd 2pp 
12522 350 24X Fichs 90-458,82/03/29,0204090334 


0204090347 Forwards IE 0ulletin 03-01, "Alteration of Radiographs of 
Helds In Piping Eubassemb 1 1 ei " No specific actions 
requ irqd. _ . , , 

COLLINS, J T Region 4, Office of Director 82/03/31 Public 

Service Co- of Colorado 3pp 12629 293 24X FI cho* SO— 000, 

92/03/31,0204090347 


8204090351 Foruardi IE Info Notice 02-10, "Following Up Bgmptamatlc 
Repairs To Assure Resolution Of Problem " No response 
required 

COLLINB, J T Raglon 4, Office of Director 83/03/31 Public 

Service Co of Colorado 2pp. 12627 069 24X Flcha 90-000, 

92/03/31, 0204090391 


9204150498 Forwards IE Inf-o Notice 82-09, "Cracling In Piping of Makeup 
Coolant Lines at fliiH Plants " No writ-ten response requested 
CDLLINB, J T Ragion 4, -Office of Director 02/03/31, Public 
Service Co of Colorado. 2pp 12685 039. 34X Flcha 90-000, 

82/03/31,8204150498 


B20204014S IE Info Notice 02-11, "Potential Inaccuraciae In Utdo Rango 
Pressure Instruments Used In Ngitlnghouse Designed Plants " 

Svc 1 1st enc 1 

JQRDAM, E. L Division Of Engineering li Ouality Assurance. 92/04/09 
63pp 12978 342 a4X Fiche, 90-000, 92/04/09, 8202040142 


F Becurlty, medlcel, emergency 6 fire protection plans 


0204090123 Advises that review of BWft remote shutdown sys deeigns 
Identified concerns re shutdown capability outside main 
control room Schedule for responee to end poeltion due 
within 7 days , _ 

SCHHENCER.A Licensing Branch 2 08/03/17 CAHILL, W Oulf States 

Utilities Co 4pp 12633 232 24X Fiche 90-450,82/03/17, 

0204090123 


0204200384 Informs that physical security plan It under revlelon It 
will be resubmitted by 820514 

BOOKER, J E Oulf States Utilities Co, 82/04/14 SCHMENCER, A. 
Licensing Branch 2 Ip 12734 101 24X Flehi 90-498,82/04/14, 

6204200384 


I Financial information 


9804120187 Forwards Annual Financial Rept 1981 
BOOKER, J E Oulf Btatee Utilltlei Co 08/04/01 
Office of Nuclear Reactor Regulation, Director 
Fiche 50-490,82/04/01,8204120127. 


DENTON, H. 
tp 18639’ 


R 

316. 


24X 


—8204120130 Annual Financial Rept 1981 
* Oulf 3tat#i Cn, 0i/l2/3l 

Fiche 50-458,82/04/01, 8204120127. 


30pp. 12635:317. &4X 


6202040143 IE Info Notice B2-1S, "Burvei 1 lane v of Hydraulic Snubbers 
W/encl SVC list. 

JORDAN, E.L Division of Engineering it Ouallty Assurance. 02/04/21 
64pp, 12073 001 24X Fiche 90-000,02/04/21,8202040143 


8 Reportable occurrancee, LERs it related correspondence 


9204050387 Interim deficiency rept re Bergen-Patterean QA program fur 
documentation of A~300 s tee 1, In 1 1 lal 1 y reported 811111 Addl 
info will be provided by vendor by B20331 Util will eubmlt 
update within 30 days 

BOOKERiJ.C Oulf atates Utllitlei Co. 02/03/09 COLLINS, R T 
Region 4, Office of Director Ip 12923:261 24X 

Flcha 90-499,92/03/05,9204090387 


9204050011 Final deficiency rept re misalignment of contacti In 
Electroswitch Series 20 selector control switches which 
could result in closed co-ntacbe When correct position Is 
open, initially reported 820219, Bwitch es will be replaced 
BQ0K£R,JI. E. Oulf States Utllitlis Co 82/03/22. COLLINS, J T. 
Region 4, Office of Director 3pp 12921 206 24K 

Flcha 90-450,82/03/22,8204050011. 


92040901-01 Intarlm deficiency rept re spring ruts difference in 
serration pa t terns, ini t lal ly reported on 820223, InetaLlatlon 
of unqualified nuts stopped Addl Info to be provided by 
8204S0 

BOOKER, J.E Oulf StetiB Utilities Co. 02/03/24 COLLINS) T. 
Region 4, Office of Director. Ip 12515 24B 24X 

Fiche, 90-458, 92/03/24. 9204050101 
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6304130104 tntaTlm dafictencM rapt re exceeslve gap betueen free emJ of 
US4X1&3 beam «t eelmuth 184 b drgueH wal I < in i tie 1 1 g 
reported on 830303 Oepieieocii torreeted on 830238 
Inveet 1 ge tt on itetu* rept will be provided bg 820814 
BOOHERr J E Oul# Stetee Utllltiei Co 82/04/01 COLLIMSrJ T. 

Region 4, Office of Director Ip 1S&S9 141 24!C 

Ftche SO -488< 63/04/01 , 8304130104 


8SO‘41303&8 Interim deficiency rept re probable defeete of etalnlese 
tteel forglngi delivered from euspect heat lot> Initially 
reported 820304. FI tt In j$ returned to Parter Hannifin Corp 
for relnep Invee tl gatlon rept cipected by 830430 
BDDKEfl.J E Oul f States Utllltlee Co 83/04/01 COLLINS/J.T 
Region 4, Office of Director ip 13657 080 34X 

Flche SO -4 S8f 83/04/01. 8304130368 


8304810137 Part 21 rept re HMA relays ui/contact leads not fully 
InsuJ atedi Inl t lal 1 y reported 810708 No operating DHRs 
utlllic subj UMA relagt All potential problems uiill be 
corrected before startup 

BHERWOOD, O O. OeneTal Electric Co 83/04/01 DEVOUNO. R C 
Director's Of flee. Office of Inspection and Enforcement 4pp. 
1S604.00I 34X Fiche 50-000, 82/04/0 1 . 8304 3 10 1 37 


8304130130 Btatus deficiency rept re underticad uelds found between 80 
recirculation sys pipe whip mounting brackets tc support 
strirc ture. At 1 SO mounting braclets removed & Teinstallcd 
No further fabrication work to be done 

OCDKER.J E Gulf States Utilities Co 82/04/03 COLLINS, J T 
Raglan 4. Office of Director 2pp 12655-316 S4X 
Flche. 50-458. 83/04/03, B2041301SO 


BS04130343 Interim deficiency rept re documentation of A-500 steel. Add! 
program uiltl be required to completely address problem 
Completion of program & review estimated to be 820604 
Sumnarg of significant findings will then be submitted. 

BDOKER.J E Gulf States Utilities Co 82/04/05 COLLINS, J r 
Region 4. Office of Director Ip 12657-107. 24X 

Flche 30-458.83/04/05,8204130343 


8304150S2I Interim deficiency rept re torque applied to Power Strut 
PB-IO-RB spring nuts. Inl t lally reported on 830308 
Investigation it evaluation of potential significance in 
progress Status rept will be provided by 820539 
BOOKER. J.E. Gulf States Utlliilei Co 82/04/08 COLLINS, J.T 
Region 4. Office of Director, tp 1S6B3 246 24X 

Flche 00-498.82/04/08,8204150521 


)204300211 Interim deficiency rept re Improperly Installed spring nuts 
in cable tray support channel DR-SS. 1 nitial ly reported 
83031 1 . Invest 1 gat ion continuing Nsit status rept will be 
submitted by 830538. 

80dKERrJ E Gulf States Utilitlei Co 83/04/18. COLLINS.d. U 
Region 4. Office of Director Ip 12891-332 24X 

Flche. 30-458, 83/04/13, 8204300311 


1SO4S3047O Final deficiency rept re lack of redundacit sensing current 
transformers for overcurrant protection in 4. 16-kV 
swltchgaari or Ig Ina 11 y reported on 630316 Second current 
trantfO'rmer. BssO'Clated relays & control circuitry on order 
BOOKER, J E. Oulf Statee UtUitlesCo 83/04/19 COLLINS, U T. 
Region 4. Office of Dlrectar Spp {2014 333 24X 

Flche, 30-458, 83/04/15, 8204230470 


8304300037 Deficiency rept re 11 pipe supports installed inside dryuall 
painted u/palnt ncit qualified for ipeeiflc environ. Initially 
reported 820316. NbO 3144 Issued to correct deficiency 
Deficiency not reportable par lOCFRSO 55<s) 

BOOKER. J E Ouif States Utilities Co 83/04/23 COLLINS, J.T 
Region 4. Office of Director ip 12890 0 76 24X 

Fiefie: 30-458. 83/04/23, 8204300057 


DOCKET 90-459 RIVER BEND STATION, UNIT 2 


A Applicatlon/construe tion stage documents h correspondence 


8204210360 FOIA request for final detailed analysis of const completion 
schedule for facilities. 

FALKENHEINER. D Public Law Utilities Group 82/03/08 FELTON. J.H. 
Division of Rules and Records. Spp. 12811 283, 34X 

Flche. 50-458. 82/03/08, 8204310360 


BS041S046S Forwards request for addl info In response to TMI Action 
Item 11. E. 4 3 re purge 6 vent valve operability Ouidillnas 
to be used In submitting qualification documentation encl. 

BOHHENCER. A. Licensing Branch 2, 82/03/19. CAK1LL,H Gulf States 

iftilltles Co Spp. 13693:387. 34X Flche; 90-459, 82/03/15, 

9304120465 


8204130031 Requests addl info re “fast scram" hydrodynamic loads on 
control rod drive sys. In response to vendor info re 
potential reportable condition applicable to BURs 
aCHHENCER.A Licensing Branch 3 83/03/36 CAHILL, H J Qulf 

States Utilities Co 3pp 13659 036 24X Flche 30-453, 63/03/36. 

8204130081 


8204070633 Forwards draft acceptance criteria for Hark III LOCA-rolated 
pool dynamic loads Evaluation of facility compliance should 
be submitted by 820931 for inclusion In Oct 1902 8ER Final 
NUREO will be issued by mid-Jul 1902 

8CHMENCER.A Licensing Branch 2 82/03/2? CAHILL, kl Gulf Stales 

Utilities Co lOpp 12997 043 34X Flche 50-498,02/03/29, 

8204070633 


8204140096 Advises that site visit for NRC structural engineering audit 
scheduled for 820505, in response to 830219 request Specific 
audit lubjs wilt he discussed on 620911-13 at S&M Cherry 
Hill Operations Ctr 

BOOKER, J E Gulf States Utilities Co 82/04/06 8CHHENCER. A 
Licensing Branch 3 ip 12665 179 34X Ftche 90-498,82/04/06, 

8204140098 


B30416019S Generic Ltr 82-07 to all BHR plant licensets (, applicants re 
transmittal of NUREO-0909 relative to Ginna tube rupture 
H/o encl NUREO List of NRC recipients end 

EIBENHUT.OG Dlvi slon of LI censing B3/04/1S Commonwealth 
Edison Co OPEKA,J Northeast Utilities GRIFFIN, J E Vermont 
Yankee Nuclear Pouar Corp 7pp 12787 196, 24X 

Flche 50-000,82/04/19,8204160192 


B20426014B Forwards request for addl info re initial test program 
described in F8AR as result of review of util application 
for QLs 

eCHHENCER.A Licensing Branch 2 82/04/19 CAHILL, WJ Oulf 

States Utilities Co 8lpp 12847 339 84X Fiche- 90-456,82/04/19. 

8304260148, 


8204S10295 Generic Ltr 82-09 to all power reactor 1 1 eensees, app 1 1 cants 
for OL.NSSa vendors 1, reactor vendors re environ 
qualification of safety-r elated electrical equipment 
NRC position re qualification requlraments and 
EISENHUT.DO Dlvi a Ion of Lieeni ing 82/04/30 HAUSPURO. A 

Consolidated Edison Co of New York CRANE.P A Pacific Gas L 

Electric Co CURTtSiN N Pennsylvania Power Ic Light Co 18pp 
18863 337 34X Fiche 50-000,82/04/30,8204310895 


8804390283 Forwards "Design of River Bend Stetion Containment 
N/Conerste Annulus Fill," addressing concerns Identified at 
830333 meeting Meeting during wk of 830917 requested Rept 
Info will be included In future F8AR amend 

BOOKER. J E Oulf States Utilities Co 82/04/23 8CHUENCER. A 
Licensing Branch 3. Ip 13882 001 24X Flche. 50-498, 82/04/ 

8204290283 


— 8204290284 "Design of River Bend Station Containment N/Cancretr 
Annulus Fill " 

e Stone b Webster Engineering Corp. 13210-8 ( 0-1 82/04/30 

SIpp. 12882 002 24X Flche 50-458,83/04/23,8204290283 


E NRC Safety Evaluation Report <SER), supple b carrttpondcnce 


8204120461 Requests meeting w/6bU on or about 820614 to 
discuss b resolve any b all open Items In preparing final 
6ER Draft 8ER b questions end 

SCHWENCER.A Licensing Branch 3 62/03/15. CAHILL, W Gulf States 

Utilities Co. 44pp. 12693.399. 34X Flche 90-498,83/03/15, 

8304 120461 


8204800491 Confirms 620325 telcon b forwards questions re draft BER 
Also forwards addl questions from Mechanical Engineering 
Branch piping analysis audit conducted at 8bW on 820304-09 
SCHWENCER.A Licensing Branch 2 82/04/14. CAHILL.W J Oulf 

States Utilities Co. 24pp 12787 166 24X Fiche 50-4ge>82/04/14> 

8204200491, 


F Security, medical, emergency b fire protection plant 


8204090123 Advises that review of BUR remote shutdown sys designs 
Identified concerns re shutdown capability outside main 
control room Schedule for response to encl petition due 
within 7 days 

SCHWENCER.A Licensing Branch 2, 82/03/17 CAHILL, H Oulf Statei 

Utilities Co 4pp. 13633-233 34X Fiche 90-498,83/03/17, 

8304070133. 


8304200384 Informs that physical security plan is under revision b 
will be resubmitted by 820914. ' 

BDOKER.J.E, Oulf States Utilities Co, 82/04/14. 8CHUENCER, A. 
Licensing Branch a. Ip, 13734.181. S4X Flcha; 90-498.82/04/14. 
8304200384. 
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I Financial in format inn 


8204120127 Foruordt Annual Financial Rept 1981 

SOOKER.J E Oulf State* Util It Ub Co B3/04/OI DENTONrH. R 
Office of NuciBar Reactor Rigulatlon. Director ip 12635’ 3iA 24X 
Ficht 50-458i 08/04/01 1 8204120127 


— Q2041S0130 Annual Financial Rept 1981 

• Oulf State* Utllttici Co 81/12/31 30pp 1263S 317 34X 

FlChe 50-430,82/04/01.0204120187 


O' InipBctlon report*, IE Bulletins (< correspondence 


3204090347 Forwards IE Bulletin 82-01. “Alteration of Radiographs of 
Welds In Piping Subassemblies " No specific actions 
required 

COLLINS, J T Region 4, Office of Director 02/03/31 Public 
Service Co of Colorado 3pp. 12625 293 24X Fiche SO-000. 

82/03/31. 8204090347 


8204090351 Forwards IE Info Notice 62-10, “Following Up SgniptDfflatic 
Repairs To Assure Resolution Of Problem " No response 
required 

COLLINS. J T Region 4, Office Of Director 82/03/31 Public 
Service Co of Colorado 2pp 12627 068 24X Flcht- 90-000. 

82/03/31, 8204090351 


8204130458 Forwards IE Info Notice 82-09, "Cracking In Piping of Makeup 
Coolant Lines at BLU Plants “ No written response requested 
COLLINS, J T Region 4, Office of Director 02/03/31 Public 
Bervice Co of Colorado 2pp 12605 039 24X Fiche 80-000, 

B2/03/3 1 , 6204 1 S04 30 


H Oeneral correspondence 


6204270423 Confirms 820409 telcon ti submits several recently announced 
organl ration* 1 Cheng ee 

BOUCHEVi 0 D. Hashlngton Public Power Supply System. 02/04/19. 
HAABS.W P Quelity Assurance Branch. 3pp 12849 158. 24X 

Fiche 30-397. 82/04/19. 0204270423. 


Q Inspection reports. IE Bulletins It correspondence 


8204070527 Forwards IE Insp Rept 50-460/82-03 on 820118-22 <i 0201-05 h 
notice of Violation 

BISHOP, T H Region 5, Office of Director B2/03/1B. MAZUR. O U 
Washington Public Power Supply Byitem, 2pp 12576’ 139. 24X 

Fiche 50-460.62/03/18.8204070927 


— 82D4070532 Notice of violation from Insp on 020118-22 l< 0201-05 
NARBUT.P P Region 5, Office of Director 62/03/18. 2pp 
12976.197 24X Ftche 90-460,82/03/18,8204070927. 


— 8204070538 IE Insp Rept 50-460/62-03 on 820110-22 t. 02D1-0S. 
NoncoKipIlance no tod ’ struc tura 1 steel uelde found undarslked 
4 < of eicess convexity 

NARBUT.P P . D'ANOELO.A , SHACKLETON. 0 C fityltin 9, Office of 
Director S2/03/t2 IBpp 12976’ 199. 24X Ficb e 90-460. 82/03/18. 

6204070927 


3204130332 Foruerds IE Insp Rept* SO-460/82-02 W 90-513/62-02 on 
820201-28 6 620223 No none ompl 1 snce notsd 

BISHOP. T U Division of Resident. Reactor Project ti Engineering 
Programs 62/03/26. MAZUR. D U Washington Public Power Supply 
Systsm 2pp 12657 202 2qx Ftche. 90-460, 82/03/26, 0204130332 


8202040142 IE Info Notice 82-li, “Potential inaccuracies In Wide Range 
Pressure Instruments Used in Uestlnghouse Dsslgned Plents " 

Sve list end 

JORDAN. E L Division of Englnetrlng t< Quality Assurancs 82/04/09 
63pp 12870 342 24X Fiche 90-000,82/04/09,8202040142 


8202040143 IE Info Notice 82-12. “Surveillance of Hydraulic Snubbers 
H/sne 1 sve list 

JORDAN. E L Division of Engineering 6 Quality Assurance 82/04/31 
64pp, 12873 001 24X Fiche 50-000.82/04/21.8202040143 


S Reportable occurrence*. LER* 6 related correipondence 


— S204130336 IE Insp Rept* SO-460/82-02 E 90-913/82-02 On 820201-26 tt 
320223 No noncoflipllanct notsd Major areas inspected reactor 
coolant loop piping 6 welds, pipe supports b program status 
for m*int of facilltlss & aqulpmsnt during termination 
TOTH, A D , DODOS. R T Division of Resident, Reactor Project b 
Englnetrlng Progratn* 82/03/23 33pp. 12697! 204. a4X 

Ftche 90-460,62/03/26. 0204130332. 


6204140406 Informs that IE Info Notice 82-08, "Checli Valve Failures on 
Diesel Oensrator Engine Cooling 8ys> “ was sent to listed 
licensees on 8S0326 

e Region 9, Office of Director. 82/03/26. Region 5, Office of 
Director Ip 12670.149 24X Fiche ’ 90-000, 82/03/26. 8204140406. 


B204210137 Part 21 rept re HMA relays w/contact leads not fully 
Insulated, ini tially reported 810706 No operating BWRs 
utlllie subj HMA relays All potential problems will bs 
corrected before startup 

SHERWOOD, 0 0. General Electric Co 82/04/01 DEYOUNS, R C 
Director'* Office, Office of Inspection and Enforcement 4pp 
12804:001 24X Fiche 90-000,82/04/01.0204210137 


DOCKET 50-460 WPP8S NUCLEAR PROJECT. UNIT 1 


A Appllcation/construction stag* documents b corrsi pondence 


8204090354 Informs that IE Bulletin 62-01. “Altoratlan of Radiographs 
of Welds In Piping Subassemhlles, ■' ue* sent to listed 
Itcenseae on 620331. 

e Rsglon 9. Office of Director 82/03/31 Region 5. Office of 
Director Ip 24X Fiche 90-000.82/03/31,8204090354 


8204090396 Advises that IE Info Notice B2-09« "Cracking in Piping of 
Makeup Coolant Lines at BbM Plants," has been sent to 
listed licensees 

* Region 5, Office of Director. 82/03/31. Region 5, Office of 
Director ip. 12625 279 24X Fiche ’ 50-000. 82/03/31, 8204090396. 


8204280347 FOIA request for three categories of documents re show cause 
pctltlo'ns filed since 1979, pstltions filed on Trojan b WPPS 
Unit 4 b accelerated review of CP application for Skagit/ 

Hanford Units 1 St 2 

BELU.N Coalition for Safe Power 82/02/24. FELTON, J H Division 
of Rules and Records ip 12820’ 105. 24X Fiche. 90-000, 82/02/24, 

8204220347 


8204010237 Forward* question* for BbW owntr* response re review of 
B&W abnormal transient operating guideline* program 
EIBEMHUT.D 0 Division of Licensing 62/03/03 HALL, W Babcock b 

Mllcox Operating Plant* Owner* Oroup 24pp 12469 300 24X 

Fiche 50-000, 62/03/03,8204010237. 


9204220390 Responds to FOIA requsst for thrs* catsgorls* of Info re 
shou cause ps titlons. Document* listed In App A enci. 

6ECY-B1-497 described in App B withheld (rtf FOIA Exemption 

9 ). 

FELTON. JM Division of Rules and Record* 82/03/29. BELL, N 

Co*.litlon for Safe Power 6pp 12020.106. 24X 
Fiche 50-000,82/03/29,0204220398 


0204230920 Forwards corporate organliat lonel changes reflecting planned 
evolution e* operation neare. Change* will be reflected in 
next FSAR amend a-.,...,.,. 

BOUCHEY, 0. D. Washington Public Power Supply System B2/04/I6 
TEDESCO, R.L. Assistant Director for Licensing. 3pp 12819’ 296. 

24X FichSi 90-397.82/04/16, 0204230920. 


8204090410 Advises that IE Info Notice 62-10, “Follouing Up Symptematlc 
Repairs to Assure Resolution of Problem." has been sent to 
listed licensees. 

e Region S, Office of Director. 82/03/31. Region 9, Office of 
Director Ip 12624 029 . 24X Flcht 90-000,62/03/31,8204090418. 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies in Wide Range 
Preesurt Instruments Used in Mestlnghouss Designed Plants, “ 

8vc list end. 

UORDAN, E L Division of Engineering b Quality Assurance, 88/04/09 
63pp. 12078 342 84X Fiche 90-000,82/04/09,8202040148 


6202040143 IE Info Notice 82-12, "Burve 1 1 lane e of Hydraulic Snubber*." 
W/sncl SVC ll»t. 

JORDAN. E L Division of Engineering b Quality Aesurence 68/04/21. 
64pp 12073.001 24X Fiche: 90-0D0, 82/04/21,8202040143 


S Reportable occurrences, LER* b related correspondence 


8204090119 Final deficiency rept re tow E6F eetoetion *u* setpoint 
originally reported on 820319 Util will track BbM 
Impiscnentatlon of corrective action rather then initiate 
Independent action. Also raportsd per Part 21, 

ROOTiR.H. Washington Public Power Supply aystem, 82/03/10. 
FAULKENBERRY, R. Region 9, Office of Director, 2ap, 18919:361. 84 

Fiche. 30-460, 62/03/18, 8204090119. 
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8204210137 P4.rt 21 rapt ra HMA rilayt u/confcact: taatfc not fully 
inaulitadi Initially raportad 610706 No aparatlng BMft* 
utillia Bubj HMA ralayt All potantlal problam* will ba 
corracfead bafera atartup. 

SKERMQOOiO 0 Oanaral EUctrlc Co 62/04/01 OEYOUNQ. R C. 
Dlractor'f Offlcai Off let of Inapaction and Cnforcamant. 4pp 
12B04 001. 24X Flcha ’ S0-000« 82/04/01 , 6204210137 


B204270239 Part 21 rapt ra datign of ttructural ataal framing for 
platforma within containrnanti Initially rtportad 620122, Taata 
conductad to ditermlna flaiiblllty of framing eonnactiona to 
BUbatantlaba datign aaaurnptlon mada In tharnial analyala 
SARBTENrO.e Unltad Enginaart i< Conatruc torii Ino lauba of 
Raythaon Co I 62/04/20 Dlraetor'a Officti Off lea of Inapaction 
and Enforcamant ip 12692 330 24!( Pleha, 30-4d0r 62/04/20, 

6204270239 


8204280436 PND-V-02-019^ on 820423, util exacutiva board will maa t to 
conaiifar racommandat Iona to luipand eonat until troublaa 
aolvtif St raglon raquiraa mora ganarating capacity 

DODDS, R T Raglon 9, Off lea of Dirac tor 62/04/22 Ip 12066 137 
24X Flcha 90-460,62/04/22,6204260436 


6204140367 Advl aaa that aehadula ra hydrodynamic loads In control rod 
drlva aya will bt provldad by 820430, par 620326 requast 
HOLLER. 0 B IlllnoiB Power Co 82/04/07 MILLER, J H 

Standardltation t. Special Projacta Branch Ip 12662 OS? 24x 

Flcha 90-461,82/04/07,0204140367 


6204130216 Foruarda tranaparenc laa preaented to NRC at 820306 martliig. 
propoatd atatlc teat program on inaaonry walla it ASTK 6td 
E72-60 on ’’Conducting Strength Taata of Panels for 81dg 
Const, " par NRC 620306 t< 26 requests 

HULLER, 0 E lltinola Power Co 62/04/06 MILLER, J R 

Standardi lat i on t. Special Projects Branch 41pp 126S7 02S 24X 

Flcha 90-461,62/04/06.8204130216 


6204200391 Addrataaa Items C-1 1 t< C-9 3 raised In review of remote 
shutdown panel since items require major mods Complete Hat 
of mods will be aubmlttad later Proposed changes Involve 
considerable expense 

COOK, J.O Illinois Power Co 62/04/08 SMITH, A R Division of 
Human Factors Safaty 4pp 12743 248 24X Flche 90-461,82/04/06, 

8204200391 


6204160192 Oentrlc Ltr 82-07 to all BHR plant llesnseas t< applicants ri 
transmittal of NUREO-0909 relative to Olnna tube rupture 

DOCKET 90-461 CLINTON POWER STATION, UNIT I W/o end NUREO LI at of NRC recipients end 

_™™— EI6ENHUT, D 0 Division of Licensing 82/04/19 Conunonuea 1 th 
A App 11 cation/cons true tion stags documents i, e orreipondenca Edison Co 7pp. 12787 196 24X Flcha 90-000,62/04/19,8204160192 


6204090379 Application for amand to CP to separata into two distinct 
requests 610831, request to extend 611001 expiration date t, 
to modify CP monitoring requirements 

KOCH.L J rillnola Power Co 62/03/29 DENTON. H R Of flea of 
Nuclear Reactor Regulation, Director 2 pp 12926,348. 24X 

Flehe. 90-461, 82/03/29, 0204090379 


'04130084 Requests addl info ra "fast scram" hydrodynamic loads on 
control rod drive ays, In response to vendor info re 
potential reportable condition applicable to BHRs. 

HILLER, J ft Btandard 1 lat Ion i< Special Projects Branch 62/03/29, 
KOCH,!. J Illinaii Power Co 3pp 12661, 196 24X 

Flcha 90-461,62/03/29,6204130064 


B204060060 Advises of incorporation of position papars on Licensing 
Ravlew Oroup ll Issues Subsequent position papers will be 
incorporated as developed. 

MULLER, 0 £ Illlnole Power Co. 62/03/30 MILLER. J R 
Standard liat Ion it Rpecial Projects Branch Ip. 12993.290 24X 

Flcha' 90-461, 82/03/30, 6204060060 


1204060033 Advises that plant designs will comply w/acc*ptanee 
criteria for Marl III LOCA~related pool dynamic loads 
transmitted w/620316 Itp 

HULLER.O. E Illinois Power Co 62/04/02 HILLER. J R 
Standardltation 1, 6peclal Projects Branch. Ip. 12993,341. E4X 
Flche: 90-461, 82/04/02. 8204060036. 


1204060089 Updates facility const schedule. Stop wort order issued 
820119 still In effect Ic will not be lifted for several 
weeks. 

4aCH,L.J Illlnole Power Co. 82/04/02. DENTON, H R. Office of 
Ivclear Reactor Regulation, Director 2pp 12999 289 24X 

*1 Che: 90-461 , 82/04/02. S 204060069. 


14120295 Forwards ravlied preceduras ra ALARA prggrams reviews L 
ommlttee actions, par Radiological Assassmant 6ranch 
■tques t. ProBs dure 0AP1920 OIN not wrl tten. Procedure 
’tPIB94. UN cancelled. 

JLLER.O.E IlllnDle Power Co. 82/04/07. HILLER, JR Assistant 
trector for Safety Asssaimant. Ip. 12636.036. 24X 

I Che. 90-461, 62/04/07, 6204120299. 


204120297 Revision 1 to Procedure 0APie9g. OON, "ALARA Program" 
PUyTEft, D 8 Illinois Power Co 81/03/01, 14pp. 12636 037. 24X 

Flehe 90-461, 62/04/07, 8204120299. 


34120260 Revision 1 to Procidure 0AP1B99. OIN, "ALARA Rsvitws" 
dARRia, R, E. Illinois PowsT Co. 81/04/10. 23pp 12638:091. 24X 

'lehe; 90-461, 82/04/07, 6204120299, 


8204210299 Oenerlc Ltr 82-09 to ell power reactor 1 > censees, app 1 1 c ai,l s 
for 0L,NSS6 vendors i, reactor vendors re environ 
qua! if i cats on of safety-related electrical equipment 
NRC position re qualification requirements end. 

EISENHUT, 0 O Division of Licensing 62/04/20. HAUSPURO.A 
Consolidated Edison Co of New York BAUER, E 0 Philadelphia 
Electric Co HITHER6,B D Portland General Electric Co 16pp 
12662 337 24X Flche 90-000,62/04/20.8204210295 


82042304B9 Forwards 820416 computerited listing of status of 
outstanding 4< confirmatory issues U license conditions for 
facility for review 

HULLER.O E Illinois Power Co 62/04/20 HILLIAMS, J H 

Standardliati on 6 Special Projects Branch ISpp 12617 162 124X 

Fiehe. 90-461. 82/04/20, 8204230489 


8204270331 Informs that current schedule far const completion i, fuel 
loading Is Jan 1964 Commercial operation projected for Aug 
1904. 

KOCH, L J Illlnoif Power Co. 82/04/21. DENTON, H R Office of 
Nuclear Reactor Regulation, Director, ip 12349 034 24X 

Flche 90-461,82/04/21,3204270331 


6204270349 Responds to NRC 820303 request & 320326 ltr re Cpnflmatory 
Isaut 7 Data assesses impact on masonry walls of using tower 
damping values it Ignoring joint re inforcement Two aversim 
drawings end Aperture cards available In PDR 
HULLER.O E Illtnols Power Co 32/04/23 MILLER, J.R. 
fttandardl tati on <> Special Projects Branch 9pp 12894 244 FdX 
Ficha 90-461, 82/04/23,3204270349 


6204280316 Requatts that schedule for conet completion date be aiteniid 
from 811001 to 831001 

KOCH.L J. Illlnait Power Co 82/04/23 DENTON, H. R Office of 
Nuclear Reactor Regulotion, Director tp. 12869 066 24X 

Fiehe- 90-461, 82/04/23,6204280316 


C. Utility Environmental Report (ER), amende 6 correspondence 


6204140164 Forwards Suppl 3 to environ rept-OL stage 

KOCH.L J. Illinois Power Co 62/04/09 DENTON. H. R Office of 
Nuclear Reactor Regulation, Director, ip. 12665 217 24X 

Flche’ 50-461, 82/04/09, 8204140164. 


—8204140166 Suppl 3 to environ rept-OL stage. 

» Illinois Power Co 82/04/30 39pp 12669' 216 24X 

Ftchs 90-461,82/04/05,6204140164. 


E. NRC Safety Evaluation Report (8ER), supple i< correspondence 


14120261 ftavieion I to Procedure OAP1093, 02N, "ALARA Committee", 
■IARRI8, R E Illinois Power Co, 31/03/04. ISpp 12638:074. 84X 

^Iche’ 90-461,82/04/07,8204180299, 


>4120270 Revision i to Prceedops OAPie97, OON, "Radiation Protection 
fanual", 

lUOENE, T H. Illinois Rower Co, 79/12/06. 47pp, 18636.036. 24X 

•Ichs: 90-46 1 , 62/04/07. 8204180299. 


8204010823 Confirms 820316 telcon re SER Conf Irmatory Issue 64 Submits 
calculations to support UHS sedlmsntatlon of 262 acra-ft 
during PHF Infp will be Incorporated in F8AR amend 
MULLER, O.E Illinois Power Co 62/03/24 MILLER, JR. 

Standardl lati on l< Special Projects Branch. ISpp. 12477:391, 24X 

Flcha; 90-461, 82/03/24,6204010223. 


6204160167 Forwards info re 6ER Bectlbn 6 4, Outstand ing Issue 10 on 
control room doits, per Reg Ouldt 1,92. 

HULLER.O, E Illinois Power Co. 62/04/12. HILLER, J.R. 
Btandardliatl on t. Special Projects Branch. 3pp. 12699.861. 24X 

Flehe: 90-461, 88/04/12,8204160167. 
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6204210499 Foruarils response to Ouestion 6 re degraded core hgdrogen 
controlj assoc lated u/Conf irmatory Issue "Containment 
Strength Analgsea " Response should close out issue 
UULLER.O E Illinois Pouer Co 82/04/13 HILLER, J R 

Standard i lat i on St Special Projects Branch 2pp 1260S 21&i 24X 

Ftche 50-461,62/04/13,8204210495 


8204160006 Brief supporting Prairie Alliance supplemental Contention 5 
NflC orgument that contention is generic is w/o merit since 
NAC failed to address sgs interaction lesue adequatalg in 
8ER Certlrieate of Svc encl 

W1ULMAN.pl Illinois, State of 82/04/12 Commlsslanera 7pp 

12697 090 2 4)( Flche 90-461,82/04/12,02041*0006 


8204270234 Forwards OE paper, "Analgsls of Fleilble Conduit Used as 
Electrical Fault Separation Barrier Within POCC, “ b 
description of Sargent 6 Lundg sketch of protection cable 
segregation, presented at 820209 meeting.per 8ER 
HULLER, O E Illinois Poiuer Co 82/04/20 HILLER, J R 

Standar d 1 la t i on t, Special Projects Branch 2pp 12892 391 24X 

Flche 50-461,62/04/20,8204 270234 


— 6204270243 Paper entitled, "Analgsls of Flexible Conduit Used as 
Electrical Fault Separation Berriei Within PGCC, "presented 
at NRC 620209 meeting in Bethesda.MO 

SHirH.E D General Electric Co 82/02/05 Bpp 12892 393 24X 

Flche 90-461,82/04/20,8204270234 


F Securitg, medical, emergencg t< fire protection plans 


8204010344 Foruerdt Revision 3 to phgsical securitg plan Revision 
withheld iref 10CFR2 790) 

HOCH,L J Illinois Power Co 82/03/23 DENTON, K R Office of 
Nuclear Reactor Regulation, Director Ip, 12481 248 24X 

Flche 50-461,02/03/23,8204010344 


O Adjudicatorg correspondence 


B20401D39L Motion for leave to file statement of issues per 
lOCFRS 715tc> Issues re QA/QC program 6 evaluation for 
adverse sgs interaction meet procedural requirements of 
speciflciig Certificate of Svc encl 

HILLMAN. P L Illinois, State of 02/03/26 Commissi oners ^pp 
12476 354 24X Flche 50-461,82/03/26,8204010391 


8204010244 Advises that all parties notified of final rule, 10CFR91 53 
<C > , pr ec luding contentions on need for power or alternative 
energg sources In OL proceedings Rule should serve as basis 
for sua sponte dismissal of Contention 3 
GODDARD, R J Hearing Branch 2 82/03/31 CLARK, H L , 

FERGUSON, 0 A , PARIS, 0 H Atomic Safetg and Licensing Beard Panel 
9pp 12477 134 24X Flche 50-461,82/03/31,8204010244 


— B204010247 "Elimination of Review of Financial Qualifications of 
Electric Utils in Licensing Hearings for Nuclear Power 
Plants," final rule lOCFfi Parts 2 & 50 

CHILK, S J Office of the Secretarg of the Commiisian 82/03/24 
31pp 12477 139 24X Fiche 50-461,82/03/31,8204010244 


8304080414 Bupp 1 ernental motion answers to second request for 
producblon of documents ABLB 820216 order cavers matl 
sought Certificate of Svc end. Related correspondence 
NEUMAN, R W Illinois, State of 02/03/31 Commissioners lOpp 

12611 122 24X Flche 90-461,82/03/31,8204080414 


9204190169 Brief supporting Prairie Alliance 82032* supplemental 
contentions Proof of svc encl 

KODNER, v) L Prairie Alliance KODNER, J L Kodner, J L 82/04/12 
Atomic Gifotg and Licensing Board Panel llpp i2723 319 24X 

Flche 50-461,02/04/12,8204190169 


9204190069 Forwards US Court of Appeals for DC Circuit memarandum re 
People Against Nuclear Energg vs NRC, Case 81—1131 W/o encl 
GUTIERREZ. J M Hearing Branch 3 82/04/15 CLARK, H L > 

FERGUSON, 0 A , PARIS. OH Atomic Safetg and Licensing Board Panel. 
Ip 12726 074 24X Flche* 80-4*1, 82/04/19. 8204190069 


0204190170 Reiponie opposing State of IL 82032* motion for leave to 
file etatement of losuts Procedural requlrsments governing 
Intervenors applicable to intereited participation of Icsuas 
raised to be litigated Certificate ef Svc encl 

GUTIERREZ, J M Hearing Branch 3 oaODARD, R J Hearing Branch 2 
82/04/19 Atomic Safetg and Licensing Board Panel. t9pp 
12723 333 24X Flche 90-461,82/04/15.8204190170 


8204200040 Response opposing Prairie Alliance 820326 proposed 
supplemental contentions Intervener improperlg used filing 
to cure defects of previous contentions rejected bg ASLB 
Certificate of Svc end. 

OUTIERREZ.J M Hearing Branch 3. GODDARD, R J Hearing Branch 2 
82/04/1* Atomic Bafetg and Licensing Board Panel tlpp 
12742 321 24X Flche 90-461 , 82/04/ 1* , 8204200040 


S2042000S5 Forwards NRC info response to Prairie Alliance Contention ja 
re testing of spent fuel transfer sgs Info will be used as 
basis For 820428 meeting 

OQDDARD, R J Hearing Branch 2 82/04/1* KODNER.vl L Kodnor, U L 

9pp. 12742 311 24X Fiche 50-461.32/04/16,0204200099 


8204280364 Motion for protective order re production of documents on 
qualltg rapt sgs. Sgs based on util vice-p re i ident /plant 
personnel agreement that repts would be confidential 
Disclosure would breach trust M/Car tif 1 cate of Svc 
FOX.C, D Illinois Power Co. FOK,C D Schiff. Hardin & Uaite 
82/04/22 Conunissioners 7pp 12870 068 24X 

Flche 50-461182/04/22,6204200364 


I Financial information 


8204200226 Forwards IL Power Co Annual Financial Rapt i9BliBagIand 
Power Cooperative, Inc Annual Financial Rept 1980 h Western 
JL Power Coop erative, Inc Annual Financial Rept 1981, per 
10CFR90 7lb 

MULLER, 0 e Illinois Power Co 82/04/14 DENTON, H R Office of 

Nuclear Reactor Regulation, Director Ip 13743 269 24X 

Flche 50-461,02/04/14,8204200226 


8204260209 Forwards NRC 820330 memorandum h order, CLr-02-6, informing 
US Court of Appeals for DC that psgcholog leal health 
noncogni lab le under Atomic Energg Act 

OODDARD. R. J Hearing Branch 3 03/04/01 CLARK, M K , 

FEROUBON, G A , PARIS, O H Atomic Safetg and Licensing Board Panel 
Bpp J2039 147 24X Fiche 50-461,82/04/01,8204260209 


8204160001 Answer in opposition to State of IL 820331 eupplementel 
motion to compel answers to second round request for 
production of documents Util agreed to produce documents 
specific In nature Certificate of Svc end 

VAN SUaTEREN. W Illinois Power Co VAN 8U8TEREN, H Schiff, Hardin 
it Waite 92/04/12 Atomic Safetg and Liceniing Board Panel 
lOpp 12690 272 24 X Flche 50-461,82/04/12,8204160001 


— 6204200229 Annual Financial Rapt 1981 

AEILTS, L W Western Illinois Power Cooperatlvo, Inc 82/04/14 
40 pp 12743.270 34X Fiche 50-461,83/04/14,8204200226 


— 8204200230 Annual Financial Rept 1980 

a Sogland Power Cooparatlve, Inc 82/04/14 l*pp. 12743 286 
24X Ftche* 90-461, 62/04/ 14, 8204200226 


--8204200234 Annual Financial Rept 1901 

KELLEV, W 0 III mats Power Co 82/04/14. 16pp 12743*302 24) 

Fiche 50-461102/04/14,8204200226 


K Utilitg Final Safetg Analgsls Report (F0AR ) li amends 


8204160002 Answer in opposition to State of IL motion for leave to Pile 
statement of issues Neither issue submitted bg State meets 
epeclflcitv requirements Certificate of Svc end 

VAN SUBTEREN. W Illinois Power Co VAN 6U8TEREN, W Schiff, Hardin 
U Waite 82/04/12 lOpp 12698 262 24X Fiche 90-461,82/04/12, 

8204160002 


8204070368 Forwards Amend 14 to FBAR. 

KOCH.L J tllinois Pouiar Co 82/03/31 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ip 12574:300. 24X 

Ficha 90-461, 82/03/31, 8204070368, 


02041*0009 Response In opposition to Prairie Allianca 620326 proposed 
supplemental contentions Two contentions are outslda hearing 
scope L remaining six fail to meet 10CFH2 714{b) basis li 
4 p*ci^lcitu r Ctrtiflcatf of Svc tncl 

VAN SUSTEREN, M Illinois Power Co VAN BUSTER EN, M Schiff, Hardin 
a< Welte S2/04/12 Atomic Safetg and Liceniing Board Panel 
14pp 12696.242 24X Flche 90-461,62/04/12,8204160005 


— 6204070401 Amend 14 ta F8AR. 

e Illinois Power Co 02/03/31 200pp 12974 309, 24X 

Fiche* 50-461, 82/03/31, 0204070368 


8. Inspection reports, IE Bulletins It correspondence 


0202040113 IE Info Notice 02-08, "Check Valve Failures on Dlasel 
Generator Engine Cooling Sgs." W/svc list 
a Director's Office. Office of Inspection and Enforcemant. 
62/03/26. 4pp 128*2.355 SdX Flche 90-000,82/03/26,0202040113 
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8204010318 ForuArds StS 4v>r«lts drAwlnBC rtfsrrad to In util 
priiarvlc* Intp pragram tubnl tt*d U/B20223 Itr. Orawlng Hit 
•fici Apfrtur* card* ar« avallabla In PDR 
WULLENaO E Ullnol* Pouei- Co BZfQS/Zh. IJILLTAHStJ H 
Standardl latj on i Bparial Proj^acti Branch 7pp. I2-4B’0, 150 24X 

Flcha- 90-461. 82/03/26.8204010318 


92041S0121 Confirms 820408 matting u/util in Ragion 3 ofcs to discuss 
licsnsaa raaponsa to Idantlfiid nonconformanea & 
dlscrapanc las t. anforcamant actions 

NORELIUS. C E Pivlsion of Enginaarlng «i Tachnlcal Programs 
02/04/06 OEfiSTNER. W C Illinois Powar Co Ip. 12637 096 24X 

Ficha 90-461. 82/04/06, 8204120121 


820422O49B Foruards IE Inip 8apt 90-461/82-04 on 820216-0331 No 
noncompllance notad. 

BPES&ARD. R. L. Division of Ppqjact It Baildant Programs. 82/04/07 
0ER8TNER. W C Illinois Pouiar Co 2pp. 12808 108 24X 

Flcha 90-461,82/04/07,8204220498 


— 8204220904 IE Insp Rapt 90-461/82-04 on 820216-0331 No noncompllance 
notad Major ar»ai Inspactad conat activities Including matl 
lagdoun 6 storage area, program' control area ti electrical 
(iiaidlng actlvitiaa. 

LIVERMORE, H. H, I MALKER. R D. Region 3, Office of Director 
02/04/07. 4pp 12808 110 24X Fi che: 90-461, 82/04/07. 8204220490. 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies in Hide Range 
Prassura Instrumtnte l/sad in Ue* tingh auee Daslgnad Plante " 
eve list end 

JORDAN, E L. Division of Engineering b Oualltg Assurance, 82/04/09 
63pp, 12878 342 24X FI Che ■ 90-000, 82/04/09, 0202040 1 42 


8204220369 Ack receipt of 811216 St 820316 itrs Informing NRC of steps 
taken to correct violations noted In I£ Insp Rept 
90-461/81-24. 

SPES8ARD, H L Division op Project fa Resident Programs 02/04/20 

OERSTNER.U C Illinois Pouer Co. Ip 12809 039 24X 

Flche 90-461.82/04/20,8204220363 


— B20422D370 Reipondi to NRC Itr re violations noted In IE Insp Rept 
90-461/81-24 corrective act lone: Inl t let ed first Interaction 
surveillance fa eat conservative interim Interaction 
eeparation criteria. 

KOCH.L J Jlllnoie Power Co 81/12/16 BPESBARD, ft L Divio Ion 
of Reildent fa Project Inspection. 9pp 12308'D4a. 24X 

Flche: 90-461, 82/04/20, 8204220369. 


8204220375 Supple 811216 response to NRC Itr re violations noted 
in IE insp Rept 90-461/81-24. Add! corrective actlone:AIE 
Procedure Pl-cP-034 will be revised to reflect requirement 
for maintatninfl program controlo 

0ER8rNER,M C. Illlnote Power Co. 82/03/16 fiPESSARD.R.L 
Division of Project fa Resident Programs 3pp, 12809:049, 34X 

Flche- 90-461,82/04/20, 8204220369 


2040143 IE Info Notice 82-12, '’'Surveillance of Hydraulic Snubbers." 
/end SVC list. 

JORDAN, E L. Division of Engineering fa Quality Assurance. G2/04/2I, 
t4pp 12873001. 24X Flche'90-OOO,Q2/O4/8t, 8202040143 


Reportable occurrencei, LERs fa related correspondence 


>4210137 Part 21 rept re HMA relays w/contact leads not fully 
.neulatedi Inl t lal ly reported 810708 No operating BURs 
itlllie subj RMA relays. AH potential problems will ba 
'Orrected before etertup 

IKERNOOO, 0 S Oeneral Electric Co. 82/04/01. DEVOUNO, R. 0. 
iirector's Office. Office of Inspection and Enforcement 4pp. 
2804 001. S4X Flche 90-000.82/04/01,8204210137. 


>4270504 Interim deficiency rept re SfaL soil charec ter 1 sties error in 
tation deeign. AE l< NaSS supplier analytical work completad. 
nal determination re reportab 1 1 Ity ehould be available In 
days. 

ISTNER.If C, Illinois Power Co 82/04/13. KEPPLER, J O Region 3, 
'ice of Director. tp. 12893.341. 84X Flche' 90-461, 82/04/13. 

14270904. 


70008 Interim deficiency rept re ground faulte In Instruaient cable 
to termination ipiice practicee, i-nltial ly reported 
'316. Sic terminated IE Instrument cablag may be affected, 
astlgatlon continuing. 

8TNER, W C. Illinois Power Co. 82/04/16 KEPPLER, J.C. Region 3, 
ice of Director 2pp 128921282, 24X Fiche; 90-461, 82/04/16, 

4270008. 


DOCKET 90-462 CLINTON POWER STATION, UNIT 2 


A App 1 icetlon/constructlon stage documents fa correspondence 


8204050379 Application for emend to CP to separate into two distinct 
requests B10B31, request to ectend 011001 eipiretlon date fa 
to modify CP monitoring requirements 

KOCHrL J Illinois Power Co 02/03/29 DENTON, H R Office of 
Nuclear Reactor Regulation, Director. 2pp 12928 349 24X 

Flche 50-461. 02/03/29,8204090379 


8204290443 Notifies of fee for 760224-811120 review of Unit 2 Oi. 
application NRR review costs will be hilled to Unit i upon 
Issuance of OL 

MILLER, W O License Fee Menagemont Branch. 82/04/08 KOCH, vl 
tlllnols Power Co 2pp 12899 102 24X Flche 90-462, 82/04/ OB. 

8204290443 


8204160152 Otnerlc Ltr 82-07 to ell BWR plant licensees fa eppllconts re 
transmittal of NUREO-0909 relative to Oinna tube rupture 
W/o encl NUREO List of NRC recipients end 

EIBENHUT, D <J Division of Licensing. 82/04/19 Commonwealth 
Edison Co 7pp 12787 196 24X Flche 90-000,62/04/19.82041 60153 


0204210295 Oeneric Ltr 02-09 to ell power reactor 1 icensees, app 1 icaiits 
for OL.NBSS vendors fa reactor vendors re environ 
quell flcetion of safety-related electrical equipment 
NRC position re quel if icatlon requlrimants encl. 

EISENHUT, D 0 Division of Licensing 82/04/20 HAU6PUR0, A 
Consolidated Edison Co of New York BCOUILLEiJ J. Potomac Electric 
Power Co BERRY, 0 T Power Authority of the State of New York 
IGpp. 12862 337. 24X FI ch«‘ 90-000, 82/04/20, 8204210299 


C Utility Environmental Report (ER), amends fa corree pondenes 


8204140164 Forwards Suppl 3 to environ rept-OL stage 

KOCH'L.J II tinols Power Co 82/04/09 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ip 12669-217 24X 

Flche 90-461, 82/04/09,8204140164. 


F Security, medical, emergency fa fire protection plant 


6204010344 Forwards Revision 3 to physical security p Ian. Revisl on 
withheld fref 10CFR2 790) 

KO'CH, L J Illinois Power Oo 82/03/23 DENTON, H R. Office of 
Nuclear Reactor Regulation, Director ip 12481-248 24X 

Flche 90-461,82/03/23,8204010344 


1 Financial In formation 


6204200226 Forwards IL Power Co Annual Financial Rept 198t)8avland 
Power Coopara tl ve, Inc Annual Financial Rapt 1980 fa Western 
IL Power Coop eratlve, Inc Annual Financial Rept 1981, per 
10CFR50 71b 

MULLER, OE IllinoH Power Co 82/04/14 DENTON. H R Office of 

Nuclear Reactor Regulation, Director. ip 12743 269 24X 

Flche- 90-461, 02/04/14, 8204200226 


—8204200229 Annual Financial Rept 1981 

AElLTSiL M Western Illinois Power Cooperetlye, Inc 82/04/14 
40pp. 12743 270 24X Flche 90-461,82/04/14.8204200226 


— 8204200230 Annual Financial Rept 1980, 

e Sogland Power Cooperative, Inc 02/04/14. 16pp 12743 2B6 
24X Flche- 90-461, 82/04/14,8204200226. 


—8204200234 Annual Financial Rept 1931 

KELLEY.WO Illinois Power Co. 02/04/14. 16pp 12743 302, £4X 

Fiche; 90-461. 02/04/14,8204200226 


Q Inspection reports, IE Bulletin! fa correspondence 


6202040113 IE Info Notice 82-08, "Check Valve Failures on Diesel 
Oeneretor Engine Cooling 8yt. " W/svc list 
« Director's Office, Office of Inspection end Enforcement, 
02/03/26, 4pp. 12062.399 24X Fleh e. 90-000, 82/03/26, 8202040113. 


6204010318 Forwards 218 overtiie drawings referred to in util 
pretervica insp program submitted w/820283 ltr, Drawing list 
sncl, Aperture cards ere avellebla in PDR 
WULLER, 0 E ntlnols Power Co. 82/03/26, WILLIAMS, J.H 
Standardl latl on fa Gpacial Projects Branch. 7pp. 12480,190 24X 

Flche- 90-461, 82/03/26, 8204010318. 
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S204iSDi21 Confirm* 830408 meeting w/utll in Region 3 ofct to dlacues 
licensee response to identified nonconformance (t 
discrepancies S< enforcement actions 

NORELlilSi C E Division of Engineering U. Technical Program* 

03/04/06 OERSTNERiW C Illinois Poioer Co ip 12637' 096 aeX 

Fiche 50-461i 83/04/06> Q3D41201S1 


9204090340 Answers & objections to JT Dohertg fourth set of 
interrogatories re TX PIRO Contention 31 & Quadre* matters 
Certificate of Svc end Related correspondence 

ROZZELLiS e Houston Lighting ft Power Co RClZZELLiS E Baker <i 
Botts B2/03/S9 Atomic Safety and Licensing Board Panel 4t>pp 
13999 059 34X Fiche 90-466i 02 /03/39 , B304080340 


8203040143 IE Info Notice 82 - 11 , "Potential Inaccuracies In Hide Range 
Pressure Instruments Used in Uestinghouso Designed Plants " 

SVC list end 

JOROANi E L Division of Engineering t< Quality Assurance 82/D4/09 
63pp 12870 342 34X Fiche 30-000, 02/04/09. 82030401 42 


8304030014 Decision ALAD-67 1 , af f i rming ASLB decision denying 
Aleiander petition to intervene ASLD assessment of 
untimollnesi of petition free of raatl error Issue raised 
no longer cognliablc 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 
12pp 12521 191 2 4X Fiche. 90-466. 02/03/31. 8204 050014 


R 

Q2/03/31 


B302040I43 IE Info Notice 82-12, "9urve 1 1 lane e of Hydraulic Snubbers 
U/encl SVC list 

jCRQAN.E L Division of Engineering t. Quality Assurance 02/04/31 
64pp 13873 001 24X Fiche 50-000,83/04/21,8302040143 


S Reportable Occurrences, LERs & related correspondence 


8204210J37 Part 21 rept re HMA relays ui/contacl leads not fully 
Insula ted> ini t la 1 ly reported 810708 No operating DHRs 
utilise subj HMA relays All potential problems will be 
corractad before startup 

SHERWDQD, O 0 Qeneral Electric Co 82/04/01 DEVOUNO, R C 
Dlrcctor''s Office, Office of Inspection and Enforcement 4pp 
12804 001 S4X Fiche 90-000.82/04/01,8204210137 


0204270504 Interim deficiency rept re BbL soil characteristics error In 
station design AE t< NB9S supplier analytical uork completed 
Final determination re repor tab 1 1 1 ty should be available in 
90 days 

OERSTNER, H C Illinois Power Co 82/04/13 KEPPLER, J 0 Region 8. 
Office of Director Ip 13893 341 24X Fiche 30-461,82/04/13, 

8204270504 


820437000B Interim deficiency rept re ground faults in Instrucnent cable 
due to termination splice prac t Ices, ini tial ly reported 
020316 SI I terminated IE instrument cables may be affected 
Investigation continuing 

QERSTNER, N C Illinois Power Co 82/04/16 KEPPLER, J C Regions, 
Office of Director 3pp 12862 283 34X Fiche 50-461,82/04/16, 

0204370000 


0204080+77 Answers & objections to fifth sot of interrogatories 
Certificate of Svc end Related correspondence 

RDZZELLi 8 E Houston Lighting 6 Power Co RQZZELL.S E Daksr 8, 
Botts 82/03/31 Doherty, J F 17pp 13999 194. 2+X 

Fiche 50-466,82/03/31,8204080+77 


0204080489 Objections to retiueit for admission* Requests untimely. 
Irrelevant to issue* before ASLB 6 ejtremely *■ unduly 
burdansome Certificate of Svc encl Related coTreapondence 
RASKIN, D B Houston Lighting & Power Co RASKIN, D 0 
Lower ste i n, Ne uman, Roll, A* e 1 rad 6; Toll 82/04/03 Doherty, .IF 

6pp 12599-046 24X Flth* 50-466,82/04/03.8304000485 


8204130201 Forward* applicant answers (, objection* to J Doherty «l»th 6 
seventh set* of Interrogatories re Quadret Rept Related 
corresponderc e 

ROZZELL.S E Baker i Botts 02/04/09 STEPHENS, C R Docketing t< 
Service* Branch Ip 12636 090 24X Fiche, 50—466,82/04/09, 

0204130301. 


— 020+130207 Answers & objection* to Doherty *i»th set of 
interrogatories Related correspondence 
R.0Z2ELL,a E Houston Lighting (c Power Co 82/04/09 
Doherty. 0 F. 33pp 12656 099, 34 X Fiche 50-466.83/04/05, 

8204 1 3020 1 


— 8204130210 Answers l< objections to seventh set of Intorragatorl es 
Certtflcate of Svc end Relatsd correspondence 

HOZZELLiB E Houston Lighting L Power Co ROZZELL.S E Baker (i 
Botts 02/04/05 Doherty, J F. 34pp 12696 134 24X 

Fiche 50-466,89/04/05,8204130201 


DOCKET 90-466 ALLENS CREEK NUCLEAR STATION, UNIT 1 


A Appli cat ion/ construe t ion stage documents b correspondence 


9204220179 Forwards final rule on licensing requirements for pending CP 
mfg license applications t, NUREO-OTIS, Revl slon 2 SER 
comparison to new requirements revealed util commitment* 
t, CP conditions conform to NUREO W/o NUREO 
TEDE&CQ, R L Assistant Director for Licensing 82/02/05 
GOLDBERO, J H Houston Lighting 6 Power Co 23pp 12B21 296 S4X 
Fiche 50-466,82/03/05,0304220175 


8204270569 Board Notification 82-31 forwarding Info re hydrodynamic 
load* in control rod drive sys due to fast scram actuation 
TEDESCO. R L Assistant Director for Licensing 02/04/06 Atomic 

Safety and Licensing Board Panel 9pp 12872 107 24X 

flcha 90-000,82/04/06,8204270569 


0 Adjudicatory correspondence 


0204080569 Forward* OH Ooldberg testimony on technical qualifications. 
LJ Sas testimony on TX PIRO Add I Contantloh 31 l< applicant 
response to JF Doherty request for document* Related 
correspondence 

ROZZELL.S E Baker b Botts, ROZZELL.S E Houston Lighting *, Power 
Co 02/03/26 STEPHENS, C R Docketing ft Service* Branch. Ip 
12606 345 24X Fiche 50-466,82/03/26,0204080569 


— 0204090575 Forward* QA Program ln*p Rept 99900509/B2-01 on 020111-15 
No noFicompl lance noted 

POTAPdVS, U Division of Vendor b Technical Programs, 82/02/17 
TENZERiB E Ehasco BervUes, Inc, iiubi of Ensereh Corp 5. Epp 
12607 014 24X Fiche 50-466,02/03/26,8204080569 


0204130204 Advises of typographical error In applicant answers b 
objecblons to Doherty fifth set of in terrega tori* s Related 
corr espondenc e 

ROZZELL.S E Doker b Hott* ftOZZELL.B E Houston Lighting t, Power 
Co, 82/04/05 STEPHENS, C R Docketing b Services Branch 1 
12656.361 24X Fiche 50-466,82/04/05.8204130284 


8304140137 Admit* truth of Item* 160-163 in 020323 request for 
admission* Relevance not admitted Related e orrespondanc e 
ROZZELL.S, E Bakar b Botts RQZZELL, 8 E. Houston Lighting b Power 

Co 02/04/06 DOHERTY, J F Doherty, JF Ip 12666 122 24X 

Fiche- 50-466, 02/04/06, 8204140137 


0204140167 Forwards applicant answers to Doherty second b third sets of 
Intarrogatort ■*, Ouestlons 29 b 0, respec tl ve 1 y< re Quadrex 
Rept. Related correspond enc * 

ROZZELL.S E Baker b Botts ROZZELLrB E Houston Lighting b Power 
Co 82/04/06 Docketing b Services Branch Ip 12665 ' 899 24X 

Fiche 50-466,83/04/0610204140167 


— B204140171 Ansuiar* to second b third sets of intsrr ogatorla*. 3u«stioni 
29 b 8 resp tc ti valy, re Quadrex Rept Certificate of eve end 
Ra lated correspondsnee 

ROZZELL, J. 0 Kouiton Lighting b Power Co RDZZELL.J.O Baker b 
Botts 02/04/06 Doherty, J, P 6pp 12665:296 24X 

Fiche 30-466, 92/04/06,8204140167 


0204130114 Order ruling on Doherty (notion* Request dtd 920309 for 
production of Bechtel Ouadrex Rept review moot fine* 
applicant furnishad rapt on 020316 Hotlan of 020319 for 
subpoena of Quadrex Corp ampldytes denied w/o prejudice, 
LINENBEROER, 0, , HOLFE. 8 J. Atonic Safety and Licensing Hoard Panel 
82/04/08 Spp 1269S'l52. 24X Flcha 90-466,82/04/08.8204130114 


— 8204080579 Ra*pon*« to JF Doherty 20th b 2i *t requests for 
Certificate of Bve end 

ROZZELL, 6 E Houston Lighting b Power Co ROZZELL, B, E 
Botts 02/03/26, Doherty, JF dpP 12607 016. 24X 

Fiche, 30-466, 82/03/86,8204090569 


documants 
Baker b 


0804070953 Motion fur ABLE to call UE Sell* as witn*** for TX PIRO Add) 
Coftfc*ntton 31 (( Qu^dr^x-^rftlittd Tiitiflianv 

• ipiain iijKg NRC did not iffimtdijittJy obtain Quadrox Rapt 
Cfffclf tcat^ of Svc «ncl* ^ ^ 

DOHERTY, J F Doh.rty.J F BA/03/^ w‘LI‘82/03/29 ‘*‘‘="’**'’9 

Board Panel t6pp 12577 087 S+X Fiche 90-466,82/03/29, 

8204070553 


8204230094 Order Incorporating ASLD rulings at 8204 12 hearing re TX 
PIRO 820405 mation to enter counsel for CTOss-examinatlon b 
to reconsider 820128 order Motion denied but TX PIRQ 
permitted to submit written cr oss-examina t ion queitlon*. 

HOLFE. 8. J Atomic Safety and Llctnmlng Board Panel 82/04/20 
Texas Public Interest Research Oraup, Ip 12818 074 24X 

Fiche 50-466,82/04/20,8204230094 


8204260079 Supplemental finding* of fact On TX PIRO addl Contention 31 
re technical qualifications Certificate of Svc end 
COPELAND, J 0 Houston Lighting b Power Co COPELAND, J, 0, Baker b 
Pott*. 82/04/21 20pp, 12840,110 24X Fiche 50-466, 82/04/81 , 

8204260079. 
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DOCKETED ITEMS 


8204260343 Suimltt*! qP Coflttntlon SB rt applic4nt conduct on roportlng 
vioJationf 4t plant Cortlficata o# Svc and 

DDHERTViJ F Dohorttfi J. F 82/04/22 Atomic Safatg and LiCBnaing 
Board Panfl 12pp I2B6S 203 24X FI che: 50-466, B2/04/22. 

8204280349 


— 8204280357 Forward 1 chroTiolog 1 cal listing o# avants rr Quadroi Rapt NRR 
projact managar awapa of rapt axlstanca almost from 
baglnnlng Util did keep KRC Informad but potential 
ilgniflcanca not made known in ttmalg fasblon 

DIRCKB.W J Dfflca of the Eiacutlva Dlractor for Pperatlons. 

82/12/19 BRADFORD, P A Commlsslonars 3pp 12663’ 219 24X 

Fiche 30-466,83/04/22,6204280343 


0 Inspection reporti, IE Bullatlns t< corraspondancr 


8204090347 Foruardi IE Bullatin 82-01, "Altar ation of Radiographs of 
Ualds in Piping Subai samb 1 las " No ipaclflc actions 
raquirad 

COLLINS, J T Ragion 4, Offlci of Dlractor 82/03/31, Public 
Saryica Cd< of Colorado Bpp 12629 293 24X FichP^ 50—000, 

82/03/31, 6204090347 


8202040142 IE Info Notica 62-11, 'Totantial Inaccuracias In Ulda Ranga 
Prasturt instromanti Usad in Ua at Inghousa Dasignad Planta, " 

Svc list and 

JORDAN, £ L Division of Englnaaring h Oiralitg Asiuranca 82/04/09 

63pp. 12878 342 24X F 1 cha- 50-000, 82/04 /09, 82020401 42, 


8202040143 IE Info Notica 62-12, "Burval 1 lane a of Hgdraullc Snubbara. '' 
W/encl svc Hat 

JORDAN, E.L Dlvitlon of Englnaaring t, Qualltg Assuranca 82/04/21, 
64pp, 12873 001 24 X FJ cha. 50-000, 82/04/2 1 , 8202040143 


— 8204020416 No npropr 1 atarg "CPC/CEAC Protection Algorithm Taat Plan • 
a Combustion Englnaaring, Inc 82/03/31 I9pp 12501 164 24X 

Flcfia 50-470,82/03/30,8204020415 


8204220280 Advi its that arteniive parlod of time will bt req,uired for 
a d ague t a rasp on sa to NRC 820326 raquas t for add! InFo ra 
CES5AR rapid daprassuri cation C-E ownars group will aid In 
defining program to respond 

SCHERER, A E Combustion Englnaaring. Inc 02/04/19 TEDESCQ.R L 
Assistant Dlractor for Licanslng ip 1S806 001 S4X 
FIcha: 50-470, 62/04/19, 02O422O2BO 


E NRC Bafatg Evaluation Report (SER), suppli L correap ondanco 


8204060004 Forwards rapt on time to loss of offsite power following 
turbine trip for Sys 80 plants, per util 820212 subovlttal 
to closeout 8£R confirmatory items ra CE5SAR FSAR Chapter 19 
ana Igsas 

SCHERER, A E Combustion Englneorlng, Inc 82/03/31 EIEENHUT, D 0 
Division of Licensing i7pp 12330 161 24X Fiche 50-470.82/03/31, 

8204060004 


K Utility Final Safety Analysis Report <F8AR) ti amend* 


8204200020 Forwards Amend 7 to CE8SAR-F List of topics of revision 
enc 1 

SCHERER, A E Combui t ion Engineering, Inc 82/04/16 MILLER. U It 
Stenderdi cat i on I, Special Projects Drench 4pp 12747 135 24X 
plcha 50-470,82/04/16,8204200020 


— 02O42DDO33 Amend 7 to CESSAR-F 

e Combustion Englnatring, Inc 82/03/31 700pp, 1S747 139 24X 

Ficha: 90-470, 82/04/16, 8204200020 


T. Hearing trenscripti on non-ant i trust matters 


820408056? Forwards JH Ooldbarg testimony on technical qui 1 If 1 c at lanS, 
LJ Sas testimony on TX PIRO Add 1 Conttntlon 31 b applicant 
response to JF Doherty request for documents Rtlatad 
correspondanc a, 

ROZZELL, 6 E. Qaksr b Botts RQZZELLiS. E Houston Lighting b Power 
Co 82/03/26 STEPHENS, C R Docketing b Bervices Branch. tp. 

12606 34S 24X Ficha . 50-466, 82/03/26, 820408056? 


— 8204080971 Supplemental tastlmony of JH Ooldberg nn tachnlcal 
qualifications Brown b Root terminates due to lack of 
engineering produc b I vi ty, not due to allegations In Quadras 
Rapt, 

OOLDBERSiJ H Houston Lighting b Power Co 82/03/26 6pp. 
12606 346 24X Fiche. 50-466, 82/03/26,8204080969 


1204080973 Testimony of LJ Baa on TX Plrg Add 1 Contention 31 ra aundre* 
Rapt. Rept raises no issue as to whether Ebaseo can properly 
engineer project Prof qualifications and 

SAStL J Ebaseo Ssrvicss, Inc, {subs of Enssreh Corp. } 8A8>L. J. 

Houston Lighting b pDwar Co. 82/03/26. 24pp 12606-352 24X 

Fiche 90-466, 82/03/26, 820408056? 


204190269 Transcript of 820412 hearing in Houston, TX. Pp 21,327-21,528. 
« Atomic Safety and Licensing Board Papal. 02/04/12 2D3pp 
12720:395 24X Ficha: 90-466, 82/04/12, 82041 90269 


3204190247 Transcript of 820413 hearing in Houston, TX 
Pp 21,529-21,786. 

• Atomic Ssfaty and Licensing Board Patial. 82/04/13 297pp, 

12726-202 24X Fiche 50-466,82/04/13,8204190247 


8204190099 Transcript of 620414 haarlng.Pf 21,787-22,027 

• Atomic Safity and Licensing Board Panel, 82/04/14. 242pp. 

12729-071 24X Fiche; 50-466, 82/04/14, 8204 1 90095. 


DOCKET 8TN-50-470 CEBBAR BrBTEM 80 


A. Applicetlon/constTuetlon stage document* b correspondence 


8204020415 Forwards proprietary h nonproprlatary documentation packages 
for Sys SO plants ra raactor powar cutback sys, 

eCHERER.A E Combustion Englnaaring, Inc. 82/03/30. EISCNHUT, D. C. 
Division of Licanslng. 6pp, 12501:088 84X Ficha; 50-470,82/03/30, 

8204020418, 


—8204020416 Nonproprlatary "Bafaty Evaluation of Reactor Power Cutback 
Sya " 

a Combuitton Englnaaring, Inc, 83/03/31. sepp, 12901:094, 24X 

Fiche 50-470,82/03/30,8204020415. 


DOCKET 50-471 PILGRIM NUCLEAR POWER STATION, UNIT 2 


A App 1 1 cat i on/conitruc tion stage documents b correspondence 


8203190001 Oenaric Ltr 82-05 to ell licensees of operating power 
raactor* re post-TMI requirements 

EtSENHUT, D 0 Division of Licensing 82/03/19 HAUSPURO, A 
Consolidated Edison Co of New York SWITZER, D C Connecticut 
Vankaa Atomic Power Co LINDER, F Dalrylend Power Cooperative. 
7pp. 12513 128, 24X Ficha 90-000,82/03/19,8203190001. 


8204220226 Requests fee be remitted for review of withdrawn 
app I Icatlon 

HILLER, W, O, License Faa Manage ment Branch 82/04/18. HOWARD. E 
Boston Edison Co Ip, 12821 002 24X Fiche 50-471, 82/04/15, 

8204220226 


—0204220233 Lists actual expenditures for prof effort b contractual 
support sys from filing to withdrawal Money collected should 
bt put In deferred account since authority to collect feet 
for withdrawn applications challengsd 

MILLER, W O Llesnse Fee Management Branch 02/O4/i5, HAN10N,W T 
Financial Operations Branch tp 12821 001 24X 

Fiche. 50-471, 82/04/15, B204S20226 


— 8204220235 Advises of costs Incurrsd In rtvisw of withdrawn 
application 

MILLER, W D License Fee Management Branch 82/04/19 License 
Faa Management Branch 2pp 12821 003 24X Fiche; 50-471. 

82/04/19, 8204220226. 


8204210295 Generic Ltr 82-09 to alt power reactor 1 Icenseee, app 1 i cants 
for OL.NBSS vendors b reactor vendor* re snviron 
qua 1 if ication of sa f ety-ralatad alactrical aquipment 
NRC position re qua 1 if ica t ion requirements sncl, 

EISENHUT.O 0 Division of Licensing 82/04/20 HAUSPURO, A 

Consolidated Edison Co. of New York JONEStJ A Carolina Power b 

Lighted, RANDAZZA.J B. Central Maine power Co. iSpp 12862-337 
24X Ficha- 90-000, 82/04/20, 8204210295. 


DOCKET 8TN-S0-48S WOLF CREEK OENERATINO STATION 

A, App licetlon/censtruetlon stage documents b correspondence 


8S02100394 Forwards edd'l info re geotechnical engineer Ing, in response 
to NRC 811231 ltr. Info will be Incorporated into Revision 6 
to FEAR, Ten oyersiie drawing* end Aperture cards are 
available in PDR. 

KOESTER.G, L. Kansas Oat b Electric Oo. 82/02/04. DENTON, H R. 
Office of Nuclear Reactor Regulation, Director. 6pp. ]1922'264. 
24X Fiche: 50-482, 82/02/04, 8202100394. 


—8204020417 Nonproprlf bary "CPc/CEAC Softwara Mode for Bye BO. ** 

a Combustion Engineering, Inc. 82/03/31. 32pp, 18901:132. 84X 

Fiche 50-470,62/03/30,8204020418 
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■0ZO2tOO4j3 "Proc*i{uro» Completion & Filling In»p of Hoin 
Heoervoir " Incomplete Sarpent li Lurtdy pi* oeejfore* it three 
overslre drautnpB end Aperture cards are available In PDR 
CONROYi P 0 Dames t< Moore B1/01/0& 1S?PP 11922 3B2 
Ft Che so-has. BS’/0S/04, 8202100394 


Dam ti 
S4X 


□ 204230050 Mottflcation of 820317 meeting u/utll to discuss 
seismic site-specific itrectoral analysis 

HOPKINS) J □ Licensing Branch 1 S2/03/17 VOUNOBLOOD, B J. 

Licensing Dranch 1 app 12834 323 a4X Flche 50-482,92/03/17, 
6204230050 


E IcRC Safety Cvaloatlon Report ISERl, luppls & correspondence 


9204220539 SAFETY EVALUATIQM REPORT RELATED TO THE OPERATION OF HOLE 
CREEK OENEflATINO BTAT ION, UNIT NO I Docket Wo BTN 50-462 
IKansas Oas And Electric Compang, et al ) 

• Office of Nuclear Reactor Regulation, Director NUREO-OSBl 
82/04/30 eoopp Available at NTlS t9 00 12826 001 24 X 

Fiche 50-482,82/04/30,0204220539 


F Security, medical, emergency (, fire protection plans 


0204210600 Summary of 020319 meeting la/utll In Bethesda.MD re seismic 
ilte-speclf ic structural analysis applicable to facllitg 
HOPKINS. J B Licensing Branch 1 82/03/25 Licensing Branch 1 

4pp 12794 0 50 24X Flche 50-482,62/03/25,8204210600 


0204060005 Foruards KS Oeologlcal Survey conclusions re reflection 
seismic profile run across Neosho River Lineament Info nou 
Incorporated Into Unit 1 OL application 

KOESTERiO L Kansas Oas ti Electric Co 82/03/31 DENTON, H R 
Offics of Nuclear Reactor Regulation, Director 2pp, ISSSO 178 
24X Fiche 50-482,62/03/31,8204060005 


•8204060014 Informs that no problems or areas of dieagrssmtnt found 
during rsvtew of facility FBAR gsologlc b salsnlc sections 
w/r»sults of Neosho River Lineament 1980 saismic profUa. 

WILBON, F U Kanaas. State of 82/02/12 LEFEVRE.H NRC •• No 
Detailed Affiliation Olven Ip. 12S50 180. 24X 

Flche 50-482,82/03/31,8204060005 


8204060057 Advises that RTD bypass loop flow rata periodical 
verification Is not nacessary Rsyuasts NRC riconetder 
matter Results of analysis re RTO loop transport dtlay time 
tncl Proper valva alignment ullt be verified, 

PETRICKiN A Standardlted Nuclear Unit Power Plant System 
62/04/02 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4p p 12555 269 24X Flche 30-000,82/04/02.8204060057 


62040B0436 Forwards info comparing essential sve uetir sys pumps to 
guidelines for d amonstrat Ion of operability of deep draft 
pumps. In response to NRC 811117 Itrs 

PETRICKiN A Standardlted Nuclear Unit Power Plent System 
02/04/02 DENTON, H R Office of Nuclear Reactor Rtgulation, 
Director 6pp 12607 049 24X Flche 50-000,82/04/02.0204080436 


8204050065 Forwards Revision 1 to security training b qualification 
plan Revision withheld (rtf I0CFR73 21) 

KOESTERiO L Kansas Oas 6 Electric Co 82/03/31 DENTONiH R 
Offlct of Nuclear Rsactor Regulation, Director 3pp 12513 291 
24X Fiche 50-482.82/03/31.8204050063 


8204090152 Requests copies of 1 Ic enses/app 11c ant requests for 
eiteniion or eicmptlon re Implementation of 10CFR73 21 
Only Haddam Neck b Hlllstonc have submitted fees b fee 
forms 

TREMPEftiL License Fee Management Branch 82/04/05 Office of 
Nuclear Reactor Regulation, Director Ip 12633 S60 24X 

Flche 50-000, 82/04/05, 8204090 1 32 


0. Adjudicatory correspondence 


8204080905 Bvcond request for production of documents Certificate of 
Sve end. Related correspondence. 

SILBERO. J E Kansas Oas b Electric Co SILBERO, J E Shaw, Pittman. 
Fotti b Troubridge 6S/04/01 Salava, HE, Intervenor 4pp 
12590017 24X Flche 50-482,82/04/01,0204080905 


— 8204030519 Second set of interrogatories Related correspondence 
SILBERO. J E Kansas Oas b Electric Co SILBERO, J E Shaw. 
Pittman, Potts b Troubridge B2/04/01 Salava, H E , 
Intervanor 16pp 12598 021 24X Fiche 90-482.82/04/01, 

8204080905 


— 8204080521 Second request for production of documents Related 
corre sponde ncc 

SILBERO, J e Kansas Oat b Electric Co B2/O4/0I Christy, H , 

Intervenor 2pp 12599 037 24K Ft che. 50-482. B2/04/01. 

8204080505 


B204I6027I Forwards results of annunciator pr lorlti tation study, in 
response to MUR £0-0737, Item I D. 1, “Control Room Ottlgn 
Reviews " Two overslee figures end Aperture cards are 
available In PDR 

PETRICKiN A Standardlied Nuclear Unit Power Plant System 
02/04/12 DENTON, H « Of flea of Nuclear Reactor Regulation, 
Director 23pp 12706.264 24X Fich e. 50-000, 82/04/ 12, 6804160271 


6204300127 Revises 810722 commitment to Otneric Ltr Bl-01, Utli complies 
w/requlram»nts of Ren Oulde 1 146 for design b const of 
FecDity 

KOESTERiO L Kansas Oas b Electric Co 82/04/14. DENTON, H R 
Office of Nuclear Reactor Reguietlon, Director 3pp. 12740 040 
24X Fiche 90-402.82/04/14,8204200127. 


8204160155 Otneric Ltr 82-08 to all PUR plant liceneets b applicants re 
transmittal of NUREO-0909 relative to Olnna tube rupture. 

N/o tncl NUREO List of NRC raciptents end 

E18ENHUT. DO. Division of Llceniing. 82/04/16 HAUSPURO.A 
Consolidated Ed 1 eon Co of Now York 7pp. 12767.203. 24X 

Flche 50-000.82/04/13,8204160155 


9204210295 Oenirlc Ltr 82-09 to ell power reactor 1 Icenseos , epp licents 
for OLi NS8B vendors b reactor vendore ro environ 
qualification of safety-related electrical equipment 
NRC poaltlon re qualification requlramente and 
E18EMHUT, D 0 Division of Llcehelng 82/04/30 HAUSPURO.A 
Contolldatad Edison Co. of New York. MAIEH.J Roeheator Oas b 
Electric Corp. MATTIMQE, d J. Sacramento Municipal Utility District. 

I Bpp 1 286 2 : 337. 24X Flche' SO-OOD, 02/04/ 20, B20 421 0293. 


— 8204080527 Second set of Interrogatories Related correspondence 
elLBERO. J E Kansas Oas «< Electric Co SILBERO. U E Shaw, 
Pittman. Potts & Trowbridga 62/04/01 Chrietg. H. , Intervenor 
16 pp 12598 039. 24X Flche 50-482,82/04/01,8204080505 


8804280063 Hotion for dismissal of financial qualifications contention 
& of Kansans for Sensible Energy Contention Is intervenor 
only contantion & Is moot due to NRC final rule on financial 
qualifications Certificate of Sve one 1 

SILBERO, J E Kansas Oat b Electric Co SILBERO, J E Shaw, Pittman, 
Potts b Troubridge 02/04/23 Atomic Safety and Llceniing Board 

Panel 6pp 12871 041 24X Flche. 50-482, 82/04/23. 8204280083 


8204280004 Forwards SER (NUREC-OSail b Callaway SER (NUREO-OBSO) b 
Euppl 1 U/o end. 

KARHAN.H Hearings Division 82/04/26 OLEASDN, J P . 

ANDERSON, 9 C , LEEDS. sP V Atomic 8efetg and Licensing Board Panel 
ip 12870.242 24X Flche. 50-482.62/04/26. 8204280004 


8204300173 Advises that NRC will not reply to applicant 020423 motion 
for dismissal of Financial qualifications contention b of 
Kansans for Sensible Energy as party NRC filed similar 
motion on sane day 

KARHAN.H Hearing Branch 2 82/04/20 OLEASON, J P . LEEDS, J V . 

ANDERSON, 0 C Atomic Safaty and Licensing Board Panel. Ip 
12891 337 24X Fiche . 50-402. 32/04/20, 8204300173 


H Antitrust correspondence 


D NRC Oraft/Flnai Environmental Statements. lUppI# ti cerrt spo ndence 


6204070497 Comments on 020118 ltr trensmitting DE8. Instream flow 
•nhfltfiodol provldtf* for »tr*»«flow 

required for recreation. _ ___ - , 

BLANCHARD. B Inter ior, Dept of. 82/04/03. 

Licensing Branch 1, 4pp 12979:077.' 24X Fiche; 50-483, 02/04/02, 

8204070497 


S204230S55 Former ds. for rsvlsu b comment. draft OL antitrust review 
finding of no significant change 

VOLSER, BH Antitrust Division. 82/04/21 BROWN, D. U 
Justice, Dept of llpp 12815: 192. 24X FI che: 50-483, 82/04/21. 

6204230353. 


0 Inspection reports, IE Bulletins b correspondence 


6204130176 Forwards IE Insp Rept 80-482/82-01 during Jan b Feb 1982 Na 
nonconpl lance noted. 

SEIDLEiH. C Dtvtsinn of Resident, Reactor Project b Engineering 
Programs. 82/03/26 KOESTER.S.L. Kansas Oas b Electric Co 2pp 
12636 316 24K Flche 50-483.82/03/26,8204130176 
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DOCKETED ITEMS 


82042B0343 Suboilttal Contention 58 rt applicant conduct on raportlnp 
violations at plant CartiPicats ot 8vc oncl 

DDHERTYi J F DohertyiJ F 8S/04/82 Atonic Safety and Licencing 
Board Panel ISpp 12369 S03 S4X Fiche 50-4664 SS/04/32< 
8204800849 


“-B204S80397 Foruiards chronological listing of events re Quadra > Kept NRR 
project manager auare of rept eiistence almost from 
beginning i/bil did keep NRC Informed but potential 
significance not made knoiun in timely fashion 
D1RCKS<U J Office of tna Executive Director for Operations 
02/12/13 ORADFORO/P A Commlieloners 3pp 12869 219 24X 

Fiche 50-466,82/04/22,8204280345 


— 8304020416 Nonproprietary "CPC/CEAC Protection Algorithm Test Plan ■ 
e Combustion Engineering' Inc 82/03/31 19pp 12901 164 24X 

Fiche 90-470, 82/03/30, 82040204 1 5 


0304220280 Advises that extensive period of time ulll be required for 
adeguate response to NRC 820326 reguest for addl info re 
CE5SAR rapid depressuriiation C-£ ouners group uill aid in 
defining program to respond 

SCHERER, A E Combustion Engineering, Inc 82/04/19 TEDE6C0. fl L 
Assistant Director for Licensing Ip 12006 001 84X 

Fiche 90-470,82/04/19,8204220280 


E NRC Safety Evaluation Report (SER), suppls t, correspondence 


0. InspectlO'n reports, IE Sulletlns t, corresp ondcnce 


6204090347 Foruards IE Bullstin 82-01, “Alteration of Radiographs of 
llsids In Piping Suhassemb lies *' No specific actions 
required 

COLLINS, J T Region 4. Office of Director 82/03/31 Public 
Service Co of Colorado 3pp 12639 293 24X Fiche 90-000, 

82/03/31, e204090347 


8202040142 IE Info Notice 62-11, “Potential Inaccuracies in Ulde Range 
Pressure Instruments Used in Uestlnghouse Designed Plants “ 

Bve list end 

JORDAN, E L Division, of Engineering (, Quality Assurance 02/04/09 
63pp 12870 342 24X Fl che. 90-000, 82/04/09. 8202040142, 


8202040143 IE Info Notice 02-12, "Surveillance of Hydraulic Snubbers " 
U/encl SVC list 

JORDAN, E L Division of Engineering 6 Quality Assurance 82/04/21 

64pp 12873 001 24X Flch* 90-000, a2/04/2t< 8202040143 


8204060004 Foruards reft on time to lost of offsite pouer follouing 
turbine trip for Sys 80 plants, per util 820212 submittal 
to closeout BER confirmatory items re CE8SAR F9AR Chapter 15 
analyses 

SCHERER, A E Combustion Engineering, Inc 02/03/31 EISENHUT.O 0 
Division of Licensing 17pp 12530 161 24X Fiche 50-470,82/03/31, 

8204060004 


K Utility Final Safety Analysis Report (FSAR > t, amends 


6204200020 Foruards Amend 7 to CESSAR-F List of topics of revision 
end 

SCHERER. A E Combustion Engineering, Inc 82/04/16 MILLER. J K 
Standardliatlon 1< Special Projects Branch 4pp. 12747 135 24X 
Fiche 30-470, 82/04/16' 8204200020 


— B204200033 Amend 7 to CE8BAR-F 

e Combustion Engineering. Inc 82/03/31 700pp 12747 139 24X 

Fiche 50-470,82/04/16.8204200020 


T Hearing transcripts on non-anti trust matters 


6204080969 Forwards JH Oaldberg testimony on technical gual if icstlonsi 
LJ Bas testinonyi on TX PIRO Addl Contention 31 b applicant 
response to JF Doherty request for documents Related 
corraspondence. 

ROZZELL.a E Baker b Sotts ROZZELL.BE Houston Lighting b Power 

Co 62/03/26 STEPHENS, C R Docketing b Services Branch ip 
12606 345 24X Fiche. 90-466. 62/03/26. 8204060969. 


— 6204060971 Supplemental testimony of JH Goldberg on technical 
goal 1 flcail ons. Drown b Root terminates due to lack of 
engineering productivity, not due to allegations in Quadrex 
Rept 

OOLDBERQ. J. H. Houston Lighting b Pouer Co 82/03/26 6pp 
12606 346 24X Fiche 50-466,82/03/26.6204000569. 


— 8204080973 Testimony of LJ She on TX Pirg Addl Contention 31 re Quadrox 
Rept. Rept ralees no Issue as to uhsther Ebatco can properly 
engineer project Prof qualifications end 

6A3i L J Ebasco Services, Inc isubs of Enserch Corp 1 8A8,L J 

Houston Lighting b Pouer Co 82/03/26 24pp 12606 352 24X 
Fiche: 80-466. 82/03/26, 8204080569 


2 hearing In Hous ton, TX. Pp 21.327-21,920 

ng Board Penal 82/04/12 203pp 

82/04/12, 8204 1 90269. 


1 2S7pp. 


DOCKET 50-471 PILGRIM NUCLEAR POWER STATION, UNIT 2 


A Application/construction stage documents b correspondence 


8203190001 Generic Utr 82-03 to all licensees of operating power 
reactors re post-TMI requirements 

EISENHUT.DO Division of Licensing 82/03/19 HAU9PUR0, A 
Consolidated Edison Co of New York SWITZER, D C Connecticut 
Yankee Atomic power Co LINDER, F Oairyland Power Cooperative 
7pp 12913 120 24X Fiche 30-000, 82/03/19, 8203190001 


8204220226 Request* fee be remitted for review of withdrawn 
application 

MILLER, W.O License Fee Management Branch 62/04/13 HOUARO.E 
Boston Edison Co Ip 12621 002 24X Fiche 50-471,82/04/15, 

6204220226 


— 6204220233 Lists actual expenditures for prof effort b contractual 
support sys from filing to withdrawal Honoy collected should 
be put in deferred account since authority to collect feet 
for withdrawn application* chattenged 

KILLER, WO License Fee Management Branch. 82/04/19 HANIDN, H t 
Financial Operation* Branch ip 12821 001 24X 

Fiche- 90-471, 82/04/15, S204220226 


--6204220239 Advise* of costs Incurred In review of withdrawn 
application. 

MILLER, W 0. License Fee Management Branch. 82/04/13 License 
Fee Management Branch 2pp 12821 003 24X Fiche- 30-471, 

82/04/15, 8204220226. 


Q504210299 Generic Ltr 82-0? to all power reactor licensees, applicants 
for OLiNSBS vendors b reactor vendors re environ 
gvallf ication of safety-related electrical equipment 
NRC position re qualif ication requirements end 
riSENHUT, D 0 Division Of Licensing 62/04/20. HAUSPURO.A 
Consolldatsd Edison Co of Nsw York. JONES, J. A. Carolina Power b 
Light Co. RANOAZZA.J fi Control Maine Power Co. 18pp 12662-337. 
84X Fiche; 50-000, 82/04/20, B2O4210299. 


1 


) 

a 


ion packages 

BENHUTiD e. 

0, 82/03/30, 

ower Cutback 
1:094. 24X 


DOCKET 6TN-90-4aa WOLF CREEK OENERATINO BTATIDN 
A Application/construction stage documents b correspondenct 


8202100394 Foruerds addl Info re geotechnicel engineering, In response 
to NRC 811231 ltr. Info will be Incorporated into Revision B 
to FSAR. Ten overtlia drawing# encl- Aperture cards ara 
available in POR. 

KOESTEfl.e. L. Kansas Qas b Electric Co. 82/02/04. DENTON, H.R. 
Office of Ndclaar Reactor Regulation, Director. 6pp 11922' 264. 
24X Ftche;50-4B2, 62/02/04, 8202100394, 


60. * 

ll 132. 24X. 



DOCKETED ITEMS 


8202100413 "ProeedursB for Completion fr Filling Insp of Main 
Aeaervoir ■' Incomplete Sargent S< Londg procedoree fc three 
overeiae drauinga end Aperture cards are evallatle in FOR 
COHROTf p J Dames & Moore Bl/Oi/06 129pp 11922 2B2 

Fithe 30-492.02/02/04(0202100394 


Dam t« 

24 X 


B204230050 Notification of 020317 meeting u/otil to discuss 
seismic *ite-sp ecif Ic structural analysis 

HOPHIMSi vl B Licensing Branch 1 02/03/ 17 YOUNOBLOOD( B J 

Licensing Branch 1 app 12034.323 24X Fiche 90-402, Oa/'OO/IT. 

020433 OOSO. 


E NRC Safety Evaluation Report (SERli suppls & correspondence 


8304220939 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF WOLF 
CREEK OENERA7INO STATION, UNIT NO 1 Docket No 8 TN SO- 402. 

IKensat See And Electric Compenyi et el I 

* Office of Nucleer Reactor Regulation, Oirecbor. NUREO-OB01 
02/04/30 aoopp. Available at NTIS 49 00 12026 001 24 X 

Flehe 90-402, 02/04/30, B2O4220S39 


F Security, medical, amergancy t> fire protection plans 


0204210400 Bummary of 020319 meeting u,/util in Bethesda.MD re seismic 
site-specific structural analysis applicable to facility 
^KINS,0 B Licensing Branch i B2/03/23 Licensing Branch 1 
4pp 12794 Oso 24X Fiche 90-402,02/03/29,0204210400 


0204050049 Foruards Revision 1 to security training 4i qualification 
plan Revision ulthheld (ref tOCFR73 21) 

RDESTER.O L Kansas Das tt Electric Co 02/03/31 DENTON, H H. 
Office of Nuclear Reactor Regulation, Director 3pp 12919 291. 
24X Fiche 90-482,02/03/31,0204090045 


8204040005 Foruarde K 8 Geological Survey conclusions re reflection 
seitnic profile run across Neosho River Lineament Info nou 
Incorporated into Unit 1 OL application 

H0E3TER, O L Kansas Oas t. Electric Co 02/03/31 DENTON. H R 
Office of Nuclear Reactor Regulation, Director. 2pp 12550 170 
24X Fiche 50-402,05/03/31,8204060005 


0204040014 Informs that no problems or arses of disagreement Pound 
during revleui of facility F 6 AR geologic t seismic sections 
Neosho River Lineament 1980 seismic profile 
WILSON, F M Kansas, State of 02/02/12 LEFEVRE, H NRC - No 
Detailed Affiliation Given ip 12550,180 24X 

Fiche. 90-40 2 , 02/03/31, 0204040009 


0204060097 Advises that RTD bypass loop flew rata periodical 
verification is not necessary Requests hRC reconsider 
matter Results of analysis re RTD loop transport dtlay time 
end Proper valve alignment wilt be verified, 

PETBICK.N A Standardlied Nuclear Unit Power Plant System 
02/04/02 DENTON, H R Office of Nuclear Reactor Regulation, 
Director. 4p p 12999.269 24X Fiche 90-000,02/04/02,8204060097 


B2040B0434 Forwards info comparing essential sve water syt pumps to 
guidelines for demonstration of operability of detp draft 
pumps, in response to NRC BI1117 Itrs 

FETRICKiN A Standardized Nuclear Unit Power Plant Bystam 
02/04/02 DENTON, H R Office of Nucleer Reactor Regulation, 
Director 4p p 12607 049 24X Fiche 90-000,02/04/02,0204080434 


0204090192 Requeets copies of 1 Icansee/applic ant requests for 
aitansion or exemption re imp lementa t ion of IDCFR73. 21 
Only Haddam Neck 4, Millstone have submitted fees (, fee 
forms 

TREMPERiL License Fee Management Branch 88/04/05 Office of 
Nuclear Reactor Ragulatton, Director Ip 12433 S40 24X 

FlChe:50-000, 82/04/09, 0204090192 


0 Ad jud i c a tor 9 coTrespantTenc e 


B2O4OSOB09 Second ranueit for production of documents Certificate of 
0VC end Related correspondence 

BILBERO.J E Kansas Oas t, Elactrlc Co SILBERO.J E Shaw, Pittman, 
Potts t, Trowbridge 82/04/01 Salava, M E , Intarvenor 4pp 

12990,017 K4X Fiche 90-402,02/04/01,0804000909. 


— 0204000519 Second eet of Interr ogat or let Related correepondence 
SILBERO, J e Kansas Oas t< Electric Co SILDERO, J E Shaw, 

Pittman, Potts t, Trowbridge. 02/04/01 Salava, K E , 
Intervenor. 16pp. 12590:081 24X Fiche 50-402,02/04/01, 

8204DB05D9 


— 82040SDSS1 Second request for production of documents Related 
corr upon dene s 

0ILBER(9,J E Kansas Oas & Electric Co 82/04/01 Christy, M. . 

Intervenor Spp 12590 037 24X FI Che. 90-402, 02/04/01, 

0804000909 


8204160271 Foruards rssults of annunciator prioritization study, in 
response to NUREO-0737, Item I D 1, ’^Control Room Design 
Reviews " Two oversize figures end Aperture cards ere 
available In PDR. 

PETRICH, N A Standardized Nuclear Unit Power Plant System 
02/04/12 DENTON. H R. Office of Nuclear Reactor Regulation, 

Dtractor 23pp. 12706 264. 24X Fiche 50-000,02/04/13,0204160271 


0204800127 Revises 810722 commitment to Generic Ltr 81-01 Util complies 
u/requlrements of Reg Guide 1 146 for design t, const of 
facll i ty 

KQESTER.O L Kansas Oas & Electric Co 82/04/14, DENTON, H R. 

Office ttf Nuclear Reactor Regulation, Director 3pp 18740 040 
24X Fiche* 90- 482,02/04/14, 0204200127 


— S8040S0527 Second set of Interrogatories Related corns spondsnee 
SILBEROfU E Kansas Gas Ii Electric Co SILBERQ, J E Shew, 
Pittman, Potts ti Trowbridge 02/04/01 Christy, tf, > Intervenor 
16 pp 1259e'039 24X Fiche. 90-402, 02/04/01, 0SO4O0O9OS 


82D4EB0DB3 Motion for dismissal of financial qua 1 1 f i cat! ons contention 
t( of Kansarvi for Sansible Energy . Con tent i an Is Intervenor 
only contention 1 is moot due to NRC final rule on financial 
qualifications Certificate of 0vc end. 

SILBERO, J E Kansas Oas & Electric Co aiLBEROjJ E ahew, Pittman, 
Potts L Troubridge. 02/04/23 Atomic Safety and Licensing Doard 

Panel App 18871041 a4X Fiche 30-482,82/04/23,0204200083 


8204160155 Generic Ltr 02-00 to all PWR 
transmittal of NUREG-0909 relative to 
H/o ancl NWREO List of NRC recipients 
EISENHUTi D 0. Division of Licensing 
Consolidated Edison Co of New York 
Fiche 90-000,82/04/15,0204160199 


plant llcenieei t, applicants re 

Ginns tube rupture 

end 

82/04/15 HAUEPURO.A 
7pp 18787; 203 S4X 


B2O4210298 Generic Ltr 02-09 to all power reactor liceneeei, af p licants 
for OL, N 8 SB vandore 4, reactor vendors re environ 
qualification of eafaty-r elated electrical equipment 
NRC position re qualifteetlon requlremente end. 

EJ 8 ENHUT. D 0. Division of Licensing. 02/04/30 KAUSPURG. A 
Consolidated Edison Co of New York. MA1ER,,J. Rochester Gas G 
Electric Corp. MATTIMOE, J J aacremento Municipal Utility District, 
10pp 12062-337 24X Fiche. 90-000, 88/04/80,0204210899. 


8204280004 Forwards BER (NUREO-Oeail (■ Callaway 8ER <NURE0-0B30) tt 
Bupp 1 1 . U/o B ncl. 

KARWAN, M Hearings Division B2/04/2A GLEASON. J P , 

ANDERSON, G C , LEEDS, J V Atomic Bafsty and Licensing Board Panel 
Ip. 12670 842 24X Flch t 90-482,82/04/26,8204200004 


0204300173 Advises that NRC will not reply to applicant 020483 motion 
for dismissal of financial qualifications contention t, of 
Keniane for Sensible Energy as party. NRC filed alznilar 
motion on tame day. 

KARMAN,M Haaring Branch 2 02/04/20. OLEABON, J P , LEEOB, J V., 

ANDEflBON.O.C Atomic Safety and Llcenalng Board Panal ip, 

12091; 337. 24K Fiche 00-402,82/04/88,0204300173. 


M Antltruet corr eepondancs 


D NRC Draft/Final Environmental Btetementi, supple b correipondence 


8204070497 Comments on 020110 ltr trenimlttlng DEB. Initreem flpu 
methodology provides technique for eetimatlng streamflew 
required for racreetion 

BLANCHARD, 6, Intarl or, Dept, of . 82/04/0!). YOUNORLODD, B J. 

Licensing Branch 1. 4pp 18S79i 077, ' 84 X 'Fiche; 50-408, 02/04/02, 

8204070497 


0204230555 Foruards. for review 4, comment, draf t OL antitrust review 
finding of no significant change. 

VOLGERrB H. Antitrust Division. 82/04/21 BROWN. D, W. 

12019: 192. 24X Fie ha: 50-402.82/04/81, 


Q Inspection reports, TE Bulletins t, corrssp ondsnea 










none ompl lance noted. 

BElDLEiH.C Division of Resident, Reactor Project «< Engineering 

IwSI'SJk Electric cSr Spp. 

13696-316 24X Flchs: 90-408, 02/03/26, 0204130176. 
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DOCKETED ITEMS 


— B204130t81 IE Insp B*pt 50-488/92-01 during Jan t Feb 1982 No 
nontomp] ianc* nobad Major ar*** irtspacbad rapalri for HVAC 
duct hangart & tupport ti followup of prevloua LERs 
VANDELrT.e t HALL.R E Dlviflon of Baiidont. Reactor Project t> 
Engineering Programa 08/03/24, 9pp I269i» 316 84X 

Flc*e SO-49a,Ba/03/a6f 8804130176 


8204260006 Foruardi rapt of finding* re allegations concerning 
dafactiva plpa hangars U/o end 

COLLINSi J T Region 4< Office of Director B2/03/30 STELLO. V 
Regional Qperatlona It Oeneric Requirements ip 12841 054 B4X 
Ftche 90-482. 82/03/30i 6204260008 


8204260151 Forward* IE ln*p Bept 90-402/82-05 on 620312 No 
noncomp 1 lance noted 

SEIDLEfW C Dlvielon of Resident. Reactor Project t< Engineering 
Programs 82/03/90 KOESTER. 0 L Kansas Oas $t Electric Co 2pp 
12836 186 24X Ficha 50-462.62/03/30.0204260191 


— 6204260194 IE Insp Rapt 50-482/82-05 on 820312 No noncompliance noted 
Major areas Inspected structural steel calculation* 
performed bg Bechtel 

TAPIA. J I . HUNNICUTT.D M Region 4. Office of Director 
82/03/29 3pp 12838 180 24X Flcti 90-482.82/03/30.8204260151 


s Reportable occurrences. tER* (< related correspondence 


8204090073 Interim deflctcncg rapt ra nonconforming Rocltbestoi cab-le. 
initlallg reported on 811119 Samples from 2/C & 4/C Cable 14 
found acceptable for equipment not safety-related Testing 
of 7/C Cable AH<7 14 Incomplete Me it rept by 830S26 
KOESTER. 0 L Kansas Oas & Electric Co 82/03/29. SEIDLE. U C 
Division of Resident' Reactor Project It Engineering Programs Ip 
12923 243 24X Flche 50-482.62/03/25.8204050073 


82040501 12 Fina 1 deficiency rept re Improperly positioned reinforcing 
steel In concrete block loal Is. initial ly reported 791219 Wort 
procedure developed to clarify It formallie const t< Insp of 
concrete masonry units 

KOESTER. 0 L Kansas Oas It Electric Co 82/03/25 SEIDLE. U C 
Division of Resident' Reactor Project I< Engineering Programs 5pp 
12519 027 24X Flche 50-482. 02/03/29. B2040S01 12 


8204130281 Interim deficiency rept re brolian springs on stab 
connectors in ITE/Oould 480-volt motor control ctrs. 
orlginallv reported on 820304 Info sent to AE for 
evaluation Me it rept will be submitted by 820907 
KOESTER. 0 L Kansas Oas It Electric Co 82/03/31 SEIDLE. H C 

Region 4. Office of Director Ip 12697 019 24X 

Flclia 30-482.62/03/31.8204130281 


8204090347 Forwards IE Bulletin 82-01. "Alteration of Radiographs of 
Helds in Piping Subassemblies.'' Mo specific actions 
required 

COLLINS. J T Region 4. Office of Director. 62/03/31 Public 
Strvlee Co- of Colorado 3pp. 12625 293 24X Flche 00-000. 

82/03/3 1 , 6204090347 


8204090391 Forwards IE Info Notice 82-10. "Following Up Symptomatic 
Repairs To Assure Resolution Of Problem *' No response 
required 

COLUINS.J T Region 4. Office of Director. 82/03/31 Public 
Service Co of Colorado 2pp 12627' 068 24X Flche 50-000. 

82/03/31. 8204090391 


8204120229 Forwards IE Insp Rapt 90-482/82-03 on 820126-29 i 0217-19 
No nonconip 1 lance noted 

SEIOLE.M C Dlvlfion of Resident. Reactor Project 6 Engineering 
Programe 82/03/31 KOESTER. O.L Kansas Oas Si Electric Co 2pg 
12638' 010 24X Ftche 50-488.62/03/31.8204120229. 


—8204120234 IE Imp Rept 90-482/82-03 on 620126-29 6 0217-19 No 
noncampliancc noted Major areas inspected* 1 icensee action on 
previous insp findings !< site tours 

STEWART. R C , HESTERMAN. T F. . HALL.R E Division of Resident. 
Reactor Project h Engineering Programs. 8S/'03/29 9pp 
12636 018. 24X Flche, 50-402. 82/03/31.8304120229 


8204190500 Interim deficiency rapt re crimped terminal lugs in main 
control panel s. initially reported 820126 Rework plan 
developed for main control pan* Is. aux i I lary relay racks 6 
local control stations Final rept util be submitted 820605 
KOESTER, 0 L Kansas Oas 6 Electric Co 82/04/08 SEIDLE, U C 
Region 4. Office of Director Ip 12678 I lO 24X 
Flche 50-482,82/04/08.0204150500 


B204270319 Interim deficiency rept re nonconforming nuclear coatings 
In reactor bldg Test program consisting of two phases 
developed to evaluate accep tab i 1 i tV of nonconforming 
coatings Status of tests will be reported by 820901 
KOESTER. 0 L Kansas Oas ti Electric Co 02/04/20 SEIDLE. H C 
Division of Resident. Reactor Project If Engineering Programs Ip 
12853' 194 24X Flche; 90-482. 88/04/20. 8204270319, 


8204270442 Interim deficiency rept re failed studs on essential svc 
water pipe support embed plate Impact of higher ground 
acceleration on pumphouse will be resolved prior to final 
evaluation of failed etuds Next rept by 820623 
KOESTER, o L Kansas Oas 6 Electric Co 82/04/80 EE I OLE. U C 

Division of Resident. Reactor Project Ii Engineering Programs Ip 
12849 003 24X FI c he ' 90-482. 82/04/20, 8204270442 


T Hearing transcripts on non-antitrust matter* 


8204190498 Forwards IE Info Notice 82-09, "Cracking in Piping of Makeup 
Coolant Lines at BhU Plants, '* No written respans* requested, 

COLLINS. J T. Region 4. Office of Director, 82/03/31, Public 
Service Co of Colorado, 2pp 12689 039. S4X Flche' 90-000, 

82/03/31 . B204 1 S049B, 


6302040142 1£ Info Notice 88-11. "Potential Inaccuracies In Wide Range 
Pressure Instruments Used in Wcstlnghnuse Designed Plants '' 

Svc Hat end 

JORDAN. E. L. Division of Englnearlng h Ouallty Assuranci 82/04/0? 
63pp. 12878 342 84X FI che; 90-000, 82/04/09, S202040I42 


8204260265 Forwards IE Insp Rept SO-4B2/62-OS r* matter raised in 
B20217 Itr ’Question* resolved. U/o end 

BEVFRir.K.V Region 4' Office of Director 82/04/09 DQDBON, M 
Bldco. Inc Ip 12839-308, 24X Flche 90-482. 82/04/09, 6204260265 


S20437038S Forwards IE Investigation Rept 90-492/81-07 on 810409-10 «> 
0526-29, No no ncompl tanco noted 

SEIDLE. 14. C. Division of Resident' Reactor Project b Engineering 
Programs 82/04/14. KOESTER. O.L Kanoas Oae 6 Electric Co 2pp. 
12852:236 24X FI ch*' 50-462, 82/04/14. 6204270388 


—8204270399 IE Invoetlgatlon Rop t 50-482/81-07 on 610409-10 6 0926-29 No 
noncompliance notad. Major araa Inspacted: allegatione ra 
fabrication of safoty-related pipe hanger from 
nonaafcty-r elated scrap motel. No evid'ance uncovered 
DRISKILL' D. D. I VANDEL.T.E,, MADSEN. 0 L. Division of Resident. 

Reactor Project (i Engineering Programe 81/07/17. 9pp. 

1 2892; 238 S4X Flche- 50-482. '82/04/ 1 4 . 820 4 270388 


8202040143 IF Info Notice 82-12. “Surveillance O'f Hydraulic Snubbers *' 
W/end «ve Hat, 

JORDAN' E. L. Division of Engineering I. Quality Aesuranee 82/04/21, 
64pp, 12873.001 24X Flche. 90-000. 82/04/21. 8202040143. 


820428027B Transcript of ACRS 620421 hearing In Emporia. K8 Pp 1-212 
* ACRS - Advieory Committee on Reactor Safeguards, B2/04/2I. 
2I4pp 12869.191 24X Flche 30-482. 82/04/21. 8204280278 


6204280265 Transcript of ACRS B20422 hearing in Emporia. K8 Pp 213-344 
Vltugraphs ancl. 

e ACRS - Advisory Commltte* on Raaetor Safeguards 82/04/22, 

337pp 12864 034 24X Fichs- 90-482. 82/04/22, 8204280269 


DOCKET 8TN-90-4a3 CALLAWAY PLANT. UNIT I 


A Appllcation/constructlon stage documents 6 correspondence 


920422062? Respond* to FOIA request for sii categorlts of documents re 
termination or temporary ceesation of const on nuclear 
projaets Documents listed on App A end, 

FELTON. J M Division of Rules and Racords, 82/03/09. BELL. N. 
Coalition for Safe Power Bpp. 12827: 163. 84X 

FiChe. 90-000. 82/03/09,8204220629 


B2040600>57 Advise* that RTD bypass loop flow rat* periodical 
verification is not neceesary Raquasts NRC reconsider 
matter Results of analysis re RTD loop transport delay time 
end Proper valve alignment will be verified. 

PETRICK.N.A Stendardiied Nuclear Unit Power Plant System 
82/04/02 DENTON, H R. Office of Nuclear Reactor Regulation' 
Director 4pp 12998-269. 24 X Flche- 90-000. 82/04/02, 8204060057 


8204080436 Foruardi Info comparing aeaenttal tyc water eye pumps to 
guldellnsB for demonstration of operability of deap draft 
pumps, in respon** t-o NRC 811117 Itr* 

PETRICK.N A StandardKad Nuclear Unit Power Plant Systam 



DOCKETED ITEMS 


6304120437 Submits follouup response t 
projected for Jun 1983 uf/eommer leal 
esrig in i964iper util 811013 1 tr 
CQUSHERTV.C d Union Electric Co 
Nuclear Reactor Regulation) Director 
Fiehe S0-4B3, ea/’04/06, 0304120437 


0 NRC 010529 Itr Fuel 
operation expected 

82/04/Oi DENTONi H R 
Spp 12&39 ISit 


lead date 


Office of 
24X 


— 8204000492 Revises B20114 original response to NRC 811219 Itr re 
violations noted in IE Insp Rept S0-483/81-2S Corrective 
actions revised UF-303 to require closer evaluation of cable 
tension calculations 4< inonltorlng Rauork completed 620129 
SCHNELL, D.F Union Electric Co 82/03/29 NORBLlUS.eE 
Division of Engineering tc Technical Programs 4pp 12599 230 
24X Fiehe* S0-4B3. 82/04/01 , 8204080476 


6204160271 Poruards results of annunc iator pr ioriti latUn studg. In 
response to NURB0“0737 j 1 tern 10 1. "Control Room Deslon ’ 
Revleus " Tuio overslie figures end Aperture cards are 
evailable in PDR 

PETfilCK. N A Standardized Nuclear Unit Power Plant Sust.m 
62/04/12 DENTON. H R Office of Nuclear Reacto? Refjjtauon. 

Director S3pp 12706 264 24X Fiehe. 30-000. 02/04/12. 6204160271 


8204140175 Informs of upcoming special team assissment of conet progr 
at facilitg Data to be announced Designation of person to 
assemble info it act as liaison w/tean requested Complete 
access of teem members to facility also requested 

KEPPLERiJ 0 Region 3. Office Of Director 62/04/08 BC KNELL. Q F 

Union Electric Co 2pp 12669 199. 24X Fiehe 90-483.82/04/081 

8204140179 


6204210299 Oeneric Ltr 62-09 to all poi 
for OL.NSSS vendors 6 reactor vendor 
qualification of safatg-related tlac 
NRC position re qualification requlri 
EI5ENHUT. D 0 Division of Licensing 
Consolidated Edison Co of New York 
Fiehe 90-000.62/04/20.8204210299 


er reactor 1 leenisis. app 1 Icants 
re environ 
rical equipment 
ments end 

Ba/04/ao HAUSPUflO. A 
IBpp 12662 337 a4X 


B202040142 IE Info Notice 82-1 
Pressure Inetru/nenti Ustd in 
Bye lift end 

dORDAN, E L Division of Eng 
63pp 12878 342 24X Fiehe 


> “Potential Inaceuraeict In Nidi Rang 
Nestlnghouse Designed Plants “ 

nearing & Quelitg Assurance 82/04/09 
90-000. 82/04/09. 6202040142 


0 Adjudicatory correspondence 


8204090128 Forwards rsply to other parties' propossd findings of fact 
Applicant assumed. In preparing reply findings, that A6LB wilt 
grant motion to receive Joint Interveners Exhibit 78 into 
evldtnco W/Certlf Icate of Bve Related correspandence 
BAXTER. T A Shaw. Pittman. Potts <. Trowbridge BAXTER. T A 
Electric Co 02/04/09 OLEASON, J P , BRIOHT, 0 0 , KLINE. J 
Atomic Safoty and Licensing Board Panal App 12627 396 
Fiehs 50-463,82/04/09,8204090120 


Union 


R 

24X 


02042204 96 Forwards IE tnip Rspt 90-483/62-02 on 820316-19. No 
noncomptiancs noted 

SPE89AR0. R. L Region 3. Office of Director 82/04/09 SCHNELL. D I 
Union Electric Co. 2pp 12806.264 24X Fiehe 90-483.82/04 /09. 

8204220496 


—8204220498 IE Inep Rept 90—483/82—02 on 820316-19 No noncempl lance 
noted Hajor areas Inspected struetursl steel welding, 
installation 4. documentation, inspae tor i dentl fled actions. IE 
bulletins 1. circulars. 

NEISLER.J H . KONKLIN. U E. Region 3, Office of Director. 

82/04/09 6pp 12806 266 24 X Fiehe 50-463,62/04/09,8204220456 


•8204090131 Reply to other partlei' findings of feet «< conclusions of 
law 

BAXTER. T A . OALEN. R E Union Electric Co BAXTER. T A Shaw. 
Pittman. Potti & Trowbridge 02/04/05 Blpn 12627-360 34X 
Fiehe 80-483,62/04/05,8204090120. 


82042203S4 Ac k receipt of 820402 ltr informing NRC of steps taken to 
correct violations noted in IE Inrp Rept 50-463/62-01. 

NDRELtUS. C. E Division of Engineering 6 Technical Programs 
82/04/12 8CHNELL.D.F Union Electric Co Ip 12608018 24X 

Fiehe* 50-483, 82/04/12.8204220354. 


8204130132 Eumnarliei 820401 meeting in Columhla.MO re litlgetion of 
JO Reed emergency planning contentions 8vc list end 
BAXTER. T A Shaw. Pittman, Potts 4 Trowbridge BAXTER. T, A Union 
Electric Co 02/04/06 OLEASON, J P , BRIOHT. 0 0 . KLINE, J R 
Atomic Sefety and Licensing Board Panel 4pp 12699 298 24X 

Fiehe 80-483,82/04/06,8204130132 


8204290308 Memorandum 4 order granting Joint Intervinors motion to 
open record to admit Joint Interveners Exhibit 76 AppHcsnt 
Exhibit 20 4 NRC affidavit also admitted Interests of 
justice 4 fairness dictate opening of record. 

OL.EA6ON1J P Atomic Safety and Licensing Board Panel 62/04/26 
Joint Intervenors-Cal lawag, 3pp. 12884 266 24X 

Fichf 90-483, 08/04/26,8204290308. 


I Financial information 


8204270276 Forwards Annual Financial Rept 1901. 

eCHNELL, D F, Union Electric Co, 62/04/16 DENTON, H, R Office of 
Nuclear Reactor Regulation. Director. 2pp. 12693:200. 24X 

Fiehe- 90-483, 02/04/16, 0204270276. 


—8204220360 Retpohde to NRC 020308 ltr re violations noted in IE lns{ 
Rept 50-483/82-01. Corrective actions* test program 
coordinator will review status of open items monthly 4 
submit rept for evaluation 

SCHNELL. D F Union Electric Co 82/04/02. N0RELtU8,C.E Regioi 
3. Office of Director 4pp 12809 019. 24X Fiehe 90-483, 

02/04/12, 0204220394. 


0202040143 IE Info Notice 82-12. “'Surveillance of Hydraulic Snubbers ' 
M/sne 1 SVC list. 

JORDAN, E. L. Division of Engineering 4 Quality Assurance 62/04/Sl 
64 pp 12673:001. 24X FI che 90-000, 82/04/21, 6202040143 


DOCKET STN-90-4a4 TYRONE ENEROV PARK, UNIT 1 


A App 1 1 eat 1 on/ construe tl on stage documents 4 corrstpondtnee 


“0204270283 Annual Financial Rept 1981 

« Union Electric Co. 82/02/22. 36pp 12893'202 24X 

Fichf 50-463.62/04/16, 0204270276. 


J Insurance t, indemnity Information 


8204010267 Forwards Endorsemsnt 10 to ANI Policy NF-264, 

BUCKLES, J Marsh 4 McLennan, Inc, , M 4 M Nuclear Consul tants, Inc. 

Div 62/03/24 8ALTZMAN. J. Assistant Director for State 4 Llesnsee 

Relations, 2pp 12461*029 24X Fiehe 90-483,62/03/24,6204010267. 


Q Inspection reports. IE Bulletins 4 correspondence 


0202040113 lE Info Notice 82-08, "Check Valve Failures on Disssl 
Oenerator Engine Cooling 6ys " H/evc list . _ . . 

» Director's Office. Office of 

62/03/26 4pp, 12662 395, 24X Flch e, 90-000. 82/03/26. 6202040113 


6204060476 Aek receipt of 820329 ltr ®S_***'’* * * 

correct violation noted in IE Insp ,“*7 o. ......1,. 

N0REL1U8,C.E Division of Engineering 4 Technical Program 

62/04/01 BCHNELL. D F Union Electric Co, if 12999.229. 

Fiehe: 90-483, 62/04/01, 0204080476 
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DOCKETED ITEMS 


SS04810S98 6»n»T’ic Ltr S2-09 <;a a 1 1 pou»r na ctor 1 Icanaani app I ieants 
Per OUtKags vantfor* & raaetor vandor* ra anvlroni 
qualification of taf ati^-ralatad elactrleal aqulpnant 
NRC poaltlon ra qualification r ■ qulrarnanti and 
eiSENHUT, D 0 Division of Llcanalng. 82/04/30 HAW3PORO<4 
Consolidatad Edison Ce of Naui York. 18pp ISa&S 337 24X 

Flcha g0-000< BS/04/S0. 8304310290 


I Financial Information 


8204140397 Annual Financial Rapt 19B1. 

AlllSH.K U. . BRIOOS, P. If Rochester Oas «> Electric Corp 83/03/03 
41pp 12670 094. 24X Flehe 90'-000> 82/03/03* 8204140397 


0 inepactlon raportii IE Bulletins & correspondence 


3202040142 EE Info Notice Q2~lli ''Potential Inaccuraciss in Uida Range 
Prtifura Initruminte LTsad in Me i tlngJi ousa Daslgnad Plants " 

Svc list end 

JORDAN) E 1. Division of Engineering b Quality Assurance, S3/04/09 
&3pp 13878 343. 34X Flcha 90-800.82/04/09)8202040143. 


6203040143 IE Info Notice 62-l2i "Surva 1 1 lane a of Hydraulic Snubbers " 
W/ancl svc 11 at. 

JORDAN) E U Division of Engtnesrlng (■ Quality Aesurance. 82/04/21 
64fp. 12073’OO1. 24X Fiehe' 30-000)83/04/21,8202040143 


DOCKET 8TM-90-4BA CALLAWAY PLANT, UNIT 2 

A Appllcatlon/eonitructlon stage documents tc eorrasponifenee 


6204220627 Responds to FOIA request for sis categories of documints re 
termination or tanporarg caeeatlon of const on nudtir 
projects Documents listed on App A end 

FELTON) J N Division of Rules and Records 62/03/09 BELL, N. 
Coalition for Safa Pouer Spp. 12637-163 S4X 
Fiehe: 90-000) 62/03/09) 0304220629 


—8110230088 Informs that util has cancelled Unit 2 b estended target 
d:ata for commercial operation of Unit 1 from late 1983 to 
early 1964 Neui fuel load date is June 1983, 

EDISON, 0 E Llcenelng Branch 1 61/10/13 DENTON, H R Office of 

Nuclear Reactor Regulation, Director CARTER, J, Reactor Byetems 
Branch EIRENWUT.D. Dlvlelon of Licensing. Ip 12627 300 24X 

Fiehe 90-000.82/03/05,6304230629 


J Ineuranea b Indemnity Information 


63C4010867 Foruiards Endorsemint 10 to ANI Policy NP-S64 

BUCKLES, J, Nareh b NcLennen, Inc , H b h Nuclear Consultants, Inc 
Dlv, 82/03/24 3ALTZNAN)J, Assistant Director for State b Licensee 
Relations 2pp, 124B1 039, 84X Flc he, 30-463, 82/03/34, 6304010367. 


Inepectlon reports, IE Bulletins b c orreep ondence 


>2040113 IE Info Notice 82-06, "Check Valve Failures en Diesel 
>enaratar Engine Cooling 8ys, " W/svc list 
t Director's Office, Office of Inepectlon and Enforcement. 
32/03/26 4fp. 12862.395 24X Fich e- 90-000,83/03/86, 8202040119 


202040142 IE Info Notice 82-11, "Potential Inaccuraclee In Wide Range 
Preapure Inetruments Ueed In Mestlnghouse Designed Plante, " 

Svc list anel , 

JORDAN.E L Olvlslen of Engineering b Quality Assurance, 62/04/09 
63pp 12678:342. 84X Fiehe: 80-000, B2/04/09, 6202040142, 


UCLEAR STATION, UNIT 1 


II etage documente b correspondence 


39 to all liceneees of operating power 
jlrements 

of Llcenelng. 68/03/19, HAUBPURO.A 
»f New York. 7pp, 18913,138 24X 

>3190001. 


16 to all PWR plant liceneees b applicants rr 
7 relative to Olnna tube rupture, 
tc rcclplenta end. 

If Llcenelng. 82/04/19 HAUSPURO.A, 

»f New York. LEA8BUR0, R. H. Virginia 
4NBDN, H.P, Yankee Atomic Electric Co. 7pp, 
-000, 83/04/19, 8304160199. 


6204310399 Generic Ltr 82-07 to all pouer reactor 1 1 censeas, app 1 1 cants 
for OLi NSsa vendore b reactor vendors re environ 
qualification of safety -related electrical aqulpment 
NRC position re qual i flea tion requirements end 
eiSENHUT.DO Division of Licensing 82/04/30 HAUSPURO.A 
Consolidated Edison Co of Now York IBpp 13663 337 S4X 
Fiehe 90-000,82/04/30,8204310299 


0 Adjudicatory correspondence 


8204080169 Memorandum b order directing applicant to file new motion to 
uithdrau from proceeding u/ASLB, addressing Intervenor 
requested relief b listed dedflons Intervenor answer due 
10 days after svc b NRC answer 5 days later 

5MITK, 1 W Atomic Safety and Licensing Board Panel 82/04/01 
Duke Power Co 3pp 13604 218 24X Fiehe 90-488.83/04/01, 

8204080169 


6204260069 Motion to withdraw application for CPs w/o prejudice 
Interveners failed to meet compelling burden of 
justification to establish demonstrated injury in order to 
dlimlts applications u/prejudlce Cortlficate of Bye end 
CARR, U L Duke Power Co 82/04/19 Atomic Safety and Liconsiiig 
Board Panel 30pp 12840 043 34X Fiehe 90-488,82/04/19, 

820426006? 


620436030B Notice of appearance in proceeding Certificate of Svc 
end 

OUBQFFi 6 M Duke Power Co « Debevolse b Liberman 82/04/Si 
Spp 12638 039 24X Fiehe 50-480,82/04/31,6304260208 


0 Inspection reports, IE Bulletins b correspondence 


8202040143 IE Info Notice 82-11, "Potential Inaccuracies In Wide Rang* 
Pressure Instruments Used In Hestlnghouse Designed Plants " 

Svc list encl 

JORDAN, E L Division of Englnaerlng b Quality Assurance 82/04/09 
63pp 12876 343 34X Fiehe 90-000.83/04/09,6202040143 


8303040149 IE Info Notice 82-18, "Surye 1 1 lane e of Hydraulic Snubbers " 
M/end eve list 

JORDAN, E L Division of Engineering b Quality Assuranca B2/04/C1 
64pp. 13873 001 24X Fiehe- 90-000,83/04/21.8303040143 


DOCKET 8TN-90-4B7 PERKINS NUCLEAR STATION. UNIT 2 


A Appl ication/cane true tion stage documents b correspondence 


6203190001 Oenerie Ltr 82-05 to all licanseee of oparating power 
reactors re p os t-TMl requ 1 reman ts 

EISENHUT, D 0 Division of Licensing 82/03/19 HAUBPURO.A 
Consolidated Edleon Co of New York 7pp 12913 128 24X 

FI Che • 90-000, 82/03/19, 8203190001. 


6304160199 Oenerie Ltr 82-06 to all PUR plant llcentaes b applicants re 
transmittal of NUREO-0909 relative to Olnna tuba rupture. 

N/o end NUREQ List of NRC redptenti end 
EISENHUT, OQ Division of Licensing. 83/04/19 HAUSPURO.A 
Conaolidated Edison Co of New York LEABDURO.R, K Virginia 
Electric b Power Co JOHNSON, M P Yankee Atomic Electric Co 7pp 
12787-303 34X Fiehe: 90-000, 83/04/19, 8304160199 


8304310299 Generic Ltr 62-09 to all power reactor llcenteef>applicants 
for OLiNBSS vendors b reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qualification requirements end, 

EISENHUT.DO. Division of Licensing, 82/04/20 HAUSPUROtA 
Consolidated Edison Co of New York 18pp 12862 337 84X 

Fiehe- 50-000, 82/04/30, 8304310399. 


0. Adjudicatory correspondence 


63040B0165 Kenorandum b order directing applicant to file new motion to 
withdraw from proceeding w/ABLB, addresting intervenor 
requested relief b listed decisions Intervenor answer due 
10 days after svc b NRC answer 9 dags latsr. 

SMITH) I, W Atomic Safety and Licensing Board Panel. 88/04/01. 

Duke Powar Co. Spp 12604.216. 24X Fiehe - 80-466) 82/04/01, 

8204060169, 


6204260069 Motion to withdraw application for CPs w/o prejudice 
Intervenort failed to meat compelling burden of 
justification to estabtlih domonstratad injury in order to 
dismiss applications w/prsjudiea, Csrtlf icata of Bye end 
CARR, W. L Duke Power Co 82/04/19 Atomic Safety and Licanting 
Board Panel. 20pp 1SB40-04S, 84X Fiehe- 90-466, 62/04/19, 

8304860069. 


DOCKETED ITEMS 
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0204260200 Notice of appearance in proceeding Certificate of Svt DOCKET 8TN-50-491 CHEROKEE NOCUEftR STATION, UNIT I 

enc i 

DUnOFF.S M Duke Power Co * Dabevolse i Liberman 02/04/21 4 Applicetion/eonetruction stage document* (• correspondence 

3pp 12B3B 025 24X Fiche 90-408,02/04/21,0204260200, — — — 


<1 Inspection reportsi IE Bulletins & c orreepondence 


0202040142 IE Info Notice 85-11, "Potential Inaccuracies in Wide Range 
Pressure Instruments Used jn Nestinghouse Designed Plants " 

Svc list enc I 

JORDAN, E L Division of Engineering 6 Quality Assurance 02/04/09 
63pp 12870' 342 24X Fiche 90-000,02/04/07,0202040142 


0202040143 IE Info Notice 82-12, "Bgrve i I lane e of Hydraulic Qnubbers " 
U/encl SVC list 

JORDANiE L Division of Engineering t Quality Assurance 02/04/21 
64pp 12073 001 24X Fi che' 50-000, 82/04/2 1, 0202040143 


DOCKET 8TN-S0-490 PERKINB NUCLEAR STATION, UNIT 3 
A Application/construction stage document* h correspondence 


8203190001 Otneric Ltr B2-0S to all licensees of operating power 
reactors re post-TMI reiiu trement* 

EIBENHUT, D 0. Division of Licensing 02/03/19, HAUSPURO, A 
Consolidated Edison Co of New York. 7pp 12513 12B 24X 

Fiche 90-000,82/03/19,8203190001 


0204160155 Oenerle Ltr 82-08 to all PWR 
transmittal of NUREO-0909 relative to 
H/o one I NUREO List of NRC recipient* 
EISENHUT, D. Q Division of Licensing 
Consol i dated Edison Co of New York 
DURSTEIN, B Mitconsin Electric Power 
Fiche 80-000,02/04/15,8204160153, 


plant licensees h applicants re 
Olnna tube rupture 
enc I 

02/04/15 HAUSPURO, A 
CRaU8E,R Toledo Edison Co 
Co 7pp 12787 203 24X 


6203190001 Generic Ltr 02-05 to all licensees of operating power 
reactor* re post-TMI requirement* 

EIBENHUT, 0 0 Division of Licensing 02/03/19 HAUSPURO. A 
Consolidated Edison Co of New York BARBER, R H Energy. Dept of 
7pp 12513 120 24X Fiche 50-000,02/03/19,8203190001 


0204160155 Generic Ltr 82-00 to all PHR plant licensees t, applicants re 
transmittal of NUREG-0909 relative to Olnna tube rupture 
N/o end NUREO List of NRC recipients end. 

EISENHUT, D 0 Division of Licensing 82/04/15 HAUSPURO, A 
Consolidated Edison Co of New York VANDEHALLE, O J Consumers 
Power Co 7pp 12707 203 a4X Fiche 50-000,02/04/15,0204160155. 


8204S10295 Generic Ltr 82-09 to a 1 1 power reactor 1 icenstas. app licants 
for OL, NS6S vendors h reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position rs ({ual if lea 1 1 on requirements enc I 
EISENHUT, D 0 Division of Licensing 62/04/20 HAUSPURO. A 
Consolidated Edison Co of New York ASUELL.D L Louisiana Power tt 
Light Co THURLOH.E U Maine Yankee Atomic Power Co 18pp 

12862 337, 24X Fiche 50-000,82/04/20,8204210295 


Q Inspection reports, IE Bulletins ti corre spondtnc i 


0204140372 Forwards IE Info Notice 82-00, "Check Valve Failures on 
Diesel Generator Engine Cooling 0ys " No action ar response 
requested 

□ 'REILLY, J P Region 2. Office of Director 02/03/26 UHRIG.R E 
Florida Power 6 Light Co STAMPLEY, N L Mississippi Power t. Light 
Co COLLIER, A R Offshore Power Systems (subs of Utstinghouse 
Electric Corp ) 4pp 12670 311 24X Fiche 90-000,82/03/26, 

0204140372 


8204210295 Oenerle Ltr 82-09 to all power reactor 1 Iceniees, app licants 
for DLi N8E6 vendors tt reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qualification raquiramante end, 

EIBENKUT. D 0 Division of Licensing B2/04/20, HAUSPURO, A 
Consolidated Edison Co of New York IBpp 12862’ 337 24X 

Fiche 30-000,82/04/20,0504210299 


0 Adjudicatory correspondence 


8204080165 Memoranduni h order directing applicant to file new motion to 
withdraw from proceeding w/ASLB , addressing intervener 
requested relief !< listed decisions Intervener answer due 
lO days after svc l< NRC answer 9 days later 

BMITHrJ M. Atomic Bafety and Licensing Board Panel 02/04/01 
Duke Fttiier Co 2pp 12604 210 54X Fiche 50-408,62/04/01, 

S2O40B0169 


02D456OO69 Motion to withdraw application for CPs ui/o prejudice. 
Intervener* failed to meet compelling burden of 
justification to establish demonstrated injury in order to 
dismiss applications w/prejudice Certificate of Svc end 
CARRiM L Duke Power Co 62/04/19 Atomic Safety and Licensing 
Board Panel 20pp 12840 042 24X Fiche 50-400,82/04/19, 

Q204260069 


8204260208 Notice of eppearance In proceeding Certificete of Svc 
enc 1 

DUDOFF, 8. M Duke Power Co e Debevoise l< Llhermen 82/04/21 
3pp 12030,025 24X Fiche 50-488,02/04/21,0204260200 


Q Inspection reports, IE Bulletin* U correspondente 


0204140435 Forwards IE Info Notice 82-10, "Fallowing Up Gymptomatic 
Repairs to Assure Resolution of Problem " 

O'REILLY, J P Region 2i Office Of Director 82/03/31 UHRIO.R G 
Florida Power h Light Co GTAMPLEV, N L Mississippi Power h Light 
Co COLLIER, A R Offshore Power Systems (subs of Uestinghouse 
Electric Corp 1 4pp 12670 DOS 24X Fiche 50-000,82/03/31, 
8204140439 


0202040142 IE Info Notice 02-11, "Potential Inaccuracies in Hide Range 
Pressure Instruments Used in Uestinghouse Designed Plants “ 

Svc list tnel 

JORDAN, E L Division of Engineering t< Quality Assurance 02/04/09 
63pp 12070 342 34X Fiche, 50-000, 82/04/09. 0202040142 


S204140401 Forwards IE Bulletin 02-01, "Alteration of Radiographs of 
Uelds in Piping Subassemblies " 

O'REILLY, J P Region 2, Office of Director 05/04/13 UHRIG.H E 
Florida Power h Light Co COLLIER, A fl Offshore Power Systems 
(subs of Uestinghouse Electric Corp. t NICHOLSiT C South Corolsna 
Electric h Gas Co Spp 12670 398 24X Fiche: 50-000, 82/04/13, 

S2D4140401 


0204140442 Forward* IE Info Notice 02-09, "Cracking in Piping of 
Makeup Coolant Lines at B6U Plants," to he reviewed for 
possible appJ icablll ty 

Q'REILLY, J P Region 2> Office of Director 82/04/13 UNRIG, R E 
Florida Power 6 Light Co LEA8BUR0, R.H Virginia Electric «< Power 
Co PACKiR W Institute of Nuclear Power Operations 4pp 
12666- 351 24X Fiche. 30-000, 82/04/13, 8204140442 


8202040143 IE Info Notice 82-12, "Surveillance of Hydraulic Snubbers " 
U/encl svc list. 

JORDAN, E L. Division of Engineering t. Quality Assurance 82/04/21 
64pp 12873 001 24X Fiche 90-000.83/04/21,8202040143 


8202040142 IE Info Notice 82-11, "Potential Ineeeurecles in Wide Range 
Prvtsurtt tnitrum*r»t* U»*d In W*«t Inflhoy*® Diplgnad Plantf* * 

JORDANrE L bi vie ion of Engineering h Quel ity Assurance. 82/04/09, 
43pp 1 2878’ 342 24X Fi che. 90-000, 02/04/09, 8202040142, 


8202040143 IE Info Notice 82-12, "Surveillance of Hydraulic 
W/encl svc list. . 

JORDAN, E.L. Dlvleion of 

64pp. 12873 001 24X Fiche, 90-000, 82/04/21, 8202040143. 


Snubber* " 
82/04/21 


DOCKET aTN-SO-492 CHEROKEE NUCLEAR STATION, UNIT 2 


A Appl icatlon/conitruction stage document* it correspondence 


8203190001 Oariaric Ltr 82-09 to all llcenstes of operating power 
reactor* re post-THI requirement*. 

EIBENHUT, D 0 Division of Licensing 82/03/19 HAUSPURO. A. 

Consolidated Edison Co of Ntw York, BMIBER.R U Energy. Dept, of 
7pp 12513 128 24X Fiche 90-000,82/03/19,6203190001 


8204160159 Generic Ltr 82-08 to all PUR plent licensees i, applicants re 
transmittal of NUREO-0909 relative to Oinna tube rupture. 

U/o end NUREo, List of NRC recipients end 

EISENHUT, D.O Division of Licensing. 82/04/15 HAUSPURO.A 
Consolidated Edison Co of New York VANDEUALLE, D J, Consuibers 
Power Co 7pp 12787:203. 24X Fiche 50-000,82/04/19.8204160195, 
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820421029S Oentrle Ltr B2-09 to oil pouier reattor app 1 leant s 

for QL. N86S vtndor* I* reactor vtndorf tb tnvlran 
qualification of saf aty-related electrical equipment 
NBC poeltion re qualification requlrefeents end 
EISgNHUT. D G Division of Uleenslng 02/04/20 HAUSPUROjA 
Consolidatad Edlion Co of Neu Yori HlMILUiH 0 Metropolitan 
Edison Co. ROHEi J F Minnesota Power (t Light Co IBpp 120d>2 337 
24X Flche 50-000.82/04/20.8304210295. 


0 inspection reports. IE Dulletins ti carrespondenee 


8204140372 Foruards IE Info Notice 82-OB. "Check Valve Failures on 
Diesel Generator Engine Cooling Sgs " No action or response 
requested 

□ 'REILLY. J P Region 2. Office of Director 82/03/26 UHRIO. R E. 
Florida Power & Light Co NICHOLS. T C South Caroline Electric fc 
Oat Co. PARRIS. H 0. Tennessee Valiev Authoritg 4pp 12670 311. 
24X Fiche 30-000.82/03/26.8204140372 


B20414043S Forwards IE Info Notice 82-10. "Following Up Sgmptonatic 
Repairs to Assure Resolution of Probleai " 

O'REILLY. V P Region 2. Office of Director 02/03/31 WiRIO. R E, 
Florida Power (. Light Co NICHOLS. T C South Carolina Elactric t< 
Oai Co PARR IS. H 8 Tennessee Valley Authority 4pp 12670 005 
24X Flche 50-000.02/03/31.8204140435 


8202040142 IE Info Notice 02-11. "Potential Inaccuracies In Wide Range 
Pressure Instruments Used In Westlnghouse Designed Plants " 

6vc list encl 

JORDAN. E L Division of Engineering l< flualltg Assurance 02/04/09 
63pp 12070 342 24X Flche 50-000.82/04/09.0202040142 


8204140401 Forwards IE Bulletin 82-01. "Alteration of Radiographs of 
Welds in Piping Subassa/nblies '' 

O'REILLY. J P Region 2. Office of Director 02/04/13 tiHRtO. R E 
Florida Power S. Light Co PARRta.H 8. Tennessee Velleg Authority 
LEASBURO. R H Virginia Electric «i Power Co 5pp 12670.358. 247 

Flche 50-000,82/04/13,0204140401 


8204140442 Forwards IE Info Notice 82-09. "Cracking in Piping of 
Makeup Coolant Lines at B(<W Plants." to ba reviewed for 
possible appl icebl 1 itg 

O'REILLY, J P Region 2, Office of Director. 82/04/13 UHRIO.R F. 
Florida Power & Light Co BATUM.O Southern Co Services. Inc 
VEROERV.E. H EDS Nuclear, Inc. 4pp 12666 251 24X 

Flche 50-000. 82/04/13,0204140442. 


8202040143 IE Info Notice 82-12. "Burve 1 1 lance of Hgdreullc Snubbers " 
W/encl SVC list 

JORDAN. E L Division of Engineering It Ouatitg Assurance 02/04/21. 
64pp. 12873 001 24X Flche 50-000.82/04/21,8202040143 


DOCKET BTN-80-493 CHEROKEE NUCLEAR STATION. UNIT 3 


A. Application/construction stage documents 6 correspondence 


0203190001 Generic Ltr 82-OS to all licensees of operating power 
reactors re pest-TMI requirements 

EISENHUT.DG Division of Licensing 02/03/19. HAUSPUROi A 
Consolidated Edison Co. of New York 7pp 12513,120 24X 

Flche 50-000, 82/03/19,0203190001. 


Ltr 82-08 to ell PWR plant licensees 6 applicants rc 
'“EO-0909 relative to OInna tube rupture 
of NRC recipients end 
Ion of Licensing 02/04/15 HAUSFURO.A, 

^0 of New York. VAN BRUNT.E E Arizona Public 
.A, E Saltimore Oas ti Electric Co 7pp 

d"IA d A J / d • rtmoA a e a m a a*B 


-lets, epp licants 


iPURO, A. 

.ropoll tan 
)pp. 12B62'337 


allures on 
>ponap 

». UHRtO.R.E, 
la Eltctric l< 
I. 12670 311. 


8204140435 Forwards IE Info Notica 02-10, "Following Up Sgmptomalic 
Repairs to Assure Resolution of Problem " 

□ 'REILLY, J P Region 2. Office of Director 02/03/31 UHRIS.R E 
Florida Power 6 Light Co NICHOLS, T C South Caroline Electric 6 
Gas Co PARRIS, H 0 Tennessee Valleg Authoritg 4pp 12670 005 
24X Flche 50-000, 82/03/31. 8204140435 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies in Wide Range 
Pressure Instruments Used In Westlnghouse Designed Plants " 

Svc lilt end 

JORDAN. E L Division of Engineering 6 Quality Assurance 02/04/09 
63pp 12070 342 24X Fiche 30-000.02/04/09,8202040142 


8204140401 Forwards IE Bulletin 02-01. "Alteration of Radiographs of 
Wilds In Piping Subassemblies " 

O'REILLY.J P Region 2, Office of Director 82/04/13 UHRIO.R E, 
Florida Power i Light Co PARRIS. H 0 Tennessee Valley Authority 
LEASBURO, fi H Virginia Electric & Power Co 5pp 12670 350 24X 

Fiche. 50-000, 02/04/13.9204140401 


8204140442 Forwards IE Info Notle# 02-09, "Cracking in Piping of 
Makeup Coolant Lines at B6W Plants. " to be reviewed for 
posiibla applicability 

O'REILLY.J P Region 2. Office of Director 82/04/13 UHRIO.R ( 
Florida Power 6 Light Co DATUM. 0 Southern Co Services. Inc 
VERDERY, E H EDS Nuclear, Inc 4pp 12666-251 24X 

Flche 50-000,82/04/13,0204140442 


8202040143 IE Info Notice 82-12, "Burve 1 1 lane e of Hydraulic Snubbers " 
W/enc 1 SVC list 

JORDAN. E L Division of Engineering t< Quality Assurance 02/04/81 
64pp 12073 001 24X Fiche 30-000.02/04/21,0202040143 


DOCKET 50-496 MONTAGUE NUCLEAR POWER STATION. UNIT I 


A App 1 1 cation/construc t ion stage documents b correspondence 


0204160152 Generic Ltr 02-07 to all BUR plant licensees b applicants ti> 
trensmlttel of NUREO-0909 relative to OInna tube rupture 
W/o end NUREO List of NRC recipients end 

EISENKUr. 0 0 Division of Licensing 82/04/15 Commonwealth 
Edison Co 7pp 12707 196 24X Flche 30-000, 88/04/13, 02O4I6OIS? 


DOCKET 50-497 MONTAGUE NUCLEAR POWER STATION, UNIT 2 


A App 1 ice tion/conitruc tion stage documents b corretpondinca 


0204160152 Generic Ltr 82-07 to all OWR plant licensees b applicants re 
trensmlttel of NUREO-0909 relative to Glnna tuba rupture 
W/p and NUREO, List of NRC recipients encl 

EISENHUT.DO Division of Licensing 82/04/13 Commonwealth 
Edison Co 7pp 12707 196 a4X Fiche 30-000,82/04/13,0204160188 


DOCKET 8TN-5O-490 SOUTH TEXAS PROJECT, UNIT 1 


A App 1 lea tlon/constructlon stage documente b corraspondence 


0204210074 Summary of 020219 meeting w/utils b Westinghouee in 
DethasdarMD rt Westlnghouse Model 0 steam generators List 
of attendees end 

CHE8NUT, 8 H. Licensing Branch 1 82/03/12 YOUNGBLOOD, P J. 

Licensing Branch 1 12pp 12012 001 24X Fiche: 30-000, 82/03/12, 

0204210074 


8204050075 Forwards Bach tel Carp evaluation of Quadraz Rapt as partial 
reiponie to 62021S request Plan for disposition of Quadrtx 
Issues to be provided on or about 820413 W/ a end 
OPREA, 0. W Houston Lighting b Power Co 82/03/15 COLLINS. 3 1 . 
Region 4, Office of Director 2pp 12315.356 S4X 
Fiche 50-496,82/03/13,0204050075 


S2040201S2 Discusses control room dtslgn review/audit to be conducted 
by alt licensees b applicants for OL re NURE6-0660 b 
NUREG-0737 requirements to identify b correct human 
engineering d licrepanc its Suggested format end. 

MIRA0L1A,FJ Licensing Drench 3 B2/03/26. OPREA, 0 W. Houston 

Lighting b Power Co 8pp 12513.094 24X Fiche' 30-498. 82/03/26, 

0204020182. 


6204080311 Advises that 020309 OA program, Rev ision 3, in conjunction 
w/eerlter QA program subml ttels, eompl its w/ lOCFRBO, App 8 
raqulrementi b is aeceptabls for remaining design b const 
eetlvltiss 

TEDEBCa. R.L Assistant Director for Licensing. 82/03/26. 

OPERA, 0 U Houston Lighting b Power Co 2pp, 18619; 156. 24X 

Flche; 50-498, 82/03/26, 020400031 1. 
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8204160608 Rvspondt !□ NRC 611006 Itr requesting transient analgsis 
data for use In calculatluns perfsrmsd for Reactor Sgs 
Branch Info eiiU be transmitted via testing house 

TRAMH. r R Connoniiiealth Edison Co 82/04/07 DENTON. H R Office 
of Nuclear Reactor Regulation. Director ip 12700 0?4 24X 

Plche 5o~000> 62/04/07. 8204160608 


— 6204160621 Advises of commitment to provide info agreed upon at 811211 
meeting In Bethesda.MD re LOCA for South TX Nuclear Plant t. 
steam treat analysts of Byron Nuclear Plant RE8AR-3S data 
uill he transmitted as proprietary 

RAHE.E P Mestlnghouse Electric Corp 82/01/19 EISENHUT.D 0 
Division of Licensing 2pp 12700 099 24X Flehe 90-000. 

82/04/07. 8204160608 


8204190287 Foruards effective page listing for FSAR Listing will be 
updated on periodic bas 1 s . there fore, should not be considered 
formal addition to FSAH 

ROBERTSON. C 0 Houston Lighting ti Power Co 82/04/12 TEDESCO. R L 
Division of Licensing 72pp 12722 104 24X Plche 80-498. 

82/04/12. 8204190287 


8204160185 Ooneric Llr 82-09 to all PUR plant licensees It applicants re 
transmittal of NUREO-0909 relative to Olnna tube rupture 
W/o end NUREo List of NRC recipients end 

EISENHUT.D 0 Division Of Licensing 82/04/13 HAUSPURO. A 
Consolidated Edison Co of New YorV CROUSE. R Toledo Edison Co 
BUR 8 TEIN.S Wisconsin Electric Power Co 7pp 12787 203 24X 

Plche 50-000.82/04/19.8204160133 


8204210329 Act receipt of S20216 request for addl info Responses in 
form of amend to F 8 AR will be submitted during final 
quarter of 1982 

QDLDBEROi J H Houston Lighting It Power Co 82/04/16 TEDESCO. R L 
Assistant Director for Licensing 2pp 12802*272 24X 

Flehe 30-498,82/04/16.8204210329 


B20423092S Advises that schedule for pump t< valve Inservice testing 
program will be submitted 12 months prior to issuance of 
Unit 1 OL. in response to Mechanical Engineering Branch 
Ouestion 210 i 

ODLDDERO, J K Houston Lighting I, Power Co. 82/04/19 TEDESCO, R L 
Assistant Director for Cicensing 2pp 12815 271 24X 

Flehe 50-498.92/04/19,8204200525 


8204270466 Notification of contract execution. Mod 2 to "Economic 
Consultation Re South TX Nuclear Power Plant. Units 1 b 2 " 
Contractor Southeast Econometrics Inc 

HCLEAREN. T Technical Assistance Contracts Branch FIN B-6302 
82/04/19 SKJEI.a Antitrust b Economic analysis Branch (Utilitg 

Finance) LAMBE, W NRC - No Detailed Affiliation Olven Ip. 

12876 107 24X Flehe 50-490,82/04/19.8204270486 


--B204270512 Mod 2 deobligatlng funds, to "Economic Consultation Re South 
TX Nuclear power Plant, Units 1 b 2 " 

HEATHERDV. J L Southwest Econometrics, Inc MATTIA, M J Division 
of Contracts PIN a-6522 82/04/19 Ip 12876 108 24X 

Flehe 50-498.82/04/19,8204270486 


8204210295 Oerieric Ltr 82-09 to all power reactor 1 icensa ts. app Ucants 
for OL. NS58 vendors b reactor vendors re environ 
qualif icatlon of safety-related electrical equipment 
NRC position re qualification requiremente end 
EISENHUT.D 0 Division of Licensing 82/04/20 HAUSPURO. A 
Consolidated Edison Co of New Vori CRANE. P A. Pacific Ois b 
Electric Co CURTIS, N W Pennsylvania Power b Light Co. 10pp. 

12862 337 24X Flehe 30-000,82/04/20,8204210295. 


O Adjudicatory correspondence 


8204010276 Reply opposing Cltliens Concirnid About Nuclear Power 820309 
(notion for recuial of Judge E HI 11. Motion failed to meat 
procedural requiremente b therefore failed to establish 
facts to warrant recusa) , Certlf Icats of Svc encl 
OUTIERREZ.J M Hearing Branch 3. 82/03/30 Atomic Safety and 

Llceneing Board Panel 8 pp. 12477)308 24X Flehe* 90-498. 82/03/I30i 

6204010276 


8204160009 Memorandum b order denying Citiiens Concerned About Nuclear 
Power 820309 motion for recusal of Judge Hi 1 1 . tntarvenor 
advanced no ground which would lead to recusal Judge Hill 
affiliation w/LLL Is not legally disqualifying 

LAMB. J C . 8ECHH0EFER. C Atomic Safety and Licensing Board Panel 
82/04/13 Citiiens Concerned About Nuclear Power, Inc ISpp 

12697 097 24X Flehe 50-498,92/04713.8204160009 


92O41900S9 Forwards 0 Zech trip rept summariiing events during B20221 
site tour 

ROBERTS, TM Comml as 1 oiner s 02/04/lS SINKIN.L. Citiiens 

Concerned About Nuclear Power, Inc Ip 1 S726 077 24X 

Flehe 30-490,02/04/15,8204190059 


— 8204190061 Trip rept of B20221 site visit to review history of facility 
b circumstances leading to hiring of Quadre* Co to perform 
r ev 1 e w 

ZECH, 0 NRC - No Detailed Affiliation Olven 82703/04 NRC - 

No Detailed Affiliation Given 2pp 127S6 079 24X 

Flehe 50-498,82/04/13.8204190059 


8204190159 Order removing Judge Hill from proceeding Comments In 
Hill statement cast serio-us doubt on Hill ability to 
judge Citiiens Concerned About Nuclear Power assertions 
dispassionately Full opinion forthcoming 

EHOEHAKERiC J Atonic Safety and Licensing Appeal Panel. 82/04/15 
3pp 12723 189 34X Flehe 30-498.82704/15,9204190139 


6504210462 Order canceling 620420-23 evidentiary hearings A 8 LAB 820415 
order dismissing Judge Kill sub j to review by Cammisilon 
BECMHOEFER.C Atomic Safety and Licensing Board Panel 02704719 
2 pp 12802 042 24X Flehe 30-496,82704/19,6204210462 


6204230572 Petition far review of A 8 LAB 920415 order disqualifying 
Judge Hlil from proceeding Order raises Important questions 
of law b public policy requiring Commission review 
AXELRAD, H Joint Ap p 1 > can ts-Eo uth Texas Project AXELRAD.fl 
Lowenste in. Newman. Rel s, As B Irad b Toll 92704720 Conmissionerc 
9pp 12815217 24X Flehe 30-490,82/04720,9504230572 


8204230377 Requests Comml ss ton direct A 8 L 8 to continue hearings under 
quorum rule while Judge Hill status under consideration 
Expedited briefing schedule should be established 
AXELRAD, H Lowen sta 1 n. Ne wmen . R e 1 s. A X e 1 ra d b Toll 82/04/20 

PALLADIND, N J , AHEARNE, J F. , OILtNSKY.V CommJ stianara, 3p p 
12813 330 24X Fiche 90-498,82704/20.8204230577 


6204230565 Motion that Commission direct A 8 L 8 to contlnuo Phase 1 of 
proceeding under quorum rule until Commission completes 
review of ASLAD 820415 order or denies review A 6 LAB order 
should be reviewed e xpedi ti ously Certificate of Svc encl 
AXELRAD, M Joint Ap pi leant s-So uth Texas Project AXELRAD. M 
Lowens 1 1 in, Me wman. Re is. Axe 1 rad b Toll 82704/20 Commlss i oners 
Bpp 12613 31D 24X Fiche 50-498.92704/20.6204230593 


8204260073 Memorandum AUAD— 672 supporting ASLAD B20415 order 
dismissing Judge EE Hill from proceeding Hill statements 
reflect lad of sensitivity for role of judge in proceeding 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 62/04721 
19pp {284O-0B4 24X Fiche; 30-498, 62/0472 t,S204260075 


8204300286 Response to applicant 620420 motion for Commission action 
Commission should direct A 8 LB to proceed under quorum rule 
Tt May b June hearings b establish expedited briefing 
schedule If review accepted U/Cer tif 1 cate of Svc. 

OUTIERREZ.J M Hearing Branch 3 82/04726. Comml ss loner s llpp 

12869 171 24X Fiche 30-498,82704726,9204300288 


H Antitrust correspondence 


8204080461 Statement of issues to be resolved It r icommendatiens 
Settlsment license conditions are in public interest. do not 
prejudice Public Utils Beard of Qrounsvi lie . TX b should be 
made Immedlatsly effective M/Cer hi f ica t e of Svc, 

MCHILLEN.NH , DOPBQVIC, D. A. Justl ce. Dept, of. 62/04703, 19pp. 

12399. 149 24X Fiche, 50-000,82/04705,8204080461 


6204120432 Affldevit of R Hager alltglng th*t Judge E Hill appeared to 
be asleep during hearings on wk of 0201 18 - 22 . Request that 
listed statemsnt be stricken from record revealed inability 
to control bias favoring nuclear power. W7Certlflcati of Svc. 

HAOER.R Citiiens Concerned About Nuclear Power, Inc. 82/04/02 
2pp. 12640,233 24X Fiche: 50-490. 02/04/02, 8204120432. 


82040B0393 Statement of history It currant status of consolidated 
proceed 1 ng. is SUBS to be resolved b affirmative 
recommendations for resolving Issues, per Judge Laurenson 
S20322 noti ce. Cert i f Icate of Svc encl 

LEWia. S H, Hearing Branch 4. HODODQN. A P Antitrust Division 
82/04706. 16 pp 12611*167 24X Fi c he. 30-000, B2/04/06, 6204000393 


0204140206 Objections to third, sot of interrogatories Certificate of 
Svc and, Related correspondence. 

HODBDN.T B, Joint AppHeantf-0ooth Texas Project. HUDSON, T.B 
Baker fc Bott# ' 62/04/09. . Citlxens Concerned About Nuclear Power, 

Inc. 7pp. 12665?394. 24 X Flehe- 80-490. 82704/09, 8204140206, 


8204130134 Reaponds to A8LS 820322 request to file statement re history 
b status of proceeding. Issues to be resolved b 
recommendations on resolution of issues Certificate of Svc 
encl. 

STAHL, D. M. Central Power b Light Co, BOUKMIOHT. J. A Houston 
Lighting b Power Co WILSON. M R San Antonio, TX- 82704/06 t6pp, 
12633* 199 24X Fiche; 30-000, 02/04/06, 8204130134 ^ 
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82O413OS0O Statement in respon** to- ASLD B20322 pe-queit for ■itatemant 
of hiatory (< statui of proc»adins< I ii t of romaining iilufi Ic 
reconminifat 1 0 til to resolv* iiioa* Certlfleat* of 6vc incl 
KNOTTSiJ B Texai Otilltle* Oanfrating Co KNQTTSiJ B Dibovolte *■ 
Libirman B2/04/06 I7pp 12*57 ISl 24X Flchi SO-OOOr 62704/0*, 
8204100200 


620413020* Statemint In rcsp-onia to ABLfi 820322 requoit for itatemout 
of hlltorij St itetui of pro-c rf ding , renal ning iisue* (i 
tecotnmendatloni to resolve iiiues Certificate of Sve encl 
JOHN, D F South Tesai Electric Cooperative JOHN, D F Medina 
Electric Cooperative, Inc JOHN, D F. McDermott, ffl 11 & Emery 
82/04/06 app 13635 317 24X Flch* 50-000i 82/04/06, 82041 30206 


82041301?6 Motion for oitenalor* of time to file statement of position 
6 for prehearing conference dote Certificate of 6vt encl 
SPIEOEtiO I tlABLON.R A Brownivl 1 1 e, 7X 82/04/09 Atomic Safety 
and Licencing Board Panel 5pp 12657 010 24X 

Flehe 30-000,32/04/09.8204130196. 


8204190237 Order directing Public Utils B-oerd of City of Brouinsville, 
TX to flip antuers to listed q,u**tions by 820427 re pmpoeed 
settlement conditions 

LAOHENSON, JA Commln loners 82/04/13 Browns vll le, TX 2pp. 
12730 043 24X Flcho 30-000, B2/04/13»620'4I90337 


9204S30496 Response to ASLB 820413 iiuestions Br oionsvl 1 1 s dors not 
oppose proposed settlsnient tt does not oJant atfml nls tratl ve 
law judge to reject settlement Certificate of Svc end 
SPlEOELiO Srounsvlllo, TX SPIECELiO Bplegel Si HcDlarmld 
aa/04/19 6pp 12817 133 24X FI che. SO-000, 82/04/19, B2042304B6 


M Antitrust hearing transcripts 


8204150358 Transcript of 820413 hearing In Beth isda, MD Pp 1,267-1,324 
* Atomic Safety and Licensing Board Panel 62/04/13 39pp 
12683 144 24X Flehe 50-000,82/04/13,0204150358 


Q Inspection reports, IE Bulletins ti correspondence 


8204120363 Forwards IE Imp Repts 30-498/82-01 l< 50-499/92-01 duiinp 
>lan 1932 & notice of violation 

MADSEN. 0 L Region 4, Office of Director. 32/03/26 OPREA. 0 H. 
Houston Lighting & Power Co 2pp. 12641 216 24X 

Flehe 50-498, 82/03/26, 8204120363 


— 8204120375 Notice of violation from insp during Jan 1982 
MADSEN, 0 L Region 4. Office of Director 82/03/26 Ip 
12641 220 24X FI che. 50-498, 88/03/26, 8204120363 


— B204I20404 IE Insp Repts 50-498/82-01 $< 30-499/82-01 during Jan 1902 
Noncompllance noted uarshouss contained unflaggtd electrodes 
6 safety-related fasteners, p 1 ps fittings 6 valves missing 
reliase for const tags, 

MARTIN, L E , 08ER0, C R . BOAR OMAN, J. R. Riglon 4, Office of 
Director. 82/03/23 13pp 12641 221 24X Fiche. 50-498, 82/03/26, 

8204120363 


0204120404 IE Insp Repts 50-498/82-01 4< 30-499/82-01 during Jan 1902 
Noncompliance notadswarehouse contained unflaggad electrodes 
It safety-re la tsd fastener s, pipe flttlnge ti valves missing 
release for const tags 

MARTIN. L E > TOMLINSON, 0 P , HILL. H M. Region 4. Office of Director 
82/03/23 13pp. 12641:221. 24X Fi ch e 30-498. 82/03/26, 8204 120404 


0204090347 Forwards IE Bulletin 82-01, "Alteration of Radiographs of 
Uflds in piping Subassemblies." No specific actions 
rt^ulrsd. 

COLLINS, J T Region 4, Office of Director. 82/03/31. Public 
Service Co. of Colorado 3pp, 12623.293. 24X FI ch-t; 30-000, 

82/03/31, B204090347. 


B2040903S1 Forwards IE Info No-tice 82-10. "Following Up Symptomatic 
Repairs To Assure Resolution Of Problem-," No response 
re<),ulred 

COLLINO, J. T Region 4, Office of Director 82/03/31 .Public 
Bervtce Co of Colorado 2pp. 12627'068. 24X Flch t' 30-000, 

82/03/31 , 8204090351 


8204130438 Forwards IE Info Notice S2-09, "Cracking in Piping of Makeup 
Coolant Lines at BUd Plants," No written response regueetsd, 

COLLINS, J.T. Region 4, Office of Director. 83/03/31 Public 
Service Co. of Colorado. 2pp, 12683:039. .24X Fichs: 80-000, 

82/03/31,8204130438. 


8202040142 IE Info Notice 82-11, "Potentlel Ineccurecice in Hide Range 
Preisurs Inetruments Used in Mostlnghouse Designed Plants." 

Bve list encl. 

JORDAN, E. L Division of Engineorlng & Ouetity AssuTanco. 82/04/09, 
63pp. 12878.342 34X Flcho- 50-000, 82/04/09,8202040142 


8204230480 Advises that no deep draft pumps fall into 30 to- 60 ft 
description contained in IE Bulletin 79-13, "Deep Draft Pump 
Deficiencies," per NRC 820317 1 tr Any necessary F5AR amends 
ulll be completed 18 months prior to fuel load 

OOLDBERO, J H Houston Lighting 6 Power Co 02/04/19 TEOESCU.R L 
Aiilstent Director for Licensing 3pp 12817 177 24X 

Fiche. 50-49B. 82/04/19,8204230480 


8202040143 IE Info Notice 02-12, "Surveillance of Hydraulic Sniibtcrs " 
U/encl svc list 

JORDAN, E L Division of Engineering it Quality Assurance 02/04/21 
64pp 12873 OOl 24X Flehe 30-000.82/04/21.0202040143 


8 Reportable occurrences, LERs ti related correspondence 


8204050053 Final deficiency rept re lube oil strainer basket for 
standby diesel generator. Inlt la I ly reported 820303 Do fee t Ive 
strainer basket to be replaced by vendor Also reported ptr 
Part 2i. 

OPREA. 0 U Houston Lighting 6 Power Co 82/03/26 COLL IM$, J 1 
Region 4. Office of Director 4pp 12321 102 24X 

Flcho 30-490,82/03/26.0204050033 


8204060336 Fourth interim deficiency rept re nonconf ormanett of velds 
In vendor fabricated Category 1 structural steel, initially 
reported 810108 Nonconforming conditions dl sposf tioned to 
rework to re-establish design margins 

DPREA. O if Houston Lighting ft Power Co 82/03/30 COLLINS. JT 
Region 4. Office of Director 3pp 12601 109 24X 

Flcho 30-498,82/03/30.8204060356 


8204130323 Final deficiency rept re fuel handling bldg HUAC control air 
sys Evaluation indicated Item docs not meet 10CFR50 53a 
criteria Item not reportable t, considered closed 
OPREA. 0 U Houston Lighting «< Power Co B2/O4/0S COLLINO, J f 

Region 4, Office of Director 2pp 12638 139 24X 

Flch# 30-490,82/04/00,0204130325 


8204280474 Fourth Interim deficiency rept re computer program 
verlfl cation, originally reported 810508 Consultant engaged 
by Drown t Root to address modeling option << accep tab i t Ity 
of code usage terminated Meet rept by 820903 

OPREA. 0 W Houston Lighting «< Power Co 82/04/22 COLLING. J 1 
Region 4, Office of Director 3pp 12067 2BI 24X 
Flehe 30-498.02/04/22,0204200474 


T Hearing transcripts on non-ant 1 trust matters 


6204070537 Forwards testimony on mgt qualifications it OA/OC progria Iot 
balance of design 6 const 

Ol/TIERREZ.J M Hearing Branch 3 02/04/03 BECHHOEFER. C , 

HILL.E E , LAMB, J C Atomic Safety and Licensing Board Panel Ip 
12376 241 24X Flcho 50-498.82/04/05,8204070337 


— 8204070543 Updated tsstlmony of LP Crocker re proposed mgt er gaol latisi 
for opsratlons 6 of LP Crocker 4< OL Madsen re qual 1 f 1 cat! oni 
of Dschtel Power Carp t- Ebasco Sves, Inc Prof quel 1 f i catloni 
enc 1 

CROCKERrL P Licensee Qualif icatlons Branch MAD8EN. 0 L 
Division of Resident, Reactor Project 5 Engineering Prograas 
82/04/03, I3pp 12376 242 24X Flchd 30-490,02/04/05.0204070^37 


— 8204070530 Testimony of JH 01 Ir ay, sup er sedl ng Apr 19Si prsfllsd 
testimony Util OA program.uhich includes Dschtsi 6 Ebasco OA 
programs acceptable for use in control of ramainlng design h 
const activities Certificate of Svc enc I 
OILRAY, JW Quality Assurance Branch 82/04/05. lOpp 
12376 239 24X Flehe 30-498,82/04/05.8204070337 


3204130232 Forieards JH Ooldberg, DL Lex 6 J Crnich testimony r« A»1 of 
project 4( JE Otiger.DT Krlsha ti CL Hawn testimony re QA 
program Cartiflcate of Svc encl Related cor rei pondenca 
AXELRAD, fi Louanstsln, Nsiiiman, Rei s, Axelrad it Toll AXELRAD.Ji Jo.lnt 
Appllcants-South Texas Project 82/04/09 BECHHOEFFERtC < 

LAMB.J C 1 HILL, E. E. Atomic Safety and Licensing Board Panel Spp 
12656:001. 24X Flehe' 30-498, 82/04/05, 8204130232. 


— 0204130236 Testimony of JK Ooldberg, DL Lex 8 J Crnich re mgt Of 
project Olscussos decisions to rtplace Broun I, Root at AC, 
const managtr 4i constructor. Rsleted corn spondsneo 
OOLDBERO, J H. I LEXfB L , CRNICH, J Houston Lighting I, Ptuif It 
82/04/09 48pp 12656 006 24X Flcho 50-498,82/04/05,6204130232 


—8204130244 Tsftlmonv of JE Oslgor.DT Krlsha It CL Haun re QA grograa at 
rsvlstd to Incorporate Bechtot as AE t, const managtr t, 

Ebasco as constructor 

OBIOER.J E , KRISHA.D, T , HAHN, C L Houston Lighting t, Ppuir Co 
82/04/05. 44pp. 12656.034. 24X Flcho. 30-498, 82/04/03, 62041WI*3a 
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DOCKET STN-50-fl99 SOUTH TEXAS PROJECT. UNIT S 


A Application/cons tructian stage documents & correspondence 


©204Z1007A Summary of B20219 meeting w/utils {< Hestlnghouse In 
Betbesda.MD re Uestlnghouse Model D steam generators Lltt 
of attendees end 

CHESNUT. B H Licensing Branch I B3/03/12 VOUNODLOOD, B J 
Licensing Branch 1 12pp 12012 001 S4X Fiche 50-000,02/03/12. 
0ZO431OO74 


3204050075 Foruards Bechtel Corp evaluation of Quadrei Rept as partial 
response to 320212 request Plan for disposition of Ouadrex 
Issues to be provided on or about 820415 U/o end 
DPREA. 0 W Houston Lighting tt Power Co 02/03/15 COLLINS, J T 
Region 4. Office of Director 2pp 12515 356- B4X 
Fiche 50-498, 02/03/15,8204050075 


0204020122 Discusses control room design revi ew/aud i t to he conducted 
by all licensees t, applicants for OL re NUREO-O&AO t, 

NUREO-0737 requirements to identify 4< correct human 
engineering discrepancies Suggested format enc 1 

MIRAOLJA, F J Licensing Branch 3 02/03/26 OPREA, 0 H Houston 

Lighting 4< Power Co Bpp 12513 094 24X Fiche 50-498,82/03/211, 

6204020122 


8204210295 Generic Utr 82-09 to all pouar reactor 1 1 censees, ap p 1 1 cants 
for DLi NSSS vendors 4, reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qualification requirements end 
EISENHUr, D 0 Division of LUsnslng 82/04/20 HAUSPUROt A 

Consolidated Edison Co of Neu York BAUER, E O Philadelphia 

Electric Co HITHERS, B.O Portland Qeneral Electric Co lapp 
12862 337 24X Fiche 50-000,82/04/20.8204210299 


G Adjudicatory correspondence 


6204010276 Reply opposing Cltliens Concerned About Nuclear Pouior 820309 
motion for recusal of Judge e Hill Motion failed to meet 
procedural requirements 1« therefore failed to establish 
facts to warrant recusal Certificate of Sve end 

GUTIERREZ, J M Hearing Branch 3 82/03/30 Atomic Safety and 

Licensing Board Panel 8pp 12477 308 24X Fiche 50-49B, 82/03/30, 

8204010276 


8204120432 Affidavit ef R Hagar alleging that Judge E Hill appeared to 
be asleep during hearings on wk of 820118-22 Request that 
listed statement be stricken from record revealed inability 
to control bias favoring nuclear power W/Cer t If 1 cate of Sve 
HAGER.R Cltliens Concerned About Nuclear Power, Inc 82/04/02. 

2pp 12640 233 24 X Fiche 50-498.82/04/02.8204120432 


B2040BD311 Advises that 820309 OA program, Rev Is Ion 3, In conjunction 
u/earller OA program submit tale, comp 1 les w/ lOCFRSO, App B 
requirements it is acceptable for remaining design S, const 
activities 

TEDE&CO.R L Assistant Director for Licensing 02/03/26 
OPERA, C W Houston Lighting 6 Power Co 2pp 12619 196 24X 

Fiche 50-490, 02/03/26. 820408031 1 


8204160606 Responds to NRC 811006 I tr requesting transient analysis 
data for use In calculations performed for Reactor 0ys 
Branch Info will be transmitted via Hestlnghouse 

TRAMM, T R Commonwealth Edison Co 02/04/07 DENTON, H. R Office 
of Nuclear Reactor Regulation, Director Ip 12700 094 24X 

Fiche 50-000,82/04/07,8204160600 


6204140206 Objections to third set of interrogatories Certificate of 
Sve end Related correspondence 

HUDSON, T 0 Joint App 1 I can ts -Sou th Texas Project HUDSON, T. D 
Baker 4< Botts, 02/04/09 Cltliens Concerned About Nudear Power. 

Inc 7pp 12665 354 24X Fiche 90-498,82/04/09,6204140206 


62041600'D9 Memorandum U order denying Cltliens Concerned About Nudear 
Power 820309 motion for recusal of -Judge Hill Intervenor 
advanced no ground which would lead to recusal Judge Hill 
affllietlon w/LLL is not legally disqualifying 

LAMB, J C a BECHH8EPER. C Atomic Safety and Licensing Board Panel 
82/04/13 Citlzene Concerned About Nudear Power, Inc ISpp. 
12697' 097. 24X Flc he: 50-498, 82/04/13, 02041 60009 


— 6204160621 Advises of commitment to provide info agreed upon at 811211 
meeting in Dethesda,MD re LOCA for South TX Nuclear Plant ti 
steam break analysis of Byron Nuclear Plant RESAR-3S data 
will be transmitted as proprietary 

RAHE.E P Nestlnghouse Electric Corp 82/01/15 EISENHUT.D. 0 
rivlston of Licensing 2pp 12700 095 24X Flcht 50-000, 

82/04/07. 6204160608 


B204I902B7 Forwards effective page listing for F9AR Listing will be 
updated on periodic bas 1 s, there fore, should not be consldirad 
formal addition to PSAR 

ROBERTSON, C 0 Houston Lighting J< Power Co 82/04/12 TEDESCO, R L, 
Division of Licensing 72pp 12722 104 24X Fiche 50-490, 

82/04/12. 8204190287 


8204160155 Generic Ltr 02-08 to all PUR plant licensees & applicants re 
transmittal of NUREO-0909 relative to OInna tube rupture 
U/o end NJREO List of NRC recipients end 

EISENHUT, D 0 Division of Licensing 82/04/15 HAUSPUROi A 
Consolidated Edison Co of New York 7pp 12707 203 24X 

Fiche, 50-000, 02/04/15, 8204160155 


6204190059 Forwards 0 Zech trip rept sum-marl ling events during 820221 
site tour 

ROBERTS, T.H Cominl sslonar s 62/04/19 SINKIN.L Cltliens 
Concerned About Nuclear Power, Inc tp 12736 077 SAX 
Fiche 50-490,82/04/15,8204190059 


—0204190061 Trip rept of 820221 site visit to review history of fadlK 
(, circumstances leading to hiring of Quadrex Co to perform 
review. 

ZECK, G. NRC - No Detailed Affiliation Given 82/03/04 NRC - 
No Detailed Affiliation Given 2pp 13726 078 24X 

Fiche 50-499,83/04/15,8304190059 


8204190199 Order removing Judge Hill from proceeding Comments in 
Kill statement cast serious d-oubt on Hill ability to 
judge Cltiiens Concerned About Nuclear Power assertians 
d ispas slonate Lg Full opinion forthcoming 

SHOEMAKER, C J, Atomic Safety and Licensing Appeal Panel 88/04/19 
3pp 12723 169 S4X Fiche 90-498,02/04/19,6204190199. 


8204210325 Ac k receipt of 020216 request for addl info Risponses in 
form of amend to FBAR will be submitted during final 
quarter of 1982 

GOLDBERG, J H Houston Lighting t< Power Co 02/04/ 16 TEDESCO, H,L, 
Assistant Dlrectqr for Licensing 2pp ISBOS 272, 84X 

FUhe 50-498,82/04/16,6204210325 


8204230525 Advises that schedule for pump b valve Inservice testing 
program will be submitted 12 months prior to issuance of 
Unit 1 OL, In response to Mechanical Engineering Branch 
Question 210 1 

OOLOBERO, J H Houston Lighting & Power Co 62/04/19. TEDEBCO<R L. 
Assistant Director for Licensing 2pp 12B1S 271, 24X 

Fiche 50-490,82/04/19,8204230925. 


0204270406 Notification of contract execution, Mod 3 to "Economic 
Consultation Re South TX Nuclear Power Plant, Unite 1 t 3 " 
Contractor Boutheast Economitrici Inc 

MCLEAREN, T Technical Asst stance Con tree ts Branch FIN B--65B2 
82/04/19 SKJEI, S Antitrust l< Economic analyels Branch (Utility 

Finance) LAMBE. W NRC - No Detailed Affiliation Given, Ip. 

12876 107 24X Fiche 50-496,82/04/19,0204270466 


— 8204270512 Mod 2 deobllgatlng funds, to "Economic Consultation fie South 
TX Nuclear Power Plant, Units 1 fc 2 " , 

WEATHERBY, J. L Southwest Econometrics, Inc. MATTIA.M J, Divlelon 
of Contracts FIN 8-6522, 02/04/19 Ip 12076’ 108 a4X 

Fiche 50-496,82/04/19,8204270406 
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8204130200 Statement in retpents ta AELB 820322 raquitt for ttatement 
of history status of proceadlngi list of remaining issues it 
racommondations to resolve issues Certificate of Sve end 
KNOTTSiJ B Tosas Utilities Oanerating Co KNOTTSi J B Debevoise fi 
Ltberisan 82/04/06 17pp 136S7 121 24X Ficbe 80-000.82/04/06. 

8204130200 


8204130206 Statement In response to ASLB 820322 request for statement 
of history b status of proceeding > reoiainlng issues b 
recommendations to resolve Issues Certificate of Sve end 
JOHN.D F South Teias Electric Cooperative JOHN. D F Medina 
Electric Cooperative. Inc JOHN. O F licOerniotti Hi 1 1 it Emery 
83/04/06 Spp 12639 317 24* FIche 50-000.82/04/06.8204130206 


8204130196 Motion for estenslon of time to file statement of position 
t. for prehearing conference date Certificate of Sve end 
SPIEOEL.O . JABLON.R A Brounsvl 1 1 e. TX 82/04/09 Atomic Bafety 
and Licensing Board Panel Spp 12697 010 24X 

FI Che 50-000. 82/04/09. 82041301 96. 


0204190237 Order directing Public Utils Board of City of Brounsvillr. 
TX to file answers to listed guestions by B20427 re proposed 
settlement conditions 

LAURENSONtU A Commissioners B2/04/13 Brownsvl 1 le. TX Spp 
12720 043 24X Fiche 30-000,82/04/13.8204190237 


0204230486 Response to A9UB 0204 1 3 questions Broun svl lie does not 
oppose proposed settlement b does not want administrative 
law judge to reject settlement Certificate of 6vc end 
aPIEOEL.O Orounevllle.rx SPlEGEL.O Spiegel b McDlarmld 
82/04/19 6pp 12817 183 24X Fiche 50-000,82/04/19,8204230486 


N Antitrust bearing transcripts 


8204150398 Transcript of 820413 hearing In Sethesda.MD Pp 1,267-1.324. 
• Atomic Safety and Licensing Board Panel 82/04/13 89pp 
I26B3 144 34X Fiche 90-000,82/04/13,8204150338 


Q Inspection reports. t£ Bulletins b correspondence 


0204120363 Forwards IE Insp Repts 50-498/82-01 & 50-499/82-01 duling 
Jan 1982 b notice of violation 

MADSEN, O L Region 4. Office of Director 83/03/26 OPREA, 0 M 
Houeton Lighting b Power Co 3pp. 12641-218 34X 

Fiche 50-498. 82/03/26. 8204130363 


9204120375 No t lea of violation from insp during Jan 1982 
HAOSEN.OL Region 4, Office df Director 82/03/26 Ip. 
12641 220. 24X Flchc 90-498.82/03/26.8204120363 


3204120404 IE Insp Repts 50-498/02-01 b 50-499/82-01 during Jan 1902 
Noncompllance noted: warehouse contained unflagged electrodes 
b safety-related fastenere. pip e fittings b valves missing 
release for const tags 

MARTIN, L E 4 OBERO. C R ■ BOAROHAN, J. R Region 4. Office of 
Director 82/03/23 13pp. 12641 221 24X Fiche 30-498,82/03/26. 

8204120363 


8304120404 IE Insp Repts 30-498/82-01 b 30-499/82-01 during Jan 1982 
NoncampI lance noted* warehouse contained unflagged electrodes 
b safety-related fasteners, pipe fittings b valves missing 
release for const tags 

MARTIN. L E . TOMLINSON. D. P , HIUL.M M Region 4, Office of Director 
82/03/23 13pp 12641 221. 24X Fiche 50-498.82/03/26,8204120404 


8204090347 Forwards IE Bulletin 82-01. "Alteration of Radiographs of 
Held* In Piping Subassemblies." No specific actions 
required 

COLLINS. J T Region 4. Office of Director 62/03/31 Public 
Servlet Co of Colorado 3pp, 12629 293 24X Flcha 90-000, 

82/03/31.8204090347 


8204090351 Forwards IE Info Notice 02-10, "Fullowln# Up Symptomatic 
Repairs To Assure Resolution Of Problem." No response 
required. 

COLLINS. J T Region 4. Office of Director. 82/03/31. Put lie 
Service Co of Coloredo 2pp, 12627:068. 24K Fiche, 80-000, 

82/03/31, 8204090391, 


8204180458 Forwards IE Info Notice 82-09, "Craching In Piping of Makeup 
Coolant Linos at BbU Plants." Mo written response requested. 

COLLINS, J T. Region 4, Office of Dlrectop. 82/03/31. Public 
Service Co of Colorado, 2pp, 12689:039. 24X FI die: 50-000, 

82/03/31,8204156458. ' , v- 


8202040142 IE Info Notice 82-11. "Potential Inaccurarles In Wide Range 
Pressure ■'iir'"e-.ci , te: ' Uestl*ic« t se ui el , lar.'t 
Bve list e- • 

JORDAN, E 1 Pi > sill ,f kii.-eer i sg b i.alicy «is -a-ice 82/04/09, 
63pp. 12fr‘, >42 J4« I -e SC-3.TC,lla/Ce/Cf-a«;::04Jl4J 


8204230480 Advises that no deep draft pumps fall Into 30 to 60 ft 
description contained in IE Bulletin 79-19, "Deep Draft Pump 
Deficiencies, " per NRC 820317 1 tr Any necessary FSAR amends 
will be completed 18 months prior to fuel load 

OOLDBERO. J H Houston Lighting b Power Co 83/04/19 TEDESCO, R L 
Assistant Director for Licensing 3pp 12817 177 24X 

Fiche 90-498.82/04/19,8204230480 


0202040143 IE Info Notice 82-12, "Surveillance of Hydraulic Snubbers " 
U/encl SVC list 

JORDAN. E L Division of Enginearlng b Quality Assurance 82/04/21 
64pp 12873 001 24X Fiche 50-000.82/04/21,8202040143 


6 Raporteble occurrences. LERs b related correspandence 


6204050053 Final deficiency rept re lube oil strainor basket for 
standby diesel generator. Initial ly reported 820303 Defective 
strainer basket to be replaced by vendor Also reported per 
Pert 21 

OPREA.O H Houston Lighting b Power Co 82/03/26 COLLINS. J T 
Region 4, Office of Director 4pp 12521 102 24X 

Fiche 90-498,82/03/26.8204050053 


8204080356 Fourth Interim deficiency rept re nonconformances of welds 
ill vendor fabricated Category 1 structural stee 1 . Inl tia 1 ly 
reported BtOtOB Nonconforming conditions d 1 sposi t loned to 
rework to re-establish design margins 

OPREA.O U Houston Lighting b Power Co 82/03/30 COLLINS. J T 
Region 4. Office of Director 3pp 12601 18? 24X 

Fiche 50-498,02/03/30,8204080356 


8204130325 Final deficiency rept re fuel handling bldg H?AC control aiii 
tys Evaluation Indicated Item does not meet lOCFRSO SSe 
criteria Item not reportable b considered closed 
OPREA.O W Houston Lighting b Power Co 02/04/08 COLLINS. J T 
Region 4, Office of Director 2pp I26SB 139 24X 

Fiche 50-498,02/04/00,0204130325 


8204260474 Fourth Interim deficiency rept re computer program 
verification, originally reported B10508 Consultant engaged 
by Brown b Root to address modeling option b acceptability 
of code usage terminated Neit rept by 820903 

OPREA.O W Houston Lighting b Power Co 82/04/22 COLLINS, J T 

Region 4, Office of Director 3pp 12S67 281 24X 

Fiche 50-498,82/04/22.8204200474 


T Hearing transcripts on non-antltrust matters 


8204070537 Forwards testimony on mgt qualif icetlons b QA/QC program for 
balance of design b const 

OOTIERREZ.J M Haarlng Branch 3 82/04/05 DECHHOEFER. C . 

HILL, E E > LAMB. J C Atomic Safety and Licensing Board Panel Jp 
12576 241 24X Fichu 50-490.82/04/05,8204070537 


— 8204070543 Updated testimony of LP Crocker re proposed mgt orgonlintlon 
for operations b of LP Crocker b OL Hedsen re qualifications 
of Bechtel Power Corp b Ebasco Sves. Inc Prof qualifications 
encl. 

CROCKER, L P Llcansee Qualifications Branch, MADSEN, 0 L 
Division of Rasldant. Reactor Project b Engineering Programs 
82/04/09 I3pp 12576 242 24X Fiche 50-490. 82/04/03. B204070!i37, 


—8204070530 Testimony of JW Ollray, superseding Apr 1981 prefiled 
testimony Util QA program, which includes Bechtel b Ebasco QA 
programs acceptable for use In control of remaining design b 
const activities. Certificate of Sve encl 
OILRAY. J W Quality Assurance Branch 82/04/09 lOpp 
12976 299 24X Fiche 30-498.82/04/09,8204070937. 


8204130232 Forwards JH Ooldberg.BL Lex b J Crnlch testimony re mgt of 
project b JE Oelger.DT Krisha b CL Hawn testimony re QA 
program Certificate of Bve encl. Related correspondence 
AXELRAD.M Lowensteln. Newman, Reis. Axelrad b Tell AXELRAD. H Joint 
AppHcants-Bouth Texas Project 82/04/05 BECHHOEFFER. C , 

LAMBiJ. C , HILL.E E Atomic Safety and Licensing Board Panel Spp 
12656:001. 24X Fiche 50-498,82/04/05,8204130232 


— 0204130236 Testimony of JH Ooldberg.BL Lex b J Crnlch re mgt of 
project Discusses decisions to replace Brown b Root as AE, 
const manager b constructor. Related correspondence 
OOLDBERO, J H. , LEX, 8 L , CRNICH, J. Houston Lighting h Power Co, 
82/04/09. 4epp. 1S696 006 84X Fiche' 90-498, 82/04/09, 0204130232 


—0204130244 TestlnonV of JE Oelger.DT Krisha b cL Hawn re QA program lit 
revised to incorporate Bechtel as AE b const managar b 
Ebasco as constructor 

OEIQER, J E. , KRISHA, D T , HAWN. C L, Houston Lighting b Power Cd 
82/04/09, 44pp. 12696:094 24X Fiche; 90-498. 82,*04/Q9. 8204130232 
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A Appllcat>on/<aristrue<;ion stag* dacumtnta t< corrs«pDnd*nc« 


6204210074 SumiDarg of B20219 meeting U/utils & Mestinghouse in 
Bethesda, MD re Mestinghouse Model 0 steam generators List 
of attendees end 

CHE5NUT, 8H Licensing Branch 1 S2/'03/12 YOUNOBLOOO, B J 

Licensing Branch 1 12pp 12012 001 24X Flche 90-000, 82/00/IS, 

8204210074 


8204DS0079 Foruards Bechtel Corp evaluation of Quadrei Rept at partial 
response to B20212 request Plan for disposition of Ouadrex 
Issues to he provided on or about 620419 U/o end 
OPREA. 0 N Houston Lighting ti Power Co 02/03/19 COLLINS, J T 
Region 4, Office of Director 2pp 13919 396 24X 

Fiche 50-490,02/03/19,8204050079 


B204020122 Discusses control room design revleu/audlt to be conducted 
bg all tlccnseei St applicants for OL re NUREO-0660 S< 

NUREO-0737 requirements to Identify St correct human 
engineering discrepancies Buggested format end 

MIRAOLIA, F J Licensing Branch 3 82/03/26 OPREA, 0 H Houston 

Lighting St Power Co Bpp 12913.094 24X Fiche 90-498,82/03/26, 

6204020122 


S304DB0311 Advises that 820309 OA program, Revision 3, in conjunction 
u/earlier OA program subml ttals , comp 1 let w/ 10CFR90, App B 
requirements St is acceptable for remaining design St const 
activities 

TEOESCQ, R L Assistant Director far Licensing B2/03/26 
OPERA, 0 W Houston Lighting St Power Co 2pp 12619' 196 24X 

Flche 30-498.82/03/26,0204080311 


6204160608 Responds to NRC 811006 1 tr requesting transient analysis 
data for use In calculations performed for Reactor Bys 
Branch Info will be transmitted via Neptinghouse 

TRAMM, T R Commonwealth Edison Co 02/04/07. DENTON, H R Office 
of Nuclear Reactor Regulation, Director Ip 12700 094 24X 

Flche 50-000,82/04/07,8204160603 


— 8204160621 Advises of commitment to provide info agreed upon at QllSll 
meeting in Bsthesda, KD re LOCA for South TX Nuclear Plant 1< 
steam break analysis of Byron Nuclear Plant RE8AR-3B data 
mill be transmitted as proprietary 

RAHE, E P Nestinghouse Electric Corp 62/01/19 EIBENHUT, D O. 
Division of Licensing 2pp 12700 095 24X Flche 90-000, 

82/04/07, 8204 160608 


0204190207 Forwards effective page listing for FBAR Listing will ba 
updated on periodic bas 1 s, there fore, should not be considered 
formal addition to FBAR 

RDOERTSON.C 0 Houston Lighting << Power Co 02/04/12 TEDE8C0, R L 
Division of Licensing 72pp 12722 104 24X Flche 90-498, 

82/04/12, 8204 190207 


6204160195 Oenerlc Ltr 02-00 to all PWR plant licansees ti applicants ru 
transmittal of NUREO-0909 relative to Oinna tube rupture, 

U/e end NUREQ List of NRC recipients end 

EISENHUT, DO Division of Licensing 62/04/15 HAUSPURQ, A 
Consolidated Edison Co of New York 7pp 12787 203 24X 

Flche 90-000,82/04/19,8204160159 


8204210325 Ac k receipt of 820216 request for addl info Responses in 
form of amend to FSAR will be submitted during final 
quarter of 1982 

QOLDBERO, J H Houston Lighting It Power Co 82/04/16 TEOESCO, R. L 
Assistant Director for Licensing, 2pp 12802,272 24X 

Flche 80-490.82/04/16,8304210329 


0204230925 Advises that lehedula for pump h valve Inisrvlce testing 
program will ba submlttad 12 months prior to issuance of 
Unit I OL, in response to Mechanical Englnearing Branch 
Oucetton 210 1 

OOLDBERO, J H Houeton Lighting It Power Co 82/04/19. TEDEBCO, R U, 
Aseistant Director for Licensing 2pp 12819 271, 24X 

Flche 80-498,82/04/19,6204230929. 


8304270486 Notification of contract execution, Ho4 2 to ''Economic 
Coneultalion Re South TX Nuclear Power Plant, Units 1 It 2 " 
Contractor Boutheatt Econometrics Inc 

MCLEAREN, T Technical Assistance Contracts Branch, FIN B-6582 
82/04/19 SKJEI.S Antitrust l< Economic analysis Branch (Utility 

Finance) LAMBE, N. NRC - No Ditailsd Affiliation Olvtn Ip 

12876' 107 24X Ficha- 50-498, 82/04/19, 6204270486. 


— 8204270912 Mod 2 dsobl iga t Ing funds, to "Economic Consultation Rt South 
TX Nuclaar Power Plant, Unit* I I, 2 " 

WEATHERBY, J L Southuiist Econometp ice, Inc, MATTIA, M J. Division 
of Contract* FIN B-6922 82/04/19 Ip 12876:108 24X 

Flche, 90-490, 82/04/19, 8204270486 


8204210299 Oenerlc Ltr 32-09 to all power reactor 1 1 cens eee, app licants 
for DL, N553 vendors t» reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position re qua llfication requirements end 
EISENHUT, D 0 Division of Licensing 82/0 4/20 HAUSPURO.A 

Consolidated Edison Co of New York BAUER, E 0 Philadelphia 

Electric Co NITHERS, 8 D Portland General Electric Co IBpp 
12862 337 24X Fiche 90-000.82/04/20.0204210299 


O Adjudicatory correspondence 


B204010276 Reply opposing Citiiens Concerned About Nuclear Power 620309 
motion for recusal of Judge E Hill Motion failed to meet 
procedural requirements It therefore failed to establish 
feet* to warrant recusal Certificate of Sve enc 1 

GUTIERREZ, J H Hearing Branch 3 82/03/30 Atomic Safety and 

Licensing Board Panel Bpp 12477 308 24X Fiche 90-496,82/03/30, 

8204010276 


8204120432 Affidavit of fi Hagar alleging that Judge E Kill appeared to 
be asleep during hearings on wh of 620116-22 Request that 
lilted statement be stricken from record revealsd inability 
to control bias favoring nuclear power H/CertiPicate of Sve 
HAOER, R Cltliens Concerned About Nuclear Power, Inc. 82/04/02 
2pp. 12640 233 84X Flche 50-498,83/04/02,8204120432 


0204140206 Objections to third set of i ntorro gator 1 ei Certificate of 
Sve end Related correspondence. 

HUDSON, T B Joint Ap p 1 i can t s-8o u th Texas Project KUDBON, T 8 
Baker ti Botts 82/04/09 Citiiens Concerned About Nuclear Power, 
Inc. 7pp 12665 394 24X Flchs 50-498,82/04/09,6204140206 


82O4tdiO009 Memorandum & order denying Citiiens Concerned About Nuclear 
Power 630309 motion for recusal of Judga Hill Intervenor 
advanced no ground which would lead to recusal Judge Hill 
affiliation u/LLL is not legally disqualifying, 

LAMB.J C 1 BECHHOEFERiC Atomic Safety and Licensing Board Panel 
62/04/13 Citiiens Concerned About Nuclear Powar, Inc iUpp 
12697 097 24X Flche 30-490,82/04/13,8204160009 


8204190099 Forwards 0 Zech trip rept summarizing event* during 820221 
site tour 

ROBERTS, T,M Comml ssionerx 82/04/19 SINKIN.L Citiiens 
Concerned About Nuclear Power, Inc Ip. 12726*077 24X 

Fiche 90-498,62/04/15,8204190099 


— 8204190061 Trip rept of 820221 sit* visit to review history of facility 
ti circumstances leading to hiring of Guadrex Co to perform 
TB view 

ZECH, 0 NRC - No Detailed Afflliattcin Given 82/03/04 NRC - 
No Detailed Affiliation Given 2pp 12726*078 24X 

Flche 90-498, 82/04/15, 8204190099 


8204190199 Order removing Judge Hill from proceeding Comment* in 
Hill statement cast serious doubt on Hill ability to 
judge Citizens Concerned About Nuclear Power aseertions 
dixpaiei onata ly Full opinion forthcoming 

6H0EMAKER, C J. Atomic Safety and Licensing Appeal Panel 83/04/19 
3pp 12723 189 24X Flche 50 -'198, 82/04/19 i 8204 190159 


8204210462 Order canceling 820420-23 evidentiary hearings ASLAB 830415 
order dismissing Judge Hill eubj to review by Commission 
BECHKOEFER.C Atomic Safety and Licensing Board Panel, 82/04/19 
2pp 12602:042 24X FI ch e; S0-49B, 02/04/19, 02042 10462 


8204230972 Petition for review of ASLAB S20419 order disqualifying 
Judge Hill from procsadlng Order ralsss Important questions 
of law Ic public policy raquiring Commission rsvisw 
AXELRADi H Joint App 1 Icants-South Texas Project AXELRAD.M 
LowenstsiniNsuman, Reis, Axelrad Ik Toll 82/04/20 Commissi oner* 
9pp 12815 217 24X FI che: S0-49B, 82/04/20, 8204230972. 


8204230577 Requests Commission direct ABLB to continue hearings undir 
quorum rule while Judge Hill status under consideration. 

Expedited briefing xchedule should be established 
AXELRAD.M Lawenste in, Neuman, Re is, Axelrad l>Toll. 82/04/20. 
PALLADINQ.N J , AHEARNE, J F. , 0 IL INSKY, V. Commissiansrs. 3pp 
12013.336. 24X Flche: 90-498, B2/04/20, B2D4230877. 


S2048309S9 Motion that Commission direct ABLB to continue Phase 1 of 
proceeding under quorum rule until Commission completes 
rtvlew of A9LAB 02O41S order or denis* review, A8LA8 order 
should bt revisusd expeditiously Certificate of Bve and, 

AXELRAD, H Joint Appl i cant *-Sou th Texas Project. AXELRAD.M. 
Lobjenstaln, Newman, Reis, Axa Irad 6 Toll, 82/04/20, Commiss.! ontr*. 
Bpp 12813-313, 24X Fiche: 90-490, 62/04/20,0204230009. 


B204260079 Memorandum ALAB-672 supporting ABLAB B2D419 order 
dismissing Judga EE Hill from proceed Ing. Hi 1 1 statements 
rsfisct lack of sensitivity for role of judge in proceeding 
BKOEMAKER.C J, Atonic Safety and Licensing Appeal Panel, 82/04/21 
19pp, 12040.064, 24 X Fieh e. 90-490, 82/04/2 1 1 S20426007B 
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0204^04258 Reiponse to applicant 820420 motion (or Commission action 
Commission should direct 4SL0 to procsed under quorum rule 
re rtay 6 June hearings tc estahtlsh aipadlted briefing 
icAedula if revieui accepted W/C»rti#ic3to of Eve 

GUTIERREZ. J « Hearing Branch 3 82/04/33 Commissioners IJpp 

13689 J71 24X Fiche' 90-496. 82/04/28. 8204300268 


8202040142 IE Info Notice 02-11. "Potential Inaccuracies in Wide Range 
Pressure Instruments Used in Westinghouse Designed Plants " 

Sve list ene 1 

JORDAN. E L Division of Engineering & Quality Assurance 02/04/09 
63pp 12878 342 24X Fiche 90-000.82/04/09.8202040142 


n Antitrust correspondence 


8204060393 Statement of history 8. current status of consol I dated 
proceeding. Issues to be resolved Sc affirmative 
recommendations for resolving issues, per Judge Laurenson 
820322 notice Certificate of Sve end 

LEWIS. B H Hearing Branch 4 02/04/06 I8pp 12611 167 24X 

Fiche 30-000.82/04/06.8204080393 


9204130134 Responds to ASLB 820322 request to file statement re history 
(c status cif proceeding. Issues to be resolvad t« 
recommendations on resolution of issues Certificate of Sve 
end 

STAHL. D M Central Power !< Light Co DALOUGK. R C Austin. TX 
82/04/06 16pp 12633 199 g4X Fiche 50-000, 02/04/06. 0204 1 301 34 


8204130200 Statement in response tu ASLG 020322 request for statement 
of history & status of proceeding. 1 is t of remaining issues 6 
recommendations to resolve Istuei. Certl Pica te of Sve end 
KNOTTS. J 8 Taias Utilities Generating Co 02/04/06 t7pp. 

126S7 121 24X Fiche 30-000,02/04/06,8204130200 


8204230400 Advises that no deep draft pumps fall Into 30 to 60 ft 
description contained in IE Bulletin 7?-i3> "Deep Draft Pump 
Deficiencies. " per NRC 820317 1 tr Any necessary FSAR amends 
mill be completed 10 months prior to fuel load 

OQLDBERO. J H Houston Lighting !* Power Co 02/04/19 T6DE3CD.B L 
Assistant Director for Licensing 3pp 12017 177 24X 

Fiche 90-490, 82/04/19, 0204230400 


8202040143 IE Info Notice 02-12, "Surveillance of Hydraulic Snubbers “ 
W/encl SVC list 

JORDAN. E L Division of Engineering (. Quality Assurance B2/04/S] 
64pp 12873 001 24X Fiche 30-000,02/04/21.8202040143 


S Reportable occurrences. LERs it related eorrospandence 


S2040S0D53 Final deficiency rept re lube oil strainer basket for 
standby diesel genera tor. ini t la 1 ly reported 620303 Defective 
strainer basket to be replaced by vendor Also reported par 
Part 21 

OPREA, 0 M Houston Lighting & Power Co 82/03/26 COLLINS. J T 
Region 4. affice of Director 4pp 12921 102 84X 

Fiche 90-498,02/03/26,0204050093 


8204130206 Statement in response to ASLD 020322 request for statement 
of history U status of proceeding, remaining Issues E, 
recommendation* to resolve Issues Certificate of 8vc end 
JOHN.D F South Tesas Electric Cooperative, 82/04/06 0pp 
12639 317 24X Fiche 90-000,02/04/06,8204130206 


8204130196 Motion for eitension of time to file statement of position 
6 for prehearing conference date Certificate of Sve end 
SPIEGEL. 0 Brownsvl 1 le, TX 82/04/09 Atonic Safety and Licensing 
Board Panel Spp 12657 010 24X Fieha SO-OOO, 82/04/09, S204 130196 


8204190237 Order directing Public Utils Board of City of Brownsvillu, 
TX to file answers to listed questions fay 020427 re propotad 
settlement conditions 

LAURENSON, J A Commissioners 02/04/13 Brownsvl 1 1 e, TX Kpp 

12720 043 24X Fiche 90-000, 62/04/13, 82041 90237 


0204230466 Response to ASLE 820413 questions Brownsville does not 
oppose proposed settlement it does not want admlnletrafctv* 
law yudge to reject settl ement. Certi f Icate of Bve end 
SPIEOEL. 0 Brownsville, TX 02/04/19 6pp 12817.103 a4X 
Fiche 90-000, 82/04/19,8204230486 


I Antitrust hearing transcripts 


820419039B Transcript of 820413 hearing In Bsthasda.MD Pp 1,267-1.304 
» Atomic Safety and Licensing Board Panel 02/04/13 99pp 
126B3 144 24X Fiche 50-000,02/04/13,8204150390 


0 Inspection reports, IE Bulletins t< corresp ondancs 


0204120363 Forwards IE Insp fiepts 50-490/82-01 Ik 50-499/02-01 durltig 
Jan 19B2 It notice of violation 

KADSEN.O.L Region 4, Office of Director. 02/03/26. OPREA. 0 W 
Houston Lighting & Power Co 2pp 12641,210 24X 

Fiche. 90-498. 02/03/26,8204120363 


— 0204120379 Notice of violation from Insp during Jen 1902 
MADSEN, 0 L Region 4, Office of Director. 02/03/26 ip 
12641 220 24X Fiche. 90-498, 82/03/26.8204120363 


—8204120404 IE In*p fiepts 50-498/82-01 it 90-499/02-01 during Jan 1902. 
Noncompllenci nofeed.warahoute contained unflagged alectrodes 
It safety-related faetenars. pip* fittlngl ti valvei missing 
rclaasi for const tags. 

MARTIN.LE, , DBERO.C.R . BOAR DM AN, J. R Rtglon 4, Office of 
Director. 82/03/23 13pp, 12641.231. 24X Fiche 50-490.02/03/26, 

8204120363 


8204090347 Forwarde IE Bulletin 82-01. "Alteration of Radiographs of 
Welds in Piping Bubaisenh 1 ies. " No spteiflc actions 
re qulrad 

COLLINS. J T. Region 4i Office of Director. 02/03/31 Public 
Service Do of Colorado. 3pp. 12625.293. 24X Fiche* 50-000. 

02/03/31. 8204090347. 


8204190498 Forwards IE Info Notice .62-09, "oratklng in Piping of Haheup 
Coolant Llnee at BliW Plante," No written reeponsa requested 
COCLINB.J T. Region 4, Office qf Director. 02/03/31. Public 
Service Co. of Colorado, 2pp, 126881039 24X Fiche ' 80-000. 

62/03/31.8204190488 


6204080396 Fourth Interim deficiency rept re nonconformances of welds 
In vendor Fabricated Category 1 structural steel, Inl tia 1 ly 
reported 010108 Nonconforming condition* di ipos i tinned to 
rework to re-establish design margins 

□PREA, G W Houston Lighting «■ Power Co 02/03/30 CDLLINB, J T 
Region 4, □fflce of Director 3pp. 12601 16? 24X 

Fiche 90-470,02/03/30,8204000396 


0204130325 Final deficiency rept re fuel handling bldg HVAC cents al ait 
sys Evaluation Indicated Item does not meet lOCFfiOO 83e 
criteria Item not reportable & considered closed 
□PREA, O W Houston Lighting & Power Co 82/04/08 COLLINS, J T 
Region 4. Office of Director 2pp 12650*199 24X 

Fiche 50-498,82/04/08,8204130329 


8204280474 Fourth interim deflciancy rept re computer progrem 
verlf i ca t ion. or iglnal ly reported 810908 Consultant engaged 
by Broun I, Root to address modeling option t< acceptability 
of code usage terminated Next rept by 820903 

OPREA, 0 kd Houston Lighting t< Power Co 02/04/22 COLLINS, J T. 
Region 4, Office of Director 3pp JSB67;2G1 24X 

Fiche 90-498,02/04/22,0204200474 


T Hearing transcripts pn non-antitrust matters 


0204070937 Forwards testimony on mgt qualifications t< OA/QC program fm 
balance of design tf const 

GUTIERREZ, J M Hearing Branch 3 02/04/09 BECHHOEFER.C . 

HILL. E e I LAMB.J C Atomic Safety and Licensing Board Panel tp 
12876 241 24X Fieha* 30-498. 82/04/08, 0204070937 


— 8204070843 Updated testimony of LP Crocker re proposed mgt organiratl 
for operations It of LP Crocker ti GL Madsen re qual 1 f icatlons 
of Bechtel Power Corp ti Ebasco Sve s, Inc Prof qualifications 
end 

CROCKER. L P Licansee Oual i f icatlons Branch. MAO&EN. 0 L 
Division of Residant. Reactor Project li Engineering Programs 
82/04/08, 13pp. 12876 242 24X Fiche 80-498,82/04/08,8204070937 


— 6204070530 Testimony of JU 01 Iray. super sedi ng Apr 1901 prefiled 
testimony Util OA program. wh i eh includes Bechtel 6 Ebasco QA 
programs acceptable for use in control of remaining design ti 
const activltlae Certificate of Sve end 
OILRAViJ M Quality Assurance Branch 82/04/09. 10pp. 

12976:838 24X Fiche 50-490,82/04/08,0204070537. 


0204130232 Forwards JH Goldberg, BL Lex I, J Crnlch testimony re mgt of 
project 4< JE Geiger. OT Krisha It CL Hawn testimony rs QA 
program. Cart! ficats of Sve end Related correspondence 
AXELRAD.H Lowenstein. Neuman. Reis, Axe trad It Toll A X EL RAO. M Joint 

Applleants-South Texas Project 02/04/09 BECHHOEFFER. C , 

LAMBiJ. C I HILL, E, E Atomic Safety and Licensing Board Panel. 5pp 
12686 001 24X Flchs 90-490.02/04/08,8204130232 


—8204130236 Testimony of JH Goldberg. BL Lex It J Crnlch re mgt of 
project Discuesee decisions to replace Brown & Root at AE. 
const manager 6 conatructor Related corretpondsnee 
GOLDBERG. J, H. . LEX. B L. , CRNICH.J Houston Lighting ti Power Co. 
62/04/09. 4epp 12696,006, S4X Fiche: SQ-498, 82/04/03.8204130232 
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— B204130244 Testimony of JE Ooiger.DT UrUha it CL Hawn r» QA prooram as 
revised to Incorporate Dechtei as AE (c const manager ti 
Ebasco as constructor 

OETOERi J £ < KRlSHAi D T i HAUN< C L Houston Lighting Sc Power Co 
82/04/05 44pp 1SAS& 0S4 24)( Fiche 50-498. 8S/04/05. 8204I30S3S 


OaCKET 50-500 DAVI6-BESSE NUCLEAR POWER STATION. UNIT 2 


A Ap p I ica tlon/cons true t ion stage documents Sc corresponcTenc e 


8303190001 Generic Ltr 83-05 to all licensees of operating pouar 
raactors re post-TMI requirements 

EIBENHUT. D 0 Division of Licensing 83/03/19 HAUSPURO.A 
Cc^nsoll dated Edison Co of New Yort 7pp 1SS13 120 34)( 

Fiche SO-OOO. 08/03/19. 8203190001 


Q Inspection reports. IE Bulletins b correspondence 


B302DA0148 IE Info Notice 82-11. "Potential Inaccuracies In Wide Range 
Pressure Instruments Used in Westinghouse Designed Plants " 

8vc list end 

JORDANrE L Division of Engineering b Quality Assurance 92/04/09 
63pp 12S7B 342. 24X Fiche 50-000.02/04/09,0202040148 


8202040143 IE Info Notice 82-12. "Surveillance of Hydraulic Snubbers " 
W/encl SVC list 

JORDANtE L Division of Engineering b Quality Assurance Q2/04/21. 
fi4pp 18873 001 S4X Fiche 50-000,82/04/21,8208040143 


DOCKET SO-501 DAVIB-BEB8E NUCLEAR POWER STATION. UNIT 3 


A App lica tion/coni true t i on staga documants b eorrespondene e 


6203190001 Generic Ltr 88-05 to all Itcensees of operating power 
reactors re post-TMI requirements 

EI6ENHUT. 0 0 Division of Licensing 82/03/19 HAUSPURO.A. 
Consolidated Edison Co of New York 7pp 18S13 12S. S4X 
Fiche 50-000.08/03/19,8203190001 


0 Inspection reports. IE Bulletins b correspondence 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies in Wide Range 
Pressure Instruments Used In Weetlnghouse Designed Plants. " 

Sve list and 

UQRDANrE L Division of Engineering b Quality Assurance 62/04/09 
63pp 12876 342 24X Fiche 50-000.88/04/09,8802040142. 


8208040143 IE Info Notice B2-iS. "Burve 1 1 lane e of Hydraulic Snubbere 
W/encl SVC list 

JORDANrE L Division of Engineering b Quality Assurance, B2/04/81 
64pp 12873 001 84X Fiche 50-000.82/04/81,8202040143 


DOCKET aTN-50-502 HAVEN NUCLEAR PLANT, UNIT 1 


A App 1 (eatlon/construction stage documents b correspondence 


8203190001 Oananc Ltr 82-05 to all licensees of operating power 
reactors re post-TMI requirements 

EISENHUT, 0 0 Division of Licensing 82/03/19 HAUBPURO. A. 
Consolidated Edison Co. of New York 7pp 12513 128 S4X 
Fiche. 50-000, 02/03/19, 0203190001 


Q Inspection reports. IE Bulletins b correspondence 


8208040148 IE Info Notice 82-11, "Potential Inaecuradas in Wide Range 
Pressure Instruments Used in Westinghouse Designed Plants." 

Bve list enc 1 , 

JORDAN, E L Division of Engineering b Quality Assurance. 02/04/09 
63pp 18878’ 342 24X Fiche- 50-000, 82/04/09, 8308040142, 


8202040143 IE Info Notice 83-18, "Survti 1 lane t of Hydraulic Snubbers. 
M/encl SVC list 

JORDAN, E L Division of Engineering b Quality Assurance 82/04/Sl 
64pp 18873' OOt, a4X Fichei 50-000, 82/04/31, 8202040143, 


DOCKET aTN-50-50B WPP88 NUCLEAR PROJECT, LWIT 3 
A Appl leatlon/conitruetlon stage documents b eorrespondene# 


82042309SO Forwards corporate organitatlonal changes reflecting planned 
•volution ei operation nears, Changes will be reflected In 
next FSAR amend _ , 

BOUCHEV, 0 D Washington Public Power Supply System 82/04/14, 
TEOEBCOjR.L, Aesistant Dlractor for Licanelng, 3pp. 12815:256. 

24X Fiche! 50-397, 88/04/14, 8804230820 


K General corr eapendanc* 


8204270423 Confirms 820409 tekeon b submits several recently announced 
organl sat Iona 1 change s 

BOUCHEV, O D Washington Public Power Supply By stem, 82/04/19. 
MAASB, W P Quality Assurance Branch 3pp 12848. iSS 24X 
Fiche 50-397, 82/04/19,8204270423. 


0 Inspection reports, IE Bulletins b correspondence 


8804130321 Forwards IE Insp Repts SO-5O0/B3-O1 an 830111-15 No 
noncdmp lienee noted 

BiaHOPrT W Division of Resident. Reactor Project h Engineering 
Programs 88/03/25 LEDDICK.R 8 Washington Public Power Supply 
Bystem 4pp 12458:089 24X Fich s . SO-SOB. 82/03/85, 8204130381 


— 8204130388 IE Insp Repts 50-508/82-01 on 820111-15 No noneomp lienee 
noted Major areas Inspac ted- records for safety-related pips 
erection tk welding b structural steel erection b welding 
inside containment bldg 

HAI8T<0 P , D'ANGELO, A J , DOOD8, R T Division Of Reeldont, 
Reactor Project fc Engineering Progrems 82/03/35. 10pp. 

12458:093 24X Fiche 50-508.88/03/25,8204130321 


8804140404 Informs that IE Info Notice 82-08. "Chock Valve Failures on 
Diesel Oenerator Engine Cooling ays," was sent to listed 
licensees on 820324 

» Region 5, Office of Director 8S/03/24 Region 5, Office of 
Director Ip 12470:145. 24X Fiche 50-000,82/03/24,8204140404. 


8204080427 Ac k receipt of 820311 ltr informing NRC of steps taken to 
correct violations noted in !E Insp Repts 50-508/79-10 b 
50-509/79-10 

BISHOP, T W Division of Residsnt. Reactor Project b Engineering 
Programs 82/03/30 LEODICK, R 8 Washington Public Power Supply 
System tp 18401-181 24X F i ehe 50-508, 82/03/30, 8304080427 


--8204080438 Submits revised responses to B00411 b 0919 Ifcrs rt 
violations In IE Insp Repts 50-500/79-10 b 50-509/79-10. 

Exams provide justification that adverse metallurgical 
properties have not been Induced near welds by using PWHT-i 
MATLOCK, R 0 Washington Public Power Supply System 82/03/11 

ENGELKBN, R H. Region 5, Office of Director 7pp 12601’ 182. 84X 
Fiche 50-508,82/03/30,8204080427. 


8204090354 Informs that IE Bulletin 82-01, "Alteration of Radiographs 
of Welds in Piping Subassambl ie t , was sent to listed 
licensees on 880331 

* Region 5, Office of Director 82/03/31 Region 5, Office of 
Director. Ip a4X Fi che • 50-000, 82/03/31, 0204090354. 


8204090396 Advises that IE Info Notice 82-09, "Cracking in Piping of 
Makeup Coolant Lines at BbW Plants," has been sent bo 
listed licensees. 

* Region S, Office of Director, 82/03/31, Region 5, Office of 
Director. ip 12425,279. 24X Fiche 50-000,82/03/31,8204090394 


8204090418 Advises that IE Info Notice 82-10, '‘Following Up Bymptonatlc 
Repairs to Assure Resolution of Problem," has besn sent to 
11 s ted 1 ieenseas. 

« Region 5, Office of Director 82/03/31 Region 5, Office of 
Director Ip 12424’029. 24X Fiche, 50-000, 82/03/31,6204090418 


8204140228 Forwards IE Insp Repts 50-508/62-05 b SO-S09/B2-02 on 
820201-28, No nonconpl lane t noted 

BISHOP, T W, Division of Resident, Reactor Project b Engineering 
Programs 82/04/01 LEODICK, R 8. Washington Public Power Supply 
System, 2pp. 12442:355. 24X Fich a. 50-508, 83/04/01, 6204140223, 


—8204140232 IE Insp Repts 50-508/83-05 b 50-509/82-02 on 820201-28 No 
noneomp 1 i anca noted. Najor areas inspected ’ welding of RCPB 
piping b associatad documentation b storage of 
safety-related equi pmen t, 

ALBERT, W.O , 00008. R. T. Division of Resident, Reactor Project b 
Engineering Programs B2/04/01. 9pp 12642 '357 24X 

Fiche- SO-SOB, 82/04/01, 8204140228 


6202040142 TE Info Notice 82-11, '‘Potential Tnaccuracits in Wide Range 
Pressure Instruments Used in Hestlnghouia Datlgnid Plants, 

Sve list end, 

JORDAN, E. L, Division of Engineering b Quality Assurance 82/04/09. 
43pp 12678.348. 24 X FI e he: 50-000, 82/04/09. 8202040142. 


8204300068 Forwards IE Insp Rapt 50-508/82-04 on 820301-05 b 0315-19 b 
notXet of violation. 

BISHOP. T.M. Region 5, Office of Dlrsetor. 82/04/13. LEDDIGKiR.S. 
Washington Public Power Bupply System 2pp. 12690:052, 24X 

Fiche. 50-508, 82/04/13, 8204300068. 
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— 9204300079 Notice of violation from intp on 020301-03 li 0316-19 DOCKET 9TN-50'309 MPPSS NUCLEAR PROJECT. UNIT 3 

NAIST.D P Rogion 5. OTfica «t Director. 02/04/13 3pp — 

12990 064 24X Ftcli* SO-SOB> 83/04/ 13>S8043D00£S 0 Intppctlon report*. IE Bulletin* Ik correspondence 


— 8204300004 IE Insp Rept 50-303/82-04 on 820301-03 b 0315-19 
Noncomp 1 lance noted failure to install equipment per 
draulng* h epece << failure to control design change 
document* per procedure* 

HAIST. 0. P . DODDS. R T. Region 9. Office of Dirsetor 83/04/lS 
tOpp 12990 097. 24X Flche 30-308.82/04/13.8204300068 


9202040143 IE Info Notice 92-12. "Surveillance of Hgdraullc Bnutbers 
M/encl *vc list 

JORDAN. E L Division of Engineering i. Oualitg Assurance 82/04/21 
64pp 12973 001 24* Flche 30-000, 82/04/21. 9202040143 


8 Reportable occurrences. LERs & related correspondence 


9204140283 Advises that final interim rept re artificial enhancement 
of radiographic film (0/N 41) uill be submitted by 820430 
Results of AP ti E revieiii not yet received 

LEDDfCKiR 9 Uashlngton Public Pouer Supply System 82/03/30 
BISHOP. T.U Region 3. Office of Director Ip 12662 193 24X 

Flcbe 50-509.02/03/30.8204140203 


8204140406 Informs that IE Info Notice 82-08, "Chect Valve Failuies on 
Diesel Generator Engine Cooling Sys. " teas sent to listed 
licensees on 820326 

* Region 3. Office of Director 82/03/26 Region 5. Office of 
Director Ip. 12670 143 24X Flche 50-000,82/03/26.8204140406 


8204080427 Act receipt of B203I 1 Itr informing NRC of step* teten to 
correct violations noted in IE Insp Repts 30-308/79-10 b 
30-509/79-10 

BISHOP. T U Division of Resident. Reactor Project b Engineering 
Programs 62/03/30 LEDDICK.R B Washington Public Pouer Supply 
System Ip 12601 181 24X Flche 30-309.82/03/30,8204080427 


— 62040B043S Submits revised responses to 900611 b 0919 Itr* re 
violations In IE Insp Rept* 30-308/79-10 b 30-309/79-10 
Exams provide justification that adverse metallurgical 
properties have not been induced near uelds by using PWKT-1 
MATLOCK, R O Washington Public Pouer Supply System 82/03/11 

ENOELKEN. R H Region 5. Office of Director 7pp 12601 102 24X 

Ficbe 30-308,82/03/30,0204090427 


9204090373 Interim deficiency rept re artificial enhancement of 
radiographic film, original ly reported on 820111 Bpools on 
site enhanced fay radiographic film uerc tent to APbE for 
revitu Finel rept by S20430 

LEDDICK.R. 8 Washington Public Pouer Supply System. 82/04/01 
NRC - No Detailed Affiliation Oiven 2pp 12627 118 24* 

riche - 30-309, 92/04/01. 8204090373. 


8204140229 Interim deficiency rept re safety Injection tanks b reactor 
pump suppor ts . In 1 tial ly reported 520127 Interpretation of 
radiographic indications found In three ueld areas not 
resolved Final rept due by B2D331 

LEDDICK.R 9. Washington Public Pouer Supply System B2/04/01. 
BISHOP, T.M Division of Resident. Reactor Project & Engineering 
Progremt Ip 12662J394 24* Flche 60-306,82/04/01,8204140229 


0204120294 Foruards Intarie) deficiency rept re injection tank* h 
reactor pump supports 

LEDDICK.R. 3 Uaihlngton Public Pouer Supply System 82/04/06 
NRC " No Detailed Affiliation Oiven Ip 12634-008 24X 

Flche 30-909,82/04/05,8204120284 


820412026S Interim deficiency rapt re radiogrephlc test indications 
on safety Injection tanks & reactor pump supports Thrt* ueld 
areas not resolved Nest rapt espseted by 820931 
LEDDICK.R S Washington Public Pouer Supply System 82/04/01 
BISHOP. T.W. Region 4. Office of Director ip 12634 009 24X 

Flcbe. 90-909. 92/04/09, 9204120284 


J304200208 Part 2| rept re quantity of tup conductor shielded 
Instrumentation cables shipped to fac 1 1 Itles, Cable contained 
points of deformation in conductor Insulation causing ualt 
thickness to be below Tech Sptes Cable returned. 

LITTLEHALEB, O. Rockbestos Co 82/04/12 KAYNEa, H. C Region 1. 
Office of Director. tp 12737 188 24* Flche. 90-908, 82/04/12. 

8204200206 


8204090394 Informs that IE Bulletin 82-01. "Alteration of Radiographs 
of Weld* in Piping Subassemblies." uas sent to listed 
licensees on 820331 

* Region 9, Office of Director 82/03/31 Region 9, Office of 
Dirsetor Ip 24X Flchs 30-000,82/03/31,8204090354 


8204090396 Advises that IE Info Notice 82-09. "Cracking in Piping of 
Makeup Coolant Lines at SbW Plants," has been sent to 
listed licensees 

« Region 9. Office of Director 82/03/31 Region 3. Office of 

Director Ip 12629 279 24 X Flche 50-000.82/03/31,8204090396 


8204090418 Advises that IE Info Notice 82-10. "Follouing Up Symptomstir 
Repairs to Assure Resolution of Problem." has been sent to 
listed licensees 

* Region 9. Office of Director 82/03/31 Region 5. Office of 
Director Ip 12624 029 24X Flche 50-000,92/03/31,8204090418 


8204140229 Foruards IE Insp Repts 90-508/B2-09 b 50-509/82-02 on 
820201-28 No noncoflip 1 lane e noted 

BISHOP, T W Olvlslon of Resident, Reactor Project b Engineering 
programs 82/04/01 LEDDICK.R B Washington Public Pouer Supply 
System 2pp 12662 395 24X Flche 30-906.82/04/01,8204140226 


—8204140232 IE Insp Repts 50-308/62-03 b 50-909/62-02 on 820201-20 No 
noncompKance noted. Major areas Inspected welding of RCPS 
piping b associated doc umentatlon t< storage of 
safety-related equipment 

ALBERT.U 0 , DODDS, R T Division of Resident, Reactor Project b 
Engineering Program* 82/04/01 9pp 12662 397 24X 

Flche 50-906,82/04/01.8204140220 


820S040142 IE Info Notice 82-11, "Potential Inaccuracies in Wide Range 
Pressure Instrument* Used in Westlnghouse Designed Plants " 

Sve list end 

JORDAN, e L Division of Engineering b duality Assurance 82/04/07 
63pp 12978 342. 24X Flche 90-000.62/04/09.0202040142 


8204270220 Final deficiency rept re welding cracks in reactor 
protsetion plates (D/N 25) Defect* found In weld metal 
completely removed Defects found In bate plate rtmoved by 
excavating Into plate 

LEDDICK.R. 8. Washington Public Pousr Supply System 82/04/16. 
BISHOP. T.W. Olvlslon of Ratldant, Reactor Project b Engineering 
Programs. 7pp 12863:040 24* Flche 90-500, 62/04/ld>. 0204270220 


9304270127 Forwards final deficiency rapt re crack* in ualds at 
corner joint* 

LEDDJCKi R. 8, Washington Public Pouer Supply System 62/04/21, 
NRC - No Detailed Affiliation Oiven Ip, 12892:267 24X 

Flche. 60-906. 92/04/21,8204270127 


—6204270130 Final deficiency rept re cracks in weld* at corner joint* 
wh*r* transverse b longitudinal shear lug* meat Weld metal 
at corner removed to surface of base metal. When defect* 
citsnded to bet* plater plate repaired b thicknei* restored. 
LEDDlCHrR. B, Washington Public Pouer Supply SystoA B2/04/16 
OIBHOPrT.M. Region 9. Office of Director. 6pp 12892:366, 24* 

Flche 30-906.62/04/31.6204270137, 


8304300048 Forwards request for addl Info re deficisneie* In structural 
steel bolting mfg by Harr Ison-Knudson. 

EI8H0P.T, H' Division of Rsfidsutr Reector Project & engineering 
Programs. 02/04/21. LEODtcKi R. 6' Washington Public Power 6upplu 
System. 4pp, 12690:079. 34X Flche; 90-906> 63/04/21, 83043000416, 


B202040143 IE Info Notice 02-12, "Surveillance of Hydraulic Snubbers " 
W/encI SVC list 

JORDAN. E L Division of Engineering b Quality Assurance 82/04/3) 
64pp. 12873.001 24X FI che 90-000. B2/04/2 1. 8202040143 


S Reportable occurrences. LERs b related correspondence 


6204140289 Advises that final interim rept re artificial enhancement 
of radiographic film iD/N 41) will bo cubmltted by 820430 
Reiults of AP b E review not yet received, 

LEDDICK.R 8 Washington Public Power Supply System 82/03/30 
BISHOP. T W Region 9. Office of Director, Ip. 12662 193 24X 

Flche 30-909, 82/03/30,9204140289. 


8204090373 Interim deficiency rept re artificial enhancement of 
radiographic f i lm> or ig tna 1 ly reported on 8201 II, Spool* on 
fit* enhanced by radiographic film uara sent to APbE for 
review Final rapt by 820430 

LEDDICK.R 3 Washington Public Power Supply System, 82/04/01 
NRC - No Detailed Affiliation Oiven 2pp 12627 118, 34X 

Flche. 90-906. 82/04/01, 8204090373 


DOCKETED ITEMS 


40f 


6204140229 Inttrlm daflclancy rapt ra safatg injacfclon tank* li raactor 
pump tuppoi'kii initiallg raportad 620127 Int arpaatatlan of 
radiographic indlcatlona found In khraa iitald artas not 
rtsolvad Final rapt dua bg 620531 

LEDDICKiR S Uaahingtan Public Pouar Supplg Bgstam 62/04/01 
BIBHOPtT U Dlvlclon of Rosldanti Raactor Projact ti Englniaring 
Programs Ip 12662 354 24X Ficha 50~S0ai 62/04/01, 6204140229. 


6204120364 Foruarda interim daflclancg rapt re injoctlon tank* *e 
reactor pump supports 

LEDDICKiR B Hashing ton Public Power Supplg Bgstam 82/04/05 
NRC - Mo Detailed Affiliation Given Ip 12634:008 24X 

FIche 50-508,82/04/05.0204120284 


— 8204130336 IE Insp Rapt* 50-460/82-03 «i 50-513/83-02 on 820301-28 b 
820323 No none oirp 1 ianc a noted Ha/pr araat Inspected reactor 
coolant loop piping 4, welds, pipe supports I, program statue 
for maint of facilities & equipment during termination 
TOTH, A D , OODDSiR T Division of Resident, Raactor Project t. 
Engineering Programs 6S/03/23 23pp 18657 204 24X 

Ficha 50 - 460. 62/03/26, 0204 1 30333 


S20414040& Informs that IE Info Notice 92-08, "Check Valve Failures on 
Diesel Generator Engine Cooling 9gsr " was sent to listed 
licensees on 820326 

s Region 9, Office of Director 62/03/26 Region 5, Office of 
Director Ip 12670-145 24X Fiche 50-000,82/03/26,8204140406 


— 8204180288 Interim daflclencg rept re radiographic tost indications 
on safetg Injection tanks t, reactor pump supports Three weld 
areae not resolved Next rept expected bg B20531 
LEDDICK.R 8 Hashing ton Public Power Supplg Sgstem 82/04/01 
BISHOP, T H Region 4, Office of Director Ip. 12634 009 84X 

Fiche 50-508,82/04/05,8204120284 


B204090394 Informs that IE Bulletin 02-01. " Alteration of Radiographs 
of Welds In Piping Subasscmbliesi " was sent to listed 
licensees on 820331 

• Region 5, Office of Director 88/03/31 Region 5, Office of 
Director Ip. 24X F1 che- 50-000. 82/03/31. B204090354 


62042008DB Part 21 rept re guantltg of two conductor shielded 
instrumentation Cables shlppsd to facllltiss Cable contained 
points of deformation in conductor insulation causing wall 
thickness to be below Tech Specs Cable returned 

LITTLEHALES.e Rockbestos Co 82/04/12 HAVNES.R C Region I, 
Office of Director Ip 12737 188 24X F Ic he* 50-508. 82/04/ IP, 

8204200208 


B304S70220 Final daflclencg rept re welding cracks In reactor 
protection plates <0/N 25) Defects found in weld metal 
completelg removed Defects found In base plate removed bg 
excavating Into plate 

LEDDtCK, R 8 Hashlngton Public Power Supplg Sgstem 82/04/16 
BISHOP, T U Division of Resident, Reactor Project h Engineering 
Programs 7pp 12853 040 24X Fiche 50-506,82/04/16,8204270220 


62Q4270127 Forwards final dsficieneg rept re cracks in welds at 
corner joints 

LEDDICK.R S Hashlngton Public Power Supplg Sgstem 82/04/21 
NRC •*' No Detailed Affiliation Given ip. t2S52 267 24X 

Fiche 50-500.82/04/21,8204270127 


8204090396 Advises that IE Info Notice 02-09, "Cracking In Piping of 
Makeup Coolant Lines at DhH Plants, “ has been ssnt to 
listed licensees 

* Rsglon 5r Office of Director 82/03/31 Region S, Office of 
Director Ip 12625 279 24X Fiche 50-000.82/03/31,8204090396 


8204090418 Advises that IF Info Notice 82-10, “Following Up Symptomatic 
Repairs to Assure Resolution of Problem.," has been sent to 
listed licensees 

• Region 9, Office of Director. 8S/03/31. Region 5, Office of 
Director Ip 12624 029 24X Fiche • 50-000, 82/03/31, 8204090418 


8202040142 IE Info Notice 82-11, "Potential Ineccurecles in Wide Range 
Pressure Instruments Used in Meetinghouse Designed Plants “ 

Sve list end 

JORDAN, E L Division of Engineering tc Qualitg Assurance. 82/04/09. 
63pp 12878 342 24X Fiche 50-000,82/04/09,8202040142 


8202040143 IE Info Notice 82-12, "Survi 1 1 lane i of Hgdraulic Snubbers 
U/encl SVC list 

JORDAN, E. L Division lof Englnaorlng h Qualitg Assurance @2/04/21 
64pp 12873 001. 24X Fiche 50-000. 82/04/21. B2O204O143 


— 8204270130 Final daflclencg rept re cracks in welds at cornsr joints 
where trensverse h longitudinal shear lugs meat Held metal 
at corner removed to surface of base metal. Uhen defects 
extended to base plate, plate repaired tc thickness restored 
LEODICK, R 8 Uashington Public Power Supplg Sgstem 82/04/16 
BISHOP, T H. Region 5, Office of Director Spp 12852 268 24X 

Fiche 50-508,82/04/21.8204270127 


8204300048 Forwards request for addl Info re deficiencies in structural 
steel bolting mfg bg Morrison-Knudson 

BISHOP, T H Division of Resident, Reactor Project I, Engineering 
Programs 82/04/21 LEDDICK.R S. Uashington Public Power Supplg 
Sgstem 4pp 12890 079 24X Fiche 50-508,82/04/21,8204300048. 


DOCKET 50-513 HPPSB NUCLEAR PROJECT, UNIT 4 


A Application/construction stage documents t< correspondence 


S Raportabli occurrences, LERs t< related correspondence 


8204090119 Final deficiency rept re low E8F actuation igs setpoint 
original ig reported on 820319 Util will track BI<H 
imp lementatlon of corrective action rather then initiate 
independent action Also reported per Part 21 
ROOT, R H. Washington Public Power Supply Sgstem 82/03/18 
FAULKENBERRY, R Region 5. Office of Director 2pp 12515 361 24X 

Fiche 50- 460. 82/03/ 1 8 . 8204050 1 1 9 


8204270235 Part 21 rept re design of structural steel framing for 
platforms within containment, initially reported 820122 Tests 
conducted to determine flexibility of framing connections to 
substantiate design assumption made In thsrmal analysis 
8AR8TEN, 0 E United Engineers h Constructors, Inc (subs, of 
Raytheon Co ) 82/04/20 Director's Office, Office of Inspection 

and Enforcement Ip 12852 350 24X FI c h e* 50-460, 82/04/S0, 

8204270235 


6204010237 Forwards yucstions for BtH owners response re review nf 
BhU abnormal transient operating guidelines program 

EISENHUT, D 0 Division of Licensing 82/03/03 HALL, H Babcock (. 

Ullcox Operating Plants Owners Oroup 24pp 12489 300 24X 

Fiche. 50-000, 82/03/03,8204010237 


DOCKET 50-914 PEBBLE SPRINGS NUCLEAR PLANT, UNIT 1 
A Appllcation/constructlon stage documents h correspondence 


0 Adjudicatory correspondence 


8204290499 Ack receipt of 820318 petition per tOCFR2. 206 for issuance 
of order to show ceuse why CP for facility should not be 
revoked 

DENTDNiH R Office Of Nuclear Reactor Regulation, Director. 
02/04/22 ROSOLIE. E Coalition for Safe Power 4pp 12893 124 
24X Fiche 50-913.82/04/22.8204290499 


— 820429090B Requests status of show cause petition per 10CFR3 206 re 
false statements made bg util requesting extension of CP 
completion date 

RQBOLIE.E Coalition for Safe Power 82/03/18.- DENTON. H, R 
Office of Nuclear Raactor Regulation, Director. Ip 12893-127 
24X Fiche- 90-513,82/04/22,8204290479 


Q Inepection reports, IE Bulletins h correspondents 


8204130332 Forwards IE Insp Repts 80-460/82-00 I, 50-513/82-02 on 
620201-28 4- 820223. No noncompliance noted. 

BISHOP, T H Division of Resident, Reactor Project h Engineering 
ppograms 82/03/26 MAZUR, D.H Uashington Public Power Supply 
System 2pp. 12657:202 24X Fiche. 50-460 , 82/03/26, 820-4130332 


8204010237 Forwards questions for 8ttM owners risponss re review of 
StiU abnormal transient operating guidelines program. 

EISENHUT, D 0 Division of Licensing 82/03/03 HALL. U Babcock l< 

Ullcox Operating Plants Owners Oroup 24pp 12469-300 24X 

Fiche 50-000, 82/03 /03 .82040 10237. 


8203190001 Generic Ltr 82-05 to all licensees of operating power 
reactors re post-TKI requ Ir ament*. 

EISENHUT, DO Divleion of Ltcenelng 62/03/19 HAUSPURO, A 
Consolidated Edison Co of New York 7pp 12513:128 24X 

Flchs 50-000, 82/'03/19, 8203190001. 


8204160030 Notification of 820407 meeting w/util in Betbetda.MO to 
dlicuBi CP/ML rule items U unresolved safety Issues 
SCALETTI, D. C. Licensing Branch 4. 82/04/01 ADEN8AM. E 0 

Licensing Branch 4 2pp 12719 236 atX Flchs: 90-514, 62/04/01, 
8204160030 


6204210295 Generic Ltr 02-09 to all power reactor 1 Icsnttas, applicants 
for OL, N8B8 vendors *< reactor vendors re environ 
qualification of safety-related electrical equipment. 

NRC position rs qualification requirements end 
EISENHUT, DO Division of Licensing 82/04/20. HAU8PURfi,A. 
Consolidated Edison Co of New York. 16pp I2B62.337 £;4X 

F 1 c h e . 90-000, 82/04/ 20. 0 20421 029 9 T 



402 


DOCKETED ITEMS 


0 Ad ju<jle«tory corr«ipDiii(*nc> 


8204160033 Foruirdi lDCFR2i 90 it Sltin riiponBf to 8S0405 ro<tuB«t U/o 
oncl 

OOODARD.R J Htorlng Branch 2 82/04/06 MARBETf (. H ForaUu* on 

Board Ip 12698 209 24X FI cho 30-914, e2/04/06< 6204160033 


B204280241 Roquaitt to aiakt llmltad appaaranca itatemant at B20420 
btarlngt 

HtOOINSrS Affiliation Unknown 82/04/08 SMITH, I Atomic Safety 
and Lictnftlng Board Panel Ip 12664 023 24X 

Ftche 90-314,82/04/08.8204280241 


8204190301 Forwardi Btata of OR Energy Facility Siting Cogncll 82040-9 
order dlimtsdny application for lite certificate ti Public 
Util Commlseion 620406 order directing util to uirlte off 
financial Inveetmant In plant 

HASrtNOSiU Portland Oentral Electric Co 82/04/12 SMITH, I. U , 
PARIS, 0 H. > JORDAN, U H Atomic Safety and Liceniing Board Panel 
2pp 12728 280 S4X Fiche 90-914,62/04/12,0204190301 


— 8204190304 Final order denying util application for site certlflcete 
Proceeding! dlinilesed 

HAHPSONiAA. Oregon, 6tate of 82/04/09 Portland Oeneral 
Electric Co 2pp 12720 282 24X Fltha 90-914,82/04/12. 

B20419D3O1. 


—8204190307 Teitlmony of U Llndbald before OR Energy Facility Biting 
Council tailthdrawlng application for eite cartlftcate 
|.INDBLAD,M Portland Oeneral Electric Co, 82/04/09 Ip. 

12728 284 24X FI Che 90'91 4, 82/04/ 13. 8204190301 


DOCKET 90-919 PEDDUE SPR1N08 hWCLEAR PLANT, UNIT 2 


A Appl icatlo-n/ con«tructton etags document! t. corroepondence 


8204010237 Foruard* question! for BtiW ouner! responee re revleu of 
B(<M abnormal tranelent operating guidelines program 
EISENHUTiD 0 Division of Licensing 02/03/03 HALL, H Bebl ock i. 

Ullcoi Operating Plants Oeiners Oroup S4pp 134B9 300 24X 

Fiche 90-000, 82/03/03. 8204010237 


8203190001 Oenertc Ltr 82-03 to all licensees of operating pouer 
reactors re post-TMI requirements 

EISENHUT.OO Division of Licensing 82/03/19 HAUBPURO, A 
Consolidated Edison Co of Nau York 7pp 12513 128 24X 
Flcha - 90-000, 82/03/19, 8203190001 


8204160030 Notification of 620407 meotlng u/util in Bethesda.MD to 
discuss CP/ML rule Items & unresolved safety issues 
BCALETTI. DC Licensing Branch 4 82/04/01 ADEN6AM, E 0 

Licensing Branch 4 2pp 18719 236 24X Fiche 90-9 14, 82/04/01, 

8204160030 


8204210899 Generic Ltr 82-09 to ail pooler reactor 1 Icansees, app klcam-ts 
for OL, N6SS vendors & reactor vendors re environ 
quell-f Icatlon of safety-related electrical equipment 
NRC position re qual 1 fl ca tion requirements end 
EIBENHUT, D Q Division of Licensing 82/04/20 HAUBPURO, A 
Consolidated Edison Co of Mem York 18pp 12862 337 24X 

Fiche 90-000,82/04/20,8204210299 


0 Adjudicatory correspondence 


— B2D4190313 Supplemental order directing util 
investmsnt in plant or shou cause uihy uti 1 
required to do so 

LOBOELL.J J Oregon. State of. 82/04/0Q 
electric Co lOpp 12728 289 24K Fiche 

8204190301 


to write off financial 
should not bo 

Portland Oeneral 
30-914. 82/04/12, 


8204190239 Order cancelling 020420 hearing par util request 

SMITH, I. U Atomic Safety and Licensing Board Panel 82/04/14, 
Portland Oeneral Electric Co Ip 12720 049 24X 

Fiche 90-914,82/04/14.8204190239 


8204160033 Forwards 10CFR2. SO b 91. in response to 82040S request H/o 
end 

GODDARD, R J Hearing Branch 2 82/04/06 MARDET. L K Fore laws on 

Board Ip 12698 209 24X Fiche 90-514,82/04/06.8204160033 


62042B0241 Requests to make limited appearance statement at B20420 
hear Inge 

HIQOINS.S Affiliation Unknown 82/04/08 SMITH,! Atomic SaPuty 
and Licensing Board Panel Ip 12864 023 24X 

Fiche 90-914, 82/04 /O0, 820 428024 1 


8204830967 Motion to terminate further hearings b to deny license 
application State of OR denied application so that 
application before NRC rendered moot Relocating plants would 
require new application Certificate of Sve enc 1 
MARBET, L K Forelaws on Board 62/04/19 Atomic Safety and 
'Icenslng Board Panel 4pp 12814 392 24X Fiche 90-914,82/04/19, 

1204230967 


8204190301 Forwards State of OR Energy Facility Biting Council 820-409 
order dismissing application for site certificate t, Public 
Util Commission 020408 order directing util to write off 
financial investment in plant 

KASTINOS, U Portland Oeneral Electric Co 62/04/12 SMITH, I H , 
PARIS, 8 H > JORDAN, U H Atomic Safety and Licensing Board Panel 
2pp 12728 280 24X Fl t ho 50-914, 82/04/12, 8204 190301 


>4300482 Response opposing Forelaws on Board 820419 motion for order 
e-nylng CP application t, for terminating proceeding, Motion 
idmlts util Intent to relocate site, thereby showing 
proceeding not moot H/Certl f lea to of Svc 

HASTINGS, U Portland Oeneral Electric Co. 82/04/26. Atomic 
8«fitv and Licensing Board Panel. 4pp. 12865 090 24X 

Fiche 90-914,62/04/26,8204300482 


H. Oenerel correspondence 


— 8204190304 Final order denying util application for eita certificate 
Proceedings dismissed 

HAMP80N, A A. Oregon, State of 82/04/09 Portland Oenerol 
Electric Co 2pp 12728 282 24X Fiche 90-514,82/04/12, 

8204190301 


—8204190307 Testimony of W Llndbald before OR Energy Facility Biting 
Council withdrawing application for site certificate 
LlNDDLAD, U Portland Oeneral Electric Co 62/04/09 Ip 
12728 284 24X Fiche 50-514,82/04/12,8204190301 


8204160026 Forwards NRC testimony In proceeding Ten copses will be 
provided to reporter at 820420-23 hearing in Portland, OR 
GODDARD, R J Hearing Branch 2 62/04/07 INMAN, A Aldersun 

Reporting Ip 12698 208 24X Fiche- 90-9 14, 62/04/07, 8204160086 


0 Inspection reports, IE Bulletins b correspondence 


8202040142 IE Info Notice 62-11, "Potential Inaccuracies in Hide Raiiga 
Pressure Instruments Used In Hestlnghouss Designed Plante." 

Svc list end 

JORDAN, E L Division Of Engineering b Quality Assurance 8S/O4/09 
63pp 12678.342 24X Fiche. 90-000, 82/04/09, 8202040142 


8202040143 IE Info Notice B2-1B, "Burvel 1 lane • of Hydraulic Snubbers " 
U/encl svc list 

JORDAN, E L. Division of Engineering b Quality Assurance. BZ/04/8I, 
64pp 12873,001. 24X Fiche- 90-000,02/04/21, B2020401 43 


8. Reportable occurrences, LERt b related corraepondtnee 


8204180247 PNO-V-02-i6. on 820409, util notified State of OR of 
withdrawal of application for site certlflcaba. Withdrawal of 
CP application ekpected. A8LD hearing tchaduled for 820420 
will be canceled. Licensee itiued preei raltaae. 

HANCHETT, J Region 9, Office of Director. 82/04/09, Ip. 

1 2682; 333 24X Fl c h * ; 90-9 1 4» 82/04/09, 8204 1 9024 7. 


— 6204190313 Supplemental order directing util to write off financial 
Investment in plant or show cause why util should not be 
required to do so 

LOBDELL, JJ Oregon, State of 82/04/08 Portland General 

Electric Co lOpp 12728 S89 24X Fiche 90-914.02/04/12, 

8204190301 


6204190239 Order cancelling B20420 hearing per util request 

SMITH, I U Atomic Safety and Licensing Board Panel 82/04/14 
Portland Oeneral Electric Co Ip 12720 045 24X 

Fiche 80-614, 82/04/14,8204190239 


8204230567 Motion to terminate further hearings b to deny license 
application State of OR denied application so that 
application before NRC rendered moot Relocating plants would 
requlra now application. Certlflcata of Svc end 
MARBET, L K Forelaws on Board 02/04/19 Atomic Safety and 
Licensing Board Panel 4pp 12814-392 24X Fiche. 90-914, 82/04/19, 

8204230967. 


6204300482 R-esponte opposing Forelaws on Board 820419 motion for order 
denying CP application b for terminating proceeding Motion 
admits util Intent to relocate site, thereby showing 
proceeding not moot W/Certlflcato of Svc 

HASTINGS, M, Portland Oeneral Electric Co. 62/04/26 Atomic 
Safety and Licensing Board Panel. 4pp 12865,050 24X 

Fiche 90-914. B2/04/26. 0204300482. 



DOCKETED ITEMS 


4 


H Oencral corrcspondanct 


6204160036 Foruards NRC taatlmony In procaading Tan toplai will ba 
provldad to raportar at 6S04S0-S3 htaring In FortlandiDR 
OOQDARDiR J Kaarlng Branch 2 83/04/07 INMAN. A Aldarion 

Raportlng Ip 13698 208 34X Ficha 50-5 14. B2/04/07< 8204160026 


8304140337 Forward* IE IO«P Rapt* 90-318/82-03.30-519/83-03. 
90-930/83-03 t, 90-931/82-03 on 830201-19 No noncomp 11 one 8 
iiotsxl 

CANTRELL. F S Dlvltioti of Project 6 Rasldant Propram* 82/03/19 
PARRIS.H 0 Tannanea Valley Autborltg 2pp 12663 319 24X 

Flcfia 90-910,83/03/19.8204140337 


0 In*pactlon raporta. IE Bullatins & C orratp ondanca 


B202040142 IE Info Notice 82-11. ''Potintiat Inaccuracla* In Uide Range 
Pr#**gra Inatrumant* Utad in Ua*tlnghou«a Dailgnad Plant* " 

Sve lilt end 

JORDAN. E L Division of Enginetrlng 6 Quality Assurance B2/04/09 
63pp 12B78 342 34X FlchS 90-000.82/04/09,8303040142 


8202040143 IE Info Notice 02-12, "Surva 1 1 lane a of Hydraulic Snubbers " 
M/encl SVC list 

JORDAN, E L Division of Englnearlng 1. Quality Assurance 02/04/21 
64pp 12873 001 S4X Flcha 90-000,02/04/21,8202040143 


— 8204140397 IE Insp Rapt* 30-918/02-03,50-919/82-03,90-920/82-03 t, 
90-921/02-03 on 820201-19 No noncomp 1 lane a noted Major areas 
Inspected safety- relate d pipe support t< reatraint sys 8. 
open Items 

SCHAPKER.J F . HARDIN, A K Division of Project «< Resident 
Programs 82/03/16 7pp 12663 317 24X Fi c ho 90-918, 02/03/19. 

8204140337 


8204140372 Forwards IE Info Notice 82-08, "Chatk Valve Failures on 
Diesel Generator Engine Coaling Sys " No action or response 
ra<tuef ted 

O'REILLY. J P Region 2, Office of Director 82/03/26 UHRIO, R L 
Florida Power t. Light Co 4pp 12670 311 24X 

Flche 90-000.82/03/26.8204140372 


DOCKET 9TN-gO-516 JAKESPORT NUCLEAR STATION, UNIT 1 


0 Adjudicatory correspondence 


8304220629 Responds to FOIA rsguest for six catsgorlss of docunonts ro 
termination or temporary cessation of const on nuctsar 
projsct* Documsnts listed on App A end 

FELTON. J M Division of Rules and Racords 83/03/09 BELL. N 

Coalition for Safe Power 9pp 12827 183 24X 

Flche 90-000. 82/03/09, B204220629 


8304140439 Forwards IE Info Notice 82-10, "Following Up Symptomatic 
Repairs to Assure Resolution of Problem ■’ 

O'REILLY, J P Region 2. Office of Director 02/03/31 UHRIO, R f 
Florida Power St Light Co 4pp 12670 009 24X 

Flche 90-000,82/03/31,8204140439 


8202040142 IE Info Notice 82-11, “Potential Inaccuracies In Wide Rangr 
Pressure Instruments Used in Me s tlngh ouss Designed Plant* " 

Bve list and 

JORDAN.E L Division of Engineering & Quality Assurance 08/04/07 
63pp 12878342 24X FI c h e 50-000. 82/04/09. 0202040142 


DOCKET BTN-90-gi7 JAMESPORT NUCLEAR STATION, UNIT 2 


8 Reportable occurrences, LERs U related correspondence 


620-4210137 Part 31 rept ra HMA relays u/contact leads not fully 
Insulated, Inl tlally reported B1070S No operating BURs 
utiltie subj HMA relays All potential problems will be 
corrected before startup. 

SHERMOOO, 0 0. Oeneral Electric Co 82/04/01 DEVQUNO.R C 
Director's Office, Office of Inspection and Enforcement 4pp 
12804 001. 24X Flche. 90-000, 82/04/01, 8204210137. 


DOCKET 8TN-90-91B HARTSVILLE NUCLEAR PLANT, UNIT 1 


A Application/construction stage documents ti correspondence 


8283190001 Oenerlc Ltr 82-09 to ell licensees of operating powir 
reactors re post-THt requirements 

EISENHUT.O 0. Division of Licensing. 82/03/19 HAuaPURO.A 
Consolidated Edison Co of New York 7pp 12313*128 24X 

Flche 90-000,82/03/19,8203190001 


6204160192 Generic Ltr 82-07 to all BWR plant licensees (c applicants re 
transmittal of NUREO-0909 relative to Oinna tube rupture 
M/o end NUREQ List of NRC recipients end 

EISENHUTiO 0 Division of Licensing 83/04/19 Commonwealth 
Edison Co 7pp. 12707 196 24X Flche. 90-000, 82/04/19,8204160192 


B20431029S Oenerlc Ltr 82-09 to all power reactor I Icensassi app 1 1 cants 
for OL, NS88 vendors St reactor vendors re environ 
qualification of safety-related electrical equipment 
NRC position ro qualification requirement* end 
EISCNHUT.D 0 01 Vi elan of Licensing. 82/04/20 HAUSPURO.A 

Consolidated Edlaon Co of New York. IBpp 12862 337 24X 

Flche, 90-000, 82/04/20, 8204210299. 


8204140442 Forwards IE Info Notice 82-09, "Cracking In Pip ins -of 
Makeup Coolant Lines at BhW plants." to be revleued for 
possible applicability 

O'REILLY, JP Region 2. Office of Director 82/04/13 UHRIO.R H. 
Florida Power << Light Co 4pp 12666 291 34X 

Flche 90-000,62/04/13,8204140442 


3202040143 IE Inf-o Notice 82-12, "Burvel I lane o of Hydraulic Bnubburu ” 
U/end SVC list 

JORDAN.E L Division Of Engineering tt Quality Assurance 82/04/iJl 
64pp 12873 001 HAX Flche 90-000,82/04/21,8202040143 


6 Reportable occurrences. LERs St related correspondence 


8204020507 Final Deficiency Rept 2 re failure of Transaoierlca Delaval 
to correct violationa Identified durl-ng Audits 79V-3B St 
BOV-39 prompt ly< due to improper QA program impleoientati on. 
initially reported on 820114 Also reported per Part 21 
MILLS, L M Tennessee Valley Authority B2/03/19 O'REILLY, J I* 
Region 2. Office of Director 2pp 12300 337 24X 

Flche 30-000,82/03/19.6204020507 


8204080389 Fourth interim deficiency rept re Audit JA 0100-03 Flinllngt 
0-1 l< 0-2 on design review pracese ti Interface coordination 
activity, init lal ly reported on B10717 Finding 0-1 will be 
resolved by 1982 action plan Next rept due by 021223 
MILLSiL M Tennessee Vall-oy Authority 82/03/29 O'RCILLY* J P 
Region 2, Office of Dlrect-ar tp 12600 289 24X 

Flche 30-000, 82/03/23.8204080389, 


8204160324 First interim deficiency rept re excess stress on spray pot 
supply ti bypass h tadars, Inl tla 1 ly reported 820218 Redesigned 
piping arrangement acceptable ECN-SB6 Issued to revise 
drawings Next rept expected by B20630 

MILUB.L. N Tennessee Val ley Authority 82/03/29 a 'REILLY, J 1* 
Region 2, Office of Director 2pp 12693 229 24X 

Flche. 90-918, 82/03/29. 8204 160324 


Q Inspection reports, IE Bulletins t( correspondence 


8204230994 Responds to NRC 811016 ltr re violation* noted In IE Insp 
Rapt* 90-918/ BO-IB, 90-919/80-17, 90-920/80-18 (c 90-921/80-16 
Corrective ac ttonsi drawing flies updated <■ addl drewtng 
audit* conducted 

(ItLLa.L.H. Tennessee Veltey Authority 82/01/29. 0 'REILLY. J. P. 

Region 2, Atlonto, Office of the Director (81/03/01) 4pp 
12813* 301. 24X FUbe: 90-918, 82/01/29, 8204230994 


8204230239 Bubmlt* final respoRce re IE Bulletin 80-20, "Failures of 
Mesttnghouse Type W-2 Spring (Return to Neutral Control 
Bsiltcba* “ No Maetlnghouso typo sultehe* usod In facllitlas. 
HIBENBURO, M. R, Tonne***# Valley Authority. 82/02/19 O'REILLY.J p 
Region 2, Office of Director. Ip , 12817:321. 24X 

F 1 e h # : 90-000, 82/ 02/ 1 9 , 820423023 9. 


8204160353 First Interim deficiency rept re BA 312 pipe lass tliatv min 
wall thickness mfg by ITT Orlnnil 1, In 1 1 lall y reported on 
820219 All loose matl at jobsite replaced by original matl 
supplier Also reported per Part 21. 

MILLS, L.M Tennessee Valley Authority 82/03/29 O'REILLY, J I*. 
Region 2, Office of Director 2pp 12707 093 24X 

Flche 50-000,02/03/29.8204160353 


8204160296 Interim deficiency rept re Gethlehem Steel Co galvlnlieU 
A329 bolts. Initially reported 811029 Bolte undergoing 
dJmeneloMal specs Next rept by S2Q60I 

MILLB.L. M Tennessee Valley Authority 82/03/31 O'REILLY, J. 1* 
Region 2. Office of Director Ip. 12696 312 Sax 
Flche* 90-518,82/03/31,8204160296 


404 


DOCKETED ITEMS 


aZ04i&036S‘ Second Interim deficieneg rept tt Insufficient enpineerinp 
Cheng* notice review & handl ing > ini t lei Ig reported on 
S113I9 Scope of deflciencg being reviewed Next rept will be 
submitted bg 820B02 „ . 

HtULS.L M Tennenee Valleg Authority 02/03/31 O'REILLYi J P 
Region 2< Qffice O# Director 9pp 12701 005 2AX 
Flch* 50-000,02/03/31,0204160362 


0204160407 Second Interim defieiencg rept re Pallor** of design review 
pfoceft* to verlfg eccuracg 1, edeguecg of docoments, Inltlellg 
reported on 0112)5 Engineering design review will be 
completed bg Oct 1?52 Next rept due bg 821217 

MtLLSil. tl Tennessee Valleg Authority 02/03/31, 0'BEILI.V, J P 
Region 2, Office of Director 2pp 12707 002 24X 

Flche 50-000.02/03/31,0204160407 


0304060110 Fifth Interim rept re pressure drop In essentia) svc water 
piping. qrlgtnalU reported 801210 Util still evaluating 
deflclencg Next rept bg 82071S 

nil.l.S,L M Tennessee Valley Authority 02/04/0) O'REILLV, J P 
Region 2, Office of Director Ip 12550 1 42 24X 

Fiche 50-000,02/04/01,6204060110 


0204160327 Fifth interim deficiency rept re completion of as-built 
drawings. Initially reported 620122 Evaluation stlil In 
progress Next rept expected bg 020719 

MIt,l.5>L M Tennessee Valley Authority 82/04/01 O'REILLY, V P 
Region 2, Office of Director Ip 12673 296 24X 

Fiche 60-000,82/04/01,8204160327 


8204160S97 Fifth Interim deficiency rept re pressure drop In svc water 
piping. initially reported on 001210 Deficiency still being 
evaluated Next rept will be provided bg 020719 

MILLSjL N Tennessee Valley Authority 02/04/01 O'REILLY, J P 
Region 2, Office of Director Ip J27C0 332 24)f 

Fiche 50-000,02/04/01,8204160997 


8204210137 Part 21 rept re NMA relays w/contact leads not fully 
insulated. Inl tlal ly reported 810708 No operating SIlRs 
utlliie subj HMA relays All potential problems will be 
corrected before startup 

SHERHOOD.OO General Electric Co 02/04/01 DEYOUNO, R C 
Olrector's Office, Office of Inspection and Enforcement 4pp 
12804 001 24X Fiche 30-000,02/04/01,0204210137 


0204160323 Fifth Interim deficiency rept re review of purchase reguest 
forms initiated by const, inltla 1 ty reported 010920 Util 
In process of analgllng deficiencies Next rept expected by 
B20715 

HJLLS.L M Tennessee Valley Authority 82/04/02 O 'REILLY, J P 
Region 2, Office of Director Ip 12693 013 24X 

Fiche 50-000,02/04/02,0204160320 


J904280492 Final deficiency rept re Incorrect orifice site In RHR 
discharge line indicated on fabrication spec, inl tie 1 ly 
reported 020304 Typographical error corrected before 
hardware mfg 

KILLS, L d Tennessee Valley Authority 02/04/12 O'REILLY, JP 
Region 2, Office of Director 2pp 12867 312 24X 

Fiche 50-918.02/04/12,0204280492 


8204280502 Supp 1 to final deficiency rept re standby gas treatment sys 
cliarcoal absorber, 1 nitial ly reported 800500 Util unable to 
meet corrective action completion date In BI1209 final rept; 
due to deferral of const Also reported per Part 21 
MILLS, LM Tennessee Valley Authority 02/04/19 O'REILLY, JP 
Region 2, Office of Director Ip 12067 300 24X 

Fiche 90-000,02/04/19,0204280502 


DOCKET STN-SO-519 HART0VILLE NUCLEAR PLANT, UNIT 2 


A Appllcatton/constructlon stage documents 4, correspondence 


8203190001 Generic Ltr 82-05 to all licensees of operating power 
reactors re ppst-TMI requirements, 

EIBENHUT.DO Division of Licensing 02/03/19. HAUSPURO, A 
Coniolldeted Edison Co of New York 7pp 12313 120. 24X 

FIcht SD-000, 02/03/19,8203190001. 


8204160192 Generic Ltr 82-07 to all BWR plant licelSBees ti applleante rc 
transmittal of NUREO-0909 relative to Ginna tube rupture. 

W/o encl NUREG List of NRC recipient* end, 

EISENHUT.DO Divlilon of Licensing. 03/04/16.. Coeimonwaal th 
Edison Co 7pp 13707’ 196. S4X Fiche' 90r000, 02/04/1 9, 62041 601 62 


8204310299 Generic Ltr 02-09 to all power reactor 1 1 cense**, app 1 leant* 
for QL, N8BS vendor* l< reactor vendor* re inviron 
qualificetion of safety-related alertrlral equipment 
NRC poiltion re qual 1 fleet i ' n i*,, e**i tt fiel 
ElSEhWUT, D 0 piylslan'c, i. tex.'s; da (,4/," -A. ‘.‘..fij a 

Coneolidated Edison Co o' i^e. '’Sil 'ils, 'll ^ae 

Fich*'90-000, 02/04/30, B2< eallSV 


0 Inspection reports, IE Bulletins & correspondence 


8204230994 Respond* to NRC 011016 ltr re violations noted in IE tnsp 
Rept* 90-918/80-10,90-919/80-17,90-920/80-10 Ic 90-921/80-16 
Corrective actions drawing files updated 4i addl drawing 
audit* conduc ted 

MILL8, L M Tennessee Valley Authority 82/01/39 O'REILLY, JP 
Region 2, Atlanta, Office of the Director (81/03/01) 4pp 
12013,301 24X Flch* 90-916,82/01/29,8204230994 


0204230235 Submit* final rasponi* re IE Bullotin 80-20, 

Heitlngheus* Type W-2 Spring Return to Neutral Control 
Sultchfi '' No Hestinghouse type switches used in facilities. 
HISENBURG.M H. Tennessee Valley Authority. 82/02/19, O'REILLY, J.p 
Region 2, Office of Director Ip. 12817 321 24X 

Fiche 90-000,02/02/19-0204230239 


8204140337 Forward* IE Insp Rept* 90-510/03-03.90-919/02-03. 
50-520/83-03 ti 50-931/83-03 on 020201-19 No none amp 1 lance 
noted 

CANTRELL, F 8 Division of Project 4i Resident Programs 02/03/19, 
PARRIS, H O Tennessee Valley Authority 3pp 13663,313 24X 

Fiche- 90-910, 03/03/19,0204140337 


—8204140357 IE Itisp Repts 50-918/02-03, 90-919/02-03, 50-520/03-03 fc 
50-931/02-03 on 020201-19, No noncomp 1 lane e noted Major areas 
inspected safety-related pipe support & restraint sys 6 
open I terns 

SCHAPKER, J F , HARDIN, A. K Division of Project l< Resident 

Programs 02/03/16 7pp 12663’ 317 24X Fiche' 90-910, 82/03/19, 

8304140337 


6204140373 Forwards IE Info Notice 82-00, "Check Valve Failures on 
Diesel Generator Engine Codling Sys " No action or response 
requested 

O'REILLY, J P Region 2, Office of Director 02/03/26 UHRIO.R E 
Florida Power 6 Light Co 4pp 12670*311. 24X 

Flch* gO-000. 02/03/26, 0304)40372 


0204140439 Forwards IE Info Notice 02-10, "Following Up 0ymptomatlc 
Repair* to Assure Resolution of Problem." 

O'REILLY, J P Region 2. Office of Director 02/03/31 UHRIG.R.E 
Florida Power & Light Co, 4pp. 12670’ 005 24X 

Fiche 90-000, 82/03/31,0204140439 


0202040142 IE Info Notice 02-11, "Potential Inaccuracies in Hide Range 
Prissur* Instruments Used in Mcstlnghouse Designed Plants " 

SVC list sne I 

JORDAN, E, L Division of Engineering 6 Quality Assurance 02/04/09. 
63pp 12078 343 34X Fiche 50-000,82/04/09,0202040142 


0304140442 Forwards IE Info Notice 02-09, "Cracking in Piping of 
Makeup Coolant Lines at B&M Plants," to bs reviewed for 
poisiblB applicability, 

O'REILLY, JP Region 2, Office of Director. 02/04/13 UHRIO.R E 
Florida Power I, Light Co 4pp, 12666:291. 24X 

Fiche 90-000,02/04/13,0204140442 


0202040143 IE Info Notice 02-12, "Surveillance of Hydraulic Bnubbers * 
W/*ncl svc list. 

JORDAN, E L, Division of Engineering )i Quality Assurance 82/04/21 
64pp 12073 001 24X FI ch«* 90-000, 02/04/31, 8202040143 


B Reportable occurrences, LERs 6 related correspondence 


9204020907 Final Deficiency Rept 2 re failure of Transamerlce Deleval 
to correct violations identified during Audits 79V-3B (( 

80V~39 promptly due to improper QA program implementation, 

initially reported on 630114 Also reported par Pert 21 

K1LL0, L M Tannessta Valley Authority. 02/03/19, O'REILLY, J. P. 

Region 2, Office of Director 3pp 12900.337 24X 

Flch*' 90-000, 82/03/19, 8204020507 


S2O4O0O309 Fourth interim deficiency rept re Audit JA 0100-03 Findings 
0-1 (( 0-2 on design review process h interface coordination 
ec tlvl ty , ini t lei ly reported on 810717, Finding 0-1 will be 
resolved by 1902 action plan. Next rept due by 021323 
MILLS, L.M Tenneseaa Valley Authority. 02/03/25. 0 'REILLY, J. P. 

Region 2, Office of Director. Ip 12600,289 24X 

Fiche; 90-000, 03/03/25, 0204080309. 

B204160393 First intprlm deficiency rept re SA 312 pipe leap than min 
wall thickness mfg by ITT OrlnneU, Inl t lall y reported on 
820219. All loose matt at jobslta rtplaced bV original mat! 
suppl ler. A1 so reportad par Part 21, 

MILLS, L.M. Tanneasae Valley Authority. 82/03/29. O'REILLY, J.P 
Region 2, Office of Director, 3pp. 127071093. 24X 

Flebt: 90-000, 02/03/39, 0204160353 


DOCKETED ITEMS 


B204I60363 Sacond intorlm dsficiencg rept r« Iniufficlsnt engiriBering 
change notice reviiui fc handling! inltlallg raported on 
atl2iS Scope of deficiency being revleued Nent rapt will be 
lUbnltted by 920602 

MILLS, L M Tenneasee Vaileg Authority 82/03/31 O'REILLY, J P 
Region 2! Office of Director 9pp 12701 009 24X 

Fleh*' 30-000, 82/03/31, B204I60362 


8204160407 Second interim deficiency rept re failures of design review 
process to verify accuracy t, adequacy of documents. Initially 
reported on B11219 Engineering design review will be 
completed by Oct 1?B2 Next rept due by 821217 

MILLS, L M Tennessee Valley Authority 02/03/31 O'REILLY, JP 
Region 2, Office of Director 2pp 12707 002 24X 

Flche 90-000,82/03/31,8204160407 


8204060110 Fifth interim rept re pressure drop in essential sve water 
p Iping, or 1 g in a 1 1 y reported 601810 Utlt still evaluating 
deficiency Next rept by 820719 

MILLS. L M Tennessee Valley Authority 02/04/01 D'REILLY, JP 
Region 2, Office of Director Ip 12390 142 24X 

Ftche 90-000,82/04/01,8204060110 


8204160327 Fifth interim deficiency rapt re completion of ae-bullt 
drawings, ini t ially reported 820122 Evaluation still in 
progress Next rapt expected by 820719 

MILLS, L M Tennessee Valley Authority 82/04/01. O'REILLY, J.P 
Region 2, Office of Director ip 12693.296 24X 

Flche 90-000,02/04/01,8204160327 


B204160997 Fifth interim deficiency rept re pressure drop in svc water 
piping, inltla lly reported on 801210 Deficiency still being 
evaluated Next rept will be provided by 820719 
MILLS, L M Tennessee Valley Authority 82/04/01 O'REILLY, J P 
Region 2, office of Director Ip 12700.332 a4X 
Flche 90-000,82/04/01,8204160997. 


0204210137 Part 21 rept ra HMA relays w/contact leads not fully 
insulated, ini tlally reported 810708. No operating BURs 
utilize subj HMA relays All potential problems will be 
corrected before startup 

BHERNOOO, 0 0 Oeneral Electric Co 02/04/01 DEYOUNO,R C 
Olrector'i Office, Office of Inspection and Enforcement 4pp 
12804 001 24X Flche' 90-000. 82/04/01 , 02042 10137. 


8204200502 Supp 1 to final deficiency rept re standby gas traatmant sys 
charcoal ab sorbar, ini t ial ly reported 800900 Util unable to 
meet corrective action completion date in 811209 final rapt 
due to deferral of const Also reported per Part 21, 

MILLS, L M Tennessee Valley Authority, 02/04/19, O'REILLY, JP 
Region 2, Office of Director. ip 12867 308 24X 

Flche 90-000,82/04/19,8204280902 


DOCKET aTN-90-920 HARTSVILLE NUCLEAR PLANT, UNIT 3 


A Appltcatlon/construetlon stage documents (, correspondence 


8303190001 Oeneric Ltr 82-09 to all licensees of opereting power 
reactors re pott-TMI requirements 

EIBENHUr,DO Division of Licensing 02/03/19 HAUSPURe,A 
Consolidated Edison Co of New York 7pp. 12513; 120 24X 

Flche 50-000,82/03/19,0203190001 


8204160192 Oeneric Ltr 02-07 to aU BUR plant licensees I, applicants re 
bransflilttal of NUREO-0909 relative to Oinna tube rupture 
W/g and NUREO List of NRC recipients end. 

EieENHUTiD.O Division of Licensing. 62/04/19, Commonwealth 
Bdlion Co, 7pp 12707-196 24X Fleha SO-OOO. 02/04/19, 02041 60192. 


8204210299 Oeneric Ltr 02-09 to all power reactor lleanseesi app 1 icants 
for OL.NBBS vandore b reactor vandort re environ 
qualification of taf ety-ralated electrical equipment. 

NRC position re quel if Icetlon requirements end, 

EISENHUT, D 0 Division of Licensing 82/04/20 HAUSPURO,A 
Consolidated Edison Co of New York 18pp> 12862’337. 24X 

FichS' 90-000, 02/04/20, 8204210299. 


0 Inspection reports, IE Bulletins (< eorrsspondsnce 


8204230994 Responds to NRC 811016 ltr, re violations noted in IE Insp 
Repts 90-918/80-18,90-919/00-17. 90^820/80-18 li 90-921/80-16 
Corrective actions, drawing fll*,* VP<I****I' •* eddl drawing 
audits conducted, 

MILLS. L.M Tennessee Valley Ai/thority 82/01/39, O'REILLY, JP 
Region 2. Atlanta, Office of the Director (01/03/011. 4pp. 

12013, 301 84X Flche. 50-918, B2/01/29| 8204230994 


0204230239 Submits final response re IE Bulletin 60-20. "Failures of 
Westtnghousf Type U-2 Spring Return to Neutral Control 
Switches *' No Hesttnghouse type switches used in facilities 
WiaENBUROrM fi Tennessee Val ley Author 1 ty B2/02/I9 O'REILLY. J I 
Region 2r Office of Director tp 12817 321 24X 

Flche 90-000.02/02/19,8204230239 


8204140337 Forwards IE Insp Repts 50-910/82-03.50-919/82-03. 
90-520/82-03 (< 90-921/82-03 on 820201-19 No noneompl lance 
noted 

CANTRELL.F S Division of Project b Resident Programs 82/03/19 
PARRISiH 8 Tennessee Valley Authority 2pp 12663 315 24X 

Flche 50-518,02/03/19,8204140337 


—8204140397 tE Insp Repts 50-510/82-03. 90-519/02-03,50-920/82-03 b 
90-921/82-03 on 820201-19 No noneomp 1 lane e noted Major areas 
inspected safety-related pipe support b restraint sys b 
open items 

aCHAPKER.J F. . HARDIN. A R Division of Project b Resident 
Programs 82/03/16 7pp 12663 317 ?4X Flche 50-510,82/03/19, 

Q204 140337 


0204140372 Forwards IE Info Notice 02-08, "Check Valve Failures on 
Diesel Oenerator Engine Cooling Sys " No action or response 
requested 

O'REtLLY.J P Region 2. Office of Director 82/03/26 IRiRIO.R I 
Florida Power 6 Light Co 4pp 12670 31t 24X 

Flche 90-000,02/03/26,8204140372 


8204140435 Forwards IE Info Notice 02-10, "Fo l lowing Up Symptomatic 
Repairs to Assure Resolution of Problem " 

O'REILLY, J.P Region 2. Office of Director 02/03/31 UKRIO.H I 
Florida Power b Light Co 4pp 12670 (X)5 24X 

Flche 90-000,02/03/31,0204140439 


0202040142 IE Info Notice 62-11, “Potential Inaccuracies in Uide Rang 
Pressure Instruments Used in Uestinghouse Designed Plants ” 

Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance 62/04/09 
63 p p 12870 342 2 4 X F i c h e- 50-000, 02/04/0 9, 820 2040142 


8204140442 Forwards IE Info Notice 02-09, "Cracking in Piping of 
Makeup Coolant Linas at SbW Plants," to be reviewed for 
possible appl icab 1 1 i ty 

D'REILLY, J P Region 2. Office of Director 82/04/13 UHRIC, t< I 
Florida Power b Light Co 4pp 12666 291 24X 

Flche 90-000.82/04/13,8204140442 


8202040143 IE Info Notice 82—12, “Surveillance of Hydraulic Snubbers 
N/encl svc list 

JORDAN, E L Division of Engineering b Quality Assurance 82/04/21 
64pp 12073 001 24X Flche 90-000,82/04/21,8202040143 


S Reportable occurrences. LERs b related correspondence 


6204020907 Final DeflcLsncy Rapt 2 re failure of Transamarica Detovol 
to correct violations identified during Audits 79V-9a b 
aov-39 promptly due to improper QA program Implementation, 
initially reported on 820114 Also reported per Part 21 
MILLQ.L H. Tennessee Val ley Authorl ty 82/03/19 O'REILLY, J P 
Region 2, Office of Director 2pp 12900 337 24X 

Flche 90-000. 82/03/19, 8204020507 


8204080389 Fourth Interim deficiency rept re Audit JA 8100-03 Finding 
0-1 b 0-2 on design review process S, interface coordination 
ac tivity. In it ia 1 ly reported en 810717 Finding 0-1 will be 
resolved by 1982 action plan Next rept due by 821223 
MILLS, L H. Tennessee Valley Authority 82/03/29 O'REILLY, J P 
Region 2, Office of Olrecter Ip 12600 209 24X 

Ftche 90-000,02/03/29.8204080389 


8204160324 First Interim deficiency rept re excess stress on spx'oy pi 
supply b bypass header s, in Itial ly reported 820210 Redesigned 
piping srrangemant acceptable ECN-9B6 Issued to revise 
drawings Next rept expected by 820630 

MILLS, L.M Tennessee Valley Authority 82/03/29 a'RElLLY. J P 
Region 2, afficc of Director 2pp 12693 229 24X 

Flche 90-918,82/03/29.8204160324 


8204160393 First interim deficiency rapt re SA 312 pipe less than mi 
wall thickness mfg by ITT 'Orinnell, in i t tail y reported on 
820219 All loose matl at jotsltt replaced by original mat! 
supplier Also raported par Part 21 

MILLS, L M Tennessee Valley Authority. 02/03/29 O'REILLY. J p 
Region 2, Office of Director 2pp 12707.093 24X 

Fleht; 90-000. 82/03/29. 8204160393 


8204160296 Interim deficiency rept re Bethlehem Steel (lo galvinlied 
A329 bolts, in { tie 1 ly reported 811029 Bolts undergoing 
dimensional specs Next rept by 820601. 

MILLS, U,M Tennessee Valley Authority 82/03/31 O'REILLY, J F 
Region 2, Office of Director ip 12696 31S 24X 

Flche- 90-9tB> 02/03/31 , 8204160296 
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8804160362 Second interim defleiencv rept re insufficient engineering 
change notice revieie & handling > ini tial Ig reported on 
011215 Scope of deftclencg being revieued Neit rept uili be 
submitted bg G20B02 

MILLS. L « Tennessee Valleg Authoritg 02/O3v'31 O'fiEILLV, JP 
Region 2. Office of Director Spp 12701 005 24X 

Fiche 50-000.02/03/31.0204160362 


8204160407 Second Interltn deficiency rept re failures of design review 
process to verify accuracy (. adeiiuacy of documents. Ini tia I ly 
reported on 011215 Engineering design review will be 
completed by Oct 1?62 Next rept due by 631217 

MILLS. L M Tennessee Valley Authority B2/03/31 O'REILLY. J P 
Region 2. Office of Director 2pp 12707 082 84X 

Fiche 90-000. 82/03/31,0204160407 


6304060110 Fifth interim rept re pressure drop in essential sve water 
p iping, or ig Ina 1 1 y reported 801210 Util still evaluating 
deficiency Mast rept by S20715 

MILLS, L M Tennessee Valley Authority 62/04/01 O'REILUy. J P 
Region 2. Office of Director Ip 12550 142 24X 

Fiche 50-000.82/04/01,8204060110 


0204160327 Fifth interim deficiency rept re completion of as-bollt 
drawings. Initial ly reported 620122 Evaluation still in 
progress Next rept expected by 820715 

MILLS, L M Tennessee Valley Authority 82/04/01 O'REILLY, OH 
Region 2, Office of Director Ip 12693 256 24X 

Fiche 50-000.82/04/01,0304160327 


8204160557 Fifth Interim deficiency rept re pressure drop in sve water 
piping, initially reported on 801210 Deficiency stilt being 
evaluated Next rept will be provided by 020715 

MILLS. L M Tennessee Valley Authority 82/04/01 O'REILLY.O.P 
Region 2. Office of Director Ip 12700 332 34X 

Fiche 50-000. 02/04/01,8204160557 


0204210137 Part 21 rept re HMA relays u/contact leads not fully 
Insulated. Ini tially reported 610708 No operating BMRs 
utiliiB subj HMA relays Alt potential problems will be 
corrected before startup 

SHERUaOD, 0 0 General Electric Co 82/04/01 DEYOUNO, R C 
Director's Office. Office of Inspection and Enforcement 4pp 
12604 001 24X Fiche 50-000,83/04/01.6204210137 


0204160330 Fifth Interim deficiency rept re review of purehaee request 
forms initiated by cons t. ini tial ty reported 610530 Util 
in process of analyiing deficiencies Next rept expected by 
820715 

MILLS.L M Tennessee Valley Authority 62/04/02 O'REILLY. U P 
Region 3, Office of Director Ip 13693 013 24X 

Fiche 50-000. 82/04/02,6304160328 


0204280502 5«pp 1 to final deficiency rept re standby gas treatment sys 
charcoal absorb er. Inl tial ly reported 0OOSOB Util unable to 
meet corrective action completion date in 611209 final rept 
due to deferral of const Also reported per Part 21 
MILLS.L M Tennessee Valley Authority 82/04/19 O'REILLY. J P 
Region 2. Office of Director Ip 12867 308 24X 

Fiche 50-000, 02/04/19,6204280502 


DOCKET 8TN-50-521 HARTSVILLE NUCLEAR PLANT, UNIT 4 


A Application/construction stage documents b correspondence 


6303190001 Generic Ltr 63-05 to all licensees of operating power 
reactors re posl-TMl requirements 

EISENriUT. D <3 Division of Licensing 83/03/19 HAUSPURO, A 
Consolidated Edieon Co of New York 7pp 13513 138 24X 

Fiche 50-000,02/03/19,8203190001 


8304160152 Oenerlc Ltr 63—07 to all DWR plant llcansees b applicants re 
transmittal of NUREO-0909 relative to Olnna tube rupture 
W/o end NUREO List of NRC recipients end 

EISENHUT.DO Division of Licensing 83/04/15 Commonwealth 
Edison Co 7pp. 12767 196 84X Fiche 50-000, 02/04/15, 02041 60182, 


0304210295 Generic Ltr 82—09 to all power reactor 1 Icintees. app 1 1 cants 
for OL. NS85 vendors b reactor vendors re environ 
quellftcation of safety-related electrical equipment, 

NRC position re qualification requirements end 
EI8ENHUT. D 0 Division of Licensing 82/04/80, HAUSPURO.A 
Consolldatsd Edison Co of New York IBpp 12068' 337. S4X 
Fiche 50-000.63/04/30,8204310398 


0 tnipeetion reports. IE Bulletins b correspondence 


8204230594 Responds to NRC 811016 itr re violations noted In IE Imp 
Repts 50-518/00-18, 50-519/80-17, 50-520/00-18 b 50-521/80-16. 
Corrective actions drawing files updated b add! drawing 
audits condue ted 

MILLS.L M Tennessee Valley Authority 02/01/89 O'REILLY. J P 
Region 8. Atlanta. Office of the Director <81/03/011 4pp 
12813 301 34X Fiche 50-510,62/01/89.6304330594 


6204330235 Submits final response re IE Bulletin 00-20. "Failuras of 
Westinghouse Type W-2 Spring Return to Neutral Control 
Switches " No Lies t inghouse type switches used in facilities 
WISENBURO, MR Tennessee Valley Authority 02/02/19 O'REILLV.UP- 
Region 3, Office of Director Ip 12817 331 34X 

Fiche 50-000,62/03/19.8304230835 


0304140337 Forwards IE Insp Repts 50-518/82-03,50-519/88-03. 
50-820/83-03 b 50-531/82-03 on 030301-19 No noncompl lanes 
noted 

CANTRELL, F S Division of Project b Resident Programs 03/03/19 
PARRIStK <3 Tennessee Valley Authority 2pp 13663 315 &4X 

Fiche 50-518,03/03/19,8204140337 


—0304140357 IE Insp Repts 50-510/03-03,50-519/02-03,50-620/08-03 b 
50-521/02-03 on 020201-19 No noncompliance noted Major areas 
inspected safety-related pipe support b restraint tya b 
open Items 

SCHAPKER.J F Division of Project b Resident Programs 03/03/16 
7pp 12663 317 24X Fleha 50-518,62/03/19,8304140337 


0204140373 Forwards IE Info Notlca 08-00. "Chaek Valva Failures on 
Diesel Generator Engine Cooling 8yt " No action or response 
requested 

O'REILLY, J P Region 3. Office of Director 02/03/86 UHRlO. R. C 
Florida Power b Light Co 4pp 13670 311 34X 

Fiche 50-000,83/03/86,0204140372 


6804140435 Forwards IE Info Notice 63-10, "Following Up Symptomatic 
Repairs to Assure Resolution of Problem " 

O'REILLY. J P Region 2, Office of Director 03/03/31 UHRIO.R E. 
Florida Power b Light Co 4pp. 13670 005 24X 

Flehe 50-000,82/03/31,8304140435 


8203040142 IE Info Notice 83-11, "Potential Inaccuracies in Hide Rangs 
Pressure Instruments Used in Nestlnghouse Designed Plante " 

Sve list end 

JORDAN, E L Division of Engineering b Quality Assurance 02/04/09 
63pp 13870 343 34X Fi che. 50-000, 63/04/09, 0308040143 


6204140442 Forwards IE Info Notiea 02-09, "Cracking in Piping of 
Maksup Coolant Lines at SbM Plants," to be reviewad for 
possible app 1 Icabi 1 1 ty 

O'REILLY, J.P Region 2, Office of Director 63/04/13. UHRIO.II E 
Florida Power b Light Co 4pp 13666' 251, 24X 

Flehe: 50-000, 82/04/13, 0204140442. 


6208040143 IE Info Notice 82-13, "Surveillance of Hydraulic Bnobbtri. “ 
M/enc 1 sve list 

JORDAN, E L Division of Engineering b Quality Assurance 62/04/31 
64pp 12073-001 34X Fiche 50-000,03/04/21,8203040143 


S Reportable o ccurrences, LERs b related correspondence 


0204020507 Final Deficiency Rept 2 re failure of Transamerlea Delaval 
to correct violations idantiflad during Audits 79V-36 b 
BOV-39 promptly due to Improper QA program implementation, 
initially reported on 080114. Alio reported per Part 81. 

MILLS, L M. Tennassee Valley Authority. 02/03/19 O'REILLY, J P 
Region 2, Office of Director 2pp 12500 337, 24X 

Flehe 50-000,02/03/19,0204080507 


8204000309 Fourth interim deficiency rept re Audit JA 8100-03 Findings 
0-1 b 0-2 on design review process b interface coordination 
activity, tnit lally reported on 810717. Findl ng D-l will be 
resolved by 1982 action plan Next rept duo by 021223 
MILLS.L M Tennessai Valley Authority, 02/03/25, O'REILLY, J. P. 
Region 2, Office of Director, Ip, 18600; 2BS, 24X 
Fiche 50-000, B2/03/SS, B2040803S9 


8204160353 First interim deficiency rept re SA 312 pipt last than mJn 
wall thickness mfg by ITT Orlnnell, initially reported on 
620219 Ail loose matl at jobsite replaced by original matl 
supplier Also reported per Part 21. 

MILLS, L.M Tennessee Valley Authority. 02/03/29. O'REILLY, J. P. 
Region 8, Office of Director Spp 12707:053 34X 

Fiche; 50-000, 62/03/89,8204160353. 
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aso41i>03&S Sicond intirlm dtflciincy rapt r* iniufficiant inglneerlng 
chans* notici riviaiu h handllngi initlatly raportad on 
011819 Scopa of daftclaney bains ravlawad Naxt rapt will ba 
•ubnlttad by 8S0B0S 

HILLSiU M Tannaaaaa Vallay Authority BS/03/31. O'RStLLY, J P 
Raglon 2i Office of Dlraetor 9pp 1S701 00 9 24X 

Fich* S0-000> ea/03/31 I BS04 140362 


9204160407 Bacond intarlai daflelency rapt ra failurat of daalgn ravlaw 
proc*»« to verify accuracy (i adequacy of documanttr initially 
reportad on 011218 Engineering deaign ravtau util ba 
cornplated by Oct 1?82, Next rapt due by 821217 

MtLLBrL.fl Tannattaa Valley Authority 82/03/31 O'REILLY) J.P 
Region 2i Office of Director, 2pp. 12707 08 2 24X 

Flel)* 90-000.82/03/31,8304160407 


8204060110 Fifth interim rapt ra praiiure drop in eaaantlal ivc uatar 
pip ing. or Is ina 1 ly reported 801210 Util itill evaluating 
deficiency. Next rapt by 820718 

MILLS. L H Tennaeaae Valley Authority 82/04/01 O'REILLY. J.P 
Region 2. Office of Director Ip 12880; 142 24X 

Fich*' 30-000, 82/04/01, 8204060110 


8204160327 Fifth interim deficiency rapt re completion of ae-built 
drawlnga. ini t iai ly reported 820122 Evaluation atill in 
progreee Naxt rapt expected by 820718, 

MILLS, L M Tennaaiae Vallay Authority 82/04/01 O'REILLY. J,P 
Region 2, Office of Director ip, 12693.296, B4X 
Ftcha. 30-000, 82/04/01,8204160327 


8204160837 Fifth interim deficiency rapt re preaiura drop in *vc water 
piping, initially reported on 801210. Deficiency still being 
evaluatad. Nax t rapt will be provided by 820718. 

MILLS, L M Tennetsee Valley Authority 82/04/01 O'REILLY. J.P 
Region 2, Office of Director Ip 12700:332, 24X 

FtChe 90-000,82/04/01,8304160987 


8204210137 Part 21 rept re HMA relays w/eontact laada not fully 
tnaulated, ini tlally reported 010708 No operating BNRa 
utilixe subj HMA relays Alt potential problems will be 
corrected before startup 

SHERHQOD, 0 0 Oaneral Electric Co 82/04/01 DEYOUNO.R.C 
Director's Offles, Office of Inspection and Enforcement 4pp 
12804.001 24X Flche 90-000,82/04/01,8204210137. 


8204280902 8uppl to final deficiency rapt re standby gas treatment sys 
charcoal absorber, ini tial ly reported 800908 Util unable to 
meet corrective action completion date in 811209 final rept 
due to deferral of const Also raported par Part 21, 

HILLS, L.M Tennsssse Valley Authority 82/04/19 O'REILLY, J P 
Region 2, Office of Director tp 12867 SOB 24X 
Fichc' 80-000, 82/04/19,8204380302 


DOCKET 80-822 SKAOIT NUCLEAR POWER PROUECT, UNIT 1 


A Appllcatlon/construetlon stage documents S, c orr etpondance 


—0107230009 Provides status rept of NRC activities re facility envlruii 
rev leu, Appltcatlone will be filed by util in Dec 1981 
MULLER, 0 R Assistant Director for Environmental Tochnology 
81/09/13 VOLLMER.R. H Division of Engineering ip 12B19 3S4 
24X Flche 90-922,82/03/39,8204220390 


—6109040048 Discusses progress on expedited environ review of 
facilities Assignments have been made to manage 6 coordinate 
review 

MULLER, D. R Assistant Director for Environmental Technology 
81/08/06 VOLLMER.R W Division of Engineering 2pp !2QS0 010 
24X Fiche 90-000,82/03/29,8204220398 


— 81091704S8 Designates JA Norris as NRC representative on mgt committee 
for expedited environ review of new site per encl 
Subagreement 1 Subagreement 2 also encl 

MULLER, D R Assistant Director for Environmental Technology 
01/08/06 LEWIS, N D Washington, State of 13pp 12819 397 
24X Flche 90-922,02/03/29,8204220398 


— 8204220462 Advises of intention to meet u/Ensrgy Site Evaluation 
Council in Sept to develop plans for joint EtS preparation 
Review schedule should be available by end of Sept 1981 
MULLER, D Assistant Director for Environmental Technology 
ai/OS/13 VOLLMER.R Division of Engineering 2pp 12820 OOEi 
24X Flche 90-000,82/03/29,8204220390 


—8109060306 Reiiuestf assignment of technical reviewers & establishment 
o-f review schedule for util application re facility 
relocation 

REOAN, M H Siting Anelysis Branch 81/08/31 LEAR.O E 
Hydrologic t< Oaotechnlcal Engineering Branch BALLARD, R L 
Environmental Engineering Branch TDALSTONiA Antitrust & 

Economic analysis Branch iUtlllty Finance). 3pp 12820 037 24X 

Flche 80-000,82/03/29,0304220398 


— 8111020614 Advises that Energy Facility Site Evaluation Council ihFOlC) 
adopted encl rept, “Assignment of Tasks Between NRC ti EF6EC 
for Preparation of Skagit/Hanford EI8, " at B10914 meeting 
FITCH.WL Washington. State of 81/09/16 NORRtS.UA Biting 
Analysis Branch 6pp 12820 042 24X Flche 90-000, 03/O3/.39, 

0204220398 


—6204230479 Advises that Energy Facility Site Evaluation Council has 
selected UR8 Co as consultant for site st udy. app t i cat i on 
review t' development of plans for EIB Approval of fee 
e spend 1 tu re reRUes ted 

FITCH.WL Washington, State of 81/09/16 VAN DECAR. T Puget 
Sound Power ti Light Co 3pp 12820 112 24X 

Fiehe 30-000.82/03/29,8804220388 


— 8201110346 Notifies that environ rept will be available by 811831 
Review b milestone input schedules encl , Organl xa t lone 1 units 
responslb le for Input to EIB indicated 

REOAN, W H Siting Analysis Branch 61/12/17 MULLER, D , 
BALLARD, R , SKUEt.S- NRC - No Dstailed AfflllatLon Oiven 81pp 
13820 091 24X Flche 80-000,83/03/29,8204220388 


BS04220347 FOIA reguest for three categories of documents ra show cause 
patltlona filed since 1979, petitions filed on Trojen b WPPS 
Unit 4 b accelerated review of CP application for Skagit/ 

Hanford Units 1 h 2 

BELL.N Coalition for Bafs Power. 82/02/24. FELTON, UM Division 
of Rules end Records Ip. 12820' lOS. 24X Fich e, 90-000, 82/02/84, 
8204220347. 


8204160293 Application to amend CPs incorporating rstponsst to 
qusstions from HA State Energy Facility Bite Evaluation 
Council b NRC on Amend 4 to site cert if leat lon/envlron rept 
MYERS, R V Puget Sound Power b Light Co. 82/03/23. Office of 
Nuclear Reactor Regulation, Director 3pp. 12701' 112 24X 

Flche' 90-000, 82/03/23, 8204160293. 


8011040010 Forwards trip rept re visit to atates of WA b OR to contact 
util b federal b state agencies re new site on Hanford 
Reservation. 

VOLLMER.R H Division of Engineering 80/10/21 DENTON. H.R. 

Office of Nuclear Reactor Regulation. Director ip 12819’342 24X 

Flche: 90-922. 82/03/89. 8204280398. 


—8010840263 Discussae progress of work re transfer of facility 
application to new elte on Hanford Reeervation by Richland. 

HA. Application warrants exploration of re-using prevloualy 
generated Info b site data, Also discusses B00919 ilte visit 
NORRIS, J.A. Standardliatlon b Special Projects Branch. 80/10/03, 
REOAN, WH Siting Analysis Branch, 8pp, 12019-343, 24X 

Flche; 90-928, 88/03/89. 8804220398, 


— 8107300092 auinniaru> of 810618 meeting w/applileen* dlseoas environ b 
safety review relative to leite movp from skogit Rivtr to 
Hanford Rosorvatlon. List of' attendees viawgraphs b agenda 

MALtORY.H, Licensing Branch 4 . 81/07/22. BTaneh 4 

2Spp. 12819:390, 84X pi eh t! 80-982. 88/03/29, 8804220390, 


— B2O422O409 Confirm* plana for B20107 meeting w/Puget Sound Power b 
Light Co, WA State Energy Facility Site Evaluation Council, 

UR5 Co b NRC Agenda end. 

SPANOENBERO.F Northwest Energy Bervices Co 81/12/24 
MALLORY, M H Licensing Branch 4. 3pp 12830 073 34X 

Fiche 90-000, 82/03/29, 6304320398. 


—8301270060 Notification of 880107 meeting w/NESCO b util in Bethseda.MIl 
to discuss CP general review schedule. 

MALLORY. M W Licensing Branch 4. 81/13/29 A DENS AH. E O 

Licensing Branch 4 2pp 12820 079 24X Flche- 90-000.82/03/29, 

B204220398 


— 8201260919 Forwards revlasd proposed schedule far facility environ 
reviswiper 810629 directive to provide 300-day period 
between Issuance of supplemental BER or FES b A6LB initial 
decision Milestone input and 

REOAN. H H Biting Analysle Branch 81/12/30 ADENSAH.E . 
MALLORY. M . DUNCAN. K. NRC - No Detailed Affiliation Oiven I4pp 
1 2820: 080 84X Flche- 90-000 ,82/03/29. 8204220398 


8204200497 Forwards partial interpretation of portions of seismic 
reflection profiles produced by Rockwell Intl within 5 miles 
of site Seismic reflection data interpretation will be 
resumed fO'llowlng improvement of Rockwell tntl data 

ADENSAH.E 0. Lteansing Branch 4 02/04/19 MECCA.U E. Puget Suuiid 

Power b Light Co. 3pp 12604 163 2 4X P 1 cha: 90-982, 82/04/1 9, 

8204200497 


8S0423024S Forwards revised rsspons* to Oenertc Iseue A-24i 
“Quellflcatton of Class IE 8af e ty-Ral a ted £<iulpnent. “ 

Revision incorporates comments received In 620316 telcon w/ 

NRC b Northwest Energy Bves 

MYERS. R.V. Puget Sound Power b Light Co 82/04/15, DENTON. N R 
Office of Nuclear Reactor Regulation, Director, 8pp 12817,398 
24X Fiehe 90-922.02/04/19,8304230249. 
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Q204270044 Natlflcatton of 820427 maeting u/applicant in BethasdaiMD to 
difcufs geologij/sBi ifflolagg revieu (chedule 

HALLORYiM W Liesnsing Branch 4 02/04/14 A DENS AM. E 0 Litenelng 

Branch 4 2pp 12873 231 24X Fiche 50-322,82/04/16.8204270044 


8204130229 Erratum to ASLD 820402 notice of special prehearing 


conference 

WOLF, J F Atomic Safety and Licensing Board Panel 
12636 327 24X Flehe 90-522,82/04/08,0204130229 


02/04/00 


ip 


8204270454 Trip rept of 320202-04 site visit re geologic revleui of 
alternative sites 

LEFEVRE.H E Oeosciences Branch 02/04/16 JACKSON, R E 
Geosciences Branch 2pp 12874 229 24X Flehe 50-822,02/04/16, 

8204270454 


0204260105 Supp 1 to amended petition to intervene. 1 1 sting contention* 

& tasls for contentions 

BELL. N Coalition for Safe Power 82/04/19 Atomic Safety and 
Licensing Board Panel S9pp 12837 391 24X Flehe 80-322, 82/04/17, 

0204260185 


0204210299 Oenerl c Ltr 02-09 to all power reactor 1 leensees, app 1 Icants 
for OL. NSSS vendors t, reactor vendors re environ 
quallf ication of safety-related electrical equipment 
NRC position re qualification requirements end 
EI5ENHUT, D G Division of Licensing 02/04/20 HAUSPURO. A 
Consoltdated Edison Co of New York YAO, £ Public Service Co of 
New heslco LEE, 0 Public Service Co of Colorado 18pp 
12862 337 24X Fiche 50-000,02/04/20,8204210293 


— 8204260190 Motion for extension of time for filing addl contcntioiit 
since portions of P8AR & Amend 5 to application for site 
certificate/environ rept received on 820416,4 days 
before contentions doe 

BELL, N Coalition for Safe Power 82/04/20 Atomic Safety find 
Licensing Board Panel 4pp 12338 014 S4X Fiche SO-922, 
32/04/19, 3204260109 


8204230441 Forwards "Pal eomagnet i c Investigation of Pre-Missoula 
Gravels, Pasco Basin i Vic inity, HA. " per 320317 meeting 
SPANGENOERG, F Northwest Energy Services Co 32/04/21 
MALLORY, H U Licensing Branch 4 Ip 12813 061 24X 

Fiche 30-000.82/04/21.3204230441 


— 8204230448 "Pa 1 eomagne t i c Investigation of Pre-Missoula Grave Is, Pasco 
Basin i Vicinity, MA ' 

VANALSTINE.D SI erra Oeoph y s 1 cs. 1 nc SOI-R-02-Og9 32/04/30 
ISOpp 12013 062 24X Fiche 90-000,82/04/21,3204230441 


8 Utility Preliminary Safety Analysis Report, amends 


8204200112 Forwards Amend 24 to P6AR 

MYERS, R V Puget Sound Power l< Light Co 62/04/03 Office of 
Nuclear Reactor Regulation, Director 3pp 12730 194 24X 

Fiche 90-522,82/04/00,8204200112 


—3204200113 Amend 24 to PSAR Seventeen oversixe figures enc I Aperture 
cards are available in PDR 

» Puget Sound Power !, Light Co 32/04/02 3B0pp 12730 197 
24X Fiche 90-522,82/04/03,8204200112 


3204200066 Forwards Suppl 19a to PSAR Suppl withheld (ref 10CFR8 790) 
MYERS, R V Puget Sound Power & Light Co 32/04/12 Office of 

Nuclear Reactor Regulation, Director 3pp 12739 222 24X 

Fiche 50-922,82/04/12,8204200066 


—8204260196 Requests PSAR $, 0E8SAR Certificate of Svc end 

DELL.N Coalition for Safe Power 01/12/02 BLACK, R Hearing 
Branch 1 3pp 12030 010 24XFlcho 80-522, 82/04/19, 020<ia*0l85 


8204260170 Forwards suppl to amended petition to Intervene 
CAVANAOHi R Natural Resources Defense Council 02/04/20 
HOYLE, J C Docketing (t Services Branch Ip 12871 168 24iX 
Fiche 50-922,82/04/20,8204280170 


—3204280175 Suppl to amended petition to Int trvena, 1 Istlng eonbetitluni. 
Proof of SVC end 

CAVANAGHi R Natural Re sources Defense Council 82/04 /SO 
Atomic Safety and Licensing Board Panel SSpp 12871,166. &4X 

Fiche 90-922,82/04/20,8204200170 


6204200236 Amended petition to intervene delineating nature of 
petitioner interest 1, specific aspects of proceeding to 
which intervention is sought Certificate of Sve end 
THATCHER,! L National Wildlife Federation THATCHER,! L Oregcfl, 
State of 02/04/20 Atomic Safety and Licensing Board Panel 
8pp 12069 112 24X Fiche 90-922,32/04/20,0204280266 


6204200290 Bupp 1 to petition to 1 nt ervene, 1 1 s t Ing condition* to be 
litigated Certificate of 8vc end 

THATCHER,! L National Wildlife Federation THATCHER,! L Oragofi. 
State of 02/04/20 Atomic Safety and Licensing Board Panel 
19pp 12069 009 24X Fiche, 90-922, 02/04/20, 0204200290 


C Utility Environmental Report (ER), amends it correspondence 


B204160293 Application to amend CPs incorporating responses to 
questions from HA State Energy Facility Site Evaluation 
Council & NRC on Amend 4 to site cert i f icat ion/environ rept 
I1YERS,R V Puget Sound Power it Light Co 82/03/23 Office of 
Nuclear Reactor Regulation, Director 3pp 12701 112 24X 

Fiche 50-000, 82/03/23, 8204160293 


—8204160300 Amend 
Vol 4 


5 to application for site certlf ieatlon/envi ron rept. 


* Puget Sound Power <i Light Co 82/03/17 400pp 

24X Fiche 50-000,32/03/23,8204160293 


12701 113 


8204230420 Response to NROC 820409 amended petition to Intarvenu NOtlC 
has established standing I, should be admitted as Intarvenor 
as matter of right Certificate of Sve end 

SLACK, R L Hearing Branch 1 82/04/23 Atomic Safety and 

Licensing Board Panel 4pp 12016 272 24X Fiche 90-922, OS /a4/»:l. 

B20423042B 


8204300093 Provides applicant suggestions re scheduling matter* to b« 
discussed at 820909 special prehearing conference Premature 
t< fruitless to conduct hearings on need for power issue due 
to evolving uncertainties 

THOMSEN, F T Perkins, Cole, Stone, Olsen 6 Williams THOMSEK, F. T 
Puget Sound Power & Light Co 82/04/26 WOLF, J F , LEWIS, N I) 

Atomic Safety and Licensing Boerd Panel 4pp 12690 046 SAX 

Fiche 90-922,02/04/26,0204300093 


0204300249 Forwards affidavit of sve for Amend 5 to application for 
site eertifieete/environ rept 

THOMSEN. F T Perkins, Coie. Stone, Olsen «< Williams 02/04/26 

Office of Nuclear Reactor Regulation, Director 3pp 12391 293 

24X Fiche 50-522,02/04/26,3204300249 


O Adjudicatory correspondence 


Q Inspection reports, IE Bulletins it correspondence 


8202040142 IE Info Notice BS-U, "Potential Inaccuraelee in Hid* Bang* 
Pressure Instruments Used In Westlnghouse Designed Plante " 

Sve list end 

JORDAN, E L Division of Engineering & Quality Atiuranca 02/04/09, 
63pp 12870 342 24X Fiche 90-000,02/04/09,8202040142 


0204000026 Notice of 020505 special prehearing conference In 
Mfeting should Idontrifi^ Jcey Issiicii talro steps 
to refine Issues, consider intervention petitions b 
establish schedule far further action 

Safety and Licensing Board Panel 02/04/02 
12606 118 2 4X Fiche 90-522,02/04/02,8204080026 

0204130109 forwards amended petition to intervene 

HOVLE^S^c” Council 82/04/05 

HOytfeeei C Offico of the SecTftarv of the Commission Id 

12656 2SB S4X Fiche 50-522, 82/04 /05r 8204130109 ^ 


intervene Exhibits end 

CAVANAUGH, R Natural Resources Defense Council 02/04/05 
Atomic Safety and Licensing Board Panel 50pp 12656 229 
Fiche 90-522,82/04/09.8204130139 ’ 


8202040143 IE Info Notice BB-12, ''Surveillance qf Hydraulic Bnublieri “ 
W/end SVC list 

JORDAN, B L Division of Engineering b Quality Assurance 02/04/31 
64pp 12073 001 24X Fiche 80-000,02/04/21,0202040143, 


DOCKET 50-523 BKAOIT NUCLEAR POWER PROJECT, UNIT 2 
A Application/construction stage documents t, carratpondenc* 


8204220347 FOIA request for three categorlei of documents r* show cause 
petitions filed since 1979, petl tlons filed on Trojan b HPPB 
Unit 4 b aeceleratad review of CP application for Skaott/ 

Hanford Units 1 b 2 

BELL, N Coalition for Safa Power 82/02/24 FELTON, J, M Division 
of Rules and Records Ip 12020 109, 24X Fiche 80-000,02/02/24, 

0204220347 
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e204IA02?3 Application to aintnd CPi incorporating rvtponsas to 
q^uo$tlon« from UA Stata Enirgg Facllitg Bit* Evaluation 
Count 11 t< NRC on Amind 4 to tita cart i f icat ion/onvi ron rapt 
MEYERarR Y Pugat Sound Powar (< Light Co 82/03/23 Office of 
Nuclear Reactor Ragulatloni Director 3pp 12701 112. 24X 

Flcha SO-000. 82/03/231 e2041d>0293 


8011040010 Foruards trip rapt re visit to Btataa of WA t< DR to contact 
util b faderal b state agencies re neu slta on Hanford 
Reservation 

VDLLt1ER.fi H Division of Engineering 80/10/21 DENTON. H R 
Office of Nuclear Reactor Ragulatloni Director Ip 12817 34S SAX 
FICJie 30-S22i 02/03/27. B20422038B 


— a0102402B3 Discusses progress of uork re transfer of facility 
application to neu site on Hanford Reservation by RlchSandi 
WA Application uarrants eiploratlon of re-using previously 
generated Info b site data Also discusses 800719 site visit 
NORRlGiJ A Standard 1 lation b Special Projects Branch. 80/10/03 

REOANiU H Siting Analysis Branch 5pp. 12819 343 24X 

Flcha 90-922, 02/03/29, 0204220398 


— B107300072 aummary of B1061B meeting u/applicant to discuss environ b 
safety review relative to site move from Skagit River to 
Hanford Reservation List of attendees visugraphs b agenda 
end 

MALLORY, N Licensing Branch 4. 81/07/22 Licensing Branch 4. 

25pp. 12819 390 24X Flche 90-922,82/03/29,8204320398 


— 810723000? Provides status rapt of NRC activities re facility environ 
review Applications will be filed fay util In Dec 1901 
MULLER, D R. Assistant Director for Envlronmentat Technology 
81/09/13 vOLLMERiR.H Division of Engineering. Ip 12819 394 
24X Flche - 90-922,83/03/27.8204220398 


— B10704004B Discusses progress on expedited environ review of 
facilities Assignments have been made to manage b coordinate 
review 

MULLER, 0 R Assistant Director for Environmental Technology 
91/0S/06 VOLLKER.R H Division of Engineering 2pp. 12820 010. 
24X Flche 90-000, 82/03/29. 8204220398 


3204200457 Forwards partial interpretation of portions of seismic 
reflection profiles produced by Rockwcli Inti within 3 miles 
of site Seismic reflection data interpretation will be 
resunod following improvement of Rockwell Inti data 

ADENSAH.E O Licensing Branch 4 32/04/ 15 MECCA. J E Puget hound 

Power b Light Co 3pp 12804 183 24X Flche 30-523.82/04/13. 

8204200437 


0304230343 Forwards revised response to Oeneric Issue A-24. 

"Ouali f Ication of Class IE Eaf e ty~Related Equipment “ 

Revision incorporates comments received in Q3031A telcon w/ 

NRC b Northwest Energy Svcs 

MYERS.R V Puget Sound Power b Light Co 82/04/15 DENTON. It R 
Office of Nuclear Reactor Regulation. Director 2pp 12017 358 
34X Flche 30-522.82/04/15.8204230245 


8204270044 Notification of 820427 meeting w/applicant in Dethesdo. NO ti> 
discuss geology /seismology review schedule 

MALLORY. MW Licensing Branch 4 82/04/16 ADENSAH.E O Licensinf) 

Branch 4 2pp 12873 231 24X Flche 50-322.82/04/16.8204270044 


8204270434 Trip rept of 820202-04 site visit re geologic review nf 
alternative sites 

LEFEVRE.HE Geosciences Branch 82/04/16 JACH80N.R E 
Oeoccicnces Branch 2pp 12874 229 24X Fiche 50-922 ■ 82/04/ 16. 

8204270454 


3204210295 Generic Ltr 82-09 to all power reactor 1 icens > es> ap p 1 i c ants 
for 0L> NSBS vendors b reactor vendors re environ 
qualification of sa f ety-r elated electrical equipment 
NRC position re qua 1 1 Fica tlon requirements end 
EIBENHlfT.DO Division of Licensing 82/04/20 HAUSPUHO. A 
Consolidated Edison Co of New York CONRAD. V Public Gervlcc ( ii 
of Oklahoma 8CHNEIDER.F W Public Service Electric b Oas Co nf 
New Jersey I8pp 12862 337 24X Ficbe 30-000.82/04/20.8204210275 


6204230441 Forwards "Paleomagne t 1 c Investigation af Pre-Missoula 
Gravels. Pasco Basin b VI c in i ty . UA. " per 820317 meeting 
BPANOEHBERO, F Northwest Energy Services Co 82/04/21 
MALLORY. MM Licensing Branch 4 Ip 12813 061 24X 

Flche. 50-000. 92/04/21, 8204230441 


— Q10817045G Designates JA Norris as NRC rapr escntattve on mgt committee 
for eipedittd environ review of new site per end 
Subagreement 1 Subagreament 2 also end 

MULLER. D.R Assistant Diractor for Environmental Technology 
81/08/06 LEWIS. N D Washington. Stats of 13pp 1SB19. 337 
24X Flche 30-922.82/03/29.8204220338 


— 8204220462 Advises of intention to meet w/Energy Site Evaluation 
Council in Sept to develop plans for joint EI8 praparatlon. 
Review schedule should be available by end of Bept 1781 
MULLER. D Assistant Director for Environmental Technology 
81/08/13. VOLLMER, R. Division of Engineering 2pp 12820 OOtt 
24X Flche 30-000.32/03/29.8204220330, 


— 8109000306 Requests assignment of technical rtviswars b astab llahment 
of review schedule for util application ra facility 
ralocatlon 

REGAN, W H Siting Analysis Branch 81/08/31 LEAR.O. E 
Hydrologic b Oaotechnical Engineering Branch. BALLARD. R L. 
Environmental Engineering Branch. TOALSTON.A. Antitrust fc 
Economic analysis Branch iUtlllty Flnanca) 3pp 12820037 SAX 
Flcha 90-000, 82/03/29, 8204220398. 


— 8204220479 Advlsas that Energy Facility Bite Evaluation Council has 
selected UR8 Co as consultant for tlto study. appl Icatl on 
review b dovolopment of plans for Et6. Approval of fee 
aspendlture requoited 

FITCH, W L Washington. State of 81/09/16 VAN DECAfl.T. Puget 
Sound Power b Light Co 3pp. 12820 112 24X 

Flcha - 90-000. 82/03/29, 8204220390 


— 8201110346 Notifies that environ ropt will be available by 811231 
Review b milestone Input schedules end Organl latlonal units 
responsible for Input to EI8 indicated. 

REGAN, W H Siting Analysis Branch 81/12/17. MULLER, D . 
BALLARD. R., 8KJEI.B NRC - No Detailed Affiliation Given. aipp. 
12820. 091 24X Flche- 90-000, 82/03/27, 8204220390 


— 8204220489 Confirms plans for 820107 mestlng W/Pog#t Sound Poieor b 
Light Co.WA Btata Energy Facility Site Evaluation Council. 

URS Go b NRC Agenda end. 

BPANOENBERO, F Northwest Energy Services Co 81/12/24 
MALLORY, M.W. Licensing Branch 4. 3pp 12820.072. 84X 

Flcha: 30-000, B2/03/27< 0204220398. 


— 8S04230448 “Pa I eomagnet 1 c Investigation of Pre-Missoula Grave 1 s. Pasr o 
Basin b Vicinity. WA ■' 

VANALSTINE.D Sierra Oeophyslcs. Inc BSI-R-Q2-099 82/04/30 

ISOpp 12613 062 24X Fiche 90-000,82/04/21.8204230441 


Q t/tility Preliminary Bafety Analysis Report, amends 


8204200112 Forwards Amend 24 to PBAR 

MYERS.R V Puget Sound Power b Light Co 82/04/08 Office of' 
Nuclear Reactor Regulation. Director, 3pp 12738 194 24X 

Flche 50-522,82/04/08,8204200112 


— 6204200118 Amend 24 to PSAR Seventeen overs lie figures e'nd Aperturo 
cards are available in PDfi 

• Puget Sound Power b Light Co 82/04/02 SBOpp 12738 197 
24X Flche 30-522. 82/04/08. 82042001 1 2 


B204200'066 Forwards Supp 1 I9a to PSAR Suppl withhold <ref 10CFR2 790) 
MYERS.R V Puget Sound Power b Light Co 82/04/12 Office of 

Nuclear Reactor Regulation, Director 3pp 12739 222 24X 

Fiche 90-922,02/04/12.6204200066 


C Utility Environme'ntal Report (ER). amends b correspondence 


8204160293 Application to amend CPs incorporating rasponses to 
quostlons from WA State Energy Facility Site Evaluation 
Council b NRG on Amend 4 to site certtf Icatlon/environ ropt 
MYERS.R V Puget Sound Power b Light Co 82/03/23 Office of 

Nuclear Reactor Regulation. Director 3pp 12701 112 24X 

Fiche 90-000, B2/03/23, 3204160293 


—8204160300 Amend 5 to application for site certi F i cat 1 on/onvl ron rciiL. 
Vol 4. 

a Puget Sound Power b Light Co Ba/'0a/17 400pp 12701 110 

24X Flche 90-000.82/03/23,0204160293 


0204300249 Forwards affidavit of sve for Amend 3 to application fo»' 
cite car tlf Icato/envlron rept 

TH0M3EN.F T. Perkins, Cole, Btonc. Olsen b Milliams 82/04/26 
Office of Nuclear Reactor Regulation. Director 3pp 12891 293 
24X Flche 30-922.82/04/26,8204300249 


-8201270060 Notification of 620107 (ifoatlng W/NE8C0 b util In Bathaada, MP 
te discuss CP genoral review schedule. 

MALLORY, M.W, Licensing Branch 4. 81/12/2? ADEN8AM. E 0, 

Licensing Srpneh 4. 2pp. 12B20S079 24X Flche: 30-000, 82/03/29. 

8204220398 , 
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S2O40E0026 NDtio of 820!}aS sptclol preh«arinj conforcnct in 
RicMantf<UA KteMng should Idtntify key istu(s> take steps 
to refine i si vei> c onsider intervention petitions (< 
establish schedule for further ection 

UOLFi J F Atomic Safety and Licensing Ooard Panel 93/04/02 3pp 
latO* ilB 24X Fiche 90-522.83/04/0216204080026 


8204130189 Foruards amended petition to intervene 

CAVArlAOHi R C Natural Resources Defense Council 82/04/09 
HOYLE. J C Office of the Secretary of the Commission Ip 
12636 228 24X Fiche 30-922,82/04/05.0204130189. 


— 8304130193 Amended petition to intervene Eihiblti enc I 

CAVANAUGH. R Natural Resources Defense Council 82/04/03 
Atomic Safetv and Llconsinj Board Panel 50pp 12636 229 84X 

Fiche 30-522.02/04/05,0204130199 


820413022? Erratum to ASLD 820402 notice of special prehearing 
conference 

NOLF.UF Atomic Safety and Licensing Board Panel 83/04/09 ip 
12636 327 24X Fiche 50-322,82/04/08,0204130229 


8204260169 Suppl to amended petition to intervene, 1 istlng contentions 
4 basis for contentions 

DELL, N Coalition for Safe Power B2/04/1? Atomic Safety and 
Licensing Board Panel 25pp 12837 351 24X Fiche 50-323,83/04/19, 

8204260185 


— 8204260190 Notion for estenslon of time for filing addl contentlnns 
since portions of PSAR 6 Amend 5 to application for site 
certl f Icate /envl ron rep t received on 820416,4 days 
before contentions due 

DELL.N Coalition for Safe Power 92/04/30 Atomic Safety and 
Licensing Board Panel 4pp 12838 014 24X Fiche 90-382, 

82/04/19. 0204260189 


— 0204260196 Req^uests PSAR 4 GESSAR Certificate of 5vc enc I 

DELL.N Coalition for Safe Power 61/12/03 BLACrt, R Hearing 
Branch 1 3pp 12838 016 24X Fiche 30-532.82/04/19,8204260195 


'^4280170 Foruards suppi to amended petition to intervene 
VANACH. R Natural Resaurcts Defense Council 83/04/20 
LE. C Docketing 4 Services Branch ip 12871 163. 24 X 

he 30-922, 83/04/ 20.6204280170 


'4200175 Suppl to amended petition to int ervene, 1 1 a t i nfl contentions 
roof of SVC end 

.AVANAOH. R Natural Resources Defense Council 82/04/20 
Mcmic Safety and Licensing Board Panel 22pp 12871 166 24X 

Fiche 30-322.02/04/20.6204200170 


14260366 Amended petition to intervene delineating nature of 

;>etltlaner interest t. specific aspects of proceeding to 

which intervention is sought Certificate of Sve end 

THATCHER, T L Ne t Idnal U 1 ) dll fe Ft der a tlon THATCHER. T L Oregon. 

State of 82/04/20 Atomic Safety and Licensing Board Panel 

0pp 12669 112 24 X Fiche 30-322.02/04/30,8204260286 


8204260290 Sup p 1 to petition to Intervene, listing conditions to he 
litigated Certificate of 8vc end 

THATCHER, T L Nat 1 ona) Hi idl i fe Fedora tlon THATCHER. T L Oregnn, 

State of 82/04/20 Atomic Safety and Licensing Board Panel 
i9pp 12869 089 24X FI c he 90-322, 82/04/20. 8304280 290 


6204230436 Resp on se to NRDC 820405 emended petition to intervene NRUC 
has established standing & should be admitted es inttrvenor 
as matter of right Certificate of Sve end 

BLACK, R L Hearing Branch 1 62/04/83 Atomic Safety and 

Licensing Beard Panel 4pp 12816 272 24X Fic he, 30-322, 82/04/20, 

8204230438 


6204300093 Prov f d ti applicant suggestions re scheduling mattnrs to be 
discussed at 820303 special prehearing conference Prematura 
I, fruitless to conduct hearings on nead for power (ssue due 
to evolving uncertainties. 

THOHSEN.F T Perkins, Cole, Stone, Olsen le Hill lams THOMSEN, F I 
Puget Sound Power t Light Co B2/04/26 WOLF.J F , LEHI8, N D. 

Atomic Safety and Llcentlng Board Panel 4pp 12890' 046 24X 

Fiche 50-522,82/04/26,8204300093 


0 Inspection reports, IE Bulletins t, correspondence 


6202040142 IE Info Notice 62-11, "Potential Inaccuracies In Wide Range 
Pressure Instruments Used in Uestinghous* Ossigned Plants “ 

Sve list end 

UORDANrE L Division of Engineering l< Quality Atsurance 32/04/09, 
63pp 12878 342 24X Flch# 50-000# 02/04/09, 8202040142 


6202040143 IE Info Notlct 62-12, "Surve 1 1 lenc e of Hydraulic Snubbirs " 
H/encl SVC list 

JORDAN, E L Division of Engineering I, Quality Assurance 82/04/21 
64pp 12873 001 24X FI Che. 90-000, 82/04/2 1 , 8202040143 


DOCKET STN-SO-328 PALO VERDE hUCLEAR STATIDN, UNIT 1 


A Appl Ication/constructlon stage documents t, correspondence 


6204160037 Board Notification 82-10 forwarding info re pressuri lad 
thermal shock of reactor vessels In C-E designed N686 during 
recovery from small break LOCA w/eitended toes of 
feedwater 

TEDESCO.R L Aseistant Director for Licensing 82/03/18 Atomii 
Safety and Li ceneing Appeal Panel Bpp 12718 136 24X 

Fiche 50-000, 82/03/ 1 8, 8204 1 60037 


— 620416009S “Evaluation of Presturlied Thermal Shock Effects Due to 
Small Break LOCAs w/Loss of Feedwater for Palo Verde 1,2 h 3 
Reactor Vessale ” 

e Combustion Engineering, Inc 82/03/18 t2pp 12718 355 24X 

Fiche 90-000,92/03/18,8204160037 


8204020513 Requests estenslon until 620701 to provide description of 
eitent to which util deep draft pump long-term 
operability assurance program conforms to guidelines 
VAN BRUNT, E E Ariiona Public Service Co 82/03/26 TEDESCO.R L 
Assistant Director for Licensing 3pp 12300 327 24X 

Fiche 50-928,82/03/26,8204020513 


8204160137 Forwards Amend 3 to Licenses CPPR-t41, CPPR-t42 «< CPPR-i43, 
safety evaluation Si notice of issuance ti availability 
Amends add M-8-R Public Pousr Agency as co-owner of 
faci lities 

EI8ENHUT. 0 Q Division of Licensing 82/03/26. VAN BRUNT.E E 
Arlrone Public Service Co 2pp 12719 lOS. 24X 
Fiche 50-320,82703/26,8204160137 


—8204160149 Amend 3 to Licenses CPPR-i41.CPPfl-142 b CPPR-143, adding 
H-8-R public Power Agency as co-owner of facilities 
EISENKUr, D O Division of Licensing 82/03/26. 9pp 12719 110 
24X Fiche 30-528,82/03/26,8204160137 


— 8204160162 Safety evaluation supporting Amend 3 to Licensee 
CPPR-14i, CPPH-142 S, CPPfl-143 

a Division of Licensing 82/03/26 9pp 12719 122 24X 

Fiche 30-928,82703/26.8204160137 


— 0204160180 Notice of Issuance S, availability of Amend 3 to Licenses 
CPPH-14t.CPPR-l42 1, CPPB-143 

MIRAOLIAaF J Licensing Branch 3. QS703/26 2pp 12719 131 

a4X Fiche 50-5SB. 82/03/26,8204160137 


B2040S0416 Requests addl info re usable treated municipal effluent 
renegot latione by 820405 per Contention 5 

niRAOLIA, F J Licensing Branch 3 S2/03/27 VAN BRUNT, E E 

Ariiona Public Service Co 2pp 12365 263 24X 

Fiche 50-928.82/03/27.3204050416 


82040S0317 Informs that 820201 addl info satlsfias ASHE Code Case 
N-310-1 requirements for use in const of components for 
fac II 1 ty 

NIRAOLIA, F J Licensing Branch 3 82/03/30 VAN BRUNT, E E 

Arizona Public Bervice Co. 2pp 12619.038 24X 

Fiche 50-928, 82/03/30. 8204000317 


8204060030 Submits preliminary evaluation supported by test results 
to demonstrate capability of relief Ic safety valves to 
operate under normal Ic accident condi tlons, per NURE0~O737 
Item II D 1 4 tc 910929 Itr 

VAN BRUNT.E E Arizona Public Service Co 82/03/31. TEDE0CO, R. L 
Assietant Director for Licensing 3pp 12593 344 24X 

Fiche 90-528. 82/03/31.8204060030 


8204060074 Lists actions taken to prevent situation similar to 
Nlllstone 2 undervoltage event Obtaining guerantets from all 
manvfacturtrs that equipment would operate continuously at 
70% rated voltage impractical Alternative proposed 
VAN BRUNT.E E Arizona Public Service Co 82/03/31 NIRAOLIA, F J 
Liceneing Branch 3 SOpp 12533' 355 24X Fiche 90-528,82/03/31. 

6204060074 


8204060139 Forwerds 820401 memo responding to NRC Q20327 request for 
eddl Info re estent to which current negotiations of 
Agretmont 13904 governing eupply of wastewater effluent 
would Impact NRC assumptions In testimony re Contention 9 
VAN BRUNT.E E. Arizona Public Service Co 02/04/02 MIRAOLIA.F. J 
Liceneing Branch 3 8pp. 13549-193. 24X Fiche. 50-538,02/04/02, 

6204060135 
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BZ04120419 Poruard* rtvlaed pages oP THI-Z Lessani Learned 
Impleatentation Rept in response to NUfiEO-0737. Item III Dll 
re integrity of sgs outside containment llkelg to contain, 
radioactive matl 

VAN BRUNTtE E Ariiena Public Service Co S3/04/02 TEDESCOi R L 
Assistant Director for Licensing l^PP 13640 188 84X 

Flcfie 80 “ 52 e, 82/04/08.820413041'? 


8304160284 Responds to B2010B request for addl info on THI Action Item 
11 P 1 re addl accident monitoring instrumentation Noble gas 
6 plant effluent sampling tt anatgsls discussed 

VAN BRUNTtE E Aril one Public Service Co 83/04/06 TEOESCO. R L 
Assistant Director for Licensing 4pp 13699 030 34X 

Fiche 90-938.03/04/06.8304160284 


8204190329 Foruardt verification omitted from B20402 response to 
NSC 830327 Itr 

VAN BRUNT. E E Arltena Public Service Co B2/04/06 MIRAOLlA.r J 
Licensing Branch 3 3pp 12727 tlO 24X Fiche 90-938.83/04/06. 
8204190338 


8204190207 Responds to 820309 request for info re schedule for 
submlttel of util emergency operating procedures Tentative 
aubmlttal date is BSOBOl 

VAN RRUNTiE E Arltona Public Service Co 53/04/07 TEDESCO. R I 
Assistant Director for Licensing. 3pp 12733 200 24X 

Fiche 90-828.83/04/07.8204190207 


6204300094 Forwards draft Tech Specs Section 6 re administrative 
control! (< various replacement pages, replacing simllarlg 
numbered pages in 830309 submittal Exclusion of Sections 
42 3. 423(. 424 from Tech Specs requested 

FROSTfS R Aril one Public Service Co 63/04/07 HOFFMAN. 0 NRC - 
No Detailed Affiliation Olven Ip 13743 236 34X 

Fiche 90-838. B2/04/07, 8204200094 


— 6304300060 Draft Tech Specs Bectlon 6 0 re administrative controls 
» Arliona Public Bervlee Co 82/04/07 63pp 13742 339 24X 

Fiche 90-388,62/04/07,6304200094 


8204190069 Trip rept of 620403-04 visit to plant site to review plant 
logout. const status b SA/OC 

OILINSKY.U Commissioners 83/04/14 Commissioners Spp 
12726:079 24X Fiche 30-928, 82/04/14, 8204190063 


8S042B0443 Informs that 47-page attachment re Grand Gulf seismic 
response data discussion mistakenly dlstributad w/e2033t Itr 
re undervoltage protection tc should not be placed in Palo 
Verde dockets 

VAN BRUNT. E E Arliona Public Service Co 82/04/22 MIRAOLIA.f 
Licensing Branch 3 2pp 13867 330 24X Fiche 90-928.83/04/22. 

8204280443 


D NRC Draft/Final Environmental Statements, suppls tt correspondence 


6304060007 Ack receipt of FES, NUREG-084 1 Review underwag 

* Arizona. State of 82/03/31 MIRAOLIA. F J Licensing Branch J 
2pp 13853 307 24X Fiche 90-938,83/03/31.8304060007 


630423043B Comments on FES for facilities FES adequately assesses 
environ Impact of operation of facilities i. responds to 
concerns raised w/drsft statement 

WISE.J Environmental Protection Agency 82/04/19 MlRAGLIA.r \\ 
Licensing Branch 3 Ip 12817 153 24X Fiche 50-938.83/04/19. 

8304330438 


E NRC Safetg Evaluation Report <EERI. suppls tt correspondence 


8202160305 Forwards draft amended Section 9 2 9 of FSAR u/CQmmltment to 
have aval tab I e, pr lor to fuel load, pro eedures for ensuring 
continued capability of sink to close out SER (NUREO-OB97) 
open item 

VAN BRUNT. E E Arizona Public Service Co. 83/02/09 TEDESCO. R L 
Assistant Director for Licensing 29pp 11941 049 24X 

Fiche 90-938.82/02/0918203160309 


6204070241 Forwards response bo NRC BS0309 Itr requesting addl ii.fo re 
util authority to restrict access to exclusion area per SER 
Section 2 1 3 

VAN BRUNT, E E Arizona Public Service Co 83/04/01 MIRAGLIA. F U 
NRC - No Detailed Affiliation Olven 12pp 12988 ISB 24X 
Fiche 90-328,02/04/01.8304070341 


620416030S Forwards requested info re preservice exam results.pei 
SER <NUREG-0S87> Sections 5 S 4 «< 6 6 

VAN BRUNT. e E Arizona Public Service Co 92/04/06 TEDESCO. « L 
Assistant Director for Licensing ISlpp 12693 019 24X 

Fiche 90-528,02/04/06.3304160309 


8304210421 Forwards resumss of initial appointees to keg plant 
managerial 6 supervisory positions through shift supervisor 
posltlon.per FSAR Section 13 1.2 2 Resumes contain privacy 
infs ti are withheld from public disclosure 

VAN BRUNT.E E Arizona Public Service Co 82/04/14 TEDESCO, R L 
Assistant Director for Licensing 2pp 13802 359 24X 

Fiche: 80-928. 82/04/14, 8204210421 


8204190S92 Forwards 10 oversize drawing s. c los 1 ng SER Open Item 10. 
portion of SER Open I tern 18 b portions of SER Confirmatory 
Items 11 b 13 Aperture cards are available in PDR 
VAN BRUNT.E E Arizona Public Service Co 82/04/12 TEDESCO. RL 
Assistant Director for Licensing Spp 13737 106 S4X 
Fiche 90-938.82/04/12.8304190292 


6204220709 Expresses gratitude for assistance during recent site visit 
OILINfiKY, V Commissioners 02/04/14 VAN BRUNT.E Arizona Public 
Etrvlce Co Ip 13827 381 84X Fiche 90-930,82/04/14.8204220709 


8204830713 Expreeses gratitude for asslitance during recent site visit 
OILINSKY.V Commissioners 83/04/14 VQRDENBRUEOOEN Arizona 
Public Service Co Ip 13827 322 34X Fiche 90-938,82/04/14, 

8204220713 


8204230106 Expresses gratitude for assistance during recent site visit 
OILINSKY.V Commissioners 82/04/14 BTUBBLEFIELD. W Arizona 
Public Service Co Ip I2S34'279 24 X Fi ehe 90-920, 02/04/14, 

8204230106 


8204330124 Expresses gratitude for Informative t< interesting site 
visit 

OILINSKY.V Commissioners 82/04/14 TURLEY.K Arizona Public 
Service Co Ip 12034 280 84X Fie he- 90-938. 82/04/14. 8204830124 


8204160199 Generic Ltr 82-08 to all PWR plant licensees b applicants re 
transmittal of NUREO-0909 relative to Glnna tube rupture. 

Wo end NUREO, List of NRC recipients end 

EI8ENHUT, D G, Division of Licenelng 82/04/13 HAU8PUR0. A 
Consolidated Edison Co of New York. 7pp. 12787 203 24X 

Fiche. 90-000, 82/04/19, 8804160199 


0204870038 Summary of 820329 meeting w/applicant, Bechtel b C-E In 
Bethcfd«,MD re NRC requirements for environ quail flcetlons 
LICITRArE. A Licensing Branch 3 82/04/16 Licensing Branch 3. 

7pp 12873:31 b. 24X Fiche 90-988,82/04/16.8204270032. 


8204210299 Generic Ltr 82-09 to 611 power', reactor 1 Icensees. app 1 ieants 
for OLiNBSa vendors b reactor vendors rp lenviron 
qualification of eaf ety-releted electrical equipment. 

NRC position re qualification requirements sncl. 

EISENHUT, 0 0. Division of, Licsnelng 82/04/20. HAUSPURG.A 
Consolidated Edison Co, of New York. DOLAN. J. American = 

Power Co,. Inc, COMB.F. Z. Appalachian Power Co, ISpp. 18068:337 
84X Fiche, 80-000,82/04/80,8304210299. 


8204190330 Forwards "Pump b Valve Inservlce Testing Program Palo Verde 
Unit 1. " in response to SER Open Item 6 Program Includes any 
relief requests from ASHE Section XI 

VAN BRUNT.E E Arizona Public Service Co 82/04/12 TEDESCO. « L 
Assistant Director for Licensing 3pp 12720 OOB 24X 
Fiche 90-328,83/04/18,6204190330 


— B204I90334 "Pump b Valve Inservice Testing Program Palo Verde Unit 1 " 
Thirty- four overs i le drawings end Aperture cards are 
aval tab 1 e in PDR 

WILSON, 3 H . STRICKLER, B Arliona Public Service Co 02/03/24 
12Spp 12726:310 24X Fiche 50-328,82/04/12.5804190330 


8204210444 Forwards comments b/or inaccuracies found In Nov 1901 8UI. 
NURE0-0a37 

VAN BRUNT.E E Arizona Public Service Co 82/04/16 TEDESCO. R L 
Assistant Director for Licensing. 4pp 12802 261 S4X 
Fiche 90-958.82/04/16,8204210444 


8204370339 Advises that util does not intend to Include requirement!, of 
SER (NUREG-OSS?) in Tech Specs SER should be modified 
according Ig 

VAN BRUNT.E E Arizona Public Service Co 83/04/16 TEDESCO, R i 
Assistant Director for Licensing Spp 13852092 24X 

Fiche 90-528.82/04/16,8204270339 


6204280491 Advises that facility design meets regulatory impurity 
level guidelines. FBAR exception to Reg Guide 1 38 will be 
eliminated in next FSAR amend BER Open Item 16 re impurity 
levels resolved 

VAN BRUNT, E E, Arizona Public Service Co 82/04/22 TEDESCO. F( L 
Assistant Director for Licensing 3pp 12867 339 24X 

Fiche 90-928,88/04/23.0804260491 
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e Sscuritvi ffl»dlealf «mBrg*ncy & fJr» protBction plan* 


8204S20S16 Suiriinarg of 82030? neitlng ui/util in BcthcldaiMD re s-tatue 
aP updating emergrncg plan to incorporate c omoiitmenti 
previously madt to correct noted deficiencies 

LKITRA-E a Licensing Branch 3 B2/03/16 Licensing Branch 3 

3pp 12021 233 Z4X Fiche 30-620.82/03/16.8204220216 


8204190332 Advises that no action (ulll be taken to provide emergencu 
notification sys 8 health physics network access capability 
in NRC resident inspector ofc 6 shift supervisor oFc No 
specific requirements located For above oFci 

VAN BRUNT. E E Arliona Public Service Co 02/04/08 TEDESCO. R L- 
Assistant Director for Licensing 2pp 12720 278 Z4X 
Fiche 30-820.02/04/00.8804190332 


8204220715 Espr esses gratitude for assistance during recent site visit 
especially tour of technical support ctr 6 emergency offsite 
facility 

OIUNSKY.V Commissioners 82/04/14 ANDOSNINI.C Arliona Public 
Service Co Ip 12027 323 84X Fiche 50- 320,82/04/14.8204220715 


0 Adjudicatory correspondence 


8203230406 Requests B Stephens, AZ Municipal Mater Users Association. 
020316 I 17 Itrs be served on all parties & ASLB 
LAZO, R M Atomic Safety and Licensing Board Panel 02/03/23 
STUCKEY, S M pocketing fc Services Branch 3pp 12407 303 24X 

Fiche S0-32a, 02/03/23. 0203250486 


— 0203230303 Requests notification of any changes to scheduled hearing 
date i. whether limited appearance includes right to 
Introduce evidence t< question witnesses 

STEPHENS, B Ariiona Municipal Mater Users Association 82/03/16, 
LAZO, R M Atomic Safety and Licensing Board Panel 2pp 
12409 304 24X Fiche 30-520.82/03/23,8203230406 


— 0203250512 Forwards util B20316 1 tr to D Stephens inadvertently 
omitted from 820311 Itr 

STEPHENS. D Ariiona Municipal Water Users Association 82/03/17 
LAZO. R M Atomic Safety and Licensing Board Panel 2pp 
12409 306 24X Fiche 30-528, 82/03/23, 0203250406 


704080387 Answer opposing PL Hourihan 820322 motion to defer 
Issuance of notice of 820407 OL hearing Reaeons for 
requested delay should have been raised during 820313 telcon 
when hearing date set Certificate of Svc enc] 

lEUEY. L S Antitrust Division 02/04/06 Atomic Safety and 
.icensing Board Panel 9pp 12600 298 24X Fiche 50-520,02/04/06, 

3204080307 


04140329 Answer opposing Intervener 020325 motion to defer Issuance 
of notice of license hearing Motion moot Since ASLB served 
020323 notice of 020427 hearing Certificate of Svc end 
DtSCHDFF.C A Uoint App 1 1 canti-Pal O Verde 02/04/06 Atomic 
Safety and Licensing Board Panel 4pp 12662 236 24X 

Fiche 30-520, 02/04/06, 0204140329 


8204140173 Motion for order postponing 820427 hearing for 30 days due 
to newly discovered matl evidence Documents prove that Salt 
River Project {< DDI know that Phoenli cannot sell effluent 
to util 

HOUAIHAN.P L Hourihan, P 82/04/07 Atomic Safety and Licensing 
Board Panel 5pp 12665 130 24X Fiche 50-328.82/04/07,8304140173 


8204 1 40103 Moti on for order requiring admission L production of 
documents within 10 days Related correspondence, 

HOURIHAN. P L Hourihan. P 62/04/07 Atomic Safety and Licendirig 
Board Panel t4pp 12665 320 24X Fiche SO-S20, B2/Q4/07, 

B204I40183 


820414DI20 Requests to make limited appearance statement at 020437 
evidentiary hearing 

SHBAiP d Salt River Pima-Mari copa Indian Community SHEA. P J 
(larks. Shea tr Wilks 82/04/00 Atomic Safety and Licensing Board 
Panel 3pp 12666 090 24X F 1 Che ’ 50-520, 08/04/08, 0204 1401 20 


6204140430 Answer opposing Intervener 880401 amend to Contention 7 due 
to new Info Contention no longer subj to amend since motion 
for summary diipoiition of contention grintad Intervenor 
failed to state contention Certificate of Svc end 

DISCHOFF.C A Joint Appileanti-Palo Verdd BISCHOFF.CA BlschofP, 
C A B2/O4/O0 Atomic Safety and Llceneing Board Panel. 7pp 
12670 266 24X Fiche 60-380,02/04/08,0804140430 


0204130142 Fopwerds DOd answer to Plma-Marleopa Indian Community 
lawsuit in US Distrirt ''ri-s r j ,, j j A-tisi c52-"|ir 

DEWEY. L 8 Antitrui i i i („ \:( •• TLE, R.r i 

CALLIHAN, D Atomic a # , I . 'ei s i, ■ as .■ i ai ■ I p, 

18697 109 24X Fic» f " . 


— 8804130149 Answer to Plma-Maricopa Indian Community lawsuit Compiaint 
Should be dismissed since relief barred by etatutc of 
limitations S, for failure to name indispensable parties 
Certificate of Svc end 

SIEOEL, J Justice, Dept of SIEOEL, J I nter ior. Dept of 

02/03/22 U 6 District Court, District of Columbia 11pp. 

12637 110 24X Fiche. 30-528, 08/04/09,8204130142. 


8204140154 Application for Issuance of civil subpoena duces tecum, ei 
parti, directed to PL Hourihan Proposed subpoena and 
Related correspondence 

BIBCHOFF.C A Joint Ap P 1 1 cants -Pa 1 o Verde BISCHOFF.C A Blschtiff, 
C A 02/04/09 Atomic Safety and Licensing Board Panel 6pp 
12665 087 24X Fiche 50-328,08/04/09.0204140134 


— B204I40157 Notice of PL Hourihan 820419 deposition in Phoenik.AZ ro 
Contention 5 6 const deficiencies alleged In 820406 telcon 
Certificate of Svc end Relatad correspondenca 
BiaCHOFF, C A Joint Appl lean ts-Palo Verde BISCHOFF.C A 
Blschoff. C A 82/04/09 4pp 12663 093 24X 

Fiche 50-328, 02/04/09. 8204140154. 


0204160007 Memorandum 6 order denying PL Hourihan 820407 request foi 
SO-day postponment of B20427 hearing NRC should not 
subordinate licensing process to matters which are so 
speculative & conjectural 

LAZO, R M Atomic Safety and Licensing Board Panel 82/04/13 

HOURIHAN, P L Hourihan, P 2pp 12697 109 24X 

Fiche 30-528. 82/04/13,0304160007 


B2D42105D0 Motion for protective order re joint applicant subpoona 
duces tecum Certificate of Svc end 

HOURIHAN, P L Hourihan, P B2/04/13 Atomic Safety and Llcenaina 
Board Panel 2 pp, 12802 173. 24X Fiche. SO-SSB. 82/04/13, 8204210300 


8204810507 Response to NRC response to intervenor motlan to defer 
issuance of notice of hearing All commenti re Intervenor 
participation in 820319 telcon should be stricken Intervenor 
denied right of full participation Certlflcata of Svc end. 

HOURIHAN, F L Hourihan, P 02/04/13 Atomic Safety and Licensing 
Board Panel 3pp 12602 20? 24X Fiche 30-320,02/04/13,020421030/ 


0204210357 Forwards subpoena duces tecum served on PL Hourihan on 
820413 Related correspondence, 

SUTTON, L Fleming, M J BUTTON, L Joint App 1 Icants-Palo Verde 
82/04/14 Office of the Gacretary of the Commission Ip 
12002 032 84X Fiche 90-328,02/04/14,8204210597 


— 8204210565 Civil subpoena duces tecum directed to PL Hourihan to appear 
in Phoenix, AZ on 820419 Affidavit of svc of process and 
Related c orraspondenca 

LAZO, R M Atomic Safety and Llceneing Board Panel S2/04/IP 

HOURIHAN, P L Hourihan, P 4pp 12802 033 24X 

Fiche 30-328,82,^04/14,8204210357 


0204200210 Forwards DOJ 020331 motion to transfer Salt River Plma- 
Maricopa Indian lawsuit from UB District Court for DC to US 
Dlitrict Court for Distribution of AZ, Phoan 1 x, Div 
DEHEV.L B Antitrust Division 02/04/16 LAZO, R M . COLE.R F . 

CALLIHAN, 0 Atomic Safety and Llceniing Board Panal Ip 

12734 204 2 4 X Fiche, 90-328, 82/04/16, B20420021 B. 


— B2O42OO220 Motion to transfer action from US District Court for DC to 
US District Court for District of AZiPhoenlx Dlv Action 
could have been brought In District of AZ 6 parties 6 
witnesses would not be Inconvenienced 

SIEOEL, J Justice, Dept of 02/03/31. U S. District Court, 

Diitrlefc of Columbia 2pp 12734’ 203 24X Fiche 30-320,82/04/16, 

820420021 B 


— B204200236 Memorandum supporting DOJ motion to transfer action 
Contracts 6 arrangments at heart of dispute are taatwaan 
entities not parties to lawsuit & which art in AZ,not DC. 

Decision would affect numerous entities in AZ. 

SIEOEL, J Justice, Dept of 82/03/31 U B Dietrlct Court, 

District of Columbia Bpp 12734' 207 24X Fiche S0-328>82/04/16. 

8204200218 


— 8204200249 Notice of M Andrews, D Culbertson 6 MT Palmar 020415 
deposition In Phosnl x, AZ. Certi fleet# of Bye encl. 

MCKACKIN, J. J , SHEA. P J. Salt River Plma-Maricopa Indian 
Community MCKACKIN, J J Will iaffls 6 Jan sen. 02/03/22 4pp 
12734 219 24X Fiche' 30-S2B, 02/04/16, 6204200218, 


0204260064 Response to PL Hourihan 820407 motion for order raquirlng 
admission of ganulnanese of Nov 1977 affluent document EE 
Ven Brunt aff Idavit answering motions end. 

BIBCHOFF.C. A Joint AppUeantS-Palo Verde. 82/04/19. Atomic 
Safety and Licensing Board Panel. 2pp. 1204OiO32. 24X 

Fiche; 30-528, 82/04/19, 0204260064, 
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--ea04&i0067 Affidavit of EE Van Brunt ro PL Hourihan B20407 notion 
order requiring adnlision Aisunptlon St gao of 99% capacity 
factor which li conaorvativo for EIAiinot conaervativo for 
other purpoiai Certificate of Sve end 

VAM BSUNT. E E Joint Appllcante-Palo Verde 02/04/19 0pp 
12040 034 24X FlchO 30-528, 02/04/ 19, 8204260064 


B304260S14 Application for iiiuance of civil subpoena to UL. Chase, Citg 
Kanager of Phoenix, AZ Proposed subpoena S< Certificate of Sve 
end 

B16CHOFP, C A Joint App 1 i cants-Palo Verde 83/04/19 Atomic 
Bafettj and Licensing Board Panel 7pp 12839 132 24X 

Flche 30-320, 02/04/19,0204260214 


82042B0245 Notice of appearance in proceeding Certificate of 9vc end 
BERNAaEI,L Hourihan, P 82/04/22 2pp 12064 032 S4X 
Flche 50-520,02/04/22,9204200249 


8204280016 Forwards util news release re schedule for facilities 
delated correspondence 

BISCHOFF, C A Snell St Hi Imer BI6CH0FF, C A Joint Applicants-Palo 
Verde 82/04/23 LAZO, R M , COLE, R F , CALLAHAN, 0 Atomic Safety 
and Licensing Board Panel Spp 12070 219 24X 

Flche 50-520, 82/04/23. 8204280016 


K Utility Final Safety Analysis Report (F9AR 1 S< amends 


0204060063 Forwards proof of sve for Amend 7 to FSAR 

VAN BRUNT. E E Ariiona Public Bervice Co B2/03/31 Office of 

Nuclear Reactor Regulation, Director 3pp 12936 161 24X 

Flche 30-328, 02/03/31,8204060063 


n Antitrust correspondence 


0204000574 Advises that NflC has received addl antitrust advice from 
Atty Oeneral re application for CPs Advice rendered per 
Section 103C of Atomic Energy Act 

TOALSTONt A Antitrust S. Economic analysis Branch (Utility Finance) 
82/03/22 OTTINOERiR L House of Rep , Energy S< Commerce 
UDALL, H K House of Rep 3pp 12619 l63 24X 

Fiche 30-520, 82/03/22.6204080574 


0 Inspection reports, IE Bulletins St correspondence 


0204070325 Forwards IE Insp Hept 90-528/02-06 on 020112-15 St 0202-09 
No noncomp 1 ianc e noted 

STEANDERO, D H Division of Resident, Reactor Project St Engineering 
Programs 8P/03/16 ANDOONINItO C Arizona Public Bervice Co Ip 
12974 281 24X Flche 30-920,02/03/16,0204070325 


— 8204070331 IE tnsp Rept 9O-92B/B2-06 on B20 112-19 St 0202-09 No 
noncomp I iance noted Major areae inspected plant procedures, 
operational staffing, safety committee activities Sc OA 
prsopcratlonal testing 

JOHNSON,P H , HORNORtJ U , STEWART, J P Division of Resident, 
Reactor Project St Engineering Programs B2/03/12 9pp 
12574 282 24X Fiche 50-528.02/03/16.0204070325 


8204140406 Informs that IE Info Notice 82-001 “Chect Valve Failures on 
Diesel Oonerator Engine Cooling Sys. " was sent to listed 
licensees on 820326 

• Region 9, Office of Director 82/03/26 Region 5, Office of 
Director ip 12670 149 24X Flche 90-000,02/03/26,0204140406 


— 8204140423 Forwards IE Info Notice 02-08, “Checli Valve Failures on 
Diesel Generator Cooling Sys " No written response required 
ENOELKEN, R H Region 9, Office of Director 02/03/26 VAN 

BRUNT, E E Arizona Public Service Co ip 12670 146 24X 

Flche 90-133,82/03/26.8204140406 


02D4O8O4D3 Ack receipt of 820311 Itr informing NRC of steps taken to 
correct violations noted IE insp on 820129-29 

BISHOP, T W Division of Resident, Rcector Project S< Engineering 
Programs 82/03/29 VAN BRUNT, E E Arizona Public Service Co ip 
12600 206 24X Flche 90-928,02/03/29.8204080403 


— 8204000411 Responds to NRC 820211 Itr re violations noted In It Insp 
on 820129-29 Corrective actlons’uelds to be reworked 
VAN BRUNT. E E Ariiona Public Service Co 82/03/tt. 

FAULKENBERRV, B Division of Resident, Reactor Project tr 
Engineering Programs 4pp 12600J 207, 24X Flche 90— !}2B, 02/03/29, 

8204000403 


8204140236 Forwards IE Insp flep'ts 90-920/82-07,90-929/02-03 1. 
90-930/02-03 on 820201-26. No noncomp 1 lance ' notad 
BISHOP, T H 'i..! V- ■'rs -er- Piu.e.l t < rerlng 

Programs, 82 " .,s I ” a ■ ■ i- »ir...a Co. 

2pf. 12663 004 »'■> ' i e IS(' >'• ’ 


—8204140241 IE Insp ReptS 90-928/82-07.90-929/82-03 ti 90-930/82-03 on 
820201-26 No noncomp 1 lane » noted Major areas inspected: 
Installation of safety-related piping t, welding of liner for 
condensate storage tank 

VORDERfiRUEOOEN, ECKKARDT, J Division of Resident, Reactor Project 
& Engineering Programs 02/03/26 7pp 12663 006 24X 

Flche 90-920,82/03/29,8204140236 


8204090394 Informs that IE Bulletin B2-01, "Alteration of Radiographs 
of Helds In Piping Subassenihl i es, " was sent to listed 
licensees on 020331 

« Region 5, office of Director 02/03/31. Region 9, Office of 
Director Ip SAX Fiche 50-000,02/03/31.0204090394 


— 8204090360 Forwards IE Bulletin 02-01, "Alteration of Radiographs of 
Melds in Piping Subassemblies ” No response required 
ENOELKEN, R H Region S, Office of Director 82/03/31 VAN 

BRUNT.E E Arizona Public Bervice Co Ip 12627 209 24X 

Fiche 30-000,82/03/31.0204090394 


8204090396 Advises that IE Info Notice 02-09. "Cracking in Piping of 
Makeup Coolant Lines at GtcU Plants," has been sent to 
listed licensees. 

• Region 9, office of Director 82/03/31 Region 9, Office of 

Director ip 12629 279 24X Fiche 90-000,82/03/31,8204090396 


— 8204090403 Forwards IE Info Notice 82-09, "Cracking in Piping of 
Makeup Coolant Lines at QtU Plants Revlaw requested 
ENOELKEN, R H Region 5, Office of Director 82/03/31 VAN 
BRUNT.E E Arizona Public Service Co ip 12623 280, 24X 

Fiche 90-000,82/03/31,0204090396 


820409041B Advises that IE Info Notice 02-10, "Following Up Symptomatic 
Repairs to Assure Resolution of Problem," has bean sent to 
listed licensees 

• Region 9, Office of Director 92/03/31 Region 5. Office of 

Director ip 12624 029 24X Fi che 50-000, 82/03/31 , 8204090410 


— 8204090425 Forwards IE Info Notice 02-10, “Following Up Symptamstlc 
Repairs to Assure Resolution of Problem " Review requested 
ENOELKEN,R H Region 3, Office of Director 82/03/31 VAN 

BRUNT.E E Ariiona Public Bervice Co ip 12624 030 24X 

Fiche 30-000,82/03/31,8204090418 


0304160309 Forwards requested info re preservice exam results, per 
SER (NUAEa-0a97) Sections 9 2 4 & 6 6 

VAN BRUNT.E E Arizona Public Service Co 02/04/06 TEDESCO.R L 
Assistant Director for Licensing 191pp. 12693 019 24X 

Flche 90-920,82/04/06,8204160309 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies in Wide Range 
Pressure Instruments Used in Uestlngbouse Designed Plants " 

Sve list end 

JORDAN, E L Division of Engineering fc Quality Assurance B2/04/09. 
63pp 12878 342 24X Flche 50-000,82/04/09.8202040142 


8204300416 Forwards 1C Imp Rept 90-928/82-05 on 820216 t< 18-19 
No noncompliance noted 

BOOK, H E Division of Aedlological Safety ti Safeguards Program 
02/04/19 ANDOONINl.O C Arizona Public Bervlca Co 3pp 
12887044 24X Flche 90-928.82/04/19.0204300416 


— 8204300427 IE Insp Rept 90-928/82-09 on 820216 & 18-19 No noncomp 1 1 aiici 
noted Major areas inspected placement of NRC TLDe, 
oraganiiati an b staf f i ng, tral n Ing, f acl I It i ts 6 equipment It 
instrument cellbr 

NORTH, H 8 , MENSLAWSKl.F A , BODK, H E Division of Radiological 
Safety & Safeguards Program 82/04/19 9pp. 12887-046 24X 

Fiche 90-928, 82/04/19, 0204300416 


8302040143 IE Info Notice 82-12, “Burva 1 1 lane e of Hydraulic Snubbers." 
W/encl sve list 

JORDAN, E. L Division of Engineering St Quality Aesuranca. 62/04/21. 
64pp 12873-001 S4X Fic he- 90-000. 82/04/2 1 , 82020401 43 


S Reportable occurrences, LERs It related cor reap ondance 


6204050126 Interim Deficiency Rapt 61-12, Revi sion 3. re decrease of 
mating force of 125-vnlt dc pull-out fuse block after 
several insertions Si removals. orlg ina 1 1 y reported on 810921 
Mech'anlcal retainer for fuse clips to be Installed. 

VAN BRUNT.E E Arltona Public Service Co 82/03/18 

FAULKENDERRV. 0 Region 9, Offlct of Director gpp, 12918 210 84X 

Flche 90-998.08/03/16,8204090126 


0204090314 Interim deficiency rept re ox-core neutron monitor pour 
readings due to cable length b attenuation greater than 
design. Inl tlally rsported on 820216 Cable of proper length b 
attenuation to bo purchased. 

VAN BRUNT. E.E Ariiona Public Service Co. 82/03/18. 

FAOlKENBERRY, B Division of Rasidont, Rsactor Project 1. Ertglnoerlnn 
Programs. 3pp 12530 279 24X rich s. 90-928,02/03/18, 8204D903H. 
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B204050307 tntcrlin d»fiei«ncv r»pt r» d»**al (|#n«Tator control cabinet 
ulring not teparoted betueen Clan JE li non~Cla»* IE Final 
rept to be eubmttted on 820433 

VAN BRUNTi E E AritonO FubLtc Service Co 82/03/1? 

FAWLKENBEBRVi B Otvieion oA Roiident> Reactor Project *r EnfllnoerinB 

Program* 2pp 1232? 342 24X Flche 50-328.02/03/19.8204030307 


8204030322 Interim deficiency rapt re potcntiallg looie antirotablon 
pint on lou greiiure lafety Injection pumps (i containment 
sprag pumps. 1 ni tlal Ig reported on B11230 Final rept to be 
submitted on 820430 

VAN BRUNT. E E Arllona Public Service Co 82/03/1? 

FAULKENOERHY. B Division of Resident. Reactor Project k Bnglneorlng 

Programs 2pp 1252? 346 24X Flche 30-528.02/03/19.8204030322 


82040804?? Final deflclqncg rept re steam generator 2 u)/l/2-inch 
Indication in noiile outlet ueld not ebouin bg previous 
radiographic t. ultrasonic tests Linear indication removed 
bg grinding Not reportable per 10CFR30 53e 
VAN BRUNT. E E Arizona Public Bervice Co 82/03/23 

FAULKENBERRY. a Region 5. Office of Director. 3pp 123?? 03* 24X 

Flche 30-528.02/03/23,020400049? 


8204230SB2 Fine 1 deficlencg rapt re diesel generator lube oil strainer 
bastets requiring replacement per Cooper Energy Svcs 02OSO1 
Part 21 rept Nonconformance repts Issued to track b document 
replacement of defective baskets 

VAN BRUMT.E E Arllona Public Service Co 02/03/23 

FAULKENBERRY. a, Region 5, Office of Director 3pp 12813 381 24)C 

Flche 30-828, 82/03/23, 8204230582 


02O41bO2b4 Part 21 rept re potential deficlencg In preseurlied 
subcrltlcal experiment exams of pressure vessel Inlet noizle 
to pipe uelds from inner diameter surface Inspectors advised 
of potential generic implications on B20402 

PERKINS, 0 R NDE Engineering Cons Inc 82/04/02 Director's 
Office. Office of Inspection and Enforcement Ip 1S69* 300 84X 

Flche 30-000,82/04/02,8204160264 


DOCKET STN-30-32? PALO VERDE hWCLEAR STATION. UNIT 2 
A Appt Icatlon/construction stage documents k correspondence 


8204160037 Board Notification 82-10 foruardlng info re pressurized 
thermal shock of reactor vessels In C-E designed NS8S during 
recovery from small break LOCA ui/extended loss of 
feedwater. 

TEDESCO, R L Assistant Director for Licensing 82/03/18 Atomft 
Safety and Licensing Appeal Panel Bpp 1271B 196 24X 

Flche 30-000.82/03/10.8204160037 


— 8204160055 "Evaluation of Pressurized Thermal Shock Effects Due tn 
Small Break LOCAs w/Loss of Feedwater for Palo Verde 1,2 b 3 
Reactor Vessels " 

* Combustion Englnsaringi Inc 82/03/19 12pp 12718 355 ;’4X 

Flche 50-000, 82 / 03 / 18 , 8204160037 


8204020313 Requests extension until 820701 to provide description of 
extent to which util deep draft pump long-term 
operability assurance program conforms to guidelines 
VAN BRUNT. E E Arizona Public Service Co 02/03/26 TEDESCO. R I. 
Assistant Director for Licensing 2pp 12300 327 24X 

Flche 50-328/82/03/26,8204020313 


8204160137 Forwards Amend 3 to Licenses CPPR-I41, CPPR-142 k CPPU-143. 
safety evaluation b notice of issuance b availability 
Amends add M-S-H Public Power Agency as co-owner of 
fee 1 1 i ties 

EI8ENHUT, D 0 Division of Licensing 82/03/26 VAN BRUNT, E T 
Arizona Public Service Co 2pp 12719 lOB 24X 
Flche 30-520,82/03/26,0204160137 


—8204160149 Amend 3 to Licenses CPPR-141, CPPR-I4a b CPPR-143. a ddiiip 
H-S-R Public Power Agency as co-owner of facilities 
EISENHUT.D 0 Division of Licensing 82/03/26 9pp 1271V 110 
a4X Flche 50-328,02/03/26,0204160137 


9204230146 Final deficiency rept Tc five star special ISO grout used 
in facility containment const opening Condition determined 
not reportable par 10CFR50 S5a requirements 

VAN BRUNT.E E Arizona Public Gervlc* Co 02/04/07 BISHOP, T W 
Division of Resident, Reactor Project b Engineering Programs 6pp 
12818 112 24X Flche 50-528,02/04/07.8204230146 


204230257 Interim deficiency rept re QE switchgear parts not certlfind 
by lubiuppllers for nuclear use. Inl tial ly reported 820311 
Evaluation of condition b submittal of final rept expected 
820622 

VAN BRUNT, E E Arizona Public Bervice Co 02/04/07 BISHOP, T W 
Region 3, Office of Director 3pp 12818 044 24X 

Flche 30-328,82/04/07,8204230237 


4300317 Interim deficiency rapt re thermowells in dieeel generator 
fbe oil syi not procured to ABfIE coda None onfurmence repts 
iltlatad to replace std thermoiuells traceable to A8NE 
.ctlon III Code Next rept by 020616 

»N BRUNT.E E Arizona Public Service Co. 82/04/16 BISHOP. T M 
iglan 3, Office at Olrector 3pp 12888 323 34X 

iche 30-328,82/04/16,820430031 7 


Hearing transcripts on non-ant 1 trust matters 


204070333 Forwards testimony on rsmalnlng Issuances pa Contentions 3, 
6B b. 7 Testimony on Contention 9 does not deal w/racont 
Issues of renegotiation of effluent supply b Pima-Mar Icopa 
Indian Community suit. 

OEUEV.L. 8 Antitrust Division 82/03/13 LAIO, R N , COLE. R.F r 
CALLAHAN. 0 Atomic Safety and Licensing Board Panel 2pp 
12377:038 24X Flche- 50-328, 82/03/13, 8204070333 


— S20407098B Testimony of RO Qonzales on Contention 3. Sufficient usoble 
treated municipal effluent will be available for operating 
plants during months of peak reactor need for first 3 years 
of operation Prof qual 1 f icatl ons end. 

OONZALES.R 0. Division of Engineering. 82/03/13 12pp 
12377 040. 24X Flche 50-328,82/03/15.8204070933 


— 8204070962 Testimony of KU Hodges on Contention 6B re ATUS Applicant!, 
committed to adopt NRC interim requirements for operetlng 
procedures b operator tretning to mitigate postulated ATW8 
event Prof qualif tcatlops oncl 

HQOOES.ri U. Reactor By s toms Drench. P2/03/19. bpp, 12377: 052. 

24 X F 1 c h i • 50-328, 82/03/ 1 9. 8204070933. 


— 6204160162 Safety evaluation supporting Amend 3 to License* 
CPPR-141, CPPR-142 b CPPR-143 

« Division of Licensing B2/03/26 9pp 13717 132 24X 

Flche 30-328,83/03/26,8204160137 


— 0204160180 Notice of Issuance b availability of Amend 3 to LicrnucL 
CPPR-141, CPPR-143 b CPPR-143 

MIRAOLIA, F J Licensing Branch 3 82/03/26 Spp 1271? 131 

24X Flche 30-328,82/03/26,8204160137 


8204050416 Requests addl info re usable treated municipal effluent 
renegotiations by 820405 per Contention 3 

MIRAOLIA, F.J Licensing Branch 3 02/03/27 VAN BRUNT. E E 

Arizona Public Service Co 2pp 12363 263 24X 

Flche 30-528,82/03/37.6204030416 


0204000317 Informs that 020201 addl info satisfies ASME Code Cane 
N-310-t requirements for use in const of components for 
facility 

MIRAOLIA, F J Licensing Branch 3 02/03/30 VAN BRUNT.E E 

Arizona Public Service Co, 2pp 1261? 030 24X 

Flche, 30-528, 02/03/30, 8304080317 


0204060030 Submits preliminary evaluation supported by test results 
to demonstrate capability of relief b safety valves to 
operate under normal b accident condl tlons. per NUREO-0737 
Item II D I 4 b 01092? Itr 

VAN BRUNT.E E Arizona Public Service Co 82/03/31 TEDESCO.N I 
Assistant Olractor for Licensing 3pp 12333 344 24X 

Flche 30-828,82/03/31,8304060030 


8204060074 Lists actions taken to prevent situation similar to 
Millstone 2 undervoltage event Obtaining guarantee* from all 
manufacturers that equipment would operate continuously at 
70X rated voltage Impractical Alternative proposed 
VAN BRUNT.E E Arizona Public Bervice Co 82/03/31 mIHAOLIA.I- J 
Licensing Branch 3 SOpp 13353 355 34X Fiche 50-538,82/03/31. 

8204060074 


S204060193 Forward* 820401 memo responding to NRC 020327 request foi 
addl info re extent to which currant negotiations of 
Agreement 13904 governing supply of wastswater effluent 
would impact NRC assumptions in testimony r* Contention 5 
VAN BRUNT, E-E Arizona Public Service Co 02/04/02 MIRAOLIA, 1 »l 
Licensing Branch 3 Spp 12347 193. 24X Flche SO-SSe, 82/04/02, 

8204060135, 


— 0204070966 Testimony of Ff Cprdlla b ML Korlowict re Contention 7 on 
decomltslonlng, Applicants denonstrated reasonakls ^^tsurance 
that necessary fund* can be obtained .to detemmiielon ptante 
safely Prof qualifications encl. 

CARDILEiF.P. PI .•Is'ti ef ‘Ing t“et“l-it I, P^^Oa/l! 

20-pp, 1?577 isn gCX ll.tr •»-; “dj A-, <: I'l* il.ill'! '..n-s 


6204120419 Forward* revised pagee of TMI-8 Lesion* Learned 
Implementation Rept In response to NURE0-0737r Item 111, D 1 I 
re integrity of sye outside containment likely to contain 
radioactive met! 

VAN BRUNT.E E, Arizona Public Service Co. 82/04/02 TEDESCO. R.L 
Assistant Director for Licensing. i6pp 12640 182 24X 

Flche; 90-S2B, SB/04/02, 0204120419 
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a204160SS4 Respond* to B20106 r«(iu««t for add 1 info on TKI Action Item 
tt F i re add 1 accident monitoring Inatrumentatlon Noble ga* 
plant sffluant lampllng it analyala dlicuiaed. 

VAN BRUNT. E E ArUona Public Service Co. eSJOA/Ot, TEDE8CO, R L 
Atiistant Director for Llceniing 4pp 12A9S;030 24X 

Ficha 50-9ZB> S3/04/06i 8204140284 


D NRC Draft/Flna] Environmental Statemantc. ei/pplt V corraepondence 


8204060007 Ack receipt of FES. NUR £0-0841 Review underway 

« Arltona. State of 82/03/31 MIRAOUIA. F J Licentlng Branch 3 
2pp IS953 207 24X Fiche 30-928.82/03/3118204060007 


8204190325 Forward* verification omitted from 020402 responie to 
NRC 820327 Itr 

VAN BRUNT. E E Ariiona Public Service Co S2/04/06 MIRAOLIA. F J 
Licen»lng Branch 3 3pp 12727 HO 24X Ficha 90-328,82/04/06, 
8204190329 


B204190207 Responds to 820309 request for info re schedule for 
submittal of util emergency operating procedures Tentative 
submittal date Is 02OBO1 

VAN BRUNT, E E Arltona Public Service Co 82/04/07 TEDESCQ, R L 
Assistant Director for Licensing 3pp 12723 200 24X 

Flche 30-528,02/04/07,8204190207 


8204200054 Forwards draft Tech Specs Section 6 ra administrative 
controls it various replacement pages, replac ing similarly 
numbered page* In 820205 submittal Exclusion of Sections 
42 2, 423t' 424 from Tech Specs requested 

FR03T, B R ArUona Public Service Co 82/04/07 HOFFMAN, D NR{' 
No Detailed Affiliation Siven ip 12742 230 S4X 
Ficha 50-528.82/04/07,8204200034. 


— 8204200060 Draft Tech Specs Section 6 0 re administrative controle 
e Ariiona Public Service Co 82/04/07 62pp (2742 239 24X 

Flche 50-528,82/04/07.8204200054 


8204190065 Trip rapt of 820403-04 visit to plant site to review plant 
layout, const status & QA/OC 

OILtNSKY. V Commits loners 82/04/14 C ommi s 1 1 ohar s. 2pp 

12726075 24X Flche 50-528,82/04/14.8204190065 


8204230438 Comment* on FES for facilities FES adequately aisesea* 
environ impact of operation of facilities & respond* to 
concerns raised w/draft stabamcnt 

MISEi J Environmental Pro tec 1 1 on Ag ency 02/04/19 MIRAOLIA. F J. 
Licentlng Branch 3 Ip 12817 153 24X Flche 50-928,82/04/19, 

8204230438 


E NRC Safety Evaluation. Report (SER), suppls t< correspondance 


B20216030S Forward* draft amended Section 9 2 9 of F9AR w/commi tavent to 
have ava i lab 1 a, pr ior to fuel 1 oad, procedure s for ensuring 
continued capability of sink to close out SER (N'UREO-0897) 
open item 

VAN BRUNT, E £ Ariiona Public Service Co 82/02/09 TEDE8CO. R L 
Asfistanb Director for Licensing 29pp 11941:049 24X 

Flche 90-528,82/02/09,8202160309 


8204070241 Forward* rasponse to NRC 820309 Itr requesting addl info re 
util authority to restrict access to eicluslon area per SER 
Section 2 1 2 

VAN BRUNT, EE Ariiona Public Service Co 82/04/01 MlRAOLlA.Fd 
NRC - No Detailed Affiliation Oiven. 12pp 12900 128 24X 

Fich* 50-320,82/04/01,8204070241 


S20416030S Forward* requested info re prttervice eiam results, pei 
BER (NUREO-OBS7) Sections 5. 2 4 Si 6 6 

VAN BRUNT, E E Ariiona Public Service Ca 82/04/06. TEDESCO, R L 
Assistant Director for Licensing iSlpp 12693 019 24X 

Flche 50-928,82/04/06,8204160309 


8204210421 Forwards rasumei of initial appointee* to key plant 
managerial t< suparvliory positions through shift supervisor 
position, per FSAR Section 13 1 2 2 Resumes contain privacy 
info it are withheld from public disclosure 

VAN BRUNT. E E Ariiona Public Service Co 82/04/14 TEDESCO, R L 
Assistant Director for Licensing 2pp 12802 259 24X 

Flche 50-528,82/04/14,0204210421 


B204220709 Expresses gratitude for assistance during recant site visit 
OlLINSdV. V Commissioner* 82/04/14 VAN BRUNT, E, Ariiona Public 
SeryicB Co ip 12827 321 24X Flche 90-328,82/04/14,8204220707, 


0304220713 Eipr esses gratitude for assiftenc* during recent lito visit 
OILINSKV.V Commissioners 82/04/14 VOROENBRUEOOEN Ariiona 
Public Service Co Ip 12827 322 24X Flche 90-928,92/04/14. 

0204220713 


0204230106 Expresses gratitude for atslstancc during recent site visit 
OILINSKY.V Commiss'loners 82/04/14 STUBBLEFIELD, M Ariiona 
Public Bsrvlcc Co Ip 12834 279 24X Fich* 90-928,82/04/14, 

8204230106 


8204230124 Eiprcssai gratitude for informative k interesting site 
visit 

OILINSKY.V Commissioners 82/04/14 TURLEY, K Arizona Public 
Service Co Ip 12834 280 24X Flche 90-923,82/04/14.8204230124. 


B20416015S Ocneric Ltr 82-00 to all PHR plant licensees t, applicants re 
transmittal of NUREO'0909 relative to Oinne tuba rupture 
U/o tnc 1 NUREO Lilt of NRC recipient* encl 

EISENHUT.D.O Division of Licensing. 82/04/19 HAU0PURO, A 
Consolldatsd Edison Co of New York. 7pp 12707 203 24X 

Flche 90-000,82/04/15,0204160199 


8204270032 Summary of 020329 matting w/applic ant, Bechtel t* C-E in 
Betheida,MD re NRC requirements for environ qualifications 
HCITRA. E A Licensing Branch 3 02/04/16. Licensing Branch 3. 

7pp 12073 318 24 X Flche 90-920,82/04/16,0204270032 


82042(0299 Oeneric Ltr 82-09 to all power reactor 1 Icenieet, epp 1 (cents 
for OLi NB38 vendors 6 reactor vendors re environ 
qualification of safe ty-ralatad , alee trical equipment 
NRC position re qualification requirements end, 

EISENHUT, D 0 Division of Licensing 02/04/20 HAUSPURO, A 
Consolidated Edison Co of Nsw York, VAN BRUNT, E.E, Ariiona Public 
Service Co CAVANAUGH, hi. Arkansas Power 6 Light Co. lepp 
12862 337 Z4X Flche 90-000,82/04/20.8204210299 


8204280443 Inform* that 47-p4ot qttae hment .re Op, and Oulf seiemlc 
raiponsa data discussion mi stakenly .« 1 S tpib uted M/a2033i ltr 
re undarvoltege protection it< should not b# piecad in Pain 
Varda dockets. 

VAN brunt, E E Ariiona pub I iq iServic # Co, 02/04/22, MIRAOLIA,h, 
Licanslng Branch 3 2pB. 12067-330,, .24X Ficha: 90-928.82/04/22, 
0204280443 


0204190292 Forwards 10 oversize drawings, clos ing &ER Open Item 10, 
portion of SER Open tterri 12 It portions of SER Confirmatory 
rtams 11 l< 13 Aperture cards are available in PDR, 

VAN BRUNT, E.E Ariiona Public Servlc* Co. 82/04/12 TEDESCO, R U 
Assistant Director for Licanslng. 3pp 18729:106 24X 

Flche 90-920,82/04/12,8204190298 


8204190330 Forward* "Pump I, Valve Inservice Testing Program Palo Verdu 
Unit 1, " In response to SER Open Item 6 Program includes any 
relief request* from ASME Section XI 

VAN BRUNT, E E Arizona Public Service Co 82/04/12. TEOEBCO, R. L. 
Assistant Director for Licensing. 2pp. 12728 300 Z4X 
Fich* 50-920,82/04/12,8204190330 


8204210444 Forwards comments t,/ar inaccuracies found In Nov 1981 SER, 
NURe0-0a37 

VAN BRUNT, E E Arizona Public Service Co, 82/04/16 TEDESCO, R L, 
Assistant Director for Licensing. 4pp 12802:261 24X 

Flche 50-520, 82/04/16,8204210444. 


0204270339 Advises that util dots not Intend to include requlramonts of 
SER (NUREO-0a97) in Tech Specs 8Efl should bo modified 
according ly 

VAN BRUNT.E E Arizona Public Service Co 82/04/16. TEDEBCO. R L 
Assistant Oiractor for Licensing 3pp 12892,092 SAX 
Flche 90-928,82/04/16,8204370339 


0204200451 Advises that facility design meets regulatory impurity 
level g ut del 1 net. FBAR exception to Reg Guide 1 38 will be 
eliminated in next FSAR amend SER Open Item 16 ra impurity 
levels resolved 

VAN BRUNTiE E Ariiona Public Service Co, 82/04/22. TEDESCD,R.L 
Assistant Director for Licensing. 2pp 12067 339. 24X 

Flche 90-520,82/04/22,8204280491. 


F aecurlty, medical, emergency L fire protection plans 


8204220216 Bumnery of 820309 meeting u/ubll in BethasdatHD re etetus 
of updating emergency plan to Incorporate comnltmente 
previously made to correct noted dof 1 c ianc 1 ee, 

LICITRA.E A Llceniing Branch 3, 82/03/16. Licensing Branch 3. 

3pp 12821 233 24X Fi the I 50-328, 82/03/16. 8204220216 


0204190332 Advises that no action will be taken to provide enargancu 
notification sys I, health physics network acceee capability 
in NRC resident inspector ofc t< shift cuparvleor ofc.No 
epsclflc requirements located for above ofcs. 

VAN BRUNT, E E. Ariiona Public Service Co, 82/04/08 TEDEBCO, R.L. 
Asiistanfc Director for Licensing. 2pp, 12728:278, 24X 

Ficha; 90-920, 82/04/08, 8204 1 90332 
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B204S207J9 expT»«f»« Br-titiid. 
• •ptclally tnyr of t*chniir«l 

OILINSKVi V. Canmloi lontr * 
H*rvlc* Co. ip 12027*323 


for AftoitV«ric« during ricont tlto viclfc 
lupport ctr & (atrgsncv offiltt 

02/0471^ ANOOONINI.C Arl»on« Public 
24X Flcht S0-9S9ie2/04/14>B2O422071S. 


— 8204140197 Notict of PL Hourlhan 8204i<? depoblbion in PhooniXtAZ rr 
Con^tntlon 9 It const deficibnciot alleged In 820406 telcon 
Certificate of Svc end. Related correspondence 
BJ8CH0FF. C A Joint App Hcan t»-Pel o \/erde BlSCHDpFiC A 
Biachoffi C A 82/04/09 4pp 12669 093 g4X 
Flcbe 50-920, 82/04/09. 0204140194 


0 Ad juit 1 ca torg correepondmcB 


'**iue*ts B Otipheni, AZ Munlclbal Hater Oeori Aeiociation. 
B t on all parties & ASLB, 

A Atomic aafetv and Licensing Board Panel 82/03/23. 
HTUCKEV.B H. Docketing «< Bervices Branch 2pp 12409 303 24X 

riche: S0-5Za. B2/03/23f B2o325d4B6 


8204160007 Meniorandutn {< order denying PL Hourihan 020407 regueit for 
30-day poilponment of 020427 hearing NRC should not 
subordinate licensing process to matters uthich are so 
speculative ti conjectural 

LAZO. R M Atonic Bafety and Licensing Board Panel 02/04/13 

HOURIHAN. P L Hourihan. P 2pp 12697 109 24X 

Fiehe 90-528.82/04/13.6204160007 


B20329O9O3 Requests notification of any changes to scheduled hearing 
date » iiihethor limited appearance Includes right to 
Introduce evidence ft question witnesses 

8TEPHEN5, B Arliona Hgnielpai Water Users Association 02/03/16 
LAZOi R. H Atomic Safety and Licensing Board panel 2 pp 
12409-304 24X Flche; S0-92B, 82/03/23,0203290496 


’BS0329D912 Forwards util S20Q16 Itr to B 8tephen» inadvertantly 
omitted from B20311 Itr 

STEPHENS. B Arliona Municipal Hater Users Association 82/03/17, 
LAZD. R rt Atomic Safety and Licensing Board Panel 2pp 
12409 306 24X Fi che: 50-520. 02/03/23, 0203290466 


02040B03B7 Aniuer oppotlng pL Hourihan 020322 motion to difar 
Iseuance of notice of 820407 OL hearing Reasons for 
raquested delay should have been ratced during 820313 telcon 
when hearing date eet Certificate of Svc end 

DEWEY.LiB Antltruib Division 02/04/06 Atwnlc 8afety and 
Licensing Doard Panel. 9pp 12600 29e 2 4X Fiche . 90-52B. 02/04/06, 

02O4OBO3S7 


0204140329 Aneuer opposing intervener B2D329 motion to defer issuance 
of notice of license hearing Motion moot since ASLB servitf 
02D323 notice of 820427 hearing Certificate of 8vc end. 

PlBCHOFF, C A Joint AppI icante -Palo Uerde 02/04/06. Atomic 
Safety and Licensing floard Panel 4pp. 12662 236 24X 

Flche 90'92B, 82/04/06, 0204140329 


‘’04140173 Motion for order postponing 020427 hsarlng for 30 days due 
'-O neuly dlecovered mat! evidence Documents prove that Salt 
<v«r Project ft DDl know that Phoenli cannot sell effluent 
util 

URIHAN.P U Hourihan. P B2/O4/07 Atomic Safety and Licensing 
ard Panel 9pp. 12669.138 24X Flche 50-928,02/04/07.8204140173, 


1401B3 Motion for ordsT requiring admlislon I. production of 
.cuments within 10 days. Related correspondence 

JURlHAN.P. L Hourihan. P 88/04/07 Atomic Safety and Licensing 
loard Panel 14pp 1S665.32D 24X Flche 90-328,02/04/07. 

1204H01Q3 


14140120 Requeets to make limited appearance statement at 020427 
'Vidfntlary hearing, 

<HEAt P> 9a lb River Plma-Nar 1 copa Indian Community SHEA, P J 
larks. Shea ft Wilks. B2/04/OB Atomic 0afety and Licensing Doard 
•aii.al 3pp. 12666:090. 24X Flche* 90-92S, 82/04/00. 0204140120. 


04140430 Answer opposing Intervsnor 020401 amend to Cantention 7 duo 
to ntut Inf o, Content 1 on no longer subj to amend elnce motion 
for summary dltpoeltlon of contention granted. Intervenor 
failed to state contention. Certificate of Svc incl 

DIBClfOFFrC. A. Joint App Hcants-Pato Varda BiaCHDFF,C,A Bischoff, 
C. A 02/04/00. Atomic Safety and Licensing Board panel 7pp 
ia670‘8B6, 24X Flche 50- 380.08/04/08,0804 1 40430, 


820413014s Forwards DDJ arisuar to Pima-Harlcopa Indian Community 
leweult In UB District Court for DO, Civil Action 82-0149 
DEWEY, U. B. Antitrust Division, 02/04/09. LaZD, R, M. , CDLE.B.F, . 
CALLIHAN.D Atumte Safety and Licensing Board Panel Ip, 

12697; 10*J. 24X Flchs- 90-980. 02/04/09. 0804 1 30142 


8204210500 Motion for protective ordsr re joint applicant subpoena 
duces ticum Certificate of Svc encl 

HQUPIWAN. P L Hourihan, P B2/04/13 Atomic Safety and Licensing 
Board Ranel 8pp 12002 1 73 84X Flche 90-588.02/04/13,9204810500 


0204810307 Response to NRC response to intervener motion to defer 
issuance of notice of hearing All comments re Intervenor 
participation in 020319 telcon should be stricken Intervenor 
denied right of full participation Certificate of Svc end 
HOURIHAN. P L Hourihan, P 08/04/13 Atomic Safety and Licensing 
Board Panel 3pp 12002 209 24X Fiche 90-920,02/04/13.0204810907 


0204210557 Forwards subpoena duces tecum served on PL Hourihan on 
S20413 Related correspondence 

BUTTON. L, Fleming, f1 J SUTTON, L Joint App 1 icants-Palo Verde. 
08/04/14, Office of the Secretary of the Commission ip 
12008' 032, 84X Flche 60-920.82/04/14,0204210997, 


— 0204810965 Civil subpoena duces tecum directed to PL Hourlhen to appear 
in Phoenlr.AZ on 020419 Affidavit of svc of process end 
Related correspondence 

LAZO. R II Atomic Safety and Licensing Board Panel 02/04/18 

HOURIHAN. P L Hourihan. P 4pp 12002.033 24X 

Fiche 90-920,82/04/14,0204210997 


Q8O4SOO3I0 Forwards DQJ 820331 motion to transfer Balt Rlvar Pima- 
Maricopa Indian lawsuit from US District Court for DC to U9 
District Court for Distribution of AZ. Phoen 1 s. Div 
DEWEY, L 6 Antitrust Division 82/04/16 LAZO. R M , COLE.R F , 
CALLIHAN.D Atomic Safety and Licensing Board Panel tp 
12734 204 24X Fiche 90-928,82/04/16,02042 00210 


— 3804200226 Motion to transfer action from US District Court for DC te 
US District Court for District of AZ, Phoenix Div Action 
could have been brought in District of AZ ft parties ft 
witnesses would not be inconvenienced 

SIEOELi J JustleeiDept of 02/03/31 U 8 District Court, 

District of Columbia 2pp 12734' 209 24X Fiche S0-92S, 02/04/IA. 

B 204800210 


— 0204200236 Memorandum supporting DOJ motion to transfer action 
Contracts ft arrangments at heart of dispute are between 
entitles not parties to lawsuit ft Which are In AZ,not DC 
Decision would affect numerous entitles in AZ 
0IEQEL.J Justice, Dept of 02/03/31 ua District Court, 
District of Columbia Bpp 12734 807 24X Fiche 50-920,02/04/16. 

8204800818 


— 0204200249 Notice of M Andrews. D Culbertson ft MT Palmer 020410 
deposition In Phosnls.AZ Certificate of Svc encl 
MCKACKINi J J, , SHEA.P J Salt River Pitna-Mar 1 copa Indian 
Community MCKACKIN. J. J Williams ft Jensen 02/03/22 4pJ> 
12734.219 24X Flche' 90-920, 08/04/ 16, SS04S0021B 


08Q486OO64 Response to PL Hourihan 020407 motion for order requiring 
admisfton of genuineness of Nov 1977 effluent document EE 
Van Brunt affidavit answering motions end 

BISCHOFF, G A Joint App 1 i cants-Palo Verde 02/04/19, Atomic 
Safety and Licensing Board Panel 2pp 12S40 032 24X 

Flche 90-920,02/04/19,0204260064 


—8204130149 Answer to Plma-Marlcopa Indian Community lawsul t. Oomp lAlnt 
shoulil be dlemlssed since relief barred by statute of 
Itnltatlons ft for failure to name indispensabls parties. 

CertlFlcate of Svc sfts:!. 

BIEOEU, J. JustleeiDept of. SIEOEL. J I nterior, Dipt of, 

BS/D3/88, U. B, District Court. District of Colunhla, lipp, 

18657; 1 10 84* Fiehe: 30-520, 08/04/09, 0804130142, 


0804140194 Application fnr tseuanca of civil subpoena duces tee um, es 
parte, dlrec ted to PL Hour than, proposed subppene end, 

Related corrd spondenre. 

bischoff. C. A, joint App 1 tcants-Palo Verde, BISCHOFF, C, A. Bischoff, 
6 A 08/04/09 Atootic Safety and Licenelitg Board Panel 6pp. 
12665:007. S4K Flehs 80-380108/04/09.0204140194, 


— 0204860067 Affidavit of EE Van Brunt re PL Hourihan 820407 motion lor 
order requiring admission Assumption ft use of 99X capacity 
factor which Is conservative for EIAi.not conservative for 
other purposes Certificate of Svc end. 

VAN BRUNT, E.E Joint Applicants-Palo Vsrde 88/04/19 6pp 
12040.034, 24X Flche 90-920,82/04/19,0804860064 


BS04860S14 Application for issuance of civil subpoena to WL ChasorClty 
Manager of Phoenix, Az Proposed subpoena ft Certificate of Svc 
end 

BISCHOFF, C. A. Joint APPl Icants-Palo Verde 02/04/19 Atomic 
Safety and Licensing Board Panel 7pp 12039*132 24X 

Flche 90-920,02/04/19,8204260214 


0204260845 Notice of appearance in proc ceding . Certificate of Svc encl. 
BERNABEI.L, Hourihan. P 02/04/82. 2pp. 12864 032 a4X 
Flche 90-988,82/04/22,0204800249 
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QS042B001A P'oruiardt util ntuit rilaate rt ichBdul* tor faciiltldi. 
Rflattd eorraspondanea 

BISCHOFF. C A Smll li Wi Imtr BISCHOFF, C A Joint A(»pl lean ts-Palo 
Varda 82/04/S3 LAZO.R M , COLE. R F . CALLAHAN. D Atomle SaFatg 
and Llcantlng Board Panal 9pp> 18870 Si*? 84X 
Ficha 90-928,62/04/23.8204280016 


K Utilltg Final Safatg Analgai* Report IFSAR) 4i amandt 


B804060069 Foruardt proof of «vc for Am and 7 to FSAR 

VAN BRUNT. E E Artiona Public Sarvlca Co 62/03/31 Office of 

Nuclear Reactor Regulation. Director 3pp. 12996 161 24X 

Ficha 90-928.82/03/31.8204060069 


M Antitrust correapondance 


6204060374 Advises that NRC has received addl antitrust advice from 
Attg Oeneral re application for CPs Advice rendered per 
Section lose of Atomic Energg Act 

T0AL8T0N, A Antitrust 6 Economic anelgsis Branch (Utllitv Finance! 
62/03/22 OTTINOER.R.L House of Rep . Energg li Commerce 
UOALL.H K, House of Rep 3pp 12619 163. 24X 

Flche 90-926.62/03/22.6204080974 


6204090416 Advises that TE Info Notice 62-10, "Fonowlng Up Sgmptomatlc 
Repairs to Assure Resolution of Problem,'' has been sent to 
lifted licensees 

* Region 9, Office of Director 62/03/31 Region 9, Office of 
Director. Ip 12624' 029 24X Ficha. 90-000, 82/03/31, 6204090416. 


--02O4O9O425 Forwards IE Info Notica 02—10, "Following Up Symptomatic 
Repairs to Assure Resolution of Problem " Review raRUsstsd 
ENOELKEN.R. H Region 9, Office of Director 62/03/31 VAN 

BRUNT. E E Art cone Public Service Co Ip 12624*030 24X 

Flche 50-000,62/03/31,6204090416 


8204160303 Forwards re.{uested Info re prescrvlce exam results, par 
BER (NUREO-Oe97) Bactions 9 2 4 & 6 6. 

VAN RRUNT, E E Arizona Public Service Co, BS/04/06. TEDE6C0, R L. 
Assistant Director for Licensing. ISlpp 12693*019. 24X 

Flche' 90-926, 82/04/06, 8204160309. 


820S040142 IE Info Notice 62-11, "Potential Inaccuracies in Hide Range 
Prtssurt Instruments Used in Nestingbouse Diilgned Plants " 

Sve list end 

JORDAN. E L Olvisien of Engineering 4. Oualitg Assurance, 82/04/09 
63pp. 12676 342. 24X Flche 90-000,62/04/09,6202040142 


0 Inspection reports, IE Bulletins c orrs sp endence 


6204140406 Informs that IE Info Notice 82-08, "Check Valv* Failures on 
Dlettl Oentretor Engine Cooling 6gf, " ues eent to listed 
licensees on 620326 

« Rtglon 3, Office of Director 82/03/26 Region 9, Office of 
Director ip 12670 149 24X Flche 90-000,82/03/26,6204140406 


—6204140423 Forwards IE Info Notice 62-06, "Check Valve Failures on 
Diesel Oenerator Cooling Sgs " No written response required. 
ENOELKEN, R H Region 9, Office of Director 62/03/26 VAN 

BRUNT, E E Arlxena Public Service Co Ip 12670 146 84X 

Flche 90-133,63/03/26,8204140406 


8202040143 IE Info Notica 82-12, "Surveillance of Ngdraultc Bnubkers. " 
W/encl SVC 11 st 

v!QRDAN,£ L Division of Engineering Ic Qualltg Assurance. 8S/04/S1 
64pp 12873 001 24X FI Cha; 90-000, 62/04/21. 6202040143 


8 Rtportabls occurrences. LERs ti related correspondence 


6204050126 Inter in De fie 1 ency Rept 61-1 2. Ravi slon 3. re decrease of 
mating force of 12S-valt de puli— out fuie block after 
several Insertions U rsnovals, originally reported on 610921. 
Hechanlcal retainer for fuse clips to be installed 
VAN BRUNT, E E. Arizona Public Service Co 62/03/16 
FAULKENBERRV, B Region S, Office of Oiractar. 5pp 12916.210. 24X 

Flche 90-920,62/03/16,6204090126 


6204080403 Ack receipt of 820311 Itr Informing NRC of steps tekan to 
correct violations notsd IE insp on 620129-29 

BISHOP, T N Division of Resident, Reactor Project b Engineer ing 
Programs 62/03/29 VAN BRUNT, E E Arizona Public Birvlcs Co. ip 
12600 266 24X Picha 90-926,62/03/29.8204060403 


—8204080411 Raipondf to NRC 020211 Itr re violations noted In IE Insp 
on 620129-29 Corrsetiva actions. welds to be reworked 
VAN BRUNT, E E Arizona Public Service Co 82/03/11 
FAULKENBERRY, B Division of Resident, Reactor Project b 
Engineering Programs 4pp 12600' 2B7 24X Flcht 90-928,62/03/29, 

8204060403. 


6204140236 Forwards IE Insp Repts 90-926/62-07. 90-929/62-03 b 
90-930/82-03 on 830201-26 No noncompl 1 anca noted 
BISHOP, T. 14 Division of Resident. Reactor Project b Engineering 
Programs 82/03/39 VAN BRUNT, E.E Arizona Public Service Co 
2pp 12663 004 24X Flche 90-928,62/03/29,6204140236 


—8204140241 IE Insp Repts 90-826/62-07,50-929/62-03 b 90-530/82*03 on 
620201-26 No noncomp 1 lance noted tlajor areas inspected' 
installation of safaty-related piping b wtlding of llnar for 
condensate storage tank 

VORDERBRUEOOEN. ECKHARDT, J Division of Resident, Reactor Project 
b Engineering Programs 82/03/26, 7pp 12663 006 24X 

Flcht 90-526. 62/03/29, 6204140236 


6204090354 Informs that IE Bullstln 62-01, "Altsration of Radiographs 
of Helds in Piping Subetsemblles, " was sent to listed 
Itceniacs on 620331 

» Region 9, Office of Director. 82/03/31 Region 9, Office of 
Director Ip 24X Flche 80-000.82/03/31.8204090394 


—8204090360 Forwards IE Bulletin 82-01, "Alteration of Radtographo of 
Welds in Piping Subss simb 1 let " No responst rsq.ulrsd, 

ENOELKEN, R H Rtglon 9, Office of Director 62/03/31 VAN 
BRUNT, E E Arizona Public Bervict Co Ip. 12627 309 24 X 
Flche' 90-000, 82/03/31. 8204090394, 


8204090396 Advises that IE Info Notice 02-09. "Cracking in Piping of 
liaktup Coolant Linos at BbW Plants." hat been sent to 
lifted licensees 

a Region 9, Office of Director. 82/03/31. Region 9, Office of 
Director Ip. 12628,279 24X Flche! 90-000, 62/03/31. 8204090396. 


—8204090403 Forward! IE Info Notice 02-09, "Cracking In Piping of 
Makeup Coolant Lines at 6bH Plants," Review requested, 

ENOELKEN, R H Region S, Office of Dirac tor 62/03/31. VAN 
BRUNT, E E Arizona Public Service Co. Ip. 12629:260. 24X 
Flche, 90-00 0, 82/03/31, 8204090396 


8204090314 Interim deficiency rapt re ex-core neutron monitor poor 
reedi'ngs due to cable length b attenuation greater than 
design, Inltia 1 ly reported on 820216. Cable of proper length b 
attenuation to be purchased, 

VAN BRUNT, E E. Arizona Public Service Co 02/03/lB 
FAULKENBERRY, B- Division of Refldant, Reactor Project b Enplnearing 
Pregrama. 3pp, 12830 279. 24X FI che: 90-826, 62/03/16, 6204090314 


8204050307 Interim deficiency rapt re dlasel generator control cabinet 
wiring not separated between Class IE b non-Class IE Final 
rept to be submitted on 620423 

VAN BRUNT, E E. Arizona Public Service Co. 62/03/19. 

FAULKEN6ERRY. B Division of Resident. Reactor Project b Engineering 
Programs Spp. 12529 342 24X Flche. 50-928,82/03/19, 6204050307. 


8204050322 Interim deficiency rept re potentially loose antlrotatlen 
pins on low pressure safety injection pumps b containment 
spray pumps, initially reported on 811230 Finel rept to be 
submitted on 820430. 

VAN BnUNT,E.E, Arizona Public Service Co. 62/03/19 
FAULKENBERRY, 6. Division of Resident. Reactor Project I, Engineering 
Programs Spp. 12829' 346 a4X Fichs 90-926,62/03/19,6204090322 


6204230382 Final deficiency rept re diesel generator lube oil strainer 
baskets rtqulrlng replacement par Cooper Energy Bves 620201 
Part 21 rept Nonconformance repts Issued to track b document 
replacement of defective bask ate 

VAN RRUNT, E E, Arizona Public Service Co 62/03/23 

FAULKENBERRY, B. Region 5, Office of Director. Spp 12613*321. 24X 

Flche 90-926,82/03/23,8204230962 


9204160264 Part 21 rept re potential deficiency in pressurized 
suberitleal experiment exems of pressure vestal inlet nozzle 
to pipe welds from inner diameter surface Inspectors advised 
of potential generic imp! Icattone on 620402, 

PERKINS, 0 R, NOE Engineering Cone. Inc. 62/04/02. Director's 
Office. Office of Inspection end Enforcement, Ip, 12696 300. 24X 

Flche, 90-000, 82/04/02.6204160264 


8204230146 Final deficiency rept re five star special 150 grout used 
In facility containment const opening. Condition dstarmlned 
.net reportable per 10CFR50. S9e roquiremente . 

VAN BRUNT, E E. Arizona Public 9ervlce Go 82/04/07 BISHOP, T.H. 
Dtvlalon of Rteidint, Reactor Project b Engineering Progreme 6pp. 
12616.112. 24X Flche: 90-328, 62/04/07, 8204230146 


8804230'257 Interim deficiency rapt re OE awltehgear parte not certified 
by subtuppllere for nuclear use, Initially reported 620311. 

Evaluation of condition b subielttal of final rept expected 
620622. 

VAN »RUNT,E, E, Arizona Public SarvleeCo, 02/04/07. BISHOP, T.M 
Region 9, Office «f Director Spp. 12616:044. 24X 

Flche; 90-926, 62/04/07, 6204230297. 
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QS04300317 Intirlm dcflcltnev rtpt ri tliarfflouilU In dl*iil gtnirator 
lub« oil iVi net praeuraif to A8KE redo Nonconfarmanct rtptt 
inlkiatcd to riplact ltd thirmowtll* tractabio to A8KE 
Stckion III Coda N*it rapt by BSOAlb 

VAN BRUMTiE E, Ariiona Public Sarvica Co 82/04/16 BIBHOPiT H 
Biplon 9f Office of Dlractor, 3pp 12B68 333 fi4X 
Flcht 90-988, 82/04/16. S304300317 


r Haaring tranaerlptf on non-antltruat nattir* 


8804070933 rorward* taitlmonu on ramainlng iaiuancai ra Contantlona 9, 
«B If 7 Taetlmony on Contantlon 9 doaa not deal w/racant 
tfiuat of ranagotlatlon of affluent cupplv !< Plaa-Naricopa 
Indian Convnunlty fult 

DEtfEV, L S Antitruit 01 vi lion. 88/03/19 LAZO, R H > COLE. R P > 
CALLAHAN, D. Atortio Safatu and Llcanalng Board Panal. 8pp 
I3S77;O30 84X Flchf 90-530, 88/03/1 S, 8204070833 


— 0204070958 Taatifflong of RO Oonialaa oh Contention 9 Sufficient uaabla 
treated municipal affluent ulll ba available for operating 
plante during monthe of peak reactor need for firet 9 gears 
of operation Prof guallficatlone and. 

00NZALE8,R 0 Division of Engineer Ing. 83/03/19 12pp 
13977’040 24X Fiche' 90-930, 82/03/ 19,0204070933. 


— 0204070962 Taitintony of HM Hodges on Contention 68 re ATMB Applicants 
committed to adopt NRC interim raqulrawente for operating 
procedures it operator training to mitigate poitulated ATH9 
event Prof quallf teat tone end 

HODOE8. H W Reactor Byatemi Branch, 03/03/19 6pp. 18977:098. 
84X Fichi' 90-988,82/03/19,8204070533. 


— 8304070966 Taetlmony of FP Card lie tc ML Rorloulci re Contention 7 on 
dacofflleti O'ning Applicants demonstrated reeeonabla assurance 
that naceeearg fundi can be obtained to dtcommtealon plante 
eafaly Prof qualification! incl, 

CARDILE.F.P. Dlvlilon of Engineering Technology. 83/03/19 
80-pp 12977.098 84X Flehe; 50-520, 88/03/19, 8804070933 


DOCKET BTN-90-830 PALO VERDE NUCLEAR STATtONi UNIT 9 


A Applicatlan/conetruction stage doeumenti 6 correepondanca 


0804160037 Board Notification 82-10 forwarding Info ra prascurlieil 
thermal shock of reactor veeiels in C-E designed NS8S during 
recovery from small break LOCA u/ettandad loss of 
''aeduatir. 

-tdESCOiR L Assistant Director for Licanilng 02/03/10 Atotnic 
fety and Llcinelng Appeal Panel. 8pp. 1S718 196 84X 

Che 90-000.82/03/18,8204160037, 


04160095 '^Evaluation of Pressurltad Thermal Shock Efficte Due to 
Small Break LOCAi w/Loes of Feedwatar for Palo Vards 1,2 1, 3 
Reactor Viseils " 

e Combuetion Engineering, Inc, 02/03/18. 12pp 18710' 359 24X 

Flche. 50-000, 82/03/18, 8204160037, 


204080913 Requaeti aitension until 82Q701 to provtda deecrlftlmn nP 
extent to which util deep draft pump long-term 
operabllitg assurance program conforms to guldellnas. 

V/^BRUNT.EE. Arliona Public Service Co. 83/03/26. TEDESCO,R,U 
Assistant Director for Licinilng 8pp 12900’ 387. 34X 

FUhi' 50-928. 02/03/26,8204020913 


204160137 Forwardt Amend 3 to Llcentai CPPR-141,CPPII-142 ti CPPR,-143, 
safety evaluation A notice of lieuance l< availability 
Amende add H-8-R Public Power Agency ai co-ownar of 
facllltlii 

EtSENHUT.D 0 Dlvl t ton o f Licanelng. 02/03/26. VAN 6RUKIT, E. E. 
Arliona Public Service Co 8pp 1271?. lOB. 84X 
FUhe. 90-528, 82/03/26, 8204160137 


820416014? Amend 3 to Ltceniae CPPR-14t, CPPR-142 A CPPR-149> adding 
K-8-R Public Power Agency ai co-ounar of factlltiai. 

EISENHUT, 0 e. Division of Llcenilng. 02/03/86 ?pp. 12719:110. 
24X Flcht: 90-928,82/03/26,8204160137. 


9204160162 Safety avaluation supporting Amend 3 to Licensee 
CPPR-141,CPPR-I4a A CPPR-143 

e Division of Licensing, 02/03/26. ?pp, 12719; 123. 84X 

Flcht! 90-920, 82/03/26, 0204160137. 


-0204160100 Notice of Issuance A availability of Amand 3 to Lieoniet 
CPPR-141,CPPR-142 A CPPR-143, 

MIRA8L1A, F J. Licensing Branch 3. 62/03/26. 2pp. 12719:131. 

24X Flche 90-930,02/03/26,0304160137. , , ' 


8204090416 Requetts addl info re usable treated municipal effluent 
rinegotiatloni by 820409 per Contention 9, 

HIRAOLIA, F J Llcenilng Branch 3 82/03/27 VAN BRUNT, E E 

Arliona Public Strvica Co 2 pp 12969 263 24X 

Flche, 90-938, 82/03/37, 8204090416. 


0204080317 Informs that 920201 addl Info eatisfiae ASME Coda Cate 
N-310-1 requirements for use In const of componanti for 
facility 

HIRAOLIA, F.J Licensing Branch 3 82/03/30 VAN BRUNT, E E 

Arliona Public Service Co Spp 12619 038 24X 

Flche. 50-928, 82/03/30,8804000317 


8204060030 Bubfflite preliminary evaluation supported by test results 
to demonstrate capability of riHaf A safety valves to 
operate under normal A accident eondi tionsi per NUREO-0737 
Item II 0 i 4 A 81093? Itr 

VAN BRUNT, E E Ariiona Public Service Go 83/03/31 TEDE8C0,R.L 
Asflsteht Director for Licensing 3pp 12993 344 84X 

Flche, 90-938, 82/03/31,8204060030 


0204060074 Lliti actions taken to prevent situation similar to 
Millstone 2 undervoltage event □btalning guarantees from all 
manufacturers that equipment would operate continuously at 
70X rated voltage Imprectlcel Alternative proposed 
VAN BRUNT, EE Arliona Public Serylce Co. 82/03/31 MIRAOLIA.P J 
Licensing Branch 3. 90pp 12993 395 24X Flche- 90-928. 02/03/31, 

0204060074 


0204060139 Forward* 820401 memo reiponding to NRC 820327 requeet for 
addl Info re extent to which current negotiations of 
Agreement 13904 governing supply of wastewater effluent 
would impact NRC eeiumptlons in testimony re Contention 9 
VANBRUNT.E.E Arliona Public aervle* Co. 02/04/02 HIRAOLIA, I'.V 
Licensing Branch 3 9pp 12949:193 24X Fich a: 90-920, 02/04/03, 

8204060139 


0204120419 Forward* revised pages of TMI-2 Lsesons Learned 
implementation Rapt in raiponie to NUfiEe-0737i Item III o. 1 I 
re Integrity of eye outeid* containment likely to contain 
fadloactiv* matl. 

VAN BRUNT, E E, Arliona Public Service Co. 82/04/02. TEOESCO.R L 
Aiilstant Director for Licanelng 16pp 12640 102 24X 

Flche 90-920,02/04/02,8204120419 


9204160284 Respond* to 820108 raqueit for addl info on TKt Action Item 
II F, 1 re add] accident monitoring Initrumintatlon Noble gas 
tt plant effluent sampling A analysli dlecuesed. 

VAN BRUNT, E £ Arliona Public Sarvic* Co. 82/04/06. TEOESCO.R L 
Assistant Director for Licenelng 4pp, 12699’030. 24X 

Flche 90-920.02/04/06.0204160284 


620419032S Forwards verification omitted from 820402 rsipori** to 
NRC 820327 Itr 

VAN BRUNT, EE. Arliona Public Service Co 82/04/06 MIRAOLIA.F V 
Licensing Branch 3 3pp 12727 110. 24X Flche- 90-920, 02/04/06, 

0204190329 


8204190207 Rsiponde to 820309 riqueet for Info ra schedule for 
lubmlttal of util emergency operating procedures. Tentative 
submittal date Is 820801 

VAN BRUNT, E.E Arliona Public Service Co 82/04/07 TEOESCO.R L 
Aeelitant Director for Licensing 3pp 12723.200 24X 

Flche; 90-928, 82/04/07, 8204190207 


8204200094 Forward* draft Tech Bpeci Section 6 re administrative 
cpntroli A various replacement pages. replec Ing similarly 
numbered page* in 820205 submittal Exclusion of Bsctloni 
a. 2, 2, 4 2.3 A A 2 4 from Tech Specs raqusated 

FROST, 8. R. Ariiona Public Service Co 82/04/07. HOFFMAN, D. NRC - 
No Detailed Affiliation Olvan. Ip 12742-230 24X 

Flche. 90-928, 02/04/07, 0204200094, 


—0204200060 Draft Tech Spec* Section 6 0 rf administrative controle 
e Ariiona Public Service Co. 82/04/07. 62pp 12742.239. 24X 

Fiche. 90-928, 02/04/07, 0204200094 


0204190069 Trip rept of 820403-04 visit to plant eite to review plant 
layout, const statue A QA/OC 

OlLINBKy, V Commlstioner* 82/04/14 Commlsslonsre. 2pp 
12726:079 24X Flche- 90-920, 02/04/14, 8204190069. 


8204210421 Forward* resume* of Initial appointees td key plant 
aunagerlal A supsrvleory posltloni through shift eupsrviiar 
position, per FBAR Section 13,1,2,2 Resume* contain privacy 
info A are withheld from public dliclosure. 

VAN BRUNT, E.E. Arliona Public Service Co 02/04/14, tEDESCO.R.L 
Aeeletant Director for Licensing 2pp, 12002:299. 24X 

Flche: 90-928, 02/04/14, 8204210421, 


8204820709 Expretiet gratitude Par assistance during recent eite visit 
SILINSKY.V. Comeiiselonert. 82/04/14. VAN BRUNT. E. Ariiona Public 
Servlet Co Ip. 12027:321, 24X Flche; 90-920, 02/04/14, 0204220707. 
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0204220713 Eiprcii** 9 r«titud> for afii«<;*ne« during recant tit* visit 
OtLIMSKYiV Commltfioncr* B2/04/14. VORDENBRUEOOEN Ar liana 
Public Service CO Ip 12827 322 24X Flche 90-528,82/04/14. 

8204220713 


8204230106 Eipretict gratitude f«r attittance during recent lit* visit 
OILINSKYiV Commit ilonert 82/04/14 STUBBLEFIELD. U Arizona 
Public Service Co ip 13e34' 279 24X Fi che. 90-528. 82/04/1 4, 

S204230106 


8204230124 Ezprettei gratitude for informative (< Interettlng site 
visit 

SILINSKY. V Commlitloneri 82/04/14 tVIRLEY.K Arliona Public 
Service Co Ip. 12S34 280 24X Fichc 30-928,82/04/14,8204230124 


8204160199 Oeneric Ltr 82-06 to all PVIR plant licensees it applicants re 
transmittal of NUBEO-0909 relative to Oinna tube rupture 
W/o end MURES List of NRC recipients encl 

EIBENHUT.DO Division of Licensing 82/04/19 HAUSPURO, A 
Consolidated Edieon Co of New York 7pp 12787 203 34X 

rich* 90-000,82/04/1318204160199 


8204270032 Summarg of 820329 meatlng u/appllcant> Bechtel l< C-E in 
BetheedeiMD re NRC regulrenents for environ qualifications 
LICITRA, E A Licanslng Branch 3 82/04/16 Licensing Branch 3 

7pp 12873 318. 24X Flch* 90-928,82/04/16,8204270032 


8204210299 Oeneric Ltr 62-09 to all power reactor I icenscee, app 1 icants 
for OL. NSS8 vendore I, reactor vendors re environ 
qualification of saf etg-rslated electrical equipment. 

NRC pofltlon re qualification requirements end 

EISENHUT, D. 0 Division of Licensing B2/04/20 HAUSPURO. A. 

Consolidated Edison Co of Now York VAN BRUNT, E E Aritona Public 

Sarvlce Co CAVANAUOH, H Arkansas Powar l< Light Co iSpp 

12062 337 24X Flcho. 90-000, B2/04/20, 8204210299. 


B204280443 Informs that 47-page attachment re Orand Oulf seismic 
response data dlseusilon mlstakenlg distributed U/B2033I ltr 
re undervoltage protection (< should not be placed In Palo 
Verde dockets 

VAN BRUNT, E E Arizona Public Bervlca Co 82/04/22 MIRAeLIA.F 
Licanslng Branch 3 2pp 12867.330 24X Fiche 30-928.82/04/22, 

8204280443. 


B204I90330 Forwards “Pump tc Valve Inturvlea Testing Program Palo Verde 
Unit 1, " In respens* to 8ER Open rtem 6 Progrem includes eng 
relief requests from ASHE Section XI 

VAN BRUNT, E.E. Aritona Public Servlet Co. 82/04/12 TEOESCO.R. L 
Assistant Director for Licensing. Spp tS’72B.308 24X 

Fiche: 50-928, 82/04/12, 6204190330 


S20421O444 Forwards commsnts ti/or Inaccuracies found In Nov 1981 8ER, 
NURE0-0B97 

VAN BRUNT.E E. Ariton* Public Bervlc* Co 62/04/16. TEDESCO.R L 
Assistant Director for Licanslng. 4pp 12802 S61 24X 

Flch* 90-928,82/04/16,8204210444 


B20427O339 Advises thet util does not intend to Include requirements of 
SER (NUREO-OB97> In Tech Specs 8ER should he modified 
accordlnglg 

VAN BRUNT.E E Aril on* Public Service Co 82/04/16 TEDESCD.R L 
Aselstant Director for Licensing 3pp 12092.092 24X 

Flch* 90-828,82/04/16.8204270339 


8204280491 Advise* that facility design meets regulstorg Impiiritg 
level guldellnae F8AR erception to Reg Guide 1.38 will be 
eliminated In neit FSAR amend BER Open Item 16 re Impuritg 
levels resolved 

VAN BRUNT, E.E Arizona Public Service Co 82/04/22 TEDESCO.R L 
Assistant Director for Llcenelng 2pp 12067 339 24X 

Fiche 30-328.82/04/22,0204200481. 


F. Securitg, medical, emergency It fir* protection plant 


0204220216 Qummary of 820309 maat Ing w/util In Betheeda, MO re status 
of updating amergency plan to Incorporata commitments 
prevlouslg mads to correct noted deficiencies. 

LICITRA.E A Licensing Branch 3 82/03/16, Licensing Branch 3 

3pp 12821 233. 24X Fiche. 30-928, 82/03/16, 8204220216 


0204190332 Advises that no action will be taken to provide emergency 
notification sye t, health physics network access capability 
In NRC resident Inspector ofc It shift supervisor ofc No 
epee if Ic requirements located for above of c e 

VAN BRUNT.E E Arizona Public Service Co 82/04/08 TEDEBCD.R L 
Assistant Director for Licensing. 2pp 12728. 27B 24X 

Flch* 90-328,82/04/08.8204190332 


D NRC Draft/Flnsl Environmental Btatements, suppls tc correspondence 


B204060007 Ack receipt of FEB, NUREO-084 I Review underway, 

e Arizona, State of 82/03/31. HlRAOLIA, F J Llcenelng Branch 3 
2pp 12993 207. 24X Flch* 90-928.82/03/31,8204060007 


8204230438 Comment* on FES for fad 1< ties FEB adequately esessees 
environ impact of operation of facilities tc responds to 
concerns raised u/draft statement. 

HISEcJ Environmental Protection Agency 82/04/19. MlRAOLIA.F J 
Licensing Branch 3 Ip. 12917.193 24X Fiche: 90-328. 02/04/ 19. 

B2D423043B 


8204220719 Ezpr esses gratitude for assistance during recent site visit 
especially tour of technical support ctr & emargency offsite 
facility 

OILINSKY.V Commissioners 82/04/14 ANOOONINI.C Arlzons Public 
Service Co Ip. 12827-323 24X FI c he. 90-930, 82/04/14, 8204220719. 


0 Adjudicatory correspondence 


8203290406 Requests B atsphens.AZ Municipal Vlatsr Users Attoclatiun, 
820316 Ic 17 Itrs be served on. all par tits l< ABL9 
LAZO.R H Atomic Safety and Licensing Board Panel. 82/03/23 
STUCKEY. 6 U Docketing L Service* Branch 2pp, 12409-303 24X 

Fiche. 90-928. 82/03/23.8203290406 


E NRC Safety Evaluation Report (8ER)i supple I. correapondence 


8902160309 Forwards draft amended Section 9 2 9 of FSAR u/comml tment to 
have available. prior to fuel load, procedure* for ensuring 
continued capability of sink to close out SER (NUREG-0697) 
open item. 

VAN BRUNT.E. E Arizona Public Bervlce Co. 82/02/09 TEDEBOO.R L. 
Assistant Director for Licensing. 29pp. 11941 049 24X 

Fiche- 90-928. 82/02/09. 8202160309 


8204070241 Forwards response to NRC 820309 ltr requesting add! info rs 
util authority to restrict access to exclusion area per BER 
Section 8. 1 2 

VAN BRUNT.E E Arizona Public Service Co 82/04/01 HlRAOLIA. F J 
NRC - No Detailed Affiliation Olven. 12pp. 12988-128. 24X 

Fiche- 90-929. 82/04/01. 8204070941 


8204160309 Forwards requested info re proeervleo oxen result*, por 
BER (NUREO-0097) Sections 9 2. 4 h 6 6. 

VAN BRUNT, E.E Arlion* Public Bervlc* Go, 82/04/06 TEDEBCO, R. L 
Assistant Director for Licensing 191pp. i '12693:019, 24X 

Fiche- 90-928, 82/04/06, 8204160309. 


6304190292 Forward* 10 oversize drawing *> clos ing BER Open Item 10, 
portion of SER Open Item 12 I. portions of BER Conflrmetory 
Item* 11 1. 13 Aperture card* ar* evellabl* In PDR, 

VAN BRUNT, E.E Arizona Public Service Co. 82/04/12 TEDEBCO, R L. 
Assistant Director for Llconetng- 9pp 12729 106 24X 

Flch* 90-920,02/04/12.0204190292, 


— 6203250903 Requests notification of eny changes to schsdulsd hsarlng 
date I. whether limited appearance Include* right to 
introduce ovldenco 6 question witnesses. 

STEPHENS, S Arizona Municipal Water User* Association. 82/03/16, 
LAZOiR. K Atomic Safety and Licanslng Hoard Panel 2pp 
12409.304 24X Flch* 90-928,62/03/23,8203290486 


— 8203290512 Forwards util B20316 ltr to 8 Btsphan* Inadvertently 
omitted from 620311 ltr. 

STEPHENS. S Arizona Municipal Water User* Association 62/03/17 
LAZO, R M Atomic Safety and Licanslng Board Panel. 2pp 
12409.306 24X Flch* 90-928,82/03/33,8203290486 


8204000367 Aneuer oppoeing PL Hourlhan 820323 nation to defer 
issuance of notice of 020407 OL hearing Raasone for 
requasted dalay should have been raieed during 820313 telcon 
when hearing date sat. Car t If icat* Of Bve sncl. 

DEWEY, L a Antitrust Division 02/04/06 Atomic Safsty and 
Licensing Board Panel, 9pp. 12600-293. 24K Flch*. 90-920, 02/04/06. 

02O4OBO387. 


8204140329 Answer opposing Intervener 020339 motion to defer Issuance 
of notle* of Itcenio bear Ing. Motion moot since A8LB served 
820323 notice of 020427 h ear Ing. Certl f Icats of 8ve encl. 

OISCHaFF.C, A. Joint App 1 Icante-Pelo Verde. 02/04/06. Atomic 
Safety and Licensing Board Penal 4pp 1266S;836. 24X 

Fiche - 90-926, 02/04/06. 0204140329 


8204140173 Motion for order postponing 820427 hearing for 30 days due 
to newly discovered matt evidence. Document* prove that Salt 
River Project t. DOI know that Phoenix cannot eetl effluent 
to util 

HOURIHAN. P, L Hourlhan. P. 92/04/07 Atomic Safety and Llcenelng 
Board Panel 9pp. 12669:138, a4X Fiche- 90-928.82/04/07.8204140173, 



420 


DOCKETED ITEMS 


62041401B3 Kotlon or-dar r«<t.ulrln 9 admittlan ti production of 
docuoiontf uithtn iO davo Atlotid corroopondonco 

HOURIMANtP’ L HDurlhan> P 0a/’O</O7 Atomic Bifotp and Licensing 
Soaird Panel 14pp 12&69 320 24X Fich# 90-92B< 02/04/07. 

0204140183 


8204140120 Requastt to malie limited appearance statement at B20427 
evidentiary hearing 

BHEAjP J Sait River P lma~Karlc epa Indian Community SHEA. P J 
Marls. Shea << Utils 82/04/08 Atomic Safety and Licensing Beard 
Panel 3pP 12666 070 24X Flche S0-52a. 82/04/08. 8204140130 


0204140430 Ansuer opposing intervener S20401 amend to Contention 7 due 
to neu info Contention no longer subj to amend since motion 
for summary disposition of contsntion granted Intervenor 
failed to stata cantantion Certificate of Svc end 

BISCHOFP. C. A ^/ol^t Appl icants-Pal o Verde DISCHOPF. C A Blfichoff, 
C A B2/04/OB Atomic Safety and Licensing Board Panel 7pp 
12670-286. 24X Flch# 90-928.02/04/00.0204140430 


0204130142 Foruards DOvI ansuar to Plma-Morlcopa Indian Community 
lawsuit In U8 District Court for OC. Civil Action 02-0149. 

DEWey. L 8 Antitrust Olvlslon B2/04/0? LA70.fl M , COLE. R F , 
CALLIHAN. D Atomic Safety and Licensing Board Panel Ip 
12697 107 24X Flche: 30-923. 82/04/07, S204130142 


— 8204130149 Answer to P Ima-Maricopa Indian Community lawsuit Complaint 
should be dismissed since relief barred by statute of 
limitations (. for failure to nano Indlsptniablo parties 
Certificate af Svc end 

SIEOELf J Ouetlce, Dept of SlEOEL.vl Interior. Dept of 
B2/03/22 U S. District Court. District of Columbia llpp. 
12697.110 24X FI cho. 90-928, 82/04/09. B204130142 


B204140194 Application for Issuance of civil subpoena duces tecum, oi 
parte. d Irocted to PL Hourlban Proposed subpoena end 
Related correspondence 

BI8CHQFF. C A Joint Applieants-Paln Verde. BISCHOFF, C A Blschoff, 
C A 82/04/09. Atomic Safety and Licensing Board Panel 6pp. 
12669-037 24X Fiche 90-923,02/04/07.0204140194 


—8204140197 Notice of PL Hourlhan B20417 deposition In Phosnlt.AZ re 
Contention 9 & const deficiencies alleged in 820406 telcon. 
Certificate of 3vc and. Related correipondencc 
BIBCHOFF.C A Join* AppUcants-Pa I o Verde BISCHOFF.C A 
Blschoff. C A 32/04/09 4pp 12669 073. 24X 

Flche: 90-928. 02/04/09, 0204140194 


'4160007 ifamorandum S< order denying PL Hourlhan S20407 request for 
0-da(| postponment of 020427 hearing NRC should not 
ubordinate llcenolng process to matters which are so 
paculatlve t< conjectural 

AZO.fT M Atomic BaFety and Licensing Board Panel 82/04/13. 

OVRIHAN.P L Hourlhan, P 2pp 12697 109 24X 
-Icha. 90-928, 02/04/13. 3204160007 


204210900 Motion for protective order re joint applicant subpoena 
duces tecum Certificate of Svc end 

HOVRIHAN. P L Hourlhan. P. 02/04/13 Atomic Safety and Licensing 
Board Panel 2pp. 12802 173 24X Flche- 30-920, 82/04/13, 8204310900 


S204310S07 Response to NFC response to Intervenpr motion to defer 
Issuance of notice of hearing All comnertts re Intervenor 
participation In 880319 telcon should be strlclen Intervenor 
denied right of full part iclpatlon. Certificate of Svc end. 

HOURIHAN.P L Hourlhan. P 02/04/13. Atomic 0afety ond Llcenning 
Board Panel app, 12002 209 24X Flche. 90-928. 02/04/13.0204810907 


8204210997 Forwards subpoena duces tecum served on PL Hourlhan on 
B20413. Related correspondence. 

SUnON.L Fleming. H. J SurTON.L. Joint ApplUants-Palo Verde. 
02/04/14. Office of the Secretary of the Commission, ip. 
12002:032. 24 X Flche 90-928,82/04/14,0204210997 


— 8204210S6S Civil subpoena duces tecun directed to PL Hourlhan to appear 
In PhO’onlx.AZ on B20417. Affidavit of svc of process end. 

Related corraspondance 

LAZO,R.M. Atonic eafety and Licensing Board Panel. 02/04/12 
HOURIHAMiP. L. Hourlhan. P 4pp. 12SD2- 033. 24X 

rich*. 90-928, 02/04/14. 8204310997. 


8204200818 Forwardi ODJ 880331 motion to transfer Bait River Plna- 
liarleopa Indian Jaweult from US District Court for DC to US 
District Court for Distribution of AZ. PhoonliiDlv, 

DEWEVfL 8 . Antitrust Division 02/04/16 LAZQ, R.M. . COLf.R.F. , 
CACLIHAN. 0. Atomic Safety and Licensing Board Panel. Ip. 
12734:304, 84X Flche. 90-928, 02/04/16, 8204200218 


— 820420022a Motion to transfer action from U8 District Court for DC to 
US District Court for District of AZ.Phoonlt Dlv Action 
could have bean brought in District of AZ 6 parties 6 
witnesses would not be Inconvenienced, 

SIEOEL. J Justice. Dept of 02/03/31 U 8 District Court. 

District of Columbia 2pp 12734 209 24X Flche 90-928,82/04/16, 

8204200218 


— B204S00236 Memorandum supporting DOJ motion to transfer action 
Contracts 6 arrangments at heart of dispute are between 
entities not parties to lawsuit 6 which are in AZ, not DC 
Decision would affect numerous entitlee in AZ 
BIEOEL, J Justice. Dept of 82/03/31 US District Court. 
District of Columbia 8pp 12734 207 24X Flche 90-920,02/04/16, 

8204200218 


—8204200249 Notice of H Andrews, D Culbertson & MT Palmer 820410 
deposition in Phoenix, AZ Certificate of Bve end 
HCKACKIN, J. J , BHEA.P J Belt River Plma-Maricopa Indian 
Community MCKACKIN, J J Hllllams 6 Jensen 02/03/22 4pp 
12734 219 24X Flche 90-920,82/04/16,8204200210 


0204260064 Response to PU Hourlhan 020407 motion for order requiring 
admission of genuineness of Nov 1977 effluent document EE 
Van Brunt affidavit answering motions end 

BIBCHOFF.C A Joint Appl Icants-Palo Verde 02/04/19 Atomic 
Safety and Licensing Board Panel. 2pp 12B40 032 24X 

Fiche: 90-928. 02/04/19, S204260064. 


— B204260067 Affidavit of EE Van Brunt re PL Hourlhan 820407 motion foi 
order requiring adRilsslon Assumption (< use of 99X capacity 
factor which Is conservative for EIAs.not conservative far 
other purposes Certificate of Svc end 

VAN BRUNT. E E Joint Applleants-Palo Verde 82/04/19 Bpp 
I2B40 034. 24X Flche 90-528.82/04/19,8204260064 


8204260314 Application for Issuance of civil subpoena to UL Chase. Clly 
Manager of Phoenix. AZ Proposed subpoena I, Certificate of 8vc 
and 

BiaCHOFF.CA Joint Appl Icants-Palo Verde 82/04/19 Atomic 
Sefsty and Licensing Board Panel 7pp 12039 132 24X 

Fiche 90-920. 02/04 / 1 9. 620426021 4 


8204230249 Notice of appearance in proceeding Certificate of Svc end 
BERNABEt.L Hourlhan. P 02/04/22 2pp 12064 032. 24X 

Flche 90-920, 82/04/22, 820420024 9 


6204280016 Forwards util news release re schedule for facilities 
Related correspondence 

BIBCHOFF.C A. Snell *< HI Imer BISCHOFF. C A. Joint App 1 Icants-Palo 
Verde 82/04/23 LAZO, R M , COLE, R F . CALLAHAN. D Atomic Safety 
and Licensing Board Panel Spp 12070 21? 24X 

Flche 9O-S20, 82/04/23, 8204200016 


K Utility Final Bafaty Analysis Report (F0AR) 1, amends 


B304060069 Forwards proof of svc for Amend 7 to FBAR 

VAN BRUNT, E£ Arliona Public Service Co. 82/03/31 Office pf 

Nuclear Reactor Regulation, Director 3pp 12996 161 24X 

Fiche 90-S28, 02/03/31, 8304060069. 


N Antitrust corrispondence 


0204000974 Advises that NRC has received addl antitrust advice from 
Atty Oencral re eppllcatlon for CPs Advice rendered per 
Section 109C of Atomic Energy Act 

TQALBTON, A Antitrust 6 Economic analysis Branch Utility Finance} 
82/03/22 OTTINOER.R L House of Rep , Energy 6 Commerce 
UDALL.M K. House of Rap 3pp 12619-163 24X 

Flche 90-928.82/03/22,8204000974 


0 Inspection reporter IE Bulletins ti correspondence 


6204140406 Informs that IE Info Notice 82-00, “Check Valve Failures on 
Diesel Oenerator Engine Cooling Sys, “ was sent to listed 
licensees on 820326 

» Region 9, Office of Director. 82/03/26 Region 9, Office of 
Director. Ip. 12670-149. 24X Flche; 90-000, 03/03/26, 8204140406. 


—0304140423 Forwards IE Info Notice 82-08. “Check Valve Failures on 
Diesel Oanerator Cooling Sys," No written response required. 
ENOELKEN. R. H Region 9. Office of Director 82/03/26. VAN 
BRUNT. E. E Artxone Public Service Co Ip 12670,146, 24X 

Fiche - 90-133, 82/03/26, 0204140406 


0204000403 Ack receipt of 020311 Itr Informing NRC of steps telen to 
correct violations noted IE Insp on 820129-29 

BISHOP. T. U. Division of Resident. Reactor Project h Engineering 
Progremo. 82/03/29, VAN BRUNT. E. E Arlione Public Service Co. Ip 
12600.286 24X Fiche 90-920,82/03/29.8204000403 



DOCKETED ITEMS 


— es040B0411 R«*pond> to NRC 820211 Hr rc Violationt naiad In IE ln«p 
on 820129'-29 Corrtetlv* actions. weld* to ba rowortad. 

VAN BRUNT. E E Aritona Public Barvlca Co 82/03/11 
FAULKENBERRYi B Division of Rasidant. Roactor Projact ti 
Engincarlng Programs 4pp 12600 287 24X Flcha 90-928.02/03/29. 

8204080403 


0204140236 Foruards IE tnsp Repts 90-520/82-07.. SO-929/82-03 l< 
90-930/82-03 on 820201-26 No noncomp 1 lanca notad 
BISHOP. T H Division of Hasldant. Roactor Projoct l< Englnaarlnp 
Programs 82/03/29 VAN BRUNT. E E Arizona Public Barvlca Co 
2pp. 12663 004 24X Ficha 90-928.82/03/29.6204140236 


—8204140241 IE Insp Ropts 90-928/82-07,90-929/82-03 t. 90-930/82-03 on 
620201-26 No noncompl lanco notad l1a.|or araat Inspacted; 
Installation of saf atg-ralatad piping 6 Molding of llnor for 
condonsata storaga tani 

VORDERBRUEOOEN. ECKHARDT. V Division of Rosidont, Raactor Projrct 
t( Englnaarlng Programs 82/03/26 7pp. 12663 006 24X 

Flcha* 90-928. 82/03/29, 8204140236 


8204090394 Informs that IE Bullatin 82-01. "Altaration of Radiographs 
of Walds in Piping Subasstmbl las. ” ktas sant to llstad 
llcansoas on 820331 

• Rogion 9, Offict of Diractor. 82/03/31 Raglon 9. Offlcr of 
Dlractor. tp 24X Flcha 90-000.82/03/31.8204090394. 


— 6204090360 Forwards IE Bullatin 62-01. "Altaration of Radiographs of 
Walds in Piping Subassanbllas ” No rasponsa raquirad 
ENOELKEN. R H. Raglon 9, Off lea of Diractor. 82/03/31. VAN 
BRUNT.E E Arizona Public Sarvlca Co. Ip, 12627 209 24X 

Flcha* 90-000, 82/03/31, 8204090394. 


B204090396 Advisai that IE Info Notica 82-09. "Cracking In Piping of 
tiakaup Coolant Linos at StcM Plants." has boon sant to 
llstad llcanaaaa 

* Raglon 9, Offlca of Diractor 82/03/31 Region 9. Office of 
Director ip 12629.279 24X Flcha 90-000.82/03/31.8204090396 


— 8204090403 Foruardf IE Info Notica 82-09. "Cracking In Piping of 
Makeup Coolant Lines at BIcW Plante. " Reviow requeatod 
ENOELKEN. R H Raglon 9. Office of Director. 82/03/31. VAN 
BRUNT.E.E Arizona Public Barvlca Co Ip 12629*280. 24X 

Flcha 90-000,82/03/31,8204090396 


8204090307 Interim doflclancg rapt r« dlasal generator control cabinet 
wiring not saparatod hatwaan Class IE h non-Class IE Ftnsl 
rapt to ha submlttad on 820423. 

VAN BRUNT.E.E, Arizona Public Sarvlca Co. 82/03/19. 

FAULKENSERRY. B. Division of Rastdant. Reactor Project 6 Englnaarlng 
Programs 3pp 12929 342 24X FI ch a 90-928. 82/03/19, 8204090307 


8204090322 Intarlis daflclancg rapt ra potanttallg loosa antlrotatlon 
pint on tow pratsura safatg Injactlon pumps b contalnmant 
spray pumps. 1 nittal Ig roportad on 611230 Final rapt to ha 
submlttad on 620430 

VAN BRUNT.E E Arizona Public Barvlco Co 88/03/19 
FAULKENBERRYi B. Division of Rastdant. Rtactor Projtct t< Englnaarlng 
Programs 3pp. 12929*346. 24X Flcha 90-938. 83/03/19. 8204090322 


8204230982 Fine 1 doflclsncg rapt ra dlasal ganaratar lube nil strainer 
baskots raquirlzig replacamant par Cooper Enargg Sves 820201 
Part 21 rapt Nonconformance rapti Isouad to track It document 
replacamant of dofactlva bastabs. 

VAN BRUNT.E E Arizona Public Service Co B2/03/23 

FAULKENBERRYi B. Raglan 9, Office of Director 3pp 13813.321 24X 

Flcha; 90-928. 82/03/23.8204230982. 


8204160264 Part 21 rapt ra potential daficlancy In prtsaurizad 
subcrlttcal aiporlmant ezama of prastura vassal Inlit nozzlo 
to pipe welds from Inner dlamatar surface Inspectors sdvlsad 
of potential generic implications on 820408. 

PERKINS, 0 R NDE Engineering Cons Inc. 83/04/02 Diractor 's 
Office. Offlca of Inspection and Enforcamsnt Ip 12696 300 24X 

Flcha 90-000, 82/04/02, 8204160264 


8204230146 Final daflciancg rapt ra five star spsclsl l90 grout used 
In facility containment const opsnlng. Condition datarminad 
not reportable par lOCFRSO 99a raquir amenta. 

VAN BRUNT.E E Arizona Public Service Co. 82/04/07 BISHOP.T.W. 
Division of Rasldant. Raactor Project & Engineering Programa. 6pp 
12818 112 24K Fiche; 90-928. 82/04/07,8204230146 


8204330297 Intarim daficlancy rapt re OE swltchgaar parts not certified 
by subsuppllers for nuclear use. initially reported 820311. 

Evaluation of condition & submittal of final rapt azpactad 
d206S2 

VAN BRUNT.E.E Arizona Public Barvlca Co 82/04/07. BISHOP. T.H. 
Rogion 9, Office of Director. 3pp. 12618*044 24X 

Ficho. 90-928. 82/04/07,8204230297. 


8204090416 Advlsaa that IE Info Notica 82-10. "Following Up Symptomatic 
Rapalri to Assura Resolution of Problam, " has bean sant to 
Hated llcansatf 

* Region 5. Offlca of Diractor 82/03/31 Raglan 9. Offlca of 
Diractor Ip 12634 029 24X Flcha: 90-000, 02/03/31,8204090418. 


— 8204090439 Forwarda IE Info Notica 63-10. "Following Up Symptomatic 
Rapalra to Assura Resolution of Problem " Revlau requested 
ENOELKEN. R H. Region 9, Offlco of Diractor. 82/03/31. VAN 
BRUNT.E E Arizona Public Barvlco Co Ip 12624.030. 24X 

Ficho 90-000.82/03/31,8204090418 


8204160309 Foruards requested info ra prasarvica ezam rasults. par 
8ER <NUnE0-0a97> Sect Iona 924666 

VAN BRUNT.E E Arizona Public Sarvlca Co 82/04/06 TEDEBCD.R. L 
Aaslstant Director for Llconilng. 191pp. 12693 019 24X 

Flcha. 90-938. B2/04/06. 8204160309 


8204300317 Interim deficiency rapt re thsrmowalls In diesel generator 
lube oil sys not procured to A8NE coda. Nonconformance repts 
tnttlabsd to replace std thermowells trecaable to ASHE 
Section III Code. West rapt by 830616. 

VAN BRUNT.E, E Arizona Public Barvlca Co. 82/04/16. BISHOP. T W. 
Raglon 9, Offlca of Diractor. 3pp. 12880*323 24X 

Ficho 90-928.82/04/16.8204300317, 


T. Hearing transcripts on non-ant itrust msttari 


8204070933 Forwards testimony on romainlni Issuances ra Contentions 9. 
6B t( 7. Tsttlmony on Contention 3 does not dial w/rscant 
Issuaa of renegotiation of effluent supply It Plma-Karlcopa 
Indian Community suit. 

DEWEY.L.B Antitrust Division. 82/03/19 LAZO.H.M, CDLE.R F. . 
CALLAHAN, 0 Atonic Safety and Llcanilng Board Panel 2pp 
12977*038 24X Flcha 90-928.82/03/19,8204070933. 


8202040142 IE Info Notice 82-11. "Potential Inaccuracies In Wide Range 
Pressure Inatrumants Uiad in Wastinghouaa Designed Planti " 

Sve list end 

viORDANi E. L. Dlvlaion of Engineering t< Quality Aisuranca. 82/04/09, 
63pp. 12878 342 24X Flcha. 90-000. 82/04/09.8202040142 


—8204070998 Testimony of RO Oonzalas on Contention 9. Sufficient usabl 
treated municipal affluent will be available for oporatlng 
plants during months of peak roactor need for first 9 years 
of operation. Prof qual i f Icatl ons oncl. 

OONZALES.R. □. Division of Enginaorlng 82/03/19. 12pp. 

12977 040. 24X Ftcho* 90-928, 82/03/1 9.8204070933. 


8202040143 IE Info Notice 82-12, "Surval 1 Idnce of Hydraulic Snubbera " 
U/oncI eve Hat 

JORDAN. E L. Dlvlaion of Englnaarlng 1« Quality Aaauranca. 02/04/21. 
64pp. 12873:001. 34X Flchfi 90-000. 82/04/21. B202040143 


8 Reportable occurrancas. LERt b related correspondence 


— 8204070962 Testimony of MM Hodgts on Contention 6B ra ATWB. AppHcanti 
committed to adopt NRC interim raqulrtmanta for operating 
procedures g, operator training to mitigate postulated ATMS 
event, Prof quallf Icatlona end, 

HDDOEB.M.W, Roector 8y sterna Branch. 82/03/19. 6pp. 18977:093. 
24X Flcha* 90-928, 82/03/19. B204070533 


8204090126 interim Deficiency Rept 81-12. Ravi elon 3, re dacreaea of 
mating force of 129-voH dc pull-out fuse block after 
several Insertions li removals, originally reported on 810921. 
Mechanical ratainor for fuse dips to be Installed. 

VAN BRUNT.E E. Arizona Public Sorvlca Co. 82/03/18. 

FAULKENBERRYi a. Rogion 9, Office of Director. 9pp. 12918:210 24X 

Ficho. 90-928. 82/03/18.8204090126, 


— 8204070966 Testimony of FP Cardlle b ML Korloialez re Contention 7 on 
decomissloinlng. App llcants demonstrated reasonable assurance 
that nacsstary funds can bs obtained to decommission plants 
smfoly.Prof qualifications end. 

CARDILE.F P. Division of Enginesrlng Technology. 82/03/19. 

20-PP. 12977:098 24X Flche; 90-928. 82/03/19. 8204070933 


8204090314 Interim deficleney rept rt'e«-eorq neutron monitor poor 
readings duo to cable length b attenuation greater than 
design. Initially reported on '820216 Oahlerof proper length b 
attenuation to bo purchesod. 

VAN BRUNT.E E. Ar.lona Pub Hi bO'«i:o ff 6e/r.'lC 

FAULKENBERRYi B, I'lwii'or o# Rea-dan- Baa' lir Hrr.jaec h bngi uering 

Programs 3pp. 129J0 e'V 24 z r.iha 9C-92n 82.93 lO 02';4C90’I 4 
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DOCKET 30-537 CLINCH RIVER BREEDER REACTOR 


A Appllcatlon/eonttructton itag* documvnti & eerrttpondenci 


8204130003 Riiiu««ti addl Info ri auiillary «v« to complott nvteiir of 
application for CP 

CHECKrP S Clinch River Breeder Reactor Program Office SS/OO/tS 
LONOENECKER. J Enargg. Dept of Spp 1263?. 337 24X 

Fiehe* 30-337. 82/03/13, 8804130003 


9304220229 Notification of 82040t meeting w/DOE in Betheida.MD to 
dlecuta containment egt review (PSAR Section 6 2) 

STARK. R.M Clinch River Breeder Reactor Program Office 83/03/17 

CHECK.P. B Clinch River Breeder Reactor Program Offica 3pp 

12821 27B 24X Flche 50-337,82/03/17,8204220229 


B204220897 Summer g of B20304 mooting u/DOE it Project Mgt Corp in 
Bathceda, HD rt detailed deicriptlon of keg personnel 
8TARK, R M Clinch River Breeder Reector Program Office, 83/03/17, 
Clinch River Breeder Reactor Program Office, 2pp 12834 194 24X 

FIche 30-337,02/03/17.6304230297 


6204030132 Bummarg of 820209-10 matting* w/DOE I, contractore in 
Batheeda.JlD re structural deeign. 

STARK.R.H Clinch River Breeder Reactor Program Office 82/03/19, 
Clinch River Breeder Reactor Program Office. 4pp 12313' 066 S4X 
Plche 30-337,82/03/19.8204020132 


6204860380 Summery of 820127,0218 U 0310 meeting* w/DOE, TVA ti Project 
Kgt Corg In Betheede, HD re applicants analgti* of structural 
margin* Beyond design basis 

STARK.R.H- Clinch Rlvar Breeder Reactor Program Offlco 62/03/33. 
Clinch River Breeder Reactor Program Offica. 6pp 13S61 387 84X 

FIche* 30-337, 82/03/23. 8204260280 


8204290038 Forward* requast for addl Info ra PBAR nuclear deeign 
CHECK.P 8 Clinch River Breeder Reactor Program Offica 62/03/33 
LONOEKIECKER. J Energg, Dept of 6pp 13893,116, S4X 
FIche* 30-337, 82/03/23, 8204290038 


8304310658 Notification of 820416 meeting w/DOE in Bethefde.MO to 
dlteuee thermal margin beyond design basis ravlew 
STARK, R M Clinch River Breeder Reactor Program Office, 83/03/29 

CHECK.P S Clinch River Breeder Reactor Program Office 4pp 

12794 083 34X FIche 80-337. 82/03/29. 83042 1065B 


8304160022 Summary of 820128 meeting u/DOE, util 6 Project Hgt Corp in 
Bethieda, MD re structural response of scale models to 
simulated core disruptive accident 

9TARK, R M Clinch River Breeder Reactor Program Office 83/04/02 
Clinch River Breeder Reactor Program Offica 3pp 12719 326 34X 

Fiche 30-337,83/04/02,8304160023 


8204080383 6upplt 830339 Itr ri potential onsita generated solid waste 
Approx 17,000 lb will be generated during peak const Impact 
on area landfills cannot be assessed, pending selection of 
disposal location 

SCHARREi P C Tanneseee Valley Authority 62/04/03 KALTHAN.H NllC 
- No Detailed Affiliation Oiven Ip 12601 250 24X 

Fiche 50-337,83/04/03,8204080383, 


8804140163 Forwards Revision 6 to Hestlnghouts “CROR Requlriments for 
Environ Oual 1 f leatlon of Class IE Equipment," Ref 13 of 
PSAR Section 1 6 

LONOENECKER, J Enargy, Dapt of 82/04/07 CHECK.P S Clinch 
River Breeder Reactor Program Office tp 12664,313 24X 

Fiche 50-337,82/04/07,6204140163 


”8204140168 Revitlon 6 to "CRBR Requirements fop Environ Ouall flcatlon 
of Class IE Equipment " 

HCLANE. F E , CLARE, 0 H , HAMILTON, H,H Hestlnghouse Electric Core 
HARD-D-0165 R06 82/03/09 llSpp 12664 315. 24X 

Fiche. 30-537, 82/04/07. 8304140163. 


8304380045 Notification of 830426 meeting w/Nestlnghouse b DOE In 
Naltt Hill, PA to review applicant test factlltlae referenced 
in CRBR PSAR. 

STARK, R M Clinch River Breeder Reactor Program Office 82/04/00 
CHECK, P 8. Clinch River Breeder Reactor Program Office Spp 
12878 300 24X Fiche 30-337.82/04/08,8204280045 


8204290043 Forwards request for addl info re chemical engineering 
Respanee* by 820419 requested 

CHECK.P 8 Clinch River Breeder Reactor Program Office 02/03/33. 
LONOENECKER, J Energq, Dept of Spp. 12893 140 24X 

Fiche. 50-337. 82/03/23, 8204290043 


8204210377 Forward* request for add! Info re geology t. seismology 
issues, per application for CP 

CHECK.P S Clinch River Breeder Reactor Program Offica. 82/04/09 
LONOENECKER, J Energy, Dept of 6pp 12811 120, 24X 

Fiche 50-337,82/04/09,8204210377 


204260409 Notification of 820413-14 meeting* w/DOE, TVA (< Project Mgt 
Corp in Bethctda.HD to continue CRBR seismic & structural 
engineering review i. discuss NRC 220 series qusetlane 
STARK, R M Clinch River Breeder Reactor Program Offica 82/03/34 

CMECKiP S Clinch River Breeder Reactor Program Office 3pp 

12855 343 24X Fiche. 30-337, 82/03/24, 8204260409. 


J204270S39 Notification of 820403 meating u/utll,DDE & Project Hgt Corn 
to dlfcuss PSAR Sectiens IS S, 6 & 7 

STARK, R.M Clinch Rlvar Breeder Reactor Program Office, 82/03/24, 

CHECK.P S Clinch River Breeder Reactor Program Office 4pp 

12873 209. 24X Fiche' 30-537, 82/03/34, 8204270559. 


8204210415 Forward* request for addl info re Instrumentation l< control 
sys t< proposed agenda for future branch meetinge 

CHECK.P B Clinch River Breeder Reactor Program Office 82/04/09, 
LONOENECKER, J Energy, Dept, of 33pp 12811.247 24X 

Fiche 30-337.82/04/09,0204210413 


8304190276 Notification of 830421 meeting w/DOE in Betheede, MD 
to dlscuBf probabilistic risk assessment for facility 
STARK, R M Clinch River Breeder Reactor Program Office 82/04/13 

CHECK.P 8, Clinch River Breeder Reactor Program Office 3pp 

12731 846 34X Fiche 80-537,83/04/13,8304190278 


8204290079 Notlficetlon of postponed 820413-14 meeting w/DOE, util t. 
Project Mgt Corp In Betheida.MD to continue telemlc k 
structural engineering review Meeting postponed by applicant 
until May 1982 

STARK, R.M. Clinch River Breeder Reector Program Office. 82/03/24 
CHECKrP B. Clinch River Breeder Reactor Program Office, 3pp 
12899 236 24X Fiche. 30-537, 82/03/24, 820429007? 


8204050464 Request* addl info re CRBR compliance w/regulation* 
Apflleatlon should be amended to provide Identification I. 
statement of intent within 2 wke of receipt of Ibr. 

CHECK.P, S Clinch River Breeder Reector Program. Office 82/03/85 
LONOENECKER. J, R Energy. Dept of 4pp. 12563.232 24 X 

Fiche* 50-337. 82/03/23, B2040S0464 


8204360497 Requeits eddl info r# core performence for CP appllcatioi 
CHECKrP. B. Clinch River Breeder Reactor Progrem Office 83/03/2: 
LONOENECKER, V. R Energy, Dept of, t6pp, 13862' 330. 24X 

Fiche: 30-337, 82/03/23, 8204260497 


B2040»4D6 Forward* core energetics info requtsted In Ousitlon 760, 
of NRC 820123 Itr. End info deierlbe* contents of mhgnitlc 
tape ti computer printout 1 Istlng. Amend 67 to PBAR 
docufflsnttng rseponsei to questions will be Issued 830331. 
LONOENECKER, J Energy. Dept, of. 82/03/89. CHECK.P. 8. Clinch 
River Breeder Reactor Program Office, dpp, IBlKlSiSSS, SAX 

Fiche: 30-337, 83/03/89, 8204020406, ■ -wj.juo. bo* 


8204290102 Notification of 820306 meeting u/DDE it Meetinghouse Iti 
Betheede, MD to continue CRBR mgt review 

STARK. R M Clinch River Breeder Reactor Program Office 82/04/13 

CHECK.P 3, Clinch River Breeder Reactor Program Office Spp 

12897*249 24X Fiche 50-337,02/04/13,8204290102 


8204260333 Notification of 020427 meeting w/DOE In Argonne, IL to 
dlseuee structural margin beyond design basis statue, 

STARK.R.H Clinch River Breeder Reactor Program Office, 82/04/16 
CHECKrP 8, Clinch River Breeder Reactor Program Offica 4pp 

12838*140 24X Fiche 50-537,82/04/16.8204260333. 


8204270040 Notification of 820311-12 meetings w/DOE, TVA k Project Mgt 
Corp In Betheede. MD to review PSAR Chapter 14. 

STARK, R.M. Clinch River Breeder Reactor Program Office. 88/04/16, 
CHECK.P 8, Clinch River Breeder Reector Progrem Office. Spp 
18873.233 S4X Fiche, 30-837. 88/04/16. 8204270040. 


8204270447 Notification of 830313 6 14 meetings w/DOE, TVA t. 
Corp In Betheede, MD to diecuse CRBR eelemic k structural 
engineering ravlew Applicant eve list end 
STARK, R M. Clinch River Breeder Reactor Progrem Office. 
CHECK, P, 8. Clinch River Breeder Reactor Program Office. 
12874.226, 24X Fiche 30-337,82/04/16,8204270447. 


Project Hgl 


82/04/16 

Spp, 


8204370303 Forwards revised CRBRP-3, Vol 1, "Hypothetical Core 
Disruptive Accident Coneldsretlone In CRBRP; Energetics k 
Structural Margin Beyond Design Base," <Ref 10a, of PBAR 
Section 1. 6), Incorporating hatoroganeeu* core analytes 
LONOENECKER, J, Energy, Dept of. 82/04/20. CHECK, P 8 Clinch 
River Breeder Reactor Program Office Ip,' 18851,001. a4X 
Fiche: 30-937, 88/04/80, 8204270303, 
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— 8304S70310 "Hvpathttical Cora Disrupt Iv* Accident Cant Idtration* in 
CRBRP Enargatiet b Structural Margin Bagand Oaaign Basai " 

Vol liRavlalan 4 

a EnargyiDapt aP> Clinch Rivar Braadar Raactar Plant CRBRP-3 V^oi 
R04 82/03/31 400pp 12091:002 24X Flcha 30-937, 82/04 /flOi 

8204270309 


B2040801SS Motion Par protfctlva order ra portiona oP NROC 4c Slarra 
Club aavantaanth «at oP Intarriapatorlti b raquaat to 
produce CartiPlcate aP 8vc end 

EOOARcO L. Project Managanant Corp BEROHDLZ.U E Energy, Oapt. 
oP 82/04/02. Coinnlaf lonara. ?pp 12A0A 071 24)( 

Flcha: 90-937, 82/04/02, 8204080129. 


9204270344 Foruarda raiponaai to Ouaatlona CS 281 1,2,3,4,9,7,10,11 t< 
13 par 820323 raquaat Por addl InPo. InPo ulll he 
Incorporated Into P8AR Amend 48, achadulad for 820430 
Raiponaat to rtmalning quaatlona util bo provided by 820423 
LQNOENECKER, J Energy, Dept of. 02/04/21 CHECK, P 9 Clinch 

River Braadar Reactor Program Of Pica 12pp. 12892 323 24X 

Flcha 90-937, 82/04/21,8204270244. 


B Utility Pral Itnlnary Safety Analyaia Report, amonds 


9204C1041B Amend 47 to P9AR, conatltutlng anmd to CP application I, 
conaieting of rotponiaa to WC 020113 raquaita for addl InPo 
& ravltioni to Sectlona 9 4, 7 2 b 7 9 on RHR ays, roactor 
■ hutdoun ays b operating control atat Ions, r aapectlvaly 
LONOENECKER. O Entrgy, Dapt of. 82/03/31 CHECK, P 8 Clinch 
Rivar Breeder Raactar Program Office Bpp 13481*129 24X 

Flcha 90-937,82/03/31,8204010418 


— 8204010421 Amend 47 to PSAR 

a Enargy, Dapt of. 82/03/31 100pp. 12481*133 24X 

Flcha 90-937.82/03/31,8204010418 


8204120139 Foruarda affidavit confirming distribution of PSAR Amend 47 
to dasignatad local public officials b rapr osantatlvoa of 
govt agencies 

LONOENECKER, vl Energy, Dapt of. 82/04/04 DENTON, H R Office of 
Nuclear Reactor Ragulation, Director 8pp. 12438 144 24X 

Flcha. 90-937, 82/04/04, 8204120139. 


8204080144 Objection to tuanty-third sat of i ntarrogatoriea b notion 
for protective order Certificate oP Sve and Related 
correapondence 

vfONES, D. M. Hearing Branch 2. 83/04/02 Natural Resourcea DaPanaa 

Council 19pp. 13404 277 24X Flcha 90-937, 82/04/02, 8204080144 


82040SOS47 Hamorandun oP polnta b authorities supporting applicant 
motion for protactiva order Entlr* aavantaanth sat of 
Interrogator 1 aa violates ABLE 830311 prahaaring confaranca 
order Certificate of Bve and 

EDOAR.O. L. Project Nanag ament Corp BEROHOtZ.lfE Energy, Dapt. 
of 82/04/02 Commissioners. 24pp. 12404*321 24X 

Flcha 30-537,82/04/02,8204080947 


8204140209 Response to aavantaanth sat of Int arrogator 1 ee b requests 
to produce, Certificate of Sve and 

ISAACS, T H , HIOOINBDTHAM.M Joint App Itcants-C I Inch River Breeder 
Reactor 82/04/09 Natural Resources Defense Council. 14pp. 
12449 340. 24X Flcha* 90-937, 82/04/09, 82041 40209. 


8204140011 Rttponds to first documsnt requsst. Certificate of Bve end 
JONES, B tr Hearing Branch 8 62/04/14 Natural Resourcea Defense 

Council. Bpp 13498 234 84X Flche* 90-937, 82/04/14. 8204140011. 


8204190233 Order folloulng 880405-04 conference w/partles In Bothesda, 
MO re admlssebl 1 1 ty of contentions Rsnunbsrtd b admitted 
contentions listed 

MILLER, H. E Atomic Safety and Licensing Board Panel 82/04/14 
32pp 12720*044 84X FI che. 90-937, 82/04/1 4, 8204190333 


0 Adjudicatory correspondence 


8204010281 Motion to ulthdrau at party b to participate as interested 
s tats, Certl PI cate of 8vc end 

BRECKENRIDOE, L Tennessee, State of 82/03/29 Atomic Safety and 
Licensing Board Panel Spp 12477*309 24X Flche 90-937,82/03/29, 

8204010281 


0204080244 Answers b abjections to fifth set of interrogatories. 
Certificate of 8vc end Related correspandsnee, 

OREENBERO, E V Natural Resourcel Defense Council OREENBERO,E V 
Sierra Club OREENBERO, E V Tuttle b Taylor 82/03/29 Office 
of the Executive Legal Director 90pp 12413 197 24X 

Flche 30-937,83/03/29,8204080244. 


8204010293 Advises that NRDC discovery requests prior to suspension of 
proceeding in 1977 being reviewed Lists responses that are 
still applicable b need no upda t ing. Respons ee requiring 
minor or major updates to be identified later 

SMANSON, D T Hearing Branch 1 82/03/30 OREENBERO, E. V Tuttle b 

Taylor FINAKORE, B A Natural Resources Defense Council 3pp 

12477 199 24X Flche 90-937,82/03/30,8204010293 


Q3040SD030 Order granting Stata of TN 820329 motion to withdraw a* 
party but to participate as Interested state. 

KILLER, M E. Atomic Safety and Licensing Board Pansl 83/03/31 
Tennessee, State of Ip 12920 340 24X Flche- 90-937, 82/03/31 . 

8204090030 


8204080012 Response to objections to contentl oni, Contentions meet std 
for late contentions b are based on info unavailable when 
first set of contentions submitted Certificate of 8vc end. 

WEISB.E. R. Natural Resourcos Defense Council WEIBS.E R Harmon b 
Wales 62/03/31 Atomic Bafety and Licensing Board Panel &9pp 
12607*098 24X Flche 90-937,82/03/31,8304080012 


8204190143 Statement of position re NRDC Contentions 1, 2 b 3 

EOOAR, O L Project Management Corp BEROHOLZtW E Energy, Dept, 
of 82/0-4/19 Commies loners 22pp 12723:147 24X 

Flche 90-537,82/04/19,8204190143 


8304190180 Second set of interrogatories Notice of appearance b 
Certificate of 9vc end 

MIZUNO, 0 8 Office of the Executive Legal Director 82/04/19. 
Oak Rldgt, TN 12pp. 12723 340. 24X Flch t . 90-937, 82/04/19, 

8204190180 


8204190163 First round of discovery Including Interrogator! as, r equests 
for admissions b raquests for documents on old contentions 
Certificate of Sve end 

SWANSON, D T Hearing Branch 1. OONE9, B M Haarlng Branch 2. 

NIZUNO, 0. S Office of the Executive Legal Director. 62/04/19. 
Natural Resources Defense Council. 47pp 12723,272. 24X 

Flche 50-537,82/04/19,8204190183 


82'O419O106 Fourth set of Interrogatories Certificate of Bve end 
EDO AR, Q L Project Menag ament Corp BEROHDLZ, bl E Energy, Dept, 
of. 82/04/19, Natural Resources Dafensa Council. 14pp. 

12723 192 24X Flche 90-937,82/04/19,8204190184 


8204190199 Eighteenth set of interrogatorlee b request to produce. 
WEI8B, E R , FINAMORE,B A. Natural Resources Defense Council. 

WE188, E.R Sierra Club 82/04/19 Joint Appllcante-Cilnch River 
Breeder Beector 46pp 12723,214. 24X FI che: 90-537, 62/04/1 9, 

8204190199 


6204190200 Twenty-fourth set of Interrogatorlee b requeet to produce. 
WEISS, E R , FTNAMORE, B. A. Natural Resources Defense Council 
WE 1 68, E R. Sierra Club 82/04/19. Office of the Executive Legal 
Director. 74pp 12723.090 24X Flche. 90-937, 02/04/19, 8804190200 


8204090040 Informs of withdrawal of NRC Interrogatories 1,2,8,11 b la 
re Contention 9, as listed In NRC 741112 third set of 
interrogatories to NRDC. 

JONEB.B. M Hearing Branch 2. B2/04/0I. OREENBERO, E. V. Tuttle b 

Taylor. FINAMQRE, B A. Natural Resources Defense Council ip 
12920* 334, 24X Flche: 90-937, 82/04/01 , 8204090040 


8204190224 Sixth request for production of documents. 

WE I SB, E R , FINAMORE,B. A Natural Rasourcss Oafanse Council 

WEISS, E.B. Biarra Club. 82/04/19. Joint App 1 Icante-Cltnch River 
Brotdor Reactor IBpp 12720*129 24X Flche 90-937,62/04/19. 

8204170224 


6204080192 Response to sixteenth set of Inter rogatories. Certificate of 
Sve end Related correspondence 

HIOOINBOTHAM. M . HOOVER. M.W., PRESTON, J. Joint App Heante-C I Inch 
River Breeder Reactor. 82/04/01. Natural flasources Dafensa 
Council. 24pp, 12404,230. 24 X Flche: SQ-S37, 82/04/01. 8204080152 


8204070997 Dtj, actions to NRPC 8209,18 22n^ Interrogatorlee b 

motion for protective orderkCer'tlfltatq of avc ,#ncl 
JONES, B M, Hearing Branch' 2. '82/04/02. Natural Reeourcee Defonsr 

Council 14pp 12976:214. 24X Flcha 90-937.82/04/02,8204070997. 


8204210908 Informs of NRC poeition to applicability of Contontlons 1,S 
b 3 to LWA haarlng as opposed to CP hearing e Contentions ta, 
2a~c.2e.3b b 3e luitable for LMA hearing 1 1 tlgetlon. Oth or 
contentions should he postponed until CP hearlnge. 

8WAN80N.D, T, Hearing Branch 1 82/04/14. MILLeR. H. E, , 

LINENBEROEr, 0, , HAND,G. H. Atomic Safety and Licensing Board Penal. 
3pp. 12802 024, 24X Flcha 80-937,82/04/14.8204210908. 


8204210911 Reeponse to olxteonth sot of Interrogatorlee, Cortl fl cato of 
Sve end. 

VALLARIO.E Energy, Dept. of. 82/04/14, Natural Reaources 
Defense Council. 9pp. 12801:199. 84X Flche: 90-937,82/04/16, 

S20421091 1. 
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BS04210549 Rfipont* to #lfth r*<iu*«t for production of docunonto. 
Cortlflctt* at Bvc tncl 

8EJ10HOLZ. U E. enarpv' Dopt of EOOARiO L Projfct Hanagomont 
Corp 82/04/19 Natural Rttourca* D»f«n«a Council 9pp 
J2B02.004. B4X Flcil* 90-937,82/04/19,8204210849 


8204210492 Statamont of potltion ra Contantioni 1,2 & 3, par ABtQ 
instruction! during 82040& maatlng Inqulrg into (< diicovary 
on all mattars raised bg contantioni should be parmlttad at 
C.<fA-l itaga CartlPicata of Bvc and 

weiBStE R > FINAHORE, 8 A Natural Raiourcei Dafanaa Council 
WEISS.E R Sierra Club 02/04/20 Atomic Safetg and cleansing 
Board Panel. 24pp 12802 230 24X Ficha 30-837,82/04/20, 

8204210492 


6204210920 Updated response to tualfth sat of Interrogatorlas 
Certificate of Sve end. 

COPELAND. R L , KiRIPPS.L U Joint App 1 icants-Cl Inch River Braedar 
Reactor. 62/04/20 Natural Rasourcas Dafanee Council 74pp 
12801:097 24X Ficha 90-937.82/04/20,8204210528. 


8204210834 Reiponea to ninth requaat for admission* CartiPleata of Sve 
and 

HEALV, J U. Joint App 1 1 cants-Cl inch Rlvar Breeder Reactor 

MEALY, J H Los Alamos Scientific Laboratorg 82/04/20 Natural 

Raioureas Oafanse Council 14pp 12802 010 24X 

Flche 90-837,82/04/20.8204210936 


8204280573 Order folloulnp 820420 confartnea w/counsal A8LB ruled on 
various subjs Including uhleh issues uithln Contentions 1,2 
b 3 should be deferred ra dlscovarg t, litigation until after 
LWA-1 hearing b on NRC motion for protective order 
HILLER, M E Atomic Sefctg and Licensing Board Panel 82/04/22. 
9pp. 12066 312 24X Ficha 90-937,82/04/22,0204280973 


820428018? Update to 760419 response to 760209 sixth sat of 
interrogatori as, 

JONES, B U Hearing Branch 2 62/04/26 Natural Resources Oefentr 

Council 7pp 12871' 099 24X Ficha 90-937,82/04/26,0204280189 


— 8204280194 Ansuars to 820326 tuantg-thlrd sat of interrogatories 
JONES, B U Hearing Branch 2 62/04/26 Natural Resources 

Defense Council lOpp 12S71 063 24X Ficha 90-337.62/04/26, 

8204260189 


— 8204280199 Update t« 760615 response to 760507 ninth set of 
interrogatories Certificate of 8vc and 

HIZUNOiO. 8 Office of the Eiacutlve Legal Director 82/04/26 
Natural Resources Defense Council 30pp 12871 073 24X 

Fldie 50-937,82/04/26, 0204200189. 


>4300102 Updated answers to NROC b Sierra Club 760817 request for 
idmissions directed to NRC b applicants. 

JONES, B U Hearing Branch 2 62/04/27 Natural Rasourcas Defenpe 

Council 3pp 12890 017 24X Flche . 90-937, 02/04/27, 0204300102. 


--8204300110 Update to 760610 b 0610 rcsponsei to NRDC b Blerra Club 
760913 tenth set of Interrogatories 

BWANBON.O. T Hearing Branch 1 KIZUNO.O B Office of the 
Executive Legal Director. 82/04/27. Natural Resources Defense 
Council. 6pp. 12890-020. 24X Flche 90-937, 82/04/27, 8204300102 


— 8204300116 Update to 770320 response to NROC b Sierra Club 770114 
request directed ta applicants b NRC for admissions, 

SMANSONiD. T Haarlng Branch 1 82/04/27. Natural Resources 

Oafanse Council. 3pp. 12890 026 24X Flche 50-937,82/04/27, 

8204300102. 


~B204300t22 Update to 760619 response to NROC b Sierra Club 760507 ninth 
eat of interrogatories. 

BUANSONi 0. T Hearing Drench 1. 62/04/87 Natural Resources 

Defense Council. 7pp 12890 029 24X Flche 90-937,82/04/27, 

8204300102 


—8204300126 An ewers to NROC b Sierra Club*77041B Wantg-flrst set of 
Interrogatories, Certificate of Bvc end. 

SWANSON, D.T Hearing Branch i. 82/04/27 Natural Riiources 
Defense Council, 10 pp. 12890:036 24X Flche 90-937,82/04/27, 

0204300108 


8S04300072 Update to 770134 responsai to NRDC b Sierra Club 760930 
request for sdmlsslone 

eWANSON, D T. Hearing Branch i, 82/04/20. Natural Resources 
Defense Council. 3pp. 12891 163. 24X Fie ha; 90-937, 82/04/80, 

8204300072. 


— B2043000BO Update to 760116,0407,0616 b 1119 responses to NRDC b Sierra 
Club 791283 second set of interrogatories. 

SWANSON, D.T. Hearing Branch 1. 82/04/88. Netural Rasourcas 

Defense Council 3pp 12891 166. 84X Flche: 90-937, 88/04/88, 

0804300078. 


— 8204300002 Update to 770216 responfei to NRDC b Sierra Club 760916 
raqusst for admissions 

BWANBONiD T Hearing Branch 1 JONES, B M Hearing Branch 3 
82/04/26 Natural Resources Defense Council 9pp 1209 1 169 
24X Flche 30-937, 62/04/28, 8204300072 


— 6804300086 Update to 770406 responses to NRDC b Blerra Club 770114 
eighteenth set of interrogatories 

SWANBON, D T Hearing Branch 1 62/04/80 Natural Resources 

Defense Council 9pp 12891 170 24X Flche 30-537,02/04/28, 

BS04300073 


— 8804300090 Update to 761118 responses to NROC b Sierra Club 760916 
request for admissions 

SWANSON, 0 T Hearing Branch i 82/04/28 Natural Resources 
Defense Council Spp 12891 187 24X Fiche 50-537,82/04/28. 

B204300072 


— 8204300094 Update to 760928 response to NRDC b Blerre Club 760013 
request for admissions 

SWANSON, D T Hearing Branch 1 JONES, B U. Hearing Branch 2 
82/04/28 Natural Resources Defense Council Upp 12091 |92 

24X Fiche 90-937,82/04/88,8204300072 


—8204300093 Update to 761018 response to State of TN 760607 
interrogatories Certificate of Sve end 

MIZUNO,0 8 Office of the Executive Legal Director 62/04/2Q 
Tennessee, State of 21pp 12691-203 34X Ficha 90-337,82/04/28, 

8204300072 


H General correspondence 


8204140186 Opposes exemption request 

ROBINSON, J Affiliation Unicnoun 82/04/01 PALLAOINO, N J. 
Commissioners Ip 12665 301 24X Fiche 50-937,02/04/01. 
8204140186 


O Inspection reports, IE Bulletins b correspondence 


8202040142 IE Info Notice 82-11, "Potential Inaccuracies in Wide Range 
Pressure Instruments Used In Uestlnghouse Designed Plants " 

Sve list end 

JORDAN, E L Division of Engineering b Qualltg Assurance 82/04/07 
63pp. 12878 342 24 X Flche 90-000,82/04/09,6202040142 


0204140442 Forwards IE Info Notice 82-09, "Cracking In Piping of 
Makeup Coolant Lines at BbW Plants, " to be reviewed for 
possible eppllcabllltg 

O'REILLY, J P Region 2. Office of Director. 82/04/13 UHRIQ.R t 
Florida Power b Light Co 4pp 12666 251 24X 

Fiche 50-000,82/04/13,8204140442 


8204230433 Forwards response to Question C8 250 2 per 620219 request 
for addl info re inservlce Insp Response to Question C8 
290 1 will be providod fay 820423 

LONOENECKER, J Energy, Dept of 82/04/19 CHECK. P 0 Clinch 
River Breeder Reactor Program Office Spp 12815 259 24X 

Flche 50-537,82/04/19.8204230433 


0202040143 IE Info Notice 82-12, "Surveillance of Hydraulic Snubbers." 
M/encl SVC list 

JORDAN. E L Division of Engineering b Quality Assuranca 82/04/21 
64pp 12073 001 24X Fiche 50-000,82/04/21.8202040143 


8204290047 Submits correction to last page of 820419 responso to- NRC 
request for addl Info re Inservlce Insp 

LONOENECKER, J Energy, Dept of 82/04/26 CHECK. P.S Clinrh 
River Breeder Reactor Program Office 2pp 12882 262 24X 

Flche. 50-537, 02/04/26, 8204290047 


T Hearing transcripts on non-antltrust matters 


8204010230 Transcript of ACR0 Subcommittee on CRBR 820330 meeting In 
Washington, DC pp 1-114 Vtewgrophs end 

* ACR8 - Advisory Committee on Reactor Safeguards 82/03/30. 
166pp. 12479 340, 24X Fiche 30-537,82/03/30,8204010230 


8204020393 Transcript of ACRS Subcommittee on CRBR 820331 meeting in 
Washington, DC, Pp 119-230 Ulewgraphs end 

* ACRS - Advisory .Committee on Reactor Safeguards, 62/03/31. 
122pp 12903.170. 24X Fiche- 50-937. 82/03/31.8204020393 


8204070528 Transcript of 820405 prehearing confarenca in Bathesda, NO- 
Pp 1-234, 

« Atomic Safety and Llcanstng Board Panel, 82/04/05. 239pp 

12977 149 24X Flche- 90-537, 82/04/09(8204070928. 
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8204080331 Transcript of 020406 prehsarinj conferonct In Btt6 es dai MO 
Pp 233-472 

« Atomic Safety and Licensing Board Panel 82/04/06 ISOpp 
12613 ISl 24X Plche 50-537. 02/04/06. 0304080331 


8204230081 Transcript of 020420 conference In BethesdaiHO Pp 473-684 
• Atomic Safety and Licensing Board Panel B2/04/20 250pp 

12809 086 24X Flcbe 50-537,82/04/20,0204220031 


DOCKET 30-338 MEMPHIS STATE UNIV RESEARCH REACTOR 


d Inspection reports. IE Bulletin* << correspondence 


8304230421 Ac k receipt of B11214 Itr informing NRC of steps taken to 
correct violation noted in JE Intp Rept 50-338/81-02 
LOHO. F J Region 2. Office of Director 92/04/07 J0NE8. D U 
Memphis State Unlv Ip 12816 198 24X Fiche* 50-338, 82/04/09. 

8204230421 


— 8204230430 Responds to HRC 811104 Itr re violation noted In IE Insp 
Rept 30-538/81-02 Corrective action neu members appointed 
to reactor safety committee 

JONES. D W Miinphls State Unlv 81/12/14 LEMIS. R C Dlvlfilon of 
Resident t> Reactor Project Inspection 4pp 12816 199 24X 

Fiche 50-338,82/04/09.8204230421 


— B204S30437 Forwards IE Insp Rept 50-338/81-02 on 811019-21 & notice 
of violation 

LEUIS.R C Division of Resident t< Reactor Project Inspection. 
81/11/04 JDNE8. D M Memphis State Unlv 2p p 12816 203 24X 

Flch e 50-338. 82/04/09. 8204230421 


— 8204230444 Notice of violation from insp on 811019-21 

• Region 2. Office of Director 81/11/04 2pp. 12B16 203 24X 

Flche 30-338,82/04/09.8204230421 


—8204230459 IE Insp Rept 50-538/81-02 on 811019-21 Noncompliaitee noted 
failure of reactor safety committee to conduct audits & 
surveillance testing 

JULIAN.C r LEUIS.R C Division of Resident tc Reactor Project 
Inspection 81/11/04 6pp 12816 207 24X Flche 50-338, 

02/04/09. 8204230421 


DOCKET STN-50-54S RE8AR-39 


A AppI ication/construct Ion stage documents ti correspondence 


S2D416060B Responds to URC 811006 Itr requesting transient analysis 
data for use in calculations performed for Reactor 3gs 
Branch Info will be transmitted via Uestlnghouse 

TRAMH. T R Commonwealth Edison Co 83/04/07 DENTON. H R Office 
of Nuclear Reactor Regulation. Director ip, 1270’0-094 24X 

Flche 30-000. 82/04/07. 8204 160608 


— 8204160621 Advises of commitment to provide Info agreed upon at 811211 
meeting In Bethesda. MD re LDCA for South TX Nuclsar Plant b 
steam break analysis of Pyron Nuclear Plant. RESAR-3S data 
will be transmitted as proprietary 

RAHE. E P Uestlnghouse Electric Corp 82/01/13 EI8ENHUT.D O 
Division of Licensing 2pp 12700 093 24X Flche 50-000. 

82/04/07. 8204160608 


8204280519 Notification of 820413 meeting w/Nestinghouse b INEL re 
REfiAR-3S best-estimate LDCA evaluations. 

OUTTHAN, J Raactor Bystems Oranch 82/04/07. SHERON. 3 Reactor 
Systems Branch Ip. 12878 167 24X FUhe 30-343,82/04/07, 

8204280319 


DOCKET 8TM-30-946 MARBLE HILL NUCLEAR STATION, UNIT 1 


A Application/construction stage documents 4 correspondence 


8204210074 Bummary of 820219 meeting w/utlls b tfentinghouse In 
Bethesda. MD re Uestlnghouse Model D steam g enerators. LI st 
of attendees end 

CHESNUT, 8 H Licensing Branch 1 82/03/12 VOUNOBLOOD. B. J 

Licensing Branch 1 i2pp. 12812.001 24X Fiche 80-000. 82/OB/12. 

8204210074 


3204120342 Retjoesti exemption from 10CFR47 requiring eppllcante to 
evaluate differences from BRP Application of rule to 
facility would be contrary to MRC commitment to avoid 
replication In review of application. 

BHlELDa, a U, Public Service Co of Indiana, Inc. 02/04/07 
DENTON, H R. Office of Nuclear Raactor Ragttlatton, Diractor 2pp 
12642 042 24X Flche: 30-846. 82/04/07, 8204 1 20342 


H Oeneral correspondence 


8204270359 Advises that position of esecutlve diractor, nuclear project 
mgt has bean changed to vlce-pr ee Ident. nucl ear svet b 
position of esecuttve dir ector, nuc leer i(M hat been changed 
to QA off leer, Areae of responsibility have not changed, 

SHIELDS, 8 H Public Service Co. of Indiana. Inc 82/04/23. 

DENTON, H R. Office of Nuclear Reactor Regulation. Director. Ip 
12832 135 24X Flche 50-546.82/04/23.8204270335 


Q Inspection reports. IE Bullotlns b correspondence 


8204220454 Forwards IE Insp Repts 50-546/02-02 b 50-547/82-02 on 
820201-28 No noncofflpllance noted. 

SPESSARO.R L Division of Project b Rosldint Programs 82/03/11 
SHIELDS, 8 H Public Service Co of Indiana, Inc. 2pp 12800:087 
24X Fiche 50-946,82/03/11,8204220434 


—8204220439 IE Insp Repts 50-346/82-02 b 30-547/02-02 on 820201-28. 

No noncompl lance noted Major areas Inspected activities 
performed in compliance u/NRC 790813 confirming stop work 
order b concrete patching. 

HARRISON, J J , KONKLIN.J E Division of Project b Resident 
Programs S2/03/08 7pp 12800:069 24X Flche 30-546.62/03/11. 

8204220454 


B204090250 Forwards IE Insp Repts 30-546/82-04 b 50-347/82-04 on 
B20302-03.No noncompliancc noted. 

NORELIUS.C E Division of Engineering b Technical Programs 
82/03/24. SHIELDS. S H Public Service Co of Indiana. Inc 2pp 
12629 256. 24X Flche 50-346.82/03/24.8204070230 


“8204090256 IE Insp Repts 60-346/82-04 b 30-547/82-04 on 820302-03 No 
noncompl lance noted. Major areas Inspected observation of 
Unit I structural concrete work activities b review of 
rela.ted quality records 

HAUKINS. F. C. , UILLIAM8, C. C, Division of Engineering b Technical 
Programs 82/03/23 6pp. 12629 253 24X Flche. 30-346. 82/03/24, 

8204090250. 


B2D412033B Forwards IE Insp Repts 90-346/82-03 b 30-347/82-03 on 
820219 Nn none omp 1 lance noted 

LITTLE. U.B Division Of Engineering b Technical programs 82/03/24 
SHIELDS, 3 M Public Service Co of Indiana, Inc 2pp 12641*157 
24X Flche 50-946,82/03/24,8204120338 


—8204120344 IE Insp Repts 50-546/82-03 b 30-547/82-03 on 820217 No 
noncompliance noted Major areas Inspected . previously 
unresolved matters b observation of storage electrical 
switchgear 

NAIOU.K R , UILLIAHS. C C Division of Engineering b Technical 
Programs 82/03/08 4pp 12641 159 24X Flche: 50-546. 82/03/24, 

8204120338 


8202040113 IE Info Notice 82-08. "Check Ualve Failures on Diesel 
Oonerator Engine Cooling 8ys " U/ivc list 
* Director's Office, Office of Inspection and Enforcement. 
B2/03/26 4pp 12862 353. 24X Fiche 50-000,02/03/26.8202040113 


8204220270 Forwards IE Intp Repts 30-546/82-06 b 50-547/82-06 on 
920309-12 No noncompl tenco notod 

NORELIUS.C E. Division of Engineering b Technical Programs 
82/04/07 BHeilDS, B.If Public Service Co of Indiana. Inc Bpp 
12806 071 24X FI che. 90-346. 82/04/07. 8204220270 


— 8204220272 IE Insp Repts 30-546/82-06 b 50-347/82-06 on 820309-12 No 
noncompllanco noted. Major areas inspect vd:OA program. 

Implementing procedures, specs b work actlvltlee. 

NORTON. JF , HILLIAM3.C. C Division of Engineering b Technical 
Programe. 82/03/23 7pp. 12806 073. 24X FI chi . 50-346, 82/04/07. 

8204220270. 


8202040142 IE Info Notice 82-11. "Potantial Inaccuracies In Wide Range 
Pressure Instruments Used In Uestlnghouse Designed Plants " 

Sve list end, 

JORDAN. E, L Olvlelon of Engineering b Ouallty Assurance. 82/04/09, 
63pp 12878.342. 24X Flche- 30-000, 82/04/09, 0202040142, 


8204270432 Forwards IE In«p Repts 50-946/81-22 b 50-547/B1-22 on 
811116-1204 b notice of violation 

KEPPLER.JO, Region 3, Office of Director. 82/04/13, SHIELDS.B U. 
Public Service Co. of Indiana. Inc 2pp, 12853,177, a 4 )( 

Flche. 30-346. 82/04/13, 6204270432 


— 3204270461 Notice of violation from Insp on 811116-1204 

KEPPLER.J. 0 Region 3, Office of Director 82/04/13 App. 
1 2653 1 79. 24X F I c h a : 9 0-346. 82 /04/ 1 3. 8204270 432. 
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— S2O>407O474 IE Insp R»pt« 90^946/61-52 li 90-947/61-22 on BllU6-'i204 
Noneompllone* notftd Jnpdtqusti Groining program/ inadaquata 
procaduraa tc Initructiont h Pallurt to provida proper 
itoragt t< malnt 

HAHRISON.J J . LOVE/R 8 / STREETER/ J F Raglon 3/ Office of 
Director 83/04/07 llpp 12B93 1B3 24X Piche 90-946/62/04/13. 

BS04270492 


6303040143 IE Info Notice 62-18. "Burveil lane e of Hydraulic Snubbers. " 
W/encI SVC tiit 

JORDAN. E U Dlviiion of Enginearlng 4i Quality Aiiurance 62/04/21 
64pp 12873 001 24X Flche* 90-000/ 82/04/21/ 6202040143 


S Reportable occurrences/ LERs 4. related correipondenca 


8304120116 Intariffl deficiency rept re fillet ualde omitted from HVAC 
ductwork stlffinere. originally reported on 820309. Sargent 
k Lundy analvilng effect of miesing ualds.Ntxt rept by 
820614. Alee reported per Pert 21 

SHIELDS. a M. Public Service Co of Indiana/ tnc 82/04/09, 

KEPPLEft-JO Regions. Office of Director Ip. 12637' 097 24* 

Ficbe 90-946. 82/04/09,6204120116 


8204220549 Interim deficiency rept re fellure of existing procedures to 
Impose epec/deslgn changes made via engineering change 
notices, spec amends or drawing revisions on suppliers (. 
contractors, i nltial ty reported 611208, 

6H1ELDS.8H public Service Co, of Indiena. Inc 82/04/07 

KEPPLER. J 0 Region 3. Office of Director. Ip. 18808. 084 24X 

Flche 90-946, 82/04/07.6204220949 


6204160293 Interim Pert 21 deficiency rept re operation af centrifugal 
charging pumps during high energy line rupture/ initial ly 
reported 600909 Heitlnghpuss propoied equipment mod pending 
evaluation Next rept by 820630 

SHIELDS'S U. Public Service Co. of Indtenei Inc 82/04/09. 

KEPPLER, J 0 Region 3. Office of Director ip 12696 294. SAX 

Fiche- 90-946, 82/04/09, 6204160293 


DOCKET 8TN-50-947 HARBLE HILL NOCLEAB STATION, UNIT 2 


A Appl icatlDn/construction stege documents 1/ correspondence 


6304210074 Summary of 820219 meeting u/utlls tc Hestlnghouee in 
Setheeda, HD ra Hestlnghouse Model D itoam generatore Llit 
of attandeas end 

CHESNUT.S H. Licensing Branch 1. 82/03/12 VOUNOSLOOD, 8. J. 

Licensing Branch 1 12pp 12612:001 24X Flche. 90-000, 82/03/12, 

8204210074 


6204120342 Request* exemption from 10CFR47 requiring applicants to 
evaluate differences from 6RP Application of rule to 
facility would be contrary to NRC commitment to avoid 
replication In revteu of applicatlcn. 

SHIELDS, S.H Public Service Co. of Indiana, Inc B2/04/07 
DENTON, H R Office of Nuclear Reactor Regulation, Director. 2pp 
1 2642 042. 2 4 X F 1 c h e ' 90-946, B2/0 4/07 , 8204 1 20342. 


6204210299 Otneric Ltr 62-09 to all power reactor Uceneeesi app llcants 
for OL, N888 vendors (i reactor vendors re environ 
quallf icetion of sefety-releted electrical equipment, 

NRC poeltion re qualification requiramants and, 

EISENHUT, DO. Division of Licensing 82/04/20. HAUSPURO, A 
Consolldetsd Edlion Co of New Vork. ANOELERO.O Puerto Rico 
Electric Power Authority ISpp 1BB£2;337 24X 

Fichi. 90-000, 82/04/20, 8204210299. 


H General correspondence 


6204270399 Advi ses that position of eaecutive director, nuclear project 
mgt has been changed to vlce-pret idan t, nuclear eves ii 
position of executive director, nud ear OA has been changed 
to QA Off icer. Areas of reiponeibi 1 1 ty have net changed 
SHIELDS, SH Public service Co. of Indiana, Inc 62/04/33 
DENTON, H R. Office of Nuclear Reactor Regulation, Director. Ip 
12092 199 24X Flche, 90-946, 82/04/33,8204270399. 


0, Inspection reports, IE Bulletina I, correspondence 


6204220494 Forwerdt IE Insp Repts 90-346/82-02 t< 50-947/82-02 on 
82020t-sB No noncompl lance noted. 

SPESSARO/R L. Division of Project & Resident Progreme. 62/03/11. 
SHIELDS. 8. H Public Service Co. af Indiana, Inc Spp. 12606' 067 
54X Ficha; 90-946, 82/03/11 1 8204220494, 


— 8204220499 IE Imp Rapt* 90-946/82-02 >, 90-947/62-02 on 62020 1-2B 
No noncompliance noted Major areei inspected activltlea 
performed in compliance w/NRC 790819 confirming stop work 
order (> concrete patching 

HARRISON, J J . KONKLIN, J E. DlVliion of Project & Resident 
Programs 02/03/08, 7pp 128OB'O09. 24X Flche 90-946.82/03/11, 

6204220494. 


0204090250 Forward* IE Insp Rept* 90-546/62-04 It 50-347/82-04 on 

B20302-OS No noncompl lane t noted. 

N0RELIU6, C E Division of Engineering ti Technical Programc 
82/03/24 SHIELDS, S.H Public Sarvlee Co of Indiana, Inc Dpp 
12629 296 24X Flche 90-946,82/03/24.8204090290 


— 8204090296 IE In*p Rept* 90-946/62-04 »i 50-947/02-04 on 020302-05 No 
noncompl lance noted Major areai inspected observation of 
Unit 1 structural concrate work activltlai ti review of 
related quality racord* 

HAWKINS, F C , WILLIAMS, C C, Divlelon of Engineering k Technical 
Progremi 02/03/23 6pp 12629 25B 24X Flche 90-946, 82/03/24, 

8204090290 


S2041 20330 Forward* IE ln»p Rept* 50-946/02-03 N 9O-947/B2-03 on 
82021? No noncompl iancf notod 

LITTLE, W S Division of Engineering k Technical Programs 62/03/24 
6HJELD8, 6 W Public Service Co of Indiana, Inc 2pp 12641 |S7 
24X Flcht 90-946, 02/03/24, 6204120330 


—6204120344 IE Insp Repts 90-946/02-03 k 90-547/02-03 on 820219 No 
noncompliance noted Major araas Inspacted previously 
unresolved matters k observation of storage electrical 
switchgear 

NAIDUiK. R , WILLIAMS, C C Division of Engineering k Technical 
Programs 82/03/00 4pp 12641,199 24X Flche' 90-946, 02/03/24, 

8204 120338. 


8202040113 IE Info Notice 08-06, "Check Ualve Failures on Dieaal 
Generator Engine Cooling Sys " W/ivc list 

a Director'* Office, Office of Inspection and Enforcament. 
02/03/26 4pp. 12862 393 24X Fleh# 90-000,82/03/26,8202040113 


8304220270 Forwards IE Intp Repte 90-946/02-06 (, 90-947/82-06 an 
020309-12 No noncompl lane e noted 

NQRELIUB, C E Division of Engineering << Technical Program*. 
82/04/07 8HE1LDS, S W Public Service Co of Indiana, Inc. 2pp 
1 2806 071 24X Flche' 90-946, 82/04/07, 8204220270 


—8204220272 16 Insp Repti 50-946/62-06 t, 90-947/62-06 on 020309-12 No 
noncotnpliance noted Major areas Inspected QA progrem. 

Implementing procedures, epee* ti work activities. 

NORTON, J F , WILLIAMS, C C, Division of Engineering ti Technical 
Programs 62/03/29 7pp 12806.073 24X Flche 90-946,62/04/07, 

0204220270 


6202040142 IE Info Notice 62-11, "Potential Inaccuracies in Wide Range 
Pressure Instrument* Used in Mestinghouse Designed Plante " 
eve llet end 

JORDAN, E L Division of Engineering k Quality Assurance 62/04/09 
63pp 12076,342. 24X FI che 90-000, 62/04/09, 8202040142 


6204270452 Forwards IE Insp Rept* 90-946/81-22 k 90-947/61-22 on 
611116-1204 k notice of vloletlon. 

KEPPLER, JO, Regions, Office of Director 62/04/13 SKIELDB.SW 
Public Bervlcs Co of Indiana, Inc 2pp 12693,177 24X 

Flche' 90-946. 62/04/13, 8204270492 


— 8204270461 Notice of violation from insp on 611116-1204 

KEPPLER, J 0. Region 3, Office of Director, 02/04/19. 4pp 
12893' 179. 24X Flche 90-546,62/04/13,8204270492 


—0204270474 IE Inep Rept* 90-946/01-22 t< 90-947/61-22 on 811116-1204 
Noncompllanc* noted' inadequate training program, Inadequate 
procedures k instruction* k failure to provide proper 
storage t, maint 

HARRleONi J. J. I LOVE, R. 8 , STREETER, J, F. Raglan 3, Office of 
Director. 62/04/07, llpp. 12693 103, 24X Flche 90-946.62/04/13. 
6204270492. 


8202040143 IE Info Notice 62-12, "Surveillance of Hydraulic Snubbers '■ 
W/encl SVC list 

JORDAN, E, L Division of Engineering k Quality Assurance 82/04/21 
64pp, 12873 001 24X Flche; 90-000, 82/04/21, 6202040143. 


6 Reportable occurrences, LERs l< related correepondince , 


8204120116 Interim deficiency rept re fillet weld* omitted from MVAC 
ductwork etl f fenere, orlg inslly reported on 820309, Sargent 
ti Lundy anelyting affect of miatlng welds Next rapt by , 

820614. Also reported per Part 21. 

SHIELDS, B.W. Public Service Co of Indiena, Inc, 62/04/09. 
KEPPLER, J G, Region 3, Office of Director ip. 12637' 097 24X 

Flche: 00-946, 62/04/09,8204120118 
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aa04S20S49 Interim deflclencv nept re Pei lure of exittlng preceduree to 
Inipote tpec/deeign ehengee node via enginenring change 
notlceii fpec amendi or drawing revleioni on suppliers (t 
contractors) initial Ig reported 811208 

SHIELDS) 6 H Public Service Co oP Indiana) Inc 82/04/07 

KEPPLER)J 0 ileglon 3) OPPico oP Director ip 12803.084 24X 

Ft Che. 90-'S4P» 82/04/07i 8204220945 


8204160293 Interim Part 21 dePielencg rept re operation op centriPugal 
charging pumps during high energg line rupturo) Inltlallg 
reported 800509 Uestinghouse proposed equipment mod pending 
evaluetlon. Ne xt rept bg 820830. 

EHIELDS) S U Public Service Co oP Indiana) Inc 82/04/09 

KEPPLER)^I 0 Region 3) OfPlcc oP Director ip 12696 294 24X 

Flche- 90-946) B2/04/09. 8204160233 


DOCKET 90-548 FORT CALHOUN STATION. UNIT 2 


S Reportable occurrences) LERs It related correspondence 


8204190109 Responds to FQIA request that OECD Incident Reporting Sgs 
repts be pieced in PDR Documents listed In app available In 
PDR. Other pertinent documents completelg withheld <rep FOIA 
Exemption 4) 

FELTON) J.M Division of Rules and Records 81/11/09 CONNOR. L. 
Doc-Seerch Associates 3pp 12708 339 24X Flche: 90-000i 81 /1 1 /09. 

8204130109 


8202040142 IE Info Notice 82-11) "Potential IfiiccureclBS In Ride Range 
Pressure Instruments Utasd in Uestinghouse Designed Plants " 

8vc lilt end 

JORDAN) E L. Division of Engineering tt Oualltg Assurance 82/04/09. 
63pp. 12878 342 24X Flche 90-01X1.82/04/09.6202040142 


8204140442 Forwards IE InPo Notice 82-09) "Cracking in Piping of 
Makeup Coolant Linas at BtiM Plants. " to ba rtviawsd for 
passible ap pi Icab ill tv 

□ 'REILLY, J.P Region 2. Office oP Director 82/04/13 UHRIO)R.E 
Florida Pouer (i Light Co. 4pp 12666 291. 24X 

Flche- 90-000, 82/04/13, 8204140442 


8202040143 IE Info Notice 82-12, "Surveillance of Hgdraullc Snubbers. 
U/encl SVC list. 

JORDAN, E L. Division of Engineering I, Oualltg Assurance 02/04/21 
64pp 12873 001 24X Flche: 90-000, 02/04/21, 6202040143 


8 Reportable occurrences. LERs t< related correspondence 


8204020907 Final DePlclcncg Rept 2 ra failura of Transamerlce Delaval 
to correct violations identified during Audits 790-38 L 
eOV-39 promptly due to Improper OA program Inplementatl on, 

Inttlallv reported on 680114.Also reported per Part 21 
KILLB.L M Tannessei Valleg Authority 82/03/19 O'REILLY. J P 
Region 2. Office of Director. 2pp 12900 337 24X 

Flche. 90-000, 02/03/1?) 8204020907. 


— 8204190277 Incident Reporting Sys Rept 64 re PMR pressure vessel 
embrittlement 

• Orgenlxatlon for Economic Cooperation ti Development (Paris) 
81/09/29. 3pp. 12709 345 24X Fi ch e- 90-000, 81/11/09, 8204 190109 


DOCKET 90-949 OREENE COUNTY NUCLEAR POWER PLANT 


P Operating license stage documents ti correspondenca 


8204280906 Forwards addl Info ra NUREO-0737, I tam II.B. l.RCB high point 
vents. In response to 820208 h 23 requests. Inherent design 
features preclude need for addl vent paths 

SWARTZ. E D Commonwealth Edison Co 82/04/20 EIBENHOT. D. 0. 
Division of Licensing 9pp 12867.294 24X Flche: 50-000, 82/04/20, 

8204280906 


DOCKET 9TN-90-593 PHIPPS BEND NUCLEAR STATlaM, UNIT 1 


A Application/constructlon stage documents I, correspondence 


8203190001 Oenerlc Ltr 82-09 to all licensees of operating power 
reactors re post-THI requirements 

EISENHUT. DO Division of Licensing 82/03/19 HAUBPUROi A 
Consolidated Edison Co of New York 7pp {8913-128. 24X 

Fiche 90-000,82/03/19,8203190001 


8204160192 Generic Ltr 82-07 to all BWR plant licensees L applicants re 
transmittal of NUREO-0909 relative to Oinna tube rupture 
M/o end NUREO.Llst of NRC recipients end 

EISENHUT, 0. 0, Division of Licensing. 82/04/19. Commonwealth 
Edison Co. 7pp 12767.196 24X Flche 90-000, 82/04/19. 8204160152. 


8204210299 Oenerlc Ltr 62-09 to a 11 power reactor I Icensaas, app licants 
for OL, N888 vendors l< reactor vendors re environ 
qualification of saf etg-ralatad electrical equipmant 
NRC position re qualification raqulraments end 
EISENHUT, D 0 Division of Licensing. 82/04/20. HAUSPUROtA. 
Consolidated Edison Co of New York IBpp. 12862’ 337. 24X 

Flche- 90-000, 82/04/20, 8204210299 


0 Inspection reports, IE Bulletins L correspondence 


8204080389 Fourth interim deficiency rept re Audit JA 8100-03 Findings 
□-1 ti 0-2 on design review procese I, Intarface coordination 
activity, Initial ly reported on 810717 Finding 0-1 will be 
resolved by 1982 action plan. Next rapt due by 821223. 

MILLS, L M Tennesaea Valley Authority 82/03/25. O'REILLY, JP 
Region 2. Office of Director tp. 12600:289 24X 

Ficha: 90-000, 82/03/29, 8204080389. 


8204160393 First intarln dsficlency rapt ra BA 312 pipe lass than min 
wall thickness <nfg by ITT Or inns 1 1, In 1 ttal 1 y rapartsd on 
820219. All loose matl at jobsite replaced by original matl 
supplier Also reported per Part 21 

MILL8.L M Tannesser Valley Authority 82/03/29. O'REILLY, JP. 
Region 2. Office of Director. 2pp 12707 093. 24X 

Flche: 90-000, 82/03/29, 8204160393. 


8204160362 Second Interim deficiency rept re Insufficient engineering 
change notice review li hand] Ing, inlt 1 a 1 ly raportad on 
811219 Scope of deficiency being ravl awed. Next rept will be 
submitted by 820802. 

MILLS.L. M. Tennessee Valley Authority 82/03/31. O'REILLY, J.P 
Region 2, Office of Director 9pp 12701.005. 24X 

Flche- 90-000, 82/03/31, 8204160362 


8204160407 Second interim deficiency rept re failures of design review 
process to verify accuracy k adaquacy of documents, initially 
reported on B11219. Engineer Ing design review will be 
completed by Oct 1982. Next rept due by 821217 

MILL8,L M Tennessee Valley Authority 82/03/31 O'REILLY. J P 
Region 2. Office of Director. 2pp 12707 082 24X 

Fiche. 90-000, 82/03/31. 8204160407. 


8204060110 Fifth interim rept re pressure drop in essentlel sve water 
piping, originally reported B01210 Util still evaluating 
deficiency Next rapt by 820719, 

MILL8,L M Tennessee Valley Authority. B2/04/01. O'REILLY. JP 
Region 2. Office of Director ip. I29SO 142. 24X 

Fiche 90-000,82/04/01,8204060110 


B204160327 Fifth Interim deficiency rept re completion of as-built 
drewlngs, initial ly reported 820 1 22. Eva 1 ua t i on still In 
prograss. Next rapt expected by 820719 

HILLS. L H. Tennseste Valley Authority. 02/04/01. O'REILLY, JP 
Region 2, Office of Director Ip 12693,296, 24X 

Flche: 90-000, 82/04/01,8204160327 


8204230239 Submits final response re IE Bulletin 80-30, "Failures of 
Meetinghouse Type VI-2 Spring Return to Neutral Control 
Switches " No Westlnghovse type switches used in faculties 
HIBENBURO, M R. Tennessss Valley Authority. 82/02/19 O'REILLY, J p. 

Region 2, Office of Director. Ip. 12817:331. 34X 

Flche; 90-000, 82/02/19,8204230339. 


8304160997 Fifth Interim deficiency rept re pressure drop in sve water 
p Iptngi inltla 1 ly reported on 60 1210, Daf Ic tency still being 
evaluated Next rapt will be provided by 620719 

MILLS, L.M. Tennessee Valley Authority. 82/04/01. D'REILLY, JP 
Region 2, Office of Director. Ip 12700.332 SAX 
Flche- 90-000. 82/04/01.8204160997 


8204140373 Forwarde IE Info Notice 82-08, "Check Velve Falluree on 
Dleiel Oenerator Engine Cooling 8ys " Mo action or reeponse 
requested „ 

O'REILLY, J, P. Region 2, Office of Director. 88/03/26. UHRIO.R E. 
Florida Power l< Light Co. 4pp> 12670:011.' 24X 

Fiche. 90-000, 82/03/26,8204140372.^ 


8204140439 Forwards IE Info Notice B2-10, "Follaulng Up Bymptometlc 
Repeirs to Aeeure Resolution 'of P.roblem, " 

O'REILLY, J.P Region 2, Office of Director. 82/03/31. UHRIO, H E. 
Florida Power l« Light Co. 4pp. ,18670.009. 24X 

Flche: 90-000, 82/03/31,8204140439.. , 


0304160328 Fifth interim deficiency rept re review of purchaee request 
forms initiated by const, initially reported B10930 Util 
In process of analysing deficiencies Next rept expected fay 
820719. 

MILLS, L M. Tennessee Valley Authority. 82/04/02, D'REILLY, J P. 
Region 2, Office of Director. Ip. 12693-013, 24X 

Flche: 80-000, 82/04/02,6204160320 



428 


DOCKETED ITEMS 


6S042S0SO2 Supp 1 to flnot diflcitncy rtpt r* atAndbg got triotintnt sgs 
charcoal abtorttr> Initial ly rtportad 900900 Util unabla to 
matt corrtctiv# action coaiplatlon data In 81IS09 final rtpt 
dua to dafirral of contt Alio reported par Part 21, 

HILLB.L H Tanntttit Valley Authority B3/0A/19 Q'REILLY, J. P, 
Region 2, Office of Director, Ip 12867 300. 24X 

Ftche 50-000r 82/04/1?. 8204280902 


DOCKET 8rN-90-994 PHIPPS BEND NUCLEAR STATION. UNIT 2 


A Applicatton/eonitructlon itage docutnenti & corr etpondence 


B20319000I Centric Ltr 82-09 to all liceniaea of operating pouer 
raacton re poit-THI re^iulrefienti 

EI8ENHUT.0 0 Olvliion of Llcantlng 92/03/19. HAUSPURO. A 
Conaoll dated Ediion Co of Neu York 7pp 12913 129 24X 

Flcha- 90-000. 82/03/19. 9203190001 


8204160192 Ceneric Ltr 82-07 to all BUR plant Ucaniaei I. appllcanta re 
trantmlttal of NUREO-0909 relative to Olnna tuba rupture 
W/o and NUREO Llit of NRC reciplentf end 

EIBENHUT.OO. Dtvlilon of Llcenelng 82/04/19. Comnonuea 1th 
Ed 1 eon Co. 7pp 12787- 196 24X Fiche- 90-000. S2/04/19. 8204160192 


8204210299 Ceneric Ltr 82-09 to all pouer reactor 1 Iceniaei. app llcan ta 
for OLiNSBS vendore <> reactor vendore re environ 
q.uai If icatlon of eafety-related electrical equipment 
NRC poiltlon re quallf Icetlon requlrementi and 
eiEENHUT.O C. Dlvlelon of Llcantlng. 82/04/20 HAUSPURO. A 
Contoll dated Edlion Co of Neu York 19pp 12B62 337 24X 

Flcha 90-000« 82/04/20.8204210299, 


0 Impaction rcporti. IE Bulletlni b corre tp Ondonce 


9204230239 Submiti final reiponte re IE Bulletin 80-20. "Failurae of 
Uaitlnghouie Type H-2 Spring Return to Neutral Control 
Switches ” No Hettinghouie type tultchet utad In facilltlae, 
MISEMBURO.MR Tenneetee Valley Authority. 82/02/19, O'REILLYi J P, 
Region 2. Office of Director. Ip 12817: 321. 24X 

FI c h e 90-000. 82/02/ 19. 8204230239 


8204140372 Foruardi IE Info Notice 92-09. "Chick Valve Fallurei on 
Dlattl Oenerator Engine Cooling Syt " No aetlon or reiponte 
requeited 

O'REILLY. J P Region 2. Office of Director 02/03/26 UHRIO.R, E. 
Florida Power It Light Co 4pp 12670.311 24X 

Fld>e 90-000,82/03/26.9204140372 


B204140439 Forwerdt IE Info Notice 82-10. "Following Up Symptomatic 
Repairt to At sure Raiolutlon of Problem " 

D'REILLV.J P Region 2. Office of Director. 02/03/31 UHRIC, R E 
Florida Power It Light Co, 4pp. 12670-009 24X 

Flche- 90-000. 82/03/31. 8204140439 


B202040142 IE Info Notice 82-11. "Potential Inaccuraclei In Hide Range 
prettura tnitrumenti Used in Haetinghouie Daalgnad Plante " 

9vc Hat end 

UORDAM. E. L Division of Engineering 1. aualtfey Aoturanee 82/04/09 
63pp 12078-342. 24X Flche. 90-000. 82/04/09. 020 2040142 


8204140442 Forward! IE Info Notice 82-09. "Cracking In Piping of 
Hekaup Coolant Lines at BtiH Plants." to be ravliuad for 
posilbla applicability 

O'REILLY.J P Region 2, Of f lea of Dlrtctor , 82/04/13 UHRIO.R.E 

Florida Power it Light Co. 4pp. 12666 291. 24X 

Flcha, 90-000, 02/04/13,8204140442. 


8202040143 IE Info Notice 82—12. "Surval llanc a of Hydraulic Snubbare. " 
W/#ncl eve Hat, 

JORDAN. E.L. Division of Engineering l< Quality Aaauranca. 82/04/Sl. 
64p p 1 2873; 001 24 X Flche; 90-000, 82/04/2 1 . B2O2O40 143. 


B Reportable occurrences. LERs It rilated corratpondenci 


8204020907 Final Deficlincy Rapt 2 rt failure of Tranianirlea Dalaval 
to correct vlolatlona Idantlflad during Audit* 79V-3e I. 

80V-39. promptly dua to Improper OA program Implonantatlon. 
initially riportad on 820114. Also raportsd par Part 21, 

MILLSfL. M. Tannasiaa Valley Authority. 82/03/19. O'REILLY. U. P, 
Region 2. Office of Dlrtctor, 2pp, 12900 ! 337. 24X 

Flcha: 90-000, B2/03/19. 8204020907, 


0204080399 Fourth Interim deficiency rept re Audit «JA 9100-03 Flndinga 
0-1 li 0-2 on deelgn review proceei t, interface coordination 
activity, Initially roportod on 810717. Finding O-i will ba 
raeelved by 1982 action plan. Nait rept due by 831823. 

MILL9.L.H Tanneiiea Valley Authority. 62/03/89. O'REILLY. J. P, 
Region 8, Office of Director, ip. 18600:899 , 84X 

Flcha: 90-000, 88 /OS/ 89, 8804090389. 


9204160393 Firet interim deficiency rapt re 8A 312 pipe leas than ain 
wall thickness mfg by ITT Orlnnel 1 , ini t la 1 1 y reportad on 
820219 All loose matl at jobsite replaced by original mat! 
suppllir Also reported par Fart 21 

MILLS, L M Tanneseat Valley Authority 02/03/29 O'flElLLV. JP 
Region 2. Office of Dlrtctor 2pp 12707 033 24X 

Flcha 90-000. 88/03/29,9204160393 


8804160362 Second Interim deficiency rept re inuof f Ic i an t engineering 
change notice review tt handling, initially reported on 
B11219 Scope of deficiency being reviewed Meet rept will ba 
submitted by 820802 

KILLS. L M Tannessae Valley Authority 02/03/31 O'REILLY.J P 
Region 2. Office of Director 9pp. 12701 009 24X 

Flche- 90-000, 02/03/31,0204160362 


8204160407 Second Interim deficiency rept re failure* of design review 
proceei to verify accuracy & adequacy of d ocuments. 1 nit t al ly 
reported on 811219 Engineering design revisuj uilll be 
completed by act 1982 Next rapt due by 021217 

MILLS, L M Tennaiie# Valley Authority 02/03/31 O'REILLY. J P 
Region 2. Office of Director 2pp 12707*002 24X 

Flche- 90-000, 08/03/31,8204160407 


8204060110 Fifth Interim rapt re pressure drop in essential eve water 
p Ip Ing, or Igin al ly reported 801210 Util still evaluating 
deficiency Next rept by 020719 

MILLS. L M Tennaiiea Valley Authority 08/04/01 □'REILLY. J P 
Region 2. Office of Director Ip 18950-142 24X 

Flcha 50-000. 82/04/01.8204060110 


0204160327 Fifth Interim deficiency rept re completion of as-bulIt 
drawings. Inl t tal ly rsported 820122 Evaluation still In 
progress. Next rept expected by 820719 

MILLS, L M Tennessee Valley Authority 02/04/01 O'REILLY.J P 
Region 2. Office of Director Ip, 12693*296 24X 

Flche, 90-000. 82/04/01 , 8204160327 


9204160997 Fifth interim deficiency rept re pressure drop in eve water 
piping. Initia lly reported on 801810. Def id one y still being 
evaluated. Nex t rept will be provided by S2071S. 

MILLS, L.M. Tennessee Valley Authnrlty 02/04/01 □'REILLY, JP 
Raglan 8, Office of Director Ip 12700 332 24X 

Flche 90-000,82/04/01.8204160997 


8204280502 Suppl to final deficiency rept re standby gas treatment sys 
charcoal absorber, inl t tal ly reported 800900 Util unable to 
meet corractlva action completion date In 011209 final rept 
due to deferral of const Also reported per Part 21 
MILLB.L M Tennesiee Valley Authority 02/04/19 O'REILLY.J P 
Region 2, Office of Director Ip 12867 GOB 24X 
Flcha 90-000, 02/04/19,8204280502 


DOCKET STN-30-556 BLACK FOX STATION, UNIT 1 


A App 1 icatlon/ construction stage documents & correspondence 


8204020116 Comments on util 820216 ltr canceling CP applications. per 
020219 memo Pait-TMI licensing pause did create some 
uncertainty in licensing process but util uiae lota in filing 
response to Commlselon proposed CP/ML rule 

DlRCKSiH J Office of th a Executive Director for Operations 
02/03/18 ROBERTS, T. Commlss 1 on sr s 4pp. 12915-170 24X 

Ftche 50-596. 02/03/10,8204020118. 


— 8204020124 Forwards Util 020216 ltr canceling project far review t 
written comment. 

ROBERTS, T M. Commi ssi oners 82/02/19 DIRCKS, W J. Office of the 
Executive Director for Operations DENTON, H R Office of Nuclear 
Reactor Regulation, Director If 12519 102 24X 

Flche. 90-956, 82/03/10, 8804020110, 


8204210299 Oantrlc Ltr 82-09 to all power reactor licensees, app Itcants 
for OL, N66B vendors R reactor vendors re environ 
qualification of safety-r elated electrical equipment 
NRC poeltlon ra quallf icatlon raqulramants end. 

EIBENHVT.D. 0 Dlvlelon of Llcenelng B2/04/20. HAUBPURO.A 
Coneolldated Edison Co of New York. ISpp 12862-337. 24X 

Flche; 90-000, 02/04/20. 8204210299. 


0 Ad jud icatory cerratpondsnee 


8204130194 Motion for termination of procaadlng l< wlthhdraual of 
application w/e prejudice Util on 020216 dacldad to cancel 
plants, Ctrtlf icata of Sve and 

OALLOiJ Public Sarvlee Co, of Oklahoma, OALLO. J Isham, Lincoln t 
Boala. 92/04/06. Atomic Safety and Llcanalng Board Panel 7pp 
18696;281 24X Flcha* 90-996, 82/04/06 , 8204 I 30194 



DOCKETED ITEMS 
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3204380067 R««poni* to applicant 820406 notlan for tirninatien of 
precaading (i withdrawal of application Ruling would bt 
pramatura NRC doa« not pottaac tuffielant info to avaluata 
naad for tmpoiing tarni* an withdrawal Cartificata of Svc 
THESSINiJ H Haarlng Branch 3, 82/04/26, Atoiatc Safatg and 

Licanaing Board Panal 6pp 12871 039 24X Flcha. 90-996i 62/04/26j 

8204280087 


0 Inapaetlon reportai IE Sullatlna 6 eorraapondanca 


8202040142 IE Info Katie a B2-*Ui ■Potential Inaccuraeiaa In Mtdt Rang a 
Praaaura rnatrunanba Uaad in Kaatinghouaa Daaignad Planta ** 

Svc Mat and 

vOROANrE. L Otvlalon of Enginaaring It Oualitv Aaauranea. 32/04/0? 
63pp 12876' 342. 24X Ficha 90- 000> 8 2/04/ 09> 8902040142. 


6202040143 IE Info Notica 82-12i “Burvi i llanc a of Hgdraulle Snubbara " 
U/anel avc Hat 

JORDAN, E L Dlviaton of Enginaaring h Qualltij Aaturanea. 82/04/21 
64pp 19B73'001. 24X Flcha 50-000, B2/04/21> 8202040143. 


8204090347 Forward a IE Bull at In 82-01, "Altaratinn of Radiograph a of 
Kalda in Piping Subaaaamb 1 iaa ■ No spaciflc actlona 
rtAulrad 

COLLINS, J T. Region 4, Office of Director 82/03/31 Public 
Service Co of Colorado Spp 12629* 293 24X Ficha. 90-000, 

82/03/31, 6204090347 


8202040142 IE Info Notica 82-11, "Potential Inaccuraeiaa in Uide Rang# 
Fraaiura Inatrumanta Uaad in Haatlnghouaa Daaignad Planta. " 

Bve Hat and 

JORDAN, E L. Dlvlaion of Enginaaring t, Qualltg Aaauranea. 82/04/09 
63pp. 12878 342 24X Ficha, 90-000, 02/04/09, 6202040142, 


3202040143 IE Info Notica 82-12, "Surva 1 1 lane a of Hgdraulic Bnubbara " 
M/and avc Hat. 

JORDAN, E L Dlvlaion of Enginaaring t< Oualltg Aaauranea. 82/04/21, 
64pp. 12873. 001 84X Ficha. 90-000, 82/04/21, 8202040143, 


8 Raportabla occurrancaa, LERa I, ralatad eorraapondanca 


8204020507 Final Daficianeg Rapt 2 ri failure of Tranaamarica Oalaval 
to correct violatlona identified during Audita 79V-3e Ic 
B0V-39< prompt Ig due to Impropar OA program Implemantatlon, 

Initlallg reported on 820114 Alao reported par Part 21 

HILLB, L M Tannaaaaa Vallag Authority 82/03/19 O'REILLY, J P 

Region 2, Office of Director, 2pp 12900 337. 24X 

Ficha 90-000,82/03/19,8204020907 


DOCKET 6TN- 50-966 YELLOW CREEK NUCLEAR PLANT, UNIT 1 


A AppHcation/cona truetion ataga documents (t eorraapondanca 


8203190001 Oanarlc Ltr 82-05 to all Hcanaaaa of operating power 
raaetora ra poat-TMI ra^ulramanta 

£ISENHUT,0 0 Dlvialen of Licanaing 82/03/19 MAUSPURO, A 
Conaelldatad Edlion Co of New York. 7pp. 12313:128 24X 

Fiehe: 90-000, 82/03/19.8203190001 


8204210299 Oanarlc Ltr 32-09 to all power reactor 1 icanaea*, app Hcanta 
for OL, NBSS vandora 4, reactor vandora ra environ 
qualification of saf atg-ralatad alaetrlcal aquipmant 
NRC poaltlon ra qualification raqutramanta and. 

EI6ENHUT.D0, Oiviaion of Licanaing 82/04/20 HAUSPURO, A 
CanaoHdatad Edtion Co, of New York. IBpp 12862*337 S4X 
Flch#' 90-000, 02/04/20, 8204210299 


0 Inapaetlon raporta, IE BuHatlna tc e orraa p ondanca 


8204230294 Faruarda addl info ra raaponaa to IE Bulletin 81-02, 
''Survoil lanci of Haehanleal Bnubbara " Util invaatigatlng 
condition to dataroitna if housing failures are coniaquanca 
of mods parformad on Waatinghouaa valvai. 

NtLLBfL M Tannaaaaa Vallag Authority 82/02/11. Q'REILLV, JP. 
Region 2, afflce of Director. 2pp. 12818 039. 24X 

Ficha 90-000,82/02/11,8204230294 


DOCKET 9TN~90-997 BLACK FOX STATION, UNIT 2 

A AppHcatlon/conatruction stage documents I, eorraspondanea 


0204020118 Comments on util 820216 ltr canceling CP appHcatlons, par 
920219 memo Post-TKt licanaing pauaa did craata soma 
uneartalntg in licanaing process but util was lata in filing 
raaponaa to Commiaaton proposed CP/ML ruts 
DIRCK9,U J. Office of the Executive Director for Oparationa 
82/03/18. ROBERTS, r Commiat i onara 4pp. 12915.178, 24X 

Ficha 90-956,62/03/18,8204030118 


—3204020124 Forwards util 820216 ltr canceling project for review A 
written comment. 

ROBERTS, T M Commiaalonara 82/02/19, DIRCRS.H, J, Office of the 
Eaeeutlva Director for Oparationa DENTON, H.R Office of Nuclear 
Raaetor Rtgulation, Director, Ip 12919.182 24X 

Ficha. 90-996,82/03/18, B204020118. 


8204210299 Oanarlc Ltr 62-09 to all power reactor Hcanaaaa, app Hcanta 
for OL, NB8S vandora 1, reactor vendors ra environ 
qualification of aaf atg-ralatad alaetrlcal aqulpraant 
NRC position ra qualification raquiramanta and. 

EISENHUT, 0. 0 Diviflon of Licensing. 82/04/20, KAUBPURO.A 
CanaoHdatad Edison Co of New York tBpp, 12862.337, 24X 

Ficha* 90-000, 62/04/20,8204210299 


6204140372 Forwards IE Info Notice 82-08, "Chadi Valve Fallurat on 
Oleaal Oanarator Engine Cooling 6ga " No action or raaponaa 
raquaatad 

□ 'REILLY, J P Raglan Si Offica of Director. 82/03/26 UHRIO, R E 

Florida Power 1, Light Co 4pp. 12670 311 34X 

Ficha 90-000,02/03/26,8204140372 


8204140439 Forwards IE Info Notice 82-10, "Folloulng Up Symptomatic 
Repairs to Assure Raeolutlon of Preblain " 

O'REILLY.J P Region 2, Office of Director. 82/03/31. UHRIO.R.E 
Florida Power ti Light Co 4pp. 1267 0 009 24X 

Ficha S0-'000i82/03/31, 8204140439 


8204230471 Forwards IE Inap Raptt 90-966/32-01 «< 50-967/82-01 on 
820310-12 No noncompl lance noted 

CANTRELL, F 8. Division of Projaet 6 Resident Programs. 82/03/31 
PARRIS, H 0 Tsnnaasaa Vallag Authority 2pp. 12819:211. 24X 

Fiehs; SO- 966, 02/03/31, 0204230471 


'0204230478 IE tnsp Rspts 90-566/82-01 «• 50-967/82-01 on 820310-12. No 
noncompHsnea noted. Najor areas inapactad: extended const 
delay program, structural concrate tt previously identified 
Itans 

HARRIS, J R , CONLON, T. E Division of Enginaaring b Technical 
Programs 82/03/29. App. 12819.213. 24X Flchi : 90-966, 82/03/31. 

8204230471 


0 Adjudicatory correspondence 


8204130194 Motion for termination of preeaading b withhdrawal of 
application w/o prejudice Util on 820216 decided to cancel 
planta. Certif ieate of Bve end. . , 

OAULQ, J Public Service Co. of Oklahoma OALLO, J. If ham, Lincoln ti 
Beale. 82/04/06, Atomic Befaty and Licanaing Board Panel. 7pp 
12696:221. 24X FichS' 90-996, 82/04/06, 9204130194. 


8204280067 Reepontt to applicant 820406 motion for termination of 
proceeding b withdrawal of appl Icetton. Ruling would be 
premature, NRC does not poaaeaa tuffielant info to evaluate 
need for Imposing terms on withdrawal. Certi ficate of 8ve 
THESSIN.J, H Hearing Branch 3, 62/04/26, Atomic Safety and 

Licensing Board Panel App. 12871:039, 24X Ficha: 90-996, 82/04/26, 

8204260087. 


0 Inspection raporte, IE Bulletine b eorretpendsnes 


8202040142 IE Info Notice 82-11, "Potential Inaccuradsi in Wide Range 
Preeaure Instruments Used in Westinghouss Dsslgned Plants, " 

8ve 1 1 st end. 

JORDAN, E. L. Division oP Engineering b Quality Assurance 82/04/09, 
ASpp 12878.342. 24X Flch s; 50-000, 82/04/09. B202040142. 


8204140401 Forwards IE Bulletin 82-01, ''Alteration of Radiographs op 
Utldt in Piping Subassemblies " 

□ 'REILLY, J, P, Region 2, Office of Director. 82/04/13 UHRIO.R.E 

Florida Power b Light Co Spp. 12670:398 24X 

Flchij 90-000, 82/04/13, 8204140401. 


8204140442 Forwards IE Info Notice 82-09, "Cradling in Piping of 
Keksup Coolant Lines at BbW Plants," to he reviewed for 
possible appl ieat i llty, 

O'REILLV. J. P. Region 2, Office of Director 82/04/13. UHRIO, R. E. 
Florida Power b Light Co. 4pp. 12666*291. 24X 

Ficha: 90-000, 82/04/13, 8204140442, 


8204090347 Forwardi IE Bulletin 02-01, "Alteration of Hadiegrephe of 
Weldo in Piping Bubaeiembllei. " No specific actione 

COLLINS, J.T Region 4, Office of Dlrsc^r, ”''2?''?^* 

Service Co of Colorado, 3pp 12625 893 24X Fleho 90-000, 

82/03/31,8204090347. 
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8204230378 Rtf pond* to IE BulUtln Sl-02i8uppl I. "Failuri of Oat* Tgpt 
Valvt* to CIo** Agalnft Di^4trtntl*l Prtffur* " Addl Info 
for Uatti Bar will ba lubmittad by 820728 Roiult* of 
invtftigatlona tnel 

KILLS, L M Tanntifto Val lig Authority 62/04/13. O'REILLy, J P 
Region 2. Offlct of Otroctor 2pp 18G13 29B 24X 

Picht: 90-000, 82/04/13, 6204230378 


8202040143 IE Info Notlc* 82-12, "Burvt 1 llano * of Hydraulic Snubbers “ 
U/*nel fve list 

vlOROANi £ L Dlvifion of Engineering (, Quality Aisuranee 62/04/Sl 
fi4pp 12873 OOI 24X FI che 90-000,82/04/21,8202040143 


8 Reportable oeeurrence*, LERt ti related correepondene » 


6204060389 Fourth interim deficiency rapt re Audit JA 8100-03 Findings 
Q-1 ti 0-2 on deilgn review procet* & interface coordination 
activity, Init la] ly reported on 610717 Finding 0-1 will be 
rtfolwed by 1982 action plan Neit rapt due by 821223. 

HILLS, L H Tennaffta Valley Authority 62/03/29 O'REILLY, J P 
Region 2. Office of Director Ip tSAOO 289 24X 

Flche 90-000,82/03/28,6204060369 


B2041A0209 Fifth interim deficiency rept re cooling tower makeup 
control, initial ly reported on 610423 Const actlvltiie being 
deferred to mlnlmiit eipendituree t, effort, pending decision 
on project canctlletlon 

MILLS, L M Tennessee Veiley Authority 62/03/30 0 'REILLY, J P 

Region 2. Office of Director 2pp 12999. 2A9 24X 

Flche' 90-366, 82/03/30,6204160209 


6204160362 Baeond interim deficiency rept re insufficient engineering 
ehenge notice review & handling, inltlellg reported on 
811219 Scope of deficiency being reviewed Neat rept will be 
eubmltted by 820602 

HILLS, L K Tennessee Veiley Authority 62/03/31 O'REILLY, J.P 
Region 2, Off let of Director. 9pp 12701 00 9 24X 

Flchf 90-000, 82/03/31,8204160362 


6204160407 Second interim daficiency rapt re failuree of design review 
process to verify accuracy it adequacy of doeumants, Inlt lei ly 
reported on 611219 Engineering design rsvisu will be 
completed by Oct 1982. Next rept due by 821217. 

HILLS, L M. Tennessee Veiley Authority 62/03/31, 0 'REILLY, J P 

Region 2, Off let of Director 2pp 12707 082 24X 

Flche 90-000,82/03/31,8204160407. 


8204230471 Forwarde IB Insp Repts 90-SAt6*/8a-01 it 90-9*7/08-01 on 
820310-12 No neneompllanca notod 

CANTRELL, F. S Division of Pro j set St Resident Programs, 82/03/31 
PARRIStH 0 Ttnntssea Valley Authority. 2pp 1281S 211 24X 

Flche 90-966,82/03/31,820423047! 


“0204230470 IE Insp Repts 90-966/02-01 Si SO- 967/88-01 on 820310-12 Np 
noneomp llancs notsd Major areas Inspaeted extended const 
delay program, structural concrete 8, previously idantlPisd 
items 

HARRIS, J R I CONLONi T E Division of Eng Inatrlng 8, Tachnlcal 
Programs 82/03/29 4pp 12819213. 84X Fich* 30-966,02/03/31. 

6204230471 


8202040142 IE Info Notice 02-11, "Potential Inaccuracies In Hide Range 
Pressure Instruments Used In West ingh ouaa Daeignad Plante." 

Sve lift end 

JORDAN, E L Division of Engineering S« Quality Aeeurance 82/04/09 
63pp. 12878 342 24X FI che 90-000, 82/04/09, 82020401 4S 


8204140401 Forwards IE Bulletin 02-01, "Alteration of Radiographs of 
Holds in Piping Bubasiemb 1 iss " 

a'REILLY, J P Region 2, Office of Director. 82/04/13 UHRIO.R C 
Florida Power it Light Co Spp 12670.338 24X 

Flche' 90-000, 82/04/13, 8204140401. 


8204140442 Forwards IE Info Notice 02-09, ''Cracking in Piping of 
Makeup Coolant Lines at B&M Plants, " to be revlawad far 
possible applicability 

O'RBILLY.J.P Region 2, Office of Director 82/04/13 UHRIO.R E 
Florida Power it Light Co. 4pp 1266*' 251 24X 

Fiche- 90-000, 62/04/13, 0204140442 


8204230376 Rtsponds to IE Bulletin 81-02, Supp I 1, "Failure of Oate Type 
Valves to Closi Against Dlffersntlal Preaeure, '> Addl Info 
for Matts Bar will be submitted by 620728, Re lUl ti of 
investigations end 

MILLS.LM Tanneesae Valley Authority. 02/04/13 O'REILLY, J P 
Region 2, Office of Director 2pp 12813:298 24X 

Flche 90-000,82/04/13,8204230378 


8202040143 IE Info Notice 82-12, "Burve 1 1 lane e of Hydraulic Snulbers 
M/end SVC list 

JORDAN, E L Division of Englnairing fe Quality Assurance 02 /04/21 

64pp 12673 001 24X Flche 90-000,82/04/21,6202040143 


DOCKET STN-SO-967 YELLOW CREEK NUCLEAR PLANT, UNIT 2 


A Applicetlon/constructlon stage documents 6 corrispandencs 


6203190001 Generic Ltr 82-09 to all llceniees of operating power 
reactors ra post-TMt roqulremonts. 

ElBENHUTfD 0 Division of Licensing, 62/03/19 HAUBPUR8, A 
Consolidated Edison Co of New York 7pp 12913 126 24X 

Fiehs 90-000,62/03/19,8203190001. 


1204210299 Oeneric Hr 82-09 to all power reactor 1 icansaee, app licanti 
for OL, NSSS vtndor* 6 reactor vendors re tnviron 
qualification of safety-rolatsd electrical equipment 
NRC position ra qualification requirements and 
ElBENHUTiO 8 Division of Licensing 62/04/20 HAUSPUfiO, A 
Consolidated Edison Co of New York 16pp 12862 337, 24X 

Flche 30-000, 62/04/20,6204210299, 


Q Inspection reports, IE Bulletins ti correspondence 


6204230234 Forward* addl info re response to IE Bulletin 81-02, 
"Surveillance of Htchanleal Hnubber* " Util Inveetigatlng 
condition to determine if housing failures ere coneequence 
of mode performed on Htstinghouse velvet 

MILLS, L.M, Tennessee Veiley Authority 82/02/11, O'REILLY, J. P. 
Region 2, Office of Dine tor. 2pp 12616 039 24X 

Ficho. 30-000, 62/02/11, 8204230294. 


6204140372 Forwards IE Info Notlc t 62-08, "Check Valve Failures on 
DIasel Oenerator Engine Cooling Bys. •' No action or reiponto 
raquoited. 

O'REILLY, J P Rtglon 2, Offict of Olrector, 62/03/26 UHRIO.R, E 
Florida Powor k Light Co 4pp. 12670:311, 24X 

Fleht; 90-000, 82/03/26, 8204140372 


8204140439 Forwards IE Info Notics 82-10, "Following Up Symptomatic 
Repair* to Assure Resolution of Problem," ' 

O'REILLY, J' P. Rtglon 2, Office of Director. 82,^03/31. UHRI8,R,E 
Florida Rows? k Light Co. 4pp. 12670:009, 24X 

Fleho. 90-000, 82/03/31) 6204140439, 


8 Reportable occurrences, LERs t, related correepondene* 


8204020507 Final Deficiency Rept 2 re failure of Traneamerlea Delavul 
to correct violations identified during Audits 79V~38 k 
aov-39 promptly due to Improper QA program imp lementat I on, 

Initially reported on 820114 Also reported per Part 21, 

MILLS.LM Tennessee Valley Authority 82/03/19 O'fiEILLY, J F. 
Region 2> Office of Director 2pp 13300 337 S4X 
Flche. 50-000, 82/03/19, 8204020907 


6204080389 Fourth Interim deficiency rapt re Audit JA 6100-03 Findings 
O-i k 0-2 on dtslgn review process k interface coordination 
activity, Initially reported on 810717 Finding 0-1 will be 
resolved by 1962 action plan Next rept du* by 621223 
MILLB.L M Tennessee Valley Authority. 82/03/28. O'REILLY, JP 
Region 2, Office of Director Ip 13600.263 24X 

Flchf 90-000, 82/03/29, 8204080389, 


6204160209 Fifth Interim deficiency rept ra cooling towar makeup 
control, initially reported on 810423. Const actlvitiea being 
deferred to mlnlmiio oxpendlturtt k effort, pending decision 
on project cancellation 

MILLSrL, M Tanneseea Valley Authority 03/03/30 O'REILLY, J.P 
Region 2, Office of Director. 2pp, 13699:269 S4X 
Flche 30-966,62/03/30,0204160209. 


8204160362 Second Interim deficiency rept re ineufficlent engineering 
ehenge notice review k handling, initial ly reported on 
611219 Scope of deficloncy being revlaued Next rapt will be 
submitted by S20B02 

MILLS, L.M Tennessee Valley Authority 03/03/31 O'REILLY, J, P. 
Region 2, Offict of Director, Spp 13701,009. 34X 

Flche. 90-000, 62/03/31,8204160362 


8204160407 Second interim deficiency rept ra fallurea of design ravlfw 
procees to verify aecurocy k edequeeg of documents, Inittallu 
reported on 611219 Engineering deilgn review will ba 
complatad by Oct 1963, Naxt rapt due by S31217 

MILLs.L.M Tenneseee Valley Authority, 88/03/31 O 'RElLLVi d, P 
Region 2, office of Director, 2pp 18707:082 34X 

Flche: 90-000, B2/03/31, 8204160407. 
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DOCKET aTN-30-899 CARROLL FACILITY J 


A Applieafclon/conttruefcJon «taga documanU (< eorrt tpondanea 


B203190001 0*n«ric Ltr 82-05 fco all licantsct of optratlng poiupr 
reactor* r* pott-THI requlrentnti 

EISENHUTj D 0 DIvliiofl a# Lieonilng 82/03/19 HAUSPUROiA 

CoTifolldatid Editon Co of New York MAYER, L,0 Northorn atitB* 

Poui*T Co 7pp 12513 128 24X Flcho. 50-000, 82/03/19, 8203190001 


8204220699 Notification of 820408 noatlng w/utll in Batha«da/MO to 
dlscu** propoted hgdrogan addition te*t 

O'CONNOR. P Op»rating Reactor* Branch 3 02/03/24 CRUTCHFIELD. D 

Oparatlng Raactor* Branch 3 2pp 12832 361. 84X 

Ftch# 50-000, 82/03/24, 8204220699 


‘—8204060003 Safitg avaluatlon lupportlng *M*n<( to Ltcanco 8NH-Si, 
Incorporating Tcvt«ad radiological contlngencg plan a* 

1 leant* cendttian 

DECKER, T R Uranium Full Licantlng Branch 82/03/03 4pp. 
12613, 178 


8204190130 I*«uif Amend 6 to Licence SNM-21 . incorparatlng fecit itv 
radiological contingency plan effective 90 dayi from date 
of amand per 610828 application 

PAOE.RO Urenlun Fuel Lleenalng Branch 82/03/29. REMLEY.M.E, 
Rockwall International Corp 2pp 12731 329 


— 8204190133 Safatg evaluation eupportlng Amend 6 to Llcenee BNM-21, 
Incorporating facility radiological contingency plan. 

DECKER. r.R. Uranium Fuel Licencing Branch. B2/03/29. 3pp. 
12731.330 


a tnipeetlon reporti, IE Bulletlna & eorreep ondenca 


8202040142 IE Info Notice 82-11. "Potential Inaccuraeiei in Hid* Range 
Preiiurc Initrutninti U»ed in Heitlnghouae Dcilgned Plant* " 

Sve ll*t end 

JORDAN. E L Dlvl»ion of Enginearlng & Quality Aiiuranca 02/04/09 
63pp. 12878 342 24X F1 che, 30-000, 82/04/09, 8202040142 


8202040143 IE Info Notice 02-12, "BurvelUanca of Hgdraulie finobber* " 
W/*ncI tve Hat 

JORDAN, E L. Dlvlilon of Engineering & Quality Aiiurenc* 82/04/21. 
64pp 12873 001 24X FI che 30-000,82/04/21,8202040143 


8204230562 Forward* IE Bafeguardt Intp Rept 70-0023/82-02 on 820301-02 
6 lB-19.No noneorap llanc a noted. 

NORDERHAUO, L. R Dlvtiion of Radlolog leal Safety (t Safeguard* 

Program. 82/04/13 JONES, R, 8. Rockwall Intarnattenal Corp. 2pp. 
12613 OSB 


— 8204230369 IE Safeguard* Incp Rept 70-0028/82-02 on 820301-02 ti IS-H 
No noncompliance noted Major area* Inipected' facility 
organliatlen & operation, measuremant control program It lo«* 
nechanlim analyst* Oatall* withheld Iraf 10CFR73 21) 

NEL60N.O 8, HIEDER, A. V . BROCK, 8. L Oivliion of Rad 1 oleg 1 cal 
Safety & Safeguard* Program. B2/04/1S Ip t28t3‘060. 


DOCKET SrN-SO-600 CARROLL FACILITY II 


A Appllcation/conitruetlon itags documanti t, correspondence 


8203190001 Oenerlc Ltr 82-05 to all lleeni*** of oparating power 
reactor* re post-THI riqulrement*. 

EI6ENHUT. 0 0. Dlvlilon of Licensing 82/03/19 HAUSPURO,A 

ConioUdatad Edison Co. of New York BAUER, E.O Philadtiphia 

Electric Co, HITHEHS, B D Portland Oeneral Electric Co, 7pp. 
12313 188 S4X Flche 30-000,62/03/19,8203190001, 


8204220699 Notification of 82O40B maatlng u/utll in BithB*da,HD to 
discuss proposed hydrogen addition test 

O'CONNOR, P Operating Raactori Branch 3 82/03/24. CRUTCHF lELD, D 

Operating Reactors Branch 3 Spp. 12832 3 61. 34X 

Ftch* 30-000, 82/03/24, 8204220699 


0 Inspection raporti, IE Bulletin* & correspondence 


8202040142 IE Info Notlci 82-11, "Potential Inaccuracies In Hide Range 
Pressure Instruments Used in Hestlnghous* Designed Plant* " 

8vc list end 

JORDAN, E, L Division of Engineering & Qualitij Assurance 82/04/09 
63pp. 12878' 342. 24X FI che. 30-000, 82/04/09, 8202040142. 


8202040143 IE Info Notice 82-12, "8urvel 1 lane * of Hydraulic Snubbers," 
H/#ncl SVC list 

JORDAN, E.L Division of Engineering V Quality Assurance 82/04/21. 
64pp. 12873i00l. 24X FI che- 50-000, 02/04/21, B202040143 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-0008 BATTELLB MEMORIAL INSTITUTE, COLUMBUS, OH 


8204230172 Forward* rept ri risk analysis of postulated Pu rdtasss 
from BMCL Bldg JN-lB,W**t Jefferson OH a* ra»ult of 
sever* natural phenomena 

ROUSE, U C Advancad Fual 6 Spent Full Llcanaing Branch, 82/03/23 
TOY,H L BattaUe Memorial Institute, Columbus Laboratorlaa 30pp 
12834' 33B 


0204010337 THE EFFECTS OF NATURAL PHENOMENA ON THE BATTELLE MEMORIAL 
INSTITUTE BUILDINO JN-iS FACILITIES AT WEST JEFFERSON, OHIO. 

No 70*8. 

» Division of Fuel Cycle 8 Material Safety. 'I^E0-0B»3 82/03/31 

Division of Fuel Cycle It Material Safety 43pp, Availatl* at 
NTIB. •3,23, 12489:208. 


DOCKET 70-0023 ROCKWELL INTERNATIONAL 


6204080001 Forward* safety evaluation re. amend to License 8NM-81, 
Incorporating radiological cent Ingeriey 'flan ueenie 

FlS^R.^FrD Uranium Fuel Licensing BreMh- CROW, W, T. 

Uranium Fuel Licensing flreneh, 8pp. iBaio.j/r, 


DOCKET 70-0027 BABCOCK ti WILCOX CO , LYNCKBURO, VA 


S20423O342 Confirms 820122 telcan re air sampling It urinalysis 
programs. Revl lu of pertinent data should be performed by 
620212 Formal urlni eampllng program should bt established 
by 820301. 

O'REILLYiJ P Region 2, Atlanta, Office of the Director <81/03/01). 
82/01/22. ECKERT, J.P. Babcock It Wilcox Co 2pp 12816:047. 


8204010205 Forwards IE Insp Rept 70-0027/82-05 on 820301-05. Ma 
nencompl lance noted 

OIBSON, A F. Division of Engineering & Technical Program*. 82/03/12, 
ECKERT, J P Babcock I, Wilcox Co 2pp 12479:268 


— 8204010213 IE Insp Rapt 70-0027/81-05 on 820301-03 No nonconp I lane* 
noted Major araas Inspected Internal review, operations, 
safety committees, erganlxatlon 2 10CFR21 Implementation 
C0RVELL,0 P , MCALPIME, E. J. Divlalon of Enginearlng fc Taehnical 
Program! 81/03/12 Spp 12479 270 


8204090103 Advises that radiological contlngcney plan submitted In 
accordance w/8t021 1 order mtets requ irement*. Amand should 
be Issued incorporating radiological contingency plan at 
liceni* condition. 

FISHER, F,D Uranium Fuel Licensing Branch 82/03/26 CROW, W T, 
Uranium Fuel Licensing Branch, Ip. 12633' 317 


--8204090110 aafaty svaluatlon supporting amend to Lteanse 8MM-42> 
Incorporating facility radiological contlnganey plan 
as llcanse condition 

FISHER, F.D Uranium Fual Llceneing Branch. 82/03/26 Spp. 
12633’ 318 


8204070620 Issues Amend 13 to License aNM-42i incorporating facility 
radiological contingency plan a* llcensa condition par 
810827 application 

PAOE, R 0 Uranium Fuel Llcinslng Branch. 82/03/29. KELLY, J. H. 
Babcock W Wilcox Co 3pp 12896'320 


— 8204070622 Safety evaluation supporting Amand IS to Llcanse 6NK-42, 
incorporating facility radiological contingency plan as 
license condition 

FISHER, F.D Uranium Fual Llceneing Branch. 82/03/29, Spp. 

12596: 323. 


B204090130 Responds to 820222 application for renewal of Licanea 
8NM-42 License shall remain in effect until application 
for renewal has been finally data rn in ad, 

PAOE, R 0 Uranium Fuel Licensing Branch. 88/03/29 KELLY, J H. 
Babcock W Wilcox Co Ip. t2633'aS9. 


8304120374 Forward* IE Bafeguardt Insp Rept 70-0027/82-07 on 820322-86 
No noncomp 1 lance noted 

B1B80N, A F. Oivltlon of Engineering It Technical Program*. 82/04/06 
ECKERT, J.P. Babcock tc Wilcox Co 8pp, 12639,114. 
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8204120401 IE Saftguardt Imp Rapt 70-0027/82-07 on a20352-3di.Na 
noncomp I lane* notad Major araa* Intpaetad aacurlttf plan & 
lep 1 imantlng proeaduraii itcgr 1 1|| or ganiia t i ori> t ■ 1 1 Ing & 
malnt. phgtical Parrltr* Oatalla ulthhald <raf 10CPR73 21) 
OOOOEiR H . HALLfB L , MCQU1RE< D R Dlvlaion of Enginaarlng b 
Tachnlcal Program* 82/04/09 Ip 1263?- 116 


6204190377 Foriaardt IE Safiguard* Imp Rapt 70-0027/82-04 on 62031S-19 
No nonconapl ianci notad 

OIBSONiA F Divlilon of Enginaarlng & Ttchnlcal Programa 82/04/07, 
ECKERT. JP Batcoclc b Ullcoi Co 2pp 12682,289 


— 8204190381 IE Safagoardi In«p Rapt 70-0027/82-04 on 820319-19- No 
nonconpltanca notad- Major araa* Insptcttd MC-892i3 phyalcal 
Invantorv v-arlf Icatlon (alamant i >. MC-B9206 maaauramant* b 
«tatl»tical control! DatalM withheld (raf 1DCFR2 7?0> 

CLAY.E L . SABADOB.J , RICHAROSi 8. L D1 via Ion of Enginaarlng b 
Taehnlcal Program* 62/04/07 Ip 12682 287. 


8204230398 Confirm* 620406 arrang anianfca for 020423 maatlng at Ragion 2 
oft ra NRC Inep program at facility Notice of algnlflcant 
licanaaa matting and 

OlfiSON.A F Dlvlaion of Enginaarlng b Taehnlcal Programa 82/04/07 
ECKERT. vl P Babcock b HlUot Co 2pp 12817' IB? 


DOCKET 70-0036 COMBUSTION ENSINEERINO. INC . NINDSOR. CT 


8204070474 Forward* IE Eafaguardi Imp Rapt 70-0036/82-02 on B203D8-1S 
b notlc* of violation 

RDV.O H Dlvlaion of Project b Reiidant Program* 82/03/30, 
LICHTENBEROER Combuftion Enginaarlng. Inc 2pp 12304-239. 


—82040704 84 IE Safeguard* Imp Rapt 70-0036/82-02 on 820308-12. 
Noncompllanca notad liiuanci of 16 tamper-«afa oaali not 
rtcordad Datall* withheld <r*f 10CFR2 7901 

FINLEY.. A 0 , BLAYLOCK. J > CREED. J- R Dlvlaion of Projact b Resident 
Program* 82/03/2? 2pp 12984.243 


DOCKET 70-0049 FLORIDA. UNIV OF. OAINESVILLE, FL 


8204210981 Addl rtipons* to FOIA r» 4 u*»t for 19 catagories of documant* 
ra UCLA llcanir ranawal Forwards docunanti listed In App A 
App B documint* partially withheld <ref FOIA Exemption 4) 

FELTON. J-M Di Villon of Rul** and Records, 81/11/10 POLLOCK, H 
Cofflfflittta to Brldg* the Oap 3pp 12794 090 24!( 

Flch*- 90-000, 81/11/10.0204210981- 


-8204210990 Forward* IE Insp Rapts 30-083/75-02. 70-0462/73-01, 
70-0049/79-01 b 70-I06B/7B-02 an 730324-26 No noncompllanca 
noted. 

MOBELEY.NC. Region 2, Attinta, Offict of th« Director 75/04/23. 
CHEM.HH. Florida. Univ of. Oalnaivlll* 2pp 12794 093 P4)C 
Flch a 30-000.81/11/10,8204210381 


—8204210999 IE Insp Rapt* 90-083/79-02.70-0462/79-01.70-0049/73-01 b 
70-1068/79-02 on 790324-26 No noncompllanca notad Major 
arte* Inspactad, proc aduras, reactor thermal output b nuc Laar 
mitl depletion b production 

HODOE8, 0.H. Region 2, Atlanta, Office of tha Director. 79/04/22 
3pp, 12794-097 241f Flehe: 90-000, 81/1 1/IO, 8204210981. 


OCKET 70-0119 WABHINOTON, UNIU. OF. SEATTLE, MA 


204210981 Addl rasponsa to FOIA ranu**l for 15 categoria* of documents 
ra UCLA llcanaa ranawal Forwards documanti listed in App A. 

App B document* partially ulthhald (ref FOIA Exemption 4}. 

FELTON, J M Division of Rulis and Record*. 81/11/10 POLLOCK, M 
Committa* to Bridge tha Oap. 3pp 12794; 090 24X 

Flcha. 90-000,81/11/10. 8204210981 


B2D42106DB Forwardi IE Inep Rapts SO- 139/79-01 b 70-0119/73-01 on 
790602-0-3 b notice Of Violation 

EN8ELKEN, R. H Rtgion 9, San Francisco, Office of th* Director 
79/06/16. HILL, R, Washington. Univ. of 2pp, 12794 1 00. 24X 

Flcha' 90-000. 81/11/10,8204210981 


3204210613 Notice of violation from Insp on 750602-03. 

• Region 9, San Francisco, Offlea of th* Director. 73/06/15. Ip. 
12794 102 , a4X Flch*. 30-000,81/11/10, 8204210981 


3204210618 IE ln*p Rapt* 90-139/79-01 b 70-0119/79-01 an 790602-03. 
Noncompllanca noted- fal lur* to avelniain written nuclear matl 
control b accounting proetduraa 

KDfiORIrY. I HAMADA, 0. H. < RIIZOLQ, V. N. Rtgion 9, Ban Francisco. 
Office of tha Dlrsctor. 79/06/13 7pp. 12794 103, 24X 

Flch*’ 90-000.61/11/10,8204210981. 


—8204210710 Forward* IE In*p Rapts 90-139/78-02 b 70-0119/78-0-1 on 
780109-10 No noncompllanca notad 

NORDERHAUO. L Raglan 9. San Francisco, Safeguards Branch 
78/01/30 CARL80N,D Washington, Univ of 2pp 12794. 171 2** 

Flch* 90-000,81/11/10,8204210981 


—8204210715 IE Insp Rapt* 50-139/78-02 b 70-0115/78-01 on 7801 09-10 s, 
noncompllanca notad Major area* inspactad - fac 1 1 1 ty 
organltatlon b operation, measurement b controls b inventory 
HAMADA.O , WIEDER.A > NORDERHAUO, L Region 5. 8an Franclico, 

Safeguards Branch 78/01/25 3pp 12794 173 24X 

Flehe - SO-000, 81/11/10, B2042I05B1 


[ —8005300294 Forward* IE Insp Rapt* 50-139/00-02 b 70-0115/80-01 oti 
I 800414-19 No noncomp t lance noted 

' NORDERHAUO, L R Raglon 9, Ban Francisco, Safeguards Branch 

00/09/09 CARLSON, D Washington, Univ of 2pp 09144.173 241 

Flcha 90-000,81/11/10,8204210981 


—8009300301 IE Insp Rspti 90-139/80-02 b 70-0119/80-01 on 800414-15 
noncompllanca notad Major areas Inspectsd . control b 
accounting of 8Nli In rssaarch reactor programs 
NORDERHAUO, L, R Raglon 9, San Francisco, Bafaguards Branch 
HAMADA,0 , WIEDER.A Region 9, San Francisco. Office of the 
Director 80/05/02 3pp 12794 200 24X Flcha 50-000.81/11/10 

8204210581. 


DOCKET 70-0139 BABCOCK b WILCOX CO , APOLLO, PA 


6204300312 Forwards IE In*P Rapts 70-0364/81-12 b 70-0135/81-17 on 
811111-13 No noncomp 1 lanes notad 

MARTIN,! T Division of Englmtrlng b Technical Programs B2/02/C'', 
BAROCH.C J Babcock b Wilcox Co 2pp. 12889 240 


—8204300324 IE Imp Rapts 70-0364/81-12 b 70-0135/81-17 on 811111-13 
No noncompllanca noted Major areas Inspected Inventory 
verification (PuJ b review of dccomml leloning activities 
(Pu b high snrlchid U) 

KUSHNERiU L , ODDY, A T. Division of Engineering b Technical 
Programs. 82/02/04 4pp. 12889 242 


8204090420 Forwards IE Insp Rspt 70-0139/82-02 on 820302-09 
No noncompllanc* noted 

STAROSTECKI, R. Division of Project b Resident Programs 82/03/24 
CARLSON, R V Babcock b Wilcox Co 2pp 12624 087 


— 8204090422 IE Insp Rapt 70-0139/82-02 on 020303-03 No noncomp liance 
noted Major areas Inspectsd- safety comml t tees, rsview of 
operatiom, nuclear criticality safe ty, amargancy drill* b 
transports t ion program 

ROTH, J I KEIHIO, R R Division of Project b Rasldant Programs 
82/03/24 Upp 18624,089. 


6204090221 Advlias that radiological contingency plan submitted in 
accordance W/B10211 order meet* requirements Amend should 
be issued incorporating radiological contingency plan as 
lleenia condition 

FISHER, F D Uranium Foal Licensing Branch. 02/03/26 CROW, W. T 
Uranium Fuel Llcsnsing Branch ip 12633-345 


— 8204090230 Safety ivaluatlon supporting amend to License 8NM-I4S, 
Incorporating radiological contingency plan as llcsnss 
cond 1 tlon 

FISHER, F 0 Uranium Fuel Licensing Branch 82/03/26 Spp 
12633-346 


6204090040 Advises of Issuance of Amend 11 to License SNN-143, amending 
Condition 28 to incorporate radiological contingency plan 
PAGE, R 0 Uranium Fuai Lleeming Drench 02/03/89 AUSTIN. M A 
Baheack b Wilcox Co 2pp. 12632 346 


— 8204090043 Safety ivaluatlon supporting Amend 11 to Llcentt SNK-lfS, 
modifying Condition 20 to incorporate radiological 
contingency plan 

FISHER, F D Dlvltlan of Fuel Cycle b Hatarial Safety 82/03/29 
4pp 12632 - 348 


6204120112 Notifies of refund of fee for Amend 10 to License 8NK-t49 
HILLER, MO. License Fee Management Branch 82/04/05 AUSTIN.M A 
Babcock b Wilcox Co. Ip. 126S3;208, 


8204280308 Forward* IE In«P Repts 70-0364/82-01 b 70-0135/82-01 on 
820208-18 No noncompllanca notad. 

MARTIN, T.T. Division of Englnesring b Technical Program* 82/04/08 
CARLSON, R V Bahcock b Wilcox Co. Spp 18865.039 



DOCKETED ITEMS 


4X 


■8BD4280319 IE tncp R*pti 70-013S/B2-01 tt 70-0364/82-01 on 820208-12. No 
fioncompllanco notod Major araai Impacted * thlppar-ractlvar 
varldlcatlon (< record* l< rept* Details uithheld (ref 
tOGFRS 790} 

RATTA»A D t ZIBUCSKVfH « OOOYfA T. Dlvleion of Enfllneerlno S< 
Technical Programs 82/03/31 Ip 1286S 041 


8204140460 Informs of error in 620324 amend to Llcenao SNIi-124 
incorporating radiological contlngeneg plan into license. 

Amend 11 should be changed to Amend 12 

PAGE.R O Wranium Fuel Licensing 6ranth. 82/04/06. MICHELf (T J. 
Nucltar Fuel Serricesi Inc (subs of Oettg Oil Co ) in, 

12686. 163 


DOCKET 70-0143 NOCLEAfl FUEL SERVICES, INC , ERHIN, TN 


8204230303 Forward » summary of 820203 meeting u/Lockwood-Oreene 
Eng Ineers, Inc re mods planned to reduce radioactive 
scnlsstons through ventilation sys 

O'REILLY, J P Region 2, Office Of Director 82/02/16 MANSER, N C 
Nuclear Fuel Bervlces, Inc (sub* of Oetty Oil Co ) Sap 
12816 187 


0204230466 Confirm* B20212 telcon r* 820215 meeting In Region 2 ofc per 
response to notice of significant findings section of Health 
Physics Appraisal Insp Rapt 70-0143/81-04 d td 811230 
OIBBON, A F Division of Engineering t< Technical Programs 62/02/17 

MANSER, U C Nuclear Fuel Sarvicas, Inc. (subs, of Oettu Oil Co > 

Ip 12814 2B4 


B20423034<f Forward* IE Bef a guards Insp Rept 70-0143/02-11 on 920322-26. 
No noncompl lance noted 

OlBSONiA F Dlvleion of Engineering 4 Technical Programs. 62/04/08 
MANSER, U C Nuclear Fuel Services, Inc (tubs of Oetty Oil Co ). 
app 1S817 279 


—8204230357 IE Safeguards tnsp Rept 70-0143/82-11 on 820322-26. No 
noncompllance notad Insp datails withheld iref 10CFR2 7901. 

JONES, D U. , RICHARDS, E L . MCAUFINE.E J Division of Engineering «< 
Technical Programs 82/04/08 Ipp 12617:281 


8204230370 Forwards IE Safeguards Insp Rept 70-0143/82-08 on 820208-11, 
0302-05 4 15-16.No noncompliance noted 

OIBBON, A F Division of Engineering 4 Technical Program*. 82/04/08 
MANSER, U C. Nuclear Fuel Services, Inc (subs of Ostty Oil Co. > 

2pp 12813.273 


6204010422 Forwards IE Safeguards Insp Rept 70-0143/82-03 on 820104-29 
No none ompl lence noted 

OIBSDNiA F Division of Engineering t. Technical Programs B2/03/OS 

MANSER, U C Nuclear Fuel Services, Inc (subs of Oettu Oil Co > 

2pp 12484 023 


— 8204010426 IE Safeguards tnsp Rept 70-0H3/B2-03 on 820104-29 No 
none ompl lance noted Major areas inspactad . action on previous 
insp findings, operation, radiation 4 physical protactlon 
Detail* withheld (raf 10CFR2 790) 

LEE, r D , MCALPINE,E J Division of Engineering 4 Tachnlcel 
Program* 82/03/03. Ip 12484 02S 


— 8204230412 IE Safeguards Inip Rapt 70-0143/82-08 on 820208-11,0302-09 4 
tS-lB No none DiTip 1 lance noted Major areas Inspected’ interna 1 
controls 4 records 4 rapt* Detalla withheld 
(ref I0CFR2 7901 

TODOtO A , LANKFORD, J B , MCALPINE Division of Engineering 4 
Technical Programs 82/04/07. 2pp 12813.275 


8204190014 Informs of refund re ravlau of Amend 11 to License SNH-124, 
Issued 820203 

HILLER, M 0 Llcanai Fee Management Branch 82/04/09. MICHEL, C.J. 
Nucltar Fuel Services, Inc (tubs of Ostty Oil Co ) ip. 

12731 249 


S2040I0430 Ack receipt of IE Insp Rept 70-0143/82-06 No proprietary 
info. 

MANSER, M C Nuclear Fuel Services, Inc (subs pf Oetty Oil Co,), 
82/03/17 0IB3aN,A F Division of Engineering 4 Technical Programs 
Ip 12484 033. 


82042B042S Forwards IE Safeguards Insp Rapt 70-0143/82-13 on 820330- 
0402 No noncompliance noted. 

OIBBON, A F Region 2, Office of Director. 82/04/20. MANSER, U C. 
Nuclear Fuel Services, Inc (subs of Oetty Oil Co. ). 2pp 
12866 024 


8204010012 Amends Condition 29 of License 8NM— 124, incorporating 
radiological contingency plan into license 

PAOEtR 0 Uranium Fuel Licensing Branch 02/03/24, MICHEL, C J 
Nuclear Fuel Services, Inc (tubs, of Oetty Oil Co > 2pp 
12492-066 


•8204010020 Safety evaluation supporting issuance of Condition 29 to 
License 8NM-124, incorporating radiolaglcel contingency 
plan into licensa 

FISHER, F.D Uranium Fuel Licensing Branch, 82/03/24 3pp. 

12492 060 


8204140379 Ack receipt of IE Insp Rept 70-0143/B2-03 No proprietary 
info. 

MANSER, U C Nuclear Fuel Bervices, Inc, (subs of Oetty Oil Co.) 
82/03/31 OIBBON, A F Region 2, Office of Director. Ip 
12663 289 


8204140323 Ack receipt of B2020B Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0143/81-31. 

O'REILLY, J P Region 2, Office of Director B2/04/01 HANBER>N. C. 
Nuclear Fuel Servlcos, Inc (subs of Oetty Oil Co ) ip 
12662 008 


— 8204140327 Raspond* to NRC 820808 Itr re violations noted in IE Insp 
Rapt 70-0143/81-31 Corrective actiont'wor k stations In 
analytical lab survoyad through air sampling, new sampling 
stations astablished 4 containment Improvamants reviewed 
MANBER, H, C Nuclear Fuel Sarvicas, Inc, (sub* of Oetty Oil Co. ). 
62/03/08. O'REILLY, J P Region 2, Office of Director. 4pp 
12662.009. 


— 8204280432 lE Insp Rept 70-0143/S2-13 on 820330-0402. No noncomp 1 1 ant o 
noted Major areas inspected* safeguarding 8NM, security 
program aud { t, security orgenliatlon response 4 lighting 
Detclls withheld (ref 10CFR73.ai>. 

TILLMAN, A , MC<9UIRE, D. R Region 2, Office of Director, 82/04/20 
ip 12866.026 


DOCKET 70-0162 LUCIU8 PITKIN, INC., NEW YORK, NY 


8204020440 Forwards IE Insp Rspt 70-01.62/82-01 on 820204 No 
noncofflp 1 lance noted 

MARTIN, T T. Division of Enginaaring 4 Tachnlcal Programs. 62/03/15 
PITKIN.L. Lucius Pitkin, Inc. 2pp 12499 199 


-0204020442 IE InSp Rapt 70—0162/82—01 on 810204 No noncompl lane a noted 
Major areas Inspactad facility organl tation, fac 1 lity 
operations, physical inventory 4 records 4 repta. 

DELLA RATTA, A. , ODDY, A. T. Division of Engineering 4 Technical 
Programs. 82/03/11 4pp 12499.197. 


DOCKET 70-0263 ARMY. DEPT OF, HATERTOHN. MA 


0204210023 Addl response to FDIA request for documents re Army Mails 4 
Mechanic Raseerch Ctr located in Watertown, MA Forward* 
documents listed in Ends 1-4. 

FELTON, J M Division of Rules and Records. 81/10/03, KABAT-2INN, M 
Affiliation Unknown 3pp, 12809:058 


“8204140330' Forward* IE Insp Rept 70-0143/81-31 on 810326-27 4 1022-23 4 
notice of violation. 

O'REILLY, J. p. Region 2, Office of Director. 82/02/08 

MANSER, M.C. Nuclear Fuel Services, Inc (sub* of Ostty Oil Co I. 

2pp 12662’ 013. 


— 8204210042 Bubfslts ovaluation of 660BI9-16 insp re limited o»e of mi 
u/phasing out of arsenal activities. Katl used In nennar 
conforming to license 4 federal regulations. No hsierds 
eilst, 

EPSTEIN, E Atomic Energy Cammlsslon 66/09/09. Atomic Enerau 
• Commission. ip, 12809,179, 


i) 


— 8204140334 Notice of violation from insp on 610326-27 4 1022-23, 
a Region 2, Office of Director 82/02/06.' 8pp, 12662:019 


—8204140330 IE Insp Rept 70-0143/01-31 on 810326-27 4 1022-23. 
Noncompltpnce noted- use of tn*dlual|le enriched U under 
conditions resulting in Inhalation by individual 4 failure 
to evaluate effect of ventilation eye on airborne U. 

RAHLE, JO. , HOBEY,C.M Technical InepectUn Branch. 81/12/01. 
9pp, 12662-017 


—8204210090 In 
noted, Insp 
LORENZ, W R 
12809, 222 


*p findinge 4 llcenea* ack dtd 620904-05. No noncomp llanc i 
notes and. 

Atomic Energy Commission. 62/0^/04. 26pp. 


-8204210099 Forwards compliance Insp rept of actlvtttee 
Lice mas 20-01010-02, 20-01010-04, C-397a 4 8NM-244 on 
590920. 

KIRKMANi R. U, Atomic Energy Commisaton. 59/09/22, 
Atomic Energy Commission.. Spp 12809:268. 


conducted unde- 


MANN, M. M 



434 


DOCKETED ITEMS 


‘S204210101 Cemplianc* intp rtpt activltiif conducttd undar Llranie* 
20-OJ010-03, 20-01010-04. C-3970 t< SNM-244 on 390020 
Moncompl lane* notad failurt to maintain racarda ot raeaipt 
U traniPar of rePlnad aoorea natl 

ROBOER. J fl ( KIHKKANifl Atomic Energy Commltilon S9/09/17 
12pp 12B09 277 


—0204200047 IE Special Cloaaout Imp Rapt 70-0273/02-01 on DJOJUri. 16 4< 
19 No noncoflipllance notad Major araat Inepaetad Indapandant 
aurvay of phgfical facilltlaa uiad during tlma llcanet wa« 

In affect prior to 64O01B 

ROZAKiS . OESTMANN, N J . SCHUMACHER. M C Divlalon of Emarg alley 
Praparadnaat (. Operational Support SS/03/29 3pp 13742 :i9>< 


— 8204210111 Dlaeufiaa IE Inap of aetlvltla* conducted under Lteenaea 
S US-3301 20-01010-04 k 8NM-244 on 780406 No noncompl lance 
noted Draft rapt and 

MCCLINTOCK. R 0 Region 1. Philadelphia. Office of the Director 
78/04/20 HfllOHT.E S Army. Dept of Spp 12009 279 

— B204210136 Confirma that vacancy for health phytleiit will be filled, in 
reapontc to NftC 771012 Itr Reaponaea to 1 tana of 
nancofflpliance and 

CHICK. E E Army. Dept of 77/11/03 ORIER.B H Region 1. 
Philadelphia. Office of the Director Spp 12009 208 

"0204210239 Draft IE Inap Repta 40-2253/01-01.70-0263/01-01 k 30-04593/ 
61-01 on 610511-12 No noncompliance noted Major artaa 
inapacted Internal audl ta, eiatle. fac 1 1 Itlaa t< Inatrumanta t. 

Inttrnal k eiternal peraonnal protection 

MCOINNBSS.J , fiOHE.C . COSTELLO, T NRC - No Data 1 ltd Affiliation 
Oivan 81/05/22 9pp 12809 063 

6204210246 Diacuaaea IE Inap Rapta 40-2253/76-01,30-04393/70-01 t. 
70-0263/70-01 conducted on 700406 No noncompllanct notad 
Major areaa inapacted aelectlve eiama of rccorda I. 
precedurea re prevloua noncompl lance 

MCCLINTOCK. R 0 Region 1, Philadelphia. Offict of tha Director. 
70/04/20 HRIOHT.E S Army. Dept of 2p p 12009 072 

0204210254 Draft IE Inap Repta 40-2253/77-01.70-0263/77-01 li 
30-04593/77-01 On 770921 Noncompl lance noted failure to 
eteaaurt radiation doae to handa of paraonnel t. fallura to 
meaiure concantra tion of radiation In Incinerator uatar 

‘"‘'‘“li" «‘v." 

'*•*'** ^0-2253/78-01,70-0263/70-01 k 
30-04593/70-01 on 700406 No noncompliance noted Major areaa 
Intptcttd <orrfctive & prtvtntiv# action ft Ittmt of 
noncon^p 1 ian ct from pftviout intp 

70/04 So i’ Philadelphia, Offle# of the Director 
76/04/20 HRIOHTiE S Army. Dept of 2pp 12010.150. 

FIndInga 1. Licenite Ad dtd 691119 of Llcanae 
SNM-244 Inap flndinga no noncompl lance noted Related Info 
•nc 1 

EPaTEIN.E Atomic Energy Commlaaion 69/11/19 llpp 12810 157, 

-6204210503 IE Inap Flndinga Sc Llcenaee Ad dtd 660015 S. 16 of 
csSntu binding no noncompllenca noted 

EPSTEIN, E Atomic Energy Commlaaion 66/00/15 Ip 12010* 158. 

Comlfidon 

S’OBSO, Noncompllanct noted* 

diapoaela * ^ aouree k maintain reeorda of 

KIRKMAN.fi H Atomic Energy Comcnlaa Ion. 59/09/22. MANN. H M 
Atomic Energy Commlaaion 3pp 12010 173 

■®“miMdon'’d‘N?S!: Nencompl lance noted* 

fdlure to Idd Heenae requirement llmlti. 

dlepoJIli ^ ^ * ‘“I*!* eouree I. maintain reeorda of 

llpp^^’^^lO Atomic Energy Commlaaion. 59/08/80, 


DO CKET 70 -0 273 NATIONAL CARBON CO , FOSTDRIA, OH 

•" 

SCHUMACHER. MC, Region 3, Office of Director 02/03/90 
12742*351.* °'^'***' 0* I»>»peetlon and Enforcement^ 


0LV, D 
Ip. 


DOCKET 70-0207 WYOMINO. UNIU OF. LARAMIE. HY 


6204050326 Act receipt of 020283 Itr Informing NRC of atop* taken lo 
correct violation noted In IE inap rapt 

BROUN. 0 D Divlalon of Vendor (< Taehnlcal Programa 02/03/S9, 
D0E0E6, U E Myomlng, Univ. of Ip 12530*212, 

— 6204050332 Raaponda to NRC 020180 Hr re violation noted in IE iiiep 
rapt Cerractlva actiona radiation aafaty ofc will ravlau 
fchedullng proceaa $t praaent aehedullng plan at next tneatlng 
In Apr .1982 

DOEOEB, U E Hyomlng. Unlv. of 02/02/83 BROUN. 0 0, Kaglcn 4. 
Office of Director Ip, 12530*813. 


DOCKET 70-0364 BABCOCK St UIUCOX CO . APOLLO, PA 


0204300312 Foruarda IE Inap Repta 70-0364/81-18 S. 70-0135/81-17 on 
611111-13 No noncompliance noted 

MARTIN, T. T Divlalon of Engineering St Technical Proorama 69/02/07 
BAROCH.C J Sabeock 4< Wilcox Co 2pp 12089.240 

--8804300324 IE Inap Repta 70-0364/81-12 k 70-0133/81-17 on 811111-13 
No noncompl lenee noted Major areaa Impacted Inventory 
verification CPu) St review of decommit a lonlng aetlvltlee 
(Pu St high enriched U). 

KUSHNERiW L, 1 OODYi A T Divlalon of Engineering St Technical 
Programa. 02/02/04 4pp 180B9 242 

0204090117 Advlaaa that radiological contingency plan aubmitted in 
accordance w/ai0211 order meet* requirement! Amend ahould be 
laaued incorporating radiological contingency plan aa 
llcenaa condition 

FISHER. F D Uranium Fuel Heenalng Drench 62/03/26. ROUSEil C 
Advanced Fuel St Spent Fuel Llcanelng Branch. Ip 12633,822. 

--0204090128 Safety evaluation aupportlng amend to Lleanta BNM-4M. 
Incorporating radiological contingency plan aa llcanae 
C0nd 1 ti on 

12633^223*^' Licencing Branch 82/03/26, Spp 


^0-0=^3/02-01 on 


02O??8 ‘'*'?"** 91^-414 for BbW Incorporating 

finuBF^L ? i 3"* *., 2" ‘ "* ‘^e*"** condition. 

AUSTIN^M^A 1 *“ Clcamlng Branch 08/03/31 

AUSTm/n A Babcock Wilcox Co Ip 18900.106 

Llc.na. aNM-414 for DS.H Incorporating HS'OllU 
HOUBE^L^e ?**" “! condition. 

”3pp^*^I890o!'l07’’'*'^ Ltcenilng Branch. 02/O3/3J. 

—0804890090 Safety evaluation re review of radloloelcal 
Amend 15 to Ulcenae 8NM-414 

ia90o”no'^ Urenlum Fool Llcenalng Branch 02/03/31. 4pp. 

“ 70.0135/02-01 

"'SoJtJ.V “‘^ib*c«k'’fc SueSrSj"* 2p;*''’t20«.O3;*’'*"'* 

10CFR2 790)" ** ’’•P** Oetaila withheld <ref 

wabhinoton, dc 

Llceni; 85M-36i* ^ 


PEVEY.L. E, Commereei Dept of,', 08/03/82 

Material Safety, Ip, 12719:179, 


8NM-368. 

Dlvlilon of Fuel Cytle li 


DOCKETED ITEMS 


435 


d2048103S£ Forward* IE Safaguardi Insg Rapt 70-039S/QS-01 on aS0S£S-S6 
(< nottea of violation Enel* withheld (ref lOCFRS 7901 
martin. T T Divlaion of Engineering ti Technical Program* 88/04/01 

PEVEYaL E Cammercei Dep t ofi National Bureau of Standard* 8pp 
12801 024 


S304800313 Forward* IE ln*p Rept 70-0398/02-02 on 820316-19 It notice of 
violation 

8TAR0STECKI. R Dlvifion of Project It Re*ldent Program* 02/04/08 
PEVEYiL E CommercBt Dept of 2pp 12737 039 


— 6204200316 Notice of violation from imp on 620316-19 

STAROSTECKli R Division of Project ti Resident Program* 82/04/08 
tp 12737 061 


— 8204200322 IE ln«p Rept 70-0398/02-02 on 020316-19 None ompl lane e noted 
failure to store 6NM in authorlied location in storage 
vault 

ROTHtJ I KElMIOiR R Division of Project & Resident Programs 
82/04/02 0pp 12737 062 


8204200414 Notifies of Issuance Amend 4 to License 8NM-362t 
authorlilng mod of radiation safatg manual rt safetg-relatad 
parconntl res ponsl b 1 1 tg It pollcg statement on ALARA goals 
PAOEi R O Uranium Fuel Licensing Branch 82/04/13 PEYEYi L E 
Commorc ea Dept ofi National Bureau of Standards Ip, 12804 198 


— 8204200424 Safatg avaluation supporting issuanca of Amand 4 to License 
8NM-362 

eaoNOiA L r CROUl U T Uranium Fual Licensing Branch 82/04/13 
Ip 12004 199 


DOCKET 70-0734 GENERAL ATOMIC CO . BAN DlEOOi CA 


8204300347 Act receipt of 82040? Itr Informing NRC of steps taken to 
correct violations noted In 820312 notice of violation 
BOQKrK E Dlvieion of Radiological Safatg & Safeguards Program 
82/04/21 NELLHOUSER.H N OA Technologies. Inc /Osneral Atomic Co 
Ip 12888 092 


— B2043003S9 Rssponds to NRC 820312 Ur re violations nottd in notice of 
violation Corrective acti on*: Proced ure KPD-4t "Criticality 
Naming Alarm Instrument (< Sys Maint i Deactivation 
Procedural" revised. 

HOWRYaU R OA Technologies. Inc /Oeneral Atomic Co 82/04/09 
ENOELKEN, R H Region 9. Office of Director 2pp 12068:093 


— 8204300369 Issue C of Procedure HR0-4i “Critlcalltg Naming Alarm 
Instrument h Sys Maint & Deactivation Procedure " 

« OA Technologies. Inc /Seneral Atomic Co 82/02/28 9pp 
12088:099 


DOCKET 70-0738 LOWELL. UNIV OF, LOWELL, MA 


8204300473 IE Insp Findings 4i Licensee Aek dtd 820421 of Licenses 
ao-07446-01, 20-07446-02, 20-07446-03 t« SMI-714 Insp findings: 
no noncomp 1 lane a no tad. 

JOHANSEN. J Region 1. Office of Director 82/04/21, ip 
12869 260 


DOCKET 70-0794 GENERAL ELECTRIC CO , PLEASANTON, CA 


DOCKET 70-0462 FLORIDA, UNIV OF, GAINESVILLE, FL 


8204210981 Addl response to FOIA request for IS categories of document* 
re UCLA license renewal Forwards documents listed In App A, 

App 8 documents partially withheld (ref FOIA Exemption 4) 

FELTON, J M Division of Rules and Records 01/11/10 POLLOCK, N 
Committee to Bridge the Gap 3pp 12794 090 24X 

Fl<hB:SO-000, 81/11/10,8204210981 


— 6204210990 Foruerds IE Insp Repts 90-083/79-02,70-0462/79-01, 
70-0049/79-01 It 70-1068/75-02 on 790324-26 No noncomp 1 1 ane e 
noted 

MOSELEViN C Region 2, Atlanta, Offlci of tha Director 79/04/23 
CHEN.W, H Florida, Unlv. of, Gainesville 2pp 12794 093 24X 

Fteha 80-000,61/11/10,8204210981 


“0204210599 IE Tntp Repts 90-083/79-02,70-0462/79-01,70-0049/79-01 8, 
70-1060/78-02 on 780324-26 No noneomp liance nottd Major 
areas Inspected procedures, reac tor thermal output ti nuclear 
matl depletion li production 

HODGES, J W , KENNAiW B Region 2, Atlanta, Office of the Director 
79/04/22 3pp 12794 097. 24X Flche 80-000,81/11/10,8204210881 


DOCKET 70-0600 SEATTLE UNIV, , SEATTLE, WA 


8204290641 Responds to 820223 request for addl Info re application for 
renewal of License SNH-S89 Radiation safety officer min 
requirements, sub scri tleat assembly (i survey meter 
cparacterlstt CB discussed 

VALENTE, F A Seattle Unlv 82/03/29 KOSLA.B M Uranium Fuel 
Llcenaing Branch 3pp 12898' 193 


8204290095 Respond* to FOIA request for six categories of document! re 
teat I, research reactors Forwards partial listing of 
documents b occupational radiation exposure date for test t, 
research reac tors for 1978-79 

FELTON, J, M Division of Rules and Records 81/12/09, LEVI.MD 
Critical Mass Energy Project 7pp 12907 097. 24X 

Flche 90-070,01/12/09,8204290095 


— 0204290183 Confirms 771021 b 29 conversations w/FJ Coufal re order to 
show cause issued by NRR on 771024 suspending operation of 
OE test reactor effective upon completion of present cycle 
on 771027 

CHANDUER.L J Office of the General Counsel 77/10/26 
COUFAL, F J , LINENBEROER, 0 Atomic Bafety and Licensing Board 
Panel. FOREMAN, H Minnesota, Unlv. of, Minneapolis Ip. 

12907 200 24X Flche 50-070,81/12/09,8204290099 


--820429018? Motion for extension of time until 771123 to answer petition 
for leave to Intervene Certificate of Bve end. 

CHANDLER, L J Office of the Oaneral Counsel, 77/10/26. 4pp. 
12907:201 24X Flche 90-070181/12/09,8204290095 


— 8204290196 Forwards prelimlnarv safety evaluations re geologic anvirnn 
at Vallecltos Nuclear Ctr 

CHANDLER, L J. Office of the General Counsel 77/11/14. 

COUFAL, F J. , LiNENCEROER, 0 a FOREMAN, H Atomle Safety and 
Licensing Beard Panel 2pp. 12907 209. 24X Plchs, 90-070, 

ei/12/09, 8204290098. 


--8204290202 Forwards preliminary safety evaluation re relationship of 
latest geologic b seismic info to continue operation of 
Vallecltos Nuclear Ctr 

SHITH.C.V Office of Nuclear Material Safety b 

Safeguarde, Director. 77/11/07. DARMITZEL.R N General Electric 

Co 2pp 12907 207. 


DOCKET 70-0682 ARMY, DEPT OF, DOVER. NJ 


8204210023 Addl response to FOIA request for documsnt* r* Army Matl* b 
Mechanic Research Ctr located in WetertownrMA Forward* 
document* listed in Ends 1-4. 

FELTQNaJ. M Division (»f Rule* and Records 81/10/08 KABAT-ZINN, M. 
Affiliation Unknown 3pp. 18^09.083 


— 6204210193 Forward* survey rept* of teased matl under Licenses 8UD-4S9, 
BUB-838, SUB -340 b SNM-S61. ^ 

DUBINSKt.L. Atomic Energy Commission. 69/01/08 KIRKMAN, H, W, 
Atomic Energy Commission. Ip. 12809.333 


DOCKET 70-0649 ARMY. DEPT. OF, LEXINGTON, KY 


--S204290206 Preliminary safety evaluation re relationship of latast 
geologic b seismic info to continued operation of Vallicitos 
Nuclear Ctr 

# Office of Nuclear Material Bafety b 8a faguarde, Director. 
77/11/07 a4pp 12907 209 


— 8204290229 Forwarde addl Info re NRC review of safeguards b 
transportation ae related to Vallecitoe Nuclear Ctr. 

SWANSON, 0 T Office of tha General Counsel. 7B/09/lt. BOMIT.U. 
Bomit, J. ISpp 12907.292 24X Flche: 30-070, 81/12/09,6804290095. 


— 8204890230 Dlseussa* releeee of info re oparations at Vailed tot 
Nuclear Ctr prtvlously withheld from public dleclosurt. 

KRATZKE.R T Fual Reproeett b Recycle Branch <Pre 790787), 
78/03/31 BTAROSTECKli R Fual Reprocasi b Recycle Branch (Pro 
790727) Ip. 18907'864. 


8804140343 IE Insp Finding* b Llctn*#* Aek dtd 820323 of Lleanse 
bnM- 683 Insp findings' no none ompl lane a 

BROWN, R, A. Region 8, Office of Director B3/03/23 Ip. 126^21 007. 
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—6204290233 For w<rd I docuintnti rt opirdtlons at Vallactto* Nucloar Ctr 
pravioutly wlthhiH from public dlacloiura for placamcnt in 
PDR 

KRATZKE. H t Fuel Rtprottii l< Racycla BraneJ) (Pre 790727> 

76/03/31 FI8H£P>B Rad tol< p bopa« l.lcan»tng Branch IPra 790901) 
SSPP 12907 263 


— 6204290290 Trip rapt of 771025-26 viiit to Valltcitoi Nocltar Ctp re 
obtaining info 6 data on ongoing activitlea aaaoclatad 
WUlcenti 8Ntt-960 

BURKHARDTiM Fuel Reproeen tcRecvele Branch (Pre 790727) 
77/12/12 5TAR06TECK1' R NRC - No Sttailad Affiliation Given 
I2pp 12907 334 


— 8204290265 Re commendi tlgning NRC responac to 770330 Itr from Ala/neda 
County Cltlien* Against Vallecitoi re request for revocation 
of Licenie SNM-960 W/o end 

CUNNINOHAH. R E Division of Fuel Cycle b Materiel Safety 
77/05/17 SMITH, C W Office of Nuclear Matarlal Safety i< 
Safeguards, Director Ip 12907 350 


— 8204290267 Discusses Alameda County Cltlzene Against Vallecltos 770330 
Itr re request for revocation of Llcenii 8NM-960 Request 
should bt denied 

BEBNERO, R M Fuel Reprocess & Recycle Branch fPre 790727) 

77/05/17 CUNNINOHAH, R E Division of Fuel Cycle (i Material 
Safety. 6p p 12707 351 


6204140396 Addl response to FOIA request for six categories of 
documents re test tc restarch reactors Cocunients listed in 
App A In PDR Draft of "Oaneric Credible Accident Anelyiii 
for TRIOA Reactors" ulthhtld (raf FOIA Exemption S) 

FELTON, J.M Division of Rules and Record* Bl/12/27 LEVIiM D 
Critical Mass Ensrgy Projact 2pp 12671:003 24X 

Ficht 50-000,01/12/29,6204140396 


— 8204140404 Forwards dgcumints rsquested In 771027 talcon w/8 Bloom ft 
submits description of OEValltcltoi Nuclear Ctr V seismic 
info re site H/o end 

a NRC - No Detailed Affiliation Oiven 77/12/01 DELLUMSjR. 9. 
House of Rep 6pp 12691 005 24X Fi ch I- 50-000, 81 /12/29, 

6204140396 


—7901050126 Foru/erdi Show Cause Order which pieced OETR in 

cold shutdown pending further order Of Is further ordered to 
show cause why suspension should no be continued 
CA8E,E 0 Office of Nuclear Raactar Regulation, Director, 
77/10/24 DARHITZEL,R H Oefteral El *c trie Co Ip 12691:013. 
24X Ficht 50-000,81/12/29.6204140376 


7701050131 Order to Show Cause suspending opareilon of OETR on 771027 I, 
requiring OE to show cause why suspension should not be 
continued 

CASEfE 0 Office of Nuclear Reactor Ragulatlan, Director, 

77/10/24 7pp. 12691 014 24X FI che: 80-000, Bl/12/27, 6204140076, 


3204220030 Forwards dtcomml ssionlng plan for fad lit {as operating under 
Lictnea 8NM-960 

CUNNINCHAM.O E Oineral Electric Co 82/02/17. ROUSE. L G. 

Advanced Fuel J, Spent Fuel Licensing Branch tp. 12822.066 


—8204220036 Decommissioning plan for facility, 

« Central Electric Co 82/01/31 14pp 12822:067 


6204210357 Forwards Annual Financial Ript 1761 
CUNNINGHAM, 0 E. Osnerat Electric Co. 82/03/22. CUNNINGHAM. R, £ 
Division of Fuel Cycle U Hetarial Safety, Ip 12800' 23B 


—8204210361 Annual Financial Rapt 1901. 

e General Electric Co 82/02/26 57pp 12800:237, 


DOCRET 70-0820 UNITED NUCLEAR CDRP , WOOD RIVER JOT,. RI 


8204140227 Ack receipt of 620209 Itr tnforising NRC of at apt taken to 
correct violations noted in IE Insp Rapt 70-0020/81-08, 

MARTIN* T.T Division of Englntering I. Technical Programs, 08/04/08 
AMY, 0.0. United Nuclear Corp, Ip 12670" 012, 


—0204140234 Responds to NRC 020111 Itr ra violations noted in IE Inep 
Rapt 70-0620/81-06. Correctlva actions, dovbla thicknesses of 
plywood to be placed on wells of shipping container, 

GREGG, R U. United Nuclear Corp. 02/02/05. MARTIN, T,T. Region 1, 
Office of Director, 3pp, 12670:013. 


DOCKET 70-0024 BABCOCK U UILCOX CO , LYNCHBURG, VA 


8204010345 Forwards IE Safeguards Insp Rapt 70-0024/02-02 on 820217-16, 
26 t, 0306 No noncompl lane e noted 

GIBBON, A F Division of Engineering It Technical Programs B2/03/J8 
ENGELDER.T C Babcock 6 Hilcoi Co 2pp 12481 245 


— 0204010349 IE Bafeguards Insp Rept 70-0024/82-02 on 020217-10.26 & 
0300 No noncompliance noted Major areas Inspected 
measurement control program (G9206-B) l< physical inventory 
verification (05213-D) Details withheld (ref 10CFR73 31) 

CLAY, E L , SADADQS.J U . MCALPINE. E J Division of Engineirlngfi 
Technical Programs 02/03/17 Ip 12401 247 


0204140435 Forwards IE Info Notice 02-10, "Following Up Symptomallc 
Repaire to Assure Resolution of Problem " 

O'REILLY, JP Region 2, Office of Director 02/03/31 UHRlOiRF 
Florida power i. Light Co 4pp 12670 005 24X 

Fiche 30-000,82/03/31,6204140435 


DOCKET 70-0654 ISOTOPIC ANALYSIS, INC , TLLSA, OK 


6204120103 Forwards renewed Matls License SNM-791 

PACE, R 0 Uranium Fuel Licensing Branch 02/04/01 HARRISON, J W 
Isotopic Analysis, Inc Ip 12653 281 


— 8204120106 License SNM-791 for Isotopic Analysis, Inc aothoriiJng me of 
200 g enriched 0-235 & 10 g enriched U-233 for 
spectrograp hlc analysis of nuclear matl 

PAGE, R G Uranium Fuel Licensing Branch 82/04/01 5pp 
12653 262 


DOCKET 70-0S64 filPON COLLEGE, RIPON, WI 


8204260413 Application for renewal of License SNM-798 

NORTON, N N Ripon College 82/03/24 Region 3, Office of 
Director Ip 12893 346 


docket 70-0920 RENSSELAER POLYTECHNIC INSTITUTE, TROY, NY 


0204190366 Forwards renewed License 6NM-910 License Is renewed for 
full 5-yr term, expiring 870430 

PAOE.R O Uranium Fuel Licensing Branch 02/04/01 RYAN,R N 
Rensselaer Polytechnic Inst Ip 12609340 


— S8041S0371 Renewed License BJM-910 for Rensselaer Polytechnic Jnst 
extending operation for 9 yrs 

PAGE, R. G Uranium Fuel Licensing Branch 62/04/01 3pp. 

12609' 349 


— 0204190383 Bafety svaluatlon supporting renewal of License 6NH-9I5 
KDSLORiB M Uranium Fuel Licensing Branch 62/04/01 Ilpp 
12609 392 


DOCKET 70-0925 KEfifi-MCOEE NUCLEAR CORP , OKLAHOMA CITY, OK 


0204290121 Forwards App D as part of renewal application for License 
BNM-980 App D contains 1981 annual rept U/o end 

SHELLEY, M J Kerr-McGee Corp 02/04/02 ROUSE, L C Advanced Fuel 
(< Spent Fuel Licensing Branch. Ip 12892 099 


0204270409 Forwards IE Insp Repts 70-0925/82-01 l< 70-1193/02-01 on 
820309-12 No noncomp 1 ianc e noted 

R0Y,0 M. Division of Engineering ti Technical Programs 62/04/00, 
SHELLEY, HU Kerr-McGee Nuclear Corp. 2pp 12640 172 


—0204270416 IE Insp Repts 70-0925/02-01 fc 70-1193/82-01 on 020309-12 K* 
noncomp liance noted Major areas inspected organl ration, 
operations review, radia t ion protect ion, In ternal audits, 
training L emergency planning 

PECK, C,C Division of Engineering *, Technical Programs 02/04/05 
9pp. 13048' 174 


DOCKET 70-0936 MASSACHUSETTS, COMMONWEALTH OF, BOSTON, MA 


0204140300 Advises that application for license renewal should be 
filed promptly tt carbon copy sent to J Klnneman, in response 
to 02O21S Itr 

MARTIN, T T Division of Engineering i< Technical Programs 02/04/00 
HALLI6EV, R Massachusetts, Btate of, Ip 12662,300 


DOCKETED ITEMS 
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— SS04140303 Reipondc to 8S0104 1 tr r* licen«e opiration Application for 
dlPferftnt llcanse to Include matl covered bg Licenee SNH-eaS 
to be sent within 2 whs 

HALLI6£Y<R ti Massachutettsi State of 82/02/18 Region It 
Office of Director Ip I2i62 209 


—0204010440 Reiponde to NRC B202I4 1 tr re violations noted in IE Insp 
Rept 70-1113/02-02 CoTroctive actions aieetings scheduled on 
120-dag cgc 1 1 > aspec ial 1 g during times of gear when personnel 
availabil i t V could be limited 

VAUOHAN.C M Oeneral electric Co 02/03/11. OIBSOM,A F 
Division of Engineering S< Technical Programs 3pp 12483 205 


DOCKET 70-1060 FLORIDA, UNIV OF, OAINESVILLE, FL 


8304210501 Addl response to FOIA request for 15 categories of documents 
r« UCLA license renewal Forwards documents listed in App A 
App B documents partlallg withheld (ref FOIA Esemption 4) 

FELTON, J M Division of Rules and Records 01/11/10 POLLOCK, M 
Committee to Bridge the Gap 3pp 12794 090 24X 

Flche SO-000, Gt/11/10, 0204210501 


—8204010462 Forwards IE Insp Rept 70-1113/82-02 on 020120-22 & notice 
of violation 

OtBSON, A P Division of Engineering b Technical Programs 
02/02/10 L0N9, J A Oeneral Electric Cn Spp 12485 208 


— 0204010467 Notice of violation from insp on 830120-32 

* Division of Engineering & Technical Programs 02/02/10 Ip 
12405 290 


— 8304210590 Forwards IE Insp Repts 50-003/75-02,70-0462/75-01, 
70-0049/75-01 b 70-1068/75-02 on 750324-26 No noncomp llance 
noted 

HOSELEViN C Region 2, Atlanta, Office of the Director 75/04/23 
CHEN,W H Florida, Univ of. Oalnesvllle 2pp 12794 093 24X 

Fiche 50-000,01/11/10,0204210581 


—0204210599 IE Insp Repts 50-083/75-02,70-0462/75-01,70-0049/75-01 b 
70-1060/75-02 on 750324-26 No noneomp I lance noted Major 
areas inspected procedures, reac tor thermal output b nuclear 
matl depletion b production 

HODOEBi J W Region 2, Atlanta, Office of the Director 75/04/22 
3pp 12794 097 24X Fiche 50-000,81/11/10,0204210501 


DOCKET 70-1075 CHICAGO, UNIV OF, CHICAGO, IL 


8204300223 Ack receipt of 820419 Itr informing NRC of steps taken to 
correct violations noted in IE Insp of Licenses 12-00509-03, 
12-01721-02 !. 8NM-1027 

WIEDEMAN, D 0 Region 3, Office of Director 82/04/27 DAM, K H 
Chicago, Univ of Ip 12091 345 


— 82043C0233 Responds to NRC 820323 Itr re violations noted in IE insp 
of Licenses 12-00309-03,12-01751-02 b SNM-1027 Corrective 
actions human use of radioisotopes committee will meet four 
times each gr 

GREENLEAF, C Chicago, Univ of 02/04/19 NIEDEMAN, D 0 Region 
3, Office of Director Ip 12091 346 


— 02D43OD236 Requests el tens ion from 820403 to 0505 for preparing 
response to notice of violation re IE insp of License 
12-00309-03 

GREENLEAF.C Chicago, Univ of 82/03/23 NIEDEMAN.DO Region 
3, Office of Director ip 12891 348 


— 0204010471 IE Insp Rept 70-1113/82-02 on 820120-22 Noncomp 1 ianc e noted; 
failure to conduct safety council meetings ui/no mere than 
120-daij interval between meetings 

CORYELL, 0 P , MCALPINE.E J Division of Engineering b Technical 
Programs 02/02/09 4pp 12405 291 


8204210538 issues Amend 24 to License 8NM-I097 incorporating 
radiological contingency plan Amend o f f ec ti ve within 90 
days Evaluation of contingency plan enc 1 

PAGE, R 0 Uranium Fuel Licensing Branch 02/03/29 VAU8HAN,C M 
Oeneral Elec trie Co. 4p p 12011 169 


8204150357 Ack receipt of 820311 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70—1113/01—14 
Enel re actions to be implemented by GE withheld 
<ref 10CFR2 790) 

0L8HINSKI, J A Division of Engineering b Technical Programs 
82/04/02 LONG, J A General Electric Co 2pp 12683 077 


8204230436 Discusses 020401 meeting re issues of mutual interest 
concerning NRC insp program 

O'REILLY, J P Region 2, Office of Director 02/04/07 LONG, J A 
Oeneral Electric Co ip 12814 242 


8204230375 Forwards IE Eafeguards Insp Rept 70-1113/02-07 on 020315-10 
No noncompliance noted 

GIBSON, A F Region S, Office of Director 02/04/08 LONG, J A 
Oeneral Elec trie Co 2pp 12013 217 


— 0204230380 IE Safeguards Insp Rept 70-1113/02-07 on 820408. No 
noncempliance noted, Major areas inspected measurements, 
measurement control program b followup on previous insp 
findings End withheld (ref 10CFR73 21) 

BATES, J M . MCALPINE.E J Region 2, Office of Director 02/04/07 
ip 12813 219 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC , WINDSOR, CT 


8204190144 Issues Amend 33 to License 8NM-1067, incorporating 
radiological contingency plan per 011204 application 
PAGE, R 0 Uranium Fuel Licensing Branch 02/03/26 LICHTENBEROER 
Combustion Engineering, Inc 2pp 12731 322 


—8204190140 Safety evaluation supporting Amend 33 to License SNM-1067 
incorporating facility radiological contingency plan 
LONG, j T Uranium Fuel Licensing Branch 82/03/26 4pp 
12731 324 


DOCKET 70-1113 OENERAL ELECTRIC CO , WILMINOTON, NC 


8203290191 Forwards IE Safeguards Insp Rept 7O-U13/02-O5 on 
820223-26 No noneomp 1 lane e noted 

GIBBON. A F Division of Engineering b Technical Programs. 82/03/12 
LONG, J A General Electric Co 2pp 12429 316 


820428053? Forwards negative declaration b EIA re amend to License 
SNM-1097 Amend concerns expansion b mods to U hexafluorida 
to U dioxide conversion lines b for const b operation of 
replacement Inci nera tor 

PAGE, R 0 Uranium Fuel Licensing Drench 02/04/00 UAUOHANiC M 
Oeneral Electric Ce Ip 12070 170 


— B204280S42 Negative declaration re expansion of b mods to U 
hexafluoride to U dioxide conversion lines b const of 
rep lacemeitt incinerator, 

PAGE, R 0 Uranium Fuel Licensing Branch 02/04/00 2pp 
12870 171 


— 0204200346 EIA re amend to License eN)1-1097. 

• Uranium Fuel Licensing Branch 82/04/30 96pp 12876' 173 


8204200402 Notifies of issuance of Amend 25 to License 8NM-1097i 
authoriiing use of new ine inera tar, su t j to listed 
eond itions 

PAGE, R 0 Or an 1 urn Fuel Licensing Branch. 82/04/13 VAUGHAN, C M 
Otneral Electric Co 2pp 12004 200 


— 82D3290I94 IE Safeguards Insp Rept 70-1113/82-05 an 820223-26 
Mo noncompl lance noted Major areas Inepec ted. facll Ity 
O'rg^nl latlorif mgt of natls control control! w 

followup on unresolved items End withheld (ref iOCFR2, 790). 

JONES, D W , RICHARDS, D L , MCALPINE, B J Division of Engineering b 
Technical Programs 82/03/12 Ip 12429 310 


8204010127 Ack receipt of IE Insp Rept 70-1113/02-04 on 020817-19 No 
proprlotoru info 

VAUGHAN, C M Oeneral Electric Co 02/03/16 GIBBON, A, F. Divisic 
of Engineering b Technical Programs Ip 12470.031 


02O4OIO4S5 Ack receipt of 020311 Itr ***'•'* 

correct violation noted in IE Insp Rept 70-1113/82-02 nn/nm/ia 
GIBBON, A F Division of Bnglnssrlng b Technical Programs 02/03/18 
LONG, J A Oeneral Electric Co Ip 12483.204 


— 0204200406 Safety evaluation eupportlng Amend 25 to Licenee BNN-1097. 
BIDINOER. G H , CROW, U T Uranium Fuel Licensing Branch 82/04/13. 
7pp 12804’ 202 


8204230363 Forwards IE Safeguards Insp Rept 70-1113/02-09 on 
820322-26. No noneomp llance noted 

GIBSON, A F Region 2, Office of Director 82/04/13 LONG, J A 
Oencrel Electric Co 2pp 12813 276 


— 8204230369 IE Safeguards Inap Rapt 70-1113/82-09 on 820322-26 
No noneomp 1 ianet noted. Major areas Inipcc ted:rtcordi & 
repts End withheld (ref 10CFR73 21). 

LANKFORD. J. B. , MCALPINE, E J Region 2, Office of Director. 
82/04/13 Ip. 12813 278 
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B304330ai5 Acli rcttijit ot B20409 Hr Informing NRC of ttopt taken to 
correct violation* noted in IE Inep Rept 70-1113/82-01 
OLSHlNSKIiJ A DtvUlon of Engineering ti Technical Prograci* 
82/04/19 LOMOivf A Oeneral Electric Co Ip 12816 093 


— 8204230319 Reipond* to NRC B20316 Hr re violation* noted in IE Insp 
Rept 70-1113/82-01 Corrective actions U heiafluorlde 
procedures to be Incorporated in *y* by B30601> equipment 
procedures by 821001 b training completed by 820615 
VAUOHAN.C H Oeneral Electric Co 82/04/03 OLBHINSKIol A 

Division of Engineering b Technical Programs 4pp 12916 0S4 


— 8204230323 Responds to request for addl Info re emergency response tram 
iflre brigade) training Emergency response team listing) 
training dates b eiercise description for 1981 end 
VAUOKAN.C M Oeneral Electric Co 82/02/23 OIBSON, 0 T Region 
2< Office of Director 9pp 12816 096 


—8204230324 Forward* IE Insp Rept 70-1113/82-01 on 820118-21 b notice of 
violation 

DLSHINBKIiJ A Division of Engineering b Technical Programs 
82/03/16 LONO.J A General Electric Co 2pp 12S16 067. 


— 8204230325 Notice of violation from insp on 620118-21 

« Division of Engineering b Technical Programe 82/03/16 Ip 
12816 069 


— 8204230327 IE Insp Rept 70-1113/82-01 on 820118-21 Noncoinpl lance noted 
fire vehicle Inadequately equipped & emergency personnel 
initial training incomplete 

OiesON.O T . REHNICH.R K . JENKINS, 0 R Division of Engineering b 
Technical Programs 82/03/12 7pp 12816 070. 


DOCKET 70-1143 ME8TINCHD08E ELECTRIC CORP , PITTBBUROH, PA 


B204290173 Advises that B20216 application for Amend 4 to License 
SNH-1120 Is approved Amend permits retention of residual 
Pur contained in packaged uaste, on closed transport vehicle 
located outside confines of bldgs u/Ilcenscd activities 
rouse, L C Advanced Fuel b Spent Fuel Licensing Branch 02/03/26. 
NAROIiA J Nestlnghouse Electric Corp Ip 12892 142. 


— 8204290184 Amend 4 to License BNH-1143 for Uestinghousc, permitting 
retention of residual Pu, contained In packaged uaste, on 
closed transport vehicle located outside confine* of bldg 
housing licensed activities 

ROUSE, L C Advanced Fuel b Spent Fuel Licenelng Branch 82/03/26 
NARDIiA J Nestlnghouse Electric Corp. 6pp 12892 143 


-8204290192 Sefety evaluation supporting Amend 4 to License 8NH-1120. 
KRATZKEiR T Advanced Fuel b Spent Fuel Licensing Branch 
82/03/26 2pp 12892 149. 


8204260072 Request* Region 1 perform radiological survey of 
Mestlnghouse former advanced reactor dlv Pu lab b adjacent 
area* in Bldg 7 

ROUSB'L C Advanced Fuel b Spent Fuel Licensing Branch. 82/04/09 
KEIHlOtR R Division of Project b Resident Programs Ip 
12847 329 


8204300375 Forwards IE Insp Rept 70-1143/62-01 on 820310-11 No 
noncompllance noted 

MARTIN, T T Division of Engineering b Technical Programs 82/04/15. 
JACOBI, UM. Hestlnghbuse Electric Corp 2pp 12888' 037 


—8204300378 IE Insp Rept 70-1I43/B2-01 on 020310-11. No noncompllance 
noted. Major area* inspected' 1 Iquld waste, decommissioning 
activities, source leak test, b loassay training b shipment 
of radioactive matl 

CLEMONS, P , KNAPP, P J Division of Engineering b Technical 
Programs 82/04/13. 3pp 12888 039. 


DOCKET 70-1191 MESTINONaUSE EUCTRIC CORP , PITT9BUR0H, PA 


6204010069 Issue* Affland 9 to License 8NM-1107, Ineorporat ing 
radiological contingency plan Into license 

PAOE>R. S, Uranium Fuel Licensing Branch. 02/03/12, NARDItA J, 
Hesttnghouia Electric Corp. 2 pp, 12489:333. 


■82040100B7 Safety avaluotlon supporting Amend 9 to Lie ansa BNM-’ii07 
Incorporating radiological contingency plan into Itcansa 
DECKER, T< R Uranium Fuel Licenelng Branch S8/Q3/13 3pp 
ia4B9 339. 


8204120023 Advises of forth coning refund re Amend 8 to License 
8NM-1107 

MILLER License Fee Management Branch. 82/04/09, NARDI.AJ J 
Ns* ting house Electric Corp Ip. 12692:283, 


8204190439 Forward* IE Safeguards Insp Rept 70-1191/82-09 on 820308-12 
No noncomplianco noted 

OIBSONiA F Division of Engineering b Technical Programs 82/04/07 
D'AMORE, H Nestlnghouse Electric Corp 2pp 12684 232 


— 8204190437 IE Safeguards Insp Rept 70-1191/82-05 on 820306-12 No 
noncompllance noted Major areas inspected statistical 
controls associatad u/nuclear matl accountability Details 
withheld <rdf tOCFR2 790) 

JONES.D N , MCALPINE.E J Division of Engineering b Technical 
Programs 82/03/30 Ip 12694 234 


8204260487 Advises that License BNH-1107 amended to Include dates of 
820129 b 0216 to authoriic disposal of matl containing trace 
quantities of enriched U 

PAGE, R 0 Uranium Fuel Licensing Branch 62/04/08 NARDItA J 
Meetinghouse Electric Corp 2pp 12862 216 


— 8204260493 Safety evaluation supporting Amend 10 to License 8NM-I1D7 
BIDINOER.O. N , CRQU, M T Uranium Fuel Licensing Branch 62/04/08 
2pp 12862 216 


DOCKET 70-1196 NEM YORK, STATE OF* NEW YORK, NY 


8204190397 Responds to 820217 Hr describing actions taken re 
contamination survey* & decontamination of seven containers 
located at former Pu storage facility In West UsU*y,NY, 

Identified in 011217 Itr Containers may be released 
HAYNES, R C. Region 1, Office of Director B2/04/09 CASKHAN, T J 
New York, State of, Energy Rasearch b Development Administration 
Ip 12728 294 


— 8204190359 Discusses disposal b decontamination of seven contointit 
located at former Pu storage facility Enc I rept should be 
reviewed re release of containers for unrestricted use or 
disposal 

DEBOER, T K New York, State of. Energy Research b Development 
Administration 82/02/17 HAYNES, R C Region 1, Office of 
Director 4pp I272S 295 


DOCKET 70-1193 KERH-MCOEE NUCLEAR CORP , OKLAHOMA CITY, OK 


8204220649 Confirms 820311 discussion re vendor Intent to provide 
supplemental Info for contaminated liquid vol reduction 
Add! required Info listed 

ROUSE, L C. Advanced Fuel b Spent Fuel Licensing Branch 82/03/10 
SHELLEY, W J Kerr-McOee Nuclear Corp Ip 12830 362 


8204290194 Correction to application for amend to License 8NHI-kl/4 
requesting authorliatlon to use ion exchange column for 
removing Pu contamination from waste cleanup solutions Both 
ion exchange glove boxes should be included in amend 
SHELLEY, W J Kerr-McOeo Corp 82/03/24 ROUSE, L. C Advanced Tv# i 

b Spent Fuel Licensing Branch Upp. 12892 IBS 


B204190229 Forward* safety evaluation supporting Amend 5 to 
License 8NM-1 174 re radiological contingency plan 
ROUSE, L C Advanced Fuel b Spent Fuel Licensing Branch 62/03/30. 
SHELLEY, H.J. Kerr-McOae Nuclear Corp 2pp 12731 233. 


—8204190268 Safety evaluation supporting Amend 9 to License 9HH-I174, 
incorporating radiological contingency plan as license 
condition 

FISHER, F D. Uranium Fuel Licensing Branch. B2/03/30. 3pp 
12731 '239 


8204290637 Forward* App D as part of renewal application for License 
8NM-lt74f containing annual oparatlng rept for 1982, including 
financial Info 

BHELLEY.M, J Kerr-HcOee Corp. 82/04/02 ROUSE, L. C. Fuel 
Reprocess, b Recycle Branch (Pre 790727) ip 12898 149 


8204270409 Forward* IE Insp Repts 70-0929/82-01 b 70-1193/02-01 on 
620309-12, No noncofflp 1 lane a noted. 

ROY, 0 M Division of Englnearing b Technical Programs, 82/04/08 
BHELLEY.M J Kerr-McOea Nuclear Corp. 2pp. 12848' 172. 


“8204270416 IE Insp Rapt* 70-0929/82-01 b 70-1193/62-01 on 620309-1 B be 
noncompllance noted. Major area* inspected * organllatlon, 
operatione review, radiation protection, internal audits, 
training b emergency planning 

PECK, C. C. Division of Engineering b Technical Program* 62/O4/0i 
9pp. 12848:174. 


^01 DABCOCK <1 WILCOX CO , LyNCHDERO. VA 


(farmart* rtsponst tp 020284 Itr riqutctlng approvpl to u&b 
llontp papRT f’ormat In priparlng ttailgn info 
Zire in plac« of IAEA DIO form R»<iueft accaptabU 
F Dlvliion at Safeguard t 82/03/16 FORDi J. T Babcock 

Ip 12491 314 


^equoBtt amend b» procPiaPd to tncorporata raapontt masaurafi 
^0 radiological contlngancv plan Bafaty evaluation 

^ Uranium Fuol Llcanalng Hra-ncb 02/03/23 CRQUi U. T 
j 0 l Llconalng Branch 3pp 12597 101 


—5204230043 Ack rccolpt Of 700602 Itr Informing NBC of itBpP taken to 
cornet Item* of noncoMpllanee from fntp of activities 
conducted under Llcensi SM1-11S4 

BOOKi H E Region 5i Sen Franeitcoi Fuel Facility & Materia iB 
Safety Branch 7B/06/19. DRAVTONi H E. Navy. Dept of. Ip 
12903 340 


-*■0204330045 Sutnmarlies corrective actions taken in response to NRC 
760420 Itr re infraction noted during Insp of License 6 ^tH- 
1194 Pu-23a heet sources removed from svc 1. returned to 
sponiorlng agency 

SARVISiR U Navy.Ocpt of 70/06/02 Region 5. San Francisco. 
Office of the Director Ip 12905 341 


f asues Amend 15 tn License BNM-116B. i near p ora t ing 
>al contingency plan as license condltinn 

Uranium Fuel Llcanslng Branch 82/03/24 lEFF.D U 
Ullcoi Co 2pp 12011:076 


% Safety evaluation supporting Amend 19 to License 8NH-1160 
>atlng radiological contingency plan as license 

j’fe 

F Uranium Fuel Licensing Branch B3/03/24 3pp 

/a 


norwards IE Insp Rapt 70-1201/02-04 on 020308-12 No 
pnee noted 

f'. Division of Engineering 6 Technical Programs B2/03/29 
Dabcock h Uilcos Co 2pp 12813'051 


g IE Insp Rept 70-1201/62-04 on 02O3OS— 12 No noncamp I lance 
■jor areas inspected, orgenliatlon. safaty cammltteet. 

review li audlt.Part 21 imp 1 enentatlon. cr i tlca 1 1 ty 
1 plant nperetlons 

t- • MCALPINE'E U. Division of Engineering i< Technical 
I 02/03/26 Spp 12613-053. 


'aruards IE Info Notice 02-10. "Following Up Symptomatic 
I Assure Resolution of Pro-bltm. " 

f. P Region 2. Office of Director, 62/03/31 UHRIO.R.E, 
■ wer t< Light Co 4pp 12670 005 24X 

too, 02/03/31, 6204140435 


— 0204830047 Forwards notica of violation from insp on 770420-21, 
ENOELKEN.R H Region 9i Ban Francisco. Office of the Dirseto-r 
7S/04/2B DRAYTON. H £ Navy, Dept of 3pp 12905 342 


— 6204230049 Notica of violation from insp on 7B0420-81 

* Region 9. Ban Francisco, Office of the Director 76/04/20 ip 
12909 344 


— 6204230053 Confirms util commitment to corrective actions In responsr 
to Insp on 780420-21 Encapsulated Pu-23B sources will be 
removed from svc using radiation procedores described on 
tfSt program 

ENOELKEN, R. H Region 9, San Francisco, Office of the Director 
76/04/26 DRAYTON, H E Navy. Dept of Ip 12903.349. 


— 9204230057 Informs that leak tost performed on Pu-230 heat sources 
detectsd leekage from one source No detectable contamlnat ion 
of equipment facilities or personnel resulted 

bourbon, C F Navy, Dept of. 01/09/81 Licensing Hanegemcnt 
Branch 2pp 12905 347. 


— 8204230059 Amend 13 to Dept of Navy, Naval Ocean Sys Ctr license, 
providing for Pu sourci leak tests 

OUINN.P R Licensing Management Brench 81/07/27. 4pp 
18908:349 


— 0204830063 Amend 11 to Dept of Navy, Naval Ocean Sys Ctr license, 
changing Items 6 , 7 ti 6 re possession of SNM, Including Pu-23/ 

Sc V-337 

« Licensing Management Branch. 60/03/06 Ip, 12909’ 353 


116 NAVY. DEPT OF, 8 AM DIEOO. CA 


wiponds to FQIA request for doeuments re AEC license 
s-mtlons from 1946-19811 qua 1 1 ty I. quantity of 
Itposed Sc related info Forwards documents listed 

I Division of Rules and Records Bl/Jl/lO, HESTLAKErH 
Constructions 2pp 12909 863 


Forwards insp rept of actlvltlai under License SNH-il34 
O S' supporting matl for review of application to 
c ense. W/o end, 

IR Atomic Energy Commission, 70/04/30 LAYFIELD, fl L 
nergy Commission ip 12905 320 


Forwards licensee response to AEC Itr re Insp on 700310 
^Isfactory. 

- Atomic Energy Cocnmlsiion. 70/03/31 RtlEDERi.J R 
Tiergy Cocnmisslon. ip, 12909 321 


Advisee that application to amend License 8NI1-1154 has born 
4 to cover possession of Pu'*S39 counting sourcetr 
rise to 700317 Itr 

W. U Navy Dept of. 70/03/86. Atomic Energy 
<ln Ip 1290S 322 


Requests written response to item of noncompliance noted 
riBp of activities conducted under License SNM-1134 
Counting stds poasessed w/o authorisation 
hf. Atomic Energy Gommltsloii 70/03/17. BISHOP, C.B 
t. of 2pp 12909.383 


— 0204230066 Amend 9 to Dept of NavyiNaval Ocean Oys Ctr license changing 
Item B re R&D activities tc Instrument catibr 
BROUN, 0 fl Licensing Hanagemont Branch 76/11/16 Ip 
18909 395 


— 6204830070 Amend 6 to Dipt of Navy, Naval Ocean Sys Ctr license changing 
aubl terns 6 A It 7 A for use of 08 g Pu~236 as oxide pellets & 
deleting Subitems 6 . 6 Ic 7 B 

BROWN, vf K Radioisotopes Licensing Branch (Pr# 790901), 70/01/05 

tp 12905 396 


— 0204230074 Amend 7 to Dept of Navy, Naval Ocean Sys Ctr llcensa. 
changing licensee name Ic address 

BASSINrN RadiolsO'topes Licensing Branch (Pre 790901) 77/09/12 

Ip 12905 357 


— 8204230079 Amend 7 to Dipt of Navy Naval Undersea Ctr 1 1 cense. chang Ing 
Item 4 expiration date to 790931 b Items 7 tc S re max 
quality of SNM autborlisd. 

DRAOOMETTE, K. Atomic Energy Commission 79/03/13 ip 
12909 398 


— 6204230060 Amend 6 to Dept of Navy. Naval Understa Ctr 1 1 cense, chang Irig 
Items 7 & B re cnex quality of SNM ti authorlied use 
DAVIS. F C Atomic Energy Commission. Dlroctorate Of Licensing. 
74/04/03 tp 18905 399 


— B204330066 Amend 0 to Dept of Navy. Naval Undertaa Ctr 1 Icansa. chang ing 
llqansa In Its entirety 

DRAOONETTE, K. 8 Atomlt Energy Commission 79/13/01 3pp 
12905 360. 


Discusses insp of Llcanset 04-13499-01.04-13492-01 b 
No health or safety preblemo dlsclootd. 

Atomic Energy Coinnlsslon. 70/03/17. BOQK.H E. Atomic 
^mmlsilon tp. 18909:380. 


Dlscustes 700310 Insp of attlvitlso conducted under Licenses 
•'01.04-13492-01 b 8 NH -1 164. Related Info end 
BOOKjH. E Atomic Energy Commission. 70/03/17, Atomic 

^mmlstlon 14pp 12909:386. 


— 6204330038 Advises thet risubmitted Ssctlon 2(c} of 61OS10 renewal 
application for Llcenoe 6Mi-1194 is accep table. Rslated info 
end. 

OROWNj J. H Procedure! 6 Certiflcetlon Branch. 01/06/04 
HICAEY. J. Material Control 6 Accountability Devalapmant Branch. 
6 pp, 13906 >001 


— 6204330076 Forwards supplemental Info In support of renewal of License 
8NM-1194 N/o end 

MOBRIB.W.J Navy.Dept of 61/09/21. Material Control Llcenslno 
Branch Ip. 12906.014 
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— 820^330099 ForwjrJ* r^vls^d Parsgr^ph 2C re 800403 r»<iue*t for reneua) 
of Lle*n«« SNM~H94 

HURTON. D B Nivy<Dipt, of 8t/0S/18 Division of Fool Cucle b 
Matarlal Safety 12pp. t290<b 010 


— 8204230103 Requette ailill info re submitted Section 210 of reneual 
application for 5NK-1194 Mare detail required for fuel 
clad assemb ly 

BROWNj J M Procedures b Certification Branch BI/03/13 HICKEVi J 
Material Control Licensing Branch Ip 12906 027. 


— 8204230107 Ap pi I cation for renewal of License SNM-H34 

SMITH, R H Navy, Dept of 80/06/20 Material Control Licensins 

Branch 12pp 12906 030 


— 62042301 12 Forwards application for renewal of License SNM-1154 Related 
matl end 

DRAVTON, H E Navy, Dept of 80/04/03 Licensing Management 

Branch lOpp, 12906 043 


— B204230135 Forwards application to amend License 8NM-1154, 

SMITH. R H Navy, Dept of 80/11/07 Licensing Management 

Branch Ip 12906 124 


— B204330137 Application to amend Licence SNM''1134 to include addl 20 mCi 
Pu‘'23B to develop calibr eource for Eberllne Stablieed 
Assay Meter Model RO-20 probe 

MORTON'i 0 B Navy, Dept of 80/10/23 Licensing Management 

Branch ^PP 12906 129 


— 8204230139 Requests addl Info in support of request for renewal of 
License SNM-1194 Surface contamination limits should be 
modified to meet NRC requlremcnte 

BRDNN>J M Llceneing Management Branch 80/12/02 
Mavy,Dept of 2pp 12906 127 


— 0204230196 License BNM-1154 for Dept of Navy, Naval WniforsBa Heseorch h 
Oevalopment Ctr, author! zing use of 16 g Pu per 690926 
application 

LAVFIELD. R L Atomic Energy Commission 70/02/10 Bpp 
12706 164 


— 8204230162 License 8NM-1154 for Dept of Navy, Naval Undersea RbD Ctr, 
authorizing use of 16 g Pu encapsulated as Pu/Ba neutron 
source, 10 g U-RS? as solution b t07 g as metal foil for 
storage, per 690B1B application 

LAVFIELD, R.L Atomic Energy Commission 69/09/26 ip 
12906 166 


— 8204230160 Endorses enc 1 application to amend Licenses 04-09414-03, 
04-0964 3-02, 04-03649-04, 04-13499-02,04-13475-03, 04-13499-09, 
04-13493-06, SNM-1194 b SUB-ll 13 

JOHANNEBMEyER, C Navy, Dept of 77/04/21 Radioisotopes 

Licensing Branch tPre 790501) Ip 12906' 167. 


— 8204230179 Rcqueets amend to Licenses 04-09414-03,04-03643-02, 
04-09649-04,04-13493-02, 04-13499-03,04-13495-09,04-13499-06, 
SKM-1154 tt aUB-1 i 13, ref I ect log organl zatl onal change to 
Navel Ocean Eye Ctr 

ABDEV.EK Navy, Dept, of 77/04/13 Division of Fuel Cycle k 

Material Safety Ip 12906' 168 


— 8204230182 Forwarde appllcatloTi to amend License BNM-1134 

SMITH, R H Navy, Dept of, 79/09/28 Licensing Management 

Branch Ip 12906 137. 


— 820423'OlBa Application to amand Licenses 04-05414-03,04 -05649-02, 
04-03649-03, 04-13493-02,04-05649-04, 04-13499-09, 04-13493-06, 
49-16357-03, BUB-1113 b SNM-1 1 94, ad d ing NC Salsbury b J 
Rodriquez as radiation officers 

DRAVTOMjH E Navy, Dept of 79/09/19 Ip 12906 138 


— 8204230192 Forwards licensee request , cane e 1 Inp application to use 
10 g PU-23B under License 8NM-1 194. 

HENDRIX.O. H Navy, Dept of 76/09/20 Licensing Management 
Branch Ip 12906 169, 


— 8204230199 Requests cancelation of 760715 request to amend license 
to include paesession b use of addl 10 g Pu-S38 to be 
contained in nuclear battery source 

OILCHRISr,R a Navy, Dept. of. 76/09/07 Division of Fuel Cycle 
b Material Safety Ip. 1S906' 170 


—8204230200 Requests addl info in support of 760810 application to 
amend License 8NM-lt94. Info required re nuclear battery b 
Douglas Nuclear heat source. H/o enc 1 guidance. 

BROWN, J.M Radioisotopes Licensing Branch (Pr# 790901) 76/09/08 

HENDRU.O. NavyrOapt of. tp, 12906 171 


— 8204290001 Forwards application to amend License SNM-1194 requeslinf 
change of safety officer 

JOHANNESMEVER Navy, Dept of 78/01/23 Division of Fuel Cyti* i 

Material Safety Ip 12906 143 


— 0204290009 Application to Amend Llcensei BNM-1 1 34, SUB-l 1 13. 04-05645 
04-05649-04, 04-13495-02, 04-13495-03, 04-13495-05 b 
04-13495-06 adding CF Bourdon b R Prouitt as radiation 
safety officers 

SARVI8, R Navy, Dept of 78/01/10 Division of Fuel Cycle 4 
Material Safety 2pp 12906 144 


— 8204290017 Advises that on 700323 immersion leak tost of two clad 
Pu-238 cermets revealed presence of 1 mCi removable 
contamination Cermets removed from sve 

SARVIS, fi W Navy, Dept of 7B/07/17 Division of Fuel Cycle b 
Material Safety Ip 12906 146 


— 6204290028 Forwards application to amend License &NM-11S4. 

JOHANNESMEYER Navy, Dept Of 77/12/12 Division of Fuel Cycle 4 
Material Safety Ip 12906 147 


— 8204290033 Application to amend License BNM-11S4 authorizing 
possession of 88 g Pu-238 as aside pellets 

BARVIB.R W Navy, Dept of 77/11/09 Division of Fuel Cytle 4 

Material Safety Spp 12906 148 


—0204290037 Amend 5 to Dept of Navy Naval Facilities Engineering 
Command Lie ense, chang ing Items 7 b S re max quantity of SNM 
possessed b authorized use, respectively 

LAVFIELD, R L Atomic Energy Commieslon, Directorate of Licensing 
72/IS/22 2pp 13906 156 


— 8204290040 Amend 4 to Dept of Navy Naval Facilities Engineering 
Command license changing Items 7 b 8 re max quality of SNH 
authorized for possession b authorized us e, respective ly 
LAYFIELDiR L Atomic Energy Commission 71/11/08 8pp 
12906 ISS 


— 8204290044 Amend 3 to Dept of Navy Naval Facilities Engineering <,eea.,i 
1 Icense, chang ing Item 8 re authorized use 
LAVFIELD, R L Atomic Energy Commission 71/04/23 Ip 
12906 160 


— 8204290049 Amend 2 to Dept of Navy Naval Facllltiee Enginearlng Ceauii'f 
1 Icense, chang Ing Items 7 b 8 re max quantity of 8NM 
authuriied for possession b use, respectively 
LAVFIELD, R L Atomic Energy Commission 70/07/09 Bpp 
12906 161 


— 8204290037 Requtsts addl info In support of 6909S6 application to aaerj 
License SNK-1194 More detailed description of chemical b 
physical characteristics of Pu-238 mlcrospheree required 
HAHMDN, D. F Atomic Energy Commission 69/11/07 JONES, T F 
Atomic Energy Commission Ip 12906 294 


— 8204290401 Endorses end application to amend License aNH-1154. 

HENDRIX, 0 W Navy, Dept, of 76/08/10 Radioisotopes Licensing 
Branch (Pro 790501) Ip 12906,172 


— 8204290414 Application to amend License SNM-11S4 to include possessisn 
b use of 10 g PU-33S contained In nuclear battery power 
source, Desc rlption of source b test program end 

COULTER, » W Navy, Dept of 76/07/19 Division of Fuel CyzU 4 
Material Safety Spp 12906 173 


—8204290422 Endorses end application to amend License SNM-1 154 K/o 
end. 

ZIMMER, 0 W Navy, Dept of 75/04/30 Licensing Menageman't 

Branch Ip, 12906 178 


— B204290430 Provide* addl info re tidal area tests, in response te NRC 
790313 request for addl info re application to amend 
license Procedure subml tted, pend ing reaffirmation of 
location. 

COULTER, 0. W, Navy, Dept of 79/04/07 Licensing Management 
Branch Ip 12906 179 


—6204290434 Requests addl Info re application to amend License BNH-1J5*, 
authorizing use of source containing 26 g Pu-238 for us* In 
tide area cage End open top of gate requires clarification 
W/o sncl 

DRACaNETTE, K. Licensing Management Branch, 79/03/13 
Navy, Dept of, 2 pp 12906 180 


—8204290440 Endorse* snd application for license renewal 

ZIMMER, O.W Navy,Dapt of, 79/03/12, Licensing Management 
Branch ip, 12906; 182. 
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— 6204290446 Application to roniw Llcent* SNH-11S4 Supporting info end 
V£HAR> K E NavgtDept of 73/02/04 Llceneing Hanagentnt 
Branch 12pp 12906 103 


--8204290452 Renuaat* License* 04-13498-02 St SNM-1154 be *« tended 90 days 
to allovi adequate revleu time for license reneual 
application* 

COULTERt 0 U NavyiDept of 78/02/12 Licensing Management 
Branch Ip 12906 198 


— 8204290460 Endorses end application to amend License SNM-1194 

CARLTONt R E NavyiDept of 74/12/16 Atomic Energy Cotnmlssloni 
Directorate of Licensing Ip 12906 196 


— 8204290464 Application to amend License SNM-i 194i author 1 1 ing use of 
61 g Po-236 for marine environ tests 
VEHAR.H E Navy, Dept of. 74/12/03 Ip 12906 197. 


"S204290473 Application to amend License SNH-11S4 to authoriie 
possession Si use of 26 g Pu-238 for environ test of clad 
pur* Pu oxide fuel Supporting info end 

COi/LTERtO U NavyiDept of 74/11/11 Atomic Energy Commission 
6pp 12906 190 


— 8204290477 Endorses end application to amend License 8NM-1194 

CANS, 0 M NavyiDept of 74/01/08 Atomic Energy ConimisBloni 
Directorate of Licensing ip. 12906 204 


— B2042904B1 Application to amend License BNM-1 184, request ing deletion of 
1 . 8 g U-233 & authorliing possession ti use of 82 g P~23B as 
pure Pu oxide 

COULTER, D N NavyiDept of 73/12/26 Atomic Energy Commission 
ip 12906 208 


"6204290487 Forwards application to amend License SNH-11S4 

CARLTDNiR E NavyiDept of 72/11/28 Atomic Energy Comolssion 
ip 12906 206 


—8204290490 Application to amend License 8NM-t 184, de leting 20 g Pu-23B 
as molybdenum dad cerments , reduc ing Pu encapsulated as 
Pu-De sources to 16 g i< authorliing use of 30 g Pu-23B 
OAUTIERiR H NavyiDept of 72/11/03 Atomic Energy Commission 
Spp 12906 207 


--8204290S06 Forwards application to amend License 0NM-tlS4 

CARLTON, R E NavyiDept of 71/10/07 Atomic Energy Commission 
ip 12906 213 


•8204290812 Application to amend License 8NM-1 lS4i au thori I ing use of 
Pu-239 beryllium sourcei reducing quantity of Pu-239 
molybdenum dad cerments to 20 g & adding WW MacKeniie as 
authorised user 

VEHARiM E NavyiDept of 71/08/31 Atomic Energy Commission 
4pp 12906 214 


— 8204290817 Forwards application to amend License SNM-11S4 

CARLTON, R E NavyiDept of 71/09/18 Atomic Energy Commission, 
ip 12906 218 


— 8204290323 Application to amend License SNM-1 184, ex tending environ 
tests of U-Zlrconluffl fuel element sections to include 
segments of irradiated reactor fuel elements Related info 
tnc 1 

VEHARiM E NavyiDept of 71/08/30 Atomic Energy Commission 
7pp 12906 219 


— 8204290530 Forward* application to amend License 6NM-1154. 

UDNESiT F NavyiDept of 71/04/14 Atomic Energy Commission 
ip 18906- 226 


— 0204290944 forwards notice of violation from Intp on 780617 le 16 
ENOELKENiR H Region S, Ban Francisco, Office of the Director 
79/06/30 OlLCHRlBTi R. B. Navg,0ept. of 2pp 12906 243. 


— 8204290849 Notice of violation from Intp on 7S0617 l< IB Noneompl ianee 
noted failure to establleh procedures for safely opening 
packeges containing liceniad matl h possession of Pu in 
excels of authorlied limits, „i • 

* Region S, Ban Francisco, Office of the Director 75/06/30 ip. 

12906- 248 


— 9204290581 Endorsee end application to amend License 8MM-1194. 

JDNESi T. F NavyiDept of 70/04/24. Atomic Energy Comml salon, 
ip. 12906 246 

— 8204290585 Application to amend License aNM-liS4 to permit possessliin 
(i use of 1 mCl Pu-239 as plated alpha sourcei 
MACKENZIE. H U NavyiDept of 70/03/27, Atomic Energy 
Comnisiion Ip 12906 247. 


— 8204290597 Forwardi License BNM-1194, amended in Its entirety W/o end 
LAYFIELDiR L AtoMie Energy Commtislon 70/02/10. JONES, T.r. 

Navy, Dept of Ip 12906- 248 


•8204290560 Forwardi responee to 691107 request for addl info in support 
of application to amend License SMM-1194 

JONESi T F Navy. Dept of 69/12/31 Atomic Energy Commission, 
ip 12906 24? 


— 8204290562 Responds to 691107 request for info In support of 69'0926 
application to amend Lleenee SNM-i 194, Clo sed shuttle tube 
syt is uied to transport samples from radiochemistry hoed 
into reactor after irradiation 

LANOFORDi 0 R NavyiDept of 69/12/19, Atomic Energy 
Commission 4pp 12906: 280, 


8204290052 Amend 1 to Dept of Navy Naval Facilities Engineering Command 
license. Chang Ing Items 6. 7 «< 8 re SNM utili led max quantity 
for possession & authoriied use, r as pec t Iva 1 y 

LAVFlELDi R L Atomic Energy Commission 70/09/19, ip 18906,163 


8204140448 Responds to FOJA request for info i, documents re UB Navy six 
Sr-90 powered redlolsotope thermal generators implantad in 

ocean floor 

FELTON, J M Dlviilon of Rules and Records 01/i2/31 UEBTLAKEiW 
Seaweeds 6 Constructions Ip. 12679 170. 


— 0204140471 Requests NC Salsbury 6 J Rodriquez be added as assistant 
radiation protection officers for Licenses 04-03414-03# 
04-08645-08, 04-09 648-0 9i 04-13498-08,04-08649-04, 04-l349S-0Si 
04-13499-06,48-16399-03, SUB-iH3 *« SNM-l 1 34. 

DRAYTON.K E NavyiDept ofi Naval Nuclear Power Unit 79/09/19 
Division of Fuel Cycle & Material Safety. Spp 12675:196. 


DOCKET 70-1820 OENERAL ELECTRIC CO i SAM JOBE, CA 


8804280634 Forwards Amend 2 to License 8NM-t270, authorizing possession 
of byproducti source & ENM in packages approved per lOCFRTt 
MACDONALD, C, E Transportation Branch. 82/03/20 DAUBONi D M. 

Oeniral Electric Co. ip 12B31 - 336. 


— 8204820639 Amend 8 to License 8NM-lS70i author i t ing possession of 
byproducti source 6 SNM in packages approvsd per 10CFR71 
MACDONALOiC E Transportation Branch. 88/03/80, 2pp, 12831-337. 


8804810018 Advises of correct addressee for future carreipondence re 
License SNM-i870 

CUNNINOHAHi 0 E Oeneral Electric Co. 62/03/30 MACDONALD, G. E. 
Transportation Branch. ip 18818:090 


— 8204890838 Application to amend License aNM-1134, eo thorlling 
performenee of test* on Pu molybdenum cerments Related Info 

COULTER,© W NavyiDept of 71/04/08 Atomic Energy Commission 
7pp 12906 227 


--8804290837 Request* addl paragraph be 
amend License SNM-il94 
JONES. T F Navy, Dept of 70/06/16 
Ip 12906 234 


added to encl application to 
Atomic Energy Commission 


— 8204290540 Application to amend 
(i use of 100 g Pu-230 for end 
solid solution eerment fuel*. 
LANOFORD.O R, Navy, Dept of. 
Commission 2pp 12906,235 


License BNM-i 154, authorli ing 
test program environ test* 

70/05/15 Atomic Energy 


pos set s i on 
of 


DOCKET 70-1837 EXXON NUCLEAR CO . INC , RICHLAND, MA 


0204070616 Issues Amsnd 2 to Liesnse 8NH- 1227# Incorporat ing facility 
radlelegtcal contingency plan as licons* condition. 

PAOEiR 0 Uranium Futl Licensing Branch 62/03/29 HALODY# C. N. 
E|ixon NucLsar Co , Inc. (sub* of Exxon Carp.}, Spp. 12596:319. 


— B2O4O70619 Safety evaluation supporting Amand 2 to License 8NI1-iaB7r 
incorporating facility radiological contingency plan as 
license condition. 

FISHER, F 0. Uranium Fuel Licensing Branch B2/03/89, Spa. 
12596:310. 


0204060037 Forwardi Endorsement 53 to NELIA Policy NF-193, 

NILBONiR, Exxon Nuclear Co , Inc, (evbi of Exxon Corp. ), 88/03/30. 

BALTZMANiJ. Antitrust ti Economic analysis Branch (Utilltu Finance! 
2pp 12353-342 ’ 
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8204aS0SS7 Adylfvt that Licania 8NH-ia27 1« atnandad. Incraailno 
authorUad pataaaalan lli»dt for U to aOiOOO kgi conlalnad In 
u-a3» 

PAOEiR 0. Uranium Fuai Lleintlng Branch 02/04/0^ MA1.0DY. C U 
Elion Nuelaar Ca « Tnc (aubc. of Eiion Corp. ) Ip 12821.276. 


— 8204B20230 Safttv araluatlon approving B202ta application to amind 
Llcania 8NM-1227 to permit ineraaaa oP U to ao# OOO kgj 
contalnad In 11-235'. 

BIDINOER.O H < CR<Hli W. T Uranium Fuel Llcanalng Branch, ea/04/06 
Ip 12621-877 


0204230404 Foruiardi IE Inap Rapt 70-1297/32-03 on 820301-04 No 
noneewplianca noted. 

BOOK.H e Raglan 9. OPplca of Dir actor 82/04/06 HAUDJ>Y>C M 
Elion Nuclear Co. > Inc <tube. of Erxon Corp 1 2pp 12614* 2?B 


—6204230407 IE Imp Rapt 70-1297/82-03 on 820301-04. No noncomplianca 
notfd Hojor araaa j'nfpaetod: organiiatleni facility changaa It 
modat internal audit Ic ravlawt laPatg eommittaa acWvltlaoj 
anplogta training 1< oparatlop raviau 

COOtEY.U J. . BROCKrB.L « THOrfAS. R. 0 Raglon 9. Office of Director. 
82/04/09. llpp 18314' 300. 


DOCKET 70-1271 SANDWICH HIOH SCHOOL. SANDHICM. IL 


8304160462 Dlacutaaa IE Inap of tlcanaa aNH-t283 on 820329 No 
noncomplianca noted. Major araaa Inaptc ted- a tarn of record a. 
proceduraa. eb aerva tlona I. poraonnel Intorvlaua re radiation 

aafotg. 

WIEDEMAN.0, 0. Rogion 3. Office of Director 82/04/09 DUNLOP. T. 
Affiliation Unknown. Ip. 18706 823 


DOCKET 70-1313 CaWTV COLLEOE OF MORRIS. DOVER. NJ 


8204090310 Dlacuaoea IE inap of Llcontaa 29-13683-01,29-13683-03 t< 
8^11-1286 an 820229 fc forwarda notice of violation. 

MARTIN. T T. Olvltion of Engineering 1, Technical Frogreme. 82/03/84 
YAW. E. County Collage of Harr la. 2pp. 12627:384 


6204090312 Notice of violation from Inop on 880229. Noncompliance notrd; 
poaeeaiion of gaa chromatograph containing 9 mCl of (11-63. 
byproduct rnatl.not Included on ony lleoneao. 
martin. T T. Dlvlalon o# Engineering t. Te Clinical Frograna. 

82/03/24 Ip 12627 324. 


ET 70-1342 CORATQMIC. INC., INDIANA. PA 


4080394 Act receipt of 820319 Itr Informing NRC of atop a taken to 
irroct vlolatlono noted In IE Inap of Llcanaea SH8-11B3, 
1(1-1319,89-01022-06 h 29-01022-10. 

IRTIN, r T Olvltion of Engineering 8 Technical Programa 88/04/01. 
(AE6E. R.W ArmytDapt of, Elac tronica Reaearcii ti Oavelopmont 
immand Ip. 18611:119 


204080419 Retpondf to vlolatlona noted in IE Inep of Lieonaei 
BHB-lie3,SNM-131 7, 29-01022-06 6 29-01022-10 per B20317 
cemmltmont Corroctlve actlona. comprohanalve training progran 
to improve radiation protection program planned 
KAEBE.R H. Army. Dipt of. Elec tronl ce Reaeareh I, Devilopmont 
Command. 82/03/17. FRIECffAN.I- F. Region 1, Office of Dir actor. 

2pp 12611.180 


DOCKET 70-1366 HEALTH Ic HUMAN BERVICEB, DEPT. OF. BETHEeDA, MD 


8294140286 Ack receipt of 820219 Itr informing NRC of etepi taken to 
correct vleletlone noted I'D IE Inep of Llcenfee l9-00896-10> 
19-00296-12. IB-DOaRA- 1 7, 19-00296-18, 19-C»2<? 6-19 It BNM-t349. 

MARTIN, r.T. Dlvlalon of Engineering t, Taehnicel Progrant, 88/04/00. 
MALONE, T.E. Health 6 Human Sapvlcee, Dept. of,. Ip. 12670:078. 


—8204140297 Retponda to NRC 811210 Itr re vtoletlona noted In IE inap 
of Llcanae 17-00296-10 Corrective actione: laeued proeedurea 
re correct atorage of radau^ate matla, 

HALONEiT.E. Health 6 Human Bervicea, Dept. of.. 82/03/17. 

HARTIN, T. T. Dlvlalon Of Enalneerlng 6 Technical Pregrama 13pp. 
12670.073. 


lOCKET 70-1426 TRANBNUOLEAR , INC. , FALLS CHURCH. UA 


1204010478 Forwarda IE In-Trantlt Inap Ropt 70-1426/81-02 on 011807. 

No noneofipllanca noted, 

NARTIN, T. T. Otvlilon Rf' Engineering 6 Technical Programa, 82/03/16. 
HAN0U8I.U. .Trananuetear, Inc. 8pp. 12481:849. 


•8204010479 IE In-Tranalt Inap Ropt 70-1426/81-02 on 011207. No 
noncompllanco noted Major aroai Inopectad ■ aaeurlty moaourei 
affordid tiport ahtpment of atratoglc quantity of SNH 
Dotalla withheld (ref 10CFR73 21) 

SHITK.O C i NCKEOMN,L H . OODY, A T Dlvlalon of Englneoring 6 
Technical Program! 82/03/10. 2pp 18481 891. 


DOCKET 70-1467 SHEftHAN HOSP , ELOIN, IL 


0804870386 Ack receipt of 82D'40? Itr informing NRC of etepa taken to 
cerroct vlolatlona noted In IE Inap of Llcenaee lS-14634-oi 
6 BNM-14S7 on 020303, 

UtEOEMANiOO Region 3, Dfflco of Director 02/04/19 QRAHAHiJ 
Sherman Hotp. Elgin, IL Ip 18840 119 


■B204270484 Rtipondt to NRC 880318 Itr re vlolatiana noted In IE Intp oJ 
Llconeei 18-14634-01 6 8NK-1427 on 020303 Correct Ive 
actions Xc-133 effluent from pluiaonei eye charcoal trap 
aamplad 6 meaiured weekly, 

HURLEY, L C Sherman Heap, Elgin, IL. 02/04/09. UlEDEMAN, D 0 
Region 3, Offlco of Director Ip 12648 lit, 


DOCKET 70-1470 VETERANS ADMIN HOSP. , LOS AN0ELE8, CA 


0204190268 Reaponda to FOIA requoat for doeumenta re dlapetal of 
radwoatea on VA hotp property in West Loe Angeles Document! 
Hated In App A end 

FELTON, J. M Dlvltlon of Rulet and Records 88/08/16 NELSON, R 
Lea Angtlaa Fedoratlon of Sclent! ata 9pp. 18710.840. 


— 8204190483 Draft Inap rept of Lleenaei 04-00181-04, Amend 67 4 BNH-M4D, 
Amend l.on 760989 Inap flndinge no noncompl lance noted. 

TURAKOWBKIjP , BOOKiH E Region 9, 8an Francisco, Fuel Facility 6 
Material! Safety Branch 76/18/81. 16pp 12711 316. 


-8204190909 IE Inep Rapt 70-1470/80-01 on 000904. Imp findings no 
n one omp 1 1 an c e noted 

THOMAS, R Region 9, San Francisco, Fuel Facility 6 Materia It 
Safety Branch 00/10/01 7pp 12718 001. 


docket 70-1681 DUflUESNE LIOHT CO , PITTSBUROH, PA 


8204090318 Forwarda Endorsement 94 to NELIA Policy NF-2S6 I, Endar«intni 
S to NELIA Binder EB-gS 

BARNETT, U.E Conover 6 Asaoclates, Inc. Insurance SS/04/D6 
DINITZ, I Antitrust 4 Economic analytli Branch (Utility Finance) 

Spp 18627 239 


8304230979 Forwarda Endoraomenta 99 4 96 to ANI Policy NF-a86 it 
Endoraemantt 47 4 40 to MAELU Policy MF-S7 

BARNETT, U.E. Conover 4 Aaeoctatef, Inc Insurance 88/04/80. 

DINITZ, I Antitrust 4 Economic analytle Branch (Utility Flnancel. 
9pp 18013 386 


DOCKET 70-1703 EASTMAN KODAK CO , ROCHESTER, NY 


6804300381 Forwards IE Inap Rapt 70-1703/82-01 on 880316 No 
nonccmpliance noted 

MARTIN, T T Division Of Engineering 4 Technical Programs 38/04/13 

HARTER, E. 8 Eastman Kodak Co 2pp 18006-140. 


—8204300388 IE In*P Rapt 70-1703/82-01 on 820407 No noncomplianca 
noted. Major areat inspected facility operation, physical 
Inventory 4 records 4 repta. 

DELLA RATTA, A. , ZIBUL8KY,H , OODY, A. T Dlvltlon of Enginterinp 4 
Technical Programa 02/04/07. Spp, 18686; 148 


DOCKET 70-2124 D. D. FREDERICK CO , TULSA, OK 


8204090196 Ack receipt of 820111 Itr Informing NRC of ttepa taken to 
correct vlolatlona noted In IE Inap of Licenses 39-16784-01 
4 BNM-1983 Addl info requirsd to complete termination of 
Ilcenaet. 

BROUN, O.D Division of Vendor 4 Technical Programa, 88/03/23 
FREDERICK,0. DO. Fradarlck, Inc. Ip. 12910.199 


— B204D90163 Retponda to to Icon ro Licenatt 39-16784-01 4 8NM-19D3. 
Radloactlva matl no tangor used or potaegaed, 

FREDERICK.D D. D. Frederick, Inc 02/01/11 SPITZBEROiDB 
Region 4, Dallas, Office of the Director (81/03/01) Ip 
12919:196 
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DOCKET 70-2268 FLINT OSTEOPATHIC HOSP r FLINT. MI 


8204270425 Discus*** IE in*p of Lie*n*#» 21-04074-01 !< BNM-li32 on 
Q20024 L Poruard* notice of violation 

SRENIAUSKI.D J Division of Engineering & Technical Program* 
82/04/21. STRATTON.F Flint Osteopathic Hosp Flint. Ml 8pp 
128S2 131. 


DOCKET 70-2B1S nEU BRITAIN OENERAL HOSP. < NEU BRITAIN. CT 


8204020333 Discus*** IE Insp of Licenses 0&-023Be-01 St SNH-181A on 
820121 (t foruard) notice of violation 

KARTINi T T Division of Engineering A Technical Prngraais 82/03/17 
SHEPHARD. S Ncu Britain Oencral Hosp Neu Britain. CT 2pp 
1249A 333 


8204270439 Notice of violation from insp on 820324 Nonconpl lance noted 
failure of msdlcal isotope conmlttee to meet quarterlg. 
failure to perform dallg survegs of elution, preparation <■ 
injection areas S. charcoal trap effluent not sampled ueeklg 
SRENIAWSKI. 0 J Division of Engineering 1. Technical Programs 
82/04/20 3pp 13832 133 


— 820402033? Notice of violation from insp on 820121 None amp 1 lance nnted 
failure to perform emploge* radiation eva luat 1 on. use 
syringe shield* Ir test dose catibr for linearity 
MARTIN. T T. Division of Engineering t< Technical Program* 

82/03/17 2pp 124?b 235 


DOCKET 70-2281 BRYN MAWR HOSP , BRYN MAWR. PA 


8304190148 IE Insp Findings t< Licensee Act dtd 820402 of Licenses 
BNM- 1437. 37-07722-04 & 37-07722-07 Insp finding* no 
noncofflpt 1 snee noted 

JOHANSEN.J.M Region 1. Office of Director. 82/04/02 Ip 
12722- 090 


DOCKET 70-2373 PACIFIC 0A8 U ELECTRIC CO . SAN FRANCISCO. CA 


8203030214 IE Insp Findings 8. Licensee Act dtd 820301-03 of License 
SNti-1447, Insp findings no noncomp 1 lance noted 

NORTH. H S Region 3. Office Of Director 83/02/03 Ip 12077-15? 


DOCKET 70-3838 CINCINNATI OAS tc ELECTRIC CO . CINCINNATI. OH 


8304190402 Application for rcneual of License BNM-1 633. changing license 
oiplratlon date to 830731 

FLYNN. J D Cincinnati Oas It Electric Co 82/03/17 Divlelon of 
Fuel Cycle & tleterlal Safety. ip. 12731.039 


DOCKET 70-3884 LQNO ISLAND LIOHTINO CO . HICK8VILLE. NY 


8204140358 Foruardi Endorsement 4 to NELIA Policy NP-249 

SMITH. JL Long Island Lighting Co 82/04/05 DINITZ. I Antitrust 
U Economic analysis Branch {Utility Finance) 2pp 12442 027 S4X 
Fich* 30-322.83/04/05,8304140338 


DOCKET 70-2488 MERCY HOBP , PORTLAND, ME 


B20412014S Ack receipt of 830313 Itr Informing NRC of steps taken to 
correct violations noted In IE insp of License* 8NM-1709 ti 
10-03384-03 

MARTIN. T T Division of Engineering S. Technical Program* 82/04/05 
CATHCART.T U Mercy Hosp Portland. HE Ip 12438 134 


— 8204120151 Responds to NRC 820214 Itr re violations noted in IE Insp of 
License 18-03386-03 Corrective actions thyroid monitoring 
t< quarterly llneerltg checks performed, equipment properly 
calihr t< molybdenum measurement procedure clarified 
CATHCART.T W Mercy Hosp Portland, ME 82/03/13 KINNEMAN.JU 
Division of Engineering V Technical Programs 2pp. 1243B 133 


DOCKET 70-2623 DUKE POWER CO , CHARLOTTE. NC 


8204140349 Advise* that Invoice ulll be Issued re B11202 request for 
approval of Revision 3 to spent fuel traneportatton plan 
MILLER. M □ License Fee Menegsment Branch 82/04/01 PARKER. M O. 
Duke Pouer Co Ip 13485.084 


DOCKET 70-36183 COMMONWEALTH EDISON CQ. , CHICAOO. IL 


8304070493 Amend 4 to License 3NH-1B33 extending expiration dote to 
831331 

PAOE.R 0. Uranium Fuol Licensing Branch. 82/03/29 Ip. 12397-033 


— 8204070700 Safety evaluation supporting Amend 4 to Llconsi 6N11-IB63, 
extending expiration data of license to 831231, 

CROW. U r Uranium Fuel Licensing Branch 82/03/29 Ip 
12397 054 


DOCKET 70-2901 SOUTHERN CALIFORNIA EDISON. CO , ROSEMEAD. CA 


B204340342 Advises that Llcanse 8NM-1858 Is amended In accordance 
W/8S0313 application Amend authorltes changes in radiation 
protection program 

PAOE.R 0 Uranium Fuel Licensing Branch 82/04/14. DIETCHi R 
Southern California Edison Co Ip 128SS 339. 


— 0204240343 Safety evaluation supporting Amend 3 to License 8NN-lQ92i 
authoriiing chengee in rodtatlon protection progrem 
BIDINQEfl. 0 H Uranium Fuel Licensing Branch 82/04/14 ip. 

13833 340 


DOCKET 70-2438 DEPAUL COMMUNITY HEALTH CENTER, BRIDGETON, MO 


8204050384 Ack receipt of 820317 Itr Informing NRC of steps token to 
correct violations noted in IE imp of Llcenso* 34-08490-03 
i. 8W1-17A9 

MEIDEMANiDO Region 3. Office of Director 82/03/24 De Paul 
Community Health Center Brldgeton.MO tp. 13533 348 


—8304030391 Respond! to NRC 820324 Itr re violation* notsd In IE insp 
of License* 24-02490-03 t, BNM-i749 Corrective action*- 
imaging rooms Included in weekly wipe testing schsdule, 
affective 820301 

BUNKER, A L. D* Paul Community Health Center Brtdgston.Ma 
82/03/17 UlEDEMAN. D 0 Region 3. Office of Director Ip 
12323 249 


DOCKET 70-2752 WARREN HOSP . PHILLIPSBURG, NJ 


0204270001 Discusses IE Insp of License* BNM-1793 Ic 39-01101-03 on 
820330 4< forwards notice of vloletlon, 

MARTIN. T T Division of Engineering k Technical Program* B2/04/2I 
EPBTEIN.N Warren Hosp. Phlll ipsburg.NJ. 2pp. 1S8B3'284 


— 8204270004 Notic* of violation from Insp on B30330, Noncomp 1 i once noted) 
no personnel monitoring provided to evaluate gstremlty. 
dose* to student tint*, start of wort in restricted area on 
020301 ' J . , 

MARTIN. T T Division of Engineering k Technical program*. 

82/04/21. Ip. 13832.304. 


DOCKET 70-3902 NORTH MEMORIAL MEDICAL CENTER, MINNEAPOLie. MN 


8204370241 Discusses IE insp op Licenses 22-05792-01 k 8NM-18S4 on 
820403 No nnncompl lance noted Major areas 1 nspectsd - exam of 
procedure* b representative records, obsarvatians. Independent 
measurimints b interviews re radiation safety. 

NEIDEMAN.D O Region 3. Offtco of Director. 83/04/21. 

ANDERSON. 8, R North Memorial Medical Canter Hlnneapol 1 1. MN. ip, 
13332- 287. 


DOCKET 70-2934 MIBSISSIPPI POWER k LIOHT CO , UACKSON, MS 


8204220070 Appl leal ion for amend to License SHM-1802, to permit receipt, 
possession, insp k use of 14 neutron sources, replac Ing 14 
Bb— 124 sources previously licensed Application suporeodes 
820304 amend request 

DALE. L F. Mississippi Power (k Light Co. 82/03/23 PAGE. R. D, 

Uranium Fuel Licensing Branch. Spp 12822-232. 


8204140064 Advise* that License BMN-18a2 is amended , authorlx Ing 
receipt, possesflDn. insp k use of 14 neutron sources 
enriched In Sb-124 w/up to 2800 Cl/sourcc. 8ER end 
PAOE.R 0 Uranium Fual Licensing Branch 82/04/05 DALE. L F 
Mississippi Power If Light Co Ip 13719 227 


—0204140044 Ba 
CRDH. W T 
12719.228. 


fety evaluation supporting amend to Llcenee 8NM-iB88, 
Uranium Fuel Licensing Branch. 82/04/02, 2pp. 
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DOCKET 70-2948 NIAGARA MOHAWK POWER CO . SYRACUSE, NY 


8204290493 Foruardt Llcansi SNH-1B99 author i x Ing rtcalpt fa atoragt of 
noutron (fatoctor* 

PAOEiR 0 Uranium Fuel Lie anal ng Branch. 82/04/19 RHODE, 0 K 
Niagara Hohauik Pouar Corp 2pp 12099 132 


— 8204298900 LI cania SNH-ia99 authortilng rocalpt fa storaga of neutron 
datactor* containing total of lasa than 1 g U-239 
PAGE, R 0 Division of Fool Cgcla fa Material safety SZ/04/19 
Ip 12B99 134 


— 0204290909 Safety evaluation supporting Issuance of License SNM-1095 
KETZLACHiN , CROW. W T Uranium Fuel Licensing Branch 02/04/19 
2pp 12899 139 


DOCKET 70-2953 CONNECTICUT, UNIV OF. BTORRB. CT 


e2O41AO30O Discussas IE Insp of Licenses <N!,-0 1490-47, 01,-01450-48 fa SNM- 
16B? on 820310-11 No noncompl lance noted Major areas 
tnipactad sal active atoms of procadures fa representative 
records, personnel interviaus fa Inspector meaauraflients 
MARTIN. T T Division of Engineering & Technical Programs 82/04/01 
CLARK. H Connecticut. Unlv of 2pp 12707-131 

PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-0024 HITTMAN NUCLEAR fa DEVELOPMENT CORP 


8804190460 Forwards QA approval for radioactlva natl packagaa for 
licensed oiatl In normal Farm 0024, Rav 4 

MACDONALD, C e Transportation Branch 82/03/17 ROUE.B.B Hittman 
Nuclear fa Development Carp (subs Hittman Corp. ) Ip 12730 167. 


— BS04190462 OA program approval for transportation pactagas for llcenBod 
matl In certain normal Form 0024, Rav 4 

MACDONALD.C E Transportation Branch 82/03/17. Ip. 12730 160 


DOCKET 71-0082 KERH-MCCEE NUCLEAR CHRP 


8204190336 Forwards response to 811221 request for addl Info re 
Kcrr-HcOee QA program 

SHELLEY, M J Kerr-McOeo Corp 82/03/12 MACDONALD. C E 
Transportation Branch 7pp 12732 118 


8204210944 Forwards QA program approval for Radioactlva Matl Package 
0082. Re vl Sion 0 

MACDONALD, C E Transportation Branch 82/04/04 SHELLY, H U 
Kerr-McOee Corp Ip 12811 189 


— 8204210947 QA program approval for Radioactlva Matl Package 0082, 
Raviilon, 0 

MACDONALD. C E Transportation Branch 82/04/04 tp 12811.186. 


DOCKET 71-D231 CKEH-NUCLEAR SV8TEHB. INC 


8204020324 Forwards revised QA program for radioactive matl packagaa, 
harsh. C A Cham-Nuclear Systems. Inc S2/O3/0S. MACDONALD, C E 
Transportation Branch Ip 12919-099, 


—8204020333 Revised QA program for radioactive matl packagas 

REYNOLDS.L E . JOHNSON, S.H Chen-Nuclear Systams, Inc S2/03/05 
46pp 12313 096. 


8204210336 Forwards QA program approval for Radioactlva Matl 
Package 0231, Revision 1 

MACDONALD, C. E Transportation Branch 82/04/12 SVINIS.D. 
Cham-Nuclear Syitsms, Inc Ip, 12611 1B7 


— 8204210960 QA program approval for Radioactive Metl Package 0231, 
Rtvlilon 1. 

MACDONALDtC E. Transportation Branch. B2/04/12 Ip 12811:180 


DOCKET 71-0331 NORTH CAROLINA STATE UNIV AT RALEIOH 


8204310360 Forwards QA program approval for Radloactiva Matl Package 
0331, Rav Itlon 2. 

MACDONALD. C. E. Tranaportation Branch. 02/03/23 COCKRELL, R. 0. 
North Carolina State Unlv Ip. 12794:048. 


— 8204210386 QA program approval for Radioactive Matl Package 0331. 
Revlelon 2 

MACBONALD. CE Transportation Branch. 02/03/23 Ip 12794 049 


DOCKET 71-0469 EQUITABLE OAS CD 


8204220623 Forwards QA program approval for Radioactive Matl Package 
0469. Revision O 

MACDONALD, C E Transportation Branch S3/03/23 ABREW, F H 
Equitable Oas Co Ip 1263i 357 


— 8204220631 QA program approval for Radioactive Matl Package 0469, 
Revision D 

MACDONALD, C E Transportation Branch 82/03/23 Ip 12831 35D 


DOCKET 71-0470 PENNSYLVANIA STATE UNIV 


8204260481 Forwards QA program approval for Radioactive Matl Package 
0470, Revision 0 

MACDONALD, C E Transportation Branch 82/03/25 LEVINE, S H 
Pennsylvania State Unlv Ip 12062 214 


— 8204260484 QA program approval for Radioactive Matl Package 0470. 
Revision 0 

MACDONALD, C E Transportation Branch 82/03/29 Ip 1286? 210 


DOCKET 71-0471 PENNSYLVANIA POWER fa LIGHT 


8204290629 Advises that Amend 42 to OL application was submlttod 
820113, fulfil ling 10CFR71 31<a) requirement re QA program 
which satisfies applicable criteria specified In APP E, "oA 
Criteria for Shipping Pac kages for Radioactive Matl '' 

CURTIS, N M Ponfieylvania Power fa Light Co 82/04/02 DAVIS. J fa 
Office of Nuclear Material Safety fa Safaguards, Director Spp 
12898 196 


DOCKET 71-4909 MODEL OR-9, CDMaUSTION ENOINEERINO CO , INC 


8204210402 Informs that Certificate of Compliance 4909 for Model OR 3 
expires 820931 Renewal request should be submitted 30 days 
before expiration 

MACDONALD, C E Transportation Branch 82/03/17 LICHTENDEROER 
Combustion Engineering, Inc Ip 12800 332 


DOCKET 71-4986 MODEL RA-2, RA-3, RA-J. GENERAL ELECTRIC CO 


8202220653 Requests registration as user of Model 0-38 

□L8EN, A F Dabcock & WHcoi Co 82/01/29 Transportation Branch 
tp 12063.001 


— 8202230035 Application for Amend T-IS, renew Ing NRC Certificate of 
Compliance USA/4986/Q F re RA~terles shipping package Two 
Dverslie drawings end Aperture cards are availahle In 
Central Files 

e General Electric Co 82/01/19 160pp 12063 002 


8204220020 Forwards revised Pages 1-3, 2-1 , 2-3, 2-A3 fa 6-1 to 82-0224 
consolidated application for RA-serles shipping container, 
submitted on 820301 

VAUGHAN, C.M Oenaral Electric Co 82/03/15 KACOONALO. C. E 
Transportation Branch Ip 12822:001 


— 6204220023 Revised Pages 1-3, S-li2-AS fa 6-1 to consolidated 
application for RA-serles shipping container 
» General Electric Co 62/03/13 14pp 12822-002 


8204290312 Forwards Revision 12 to Certificata of Compliance 4986 for 
Models RA-2 fa RA-3. 

MACDONALD.C E Transportation Branch. 82/03/29 VAUGHAN, C ti 
General Electric Co 2pp 12899.320 


—8204290316 Certificate of Compliance 4986, Ravleion 12, for Models 
RA-2 fa RA-3. 

MACDONALD.C E Transportation Branch. 82/03/25 9pp. 12099 330 


8204210400 Forwards request for addl Info ra application for amend to 
Model RA-8erles packaging. 

MACDONALD, C E Transportation Branch 82/03/30 BROWN, C 0 Exxon 
Nuclear Co , Inc (subs of Exxon Corp. }. 2pp 12800 348 
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DOCKET 71-5450 MODEL RCC, -1, -Si -3. -4, WEfiTINOHOUSE ELECTfllC CDRP DOCKET 71-5B03 MODEL VANDENBUROH. CHEM-NUCLEAR SYSTEMS, INC 


SS04S20089 Applica<;ian for amand to Rad iochamlcal Ctr (RCC), United 8204t'9D3Be Raquatt* uialvar fron Cartlflcate of Compliance SE303 

Kingdoin chipping package, Certlf Icate of Compliance S4S0, requirements for CN3 3-3S cask, al louii ng shipment u/BUNA 

permitting use of RCC container to ship tlrconium clad 17il7 0-ringt. All future shipments uill be made using silicon 

std fuel O-rlngs 

NARDl, A J Usftlnghouse Electric Corp 82/03/OB MACDONALD, C E POPPE, L X , MARSH, C A Chen-Nuclear Sgstems, tnc 62/03/10. 

Transportation Branch 9pp 12622 057 MACDONALD, C E Transportation Branch 3pp 12731 016 


DOCKET 71-3507 MODEL HFIR SPENT FUEL ELEhENT SHIPP INO CASK, ENEROY, 


6204270069 Foruardt request for addl info re cask structure, max heat 
lead, containment cri teria, operating proceduree, testing Ic 
fliaint to complete revleu of ORNL HFIR spent fuel element 
shipping package Response date requested within 30 dags 
MACDDNALD,C E Transportation Branch S2/03/26 ROSS, 0 H Energg, 
Dapt of 2pp 12873 084 


DOCKET 7i-5i07 MODEL T-2, ENERGY, DEPT OF 


8204210128 Forwards stress analgsls for tiedown V lifting of T-2 cask, 
in response to 820211 request 

MOSER. R M Energg, Dept of 82/03/12 MACDONALD, C E. 
Transportation Branch 12pp 12812,054. 


8204220583 Forwards Revision 2 to Certificate of Compliance 5607 for 
Modal T-2 

MACDONALD.C E Transpor tatlon Branch 82/03/15 ROSS, 0. M Enei gg. 
Dept of Ip 12825' 357 


--8304220568 Certificate of Compliance 5607, Revision 2, for Model T-S 
MACDONALD, C E Transportation Branch 82/03/15 4pp 12885 3S8 


6204210122 Requests registration as user of Model 0£ T-2. 
HUTT, P A Consumers Power Co 62/03/17 MACDONALD.C E 
Transportetlon Branch Ip 12612 053 


6204290310 Requests revision to Certificate of Compliance 5607, 
permitting shipment of small number of lew-enriched U 
dioklde fuel rods Content specifies end 
MOSER, R M Energg, Dept of 62/04/06 MACDONALD, C. E 
Transportation Branch 3pp 12892 284 


DOCKET 71-5753 MODEL ORNL LOOP TRANSPORT CASK, ENEfiOV, DEPT OF 


8204190062 Forwards request for addl info re containment sys tests h 
unirradiated fuel for Model ORNL LOOP transport cask. Info 
requested in NRC 790108 t* 800125 Urs not satisfied 

MACDONALD.C E Transportation Branch 82/03/29 ROSS, D M Bnsrgy, 
Dept of 2pp 12731 361 


DOCKET 71-5768 MODEL DB-250-2r COMBUSTION ENGINEERING CO , INC 


6204290460 Forwards Rsvision 5 to Csrtificate of Compliant# 5768 for 
Model BB-250-2 

MACDONALD.C E Transportetlon Branch 82/04/16 AUSTIN, M Babcock 
li Wilcox Co 2pp 12895 030 


— 8204290488 Certificate of Compliance 5768, Revision 5, for Model 
OB-250-2 

MACDONALD.C E Transportation Branch. 82/04/16, 4pp, 12895 040 


DOCKET 71-5796 MODEL 181375, 181361, ADVANCED MEDICAL SYSTEMS, INC 


8204210134 Application for 6-month renewal of Certificate of Compliance 
5796 so that containers in port will be accepted for 
shipment back to US after 820331 expiration date, 

KELBLEV, N. 0 Advanced Medical agstams, loe, 82/03/16 
MACDONALD.C E Trane portatlon Branch, Ip. 12812.069, 


6204190242 Forwards Ravision 6 to Cprtifieata of Compllanct 5796 for 
Models 181375 l> 101361 u,?, r-v u n 

MACDONALD, C E. Transportation Branch, B2/ 03/30, KELBLEV, N,D. 
Advanced Medical Sgsteme, Inc, 8pp.' 1273l!214. 

—8204190265 Certlflcbte of Compliance 5796, Revision 6, for Modi Is 181375 
MACDONALD, C , E. Trpnsportaiiion Brant, hi 82/03/30., 3pp. ,18731:216. 


— 0204190473 Forwards fea for raquest for waiver from Certificate of 
Compliance 5805 requirements re Chem-Nuclear 3-SS shipping 
cask per 820311 talcon 

POPPE, L K Chem-Nuclear Systems, Inc. B2/03/11 JACKSON, 0 
License Fee Manapement Branch Ip 18731 019 


DOCKET 71-5926 MODEL OE-lOO, GENERAL ELECTRIC CD 


6204290254 Forwards Ravision 8 to Certificate of CompUance 5926 for 
Model QE-100 

MACDONALD.C E. Transportation Branch, 02/03/29 CUNNINGHAM, 0 E 
General Electric Co 2pp 12693,051 


— 8204290258 Certificate of Compliance 5926, Revision 8, for Model OE-100. 
HACDQNALD, C E Transportation Branch 02/03/29 3pp 12693 053 


DOCKET 71-5939 MODEL OE-1500, GENERAL ELECTRIC CO 


6204210702 Applleition for extension of Certificate of Compliance 5939 
820430 expiration date until ca rtlf 1 c at ion drawings for GE 
Model 1500 shipping container completed Fea end 
CUNNINOHAMi 0. E General Electric Co 82/03/16 MACDONALD.C E 
Transportation Branch Ip 12B00 237 


8204270140 Forwards Revision 6 to Csrtificate of Compliance 5939 for 
Model OE-1500 

MACDONALD, C E Transportation Branch 82/03/29 CUNNINGHAM, 0 E 
Oanaral Electric Co 2pp. 12874' 159 


— 8204270141 Certificate of Compliance 5939, Revision 8, tor Modal OE-1500 
MACDONALD.C E Transportation. Branch 62/03/89 3pp 12074 161 


DOCKET 71-5942 MODEL OE-700, GENERAL ELECTRIC CO 


6204290139 Informs of results of analysis performed to demonstrate that 
loss of coolant from Model 700 shipping contatnar due to 
fire causing pressure greater than 100 pslg, would have no 
adversa effect on container contents 

CUNNINGHAM, 0 E General Electric Co 62/04/06 MACDONALD.C E 
Transportation Branch 2pp 12392 175 


DOCKET 71-5980 MODEL OE-600, GENERAL ELECTRIC CO 


6204290126 Requests registration as user of Models OE-1600 6 OE-600 
LINDER, F Datrgland Rower Cooperative, 02/04/08 HACDDhtALDiC C 
Transportation Branch 5pp 12091 359 


DOCKET 71-6086 MODEL 0-36. OAH RIDGE NATIONAL LAD 


8202220663 Requests registration as user of Model D-36 

OLSEN, A. F. Dabcock 6 Wilcox Co 82/01/29. Transportation Branch. 
Ip 12065.001. 


DOCKET 71-6144 MODEL 8-8, U 8. ECOLOGY 


6204210564 Notification of registration as user of Model B-8, in 
response to 820303 Itr 

MACIH3NALD, C. E Transportation Branch 82/03/23 RAMN, W L 
Navg, Dept of Ip. 1261 1 166 


DOCKET 71-6227 MODEL, DT-2, -5, -7, ENERGY. DEPT. OF 


6204290158 Forwards Revision 0 to Csrtificate of Compllanee 6827 for 
Models DT-2, DT-5 6 OT-7 

MCDONALD, C E Transportation Branch. 82/03/26. ROBS, D. M Energg, 
Dept of 2pp. 12892' 102 
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— 8204290164 C*r 1 1 fi <■« ta of Compliance 6227i R t vi»l on Oi for Models DT-8( 
OT-9 & 07-7 Safeig evaluation end 

HACDONALO.ee Transportation Branch 02/03/56 Spp 12092.104 


DOCKET 71-634.5 MODEL: ANL-402-SPM t< 403-SPH. E I DU PONT BE NEMOURS 


9204210S39 rortiiards request for addl Info re drauings. ■ true tuna 1 
adsquaeg of d etl gn> opera t ing procedures (> malnt program to 
complete revieu of Models AM.-402-SPM ti ANL-403-SPMi p er 
790402 request Response date requested lalthln 30 dags 
MACDONALD. C E. Transportation Branch 02/03/26 ROSS. 0 M Enorgg. 
Dapt of Spp 12011 193 


DOCKET 71-6346 MODEL FSU-l, OENERAL ATOMIC CO 


B20414094S Advises of refund due re 010918 request to uithdraui 810810 
application for amend to Certificate of Compliance 6346 
HILLERiW 0 License Fee Management Branch 82/04/01. MOURY.UR 
OA Technologies. Inc /Oenerat Atomic Co ip 12683 002 


DOCKET 71-6347 MODEL FSV-3, CENERAL ATOMIC CO 


B204220143 Foruiards consolidated eafetg analysis re F8V-3 package 

rancieal 

HQMRV.W fl OA Technologies. Inc /General Atomic Co 82/02/19 
MACDONALD. C Transportation Branch 2pp 12821 113 


—8204220133 "Cons olldated Safety Analysis for FBU-3 Shipping Container " 
• GA Technologies. Inc /General Atomic Co 82/02/20 44pp 
12021 115 


6204190391 Confirms OA Co intent to delete ref to U-233 in greater than 
300 tlmee Type A quantity re application to reneu 
Certificate of Compliance 6347. Revised pages to 820219 
safety analysis uitll be forciarded Fee end 

MOMRV.U R OA Technologies. Inc /General Atonic Co 02/03/09 
UACKSON. 0 E License Fee Management Branch Ip 12731 161 


DOCKET 71-6375 MODEL CNS 4-4S. CHEM-NUCLEAR BYSTEM8. INC 


8204190393 Notification of intention to use Chem Nuclear 6ys. CN8I 4-45 
radioactive matls ehlpping cat k. Certificate of Compliance 
6375 

DlSEi D P Niagara Hohauik Pouer Corp 62/03/03 SMITH. C V Office 
of Nuclear Material Bafety s< Safeguards. Dirac tor. ip 12731:159 


8204260517 Advisee that Certificate of Compliance 6373. Revision 10 
expired on 820322. as requested in 820201 Itr. 

MACDONALD. C. E Transpor tat ion Branch 82/04/12 MARSH. C A 
Cham-Nuclear System. Inc Ip 12062 223 


DOCKET 71-6400 MODEL 6400. UE8T1N0HQUSE ELECTRIC CORP 


8204190426 Requests that Saction 5 (b)(5) of Certtflcata of Compliance 
6400. Revision 9. be amended as stated Info should be 
incorporated in initial amend request 

AUSTIN. M A Babcock «< Nile ex Co 02/O3/OB MACOOMALD. C. E 
Transportation Branch. ip 12731 042 


6204220S64 Foruards Revision 10 to Certificate of Compliance 6400 for 
Model 6400 (t BLN 020308 itr 

MACDONALD. C. E Transportation Branch 02/03/11 HARD 1. A 0 

Kestinghouee Electric Corp. Spp 12024:396 


"0204220569 Certificate of Compliance 6400. Revl si on 10. for Model 6400 
MACDONALD. C E Transportation Branch 02/03/11. 7pp. 12 824,357 


— 8204220978 Submits addl Info to suppl 020210 amend request to 
Certificate of Compliance 6400. Revl slan 9. 

AUSTIN. M A. Babcock L Nilcox Co 02/03/08 MACDONALD. C. E 
Transportation Branch Ip 12929 004. 


DOCKET 7I-656B MODEL LL-60-i90, TENNESSEE VALLEY AUTHORITY 


8204290432 Advisee that util intends to pursue reinstatement of 
Type B Certificate of Compliance 6960 Info will be submitted 
before 821201 In interim, util requests Type A certification 
for Certificate of Compliance 6568. 

MILL8.L M. Tennessee Valley Authority 82/04/09 MCDONALD. C, £ 
Transportation fiToneb 2 pp. 12099 099 


0204290424 Foruards Revision 3 to Certificate of Compliance 6S6B for 
Model LL-6O-1S0 

MACDONALD. C E Transportation Branch 82/04/19 MILLS. LM 
Tennessee Valley Authority 2pp 12095 050 


—0204290431 Certificate of Compliance 6568. Revision 3. for Model 
LU-60-150 

MACDONALD. C E Transportation Oranch 02/04/19 4pp 12899 052 


DOCKET 71-6574 MODEL HN-200, HITTMAN NUCLEAR fc DEVELOPMENT CORP 


8204070621 Requests that Certificate of Compliance 6574 be temporarily 
modified to limit contents of package to Type A or greater 
than Type A quantitlos of lou-spedflc activity metis 
Application will be submitted uithin 30 days 

KQH.G Hlttman Corp 02/02/23 MACDONALD. C Transportation 
Oranch 2pp 12597 084 


8204220SS4 Foruiards Revision 6 to Certificate of Compliance 6574 far 
Model HN-200 

MACDONALD. C E Transportation Branch 62/03/10 BlLLYMANi 0 
Hlttman Nuclear Si Development Corp (subs Hlttman Corp ) Spp 
12027 392 


— 8204220999 Certificate of Compliance 6574. R evls i on 6. for Model HN-200 
MACDONALD. C E Transportation Dranch 02/03/10 4pp 128S7 DSb 


DOCKET 71-6561 MODEL 31032-1 t. lA. EXXON NUCLEAR CO , INC 


0204190358 Application for amend to Certificate of Compliance 6581. for 
Models 31032-1 L 51032-la to include one addl generic fuel 
Type 0 

BROUN. C D Exxon Corp 02/02/18 MACDONALD.C E Transportation 
Branch 16pp 12731 273 


DOCKET 71-6613 MODEL 702. TECHNICAL OPERATIONS. INC 


8204270094 Foruards Model 702 Type D isotope shipping container 
descriptive assembly Drauing 70290. Sheets 1 & 4. in response 
to 820329 request for addl info re application for renewal 
of Certificate of Compliance 6613 

MUNRO. JU Technical Operatums. Inc 62/03/26 NILLIAMS.CE 
Transportation Branch Spp 12873 081 


DOCKET 71-6679 MODEL 6679, U 8 ECOLOGY 


8204020534 Submits addl info requested in 811127 Itr re Half Supur 
Tiger shipping package for renewal of Certificate of 
Compliance 6679 

HtPSHERi N M US Ecology. Inc (Formerly Nuclear Engineering) 
02/03/12 MACDONALD.C E Transportation Dranch 2pp 12515 144 


8204220034 Requeate registration as user of Model 1/2 Super Tiger 
ROSBiD M Energy. Dept of 82/03/29 MACDONALD.C E 
Transportation Branch ip 12621 396 


DOCKET 71-6690 MODEL NF8-4, NUCLEAR FUEL SERVICES. INC 


6204220592 Notification of registration as user of Model NFS-4i in 
response to 820224 request 

MACDONALD.C E Transportation Branch 82/03/15 MARSH. C A. 
Chem-Nuclear Systems. Inc, Ip 12832 252 


DOCKET 71-6717 MODEL 6717-B. GAMMA INDUSTRIES 


8204210116 Requests registration as user of Model 6717-B 
SCHABERT. K, Buffalo X-Ray Co 82/02/18 MACDONALD.C E 
Transportation Dranch Ip 12812'0S2 


6204290205 Notification of registration as user of Model 6717B in 
response to 020202 request 

MACDONALD.C E Transportation Branch 82/02/24 MOBERG.A Nuwpsi 1 
Newt Bhlpbufldlng 6 Dry Dock Co (subs of TENNECO Corp ) Ip 
12893 002. 


6204190209 Requests registration as user of Model 6717-B, 
ROTTER. 8 0 X-Scan Inspection Co 82/03/09 MACDONALD.C E. 
Transportation Branch Ip 12731 272 
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6204010494 6c<lu«ttf rigl«tr«<;lon At ui*r of Kodcl 6717''B, 

SEAOLER.WO Hobllr-Labt 62/03/iS H4CD0NAL.D. C E Tr«ntp artat ion 
Branch Ip 12492. 092 


6S0423021i3 NotiPleatlon of ragittration at utar of Modal &717*-B. 
MACD0NAUD<C E Tranaportatlen Branch 62/03/20, SEAOLER.U D. 
Hobila-Labs Ip 12643 202 


DOCKET 71-9001 MODEL 16-300. OENERAL ELECTRIC CO 


0204020940 Rt^uaitt airand to Cartlflcaba of Compllanca 900ltRavl»lon 12 
for 16-300 apant fual thlpplng catk. Coniolldatad aafatg 
analgila rapb NEDO 10064. Ravtalon 2E and, 

DAWSON. D M Oanaral El ac trie Co 02/03/18 MACDONALD. C, E 
Tranaportatton Branch 2pp 


— 8204020949 “16-300 Coniolldatad 8afaty Analgiii Rapt “ 
a Oanaral Elaetric Co NEDa-100B4-2 62/03/19, 60pp 


8204120109 Adviiii that no addl fia raqulrad for ravitu t. Uiuanca of 
Ravtilon 12 to Cirtlflcata of Compllanca 9001 

MILLER. W 0 Lleantt 6af Managamant Branch 62/04/09 DAUBQN.D.M 
Oanaral EUctrie Co Ip. t2&93i 207 


DOCKET 71-9033 MODEL &&0 (. AfcOE, TECHNICAL OPERATIONB, INC. 


5204210018 Rai^uaiti raglitratlon ai uiar of Modali 660 ti 660€ 

BLAKE. C L Mlduait Imp Barvicai. Inc. 82/03/16 HACODNALD. C. E. 
Traniportatlon Branch Ip. 12812' 091 


DOCKET 71-9044 MODEL. OB-1600. OENERAL ELECTRIC CO 


8204210679 Forwardi Drauing 12904737. “Modal 1600 Shipping Caat" 
Ravltlon 2. showing minor changaa.par 820310 talcon 
CUNN1N9HAM. 0 E Oanaral Elaetric Co B2/03/30 MACDONALD. C. E. 
Transportation Branch 3pp 12787 330 


8204290126 Rattuattf rag titration as usar of Modals OE-1600 i. OE-600 
LtNDER.6 Dalryland Powar Cooparatlva 82/04/08. MACDONALD. C. E. 
Transportation Branch, 9pp 12891' 399. 


DOCKET 71-9091 MODEL' 30A «. 003, OULF NUCLEAR. CO. 


0204260913 Raquaats conaolidattd application ha ft lad to ranaw 
Cartlficata of Comptianea 9091, 

MACDONALD, C.E, Tranaportat Ion Branch 82/04/12 VAUOHAM.C.M 
Oanaral Elaetric Co Ip 12862.226 


DOCKET 71-9094 MODEL' CNB i4-193-H, CHEM-NUCLEAR BYB7EM9. INC. 


8204160103 Not! fits that util will util Isa Chan Nuclaar SyS'Inc 
shipping Catli 14-170 «c 14-199H to transport radioaettva 
matls 

BDRBT.F.J, Public Ssrvtca Co of Colorado 82/03/05, 
MACDONALD. C E Transportation Branch. 2pp. 12719 147. 


DOCKET 71-9141 MODEL, 900. TECHNICAL OPERATIONS. INC 


8204290149 Raquasts ragistratlon at usar of Modals 900.920 l< 890. 
UHITE. D C Columbia Oas Transmission Corp <Suba Cojumbi* 9as 

Bgs.Inc > 62/03/30 Transportation Branch. Ip, 12892: 182. 


DOCKET 71-9142 MODEL. MRC-20HC, MONSANTO RESEARCH CORP. 


8204190409 Appl leatlon for ranawal of Cartlficato of Compllanca 9142 
allowing shlpnant of Pu-23e in quantitlas graatar than 20. 

BOOTH. J A Monsanto Co 82/03/16 MACDONALD. C. E, Transpor tation 
Branch 2pp. 12731:070 


—3204190408 Cartlficata of Compllanca 9142 for Modal MRC-20UC allowtnt 
shl pmtnt of Pu-236 in quanttt las gr aatar than 20 

MACDONALD, C.E Transportation Branch 82/04/03, 4pp. 12781:072. 


8204290498 Forwards Rtvislon 1 to Cartlficata of Compllanca 9142 for 
Modal MRC-20HC 

MACDONALD. C E Transporta t ion Brane h . 82/04/16. TAYLOR, R,R, 

Monsanto Rasaarch Carp. Ip 12899.044 


— 8204290467 Cartlficata of Compllanca 9142. Ravla ion l.for Modal 
MCR-20HC, 

MACDONALD. C B. Transportation Branch 82/04/16 Opp 12D9D!04a, 


DOCKET 71-9070 MODEL N-98. ENEROY. DEPT OF 


8204290177 Raquasts ragistratlon at usar of Modal N-99 

CHIN. 8 Lauranca Llvarmora Laboratory. 82/04/07. MACDONALD. C, E 
Transportation Branch Ip 12892 131 


DOCKET 71-9143 MODEL. 920. TECHNICAL OPERATIONS, INC, 


8204290149 Raquasts ragistratlon as user of Modala 900,920 ti 850 
WHITE. D.C Columbia Oas Transnl ssion Corp, IBubs. Columbia Oas 
Sys. Inc ) 82/03/30, Transportation Branch. Ip, 12892:182. 


DOCKET 71-9079 MODEL HN-100, SERIES 2 t< 2A, HITTMAN NUCLEAR 


DOCKET 71-9147 MODEL: 850, TECHNICAL OPERATIONS, INC, 


8204160103 Notlfias that util will utillis Chsm Nuclaar Sys.tne 
shipping Casks 14-170 4 14-19SH to transport radloaetlvt 
matls 

BORBT, F J Public Bar Viet Co. of Colorado 82/03/09. 
MACDONALO, C E Transportation Branch 2pp. 12719:147. 


6204220569 Notification of ragistratlon as utar of Medal HN-100 Barlot 
2) In ratponsa to 820218 raquast. 

Macdonald. C E, Tranaportat ion Branch. 82/03/19 8C0U1LU.J U. Ua 
Ecology, Inc IFormarly Nuclaar Enginaartngl Ip. 12627'313 


8204290149 Raquasts ragistratlon as usar of Modala 900,920 It B-BO. 
WHITE. D,C, Columbia Oas Transmission Corp (Subs. Columbia Oa* 
6yt. Inc ), 62/03/30 Transportation Branch. tp 12692 182. 


DOCKET 71-9190 MODEL, PAT-2. ENEROY, DEPT OF 


8204270101 Raquasts ragistratlon of LLL as uaar of Modal PAT-C 
RDBa, D, M Entrgy. Dapt. of, 82/02/23. MACDONALD, C, E. 
Transportation Branch. tp. 13874:099. 


DOCKET 71-9080 MODEL' 9000, HITTMAN NUCLEAR 4 DEVELOPMENT CORP 


D0CKeT_7|-9132 MODEL- CN3 l-lOCIl. CHEM-NUCLEAR SYBTEMS, INC. 


8204290198 Notification of ragistratlon as utar of Modal 9080 In 
raiponta to 080128 roquaat 

Macdonald, C e, Transportation Branch. 82/02/24. HARVEY, J.L. South 
Wait Nuclaar Co. tp. 12093:072. 


DOCKET 71-9009 MODEL, SENTINEL 88, TBLEDVl* ENEROY SYBTEMS 


8204290115 Raquasts addl Info ra oparating proeaduraa to ba followsd t, 
staps takan to antura radlolytlc doc ompoait ion of watar 
Modal CNB l-lOCn paekaga will not rasult in akcaialvl 


praisura or asplestva mlsturas, par 810418 application* 

Tranaportatton Branch. B8/03/M. M^BH.C 
Inc. ip. 12899.321, rvmwn.w. 


MACDONALD, C. E 
Chpm-Nuclaar Byttams 


8204290918 Forwards Rivlslon 2 to OsrtifUata of Compllanca 9008 for 
Modal SENTINEL 08. 

MACDONALD. 0 E, Transportation Branch 82/04/13, MCOREW.JM. 
Taltdyna Entrgy Systsms. Ip. 12892:098. 


8204290214 Forwards Rsvlsion 3 to 8AR for Modal CNB J -13 cil Amarid 
jddrssstt potantlal gsnaratlon of combustlbla easaa L 

‘ .. 


-8204290922 Cartlficata of Compllanca 90e9»Ravitlon 2, for Modal 
BENTINEL 88. 

MACDONALD, C, B. Transportation Branch. 02/04/13. 3pp. 18892:099. 


— 8204290219 Raylilon S to “BAR for Modal CNS 1-tarir b_.l 

Typa B Packaging Raqulramants, ■' Vol t. ** Pmckan# to iOCEn7i 

a Chsm-Nuclaar Systama, Inc. 82/04/30. i 7 pp. 18693 . | 0 i 
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8204870172 Rtiiutf^s r*li«tr«tli)n at ut*r of Modal CHS 1-13CII 

BARTON, J J Oanaral Public Util Itl a • - CPU Sarvlca Corf 88/04/(«i. 
MACDONALD, C E Trii*»»ortatlon Branch Ip 12892 141 


docket 71-7134 MODEL 888. TECHNICAL OPERATIONS, INC 


8204140020 Raquaibt pa((«fnt of ftt for lituanca of CartlAlcata of 
Ceapllanct 7134 nn 011104 

MILLER. W 0 LI can* t F#» Manaj**#nt Branch 82/04/02 MUNRO.d d 

Tachnleal Oparabum*. Inc Ip. 12717 323 


DOCKET 71-9134 MOSEL IR-SO, INDUSTRIAL NUCLEAR CO 


8204810374 Ra^uiaob* QA program application addratilng dailgn L 
fabrication & ratponat to and Ittmi ra Modal lR-30 
approval QA prograa application miiit pracadt lubmlttal of 
addl Info 

KACOONALO.C E Tramp or tat ton Branch 82/03/89 OAINES, T M. 

Indu* trial Nuclaar Co 3pp. 12811 172 


DOCKET 71-7137 MODEL IR-100. INDUSTRIAL NUCLEAR CO 


620417004S Raipond* to application rt<iucftlng approval of Modal lR-100 
pactaging Raquait* addl info far OA program application 
addraiaing dadgn tt Pabricatlen 

MACDONALD, C E Tranopertatlen Branch 82/03/30 SAINES.T M 
Indui trial Nuclaar CO 2pp 12731 147 


DOCKET 71-9160 MODEL 20-VS t, 40-V8, OULF NUCLEAR CO 


0204290664 Forward c application for approval of Typa B ihipplng 
canta Inara. Modal* 80* VS It 40-V8 

PAYNE. A E Oulf Nuclaar. Inc 82/03/02 MCDONALD, C Off lea of 

Nuclaar Matarlal Safa tv L Safaguard*. Olraetor ip 18898 026 


--8804870666 •'Pactaga Evaluation. Modal 20-V3 6 40-V8.T«pt 6 Ouantltlas " 
* Oulf Nuclaar. Inc 82/03/02 17pp 12878 027 


DOCKET 71-7161 MODEL R. OULF NUCLEAR CO 


8804860454 rnforma of Catagorg HE 1. Catagorg 13 faa raqulramant* for 
ravlau ef 82030S application for Modal* R, 80-VS, 40-VB> ONO-80 
t, 0m-8O 

JACKSON, 0 Llcansa Fa* Managanant Branch. BS/03/33 PAYNE. A E. 
Oulf Nuclaar. Inc. 3pp 12933 133 


8204860460 Application for approval oP Modal* 0NO-80< ONH-fiO, 20-V3 6 

40-V3 

PAYNE, A E Oulf Nuclaar. Inc 82/03/08 MCDONALD. C Of# It* of 
Nuclaar Matarlal Bafatg I< Safaguard*. Diractor ip ISDSS 153 


8204260466 “Oulf Nuclaar. Inc Paekag* Evaluation Modal ONO-SO Tgp* 

B Ouantltla* “ 

a Oulf Nuclaar. Inc 82/03/30 ISpp 18895 136 


docket 71-7168 MODEL ONN-ao, OULF NUCLEAR CO 


8204860384 Advica* that application for approval of Tgp* B nuatitlHa* 
thlppinp conta i nor », Modal. ONO-20, ONM-aO. 20-V8 «< 40-VB «ant 
undar laparat* covar 

PAYNE. A B Oulf Nuclaar. Inc 88/03/02 MCDONALD, C. NRC - Mn 
Dataltad Affiliation Olvan Ip 12853391 


DOCKET 71-7163 MODEL- CNO-20. OULF NUCLEAR CO. 


S204260454 Informs of Catagorg HE i< Catagorg 13 fa* raqulramantc for 
ravlaw of 820302 application for Modal* R. 20-V9, 40-va, ONO-ao 
«, ONM-20 

JACKBON. 0 Lican** F*a Managamant Branch 62/03/89 PAVNE, A C 
Oulf Nuclaar, Inc 2pp 12838 193 


— 8304260460 Application for approval of Modal* ONO-80. ONK-80, SO-VO 1, 
40-V8 

PAYNE. A E Oulf Nuclaar, Inc 82/03/02 MCDONALD. C Off lea of 
Nuclaar Material Safetg L Safeguard*, Director ip I2Q99 IDS 


--6204260466 "Oulf Nuclear. Inc Package Evaluation Modal ONO-80 1gp* 
B Ouantltla* " 

« Out# Nuclaar, Inc 88/03/30 ISpp 18695 156 


DOCKET 71-7164 MODEL. AlM-3, ENERGY, DEPT OF 


8804880514 Application for cartlfieat* of compliance for ihtpaiant of 
unlrradlatad AlH-3 powar unit in AlH-3 power unit (hipping 
container W/o 8AR. 

ENGEL. U P Enargg. Dapt of 82/03/86 MACDONALD, C E 
Tranoportatien Branch Ip 18678 341 



NONDOCKETED ITEMS 


lOCFR COMMISSION KEETINO RECORDS 


6204010049 Staff rtaulramants nano ri 820316 brlaftng on 8ECV-8S-3. 
propoiad addition on 10CFR50 73 astabllchlng LER fgi 
CHIlKtS J. Offlca of tho Socratary of tha Commlialon HB20316 
82/03/18 Offlca of tha Sacratary of the Commltalon Ip 
12489:398 


8204020077 Staff raqulramants fliamo ra 820317 brlaflng In Uaahlngtoni DC 
on nuclear pouar plant aurvay 

CHlLKtS J Offlca of tha Bacratary of tha CommUalon Ha20319 
82/03/32 Office of tha Secretary of tha Cammiaalon Ip 
12912’ 349 


S204020081 Staff raqulrananta memo ra Affirmation Sattlon B2~8 uharain 
Commlailon approved referral of PObE notice of pramaturlty 
ti final rule to amend 10CFR2 (< 90 to allmlnata financial 
yualif Icat Iona raviau at CP ti OL atagea 

CHIlKt B J Office of the Bacratary of tha Commlaalon MB20311 
B2/03/17 DIRCK8.U J Office of the Eiacutlve Director for 
Operatlona BICKHIT>L. Offlca of tha Oanaral Counaal 
KAMfERER.C C. Office of Congraaalonal Affaire 2pp 12912.392 


8204020089 Staff requlramanta mama ra B3031B Affirmation Baaalon 62-9 
In Waahlngton.DC to dlacuaa 8ECY-fll-707. aECY-82-74i 
BECV-S2~82 1< 8ECY-BI-629 concerning human uaaa of byproduct 
matl << Davlno FOIA appeal 

CHILK> B J Offlca of tha Secretary of tho Commlaalon HB2031S 
02/03/23 DIRCKSiU J Office of the Eiacutlve Director for 
Oparatlona BICKUIT.L Office of the Oanaral Counaal 
KAHhERERiC.C Office of Congraasional Affaire 9pp 12912:396. 


— 8204090497 Informa that B20286 maetlng ro contantiona throahold 
not originate from concarna about llcanalng procata 
Commlaalon 6D06S0 order 1< 810306 atoff roqulromanta mamo re 
8ECY-81-111 and 

AlEARHE, O Commiaalonara 02/03/01. PALLAOINO. N J • OILINS 
BRAOFORDj Comnitalonera. 2pp. 13691 299 


— 6204090500 Staff requlramanta mamo re SECV-B1’*111 Ccramleaion ap 
draft rule aa aubj for further Ofc of Oanaral Counoel 
raviaia Commlatloner comnanta and 

CHILKt 8 iJ Office of tha Secretary of the Commlaalon 61/03 
BICKWmL Office of the Ooneral Counaal. Spp 18691.257 


— 8204090901 Ataetaaa probable conaequencea If Commlaalon decldaa 
revlau ALAB-990i el Imlnatlng baeea raquiremant for adnlaaian 
of contantlon 

LAZOiR n. Atomic Safaty and Ulcanaing Appeal Panal. At.AB-9y 
80/09/19 DICKUIT.L Offlca of tha Oanaral Counaal 2pp 
12691 299 


8204140611 Commlaalon doterminatlon relaaaing porttona of tranacr 
Commlaalon S11222 meeting In llBah Ingtoni DC ra Invaitigatlon 
1< propoaad enforcamant action. Pp 1-26 Moating claacd par 
Eioinptlon 9 

CHILK. B J Office of tha Secretary of tha Commlaalon B3/04/C 
32pp 13606 118 


6204140630 Staff requlramanta mamo ra brlaflng on 8ECY-B2-130 
concerning frequency of emergency preparednaae aiercltea 
CHILK.S J Office of the Secretary of the Commltalon. MB20401 
82/04/09 DIRCKS. U J Offlca of the executive Director for 
Operatlona Ip 12686:100 


820409039Q Ratponda to FOIA requeat for documents re Horgon memo 
Forwards documonta Hated In App A Documents Hated In App B 
withheld In entirety (ref FOIA Exemption 1) 

DIRCKBiU kl Offlca of the Executive Director for Oparatlona. 
81/12/01. LEVENTHAL.P Nuclear Club. Inc , The 4pp 12969 283 


8204190471 Unofficial transcript of Commlaeion 820419 brlaflng or 
8ECY-62-111 ra requlrameriba for amargancy raaponia 
capability. Pp 1-149 

a Comml aa lonari 83/04/13. 164pp 12730 209 


--6204090400 Determination that Commlaalon BH104 meeting to dlacuaa NRC 
export r atponalb 11 1 ties may be closed to public pursuant to 
9UBC992b (cHlli 10CFR9 104<al<l) 

BICKUIT. L. Office of tho Ooneral Counsol Bl/H/02 Offlca of 
tha Oanaral Counaal Ip 13969 287 


8204S20116 Adviaaa that ancl markad-up tranicrlpts of B107S7 ti 1( 
budget maetlngt ahould be raleaaad u/o dalatlon h placed 
in FDR 

ALOOTiC B Office of tha Oanaral Counaal. B2/04/13 CHILK.S 
Offlca of tha Bacratary of the Commlaalon. 203pp tSB23. 160 


— 8204090403 Transcript of Chairman Palladlno statement re aubja 
conaldarad at doted Commltalon maetlngt during wk of B1H02 
over which Chairman praildad Attendee Hat for B1H04 
maetlng re NRC export roaponiiblHtlai ancl 
PALLADINO.N. Commiaalonara 81/11/16 2pp. 12969 2SB 


—8204090406 Provldoi written axplonatton of Commlaalon votes to cloae 
meotlnga on B1 1027. 29. 1102. 04. 09. 06. 12. 16 1. 17 In 
Hoihlngton. DC 

MAOEE. W NRC - No Detailed Affiliation Oivon. 81/12/01. NRC - 
No OotoUad Affiliation Oivon 2pp. 12969-290. 


S204220632 Transcript of 820318 af f Irmatlon/d lacuialon aetalon ii 
Uaahlngton. DC re proposed rulamaklng changes Pp 1-6 
B EC Y-& 1-62 9,8 1-707 It 82-074 ancl. 
a Cominl as loners 83/03/ie 9pp. 12829 096 


—8 1 1 1270336 9ECY-BJ-629 

flecommendi approval of amends to 10CFR72 re early datectlon 
of theft of in-tranait BNH of oiodarata strategic 
aignlflcance Draft PR notice t. Itr to Congress end. 

DIRCKB.U J Office of the Executive Director for Operations 
81/10/30 21pp 13829:106 


8204090482 Staff requlramanta memo re Afflrmetlon Station 82-10 on 
820320 ro 9ECY-02-3. 8ECY-82-0J6B t< SECY 02-09 Commlaalon 
commonta to bo Included in statement of contldcration on 
propofed UER rule end 

CHILK.S J Office of the Secretary of the Commlaalon. H820329B. 
02/00/30 DIRCKS.H.J. Office of the Executive Director for 
Operatlona BICKWIT.L Office of the Oanaral Counsel. 

KAMfCRER.C C Office of Gongreialonal Affairs. 9pp. 12633.394 


8204090493 Forwards Cammiaalon doterminatlon atatement rtlaasing 
transcript of 820226 dosed meeting 

CHILKrO. U Office of tho Secretary of tha Commlaalon 62/03/19, 
Public Document Branch. Ip 12691’ 224 


— B204090499 Commleelon doterminatlon releasing portions of Commlaalon 
820226 mooting in Maihlngton. DC ro revlaad Hconalng 
proceduroa Pp 1-27. Meeting doted per Exempton 10 
* Commieaiontra, 82/03/19. 30pp. 12691 229 


— aa012904B3 SEC Y-B 1-707 

Requests approval of notice of proposed rulemaking to grant. 
In part, petition for rulemaking PRN-39-l( provid Ing exception 
to reatr Ictlona In NRC regulations for cortatn radioactive 
drugs. Draft rule (< Congreaelonal Itr encl. 

DIRCKBf U J Office of the Executive Director for Operatlona 
81/12/28 67pp. 12039' 127 


—8203180421 8ECY-B2-074 ERR 

Proposed changes to SECY~B2-74 clarifying regulatory 
flexibility statement In Encl 1. 

* Office of the Oeneral Counsel 82/03/08 2pp. 12829: IS 


—8203190204 SECY-B2-074 

Recommends that ComeilsalDn approve publication of notice of 
proposed rulemaking to amand 10CFR90 99a. Analysis re 
periodic t( ayetematlc review of regulations par TMI Action 
Flan Item IV S 2 end 

DIRCKSj H J Off tea op the Executive Director for Dperatlon: 
82/02/18. 29pp 13839. 196 
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NONDOCKETED ITEMS 


8S042300&9 Trantcrlpt of 620311 off Imation/diceuiiton titolon In 
Mothingtoni DC pt 8ECY-8S-031i final ruli concarnlng financial 
<iuallf leatlon* for raaetor appllcanfei tc prapactv damapt 
Intupanea Pp i-b. 

* ComniBalonari, 62/03/11 epp, 12634:204. 


— 0202010397 BECV-02-021 

Aaqvaiti Conuitlation approval for publication of final rula 
to antnd 10CFR3 ti 10CFR90 to alirninata pratant financial 
iluallflcafclont rivlau h findingt for CP t< OL appllcanta ft 
ra^^iclra licantata to maintain propartg damagr iniuranca 
OIRCKSfM J Offlct of tha Eiacutlva Diraetor for Oparatlona 
62/61/18 7p. 12634:213 


6204270630 Trantcript of 620421 public maatlng rt Commlttion brlaMnf 
on vandor Inap program Pp 1-71 9upportiva matl and 
a Commlaa ionara 62/04/Sl 99pp 12697 041 


ACRB ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


6202080136 Tranacrlpt of ACR8 Subcomnl t taa on Oafatg Phlloaophgi 
Taclinologg (< Crltarla <i Subcommlttaa on Claaa 9 Accldanta 
820203 joint matting in Waihlngtoni DC Pp 173-203 Supporting 
docurnenbat ion and 

a ACRB ~ Advlaorg Comnittaa on Raaetor Safapuarda 62/02/03 40pp 
11646' 161 


—8202010409 ''Elimination of Ravlau of Financial 6ual If Icatlona of 
Elaetrlc Utlli in Llcanilnfl Htarlnpai " tOCFRS h lOCFRSO 
final rult Ellnlnatti rtvlou of financial i^ual iflcattcn b 
raiiulTBt llcanaaaa to maintain propartg damaga Iniuranca. 
a Offlca of tha Baeratarg of the Commlailon. lOCFR 002,00 
B2/01/18 48pp. 12634 221. 


6204260373 Unofficial tranaerlpt of 620325 af f irmatlen/dlecuaaion 
aaaalon In Ma ah Ingtoni DC ra SECY-a8-e9 amand to 10CFR39. 

Pp 1-7. 

• Comni It Ionara. 62/03/29. 9pp, 12BSB 262, 


6204010239 Tranaerlpt of ACRB Bubcommlttaa on ECCS 620324 matting In 
A1 buquarqutt NM. Pp 1-217 

a ACR8 - Advliorg Commlttaa on Reactor eafaguarda. 62/03/24. 
219PP 12479 036. 


6204020263 Tranaerlpt of ACRS Bubcommlttaa on Advancad Raactori 620336 
miattng In Argonnti lU Pp 32B-60S 

a ACRS - Advlaorg Commlttaa on Reactor Safaguarde 62/03/26 
2e0pp 12497' 163 


—6204260379 6ECY-02-OB9 

Raquaata approval to publlah changa* to 10CFR39 raqulrlng 
talatharapg lleaniaai to inatall radiation /nonltori in 
talatharapv rooma li uta portabla aurvav Initrumanti uhanavar 
monttora inoptrabla. 

DIRCKBiU U. Offlca of tha Ecaeutlve Diraetor for Dparatlont. 
62/03/23. 27pp. 12856 291. 


B2O42B05B0 Tranaerlpt Pf 620420 Comniialon briefing on atatua ti 
aafaiimant of naar-tarm OLt Ipubllc aaaalon). Pp 1-S3 
Outline of OL ravlau atatua viawgrapha and 

NATIONS. L Offlca of tha Sacretarg of th» Cornell aal on, S2/04/20 
75pp, 12678 043, 


8204280636 Tranaerlpt of 820401 Cornniaalon af f iTMatlon/dlacuaalon 
laaalon in HBahingtoni DC Pp 1-3 
a ConaiUatonart 82/04/01 6pp. 12677.011 


— 8204280640 8ECY-e2-101 

Raquaata approval of FR publication of final rula to amtnd 
lOCFRSO, 94 re amarganeg plan aubmlttal dataa for cartatn 
rtaaarch <i teat raaetor llcanaata. 

DIRCKBiU J, Office of tha Exacuttva Director for Oparatlona 
82/03/09 SOpp, 12677.017. 


B204020349 Tranaerlpt of ACRB Subeommittaa on Advanced Raactori 620327 
ffliatlng In Argonnt.IL Pp 606-819 

a ACRS - Advlaorg Commlttaa on Raaetor Bafaguarda 62/03/27. 

210pp, 12496 012 


6204020372 Tranaerlpt of ACRS Subeommittaa on Advanced Raactori 
620325 matting In ArgonnadL Pp 1-327 

a ACRB - Advlaorg Committal on Raaetor Safaguardi, 82/03/29, 
320pp. 12494 264 


B304020444 Tranaerlpt of ACRB Subeommittaa on Electrical Pouar Sgi b 
ECCS 820331 maetlng In Waihlngton.DC Pp 1-348 Vliugraphi 
ane 1. 

a ACRB - Advlaorg Cammlttaa on Reactor Safeguard! 62/03/31 
S32pp 12501 211, 


6204090190 Tranaerlpt of ACRS 264th ganiral meeting on 820401 In 
UaiJilngton.OC Pp 177-309 

* ACRS - Advlaorg Commlttaa on Raaetor Safaguardi, 82/04/01 
300pp. 12S16 001 


B204070321 Tranaerlpt of ACRB Subeommittaa on Nuclear Safatg Raitarch 
Program 620331 maetlng In tJaihlngton. DC Pp 1-283 
a MR9 - Advlaorg Committee on Raaetor Safaguardi 82/03/31. 

2e3pp 12570 289 


'6204290010 Package of four commanti Pn propoiad rula lOCFRBO re 
aitanaion of dui date for aubmlttal of reviiad anergincg 
plant raqulrad bg t0CFR90, 94 Eitaittlon aupportad 
CLARKi L Maaiacliutatta Inatltuti of Tachnologg. 46PA63316 
62/02/01. Dockating «< SarvlCBi Branch. 4pp. 12877:047 


8204070425 Tranicrlpt of 264th ACRS general meeting on 820402 In 
Haihlngton. DC. Morning aeailon Pp 306-342 

a ACRS - Advlaorg Commlttaa on Reactor Safaguardi 62/04/02 37gp 
12968' 233 


— 8204290023 Forward! to all raaiareh k tait raactori. currant itatui of 
ravliad guidanct criteria for amarganeg planning Advitaa of 
davalopiaant of BRP for praparatloji l« avaluatlon of 
radiological amargtncg plana for racaarch k tact raactora. 

ElBEMHUT. D. e. OlvUlon of Lieantlng 46FR63319. 62/01/29. 

Dlviilon of utcanilng 23pp. 12677:052 


B204090239 Concur* In NRC tentative concluiloni ra Initrumantatton for 
monitoring uiatar level or Invantorg Cora exit thermoeouplei 
k laturation margin monltori not lufflclent for Inadequate 
core cooling monitoring tga for PWRa 

BHEIMON. P, ACRS - Advlaorg Committia on Reactor Safeguardi 
82/04/06, FALLADINOiN J Commlif lonera 3pp 12629'216 


—8204290031 BBCY-82-102 

Requtata approval to putllih advance notice of petition for 
rulemaking PRM-34-2 re certification of induatrlal 
radiographara. Notice would aolielt commenta on altarnatlvaa 
praaanted k invite auggaitioni for othar alternatlvai, 

DIHCKS. W. 0 Offlca of tha Exacutiva Director for Oparatlona. 
82/03/09. 6pp. 12877' 077. 


—0203230024 Ravleui BECY~7*-14*. "Analgtli of Radlographg 
Overaxpoaurei. " Pollcv paper ntadad to datall coordinated 
NRC action plan for addraiilng problem of radlographg 
ovaraxpoaurea, 

RCUDEN NRC - No Ditatlid Affiliation Given 76/08/04. eoSBlCK.L 
NIC - No Detailed Affiliation 01 van. 2pp.. 69966; 224. 


6204090296 Commenta ra NRC Long-Range Raiaarch Plan.PY64-ee (draft 
NUREO-0764 ) Plan not trua long-ranga planionlg projection 
of currant programi k programi planned to aniwer currant 
quaitloni 

SHEbfIDN. P, ACRS - Advlaorg Commlttaa on Reactor Safaguardi 
82/04/05. PALLADINO. N. J. Gofflml ailontrt. 2pp. 12629' 161 


BSO409O2S9 Summarlxea ACRS. NRC k C-E dlicuiiloni ra rallabilitg of 
thutdoun heat removal aya on C-E 8gi 80 diilgn Addition of 
valval large anough to aaie rapid dapreiiurl xation of 8yi 
80 ihould ba contldarad, 

BHEMION, P ACRS - Advlaorg Committee on Reactor Safapuarda 
82/04/05. 0IRCK8. W. J. Office of tha Executive Dlrtcbor for 
Oparatlona 2pp. 12627. S 89 


— 000613O3BO Forwapda OEUD Lagal Memorandum ra NRC legal authorltg to 
eatabliah natl radiographer llctnalng program, 

SWARfH, K. Office of the Exacutiva Legal Diraetor, eO/05/19. 
OlRCKSrH. J. Offlca of Nuclaar Material Safety k 
Safeguard a. Director, t7pp, 02753:310, 


1204290399 Staff requlramenta memo re amind to lOCFHSO. 54 (r), "Mod of 
ReRVlremanti for Butmlttal of Bmargeneg Plana bu Reteareh fc 
Taat Reactor Uleanaata. " 

CHILHiB. J. Offlca of the Batretarg of tha Commlttion. M620401C. 
82/04/07, DIRCKBiW. J. Offlca of the Executive Director for 
Operetlona. BICKMlTiC. Offlca of the Oenerel Couneel, POUCHARD* J, 
Office ef Public Affair e. 2pp. 12899:089. 


6204160079 Tranaerlpt of ACRS Bubcommlttee on Traneport of RadioaetlVI 
Matla 820414 procaedlngi in Utah Ington, DC Pp 1-310 
Supporting doeumantatlon and, 

• ACRB - Advleory Committee on Reactor Safeguard* 62/04/14 
450pp 12699, 049. 


82O419D0S5 Traneeript of ACRS Ad Hoe Metal Component Subgroup 820419 
meeting in Wach 1 ngton. DC, Pp 1-147. 

a ACRS - Advlaorg Cammlttaa on Reactor Safeguard* 62/04/19. 
147pp, 12724:016 



NOIMDOCKETED ITEMS 
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0204190353 Transcript of ACR8 Subcommlttit on SEP B20415 Dinting In 
Uashlngtoni DC Pp 1-SB9 Viougrapht end 

o ACRS - Advisorg CoDimlttee on Reactor Safeguards B2/04/1S 
380PP 12727 194 


8204270523 Submits minutes of ACRS 2&5nd meeting on 020204-OA In 
Mat)iington> DC 

SHEMIONiP ACRS - Advisorg Committee on Reactor Safeguards 
SL-0271 62/03/22 PALLADINO. N J Commissioners 2pp 12673 305 


C0HHI8SI0N NRC COMMISSIONERS 


8304010026 Requests confirmation re appointment of JR Wlttlne as VA 
llaieon officer for streamlining siting 6 environ review 
process for nuclear facilitiei 

PALLAOINO.NJ Commissioners 82/03/15 RDBB>Ca Virginia, State 
of 2pp 12490 352 


B204010040 Act receipt of 02O2OB Itr espresslng State of UT intereat in 
pursuing agreement u/NRC for regulating certain classes of 
radioactive matl 

PALLADINO, NJ Commissioners 82/03/15 KATHESON, 8 H Utah, State 
of Ip 12489 35? 


— 6204010043 Requests assistance in providing technical assistance ti 
training to Staff in radiation control program including 
revlaw of itatutorg authoritg it review of proposed 
regulatl one 

KATHESON, 8 M Utah, State of 82/02/08 PALLADINO, N J 
CDdimlssi oners ip 12487 360 


B204O1OS0O Forwards response to KK Udall 611002 Itr re NRC poltcg 
retponiib 1 1 1 ties about eisergencg preparedness Role of 
statestFEMA t< NRC delineated 

PALLADINO, N J Commissioners 82/03/01 UDALL, M K House of Rep., 
Interior ti Insular Affairs 6pp. 12492 074. 


— 6204010504 Requests info re NRC author I tg, responslh Hi tg it procedures 
to provide assurance that offiite radlblogical emergencg 
planning adequately protects public health it safety 
UDALL, M R House of Rep < Interior & Insular Affairs 81/10/02 
PM.LADINO,N Commlsslonirt 2pp 12492 100 


B204070667 Responds to recommendations re interim license contained In 
Ninth Rapt by Committee on Oovt Operations, “Licensing 
Speedup, 8 b fety Delay NRC Oversight. " 

PALLADINO, N Comml silonars 82/03/01 MOFFETT, T House of Rep , 
Oovernment Operations Bpp 12597 127 


—0202000431 Forwards Environ Energy 6 Natural Resources Subcommittee 
rapt, “Licensing Bpaedup, Safety Delay NRC Oversight " 

MCFFETT, T House of Rap , Oovernmtnt Operations 81/10/22 
PALLADINO, N J Commissioners 3pp 12597 159 


— 82040B02S2 Provides Coaimisston doelsion re future eiport licenet 
reviews. Basis for decision « lari f led. Procedures being used 
for past yr should be continued as result of NRC Internal 
review 

PALLADINO, N. J. Commi ■ s Lent r s 82/03/18. PREBSLER,!.. Senate, 

Foreign Relations Committee 4pp 12619 131 34)( 

F Ic h e SO -000, 02/03/22, 82040302 1 2 


— 8204000254 Provides Cammisslon decision re future export license 
reviews. Basis for decision clarified Procedures being used 
for past yr should be continued at result of NRC Internal 
review 

PALLADINO, N J Commissioners BS/03/IB OTTlNOERiR L House of 
Rep < Energy L Commerce 4pp 12619 135 24X 

FtchC’ SO -000, 82/03/22, B2040B0212 


— B2O4O0O257 Provides Commission decision re future eiport license 
reviews Basis for decision clarified Procedures being used 
for past yr should be continued as result of NRC internal 
r evlsw 

PALLADINO. N J Commissioners. 62/03/18 81HPS0N, A. aenate. 
Environment It Public Horks 4pp. 1261 ?• 139. 24X 

Flche 50-000,02/03/22,6204000212 


— 8204000265 Requests statement of Commisstan position re conclusions (< 
recommendations from MURE0/CR-16et 

UDALL, M K. House of Rep., Interior *< Insular Affairs. BI/06/1'9 
HENDRIEi J. Commisiioners ip 12619 144 84X 

Flchf’ SO-DOO, 02/03/22, 8204080312. 


6204090093 Oascrlbei role of stata liaiaon oPflcars In NRC programs, 
including transportation of radwaat a, eit Ing, environ mattars, 
decommissl on Ing, emerg ency raspansa, not! f Icat 1 on li waste 
disposal 

PALLADINO, N J Comml st loners 82/03/15 KEAN, T K Neu Jersey. 
State of 2 pp 12633 204 


6204090277 Comments on S. Q. 1833, “Regulatory Burden Reduction Act " 
NRC supports need for reguletory agencies to underata'hd 
economic costs, but cannot support S5X compliance cost 
reduction provision w/o qualifying language. 

PALLADINO, N Cumnls sioners. 82/02/26. ROTH, U. V. Senate, 
Oovernmental Affairs 2pp 12652:027 


— 8204090290 Requests review $i comments re 8.0 1833, "Reguletor-y Burden 
Reduction Act. “ Also requests assessment of paperwork ti 
regulatory burdens which might result from passege of act 
Response requested In 30 days 

RQTH.VJ V Senate, Oovernmental Affairs 61/11/25. HENDRIE.J. 
Commissioners 7pp 12652 029 


6204160204 Porwards responia to J Olenn 820125 request for addl 
comoants on eiicutlva oversight provisions of Regulatory 
Reform Act 

PALLADINO, N J Commissioners 82/03/06 OLENN, J 6enete. 3pp. 
12719 317. 


6204080212 Testimony of NJ Palladino on NRC FVB3 budget request before 
Subcommittee on Energy it Mater Development I, Committee on 
Appropriations 

PALLADINO. N J Commissioners 82/03/22 17pp 12619 04B 24X 

Flche 50-000.82/03/22,8204080212 


— 8204160207 Requests caaimants re executive ovarslght provisions of 
Rtgulatory Reform Act including aiamples of major rulemaking 
activity by NRC. 

OLENN.J. Senate. 82/01/35 PALLADINQ.N. Commiest oners 4pp 
12719:320, 


•BBO4O0O241 Provides Commission decision re future export license 
reviews Basts for decision clarified Procedures being used 
for past yr should be continued as result of NRC internal 
rtvi ew 

PALLADINO, N J, Commissioners 62/03/18, UDALL, MR, House of 
Rep , Interior R Insular Affairs, 4pp 12619 115 24X 

FUhS' 50-000, 83/03/22, 8304080212 


6304190112 Responds to 620204 Itr expressing concern that some utils 
missed 830201 deadline for Installation at sys for prompt 
public notification Enforcement action has been initiated. 

Example of action taken end 

PALLADINO, N, J Commisiioners. 62/03/15. MOFFETT, T House of Rep, 
Oovernment Dperatlont Ip 12731 333. 


—0204080244 Provides Commission decision re future eiport license 
reviews. Basis for decision ciarlfiad Procedures being used 
for past yr should be continued as result of NRC internal 
ravl Sw 

PA-LADINO. N, J Commissioners 02/03/18 lABLDCRI.C House of 
Rep , Foreign Affairs 4pp 12619' 119 24X Flche 50-000, 

02/03/32, B204080212 


-8204080249 Provides Commission decision re future eiport license 
ravlawf. Basis for decision clarified Procedures being used 
for past yr should be continued as result of NRC Internal 
r^y i tu, 

PALLADINO, N J. Commissioners. 02/03/10, 

Rep., Environment ti Public Works. 4pp 12619 123 24X 

Flche 50-000,82/03/22,0204000212 


-0204000251 Provides Commission decision re future eiport license 
reviews. Basis for decision clarified 

for pact yr ihould be continued as result of NRC internal 

8204060212 


■8204190115 Responds to 630204 Itr expressing concern that some utile 
mlsstd 820201 deadline for installation of eye for prompt 
public notification. Enforcement action has been Initiated 
Example of action taken and. 

PALLAOINa, N. J. Commlselonars, 63/03/15. HARKEY.E. J. House of 
Rep Ip . 12731; 334. 


■8204190119 Requeete precise detail* of status of compliance of eight 
plant* not meeting 620201 deadline for Installation of 
prompt public notiflcatloti eys 

MOFFETT, T, House of Rep , Oovernment Operations. 62/02/04 
PALLAOtNO, N Comnf ■ I ian«rf 3pp. 12731:352. 


■8204190121 Requests that NRC supply Oversight tt Investigations 
Subcommittee w/detalls of conpllance et ten plants that have 
not met 620201 deadl ine. Rep t re NRC response to 
noncemp 1 lance also requested. 

MARKEViE.J. House of Rip., Oovernment Operattane. 62/02/04 
PALLADINO, N Commisaloneri. 2 pp 12731:355. 
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NONOOCKETED ITEMS 


6204190461 Forward* comoionto on 9. B. 1601 . propotad Ragulatorg Hodldtlon 
Act of 1961) In ro«pon«» to B10930 rai^uitt Propoocd 
lagUlation could potcntiolln dolay rulomsklnp proctot u/« 

■ ctoopliiti inp rtpulatory objactlv*. 

PALUDtlNO. N J ConmlBtloner* 62/04/06 ROTH^W. B Sonata. 
Oovarnmantal Affair*, Bpp 18730 169. 


—8204010161 Mod 6. daob 1 igctlnp unliquidated 
In contract fop cloaaout. to "Comparatlv* 
Outdo* (. Rag ul at Ion*''. 

HCODNALD.R J. Be lane* Appl icatlon*. Inc 
A*il*tane* Contracts Branch FIN B-1931 
62/03/01 2pp 1B4B7 361 


halanca of fund* rtoiatnlni 
Analysi* of 

SMITH. P A Taebnlcal 
NRC-02-76-294. 


— 8804190463 Forward* B. B, 1601. draft Ragulatory Madiatton Act of 1981. for 
ravltw tt coflnant 

ROTH.U V. Sinata. Oovarnaantal Affair* 81/09/30 HENORIE.J M 
Commissi ontrs t9pp 12730 177 


830482(X163 Rasponds to 620188 Itr axprtsaing concarn r* mannar in tihlck 
NRC daals u/probl*ffl of staan gtnarator tuba intagr 1 ty. NRC 
is adaquataly addratsing probliim Btaam gtnarator Insp 
Mttoryj abstract of Nt/nE0-08a6 U KRR budgat analysis and. 

PALLADINO, N .1. Comnlss lonart. 68/03/31 MARKET, E.O Nouaa of Rap. 
193pp 12823 001 


8204220161 Act racaipt of 620315 Itr prasantlng aoaa Induatry thinking 
undarlglnj 820309 discussion on prassurl tad tharmal shock. 

PALUDINO. N d. CoauBlatlonar* 68/04/09. H0S81W. A D Elactric 

Powtr Rtitarch Instltuta. Ip 18881:166 


■8S04230169 Conmants on prapsuriiad tharmal shock. Erparimant* *how that 
shallou cracks ara arrastad 1. do not tend to axtand a* 
cracks art calculated by using dlract application of <td 
fracture machanict aquations 

ROERIN.A.D Elactric Pouar Rasaarch Instltuta 88/03/19 
PM.(.ADINO.N J ConMlsflonar* 3j»p. 12621.167. 


8204820323 Raipondt to 8S0224 Invitation for commants on OAO rapt. 
"Fadsral Aganciat Nagllgant In Collsctlng Debt* Arising From 
Audits." NRC final rule, issued 620888. aatab 11 shad debt 
collection proetdura* In conpllanca u/OHB guldaline*. 

PALLAOINO. Nd Commlsslonart. 88/04/06. BROOKS, J. House of Rap , 
Oovarnnant Opsratlons. Ip. 12833 818. 


■8204220327 Forward* CAO rspt “FadaraJ Aganciat Nagllgant In Collecting 
Debts Arising From Audits, “ for conmant by BS0330 
BROOKS. J Houat of Rap , Oovarnnant Oparattons. 62/08/24. 

HENDRIE. d.M Conmlsstonar* 30pp. 12833 219. 


8204260373 Ifnofflelal transcript of 830389 afflrnatlon/dlscusslon 
session in Washington, DC ra BECV-B8~8S amend to iOCFH39. 

Pp 1-7 

a CoiMsiet loners 82/03/29. 9pp. 18098 262 


6204370011 Forwards savanteanth monthly status rapt for 820813-0319 
PALLAOINO. M J. CommlsPionara 88/03/31. BEVILL, T House oP Rap. , 
Appropriation* 16pp. 12874-027 


6804360566 Forward* ratpontt to 820113 quaation* ra role of Edlow Inti 
Co In aaslstlng South Africa Electric Supply Commission In 
obtaining anrlchad U futl for Koabarg reactors. 

FALLAOINO, N. d. Conmlitionirt S2/04/09 9LENN. J. Sanate 9pp. 
12678-269 


■6204880970 Lists questions ra Edlow intl Co asslstanci In obtaining 
anrlchad 0 for South African Elactric Supply Commiailon 
Koabarp reactor. List of licantat held by Edlow Inti Co and. 
8LENN.J Sanata, Oovarnmental Affair*. 82/01/ i 3 PALLADINO, N. d. 
Commissi oner*. 8pp 12876 274. 


6804290850 Forward* propoaad addition to iOCFR30. 73 sstahUshlng LBr 
sys. 

CHIW.8. J. Office of tha Secretary of the Commission. 08/04/81 
0IRCK6.U, d. Office of the Esacutlva Director for Oporations, 8pp, 
18899*014. 


BS04020008 Notification of contract execution. Hod 6 to "Consulting 
Bve* on Effects of Explosion* " Contractor Naval Surface 
Waapon* Ctr 

NCLEAREN. T Technical Assistance Contracts Branch FIN B-3493-g 
NRC-03-76-323 82/03/17 LEVINE. J , NISCHAN.W J Accidsnt 

Evaluation Branch Ip 18912 318 


--BS0408D019 Mod 6> daobl igatlng unliquidated balance to close out 
contract to. "Consulting Sves on Effects of Explosions, " 
ROBERTS, E, 9. Navy, Dept of MATTIA.M d Technical Asslstancb 
Contract* Branch FIN B-9493-8 NRC-03-76-388. 82/03/17 Ip 

18918.313. 


8804020083 Notification of contract execution. Hod 3 to "US Army Corp 
of Engineers Oeotachnical Afsistanca, " Contrac tor* US Army 
Corp of Englnasrs 

HAIRSTON, C , FLEENOR.C Technical Assistance Contracts Branch 
HRC-02-B1-036. B8/03/82. DAVIS, J , HART0N9, L Office of Nuclear 

Material Safety 8, Saf aguards, Director Ip 12919 037 


— S2040202B7 Mod 3, obligating addl FY02 travel funds, to "1/8 Army Corp of 
Englnasrs Oaotachnlcal Asslitanca " 

FRIEOENWALDiR Army.Oapt of, Corps of Englnasrs. MATTIAtH d 
Technical Assistance Contracts Branch. NRc -08-6 1-036. 83/03/22 

ip 12919 038. 


B804080029 Notification of contract execution, Mod 4 to "Development 
of Nuclear Reactor Plant Data Dank " Contractor' 8BA. 

Subcontrac tor * Technology Development of CA 

OACORB, A. Research Contract* Branch, FIN B-7077 NRC-04-80-B19 

88/03/24 FOREHAND, U , LEE. T Office of Nuclear Regulatory 
Research, Director. Ip 18912 316 


—6204020044 Mod 4, revising Fy02 overhead It general t, admlnistratlvt 
rates, to "Devslopment of Nuclear Reactor Plant Data Dank." 
CRACRAFT, T M. Technology Development of Cal i f ornla, Inc 
OOJOH, d E. Small Business Administration MORTON, K V Research 
Contract* Branch FIN D-7077 NRC-04-80-219 82/03/24. 2pp 

18912 317 


6804080920 Notification of contract execwtlon, Mod 8 to "Olspsrsldn of 
Airborne Effluents from Low Livel Radwaste Facilities." 

Contractor Environ Research Labs. 

HROfCERO, 0 Research Contract* Branch. FIN B-71070. NRC-01-00-084 

B2/03/S3. MINOOUE.R B. , K0RNA8IEUICZ, R Office of Nuclear 
Regulatory Research, Director tp 18919.148 


—0804080938 Med 8, extending period of performance to 880331 at no cost, 
to ''Disperelon of Airborne Effluents from Lou Level Radwaste 
Factlitlai. " 

DERR.V E. Environmental Research Co MORTON, K V, Rasaarch 
Contract* Branch FIN B-71070 NRC-01-80-oa4 82/03/23 Ip 

18919: 143. 


8204030938 Notification of grant execution* “Conference on Thermal 
Hydraulics, “ awarded to AN8, 

BAI6DEN. L Research Contract# Branch. FIN 0-1038 NRC-O-O4-88-001 

B2/03/83. BATSON, W . dUPITER.C Office of Nuclear Regulatory 
Rasaarch, Dirsetor Ip 12919 146 


—9304020947 Grant' "Conference on Thermal Hydraulics," awarded to AfiS 
MUINO, F, d American Nuclear Society MORTON, K V Research 
Contracts Branch FIN 0-1032 NRC-0-04-88-001. 62/03/23 2pp. 

12919:147 


CONTR«T NBC CONTRACTS AND H001F1CAT10N9 


820401W78 Notification of contract axeeutl«n,Hod 3 to "Environ 
Pregraa H/Stat* of MD. * Contractor- State pf HD, 

BROWERO, B. Research Contracts Branch, FIN 8-9106 NRC-09-80-86». 

08/03/0?. COBB, L. I., COHEN, L.K. Training k Administration Staff, 
tp. 12409:331, 


-8204010077 Nod 3, providing funds for CV02 to "Environ Monitoring 
Program W/Stata of HO. " 

* Maryland, Btats of. HORTON, K.V. Rasaarch Contracts Branch, 
FIN B-5106, NRC-08-eo-869. 08/03/09. Ip. 18409; 332. 


B3O'4O2O990 Correctsd notification of contract execution, Hod 6 to 
"Consulting 9vee on Effect* of Explosion*. " Contractor. 

Naval Surface Weapon* Ctr. 

HCLEAREN, T, Technical Assistance Contract* Branch. FIN B-9473-B 
NRC-03-76-32a 08/03/18. LEVINE, d., NIBCHAN, W. d. Division of 

Bystsn* integrotlon (post Blloos) tp. 18919:149. 


8804080198 Notification of contract ekecutton. Hod 9 to "Effect* of 
Nuclear Pouar Plant Operations on Population of Boring N 
Fouling Invertebrates." Contractor;Lehigh Univ, 

dACCBBiA. Research Contracts Branch. FIN S-9744, NRC-04-76-347 

88/03/09, BAT8QN, W. , FOULKE, J. Office of Nuclear Regulatory 
Reetarch, Director. Ip 18610' Sio 


8804010192 Notification of coniraet axecutioniHod A to "Comparative 
Analysis of guides k Ragulatlait*. * Contractor; Beteneo 
Applications, inc. 

Ttchnlcal Aoetstancs can tract* Branch. FIN B-iSSi. 
NRC-0a-7A-894. 82/03/01. WE8MAH, d. , EVANS, L. d. Offico of Nucleal 
natorlat flafsky 6 Bafeguards, Dirsetor. Ip. 18487:360, 


—0804080190 Hod 9, extending performance periyd to 680219 k transferring 
title on capital oquipment, to "Effects of Nuclear Power 
Plant Operations on Population of Boring k Foullpg 
Invertfbratos, " 

LIBBCHid. F. Lthlgh Univ. MORTON, K.V. Rosoarch Contraeto Branch 
FIN B-9744. NRC-04'-76-347. 88/03/09. Spp, 12618:318. 



NONDOCKETED ITEMS 
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6204000214 Notification of contract • locutloni Mod 1 to "Sol tnological 
Invoftlgatlon of Earthquako in Now Madrid aolimic Zono t< 
aciwiiDtogical Invaotigatlon of Northaostarn Eitanalon of 
Mau Madrid Saismic Zona “ Contractor St Louie Univ 
HOCUTT, 8 Raaiareh Contract* Branch FIN B-B079 NRC-04-B1-199 

02703/01 BATSON, M . MURPHY, A Offlca Of Nuclaar Ragulatorg 
Raaaarch, Diractor Ip 12619 018 


— 92040B021B Hod 1, incraasing funding, to “Saitmo log leal Invaitigatlon of 
Earthquakoi In Nau Madrid Balaoilc Zona b Baiofflologlcal 
Invaitigatlon of Northaaitarn Eitanilon of Nau Madrid 
Saitffllc Zona “ 

BTAUDER, UV St LoutiUnlv HORTON, K V Resaarch Contracta 
Branch FIN B-S079 NRC-04-B1-199 92/03/01 Ip 12619.019. 


6204080982 Notification of contract aiacutl on, Mod 2 to “Invoatigatian 
Into State of Strait in Cruit Under Northaaitarn US ” 

Contractor Colunthia Unlv 

JACCSS.A Research Contracts Branch FIN B~724S NflC-Od-Bl-lBO 
92/03/09 QAT80N,U , ZURFLUEH, E Gfflca of Nuclaar Regulatory 
Reiaarch, Director ip 12619 172 


B2040809B4 Hod 2, adding incranantal fundi, to “Invaitigatlon Into Btati 
of Strait in Crust Under Northeastern U3 “ 

LEMI8, J P Columbia Univ MORTON. K </ Oivltlon of Contracts 
FIN 0-7249 NRC-04-81-1S0 B2/03/09 Ip 12619 173. 


B2040fi09B7 Notification of contract aiacutlon, Mod 3 to "Environ 
Monitoring Program U/Btata of CD " Contractor Stata of CO 
UOLLETT, 8 Research Contracts Branch FIN B-9104 NRC-09-SO-267 

32/03/09 COBB.L I , COHEN, L K Training h Administration Staff 
ip 1261S’236 


9204080989 Mod 3, providing funds for CY62, to "Environ Monitoring 
Program U/Stata of CO " 

a Colorado, Stata of MORTON, K V Division of Contracts FIN 
B“9104 NBC-09-00-267 02/03/09 ip 1261B 237 


8204090042 Notification of contract aiacutlon "Kaint for IBM Hag Card 
I , Eiacutlvas, Mag Card II, Memory Typaurltars, Balactrlc III 
fa Electronic 79 Models," auardad to 8BA Subcontractor' 

Caltsch, Inc 

COLEMAN, H Adffllnistratlva Contracts Branch NRC-10-82-364 
82/03/18 OORIE. U , RANSOM, L Office of Administration Ip 
12633 2ei 


— 9204090091 Contract. "Malnt for IBM Hag Card I, Eiacut Iva, Mag Card It, 
Memory Typauri tors, Balactrlc III fa Electronic 79 Kodali, " 
auardad to BBA Subcontractor: Caltech, Inc 

HILLiD Small Dullness Administration LEBO, C D Administrative 
Contracts Branch NRC-i 0-82-364 82/03/18 2pp 12633- 2B2 


—9204090097 Contract "Malnt for IBM Hag Card I, Exacut ivaa, Mag Card 11, 
Memory Typauri tars, Balactrlc III fa Electronic 79 Modal*, ’* 
auardad to Caltech, Inc. 

CELESTIN.L E Caltech, Inc HILL, D email Butinass 
Administration NRC-10-62-364 82/03/18 13pp 12633:284 


8204130074 Notification Of contract •lacutlon. Hod 2 to "Environ 
Monitoring Program. U/Stata of DE " Contractor Stata of DE 
HDLLETT, a Resaarch Contracts Branch FIM 8-1260 NRC~09-aO-291 

82/03/09 CGBB,L I , COHEN, L K Training fa Administration Staff 
tp 12699 39B 


— 8204130076 Mod 2,prDvlding funding for CV82, to "Environ Monitoring 
Program W/8tata of DE " 

a Dalauara, Stata of MORTON, K V. Division of Contracts FIN 
B-1260 NRC-09-BO-291 82/03/09 Ip 12698 399 


B2041300S2 Notification of contract axscution, Mod 2 to “Environ 
Monitoring Program N/State of OH " Contractor State of DH 
WOLIETT, 6 Research Contracts Branch FIN B-1S43 MRC~05-ao-296 

82/03/09 COBB.L I . COHEN, L K Training fa Administration Staff 
Ip 12661 209 


— 820413OOB9 Hod 2, providing funding for CVB2, to “Environ Monitoring 
Program U/8tata of OH " 

a Ohio, State of MORTON, K V Olvlslon of Contracts FIN 
B-1243 NRC -09-80-296 82/03/09 Ip 12661 206 


8204130926 Hot! ft cat ion of contract txacution, Mod 3 to "Environ 
Monitoring Program U/Btata of ME “ Contractor State of ME. 

UOLLETT, B Rasiarcb Contracts Branch. fin B-9113 NRC-09-80-274. 

82/03/09 LOBB.L I , COHEN. L K Training fa Administration Staff. 

Ip 12661 - ise 


--6204130532 Mod 3, providing funding for CV82i to "Environ Monitoring 
Program H/Btata of ME " 

* Maine, Stata of. MORTON, K V Division of Contracts FIN 
B-9113 NRC-09-BO-274 82/03/09 Ip. 12661 199 


6204140036 Notification of contract axscution, Hod 3 to "Trench 
Design fa Const Techniques " Contractor US Army Corps of 
Eng in tars 

HAIRSTON, C , FLEENOR.C. Tachnical Assittanca Contracts Branch 
NRC-02-B1-034 02/03/31 DAVIB.^J, PEHN IF ILL, R Office of Nuclear 

Material Saftty fa Bafaguards, Diractor Ip 12672 026 


— 8204140042 Mod 3, daabllgating unexpended FYBI travel funds fa 
incorporating addl funds, to "Trench Design & Const 
Techniques " 

MARTIN, U R Army, Dept of. Corps of Engineers HATTIA, M J 
Technical Assistanca Contracts Branch NRC-02-8 1-034. 82/03/31. 

Ip 12672 027 


B204140046 Notification of contract axscution- "Fire Protection Program 
Review fa Evaluation, " auardad to FPE Oroup 

MILES, EB Technical Assistance Contracts Branch NRC-0'3-62-093-03 
32/03/26 VDLLHER.R H , FEROUBOH, R Division of Engineering Ip. 
12679 040 


— 6204140090 Contract- "Fire Protection Program Ravlaw fa Evaluation," 
awarded to FPE Group 

BERO.K E FPE Oroup. The HATTIA. N J. Technical Assistance 
Contracts Branch. HRC-03-a2-093-03 B2/03/26 SBpp 12479:041 


B204Q90063 Notl f ication of contract execution, Mod 1 to "Career 
Counteltng “ Contractor: Binder, Elster, Mendelson fa Mhealer. 

PA0E,M Administrative Contracts Branch NRC-10-02-398. B2/03/18 

ODRIE.M . ALLEN.R. Office of Adwlnlltration Ip 12633.300 


— 9204090068 Mod t, providing for contractor assistanca In regional 
counselor selection, to “Career Counseling " 

MENDELSDM, I N Binder, Elster, Mendelson fa Uhaeler. Inc 
LEBO, C D Administrative Contracts Branch. NRC-10~82-3B8 
82/03/ IB 2pp 12633 301 


8204090080 Notification of contract axecution. Mod 1 to "Revision to 
Pro4act Manager'i Handbook " Contractor-Technatioclatei, Inc 
DOR^Y.M Administrative Contract! Branch. MRC-03-B2-094, 
82/03/12 EIBENHUT.D. , KERHIOAN.J Division of Llcenilng Ip. 
12433-210 


—9204090007 Mod 1, corractlng amount obligated undar contract, to 
"Revision of Project Managers Handbook " 

« Commerce, Dept of. LEBO. C.D. Administrative Contract! Branch. 
NRC-03-D 2-094 82/03/ 12 2pp 12633.211 


0204120090 Notification of contract execution, Mod 5 to "Oocument 
Rag litratl on. Announcement, Marketing fa Purchase*" 

Contractor Dept of Commerce 

PAOE,M Administrative Contract* Branch. NRC-i 0-79- 106. 82/03/16 

DOR IE, W., QEBAHiH J , flCOTT, 8 Office of Admlnlitratlon Ip. 
12694:399 

—9204120099 Mod 9, tncreaelng ceiling, to “Document Reglatratlon, 

Announcement, Marketing fa Purehaiae " . . 

* Commerce. Dept of LEDO.C. D, Admlnlitratlv# Contract* Branch. 
NRC- 10-7 9- 106 62/03/16. Ip 12494.396. 


B204140034 Notification of contract axecution- “Fire Protection Revlau 
fa Evaluation." auardad to Rolf-Jensen fa Aisociatai. Inc 
MILES. E B Technical Aielstance Contract* Branch. NRC— 10-82-093-01 

32/03/29 VDLLMER.R H . FERQU8QN. R Division of Engineering Ip. 

12679 001 


— 8204140097 Contract "Flra Protection Review fa Evaluation,” awarded to 
Rolf-Uenson fa Aisacfatea, Inc 

WEBB, M. A Rolf Jenean fa Aieoctates, Inc. MATTIA, H U Technical 
All 1 stance Co^ntracts Branch NRC- 10-02-093-01. 82/03/29 SBep 

12679.002 


0204140069 Notification of contract execution. Mod 7 to "Development fa 
Implementation of Flaw Analyils Bys Basad on Synthetic 
Aperture Ultrasonic Imaging Technique " Contractor- 6WRI 
WOLLETT.S Research Contracts Branch. FIN D-9609 NRC-04-77-14S. 

82/04/02. FOREHAND, R. MUSCARA,J. Office of Nuclaar Regulatory 
Reeeerch. Director. Ip 12672-330. 


■8204140073 Mod 7,edjusting amounts shown In Hod 4, to "Davolopment fa 
^ Imp 1 amen tat ion of Flail Analysis Sys Based on Synthetic 
Aperture Ultrasonic Imaging Technique," 

* Southwest Reiearch Institute MORTON, H V Research Contracts 
Branch FIN B-B409. NRC-04-77-143, 82/04/02 Ip. 12672-331. 


8204180001 Notification of contract execution: "Clasalflad Ifaste Paper 
Destruction Project," awarded to Blmklns Industries, Inc 
Fi-Ym,H. ,1. Adminietrat Lva Contracts Branch, NRC -10- 92-403. 

82/04/07. BRADY, R J. RUSBELL. V Dlvltlon of Security. Ip. 

12710- 112. 
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NONDOCKETED ITEMS 


— a2'04l5CX}03 Contrici '‘Claftlfltd Waita Paper Ststructifln Project* ” 
auardad to Simtlns Induetrleei Inc. 

• Slirtens Iniiu«trle«i Inc LEBO.C O Admin Lit rat Iva Contracti 
Branch NRC-IO-aa-403 02/04/07 4pp 12710 113 


8204190014 Notification of contract e jiac ut Lon* Mod 3 to "Fopeign 
Raiearch i Licensing Practice Coordinator for Oeneral 
Reactor Bafetg Reitareh, ” Contractor Structural Meehanlea 
Asiociates 

WDLLETT, S. Riiearch Contracts Branch FIN B-A/if. HRC-O4-01-i78 
B2/0O/15 FOBEHANDi H . O'BRIEN. J Office of Nuclear Regulatorv 
Rosiarch. Director Ip 12710 020 


— 8204190016 Mod 3* adding no-cost eitsnsion to 8210311 to "Fopilgn 
Riiearch b Llcenilng Practice Coordinator for Oeniral 
Reactor Safety Research " 

81EVEN50N. J D Structural Mechanics Associates MORTON. K V 
Restarch Contracts Branch FIN 0-676? NRC-04-81-17B B2/03/19 

Ip 12710 021 


82041S0019 Notification of grant sxccut Ion. Hod 1 to "Study of 
Countsreur rent Tuo Phase Flou In Horiiontal Pipes," 

Orantse Univ of MD 

HAOE/i H Technical Asslitanci Contracts Branch FIN 0-1022, 
MRC-<S-04-B 1-021 02/’O3/17 BATBDN. W . YOUNO. M Office of Nuclear 

Regulatory Research. Director ip 12710.022, 


— 3204150029 Mod 1. extending period of performance to B30831 b increasing 
funds, to “Study of Countercurrent Tuo Phase Flow In 
Horlxontal Pipes " 

CASHMAN. D C Marylend. Univ of MDRTON.K V Research Contracts 
Branch FIN B-102a Nfl'C-0-04-Bl-021- 02/03/17 Ip 12710 023, 


B2041800S8 Notification of contract execution "Shuttle Dus Bvc. " 
awarded to Beltuay Limousine. Inc 

COL&IANi R Administrative Contracts Branch NRC-1O-02-37B 
82/03/31. CORLEY. J . ORANT. L. Division of Facilities b Operations 
2pp, 12710 024 


— 8204190034 Contract "Shuttle Bus Svc. " awarded to Beltway Limousine. 
Inc, 

e Beltway Limousine Service. Inc LEDO. C D Administrative 
Contracts Branch NRC-1 0-88-3 78. 82/03/31. 2pp 12710' 026 


— 8204190040 Solle 1 tatl on. of f er b award of "Shuttle Dus 8ve'* to Deltway 
Limousine. Inc 

RCBERTSDN. 3 Beltway Limousine Service. Inc e Division of 
Contracts, NRC-10-B2-37B 82/01/21 25pp 12710 028 


4190339 Notification of contract execution, "Lease of Bsdani. " 
sarded to Me Try Hardir. Inc 

JLEMAN. B Admin 1 * trat two Contracts Branch. NRC-10-B2~377. 
f/00/31. CORLEY. J . ORANT. L Division of Facilities b apereblons 
> 12690 332 


204190340 "Sol lei tation. off er & award of "Lease of Sedans. ” to Ui 
Try Hard er. Inc 

e Wa Try Harder. Inc LEDO. C D Administrative Contracts Branch 
NRC-10- 92-377 92/03 /3 I 24p p 12690:333 


204160024 Notification of contract exacutioni Mod 3 to "Environ 
Konttorlng Program U/Commonuealth of MA, " Contractor, 

Commo’nwaal th of HA 

BRDiVEROrD Research Contracts Branch FIN 9-124? NRC-OS-QO-2S6, 
B2/C8/09 CODO.L I . COHEN. L K Director's Office. Office of 
Inspection and Enforcement ip 12719,32? 


— 820416002? Mod 3. providing funds for CVB2 to “Environ Monitoring 
Program U/Commonwaalth of MA “ 

a Ifisiachusetts. Stats of MORTON.K V Restarch Contracts 
Branch FIN D-184? Nnc-09-80-2a6 02/03/09 Ip 18719’ 330 


8204120039 Notification of contract a x scut ion. Hod 2 to "Environ 
Honltoring Program U/Commonwaa 1 th of VA " Contractor, 

Comawnwealth of VA 

BROWEfifl.a Research Contracts Branch. FIN B-9116 NRC-05-80-a77. 

82/03/0? COBBiL, I. . COHEN. L F n. of 


ing 
'C h. 


— B204160049 Hod 16. providing funds for addl work. to "Analysis of 
Hypothetical Accidents Resulting from Core Analysis " 

LUKZ.F J Battelle Memorial Institute. Columbus Laboratories 
MORTON. K V Research Contracts Branch FIN A-4067 
NRC-04-7 6-293 82/03/02 2pp 12719 234 


S204160094 Notification of contract execution. Mod 3 to "Environ 
Monitoring Program W/State of W1 " Contractor State of WI 
0 U STAVE. R Research Contracts Branch FIN B-9114 NRC-09-0B-279 

82/03/08 COBB.C I i COHEN. L K Director's Office. Office of 
Inspection and Enforcement Ip, 12719 231 


— 8204160059 Mod 3. providing funds for CYB2. to "Environ Monltarlni 
Progrem N/Btate of HI '' 

« Wisconsin. State of MORTON. K V Research Contracts Drench, 
FIN B-91J4 NRC-OS-BO-279 82/03/08 ip 12719' 238 


8804160069 Corrected notification of contract execution. Hod 2 to 
"Foreign Resaareh b Licensing Practice Coordinator for 
Oeneral Reactor Safety Research " Contractor Structural 
Mechanics Associates 

WOLtETTiS Research Contracts Branch. FIN D-6769 NRC- 04 -ai-l 79 

82/02/16 FOREHAND, W . O'BRIEN. J Office of Nuclear Regulatory 
Research. Director Ip 12719 223 


0304160077 Notification of contract execution. Hod 1 to "New Madrid/ 
Midwest Continent Oeologlcal b Sel smologl cal Research 
Program " Contractor Univ of HI 

OUBTAVEi R Research Contracts Branch FIN D-BOSO NRC-04-8i-l95 
02/03/09 BATSON, M , MURPHY. A Office of Nuclear Regulatory 
Research. Director. Ip 12719 109 


— 8204160082 Hod 1, increasing funds to "Niw Hadrid/Mldwest Continsnl 
Oeologlcal b Biismologlcol Research Program “ 

MATTICWB.C, W Michigan, Univ of MORTON, K.V. Research Contracts 
Branch FIN 0-0000 NRC-04-Bt-l95 82/03/09. tp 12719 106 


B204160090 Notification of grant execution. Mod 1 to "Study of 8t«4a 
Mater Flows " Orantei Northwestern Univ 

HAOEY, H Research Contracts Branch. FIN 0-1000. NRC-O-OA-BI-OSO 
82/03/10 BATSON, M , REYES J Office of Nuclier Regulatory 
Research, Director Ip 12719 177 


— 8204160096 Mod 1, extending period of performance to 830001, to "Study s 
Steam Mater Flows " 

OEALY, W J Northwestern Univ MORTON. K V Research Contracts 
Branch FIN fl-lOOO NRC-0-04-01-020 82/03/10. Ip 12719.178 


8204160136 Notification of contract execution, Mod 3 to “Environ 
Monitoring Program W/8tatc of AR " Contractor' State of AR 
SROffiERO, 9, Restarch Contracts Branch FIN B-9207. NRC-O3-B0-S00 
08/03/09 COBB.L I., COHEN, L K Director's Office. Office of 
Inspection and Enforcement ip 12719 289 


— 0204160142 Med 3. providing funds for CV82, to "Environ Monitoring 
Progrem M/Stats of AR " 

» Arkansas, State of MORTON, R V Reieereh Contrects Drench 
FIN B-Sa07 NRC-09-a0-3Q0 82/03/09 Ip 12719 290 


B204190012 Natificetion of contract execution, Mod 4 to "Investigation 
program at Matey Flats Radwasti Burial Facility " 

Contractor State of KY 

JACOBa.A Research Contracts Branch FIN B-6192 NRC-04-7a-aJ» 
02/04/09 DATSON, W , O'DONNELL.E Office of Nuclear Regulatory 
Rtsearch, Director Ip 12731 076. 


—0204190016 Ltr Contract NRC-04-7a-299, Mod 4, obligating fundi, to 
" Invest 1 gat 1 on Program at Maxey Flats Radwasti Burial 
Facility " 

MORTON, K V. Resiarch Contracts Branch FIN 6-6192 

NRC -04-78-2 99. 82/03/10 BMIOART. J Kontucky, State of. Ip 

12731,079, 


9204190381 Notification of contract execution. Mod 9 to "Energetic flew 
interactions. Reerlticelity t< Coolant Flow Phenomena 
Associated w/Advanced Nuclear Reactor Concepts," Contreetor 
Purdue Research Foundation 

FLEENQR.C, Technical Assistance Contracti Branch. FIN B-6B36 
NRC-03-80-102, B8/03/29. MATTSON, R J, , MEYER. J. Division of 

Systfffls Integration (post 811009) Ip. 12732' 103, 


—8204190383 Mod 5. mod If y ing description of work, obi igating funds b 
changing project officer, to "Energetic Thermal Interactions 
Recrltic a 1 Ity b Coolant Flow Phenomena Associated w/Advanetd 
Nuclaar Reactor Concapte. " 

OREEhMORN.R. A. Purdue Research Foundation MATTIA.M. J, Technical 
Assistance Contrects Branch FIN D-6B3A. NRC-03-80-i02 

82/03/29. 4pp. 12732,104 


NONDOCKETED ITEMS 
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G2O41%307 Notification of contract aiacutioni Hof a to "Caraar 
Counialing. " Contractor. Bintttn ElttartMandalaon It Uhaaltr. 

PAOEiK Admlnlttratlvt Contract* Branch. NRC'*10-B2-398 62/03/89. 

DMiE.U. • VAN GANTEN.L. H. Off let Of Admin lltrat ion ip 12732:119. 


—6204190399 Mod 2> changing projact offlcar* to "Caraar Councallng " 
* Blndar. El«tar> HandaUon It Uhotlan Inc LEBQiC. 
Admlnlatratlv* Contract* Branch NRC'-10-82-398. 82/03/89. Ip. 

12732: 120. 


B20419040A Notification of contract >xicvtioni Hod 4 to "Ototichnlcal 
Enginaarlng Ravtaw of 8EP Plant*." Contractor: Dapt of 
AragtCorp* of Enginaar*. 

FIECoBiJ. A. Tachnical Atiictanca Contract* Branch NRC-03-81-182. 
82/03/29. VOLLMER.R H . LGARi 0 Divltion of Enginaarlng. ip 
12731-076. 


—6204190418 Mod Ataxtanding parlod of parformanca to e81231itoj 
"Oaotachnlcal Enginaarlng Ravlau of SEP Plant*." 

FRIEDENWAtD. R. Arng. Dapt. of i Corps of Enginaar* MATTIAi H. 3 
Tachnical Astiitanca Contract* Branch NRC-*03-Bl-i82 62/03/89. 

Ip 12731 077 


6204190427 Ravision 1 to notification of contract axacutloniMod 1 to 
"Purchase of Portabla intrinsic Oarnanlum Datoctor Bga, " 
Contractor: Princeton Oamma Tach. Inc. 

OILCENHORNt A. 3. Adminlstratlva Contract* Branch NRC-og-Bl~267. 
02/04/07. COBB.L I , MONTOOMERY. D Diractor'* Of flea, Office of 
Intpactlon and Enforcanent Ip 12731,043 


8204190428 Notification of contract axacutloniMod 2 to "Card-Entrg 
Accai* Control 8gs. " Contractor Racal Vlkonicii Inc. 

OILOENHORNi A. 3. Adminlstrativa Contract* Branch NRC-i0-B2-099 
82/03/30. DORRIEiW. I FINOERiR. Offlc* of Administration ip. 
12731:043 


—6204190430 Mod 2i changing raqulrotf dallvarg date to 820329. to 
"Card-Entrg Access Control Bg* " 

SWINDLERiD. Racal Vikonlcsi Inc. LEBO. C. D Admtnlftratlva 
Contract* Branch NRC-10-e2-399. 82/03/30 Ip. 12731 046. 


6204190431 Notification of contract axicutloni Mod 2 to "Evaluation of 
Ecotgftam Simulation Modal* a* Tools for Assasinant of 
Poutr Plant Impact* on Fl*h populations “ Contractor. Unlv of 
MA 

MOLIETT.8 Rasaarch Contract* Branch FIN fl-7018. NftC-04-ao-814. 

62/03/16. DATBDN.U . eWANBERO. F Offica of Nuclaar Ragulatory 
Rat*archi Director Ip. 12730- 163. 


--6204190433 Hod 2i extending completion data to 631231 at no costi to 
"Evaluation of Ecosgstam aimulatlon Modal* a* Tools for 
Assissmant of Power Plant Impact* on Fi»h Population*. “ 

BM.DNIN. DR. Uashlngton. Unlv of MORTON. K. V. Rasaorch 
Contract* Branch FIN B-70ie NRC-04-80-214. 82/03/18 Ip 

12730. 164. 


8204190436 Notification of contract axacutloniMod 2 to "Oavalopmtnt of 
Comprahtn* Iv* Human Factors Plan for Nuclear Reactor 
Regulation ” Contractor. Human Factora Soc. Inc 
BROfBERO.B. 3. Research Contracta Branch FIN 6-7239. 

NRC-K14-81-166 82/03/18 BATSON. U . 3ENKINB.3. 3, Offica of Nuclaar 

Ragulatorg Rtsaarch. Director. ip. 12730:163 


— 8204190438 Mod 2. extending period of performance to 820413 at no cost, 
to "Davalopmant of Comprahanslva Human Factors Plan for 
Nuclaar Reactor Regulation. “ 

BH/dERiH L Human Factors Soclatgilnc. MORTON.K V. R**iarch 
Contract* Branch FIN B-7239 NRC-04-B 1-106. 62/03/10. Ip. 

12730; 166 


B204190467 Notification of contract axoeutlon.Mod 7 to "Technical 
Assistance to Support NRC IE Paraonnal In Inyaptlgatlon* of 
Incident*. " Contractor- Paramatar. Inc. 

OOBTAVE.R. Raaaarch Contract* Branch. FIN B-1013 NRC-03-80-231 

62/04/12. BLAHA. 3 L, Program Support Branch. LAUDAN. W. NRC - No 
Datsilad Affiliation Given ip 12730-200. 


— 8204200419 Hod 3id*craaslng contract amount*. Incorporating discount I. 
changing contractor addreavito "Card-Entry Accass Control 
By*. “ 

BUtKIX.ER.D Ratal Vikonic*. Inc LEBO.C. 0. Administrative 
Contract* Branch. NRC-10-B2-399 B2/03/30. Spp. 12767:147. 


6204200429 Notification of contract tsacutlon. Hod 9 to "Diaaaia 
Incidinca Rata* From Occvpatlonal Expoiur* to Hatardou* 

Suhttancaa “ Contractor* BMI, 

WOLLETT.B, Rataareh Contract* Branch. FIN B-10660 NRC-Ol-BO-016. 
B2/O4/0Q FOREHAND. H. Offlci of Nuclaar Ragulatory Raiaarch. 

Diractor. ROECKLEIN.A NRC - No Datailad Affiliation Given. Ip 

12804' 196. 


—8204200439 Mod 9.axt*ndlng parlod of performance until 820630. to 
"Dliaaaa Incidence Rata* From Occupational Exposure to 
Hatardou* Subitanca*. " 

UUKZiF. 3 Battalia Memorial Institute. Columbue Uaboratorla*. 
MCRTON.R.V. Division of Contract*. FIN B-10660 NRC-Ol-00-016. 

82/04/06. Ip. 12804:197. 


6204200444 Notification of contract axacutlon. Mod 3 to "Prastntatlon 
of GE BhR/6 Design Ic Operation Course* " Contract or: OE. 

GUSTAVE. R. Research Contract* Branch. FIN 8-1224. NRC-0 9-80-282. 
82/04/12. COBB.L I. NRC Raactor Training Center. FOX. E. NRC - No 
Datalltd Affiliation Olvan. Ip. 12604:176. 


—8204200491 Hod 3. providing NRC inspoctor* I. other parsonnal or 
contraetora u/tachnical training to meat program 
raqulramant*. to "Praaantatlon of OE BUR/6 Design ti Oparatlon 
Coursts, " 

a Oanaral Electric Co. MORTON.K. V. Rtsaarch Contract* Branch 
FIN B-1224 NRC-03-B0-282 62/04/12. 4pp. 18804.179. 


8204200433 Notification of contractor axacutlon. Mod 14 to "Perf ormanc* 
Tasting for Parsonnal Dosimetry." ' 

GUSTAVE. R p Research Contracta Branch. FIN B-1049. 82/03/26 

paRENANOiU Offica of Nuclaar Regulatory Research. Diractor, 
DENNISiN. NRC - No Datailad Affiliation Given ip 12604:176. 


— 8204200439 Mod 14. ex banding period of performance through 620731. to 
"Parformanct Tasting for Parsonnal Doslnatry. '* 

8TEMPLE. PJ. Michigan. Unlv. of. MORTON. K. V. Research Contract* 
Branch. FIN B-1049. NRC-01-77-160 62/03/26. Ip 12804- 177. 


8804210166 Notification of contract axacutloniMod 1 to "Ravlia Datalltd 
Doflnltlon Raquiraisant* Document Pravlousig praparad by 8C8 
Under Contract NRC-04-77-063 To Reflect Reduction of Module* 
to 81 X " Contractor Booing Computer Bve Co 
LEBO.C.D Adminletrativo Contracts Branch, NRC- 10-80-664. 

02/03/23 DORIE.M. . FROST. A. R Offica of Admlnlatratlon Ip. 
12B11-396. 


— 8204210170 Mod 1. dcobl Igatlng funda for cloaaout.to "Ravls# Datailad 
Doflnltlon Raquiramants Document Previously Prepared bg BCB 
Under Contract NRC-04-77-063 to Reflect Reduction of Modules 
From Twsnty-thrae to Six. “ 

HCPKIN8. H. R. Boeing Computer Sarvlcea. Inc isuba, of Boalng Co, >. 
LEBOiC. D. Administrative Contracts Drench. NRC-lO-ao-664. 
82/03/83 Ip. 1 881 1 ; 387 


8204210177 Notification of contract axacutloniMod 8 to "Transport 
Armor T*«tlng " Contractor. UB Army. 

HAIR9T0N.C.. FIELDS. J A. Technical Assistance Contracts Branch 
NRC-02-81-0B9 82/03/23. DAVl«. J . MULLEN. 6. Office of Nuclear 

Material Safety A aafaguarda. Director. Ip 12822:361, 


—8204210182 Mod 2. txtandlng period of parformanca to 820930. to 
"Transparent Armor Testing. " 

a Army. Dept. of. MATTIA. M 3. Adnlnlstrattva Contracts Branch. 
NRC-02-a 1-029. 82/03/23. Ip. 12822:362. 


B20421O4S0 Notification of contract axacution. Mod 2 to "Purehaa* of 
Thraa High-8petd Printers." Contractor Southern Sya. inc. 
OILOENHQHN.A Administrative Contract* Branch. NRC-03-B 1-263. 
82/04/13 COBB.L 1,. J0HN80N.C. Diractor'* Dfftc*. OPflc* of 
Inspection and Enforcamant. Ip 12811:132. 


—8204190468 Mod 7. Increasing celling, for Task Order IB. to " 
Asslstanea to Support NRC IE Parsonnal In Invootlgatlons 
Incldonts. " 

* Paramoter, Ine. MORTON. K.V Division of Contracts 
a-tOia. NRC-08-80-231. 88/04/18J Ip. ^ 12700:201, 


Tschnlcal 

of 

FIN 


—0204210497 Mod 2. accepting contractors offer a* consideration for 
let* dsllvary A emending dallvary echadula to "Purchaae of 
Thraa High 8paad Prlntare. " 

•a Southern System*. Inc. LEBO.C D. Administrative Contracts 
Branch, NRC-03-81-26B. 82/04/18. 2pp. 18811; 134. 


8204200415 Notification of contract axaeutlon.Mod 3 to "Card-Entry 
Access Control Bg*. Oontrector: Racal VlkonlepKine. 

OILDENHORN.A. 0. Adminlstrativa Contract* Srench. NBC-10-82-399. 
88/03/30, DORRIE.H, . FINGER. R. Offlc* of Administration. Ip. 
12787; 146. 


8204210466 Notification of contract axoeutlon.Mod 8 to "Laaso of 13 
® Sedans. “ Contractor:!!* Try Hardar. Inc. 

A4«lnlatrativa Contracts Branch. NRC- 10 -80-371, 
DORIE.M. I ORANT.L, Office of Administration. Ip, 

1 2800; 333, 
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a204S1047'9 Hod •xt«ndtng ptrlod ot porformine# to GS09t8 b 
iticriaoin^ contract fundi to " Laaia of 10 Clan C Badani. " 
• Hi Try Hardtri Inc LEB0>C D. Dlvtiion of Contracti. 
NRC-lO-a 0-371. 82/04/13 Spp 12B00 334. 


8S04210588 No 1 1 flea tloix of contract aiteutloni Mod 1 to “Tachnical 
Atilstanca In Support of NflC Riictor Llcanilnp Action* — 

11 " Contractor 8ci»nc« Appllcatlonif Inc 
” "1 F. Tachnlcal Aiilitane* Contract* Branch. FIN B-BOll 
NRC-t)3-aa-096 82/04/02, EI6ENHUT> D, O. < SILVeHi H. Dlvlilon of 

Ltcon«lng. tp. iseoo 177, 


—9204210398 Mod li providing incrinantil funding^ corrietlng arror* b 
ravltlng billing procaduriC/ to "Taehnlcal Aiiistanca in 
Support of NRC fiaaetor Licanting Action* - Program II." 
FINDLEYfD.E Sc 1 aitc i Appl 1 cat Ion*. Inc. MATTIA.M.J Taehnlcal 
Aiaittanca Contract! Branch FIN B-8011 NRC -03-82-096. 
82/04/02. app. 13800 178. 


6204210764 Notification of contract aiicutioni Mod 8 to "Taehnlcal 
Atalatanca to Comnlialon Raactor Safttg Study in Analyal* of 
Probability of Dlffarant Accldant Sanuinca*. Contractor: 

Qclanca Ap pi Icatlonir Inc b orb Atioclatai 

BlLVia.R.M Raitarch Contract* Branch FIN 8-3330 hffiC-04-74-176 

B2/Ca/16. BASTONjH f BERNSRD, R H. Off lea of Nuclaar Ragulatory 
R«*aarch< Dlractor. ip 12800' 179 


-820421076B Mod Sr daob 1 Igabing fund* to "Taehnlcal A**l»tanc» to 
Coavnlstlon Raactor Bafaty Study In Analy*l* of Probability 
of Dlffarant Accldant Baquanc**. " 

BfftNETTi B. Scianca Application** Inc MORTON* K. V. Raaaareh 
Contract* Branch. FIN H-SS30 NRC-04-74- 1 76 88/03/16 Jp, 
12000. 176 


04220024 Notification of contract axicu 1 1 on* Hod 1 to "OA for 
0*0 tachn 1 c b 1 OC " Contractor Dipt of Arny 

HAIRSTON* C * EDOEWQRTH. P. J Taehnlcal A**Ut*ncB Contract* Branch 
NRC"02-B2-03S. 82/03/12. DAVIS* J . PENMIFILL* R. Offlca of NucUar 

Motarial Safaty b Safaguard** Dirac to.r Ip 12821' 93?. 


BS04220027 Mod 1* obligating co*t* for traval tc in**ttng*ito "QA for 
Ototaebn ical OC " 

• Army*. Dap t. o-f hAOANi T F. Dlviilon of Contract* 

Nnc-02~B2-03 3. 82/03/12. 2pp 12621 360 


( 04220042 Notification of contract ai (cut 1 on* Hod 1 to "NRC Procuramant 
Training for Project Dffiear*. " Contractor UBDA Oraduat* 

School 

°'A0E* M Adnini > trat 1 va Contract* Branch. NRC-lO-Bl-402 82/04/06 

D0R1E*U. DOUOHERTY.O. Office of Administration Ip. 12022.081 


S304220049 Hod Itravlfflng itatemant of worJe* ax ttndlng parformanca 
period to 821210 b changing dais ichadulas b billing 
procedure** to "NRC Frocurtnent Training for Project 
Off iters. " 

VARNER* L. 8. Oraduat* School* Agricultural Dept of* LEBOtC. 0. 
Admlnlatrativ* Contract* Branch. NRC-ID— 81-402, 82/04/06, 19pp. 

12882' 092 


204220093 Notification of contract •xocutlon* Hod 3 to "Beotechnt cal 
Enginaarlng Casa Ravlau. " Contractor D*pt of ArmyiCorp of 
EngInaar*. 

FIELDS* U, A. Taehnlcal AciKtanet Contract* Branch FIN B-6626. 
NRC-03-79-167. 82/04/01, VOLLHERiR-H * LEAR* O. Division Of 

Englnaaring Ip 13022.176 


-8204220060 Hod 9* ■* tending period of parformanca to 821231* modi fy lug 
ftatanant of uork tc obligating funds* to "Ototochnlcal 
Engineering Cose Review " 

FRIEDENMALDi R Army* Dept of* Corps of Engtnssr*. MATTIAiH. *>. 
Tachnlca 1 Assistance Contract* Branch. FIM B-6826. NRC— 03-79-167. 
B2/04/01. app, 12822.177. 


14230074 Notification of contract *xacutlan*fCod 4 to "Technical 
seittanc* for EIS on 10CFR61. " ContrectoriDame* b Mooro. 

AIRBTONrC, * FIELDS* J. A Technical Aislstanca Contracts Branch. FIN 
-7319-2. NRC-02-8 1-049. 82/03/08. DAVIS* 0. * ROLEBiO, Offlc* of 

icUar Hatarial Safety b Bafeguerds* Director Ip, 12BS0'303. 


>04220060 Had 4* amending «tat*m*nt of work b consideration b payment 
b extending period of performance to 820630* to "Technical 
Assietance for EIS on 10CFR61, " 

HEINBEROER* H. Dame* b H'Oora. KATTlAiH J. Taehnlcal Assistance 
Contracts Branch. FIN B-731B-2 NRC-02-B 1-049. 82/03/08. 13pp 
I2B20. 304. 


220134 Notification of contract axeeutlomMod 9 to "Thraat 
alyolb Study. " Contractor: NITRE Corp. 

UEAR^tT Taehnlcal Assistance Contracts Branch, FIN B-9601-2. 
C-03-7B-12?. 82/03/19. DAVJBiJ, Office of Nuclear Hater ial 

fety b Safeguard** Director. Ip. 12921,111. 


— B204220131 Mod 9* ineorporetlng final overhead rate* for FY7S b FV76. to 
"Thr*at Analysis Study " 

MU.LEN, C H Mitre Corp MATT I A* M J Technical Assistance 
Contract* Branch FIN B-3601-8 NRC-02~7S-12? 82/03/19 ip 

12821 112 


8204220146 Notification of contract axccut ion* Mod 0. to "Otlli lation of 
BUR b PWR Simulator Faclllti** " Contractor, TVA 

OUSTAVE, R P Research Contract* Branch NRC-OS-76-337 82/04/12 

BLAHAi J L Program Support Branch FOX* E NRC - No Detailed 
Affiliation Given Ip 12B21.160 


— 8204220194 Hod Biincreaslng obligated fundsito "Utlliiatton of BUR fc 
PW Simulator Facilities " 

a Ttnnessee Valley Authority MORTON* K V Division of Contreci* 
NiC-09- 76-397 82/04/12 Ip 12821 161 


8204220162 Notification of contract execution. Mod 4 to "PWR 
Bevera-Acc tdant Delineation b Assessment." Contractor. 

Regent* of Unlv of CArLds Angeles 

FLEENORtC Technical Aiii stance Contracts Branch FIN B-6839 
NHC-03-80-101, 82/03/19 MATTeON* R J. . MEYER* J Division of 

Bystemi Integration (post 811009), ip 186S1 162 


— 82 04220166 Hod 4* modifying statement of work b obligating funds* to 
"PWR Sever s-Accldent Delineation b Assessment " 

PHILLONi H California* Unlv of. Los Angalts MATTIA.M U 
Administrative Contract* Branch FIN 8-6833 NRC-03-00-101 

02/03/19 3pp 12821' 163. 


8204220339 Notification of contract esocutl on* Mod 2 to "Reclamation 
Plan for Inactive Tailing* Area* b Heap Leach Site " 

Contractor . Sad technical Engineers* Inc 

HAIRSTONiC I FIELDS* J. A Technical Assistance Contracts Branch FIN 
B-7336-2. NRC-02-81-061 82/03/23. DAVIB. J 0 > EADICE.O Q Office 

of Nuclear Material Safety b Safeguards* Director Ip 12833 233 


— 8204220349 Mod 2* modifying statemant of work b reporting requirements* 
ttstendtng period of performance to 820608 b allocating addl 
fund *1 to "Reclamation Plan For Inactive Tailings Areas b 
Heap Leach Bit* " 

CASTROiO Oeottchnlcal Englnssrs* Inc MATTIAtH J Technical 
Assistance Contract* Branch FIN D-7336-2 NRC-02-81-061 

02/03/23 2pp 12833; 234 


8204220367 Notification of contract execut ion* Mod 2 to "Davsiopment 
of Data Bat* for Nautron* Personnel Dosimetry Callbr " 

Contractor NB9 

aiLVlS.R M Research Contract* Branch FIN D-10719 NRC-01-70-013 

82/04/08 HINOOUE.R.B * SKOPEC* F Office of Nuclear Regulatory 
Rasear-ch* Director Ip, 12833 3S6 


— 8204220399 Hod 2* daobl Igat Ing balance of fundi* to "Oavelopment of Data 
Base for Nautron* Personnel Dosimetry Callbr" 

StflEVEiO B, Commerce* Dept of MORTON* K V Research Contracts 
Branch FIN D-10719 NRC-Ol-70-012. 82/04/08 Office of 

Nuclaar Regulatory Rtsearch* Director Ip 12833 399 


8204220992 Notification of contract execution “aslimlc Technical 
Asslstanca for SEP*" awarded to Burnt b Roe* Inc 
EDOEWORTHi P, Administrative Contract* Branch. NflC-O3-0I-O91-O2 
02/04/13 EISENHUTi D, 0. Division of Licensing HERMANN. R NRC - 
No pstallad Affiliation Oivsn. Ip. 12830 282 


— 0204220397 Contract. "Balsmlc Technical Assistance for 0EP" awarded I'S 
Burns b Roe* Inc 

PUCILLO* A L Burns b Ros Co. MATTIA.M J Division of Contract* 
NRC-03-a 1-091-02. 82/04/13 30pp. 12830 283 


B2042SOS61 Notification of contract execution* Mod 1 to "Malnt b 
Operation of LPDR* " Contractor Oreenfleld Community Collega 
Library 

LITTLE. H Administrative Contract* Branch NRC-lO-Sl-403 
82/04/15 FELTON* J.M Division of Role* and Records. SOUDER.J, 
NRC - No Detailed Affiliation Given Ip. 12824' 348 


— 8204220963 Hod 1* extending period of performance to 630318* to 
"Haint b Operation of LPDRi, " 

a Greenfield Community College, PERLMAN* J. Division of 
Contracts. NRC-10-61-403. 82/04/19. Ip 12024:349 


B30428D963 Notlficbtion of contract execution* Mod 4 to "Conversion* 
Frogrammln g* Implementation b Documentation of NRC Automated 
Personnel 8yi, " Contractor . Rehab Opoup* Inc. 

GlLEENHORMiA. V, Adminiatrativ* Contract* Branch, FIN B-8IA1 
NRC-lO-BO-390, B8/03/1B, DONOOHOE. D. J, * WRIGHT, 0 Offlc* of 
Administration. Ip 12024.390, 



NONDOCKETED ITEMS 


—8204220372 Mod 4i eitondlng pvrlod of porf orfflanca to 820328 ti providing 
for accoptanco tdtlng to "Convoraion Programming* 

Iirpl Oman tat ion ft Oocumantation of Nnc Automated Paraonnel 
Sgs " 

• Rahab Oroup* tnc H1LL>0 Small Butlnait Admlnlitratton 
LEBO>C D Adnlnlatrablva Contract# Branch FIN 8-8161 
NRC-10-80-390 82/03/18 Spp 12824 351 


8204220370 Notification of contract aiecution* Hod 1 to “Halnt li 
Gparatlon of LPDRa " Contractor Scottaboro Public Library 
LITILE.H AdmlnlatratlvB Contracts Branch NHC-lO-Bl-405 
82/04/15 FELTON. J M Division of Rules and Records SOUDER* J 
NRC - No Detailed Affiliation Olvan Ip 12825 343 


— Q204220376 Nod 1* extending period of pe-rformance to B30510* to 
"Malnt (< Operation of LPDRs " 

• Scottaboro* AL PERLMAN* J Division of Contracts 
NRC -10- 8 1-406 82/04/15 Ip 12023 346 


G204220SSO Notification of contract execution* Mod 1 to "Card-Entry 
Accsss Control Sys " Contrattor ’ Racal Vltonlcs* Inc 
OILBENHORN* A J Administrative Contracts Branch NRC-10-B2-399 
82/00/17 DDRIE. U . FINOER. D Office of Administration Ip 
12825 347 


B204220643 Notl f Icatton of contract elocution* Hod t to “Page Maha-up 
Bvcf “ Contractor Art fives tt Publlcatlona* Inc. < ASAP* Inc > 

MARTIN.L C Administrative Contracts Branch. NRC- l 0-82-365. 
82/03/31. DORIE.M J * THOT-THOMPBON Office of Administration Ip 
12S30- 360 


— B80422064B Mod 1. redes Ignat ihg project of fleer* to “Page Make-up Eves 
• ASAP* Inc LEBOj C D. Administrative Contracts Branch 
NBC -10-02-3 65 B2/03/31. Ip. 12030 361 


S2042Z0644 Notification of contract ex ccut 1 on* Hod 4 to "Technical 
Aetlstanc* Asscsimant of Repository Siting h Design " 

Contractor US Bureau of Mines 

HAIRSTON* C i FLEENORfC. M Technical Assistance Contracts Branch 
FIN 8-6934-2 NRC-oa-00-075. 02/04/12, DAVIfii J * BEAHANfl, T 

Office of Nuclear Material Safaty t< Bafeguardt* Director ip 
12831 359 


— 8204220711 Mod 4* Increasing funds to "Technical Assistance Aesettmen 
of Repository Siting k Design “ 

DOZOISt C L Interior* Dep t of* Bureau of Hines. MATTTA*lt J 
Research Contracts Branch FIN B-6934-2. MRC-02-80-07S 

82/04/12 Ip 12831.360. 


-8204220583 Hod 1* changing delivery schedule to "Card-Entry Access 
Control Sys " 

SMINOLER.D Recal Vlhantcs, Inc LEBO. C D Administrative 

Contracts Branch NRC-10-B2-399 82/03/17 7pp 12883 348 


8204220631 Notification of contract exacutlon*Mad 1 to “Licensing 
Asslstance/Oeotechnlcal li Hydrological Evaluations." 

Contractor. Hard ing-Lewson Associates. 

FIELOStJ A. Technical Assistance Contracts Branch 

NRC-02-BO-033-05 82/03/30. DAVIS* J , OARCIA.P. Office Of Nuclear 

Materiel Safety te Saf eguards* Dlrec tor. tp. 12832.253 


8204220582 Notification of contract axecution* Mod 1 to “Malnt 1* 
Operation of LPDRs " 

LITTLE. H Administrative Contracts Branch NRC-lO-ai-403 
02/04/13 FELTON. J M Division of Rules and Records BOUOER. J 
NRC - No Detailed Affiliation Given Ip 12825 33S 


— 6204220566 Hod 1. extending period of performance to 830520. to "Halnt 
t> Operation of LPDRs " 

a Arkansas Tech Unlv PERLMAN. J Division of Contracts 
NRC-lO-Bl-405 82/04/13 Ip 12825 336 


6204220591 Notification of contract eiacut Ion, Mod 1 to "Haint (i 
Operation of LPDRs " Contractor Morris Public Library 
LITILE.H Administrative Contracts Branch NRC-10-81-407 
82/04/15 FELTON. O H Division of Rules and Records 6QUDER.V 
NRC - No Detailed Affiliation Given Ip 12830 356 


— 8204220393 Mod I* extending period of performance to 830504* to "Haint 
k Operation of LPDRs " 

a Morris* IL PERLMAN. 0 Division of Contracts NRC-lO-Bl-407 
62/04/ IS Ip 12830 337. 


— 8204220654 Mod l.axtendlng period of performance to 830413* to 
"Lteenslng Astlstanca/Oeotechnlcal I* Hydrological 
Evaluations *' 

SEROHAN* K H Kardlng-Lauson Associates. HATTIAtH. J Technical 
Aialttance Contracts Branch NR C~02 -80-033-05 82/03/30. Ip 

12832 2S4 


8204220656 Notification of contract execution. "Micrograph i c Bves of 
Source Draulhg Documents for Agency*" awarded to Mtcrotech 
Industries > Inc 

BAZIN* J.P Administrative Contracts Branch NRC-10-82-360 
82/04/02 DDRIE. H * SCOTT* 8 Office of Administration. ip. 

12835. 134 


— 8204520660 Sol ic 1 tat Ion* of for b award "Ml crograph tc Bves of Source 
Drawing Documents for Agency" auar-ded to Mlcrotech 
Induftrl esi Inc. 

RUlCCHIO.jp Mlcrotech Industries. Inc LEBD.C.D. 

Administrative Contracts Branch NRC- 10-82-360. 82/04/02. 24pp 

12832 135 


B20422059B Notification of contract execution* Hod 3 to "Methodology h 
Results of Assessing Regional Economic Consequences of 
Accidents " Contractor Bureau of Economic Analysis 
FIELDS* J. A Technical Assistance Contracts Branch FIN B-7347 
MRC-03-B1-117 82/03/23 VOLLMER* R H * RICHTER.B. Division of 

Engineering Ip 12827 359 


— 8204220604 Mod 3* changing statement of work* obi igatlng funds b 
extending period of performance to 820331. to “Methodology 
b Results of Assessing Regional Economic Consequences of 
Accidents " 

GRIMES. A, R. Commerce. Dept of MATTIA.H J Technical Assistance 
Contracts Branch FIN D-7347 NRC-03-BI-1 17 82/03/23 2pp. 

1 2827. 360 


8204220599 Notification of contract execution. Mod 1 to "BeiiMlc 
Technical Assistance for SEP " Contractor Burns b Roe* Inc 
EDOEMORTHiP Technical Assistance Contracts Branch 
NRC-03-B1-091-02 82/04/13 ElBENHUT. 0 0. Division of Licensing. 

HERKWNN.R NRC - No Detailed Affiliation Given Ip 18832 129 


— 8204220615 Mod 1, subjecting contract to Contract Disputes Act of 1978* 
to "Beisfflic Technical Assistance for SEP," 

* Burns b Roe Co MATT I A* M J Division of Contracts. 

NRC-03-B 1-09 1-02 82/04/13 4pp 12032 130 


8204220614 Notification of contract execution. Mod 2 to "Operation b 
Malnt of NRC Document Control ays. " Contractor Planning 
Research Corp. 

DORBEYiM. , UlOOINa.E Administrative Contracte Branch, 

NRC-l 0-82-356. 82/03/23 DONOGHUE* 0. J * LUNDY. J Office of 

Administration, ip. 12830 351 


-8504220623 Mod 2* providing Incremental funding* to “Operation b Malnt 
Of NRC Document Control Sys " 

a Planning Research Corp LEBO.C D. Contracts 

Branch. NBC- 10-82-356. 82/03/23. Ip 12030-352 


8204220716 Notification of contract execution- "NV Test Bite (NT8) 
Visit " Contractor Inti Engineering Co* Inc. 

KAIRSTONtC . MILES* E B Technical Assistance Contracts Branch FI' 
B-736B-2. NRC-02~82-041. 82/04/12 DA7I8.J . JOHNSON. R. Office 

Nuclear Material Safety b Safeguards* Director. Ip 12834,103 


—8204220722 Contract "NV Test Bite (NTS) Visit*" awarded to Inti 
Engineering Co* Inc 

BELLiU C International Engineering Co MATTIA.M J Reeoarch 
Contracts Branch FIN D-7360-2 NRC-02-e2-04t. 82/04/12 I4pp 

12B34 104. 


8204260016 Notification of contract cxecutldn* Mod 2 to “0E18 Briefing 
Suppo-rt " Contractor; Rogers b Associates Engineering Corp. 

LEBO.C.D. Administrative Contracts Branch. FIN H-7341. 
MRC-O2-G1-062 82/03/23. DAVIB*J O * HAMILL*K J. Office of Noel* 

Materiel Safety b Baf eguardsiDlrectar. ip 12843:355. 


— 8204260020 Hod 2* doobllgatlng funds for closeout* to "OEIB Briefing 
Support. " 

RQOERSiV.C Rogers Engineering Co. * Inc. LEBO«C D Admlnistrat 
Contracte Branch FIN B-7341 NRC-02-ai-O62. 82/03/23. le. 

12843 356 


8204260110 Submits mode to bo made to project manager handbook outlt 
provided by Technaeiociates* Inc on 820305 

KERRIGAN* J 0 Assistant Director for Licensing, NRC-03-a2-094, 
82/QQ/26, LINDER* 0, Technasooclates* Inc. 2pp, 12847.360. 


8204260461 Corrected notification of contract axecution- "Long-Term 
Perforieanee of Mails Used for High Level Matte Packaging*" 
awarded to Battelle Columbus Labs, Corrects period of 
pertoraanc e. 

HAGCYjH fieetarch Contracts Branch. FIN B-6764, NRC-O4-B2-0I5 

B2/O4/0S. BATSON* If * KIMiK. Office of Nuclear Reguleteru Researc 
Director ip 12861:345. 


4E8 


NONDOCKETED ITEMS 


B2D4SM467 Notification of contract a*Beutlon< Mod 9 to "Advanced 
wUPi*** “ Contractor: Science Appl leatlon»i Inc. 

nCLEARENiT Technical Atslitance Contract* Branch TIN B-&930-0 
NRC-02-79-043 62/04 /OS DAVtS. J O t MENDELSOHN. B- Off ice of 

Nuclear Material Safetg tc Baf efluar da. Di poc t or Ip 12361.34* 


-8S04S6D474 Mod 9. incorporatlns approved Indirect ratei for FVBO. to 
"Advanced Proceet Control " 

MCDONALD. H J Science Appl icatl one. Inc HAOAN.T F Technical 
Attletance Contracte Drench. FIN B-6930-0. NHC-OS-Tf-OdS 
ea/04/02 Ip 12361.047 


SZ04B£0460 Notification of contract ar ecutl on» Mod 0 to "Career 
Couneellng " Contractor Binder . Eleter. Hendeleon 8< Wheeler' 

Inc 

DDRIE.iN Admin 1 etrat I ve Contracte Branch. NRC-10”79-3S7. 02/03/28. 

PACe.M, , TAVLORrK afflce of Adailnlstratlon. Ip, 12361,309 


'8204260476 Mod 8. extending period of portorinanee to B20331>to "Caraar 
Counaal ing •• 

MENDEL80N< I. N Binder' Elitert Hendelion & Uheelen Inc 

LEDO. c D DlvKion of Contract* NHC-1 0-79-387 B2/03/28, 2pp 

12061: 306 


82D42£04S0 Notification of contract execution. Mod 4 to "Buckling 
Behavior of Bteal Containment Shell*." Contractor. Loc kheed 
Klaallae b Space Co 

FIELOBiU A Technical Aeilitance Contract* Branch FIN 0-6968 
NRC-03-Q0-1O3. 82/03/24 HANAUHB. 8. . BCHAl^R.F DivUlon of Safety 

Technology Ip. 12062 22B. 


— 8204360489 Hod 4. providing Incremintal funding. to "Duckling Behavior 
of Bteel Containment Shell* " 

NPfiH.R J Lockheed HKclit* b Space Co. (lub* Lockheed Aircraft 
Corp. 1. HATTIAiM. J Technical Acelitance Contract* Branch. FIN 
B-696B, NRC-03-80-103. 82/03/24 Ip. 12862:229. 


6204260486 Notification of contract « xecut Ion. Mod 11 to "Analytic*! 
Btudle* of Aeroeol Behavior of Feet Reactor*. " Contractor: 

Battrlla Columbu* Lab* 

MOLUETT. 9 A Reeearch Contract* Branch FIN A-4063. NRC-04-76-293 

02/03/30. BAT0DN.H . LARKINS. 9 Offlc* of Nuclear Regulatory 
Recearch. Blrector. ip 12B61'34B 


— 0204260498 Mod 11. extending tern to B20930 U obligating fund* to 
"Analytical Studlei of Aeroot Behavior of Fact Reactore " 
LUtZ. F J Battelle Memorial Inatitute. Columbu* Laboretorle* 
MORTON. K </. Reiearch Contract* Branch. FIN A-4063 
NRC-04-76-993 02/03/30 2pp 12861.349 


9204260492 Notification of grant * xecut I on. Mod t to "Study Effect* of 
Orld Spacer* b Blockage on Mi*t Cooling During LOCA Reflood 
Of PHR “ Orantee : Research Foundation of State Unlv of NV at 
Stony Brook 

DAISDEN. U Research Contract* Branch, FIN O-IOOI. NRC-0-04-ai-014, 
B2/03/29 8AT8DM. W. , LBE.R.8 U Office of Nuclear Regulatory 
Reaearch. Director Ip. 12B61:3Q9 


— B204260904 Mod 1. extending period of performance to 03OB31.to "Study 
Effect* of Orld Spacer* b Blockage on Mlat Cooling During 
LOCA Ref lood of PWR. " 

PMRR.R. 0 Neu York. State Unlv. of. Btony Brook MORTON.K. V 
Reaearch Contract* Branch. FIN O-IOOl NRC-B-O4-0I-O14, 

82/83/29. Ip 12B61:310. 


8204270139 Notification of contract exacutiomKod 3 to "Containment 
Bafety Under Internal Expla*lons " Contractor; MIT. 
t/ACCDS.A Raaearch Contract* Branch. FIN B-70BB. NRC-O4-B0-194 

02/09/30. forehand. W . ARNDT. 0 Office of Nuclear Regulatory 
Rasaarchi Director Ip. 12874' 182 


— S80427B13B Hod 3. extending period of performance to 820931. to 
"Containment Safety Under Internal Explo«lon*. " 

DUlHERiO.K Maeiachueatti li>«titute of Technology MORTON. K V. 
Reeearch Contracte Branch FiM B—70S9, NRC-04— SO— 194 62/03/30. 

2pp. 13874: 123 


6204270142 Notification of contract execution. Mod 2 to "Definition of 
Bounding Physical T»et* Repr e*antative of Transport 
Accidents Rail b Truck." Contractor Ridlhalgh. Eggere b 
Associates 

UDLLETT. 8 Reeearch Contracts Branch. FIN B-6621. NRC-04-B0-tSS. 
B2/(X3/B9 FOREHAND.W. . 8CHMITT.T. Office of Nuclear Regulatory 
Reeearch. Director. Ip. 12874, 164, 


—6204870169 Med 2. provldlno addi funding b extending period of 
performenee to B8D490> to "Definition of Bounding Phgsleel 
Teat* Repreeentatlve of Transport Accidents Rail b Truck" 
RIDIHAUOH.M. O. Ridlhalgh' Eggers b Associatee, HORTON. K. V. 
Reaearch contract* Branch. FIN B-6621 NRC-O4-B0-1B8, B8/03/29, 

tp. 12974: 169. 


S20427D933 Notification of contract execution' Mod I to "Keteerotogicel 
Consideration* in Development of Reel-Time Atmospheric 
Dlspareion Model for Reactor Effluent Exposure Pathuay " 

Contractor. Dept of Commerce. NDAA 

OUSTAVE.fi p Research Contract* Branch FIN B-TISO NRC~oi-8t-oi7 

62/03/08 FOREHAND. W . KORNASIEWtCZ. R Office of Nuclear 

Regulatory Research. Director ip 12B72 088 


— 8204270936 Mod i. extending period of performance to 820331. to 
"Heteorologlcal Considerations in Development of Real-Tim* 
Atmoepheric Dlipiriion Model for Reactor Effluent EipoeuTt 
Pathuay " 

DERR.y. E Commerce. Dept of. National Oceanographic b Atmoiphfrlc 
Adffllnlitratlon MORTON. K, V DlVUlon of Contract*, FIN 8-7120 
NRC-Ol-BI-017 B2/03/09. ip 12072' 099, 


0204270939 Notification of contract execution. Mod 4 to “Frayuincy b 
Intensity Characteristics of Cloud-to-Oround Lightning for 
Selected Sites in US." Contrae tor: NOAA 

0U8TAVE. R Research Contract* Branch FIN B-1009 NRC-01-79-007 

82/03/09. FOREHAND. W . K0RNA8EIWICZ, R Office of Nuclear Regulatory 
Reiaarch. Dlractor ip. 12872 090. 


— B204270946 Mod 4. extending period of performance to 820331. to 
"Frequency b Inteneity Characterletlc* of Cl oud-to-Oround 
Lightning for Selected Site* in U8 " 

DERRiV. E Commerce. Dept of. National Oceanographic b Atmoepherlr 
Admlnlitratlon. MORTON. K. V, Divlilon of Contract* FIN D-I0B9 
NRC-01-79-007 02/03/09. ip ISB7B'091, 


0204270941 Notification of contract execution. Hod 3 to "Continental U9 
Thunder*torm Frequency Btudy " Contractor NDAA. 

BROWERO, B Reiearch Contract* Branch. FIN B-10960. NRC-01-70-007 

02/03/22 FOREHAND.U, I K0RNA81EWICZ. R. Office of Nuclear 
Regulatory Research. Dlractor. ip. 12872' 121 


— 6204270863 Mod O.eitanding period of performance to Blt231 at no coil, 
to "Continental US Thunderitorm Frequency Study " 

MITCKCLL.D B. Commer c e. Dep t, of. National Oceanographic b 
Atmospheric Administration, MORTON. K U. Rasearch Contract* 

Branch. FIN D~10960 NRC-0i-7B-007 02/03/22 Ip 12072.122 


8204270999 Corrected notification of contract execution. Mod 2 to 
"Oraphlc/Photographlc Svc* " Contrae tor . RC Molt* b 
Aetociates Correct* fin number b appropriation number 
HARTIN.L C Administrative Contract! Branch FIN B~t297 
NRC-09-B 1-297. 62/03/24 CODB.L I Training b Administration 

Staff ip 12873 207 


02O42BDO69 Notification of contract oxecutl on. Mod 4 to "Personnel 
Neutron Dosimetry for Nuclear Power Plants " Contractor' 
Ranssilaer Polylechnlc Inst, 

UACQBBiA Research Contract* Branch. FIN 0-6691. NRC-04-7B-263 

82/04/96. FOREHAND.W . FOULKE. U. Office of Nuclear Regulatory 
Research. Director. Ip. 12876 331 


— 8204269073 Mod 4. extending performance period to 820430 at no coet.to 
"Personnel Neutron Dosimetry for Nuclear Power Plants." 

L09IUDICE.J M. Rensselaer Polytechnic Inst MORTDN.K.U Research 
Contracts Branch. FIN B~6631 NRC-04-78-263 B2/04/06. Spp 

12676. 332 


0204260080 Notification of grant exaeution. Mod 1 to"Partial Support of 
Committee on Belsmology " Orantee, Natl Academy of Sciences 
HAOEY. H. Research Contract* Branch. FIN 0-1023. NRC-0-04-81-023 

82/04/02. BATSON. M . MURPHY. A. Office of Nuclear Regulatory 
Retearehi Director. ip. 18676:334 


—6204200088 Mod 1. Increasing fund* for special workshop, to "Partial 
Support of Commltte* on 8* itmologu, " 

SMITH. P.M. National Acadimy of Science*. MORTON. K.V. Hesearcfi 
Contract* Branch FIN 0-1023 NRC-Q-04-Si-023. 82/04/02, ip 

12876.339, 


8204280091 Notification of contract execution. Mod 1 to "Purchai* of 
Portable Intrinsic Osrmanium Detector Sy*. " Contractor* 

Princaton Oamma Tech. Inc, 

OILCENHORNi A. J. Adfflinletratlv* Contract* Branch. NRC-tO-Bl-267 
67. B2/04/07. DORIE.M, . MONTGOMERY. D. Office of Admlnl»tr*tlo». 

ip. 12076:391. 


— S2O420OO97 Mod lideereailng contract amount b extending delivery 
■chedula.ta "Purchase of portable Intrinsic Oermanlum 
Detector By*. " 

6 Princeton Oamma-Tech. Inc, LEBO.C. D, Administrative Contrecte 
Branch, NRC-iO-Bl-267 82/04/07, 2pp. 12B76!382 


6204290022 Notification of contract execution. Mod 2 to "Effects on 
Explosives, " Contractor; Naval surface Weapons Ctr. 

MCLEAREN. T, Technical A**l stance Contracts Branch, FIN B-6S12'9 
NRC-03-79-193. 82/03/29. REOAN. W, H. Siting Analysis Branch, if 
12093: 134. 



NONDOCKETED ITEMS 


ABB 


—8804390029 Mod 
• Nivyi Dtpt 
Branch FIN 


2> doob ligating fund* to “Effactt on Expleiivat “ 
of MATTIAi M J Tachntcat A*fl«tance Contract* 
B-6B12-9 NRC-03~79-lS3 02/03/29 Ip 18093 139 


S204290A02 Notification of contract axtcution 
& Appraltal Ouldai " auardad to D Uright 
HOYLEtA Admtnif tratl ve Contracta Branch 

BRAOy>R J , KIOD. D Olvlalon of Security 


"Baeuritg Surveg Quidaa 

NRC-10-B2-3B9 82/03/31. 

Ip. 18B94 S3B 


8204290063 Notification of contract axtcution "Ecological Studlat of 
Endanle (< Introducad BhipuorniB In Ylcinltg of Nuclaar 
Oonaratlng Station." auardad to Acadenig of Natural acitnca* 
BROfCERO. Q Retaarch Contract* Branch PIN B-813B NRC-04-02-009 

82/03/30 BATSON. M Off lea of Nuclaar Ragulatorg Raaiarch. 
Otraeter HAYE0. P Riaaareh Contracts Branch IP 12899' 339 


--8204290070 Contract "Ecological Btudla* of Endamle Si Introducad 
Shlpuormi in Vlclnitg of Nuclaar Oanarating Station." 
auardad to Acadang of Natural Scieneas 

OUBINS. S Acadamg of Natural Scieneas MORTON. K V Rasaareh 
Contract* Branch FIN B-B138 NRC-04-82-009 82/03/30 99pp. 

12099 336 


8204290143 Notification of contract execution. Mod 2 to "Ravlau Si 
Technical Editing of Ttunaml Blbliographg " Contractor Inti 
Taunani Info Otr.NOAA 

FAOEiK Adminiitratlva Contracta Branch FIN B-a0O7 
NRC-03-81-133 82/04/08 VOLLMER. R H . FLIEOEL. M. Of flea of 

Nuclaar Reactor Ragulatleni Dlractor. Ip 12892 191 


— 8204290196 Hod 2. axtandlng period of performance to 820331. to "Havifw 
it Tachnlcal Editing of Taunaml Blbliographg." 

PfRARAS'CARAYAN Commtrca. Dept of. National Oceanographic ti 
Atmoapharlc Admtnlatratlon LEBO. C. D. Adminiatratlva Contracta 
Branch FIN B-a007. NRC-03-BI-133 82/04/00 Ip 12092 192 


8204290370 Notification of contract axtcution. Mod 3 to "Fwrniah 
Sand Si Duat Data Bata Occurancai for US " Contractor; NOAA 
BROrcERO. B. Retaarch Contracta Branch FIN B-1074B NRC-01-70-019 

82/03/22 FOREHAND. W . KORNABlEHtCZ. R Office of Nuclaar 
Ragulatorg Rttaarch. Director. Ip 12900 192 


—8204290379 Mod 3. extending period of performance to 811231 at no coat, 
to "Purnlah Sand h Duat Data Bate Occurtncei for US." 

MITCHELL. D B. Commercti Dept of. National Oceanographic 6 
Atcnoapherle Admlnl atration MORTON. K V Raaeareh Contract* 

Branch FIN B-1074B NRC~0l-78-019 02/03/22 Ip 12900 193 


8204290972 Notification of contract execution. Mod 8 to "Extreme Max/Min 
Temp Analgaia “ Contractor Dept of Commarct 
BROtfiERO. B J Raaeareh Contracta Branch FIN B-i03tB 
NRC-0 1-76-340. 82/03/22 FOREHAND. U Offici of Nuclear Regulatorg 

Retaarch. Director KDRNASIEHICZ. R NRC - No Datailad Affiliation 
Olvan Ip 12894 267 


— 8204290380 Hod 8. axtandlng parted of ptrformance to Bil23i at no coat, 
to "Extreme Max/Min Temp Analagala". 

MITCHELL. D.B Energg. Dept of MORTONi K. V Diviaion of 
Contracta FIN B-10318 NRC-01-76-340 82/03/22 Ip 

12894 268 


6204290884 Notification of contract execution "Caretr Counaellng for 
NRC Partlc Ipanta. Region 1." awarded to D Sain 
MCNULTY. A Admlntatratlve Contracta Branch NRC-l 0-82-367. 
82/03/31. QOLDMAN. P J. i VAN BANTEN. L N. Managamant Development Ic 
Training Staff Ip. 12894-260 


■S204290609 Contract "Securltg Surveg Qulda* li Appraisal Guide. “ 
auMrdad to D Height 

URIOHT. 0 Hright.D. PERLMAN. U Diviaion of Contracta 
NRC- 10-82-389 82/03/31. Spp 12094 239 


8204290613 Notification of contract execution "Career Counaellng for 
NRC Partic ipant*. Region 8." auardad to P Ruaa. 

MCNULTY, A Purchatlng Section NRC-10-B2-373 82/03/31 

OOLCMAN. P J 4 VAN SANTEN. U. U Management Development b Training 
Staff Ip lSB9e IBl 


--8204290618 Contract "Career Counseling for NRC Participants. Region 9." 
auiarded to P Rue* 

RUBSrP Rua*. P PERLMANi J. Purchaaing Section NRC-tO-B2-373 
82/03/31 6pp 12898 182 


8204290626 Notification of contract execution. Mod 4 to "Development of 
Techniquea to Evaluate Dlaperaion In Aerodgnamic Hales in 
Vlclnitg of Bldga " Contractor Dept of Commerce 

BROWERO, B Raaeareh Contracta Branch FIN 8-10889. NHC-01-79-012 

02/03/25. FOREHAND, W., KORNASlEHtCZ, R Office of Nuclear 
Ragulatorg Rea ear ch. Director Ip 12698 IBB 


"8204290634 Mod 4. extending period of performance to 821231. to 
"Development of Teehniiiuea to Evaluate Dispersion in 
Aarodgnamtea Hake* In Vlclnitg of Bldga " 

DERR.V. E Commerca.Oept of HORTON, K V Olvlaiiin of Contracta. 

FIN 8-10889. NRC-01-79-012 82/03/39 Ip 12890 189. 


8204290642 Notification of contract execution. Hod 19 to "Local ECC8 
Support Studlaa " Contrac tor ■ MPA Aaaoc iatai. Inc. 

OUSTAVE,R. P. Research Contracta Branch FIN B-9S37 NRC-04-79-1B3 

82/04/08. BATSON, U. I RHEE. 0 Office of Nuclear Regulatorg 
Research. Dlractor. Ip. 12898-176 


— 8204S90649 Mod 19. providing addl funding b extending completion date to 
821130 to "Local ECCS Support Studies " 

MANDIL.H MPR Aaaoeiatas. Inc MORTON.K V Division of 
Contract*. FIN 0-9937 N«C-04-7S-ia3 82/04/08 2pp. 

12890 177 


8204290690 Notification of contract execution. Hod 7 to "Manual of 
Enirgg Analgsis Methodologg for Program Plant Slttngi Energg 
Value of Land. " Contractor Unlv of PL. 

aiLVlB.R M Research Contract* Branch FIN D-6t59 NRC-04-77-123 

82/04/14 BATSON, H. , PRICHARD. C. Office of Nuclear Regulatorg 
Research. Director Ip 12898:191 


—8204290691 Informs that contract txpirad 811231 Deobligation amount 
should be aubmittad 

MORTON.K V Raaeareh Contracts Branch. FIN B-6199 
NRC-04-77-123. 82/03/22 OAYAHATi E Y Florida. UnlV. of. 

Oatnasvilla. Ip 12898.192 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


--8204290807 Contract "Carter Counaellng for NRC Partielpanti, Raglan 1." 
auardad to D Sain, 

• 6ain. D P PERLMAN, J. Adminiatratlva Contracta Branch 
NRC-10-a2-369 82/03/31. 6pp. 12894 261. 


B204290SB9 Notification of contract eiaeotlon "Caraar Counaellng for 
NRC Partlc ipant*. Region 2," awared to R Naugn 
MCNULTY. A Adminiatratlva Contract* Branch. NRC-lO-82-370 
82/00/31, OOLDMAN, P J , VAN SANTEN, L M. Managamant Davalopmint b 
Training Staff. Ip. 12894.293. 


--B204290991 Contract, "Caretr Counaaltng for NRC Partie ipanti, Region 2." 
auardad to R Naugn 

NAWYNiR Naugn, R PERLMAN, J Diviaion of Contracts. 

NRC- 10-02-370. 82/03/31 6pp 120941294 


8204290994 Notification of contract execution. "Caraar Counseling for 
NRC Partlc ipant*. Region 3." auardad to D Llnhart. ■' 

MCNULTY, A. Adminiatratlva Contract! Branch. NRC-lO-a2-371 
82/03/31 OOLDMAN. P V., VAN SANTEN, L.W, Managamant Davelopmant b 
Training Staff Ip. 12694 246 


— 8204290997 Contract; "Caraar Counaellng for NRC Participant*, Rag Ion 3, 

awarded to D Llnhart. . ^ 

LINHART, D. Llnhart. D PERLMAN, J. Olvlalon of Contract*. 
NRC-lO-BB-371 82/03/31. 6pp. 12094:847. 


8110060063 Notiflaa that on BlO?04< sarthquak* of magnitude 9,1 occurred 
about 90 miles from San Qnofre Earthiiualie uaa felt from Ban 


Oitgo to Santa Barbara. CA, No rept 
r oealvod 

IBRfHIM.A K. Otoscleneas Branch. 
Branch 9pp 11797,083. 


8202020250 FOIA raqueat for info re 
Paraippang. NJ 

BCHLEICHER, J Danville. Tounahip 
Matarlals Radiological Protection 


of casualties or damage 
81/09/04 JACKBONrR Oeoaciancee 

1974 b 1976 Incident* at laomadl*. 

of, NJ. 82/01/09. HINNEMAN.J. 
Section. tp 12672:119. 


— 8202020294 Responds to 820109 request for Info re laamedlx. Inc Rettueat 
will b* treatad a* FOIA request List of documenti re request 
and. 

KINNEMAN.J Materials Radiological Protection 8action. 82/01/27. 
BCHLEICHER, J. Denville. Tounehlp of. NJ 2pp. 12672.116 

8204010001 Raaponds to PQIA request for proposed final rule* 
promulgated per 9USC904 1 c > < 1 ) . J Philips provided documant 
on 81 1208 

FELTON, J M- Division of Rules and Record*. 81/12/21. 

OLVCKBMAN. J F, National Treasurg Emplogoea Union. Ip. 12491:360. 


0204010003 FOIA raquaat for pr opoe«d/f Inal rule* promulgated per 
9U0C9O4(e> ( 1 ». 

8LUCK8MAN. J F National Treasurg Emplogae* Union. 81/12/08, 
CARR, J NRC - No Detailed Affiliation Olvon Ip 12491*361. 
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NONDOCKETED ITEMS 


BS04010817 Partial ra»pOTi»» to FaiA request for Info re computer 
eecurltq requirements Fifteen document* listed In App A 
one 1 

FELTONtJ M. Division of Role* and Records 81/12/04 SHEARER, 8 E 
Atramsi Kovacs, Meatermelr k Ooldborp Spp 12491 177 


— BS04010S47 Forwards "Automated Info 
Sensitive Info" for approval Plan 
Director for Operations, B1 1 1 13 
DRADYiR J Division of Security 
of tfie Executive Director for Opei 


sys Security Plan Program Plea for 
approved by Executive 

81/11/10 D1RCKB,U J DffUi 
at ions Ip 12491 293 


—8204010522 Submits outline of min set of controls to ho incorporated 
into NRC computer security program Outline emphasiree that 
future plans tt ostimatoB of resources may be affected by DOC 
guidelines & OSA policies tc regulations 

DOMOCHUE. D J Office of Administration 70/11/27 MCINTYRE, J T. 
Office of Management lx Budget App 12491 179 


--82040-1 0323 Bulletin 2101-lS. "Automated Info Sy* Security Program for 
Sensitive Data," published in advance of incor poretl on in 
MRO manual. App 2101, XVIf 

BRADY. R J Division of Security SD/Ol/lO 12pp, 12491* 183 


— 820401D324 Respond* to B00b06 memo to R Harris re payroll sye security 
t««t Plan should explicitly stats intent to comply u/ 

Bulletin 2101-15 Facilities tc Syi Security Branch cannot 
participate in activity until eys security specialist hired 
BIRCH. C U Division of Security B0/D6/20 FROST . A B Division 
of Automatic Data ProcafSlng Support lp> 12491 197 


— B20401052S Respond* to 790201 I tr re DMB Circular A-71 , Transmittal Memo 
it "Security of Federal Automated Info Bys, " NRC 
re-evaluated 781127 plan w/OMB computer security program 
checlllat NRC 5-yr Info technology mgt plan outline end 
DONDOHUE.D J Office of Administration 79/03/20 ORANOUI8T, W. O 
Office of Management It Budget 19pp 12491.198 


— 8204010526 Trip rtpb of 790B0B visit to NtH computer ctr in BethesdaiMD 
re security ineaiures taken to protect NRC sensitive data 
Pn.ECeR.C M Division of Security 79/00/14 Division of 
Security 2pp. 12491*217 


— 020TO10527 Trip rept of 010809 visit to NIH computer ctr in Bethesda.MD 
re security meatures taken to protect NRC sensitive data 
HARRIStM R Diviilon of Sscurity 79/09/04. Division Df 
Security 4pp 12491 219 


—8204010328 "Netei on NIH Bys " 

• NRC - No Detailed Affiliation Olven 81/09/31 2pp. 
12491 22 3 


— 8204010349 "Automated Info Sys Security Plan Program Plan for 
Sensitive Info “ 

BROWN, D L Division of Security Sl/11/30 20pp 12491 294 


0204010320 FOIA request for listed documents re computer security 
requlremen ts 

SHEARER, S E, Abrams, Kevacs, Westermelr l< Goldberg 81/10/06 
Division of Rules and Records 2pp 12491 173 


8204020372 Repts that three men were working from 620105-09 In eiceis 
concentrations of airborne thorium Author 1 lat ion requested 
to consider filtering action of masks worn while feeding 
monailte to furnace when computing exposures 

MEALY, R M American Potash 6 Chemical Corp 62/01/S9 Atonic 
Energy Commission 3pp 12313 154 


— 8204O20S73 Advises that badge referred to In 630809 Itr after 
development b interpretation of film was found to be 
Irregularly exposed Exposure dose interpreted as approx S90 
mrem covering 630115-0215 period 

SINKE, G J American potash b Chemical Corp, 63/09/28 PRICE, E R 

Atomic Energy Commission Ip 12519 157 


— 8204020574 Repts overexposure to whole body radiation during 1943 
second quarter Worker received 410 mrem during last month of 
period Notification end Name deleted 

SINKE. 0 American Potash b Chemical Corp 63/09/05 Atomic 
Energy Commission 3pp 12913 138 


— 8204020376 Repts overexposure to whole body radiation during 1963 
fScond quarter Worker received 410 mrem during last month of 
period Dverexposure due to badge contamination 

SINKE, 6 J American Potash b Chemical Corp 63/09/23 Atomic 
Energy Commission 8pp 12S15 161 


— 8204020377 Repts overexposure to whole body radiation during 1963 
fourth quarter Total whole body radiation for yr was 2,930 
mrem Job rotation used to prevent recurrence 

SINKE, 0 American Potash b Chemical Corp 64/08/19 Atonic 
Energy Commission 2pp 12915 163 


— 3204010329 3ECV-79-172 

Recommends approval of end Itr to Congress responding to 
OAO repti "Automaied Sys Security - Federal Agencies Should 
Strengthen Safeguards Over Personal b Other Bensitlve Data *' 
OmOGHUE.D J Office of Administration 79/03/12 Upp 
12491 225. 


8204020373 Respond* to FOIA request for documentation of RD James 
complaint b subsequent investigation, Document withheld 
(ref FOIA Exemption 7A) 

FELTON, J M Division of Rules and Records 81/18/21 MILLCR.JH 
Jackson Cltiien Patriot Jackson, Ml 2pp 18914 298 


-8204010932 Bummarlies StOSOB insp tour of NIH computer tape library 
facility 

CCNSOLli A Division of Automatic Data Processing Support. 
ai/09/14 FROST, A fi. Division of Automatic Data Processing 
Support Bpp 12491.239 


— 8204010336 Forwards A Consoll 81D3I4 memo evaluating NIH tape library 
facility haniD Identifies potential for loss of all NRC sys b 
data used at fecilitg Each sys should P* evaluated b action 
taken to develop backup pr-ocedures for protaetton of data. 

FROST, A A Divltlnn of Automatic Data Processing Support 
81/03/19 TRaUTHAH.C R Division of Automatic Data Processing 
Support Ip. 12491 241. 


— B204410S39 Request* directors of headquarter* ofes b dtvs Identify 
computer sys processing data. Indicate type of Info processed 
It location of equipment, tummarlie applicable security 
meesures b provide contact re security of ADP sy*. 

DOKIGHLIE.d j Office of Admlnl etrat ion. 78/10/03. NRC - No 
Detailed Affiliation Given. 2pp 12491.242 


—8204013541 Advises that eubj to end mod s. Commies ion concurrsd In 
SBCY-79-172 recoemsndatlon* re rasponse to OAO rept on 
safeguard* over personal b other sensitive data 
CHILKiB J. Office of the BeeretaTtf of the Commission. 79/03/30 
006SICK, L V, Office of the Executive Director for Operation*. 
App, 12491 231 


--0204018543 Foruerdi "Rept to Commies ion* Review of ADP Security." Rept 
results from review of NRC computer security program NRC hat 
mot fully implemented security progrem to protect 
sensitive dete. 

CLfiMINGStJ J. Office of Inspector b Auditor, 81/11/12, 

PALLADINO.N J. . OILINSKY.V., BRADFORD, A Commiss ionere Bpp. 

1B49I 235. 


8204D20B78 FOIA request for documentation of RD James complaint b 
subsequent investigation re Bechtel falsification of 
r e c or d s 

MILLER, J.M Jackson Citizen Patriot Jackson, MI 81/10/19 
Office of Administration 2pp 12314 300, 


B204050392 FOIA request for documents relating to Morgan memo b 811104 
Commlitlon moating re util safeguards 

LEVENTHAL, P Nuclear Club, Inc , The Sl/11/16 PALLADINO.N 
Gammiislaners 2pp 12363* 280 


—8204050374 Requests opportunity to attend meeting or address ComAissish 
re Morgan memo 

LEWENTHAL, P Nuclear Club, Inc . The ai/U/04 NRC - Ha 
Detailed Affiliation Given ip 12963,282 


820409039B Responds to FOIA request for document* re Morgan msixo 
Forwards documents listed In App A Documents listed in App B 
withheld In entirety (ref FOIA Exemption 1) 

DlRCKSiW, J Offtet of the Executive Director for Operations 
81/12/01 LEYENTHAL.P Nuclear Club, Inc , The. 4pp 12565 283 


— 8204030400 Determination that Commission 811104 meeting to dlicvll NRC 
export res ponsib 1 1 itl e* may be closed to public pursuant to 
5U6C832b(c)(l>i 10CFR9 t04<a)<l) 

BICKWIT, L Office of the General Couneel, flI/11/03 Office of 
the General Counsel Ip 12363 287 


— 82040S04D3 Transcript of Chairman Palladino statement re subj* 
considered at closed Commission meetings during wk of 611102 
over which Chairman presided Attendee lift for 811104 
meeting re NRC export respons Ibl 1 itiee end 
PALLADINO.N Coinml esloners 01/11/16. 2pp 12963 288 


— 0204010549 "ftept to Comml ssionrRevIou of ADP Security " 

• Office of Inspector b Auditor. 81/11/30. 37pp. 124911 297. 


NONDOCKETED ITEMS 
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— 6204090406 Pravliti* uritt»n txplanatlon of Commltsion vet*i to clott 
Mtitlngf on 61 1027. 29. U02. 04. 03. 06. 12. 16 (c 17 in 
HMhlngton. DC 

KAOEE.U NRC - No Dotailtd Affiliation Oivan Bl/12/01. NRC - 
No Ditallad Affiliation Oivan 2pp 12369 290 


6204090422 "Effaeti of 760417 Tornado on Catagorg 1 Structural at Orand 
Oulf Nuclaar Station ” 

a Baehtal Corp 78/07/31 9pp 12563 271 


6204070067 FOIA raquatt for copia* of complaint filad agatnat Katro 
Hadfcal Lab b IE imp findings on 611021 

OLADSTDNE. L Hatric Had leal Laboratorg 81/10/27 HAYNES, ft. C 
Aagion I. Phi ladalphia. Offica of tha Dlraetor (81/03/01) ip 
12992 394 


—8204080146 Submits Invoica for carpatlng svcs Paid on 620107 Cnvoiea 
shaat for orders that aecrua mora than ona Invoica and 
a Oupta Carpat Prof asslonalt. Inc 916/Bl 81/12/16 Office 

of tha Controller 2pp. 12616 296. 


8204060211 FaiA request for all rec ords. documantsi mainorandai & 
e orraspond anea rs sale of TVA axcass posier capacity to all 
utils or distribution sgs outside TVA sve area from 1980 to 
prisart 

HOFFMAN. 0 Clarion-Led gar Vackaon. MB, 82/01/07 Offica of Public 

Affairs Ip 12619 017. 


6204090127 FOIA request for copg of nuclaar ragulatorg mimo. 8ECV-77-229 
dtd 770504 

HAODEN.T V Kaga, Bchol ar. FI arman. Hags tk Handler 81/11/19 
FELION.J M Division of Rules and Records Ip 12633 236 


B2O4O7O079 Responds to FOIA request for eoplii of complaint filed 
against Hatro Hadleal Lab 6 IE Imp findings on 611021 
portion of complaint Itr ra name t< address withheld 
(raf FOIA Exemption 7) 

FELTON.J.H Division of Rulat and Records 81/12/01 OLAD STONE. L 

liabric Medical Laboratorg Ip 12992 333 


— 82040700B6 Describes mishandling 6 disposal of radioactive matl 
observed while enploged In medical lab, 

• Affiliation Unknown 81/12/01 NRC •* No Datalltd Affiliation 
Oivan 3pp 12592 357 


8204070623 Responds to appeal of denial of FOIA request for PDE8 for 
Karr-HcOea Chemical Corp dacomml silonlng plan. Draft is 
pradecisional 6 subj to varlflcatton h mod DE8 to be 
publicly aval lab le. Document withheld (ref FOIA Exemption 9) 
OIRCKSiU J Office of the Executive Director for Operations 
81/12/21. 8PELMAN. H J Harold J Spolman li Associates 2pp 
18996 306 


8204070639 Responds to FOIA requost for rocords re evaluation of Diablo 
Canyon bg XYZVX Info Co. NUREO/CR-1999. SER. le available in 
PDR.Handuritten notes for 800424 meeting end 

FELTON.J.H Division of Rules and Records 82/01/15 LANPHERiL C 
Kirkpatrick. Lockhart. Hill. Christopher ((Phillips Ip 12896.097 


8204090140 Responds to FDIA request for copy of nuclear regulatory memo 
SeCY-77-229. dtd 770904. Forwards document. 

FELTON. J M Division of Rules and Records Bl/lS/09 MADDEN. T J 
Kage> 8chol er. Fierman. Hag s & Handler Ip. 12633:837. 


— 8204090143 SECY-77-229 

Forwards Commission program plan for use of Insp data in 
licensing process. 

CASEiE e Offtee of Nuclear Reactor Regulatiom Director 
77/09/04, 3pp 12633 238 


— 0204090147 "Use of Imp Data In Licensing Process.” 

a Office of Nuclear Reactor Regulation. Director 77/04/18 
IBpp 12633 241. 


8204090297 FOIA request for American Potash fc Chemical Co 610306 
petition re rare earth exemption 

OTTiR. C El du Pont de Nemours It Co r Inc. 82/02/03. MILEB.C 
Office of Public Affairs 2pp 12691 343 


0804090299 Responds to FOIA request for copy of American Potash 6 
Chemical Co 610306 pet i tion. Document end 

FELTON. J M Division of Rules and Records 82/02/17 OTT. R. C. 
E I, du Pont de Nemours fc Co . Inc Ip 12691 349 


6204070690 FOIA request for winning proposal under RFP HB-NMB-B2-028i 
“Technical Assistance in Hydrogeology “ 

E00ER8.A V Earth Science Consulting 6 Technology. 61/12/30 
HaTTIA.H J Technical Aeststance Contracts Branch Ip 12996' 107 


6304070692 Rtsponds to FOIA request for winning proposal under RFP 
RS-M18-82-026 Nonpropr i etarg versions of technical proposals 
submitted by Oolder Associates. Inti Engineering Co. Inc 6 
SyeiScience 6 Software end. 

FELTON. J M Division of Rules and Raeords 82/01/19 EOOERB.A, V 

Earth Bclence Consulting 6 Tochnologg Ip 12896' 106 


—8204090263 Requests amend to 10CFR40. licensing of source matl. restoring 
exemption applicable prior to 610213 to rare earth metis 
containing not more than 0 29X by weight thorium. U or 
comb inat Ion. 

MCCOY. P.E American Potash it Chemical Corp. 61/03/06 PRICE.H L 
Atomic Energy Commission. 3pp 12681 ' 346. 


— 8204090269 Application for amend of Part 40 regulations of AEC re 
thorium content of rare earth metis 

» American Potash 6 Chemical Corp. 61/03/06 Atomic Energy 
Commissi on 31pp 18S61 349 


— B204070694 “Proposal to US NRC In Response to RFP RB-NM8-B1-028 
"Technical Assistance In Hydrogeology " Technical propotal 
a Oolder Associates R8-NMa-ei-02e 61/06/31 69pp 12996 109. 


—8204070697 "Technical Assistance In Hydrogaology. Vol 3 -Technical 
Proposal. “ 

a International Engineering Co. RB-NM8-82-088 81/08/31 3Bpp, 

12996 147 


— 6204070660 "Technical Assistance In Hydrogeology," Technical proposal 
•ubmlttad to US NRC 

a Systems. Beleneet 6 Software, R8-NM8-B2-028 61/06/31 86pp 

12996' 217 


8204080136 FOIA requeit for alt Invoices since 810930 for •v® 1" 

Waehlngton. DC metro are# undtr purehas# orders 06-82-0224 6 
DR-e2-0289 

ESTRADA. J A Professional Carpat Servlet 82/02/04 FELTON. J.M. 
Dlvltlon of Rules and Records ip 12616,293 


8204090273 Rasponds to FOIA raquast for H Dlrcks 820121 memo to 
Chairman Pal ladlno. Document end 

FELTON.J.H Dlvltlon of Rules and Records 82/02/10. CHAPMAN.N, 0. 
Bechtel Corp Ip. 12692. OIS. 


8204090276 FOIA request for H Dlrcks 620121 matno to Chairman Palladino 
re QA changee. 

CHAPMAN.N Baehtal Corp, 02/02/03 Office of Administration. 

Ip. 12692 019 


B204090279 FOIA request for documents re Am-241 alpha foil radiation 
seureof mfg by EAD Hatallurglcal. Inc 

COPPELL.D.A, Amirsham Corp 62/01/27. FELTON. J. Division of Rules 
and Records tp. 12692:036 


8204090262 Rtsponds to FOIA request for documents rs Am-241 foil 
radiation sourcts mpg EAD Keta 1 lurg 1 cal . Inc. Listed 
documents end 

FELTON.J.H Division of Rules and Records 62/02/18 COPPELL. D A. 
Amsrsham Corp. Ip, 12692:037. 


8204060139 Responds to FOIA rsquest for Invoices PJ*'* 

610930 for carpet svee under purchase orders DR-82-0224 « 

08-62-0229. Documents end. . a 

FELTON.J.H Division of Roles and Records, 02/02/19 EBTRADA.J. A, 
Praftsslonal Carpet Service. 6pp . 12616' 294 


-6204080141 Submits Invoice for «drp»tlns »vee P«*< J" 

A A. -...A Tnc. 'S66/B1. 61/11/23 QfflC 


Oupta Carpat Prof esslonals. Ine. 
of the Controller Ip. 12616’296, 


'•8204060143 submits Invoice for e*PP»**"S. '’'if Off lee 

9 Oupta Carpet Professionals. Inc. 919/61 61/12/18 offies 

of ths Controller Ip. 126i0i'897. , ■ 


—8204090269 Advises of issuance of cortlflcate of registration for foil 
Hodels AHX-llNl (c AMX-11N2 6 amtnd in entirety of 
certificate of reglotration dtd Dec 1977.addlng AHX-1100 
in llstsd holders, 

NRIBHT.E.B Procedures tc Car tlf i cat 1 an Branch. ai-D4A 81/02/13, 
EAD Hatallurglcal. Ine Ip. 12692 038 


— 8304090267 Certificate of roglstratlan t< safety analysis summary of 
ssalad sources Hodsls AMX-llNl li AHX-UN2 mfg by EAD 
Hatallurglcal. Ine. for use In smoke detectors. 

HRlSHTiE.B. . SINOERi B, Procedures it Car tlf 1 eat ion Branch, 61~04A. 
Bl/Oa/13. 3pp. 12692! 039. 
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nondocketed items 


— 8204090S93 CtT'tlficat* of rsalftratlan & safety analysis summary of 
■ ealed eource Koitil AHX-ilOO fells mounted tt unmounted i mfg 
by EAO Meta 1 lury leal I Inci far use in smolie detectors 
Certificate amended In entirety 

HRIOKTiE.B . eiNOER.B Procedures t< Car tlf 1 cat Ion Branch. 8i-04A 
ei/02/ta Spp 18A9S 042 


B2O40WS99 Responds to FOIA request for five categories of documents 
ra Atlas Machine «» Iron HorksMne Documents listed on App A 
have teen delivered Search continuing 

FeuTDN.O M Division of Rules and Records B2/02/12 WHEELER. T C 
Pettit t, Martin Ip 12691 26B 


8204090296 FOIA request for five categories of documents re Atlas 
Kachlni t< Iron Worksi Inc 

HHEaER. T C. Pettit t( Martin B2/01/19 DONOOHUE. D 0 Office of 
Administration 2pp 126SI 270 


8204090342 FOIA request for seven categories of records re proposed 
rule on environ qualification of electric equipment for 
nuclear payer plants 

PHILIPS. H H Debevoiss (.Liberman 82/01/08. FELTON, if M Division 
of Rules and Records. 2pp. 12632 392 


— ©201220033 Comments on proposed rule re environ qual if ieation of 
electric equipment - SECY-81-603D Plants should submit 
available info for one path to achieve cold shutdoun 
Shutdoun should be designed to safety-grade requirements 
DIRCKS.H. if Office of the Executive Director for Operations 
81/12/21. PALLADINO.N.J . 0ILIN8KV. Y . BRADFORD.P.A 
Commissioners. 2pp 12632*396 


— 8204070344 Respondf to FOIA request for sevsn categories of records 
re proposed rule on environ qualification of electric 
equipment for nuclear pouer plants Documents listed in App A 
available at PDR (. from NTI8 

FarON. J M Division of Rules and Records 82/01/26. 

PHILIPS. M H. Debevoise (. Liberman 2pp 12632:394. 


820 4120009 Responds to appeal of denial of FOIA request for access to 
documents re Morgan memo Five documents listed in app 
totally ulthheld (ref FOIA Exemption 1) 

CHILK.S -J Office of the Beeretary of the Commission 82/02/26 
LEVENTHAL. P Nueleer Club. Inc.. The 3pp 12692 160 


8204120013 Appeals denial of FOIA request for access to documents re 
Morgan memo Do'cuments improperly classified as secret natl 
security info. prior public releata of rept renders further 
ulthhelding unreasonable 

L EVENTUAL. P L Nuclear Club. Inc . The 81/12/31 Office of the 
Beeretary of the Commission. 9pp. 12692 163. 


B2D4130034 Appeals denial of FOIA request for info re NRC study of 
nuclear projects 

BYARS, C. Houston Chronicle. Bl/lO/lS. FELTON, J M Division of 
Rules and Records Ip. 12661 390 


8204130037 Respondf to appeal re danlal of FOtA request for Info re 
NRC study of nuclear projects Requested document foruarded 
on 811103. 

FELTON. J. M, Division of Rules and Records 81/11/10 BYARS. C 
Houston Chronicle. ip, 12661.391. 


8204130396 FOIA request for eeven categories of documents re <JC Haynes 
it Co (Byproduct Matl License 34-14774-Ot) 

BHEAK H Louenstein. Newman. Reis. Axelrad (< Toll 81/12/16 
Office of Administration. 2pp 12661,010. 


B2O4190397 Responds to FOIA request for seven categorlae of documents 
re JC Haynes Ir Co (Byproduct Metl License 34-13774-011 
FELTON.iJ. M Division of Rules and Records. 82/01/89 SHEA. K H 
Lowenitein, Neuman. Reis. Axelrad h Toll 2pp. 13661 012 


--8204130368 Forwards complaint filed in Licking County. OH requesting JC 
Haynes to decontamlnats property on which Central Trust Co 
holds first mortgage. ORM- isotope shipping document re 2 Ci 
of Ce-144 at liquid and, 

DAYI8.R H. Central Trust Co Newart.OH, BO/11/29. SRENIAWSKt.D 
Rtglon 3. Chicago, Office of the Director. lOpp 12661.014 


—8804130410 Advisee that IE does not concur in Issuance of order to show 
ceuft ra License 34-13774*i01 due to problem of disposing of 
Aie-841 

HIOCINBOTHAM Radiological Safety Branch. 80/12/09. MILLER. W 0, 
License Pee Management Branch. Ip. 12661.024. 


—8804130413 Responds to NC 810828 Itr re radioactive matl in undtrground 
atoraga tanks. Plan for decontamination discussed 
HAYNES. O.C John C. Haynes Co 81/10/02. STELLO. V Director's 
Office. Office of Inspection and Enforcement. 2pp. 12661,023, 


—8204130419 Requests change to Item 7 of license application to read 
“Irrldatlon of Crystal Matl" (* deletion of storage & 
eventual decontamination Survey sheets re waste inside 
gloves boxes end 

HAYNEB. J C John C Haynes Co Bl/10/23 STELLQ. V Director's 
Office. Office of Inspection and Enforcement 4pp 12661,02? 


—8112040619 Ack receipt of SI 1002 & 23 Itrs in response to 810828 order 
to modify License 34-13774-01 Addl info re decontamination 6 
packaging requasted Site visit planned Blill7-ie 
THOMPSON. D Enforcement t< Investigation Staff (Pre 0202011 
EA-81-72 81/11/06 HAYNES. J C John C Haynes Co 4pp 

12661 031 


—8204130419 Responds to NRC B11106 Itr re License 34-13774-01 eoncernlnf 
decontamination 6 packaging items 

HAYNES. J John C Haynes Co 82/01/29 THOMPSON. D Enforcement 
ti Inveitigabion Staff (Pre S20201 K 3pp 12661 039 


B204140016 Responds to FOIA request for documents re Ofe of Intp (> 
Auditor rept on IE investigation Portions of V Stello 610116 
memo re names withheld (ref FOIA Exemptions 7C 6 7D), Other 
documents totally withheld (ref FOIA Exemption 8) 

FELTON.J M Division of Rules and Records 81/12/31 DEVINE.T, 
Oevernment Accountability Project 3pp 12672 030 


B20 4140039 FOIA request for names ti addresses of State of MA 
individuals k groups who submitted FOIA requests during 
1981 

TALANKER.A L Affiliation Unknown S2/01/26. Office of 
Administration Ip 12672 il2 


020 4140037 Responds to FOIA request for names t< addresses of State of 
HA persons (< groups who submitted FOIA requests in 1961. List 
of requestors w/addresies end 

FELTON.J M Division of Rules and Records 82/02/11 TALANRER.A t 
Affiliation Unknown 2pp 12672 113 


620 4140039 FOIA request for list of operating nuclear power plants li 
plants proposed in AR.ME 6 TN 

aUIN-ISK, L Affiliation Unknown 62/01/26 NRC - No Detailsd 
Affiliation Oiven Ip 12672 019 


6204140043 Responds to FOIA request for list of operating nuclear power 
plants b plants proposed in AR.ME t< TN Documents described 
anc 1 

FELTON.J M Division of Rules and Records 62/02/04 OUIHLISK.L 
Affiliation Unknown ip 12672 020 


—8204140049 "Nuclear Power Reactors in UB " 

e Energy. Dept of 81/Oi/Ol 4pp 12672 021 


— 8204140046 "Status of Nuclear Power Plant Units " 

a Office of Management and Program Analysis 81/11/30. Ip 
12672 02 9 


6204140092 FOtA request for updated computer taps w/tnfo on ell NRC 
11c an sees per end file description 

TODD. W E, Siemens Qammatonics 62/01/21 CARR.J Division of 
Rules and Records 2pp 12672 399 


6204140096 Responds to FOIA request for computer tape containing 
Info re "active" (i "active-pending renewal" licenses Taps 
W/6.92S records per specs mailed separately Name of 
radiation safety officer not in matter file 

FELTON.J M. Division of Rules end Records 82/02/16 TODD, W E 
aiement Oammatonies Ip 12672*397 


820414OD9B FOIA request for documents re licensing of Comm Ed of IL 
f ac 11 1 ti f s 

VANOEMARK.R Wildman. Harreld. Allen 6 Dixon 62/01/12 8MIDTH..P. 
Region 3, Chicago. Office of the Director (61/03/011, 2pp 
12672.390 


8204140071 Addl response to FOIA request for info re license 
renewal Info partially withheld (ref FOtA Exemption 41, 

FELTON.J.M. Division of Rules and Records Sl/12/29. AFTEROOOD.S 
Committee to Bridge the Oap. ip 12672 332. 24)( 

FI Che* 80-000.61/12/29, 6204140071. 


6204140076 FOtA request for info re atomic energy 

FRAhKENOERRV, J. Affiliation Unknown 82/01/28. HENDRIE.J H 
Commissioners. 2pp 12671:380. 


8204140078 Responds to FOIA request for info re atomic ensrgy Doeuainbf 
listed on App A end.W/o end, 

FELTON.J M Division of Rules and Records 82/02/22, 

PRAhKENBERRV. J Affiliation Unknown 2pp 12671 382 


IMONDOCKETED ITEWS 


44 


QS041400BS PO!A rsiiuvtt far dotunent* dlfcutting iteurlty problam* h 
dttcrlblng or rtcoimnanding tmargincvi plant for titt b 
ratiareh raaetort 

UCVIiH D Critical Matt Entrgy Projtct 81/11/S9 OffUt of 
Adinlnlitratlan Spp 1S&7S 342 


8204140-091 FDIA raquttt for doeumanti ra AEC licanta atampt contraetort 
b OOO licanta axampt raduaita ditpotal oparatlent from 
194i-72 

UESlLAKEiU Saatuaadt b Cent true tiont 62/01/20 FELTON. J. M 
Divltlon of Rulai and Racordt Ip 12671 344 


B204140093 Partial ratponta to FOIA raquatt for documantt ditcuttlng 
aacirrlty problamt b datcrlblng or recommandlng amargancy 
plant for bait b rataareh raacbort Portlont of PN8-75-096 
uithhald (ref FOIA Examptlon 3) 

FELTON. J M Divltlon of Rulat and Racordt 62/01/22 LEVI.M.D 
Critical Matt Energy Projact 2pp 12672' 244 24X 

Flcba,' 90-000. S2/01/22. 8204140093, 


— B204140102 "For Commant" Ittua of Rag Oolda 2 6. "Emargancy Planning 
for Rataarch Raactori, " Ralatad FR notlcat and 
* Office of Standardt Davalopmant. Dlractor 79/01/31 33pp 
12672' 246 


"8204140110 Foruarda FR notica corractlng typographical arrort b 
«nltaionc In propotad rula ''Emargancy Planning b 
Praparadnati for Rataarch b Tatt Raactori Exfcantlon of 
Submittal Datai. " publlthad 811231 in FR 
DEVOUNO. R C Oiraetor't Offica. Offica of Impaction and 
E'nforeament 62/01/06. DIRCKS. 14 J Offica of tha Exacutlva 
Dlractor for Oparationa 6pp 12672.279 


--G204140116 Foruardi "8NM 3 b 1 f-Protae tion Crltarla Invattlgatlon - 
Phataa I b 1 1 " Important concaptt dlicuttad 
KQELLtNO. J J Lot Alamot edantlfic Laboratory I4X-8-9091 
81/03/04 NITHEE.C J Offica of Nuclaar Matarlal Safaty b 
Safaguard 8. Director Spp 12672 265 


--8204140121 "SNM Bal f-Protee tion Criteria Invattl getion. Phaiai 1 b 11 " 
KOELLINO. J J . DARTS. E U Lot Alamot Sciantlfle Laboratory, 

80/12/22 NRC - No Datailad Affiliation Oivan 40pp 
12672 268 


8204140099 Retpondi to FOIA raauast for documantt dealing u/AEC licanta 
■lampt contraetort b DOD llcente exempt raduatta ditpotal 
oparatlont from 1946-72 All documantt provided In 
ratponta to r0lA-ai-42B b FaiA-Ql-505 

FELTON. J M Divltlon of Rules and Racordt 62/02/22 WESTLAKE. U 
SaaiMadt b Conitruc tiont Ip 12671 345 


620414011? Ratpondt to FOIA raauatt for racordt ra running of any 
variloni of caleulatlont of reactor accident contequancas b 
MARCH computer codat for Limerick Documantt llttad in 
App A and M/o NUREO-0719 

FELTON. J H Divltlon of Rulat and Racordt 82/02/22 ELLIOTT. C W 
rhemat b Hair 2pp. 12674 221 


8204140128 FOIA raqoatt for four eatagorlat of racordt ra NRC - IEEE 
agraamant regarding accreditation of tatting organl latlont 
PHILIFB.MH Dabavolie b Liberman 62/01/03 FELTON. J. M. Divition 
of Rulat and Racordt 2pp 12672 217 


—8204140149 Trantmltt updatad exchange of corratpandance asfcdntent per 
dacltloni at 801107 maabing W/o and. 

OREEN. H R American Society of Mechanical Englnaart 81/02/12, 
STELLD.V Director'! Office. Office of Intpaetlon and Enforcement. 
Ip 12672 230 


— 8204140146 Foruerde three tlgnad copiet of revlted exchange of 
corratpondtnet agreement for ctgnatur t. (4/o end 

BTELLO. V Director '• Office. Office of Inipactton and Enforcement. 

61/03/12 HARRIBON.B F National Board of Boiler b Preteura 
Valve Inipactora tp 12672 239 


—8204140150 Foruarda three tlgnad cop lee of ravieed exchange of 
corratpendenea agraamant W/o and 

HARRISDN.S, F National Board of Dollar b Preeture Valve 
Tnipaetort Bl/03/18 OREEN. M.R American Soctaty of Mechanical 
Englnaart Ip 12672:240. 


—6204140193 Foruardt tigned txchanga of corratpondance agreement. M/o 
and. 

OREEN. H R, American Boclrty of Mechanical Enginaari 61/03/24. 
STELLO. V Director's Office. Office of Intpection and Enforcemant 
Ip. 12672 24i, 


8204140198 FOIA raquatt for SECV-91-9BB b ralatad doeumenta, 

DEVINE. T. Initltute for Pollev Studiee. 81/11/12. Office of 
Adminletratlon 2pp. 12672 207 


8204140159 Ratpondt to FOIA raquett for SECV-ei-SBB b related 
docuncnlt Documentt lifted in app uithhald (rtf FDIA 
Exemption 91. 

FELTON. J.H Divltlon of Rulat and Rtcorde. 82/01/22, DEVINE. T. 
tnetltute for Policy Btudlei 2pp. 12672' 20? 


-8110270942 SECY-Bl-SBB 

Recommandt Commlttlon clarify delegation* of authority, 
detlgnating IE at NRC agont for all axtarnal tnvea tlgatlon* 
it Ofc of Inipactor b Auditor for all intarnal 
invaitigat 1 ont 

DIRCKB.M 0 Office of the Executive Director for Oparatione, 
Bl/10/03 6pp. 12672:211 


8204140176 Ratponaa to FOIA raquatt for info ra 1974 b 1976 Incident* 
at laomed 1 xi Parslppany. NJ Doeumants liftid in App A end. 

Info partially uithhald Cref FOIA Examption 7). 

FELTON. J.H, Divition of Rulai and Recerdc. 02/02/09. BCHLEICHER.J 
Oenvllle. Tounthlp of. NJ 2pp, 12672' 117. 


—8204140182 Conflrmt 740613 notification of ovaraxpoaure to employee 
Employee entered high radiation area In hot call u/o 
foltoulng normal operating proc eduree. Remoti area audihle 
■Ignal had bean turned off, 

OlETZ.e, R leomtdlx. Inc. <8uti of Maeaflald Entarpri*ee. Inc.) 
74/06/14. Region 1. Ph 1 1 adal phlat Offica of tha Director Lp 
12672, 119 


— 8204140189 Inform* of 740613 ovaraxpoeurt to amployaa. Employaa antertd 
high radiation area w/o vicually checking to determine 
whether Ca-60 touree ua* uith-ilrawn. Employee received 
poetible lethal doee Addl eafaty maaeurea to be implamanted 
DIETZ. 0. R Itemadix. Inc. (But* of Maeaflald Enterprleae. Inc >. 

74/07/19 Raglan 1. Ph 1 lad a I phla. Office of the Director Bpp, 

12672. 120 


8204140132 Retpondt to FOIA raquatt for four eatagorlat of racordt ra 
NRC - IEEE agreement regarding accreditation of taitlng 
orgenl xatlont Raqueitad racordt avallablt at FDR Value - 
Impact etatamant ulll be available ptndlng complatien 
FELTON. J M Divltlon of Rulat and Racordt 62/01/22 PHILIPS.M H 

Dabtvolea b Liberman 2pp 12672 219 


—8110280913 Agraamant between NRC b IEEE ra accreditation of taitlng 
organl latlant 

D1RCK9. M J Office of tha Executive Director for Oparatlont 
HEWZ.E Inttltuta of Electrical b Electronic Enginaari Bl/10/02, 
4pp 12672 221 


■8204140193 IE Invattlgatlon Rapt 30-0B9SS/74-01 on 740614. 18 it 26.HajO 
area invattigabad. amployaa axpoture bo 300 ram on 740613. 

LLeSNAJ. J. 0, . RYAN. A. I MCCLINTQCK.R 0 Region 1. Philedalphia, 
Office of the Dlractor. 74/0B/13. 38pp. 12672' 129. 


—8204140196 Forward* medical con«ultanb rapt of Itomedix. Inc amployae 
ovtraxpoiura. bo be appended to IE Invai btgablon Rapt 
30-08909/74-01 a* Exhibit E 

SNYDER. 0, L Raglon 1. Philadelphia. Offica of the Direcbar. 
77/03/28 ELLIS.M. P. Office of Incpecblon b Enforcemant. Office 
of tha Olreetor. Ip. 12672:163 


--8204140136 Bummarlxat undartband ingt reached at 801107 meeting w/MRC b 
BF Harrlion of Natl Board of Dollar b Praitura Vatial 
In*pactori re ravltad exchange of corraipondanea b baili for 
Intaractloni ra lab accreditation. 

OREEN. M « American Boclaty of Mechanical Englnaart. 80/11/10. 
BTELLO.V. Offica Of Impaction b Enforcement. Offica of tha 
Olreetor 2pp 12672 223 


——8204140201 Sumnarixaa Itomedix. Inc 740613 radiation overaipoRura event 
Eayxloyee entered high radiation area u/o taking proper 
lafety praceutlont b received pecelhly lethal dose. Employee 
hoepltallted immediately b releated on 740727. 

MALD.N Affiliation Dnknewn, 77/02/24. NELBON. P R. Region 1. 
Philadelphia. Fuel Facility b Material* Safety Branch. 3pp. 


-&204140142 "Principle* Set Forth In Exchange of Corratpondance Batwaan 
UB NRC. ABME b Natl Board of Dollar b Prattura Vatial 
In*pectori ra Accreditation b Imp of Nuclear Supplier QA 

**"**^ 0 "*“ No Datailad Affiliation Oivan Bl/02/04 13pp. 

12672. 229 


-8204140209 Order to ahow caute why Llcente* 29-19364-01 b 29-19364-02 
ihould not be permanently revoked due to 740613 everexpoaure 
Incident Lleen.*es aupiended pending further order. 

KMJTH. D F. Atomic Energy Comml«*lon. Dlrectorata of Rigulatory 
Operation* 74/06/14. liomadlx. Inc. <8uh« of Haeofield 
Enterprlia*. Inc. ). 4pp. 12672: 167. 
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— B204M0213 Ordir riiclnding 740^14 oriiar to show I< luipvndlng 

lle«n«»i Clonit S9-193&4-01 r»ln«tatad ai anandad 
KNDTKi D F Atanie Entrgg Commtatlonp Diraetorata at Ragulatorg 
Oparatlani 74/07/0S laamadlt. Inc CSuba of Haaaflald 
Entarprliafi Inc ) 3pp 1S&7S: 171 


— 8204140220 Evaluatai affac tivanaaa of Isonadlx<Inc nau aafatg 
aqulp/aant Equlpmanb affectiva ae that anplogaa could not 
acc Idant lal Ig ta oipoiad to larga amount of Tadiatlon 
Ltcaniae ahould ba ratnapactad in Oac 1974 

BRANDKAKP.F . KCCLINTOCK.R 0. Region 1. Phi ladBlphia> Office of 
the Olractor 74/09/10 NELSON, P R Region 1. Philad alphla, 
□fflca of thi Diractop Ip 12*72 174 


-■-8204140229 Dlscuafaa IE invaatlgatlon of Llcanta 29-193*4-01 on 
740*14jie Si 2B L forwarda notlcaa of violation & 
propaaad Impotltlan of civil panaltg. 

KMJTHi 0 F Atomic Enargg Cemmlcalon, Olractorata of Ragulatorg 
aparationa 74/09/23 DIETZ.O laomadiii Inc (Siiba. of Maaaflatd 
entarprlfaa, Inc > 3pp. 12*72 179 


“0204140231 Notlca of violation from Invaatlgatlon on 740*14,18 l< 20 
Violation! noted failure to initruct hot call oparatora pa 
radiation a larm, functioning radiation alarma 4c intareema L 
failure to notlfg AEC of 740*13 ovarexpoaura 

KMITHtO F Atonic Energy Camnlaaton, Diraetorata of Ragulatorg 
Oparatlona 74/09/23 3pp 12*72 170. 


--02O414O239 Notice of propoaad Impoaltlon of civil panaltiaa in amount 
of 42,090 for 740*13 overeipoaura Incident 

KMITH, D F Atomic Energy Cammiaaloni Diraetorata of Ragulatorg 
Oparatlona 74/09/23 2pp 12*72 101 


—8204140277 Notice of violation from Inap on 7*1117 Violation noted 
amplsgaa aipoaad to exctaa rad lat ion, fal lure to rapt 
evaraxpoaura it failure to uaa verification procadurai of 
10CFR30 41(d> In tranafara of radioactive matt 

* Rag Ion 1, Phlladalph la, Office of the Director 7*/t2/0& le 
13672, 198 ^ 


— 8204140280 Dlacutaaa contamination problem Isomadix allou-ad anployrt i 
racatva ovaraxpetura in handling contaminated uiatar 
MCCLlNTOCK, R. 0 Region 1> Philadelphia, Fuel Pacltltg S< Hatariala 
Bafaig Branch 76/12/0*. Region 1, Phi ladelphia. Office of thi 
Director Ip 12*72 199 


--8204140287 Raaponda to NRC 7*1206 Itr re violations noted in IE inap l 
Lieanaa 29-193*4-01 on 761117 Dlaputaa Itema of 
neneompllanca 

DIETZ, 0 R laomadlx, Inc IBuba of Haaaflald Entarprlaes, Inc I 
77/01/12 Region 1, Philadelphia, Office of the Director Sgo 
12*72 200 


— 8204140209 Ack receipt of 770104 * 12 Itrs Informing NRC of atapi tali 
to correct violatlona noted In IE Inap Rapt 30-08905/7* -02. 

Add I Info required 

O'REILLY.O P Region 1> Philadelphia, Office of the Dlracter 
77/02/01 MASEFIELD, J, laomadlx, Inc (Suba of Haaaflald 
Entarpriaaa, Inc > Ip 12*72 203 


— 0204140292 Foruiarda aummarg of 770329 mgt meeting ra activitlaa 
authoriiad by Lteani# 29-19364-01 

NELBONcP R Region 1, Philadelphia, Fuat Facility t< MattrlaU 
Safety Branch 77/04/01 MASEFIELD, J laomadlx, Inc <3ubs of 
Maaafiald Entarpriaaa, Inc ) 2pp 12*72 204 


--B2041 40243 Respond! to NRC 740923 Itr ra violatlona noted In IE 
Invaatigation Rapt 30-00909/74-01 on 740*14,10 t< 28 
Corrective actions’ aultch ramovitf from au-dlbla alarm t, 
formal training program inatitutad 

DIETZ, 0. R laomadlx, Inc. (Subs, of Maaeflald Enterprises, Inc > 
74/10/08 MNUTH,D F Atomic Energy Commission, Dtractorsta of 
Regulatory Oparatlona. 3pp 12*72 103 


— 820414024* Adviaaa of auapleion of leaking source Oally water lorvays 
of pool behind Call 2 revealed activity In axcasa of 0.09 
mCl Uhan aourea found, aourca will ba isolated * shipped to 
vendor. 

DIETZ, 0 laomadixi Inc (Buba of Hasaflald Entarprlaes, Inc ) 
76/07/20 NELSON, P.F Region 1, Philadelphia. Fuel Facility L 
Material s Safety Branch ip. 12*72.19*. 


—8204140291 Confirmi 7*0724 telcan rapt of ramoval of call from 
operation for more than 1 uk No axcasa radiation obiarvad 
MfeEFIELD, J laomadlx, Inc. (Bubs of Haaaflald Enterprises, Inc, ). 
76/07/2* NELSON, P F Rag 1 on 1, Philadelphia, Fuel Facility 1, 
Katarials Safety Branch Ip 12*72.187. 


—8204140299 Updates 7*072* rapt of leaking source. Bourea Identified * 
leolatad. Remaining sourcae will be inapeetad ti radioac tlvlty 
ranevad from 7, OOO-gallon storage pool. 

D1ETZ,0 R laomadlx, Ine (Subs of Maseflald Enterprlsas, Ine. >. 
76/OB/ll, MCCL1NTCK,R. Q. Region 1, Philadelphia, Office of the 
Director Ip. 12*72,108. 


--B204140299 Ack recaipt of 740811 rapt of leaking aourea Full rapt due 
by 7*1001 

HCCLINTOCKi H 0 Region 1, Phi ladelphia. Fuel Facility ti Matarials 
Safety Branch 76/OB/24 D!ETZ,«R Isamadlx, Ine. (Suba of 
Haaaflald Entarprisea, Inc.). Ip. 12*72' 189, 


--82041402*3 Provides rapt of leaking Co-40 aourea, On 7*0713, radiation 
alarm above Call 2 pool alarmed, Raadlnga ware higher than 
normal Offending source k entire hot call area i aotatad, Heat 
of pool water diapoaad of k remaining toureea to ba cleaned 
DIETZ, O.R laomadix, Inc <8ubt, of Masefield Enterprises, Inc.). 
76/09/30. Raglon 1, Philadelphia, Office of the Director 9pp. 
10672:190, 


•82041402*9 Ack raeilpt of 7*0930 Ur informing of leaking Co-60 aourea, 
Matter will bt rtvlaaiad at next Insp. 

nelson, p R Region 1, Philadelphia, Fuel Facility fc Matarlala 
Safa tg Branch 76/10/00. DIETZ, O.R laomadix, Inc. iSubt. of 

Maaeflald Entarprlaes, Ine > Ip. 12672 199. 


-8204140272 Discus sea IE insp of License 29-193*4-01 on 7*1117 k 
forwards notice of vlolallcn 

2 P Region 1, Philadelphia, Office of the Diraetor, 
76/12/0* MASEFIELD, U, Isomadtx, Inc, Ifiubt. of Maaafiald 
Entarprisea, Ine.) 2pp, 12*72.19*. 


--8204140299 Summary of 770329 meeting re setivitlea authoriiad under 
License 29-19364-01 

MCCLINTOCKiR 0. Region 1, Philadelphia. Fuel Facility k Material! 
Safety Branch 77/04/01 Region 1, Philadelphia, Office of the 
Director Ip 12*72 20* 


0204140339 FOIA request to have H Denton 810710 memo directing that no 
raaourcea ba expended on NUREO-0660 Priority 2 k 3 lisuas 
until Fyes, placed in PDR, 

SHOU,Y<B C Union of Concerned Sclentlata 02/01/29 FELTON,UM 
Division of Rules and Records Ip 12*79 297 


0204140341 Raaponda to FOIA request that copy of H Donton 810710 mtao 
to NRR dlv directors directing that no resources ba 
expended on NUREO-0660 Priority 2 k 3 Issues until FYBS be 
placed in PDR Document sent to PDR 

FELTONrJ.M Division of Rules and Records 02/02/04 SHOLLY, B C 
Union of Concerned Bciantists Ip 12*79 298 


--02O31OO390 Diaeuasea Exieutive Director for Operations FY82-04 budgit 
racommendatlona All recommendatlona have been flnaliiad 
except for one outstanding Issue involving resources to 
continue work on NUREO-0660 priority 2 Issues in FYB8. 

DENTON, H R Office of Nuclear Reactor Regulation, Director. 
81/07/10. EIBENHUT, D. DtvliUn of Licensing Sepp 12*79’299 


0204140392 FOIA request for six categories of documents re teat k 
research reactors, 

LEVliM Critical Meat Energy Project 01/11/23 Office of 
Administration. 2pp 12*91'001 


B204140443 FOIA request for info k documents re US Navy six 6r-90 
powered radlolsotopa thermal generators implanted In ocean 
floor, 

WESTLAKE, W Seaweeds k Conatruettona. Bl/12/09. FELTON.UM 
Division of Rules and Records, Ip 12*79*179 


8009160179 Matl/Byproduct License 04-07316-04 for Dept of Navy, Nuclear 
Power Unit is amended in its entirety per SOOSil Itr 
Amend 1 authorliea poatesilon of Sr-90 k depleted U In 
generators for acoustical transponder s/beacons. 

OUlffJ, P, R. Licensing Management Branch 00/04/29 2pp 12479 IBO 


--6204140499 Matl /By prbduct Lleansa 04-07316-04 for Dept of Navy, Naval 
Nuclear Power Unit, authorliing use of 8r-90 k depleted U in 
peuaring acoustical transponders/baacons located on ocean 
bottom 

SABS IN, N Licensing Management Branch, BO/01/29. 3pp 

12679: 162. 


--8002010406 Forwards fourth quarter CV79 statue rept on radiolasbcpt 
thermoelectric generator! authoriiad under License 
49-16399-03, 

HENDRIX, 0. W. Navy, Dept, of, Naval Facilities Engineering Commend 
0002, 80/01/02 Licensing Management Branch. 2pp 18*79.169 


—7906110398 Foruardi application for matl/byproduct lieenae. 
vaHAftyEBMEYER Navy, Dept. of. 99641 79/09/06 Licensing 

Management Branch. Ip, 12*79.187 
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— 790M10370 Application for mat 1 /byproduct llcinti to authoriia utl of 
Sr-90 Si U-S39 to pouar aeouttieal trantpondtri/bpacent 
uhlch tarva at gaodatlc banchtnarkt> loeatad on ocaan bottom 
BDHNINO.U R NavyiDapt of) Naval Noclaar Pouar Unit 99040 
79/09/00 6pp I8i75 100 


— 0003070144 Ra<iua»t» amend of Matl/Bgpredoct Lteania 04-07316-04 to 
daleta all raf* llitad In Condition 13 Si 19 except 790908 
application 

BCMNINOi L R, Navg>0apt ofi Naval Nuclear Pouar Unit 0172 
80/02/11 DABBINi N Llcaneing Management Branch Ip. 12679 194 


--8204140467 Foruardi application to amend License 49-16399-03 W/o and 
8MITH.R H Navgi Dept, oP> Naval Nuclear Power Unit 1042 
79/09/20 Licensing Management Branch Ip 12679 199 


--8204140471 Requeits UC Baleburg Si J Rodriquex be added as assistant 
radiation protection officers for Licenses 04-09414-03) 
04-09649-02) 04-09649-09, 04-13495-02, 04-09649-04, 04-13499-09, 
04-13499-06,49-16399-03,800-1113 Si 8NM-1194 

DRAVtON. H E Navg.Dept of, Neval Nuclear Power Unit 037/39 
79/09/19 Division of Fuel Cgde Si Material Safety 3pp 
12679 196 


•0109300119 8ECY-ai-549 

RecBneende that Commisslen approve for publ leatlon, notice 
of Intent to modify specific lUeneee Indemnity agreement 
to cover etorage of spent fuel at reactor site 
OIRCKS.W J Office of the Executive Director for Operations 
81/09/19 26pp 12679 149 


8204140920 FDIA request to have copy of Revision 4 of NURE9-0492 placed 
in PDR, 

COWOR, L Affiliation Unknown 82/01/11 Division of Rules and 
Racerde Ip 12673 001 


8204140527 Rceponds to POIA request to have Revision 4 of NUREO-0498 
placed In PDR Documents sent to PDR. 

FELTCNiJ ft Division of Rules and Records 82/01/20. CONNDRiL 
Affiliation Unknown Ip 12673 002 


8204190038 Responds to POIA request for all stud las, repts «( surveys 
conducted by NRC/AEC re radiation levels in Uest Chicago, IL 
from 1970 to present Si bldg at 189 Uest Uash Ingtoni Uest 
Chicego, IL from 1940 to present, Rsc ords listed In app end 
FELTON, JM Division of Rvlas and Records 81/12/21. SCAFFNERi H. 
Albert F. Kafeld. Ltd 3pp 12708 101. 


— 9204140481 Provides instruction setting forth command relationships! 
mission, tasks l< functions for Naval Nuclear Power Unit, Fort 
Belvoir, VA 

UHtFLE, □ R Navy, Dept of. Naval Facilities Engineering Command 

78/il/Ol Navy, Dept of, Naval Nuclear Power Unit, I2pp 

I267S 199 


— 8204140486 Forwards quarterly radioisotope thermoelectric generator 
rtptipir Item 17 of License 49-16359-03, covering third 
quarter of 1979 

KRAUTER, 0 E Navy, Dept of. Naval Facilities Engineering Command 
230 79/10/08 NRC - No Detailed Affiliation Olven 7pp 

1267 9 21 1 


"8204140490 Requests end application for rtneuel of License 45-15632-03 
be considered timely filed Application does not consider 
four previously licensed radioisotope power generators 
since generatqri transferred 

ZIMMER, 0 U Navy, Dept of. Naval Facilities Engineering Command, 

96639 75/09/30 NRC - No Detailed Affiliation Olven ip 

12679 218 


"8204140493 Application for byproduct matl license to receive, store. 
Install, operate, SVC (• deliver to carrier for transport, 
radioisotope power generators 

KRAUTER, 0 E Navy, Dept of. Naval Facilities Engineering Command 
79/09/30 2pp 12679 219 


--8204190194 PNO-ni-76-049: on 760714,997. of Recd-Keppler Park relemted 
for public uee State of IL will perform grid-type survey af 
prime disposal area. 

PAQLIAROi J A Region 3, Chicago, Office of the Dlreetar, 

76/07/16 Ip. 12703 2B6 


—8204190164 PNO-1 11-76-047 on 760714, foUolng coordination meeting u/ 
State of IL, ifforte will be directed toward completing 
surveys at park (i releasing tennie courts at Reed Kepplir 
Park to public uie.Sy 760713, 60X of park releaced 
PAOLIARO.U, A Region 3, Chicago, Office of the Director, 

76/07/14 3pp 12708:287. 


— 9204190181 PNQ-1 1 1-76-046’ on 760709, anonym oue allegation recaivad that 
thorium ore processing residue dumped in park in West 
Chicago Excess radioactivity levels noted in survey 
conducted on 760709. 

PASLIARO,J. A Region 3, Chicago, afflee of the Dlreetar 
76/07/12 ip, 12708,291 


9204150109 Responds t« FOIA request that OECD Incident Reporting Bye 
repts be placed In PDR Ooeutnente listed In app available in 
PDR Other p ertinent documents completely withheld (raf FQIA 
E I erupt ion 4) 

FELTON, UM Division of Rules and Records ei/11/09 CONNOR. L 
Oec-Beareh Associates app. 12700-339 247 Rich e' 90-000,81/11/09, 

8204190109 


—6204140496 Radiological safety guide 

■ Navy, Dept of, Naval Facilities Engineering Command 79/05/30 
10PP 12679 221. 


"8204140490 Requests amend to License 45-16399-03, to Incorporate 
"Redlolsetape Thermoelectric Oenerator Radiological Safety 
Ouide" ti to delete four listed documents 

ARCUNIiA A Navy, Dept of. Naval Facilities Engineering Command 
95077 70/06/13 Atomic Energy Commission. ip 12679 239 


— 8204190179 Incident Reporting Bys Rapt 9, containing excerpt from 
NURE4-0090. V»1 2, Number 4. 

• Organiiattan for Economic Cooperation 6 Development (Parlet 
00/07/16 7pp 12709 095 


— 8011170099 “Rept on Lose of Offsite Power Event at AR Nuclear One, Units 
i 6 2 on 800407 " 

LffJNINO, U D Director's Office 30/10/15 67pp. 03733-817, 84X 

Fie he 90-000, 81/11/09, 8204190109. 


-“8204140903 "Radioisotope Thermoelectric Oenerator Radiological Safety 
Out da ” 

e Navyi Dept of, Naval Facilities Engineering Commanii 99077 
78/06/13 21pp, 12679-240 


—8204190249 Incident Reporting Sys Rept 94 re 81-0106 inadvertent 
disconnection of station batteries at facility. 

» •Organiiatlen for Economic Cooperation h Development (Paris) 
81/09/00 3pp 12709:317 247 Fic h e; 90-000. 81/ 1 i/09r 8804190109. 


—8204140909 Requests amend to License 49-16399-03, adding 
atrontlum tltanate contained in LC0-29D thermoelectric 
generator 6 in MM-3000 thermoelectric generator. 

ARCUNl. A A Nevg.Dept.of, Naval Facilities Engineering Command 
86126 77/02/23 Radioisotopes Licensing Branch (Pre 790901) 

2pp 12679' 264 


0204140492 POIA request for microfiche copy of NRC rept gASH-1920 

SULLIVAN, d U AffiUetlon Unknown 82/02/22 FELTON, J.M Division 
a# Rules end Records Ip 12679.340 


0204190264 FOIA request for documents re disposal of radwaste an VA 
hosp property in West Los Angtlei, 

NELSON, R Los Angeles Federation of Scientists, 82/01/03. Office 
of Administration. 3pp, 12710 237. 


7902060096 In accordance u/700609 appli cation, Hatl/Byproduct License 
04-00181—10 for Wadeiuorth Hosp, Los Ang el is, CA, is amended to 
authoriii use of Ce-60 in AECL Tharatron 780. 

VACCA, P. C. Radtoteiitapes Licensing Branch (Pre 790901). 79/01/18 

4pp 12711 113, 


8204140494 Responds to FOIA rsqusst for mleroflehi copy of NRC rept 
WAS)f*1920 Forwards rept U/o end 
FELTON, J.M Dlvlilon of Rules and Records. 

Affiliation Unknown. Ip 12679.341 


02/03/08 SULLIVAN, J. M, 


820414046) Responds to FOIA request for SECY-00-460 b 8ECy-Bl-949 
Forwards documents listed In App A, 

FELTON, d M Division of Rules and Rteords, 81/1^13 
ARMBTRONO, K A Debevolet ti Llhsrman 2pp 12679 091. ask 
Flche: 90-0 00, 81/1 1/13, 8804140461. 


■7904260068 In accordance u/790812 appl ication, Hatl/Byproduct LIctnse 
04-00181-04 for Vtterans Administration Hosp CtrtLos 
Angeles, CA Is amended to add Cs-137 as ltd for instrument 
cailbr 

VACCA, P. C Redleisotopes Licensing Branch (Pre 790901). 79/04/08, 

ip 12711; 126. 


— 8001290494 Hatl/Byproduct License 04-00181-04 for VA Hasp.Loe Angels*, 
CA is amended per 791108 Itr. Amend 72 adds 1-129 It 1-131 A 
adds conditions of us* 

* Licensing Hanegement Branch. 79/18/19. Ip, 18711,129. 
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— 0003130098 M»tl/B«proi}ocfc Uien»t* 04-00101-04 far VA Hotp C»nttriLo* 
Ang>l««(CA< It iimtndad pir 300110 1 tr Amtnd 73 author! ivt 
ui« of Nl-63 for uio u/gat chromatograph unit 
LAMASTfiAiM A LUtniing Hanagamant Branch aO/02/aa, app. 

13710 340 


--8003370130 Mat 1 /Byproduct Lle»n«B 04-00101-04 for VA Heap Ctr.Loi 
Angtlati CAt it amtndtd ptr BOOBI8 Itr Amatid 74 changai 
Condition 33 rt poitatalon It usa of llctntad matl 
LAHABTRA>M A. Llcanting Minagamant Branch BO/07/ll Ip 
13711! 133 


— a009aaoi80 Matl/Bgproduct Licanta 04-00131-04 for VA Hotp.Lo* Angalaa. 
CA la amandad par 300731 Itr Amand 79 addt condltiont of uta 
of llctniad matl 

a Llcanting Managtmtnt Branch BO/OB/SiS Ip 18711.121 


— 0010140303 Matl/Bgproduct Licanta 04-00101-04 for VA Hatfaworth Madlcal 
Ctrl Lot AngtlaitCA it amandad par 300910 application Amand 
74 authnrliat Nl-63 in follt for gat ehrometograp h. 

LfflABTRAtH A Llcanting Hanagamant Branch. 80710/01. Ip, 

12711 120. 


— 0103160439 Hatl/Bgprpduct Lictnta 04-00101-04 for VA Wadtuorth Madlcal 
Ctr It amandad par B01il2 Itr Amend 77 authorlcat uia of 
tritium in Packard H-7400 gat c hroma tograph unit. 

LAMABTRAiM A. Llcanting Managamant Branch. ©1/02/09 Ip. 

1271 !• 119 


—3204180278 Burial log i. 1940-60 

• Vat. Admin. Hotp Lot AngtlaiiCA (Madtid-orth Hotp Ctr, > 
60/10/20 4Jpp 18710:348 


— BS041S0280 Rttponda to E Bpohr 790917 talcon raquast ra location of 
raduiaita dump tltaiuaita handling procaduria & ocaan 
dltpotal of raduaitaa. Map t and. 

AhCERSOKi U K Vat Admin, Hoap, Lot AngalatiCA IMadiworth 
Hoap Ctr. ]. 691/008 79/09/19 HARRI81C Commtttia to Bridge 

the Oap. 4pp 12710' 206. 


— 0204180208 Foruiardt documantt ra VA hotp Loa Angelat ittai raporttd far 
furthar fadaral uta or dlipoia 1. Inf o raquattad re limiting 
condltloni to be Impoitd on uaa of land bacauia of pravioua 
Ufa at llcantad radwaita dtipoial ilta. 

JO1N0TDN) F H Oanaral Sarvicet Admlniitrati on 69/10/22. 

Atomic Energy Commliilon Ip. 12710 890, 


— 8204180292 Advliat that hatard from raduaita burial at VA ctr ilte it 
minlmal< but advlca of AEC might be lought prior to 
conveyance of land. 

DINNEEN. D. H Vatarant Adminlttratlon 9-V-CALrF-5i4-I 69/00/12. 
JOKKIsraNiF. Oanaral 0arvicta Adminlttratlon Ip. 12710:291. 


— 0204180300 Raquattt addl info re raduetta dltpoial program at VA ctri 
Lot Angaletiat program may ratult In Impotitlon of limiting 
condition! on uaa of alta 

JOHMStdN.F K. Oanaral Sarvicat Admlni atrat 1 on. 49/07/28. 

DINNEEN. D U Vatarant Adminlttratlon. tp, 12710:298. 


— 88D41903D6 Advlaei that VA ctr radloltotopa committee contidera 
property contamination from raduattt burial tltai to ba 
ffll’nlmal Contract for commarlcal raduiatta dltpoaal ahould be 
written. 

BLAHDi Id H Vat. Admin Hotp Lot AngalttiCA IWadtworth Hotp Ctr ) 
69/02/19 Vat. Admin Hotp Lot Ang 1 1 ati CA IHadiuorth 
Hotp. Ctr ) 3pp 18710,293 


— 3204180313 Summarlttt 691202 talcon u/H Book It H North ra Inqulrlat at 
bn how It where radiiiaatet wera burled on VA hoap land 
BUCHANANfC R, Atomic Entrgy Commla 1 1 on. 69/12/08 Atomic 

Energy Commletion Ip 12710:294, 


—3204180318 Advltet that CoitiMleilon placae no regulatory rattrlctioni on 
ute of land lahare byproduct matl burlad per 10CFR20, 34. 

Reguletton ancl.M/o and. 

BUCHANANrC. R Atomic Energy Commlteion 69/12/10. JOHNSTON* F. H, 
General Sarvlcei Adminlttratlon. ip £2710:297. 


■3204180328 Repti talcon w/H Book It H North re VA hotp* Lea Angaleaf 
weite burial at SO-acre eita. OBA haa advtead that property 
ulthdrawn from •>cata Recorda Indicate dltpoaal In 
accordance w/lOCFRSO. 

DUCHANANi C. fl Atomic Energy Commlttlon, 49/12/14. Atomic 
Energy Commltelon Ip 12710.290 


—3204180332 Advltet that VA hotp littiLoe Angelatibaa bain uilthdrayn 
from eacati. 

HtEHITTia, C. Oanaral Bervlcet Adminlttratlon. 69/12/09, Atomic 
Enargy Gommlaclon. tp 12710:299. 


— B204190334 Advlaea that radwaata burlad on VA hotp Lot Angelei tlte It 
only fraction of quantity parmttted by lOCFRSO Map It more 
detailed lilting of watte dlapoted of to ba provided during 
491218 imp Map b lifting end 

BCXlKiH E Atomic Energy Comonltilon 69/18/03 Atonic Entrgq 
Commlialon. 3pp 12710 300 


— 3804180341 Requiatf info re ttdt for radiological contint in uittr 
uellti radlolog leal monitoring of uallt lifted b radioactive 
matl In viclnltyi including raduatta ilte at VA hoap in Meet 
Lot Angelet 

OayJTZiN Commlttaa to Bridge the Oap BO/OS/08 TAK AHABHIi 8 

Caltfornia. State of Spp 18710 303 


— B8041S0348 Reipondt to queitlona In 800808 b 16 Itri re ltdi.montlerlii) 
b raduaetet In vlclntv of Heat Loo Angelet 
MACPHERBON, H J California. State of 00/03/30 OANTZ. M 
Committee to Bridge the Gap Spp 18710' 300 


— 3804130350 Adviiea that VA hotp in Heat Lot Angelet It under eiclutive 
federal juritdictian Contact u/NRC luggetted 

FESS, K B California. State of 00/06/03 GANTZ.N Commitlia to 
Bridge the Gap 2pp. 18710 310 


—0804190386 Requettf radiological monitoring of water tiiellt downitreaa 
from VA hotp radwatte burial tlte In Meet Lot Angelet 
SIEROTY. A California. State of 31/03/06 WARD.J California. 
9bafei of Spp 18710 313 


— 3804190360 Requatti NRC rtleaft of land formarly uted at VA hotp 
radutaitt dlipotal ilte to Lot Angelet for development of 
public park 

APDERSONj H H Vet Admin Hotp Lot Angelet. CA lUadtuiorth 
Hoap. Ctr ) 01/04/18 BOOK. H E Olvitlon of Fuel Cycle b 

Materiel Safety Ip ia710'316 


— B3D4190S6S Advltet that current uie itatui of uelli identified in Itr 
to J Ward will be determined b approprlete testi performed 
MYERS. D A California. State of 31/04/82 SIEROTY.A 
California. State of. Ip 12710 317 


— 8804150364 Adviiti that eiecutivc committee of Southern CA Health 
Phyilci Sne contidera that no rational raaton ailita for 
ruling out ute of VA hotp tlte at park on baili of 
radiation rtik 

SANDERS, F H. Health Phyilct Society 31/04/83 BRAUDE. M Lot 
Angelet. CA app 18710' 318. 


— S2041S0367 Requaitt rept on nature of watte burled at VA hotp tlte 
In Hett Lot Angelet, 

HMDiJ 0 California, Stata of 01/04/30 KUNIHIRO.D Region 8. 
Ban Francleco, office of the Director <01/03/011 Ip 127ta:32<7 


— 0204180370 porwardi document! re evaluation of watte burial area at VA 
hoipeiLot Angelei Raglen 8 racommendation endoriad 
HIOOINBOTHAMj L Radiological Safety Branch 81/03/01 MILLER, V 
Llcanting Managiment Branch Ip. 18710;3S1 


— 8204130378 Evaluatat watte burial area at VA hoap. Lot Angalet.Latt than, 
oni tanth of allowable quantitiet ware buried. Mott 
ueatet can now be dltpoted of w/o control! No raaton ailttt 
to rettrlct property uee 

BOOK, H. E Radiological Safety Branch 01/04/24 HtOOINQOTHAH.L 
Radiological Safety Branch 4pp 18710' 388 


— B2041SOSS4 Forwarda S104I8 Itr re NRC poaltion on eonverilon of land 
burial area at VA hotp. Lot Angelet. for uaa aa public park 
H/o and 

fiOOK.H, E Radiological Safety Branch Bl/04/21 ORELLA. A 
Radiological Safety Branch Ip 18710 386 


— 8204190307 Forward! Commlttea to Bridge the Gap queitlona b eammanlf re 
VA hotp dltpoial alte.W/o ancl. 

8H4FFON- BRANDT Houaa of Rep 81/08/14, BOOK, H E Radiological 
Safety Branch. Ip 12710:327 


— B2041SOS91 Forward! naw, revlaed b ongoing radwaate handling procaderaa 
for VA hoap ctr 

HETTERAU.L H. Vet Admin Hoap. Loa Angelei, CA (Hadaworth 
Hoap, Ctr, > 01/09/13 Vat Admin. Hoap. Loa Angelea. CA 

(Hadewiorth Hotp Ctr, > Spp. 18710.328 


—0204130393 IE Inap Rapt 30-00101/31-02 on BI0307.No noneompllanci 
noted Major areai Inapeeted; former radwaate dltpoial altae 
A.B b C. Background reading! obtained 

SPENCER, 0 S , DOOKiH E, . THOMAS. R.D. Radiological Safety Branch 
61/09/20, 7pp, 12710'331. 
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— 8204190405 "Radiation Safaty Program Manual) VA Wadsworth Medical Ctr» 
Lot Ange ItS) CAi Nuc lear Medicine Ultrasound 8vc “ 

BLAHD.W H Vet, Admin Hosp Los AngeleS)CA (Wadsworth Hosp Ctr. ) 
81/06/30 30pp 12710 338 


--02O41SO4.9O IE insp rept a* 
no noncompllanc e noted 
ZLRAKOWBKIiP . BOOK) H E 
Materials Safstij Branch 


License 04-00101-04 on 7B0426 tnsp findings 

Region 5> San Pranclsco< Puel Paeiltty ti 
?e/01i/06 14pp 12711 332 


"8204190408 Forwards Los Angeles Dept of Water & Power rept of results 
of monitoring of wells In vicinity of VA hosp site 
BLAMDi W H Vet Admin Hosp Los AngelesiCA (Wadsworth Hosp Ctr ) 
Sl/06/04 CAMPER) L W Licensing Management Branch 3pp 
12711 00& 


—8204190492 Submits quarterly rept of radioisotope Inventory on nuclear 
medicine b research tvcs license 

WCTTEnAU)L W Vet Admin Hosp Los AngelesiCA (Wadsworth 
Hosp Ctr ) 81/11/16 Vet. Admin Hosp Los AngelesiCA 
(Wadsworth Hosp Ctr > 4pp 12711 039 


■0204190410 Discusses 700723 Insp of License 04-00101-04 Me 
noncompl lance noted Notes end 

HETZOERi J R Atomic Energy Commission 70/00/06 QOOKi H E 
Atomic Energy Commission IBpp 12711 220 


■0204190420 IE Insp Findings b Licensee Act dtd 720529 of License 
04-00101-04 Insp findings no noneomp 1 lance noted 
NCKTHiH S Region 5i Ban Franclseor Office of the Director 
72/09/25 ip 12711 246 


■0204190422 Discusses 720203 insp of Lletnst 04-00101-04 No 
noncompl lance noted Notes end 

NtKTHi H 8 Region 9r Ban Frandseoi Office of the Director 
78/09/25 BOOK) H E Region 5i San Frandscoi Office of the 
Director 2lpp 12711 247 


—8204150496 Draft !E Insp Rept 30-00101/01-02 on 011216-10 Nancompliance 
noted failure to conduct annual audita af radiation safety 
program) to poet cautlun signs In labs containing radioactive 
natls 6 to leak teit listed sealed sources 

* Region 5i San Franelacoi Office of the Director 101/03/01) 
B1/12/1B 21pp 12711 039 


—0204150497 IE insp rapt of License 04-00101-04 on 790109 Major area 
Inspected loss of 7 5 mCi tr-192 Implanted seed 
URAKOW&KIiP ) BOOKiK. E. Region 9i San Franclscoi Office of the 
Director 79/03/22 3pp 12711 346 


—9204190502 IE Imp Rept 30-00181/80-01 on 800904 Insp findings no 
noneomp 1 lane e noted 

THOMAS) R Reglan 5. Ban FranciscO) Office of the Director 
BO/09/29 14pp 12711 349 


--B2041S0427 IE Insp Findings b Licenses Ack dtd 730928 of License 
04-00101-04 tnsp findings no nancompliance noted 
MCRTHi H Region 9) Ban Franclscoi Office of the Director 
73/09/28 Ip 12711 260 


--S204190469 Forwerds addl documentation of groundwater testing for 
radionuclide contamination in vicinity of VA Wadsworth hosp 
No radioactive contamination apparent VA 810616 memo 
supplementing 010614 meeting re raduaste disposal end 
WETTERAUiL W Vet Admin Hosp Los AngelesiCA (Wadsworth 
Hasp Ctr ) 61/06/12 CAMPER) L.U Licensing Management Branch 

6pp 12711 009 


—0204190467 Draft insp rapt of License 04-00101-04 on 730320 Insp 
flndl'ngs no noncompliance noted 

NCnTH.H B . BOOKiH E. Region 9) San Francisco. Office of the 
Director 73/10/16 33pp 12711 269 


— 0204190469 Forwards eitimate of potential radiation dose from waste 
burial area at VA hosp Los Angeles Exposure through food 
Ingestion b through Inhalation of airborne radioactive matl 
considered 

StXINO, A Uranium Fuel Licensing Branch 81/07/14 MILLER) V 
Licaniing Management Branch 14pp 12711 019 


—0204190470 IE Insp Findings b Licensee Ack dtd 741203 of License 
04-00IB1-04 Insp findings no noneomp 1 lane e noted 
MCRTHiH 8 Region 9) San Franelscoi Office of the Director 
74/12/03 ip 12711 302 


—8204190473 Draft Insp rept of License 04-00181-04) Amend 62) on 741203 
Imp findings no noneomp 1 lance noted 

NORTH. H S > WENSLAWaKIiF A Region 9) San Francisco. Fuel Facility 
b Materials Safety Branch 79/00/27 12pp 12711 303 


—0204190474 "Evaluation of Waste Burial Area at VA Hosp, Lot Angeles, 
Llcanec 04-001B1-04 NMSB - Summary b Conclusion " Property 
nay be released u/o restrictions on future use W/o end 
* Office of Nuclear Material Safety b Safeguards . Director 
81/00/09 2pp 12711 029 


—8204190477 Advises that radiological assessment of VA hosp waste burial 
area completad b forwards listed documents, W/o end 
MILLER) V Licensing Management Branch 81/08/06 HlOOlNHOTHAM. L. 
Radiological Safity Branch Ip 12711 031. 


—0204180470 IE Insp Findings b Lieenste Ack dtd 760929 of License 
04-00161-04 Insp flndings'not indicated 

* Raglan 9, Ban Francisco, Fuel Facility b Materials Safety 
Branch. 76/09/29 Ip. 12711 319 


-02O419O4BI Forwards radiological analysis b documents on which NRC 
basal judgment that VA hosp Los Angelas site may be released 
w/o raitrictlon on future use ,, „ 

MILLER. V L Licensing Management Branch, 01/00/06, ANDERSON. H K 
Vet Admin, Hosp Los AngelesiCA (Wadsworth Hosp Ctr ), Ip 
12711>032 


-8204180407 Exprasses appreciation for Region 9 cooperation In educating 
public re safety of radwestes buried In proposed parkslte on 

BEILENsblifA c!'**MQo’se of Rep. 01/09/14 ** ^ Division 

of Fool Cycle b Material Safety 2pp 18711 033 


— 8204190909 Forwards results of 810427 Caplntec dose calibrator 
linearity test. not available during insp due bo misfiling 
WETTEAAU.L W Vet Admin Hosp Los Angeles, CA (Wadsworth 
Hosp Ctr > ai/12/22. SKOV. D Region 9. 8an Francisco, Office of 

the Director <Bl/03/CH> 2pp 12711 060 


—8204190900 ‘‘Radwaste Handling PToceduree for VA Watfiworth Medical 
Ctr “ 

a Vet Admin Hosp Los Angales.CA {Wadsworth Hasp Ctr >. 
79/11/26 14pp. 12711-062 


—8204190512 Byproduct Hatl Llcanse 04-00161-01 . auth orl z ing use of 1-131 
for diagnostic studies of patients w/pancreatlc 
insufficiency b diabetes 

RDQERB.L Atomic Energy Commission 56/03/30 Ip 12711 076 


—8204150513 IE Insp Rept 30-00181/00-02 on 001208-11 Noncompllance b 
deviations noted* fa 1 lure to maintain rtcords of patient 
st/rveys, of personnel exposure b of sources recaived b 
possisss d 

RIEDLINOER, D , PANO. U F . VOUKOFF. P V Radiological Safity Dranch, 
Bt/02/23 12pp 12712 000 


—0204150916 Matl Byproduct License 04-00181-02, author 1 z 1 np use of C-14 b 
1-131 in diagnostic studies of patients ui/penereatlc 
insufficiency b diabetes. 

ROOER8. U Atomic Energy Commission 96/04/29 Ip. 12711 078 


—8204190920 Amend 1 to Hatl Byproduct License 04-001 Bl-09. adding 
C-14 

AEBERBOLDiP C Atomic Energy Commission 97/01/00 2pp 
12711 079 


— 0204190923 Matl Byproduct Llcanse 04-00101-05, authorizing use of C-14 
to study ratal of turnovsr b oxidation in patients 
w/mutcul ar dystrophy 

R(»ERS.U H Atomic Energy CommUslon 96/00/21 4pp. 12711*081 


—8204190524 "Stds for Protaeblon Against Radiation," 10CFR20, Institutes 
stds for handling radloactlva matls & limits governing 
azposurs of personnel to radiation, discharge of radioactive 
matl In air b water It disposal of radwastas 
a Atomic Enargy CpmnlsBlan 97/01/28 39pp. 12712*024 


—8204190926 Amend 1 to Mail Byproduct Llcanse 04-00161-07. adding tritium 
for use In nttabollc studies in lower animals 
a Atomic Energy Comniailon. 87/04/24. Ip 12711.089 


— 0204190929 Matl Byproduct License 04-00101-07, author 1 zing use of C-14 
to study rates of turnovsr b oxidation In muscular 
dystreph Ic patients. 

a Atomic Energy Commleslan. 87/03/10 2pp. 12711*006 


— 8204150532 Amend 1 to Matl Byproduct Lltensa 04-00161-06, adding 
Na-24 for in vitro studies of sodium exchange In 
cry throe yte spec Imtns. 

M/eoN, J R. Atomic Energy Commieslon. 88/04/20 Ip. 12711 000. 


—8204190534 Matl Byproduct License 04-00181-06. authorixlng use of K-42 
for In vitro studies of uptaks b axchange of K-42 by 
Incubated red blood cell epeclmens 

a Atomic Energy Cammlasion. 86/09/26 ' Ip. 12711:009 
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— B3041309as Antnd 2 to H«tl BMproduet Llctnit 04-00iBl-03t ixtondlng 
oxplration datt to &00731 In Uan 4 it chanping Condition 12 
no lOCF«aO. 

KMONtO. R Atomit Enirjg Comml4»lon 88/07/2? ip i271l 090 


— 82041 809&3 Amand 67 to Matl Byproduct Lie am* O4-0018i-04j e hang ins 
Subltam B H to rsad iS Cl 

• Dtvlilon of Fual Cgcls b Mstsrlal Safstg 76/0B/06 ip 
127il’ i34 


—8204150836 Amsnd 1 to Matl Byproduct Uictnit 04-00181-03. changing 
potsastlon limit to 300 mCi on Itsn 6, 

• Atomic Bnargy Commlislon 9A/09/i3 Ip. 12711 091 


— 8204180363 Araand 66 to Matl Byproduct Llctnaa 04-00iai-04( changing 
Bubltan 8 0 to raad tuio tourcas of 19 mCl aach 
BGWYER, J E Dlvitlon of Fual Cycla 6 Matarlal Safaty, 76/08/12 
Ip. 12711 138 


—8204180837 Matl Byproduct Llcania 04-00181-03, authorl « ing uaa of C-14 
In lab bloiyntheilt «< adsorption ttudlas in lower anlmala 
BOOERBjL. R. Atomic Energy Commlttlon 56/07/17 Ip 12711,092 


— B2041S083B Amand 1 to Byproduct Llcania 04-00181-0?i tirminafcing 
1 leania 

auCHANAMiC. Atomic Energy Commiaalon 69/05/04. ip 12711.093 


— B204150S3? Matl Byproduct Lleanct 04-00161-09, authorliing iiaa of 8r-90 
for traatmant of auparficlal aya dliaaaa. 

BOUYERj J, E. Atomic Energy Commlailon 64/08/07 2pp. 12711:094 


— 8204130866 Amand 68 to Matl Byproduct Llcania 04-00181-04i adding 
Nl-63 for uta in gai chromatograph unit. 

a Dlvlilon of Fual Cyela 6 Matarlal Safaty 78/07/18 Ip. 
12711 136 


— 8204180869 Amend 64 to Matl Byproduct Llcania 04-00181-04i adding 
any byproduct matl llitad in Oroup VI, Schedule A, 

10CFR3S 100 

BfUYER, J OlvlBlon of Fual Cycle 6 Material Safaty 78/06/18 
2pp 12711 137 


— 8204180840 Natl Byproduct Llcania 04-001B1-10, author 1 ling uia of Co-60 
for uia In ficitar X-Ray Corp Nodal 6268 talatharapy unit 
BUCHAMAM. C R Atomic Energy Commlillon 69/01/02 Spp, 

12711:096. 


—8204180570 Amand 63 to Matl Byproduct Llcania 04-00181-04> changing 
Condition 23 

UADE,L Atomic Energy Conunliiion, Diraetorata of Llcanilng 
74/09/13 Ip 12711 139. 


— 0204150542 Amend I to Matl Byproduct Llcania 04-00181-10, add ing 
Condition 21 rt imp 6 larvlclng of talttharapy machine 
BUCHANAN, C R. Atomic Energy Commlillon. Diraetorata of Llcanilng 
72/12/12. Ip 12711 IDl 


— 8304180578 Notai that attached IE Imp Findings (< Lieaniia Act 
npraianti Initial Imp of Llcania 04-00181-04 slnca 
bacomlng broad llcania In May 1968 No noncomp 1 lance noted 
FISH, R F Atomic Energy Commlillon 68/10/28 Atomic Energy 
Commlillon Ip 12711 188 


—8204150843 Amind 2 to Matl Byproduct Llcania 04-00181-10, changing 
llcania In intlrity. 

DAVISiF Atomic Energy Commlillon, Directeratr of Lleimtng. 
73/11/06 8pp, 12711.102 


—8204180848 Amend 3 to Matl Byproduct Lieanie 04-00181-10. changing 
Llcania In entirety. 

DAl/lBiF. C Atomic Energy Commlillon, Dirietorate of Llceniing 
78/06/0? Spp. 12711; 107. 


— 8304150846 Amand 4 to Matl Byproduct Lictnie 04-00181-10, changing 
Sl^ltam 8 A to 16,000 Cl 

DAW18.F, C Dlvlilon of Fuel Cycle 6 Matarlal Safety 76/08/14. 
Ip. 12711:112. 


— B2041S0847 Amend 78 to Hitl Byproduct Llcenie 04-00181-04. amending 
Condition 23 

VACCA.P Llcanilng Managamant Branch 81/07/30. Ip. 12711' 118 


— S2O41S0S4? Amend 69 to Matl Byproduct Llcenie 04-00181-04, amending 
Bubitem 6 H to 20 Cl, 

BOMYER, U E. Dlvlilon of Fuel Cyela L Material Safaty 76/11/08 
Ip. 12711.132 


—8804180880 Amend 68 to Matl Byproduct Llcania 04-00181-04, add ing 8r-90 
for uia in doitnitar calibrator for callbr of thimble 
loniiation chambari 

aoHYERiJ E. Dlvlilon of Fuel Cycle 6 Matarlal Safaty 76/11/08 
Ip. 12711: 133 


— 8204150851 Compliance Imp rapt of Llcenie 04-00181-08, Amend 1 on 
600812, Non compliance noted, failure to maintain racordi of 
leak taiti It failure to poit correct warning lign. 

YESBEREOER, 0 . SMITH.R. H. Atomic Energy Commlielon 60/05/12 
9pp. 12711' 140. 


— 8204180577 Imp Findlngi L Llcaniaa Ack dtd 680923 of Licence 
04-00181-04 Imp finding! no noncompliance noted 
FI8H,R F Atomic Energy Commlillon. 68/09/23. 9pp 13711 186 


— GS041S0579 Sunmarliei attached draft It Imp Ftndingi 6 Licaniea Act ol 
Llcania 04-00181-04 on 670823 No noncompl lance noted 
NCRTH, H 8 , METZOER.J R Atomic Energy Commlillon. 67/06/03 
Atomic Energy Commlillon Ip 12711 199 


—8304190881 Dlieuiiai tnipactor evaluation per MM 900-18 of Lleanit 
04-00181-04 on 680930. No noncompl lance noted Notei and, 

NORTH, H 8 Atomic Energy Commlillon 68/10/03 DOOK,H E Atomic 
Energy Commlillon llpp 13711 173 


—83041S0S82 Imp Flndingi I, Ltcimea Ack dtd 670333 of Llcenie 
04-00181-04 Imp ftndingi no noncomp 1 land noted Draft 
notai and. 

NORTH, H Atomic Energy Commlillon 67/08/23 tOpp 12711.196 


—8204180399 Diicuiiai 690811 imp of Llcania 04-00181-04 No 
noncompl lane a noted Foiilble tranifar of property used for 
radwaita dlipotal to City of Loi Angtlai for davalopmant at 
park noted, 

NCRTH, H 8 Atomic Energy Commlillon 69/08/22, BOOK.H E, AtoaU 
Energy Commlillon. 12pp 12711.206. 


— 8204180548 Amend 70 to Matl Byproduct Llcania 04-00181-04. changing 
llcania In entirety 

UAOEiL Dlvitlon of Fuel Cycle t< Materiel Safaty 76/11/20 Spp 
12711 127 


8204190296 FOIA raquait for OECD Incident Reporting 8yi repti to be 
placed in PDR 

CONNDRtL, Doc-Search Aiaodatat, Bl/09/2i. Dlvlilon of Rulti and 
Racordi. Ip. 12708 33S. 


■8204150952 Radiation lafaty program manual. 

• Vat Admin. Hoip, Loi Angalei.CA (Nadiworth Hoip.Ctr. ). 
59/02/28. 12pf. 12711 149. 


—8204150553 Forward i comp I lane a imp rapt of Llcame 04-00181-04. Amend# 
27 - 33. on 630418, 

Btrm.aE. Atomic Enargy Commlnlon. 63/05/15 PRICE.E.R. Atonic 
Energy Commlillon Spp, 12711; 161. 


■8204150985 Compliance imp rapt of Licence 04-00191-04 on 630418 
Noncompl lance noted: politic ion of unlleenied C«-60 lealed 
■eurca L 500 mCi I-1S;9, 

NtRT>l,H. a. ) BOCmiHE, Atomic Energy Commlillon. 63/04/18. 9pp. 
12711:163 


■8204150557 Forward i IE Imp Finding! L Lletmaa Act dtd 650923 of 
Llcania 04-ootei-04. 

FISH.R.F. Atomic Energy Commlillon, 65/09/27. BLAHO.M. H. Vet. 
Admin, Hmp, Lei AngtlenCA IWpdiworth Hmp.Ctr. >, Ip 12711:184, 


8304160122 FOIA raquait for mlnutai of Syitamatlc Aiiaiimant of 
Lleimti Ravltw Oroup moitlngi 

UDELL, R A Critical Man Enargy Project 81/09/28 Dlvlilon of 
Rule# and Racordi Ip 12719 037 


8204160130 Forward! lummary of Byitamattc Aiiaiimant of Lieaniat 
Performance Review Oroup B01104 meeting 6 Hit of attandaai 
MOaa.EY. N. C Dlvlilon of Rtaetor Optratloni Inipactloni. BO/11/07 
STEULOtV. Office of Impaction (c Enforeamant, Office of tha 
Director DENTON, H Dlvlilon of Operating Raactori 2pp. 

12719: 030. 


—8204160139 Summary of Syitematle Aiiaiimant of Licantaa Ptrfermanet 
Rtvlaw Oroup 801104 matting Dlffarancei batwean performance 
eppraiial It regional avaluationi wart tmphailxed. Lilt of 
attandaii and 

* Dlvlilon of Reactor Dporatloni Impectiom. 80/11/04 
Dlvlilon of Reactor Oparatteni Inipactloni. 8pp. 12719:032 
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— 8204160139 ForuiardK (umnarg of Sgttomatte Attaiiment of Llcontii 
Parfartnanc* Haablng BO-02 on B01216 ti Hat of attindaet 
KEJTrC A, Sgattnablc Aaiotamtnb of Llcania* Parformaneo Raviaw 
Oreuf B1/12/1B. eiSENHUT>D, 0 Dlvition of Llcaniing 
BNIEZEKi J H Dlractor't Offlca KICHEL80N. C Dlrector'i Offiea 
Ip. 12719 034 


— B304160141 Summarg of agatamable Attaatmanb of Licanaaa Parfornanca 
Kaatlng BO-02 on 801216 Input data aval lab la b addl data 
naada outllnad Liat of attandaaa and 

a Sgatfmatle Aaaaatfflant of Llcanaaa Parfornanca Rtvlaw Oroup, 
eo/12/16 Sgitamattc Ataaaamant of Llcanaaa Parformanca Raviaw 
Oroup llpp 1271? 03S 


—8204160143 Foruarda lummarg of Sgatamattc Aaaaaamant of Llcanaaa 
Parfor/nanca Hatting 81-01 on 810129 b Hat of attandaaa 
HEITiC.A Sgatanatlc Aiiaaament of Llcanaaa Parformanca Raviaw 
Oroup 81/01/08 E18ENHUT, D. 0 Dlvlalen of Lleantlng 
BHlEZEKrJH Dlractor'a Offlca. HICHEL80N.C Diractor'a Offlca 
Ip 12719 046 


— 8204160143 Summarg of Sgatanatle Aaaaacmant of Llcanaaa Parformanca 
Rtvlaw Oroup Haating 81-01 on 810129 Faetlitg pactagaa 
ravlawad h cenclualona raachad outllnad Lift of attandaaa 
and 

• Syatamatlc Aaaaaamant of Licenaaa Parformanca Raviaw Oroup 
81/01/29 Sgatamatlc Aaiaiamant of Llcaniea Parformanca Raviaw 
Oroup 4pp. 12719 047 


— 8204160131 Forwarda tummarg of Bgatamatlc Aaaaacmant of Llcanaaa 
Parformanca Raviaw Oroup Heating 81-02 on 810220 b Hat of 
attandaaa 

HEITiC A 8gatematlc Aaaaaamant of Llcanaaa Performance Review 
Oroup. 81/02/23 EISENHUTiD 0 Diviaian of Ltcanalng 
SNIEZEK, J H Dlractor'a Office HlCHELBQNiC Dlractor'a Office 
Ip 12719 031 


— 8204160164 Summarg of Sgatamatlc Aaaaaamant of Llcanaaa Parformanca 
Ravlau Oroup Haating 81-02 on 810220 Fadlltg pactagaa 
ravltwad b condualona raachad outllnad Liat of attandaaa 
anci 

a Sgatamatlc Aaaaaamant of Llcanaaa Parformanca Raviaw Oroup 
81/02/20 Sgatamatlc Aaaaaamant of Llcanaer Parformanca Rtvlaw 
Oroup 4pp 12719 032, 


—8204160168 Forwards summarg of Sgatamatlc Aaatatmant of Lictnaaa 
Parformanca Raviaw Oroup Haating 81-03 on 810303 b lift of 
attandaaa 

HEITiC A Sgatamatlc Aaaaaamant of Llcanaaa Parformanca Rtvlaw 
Oroup 81/03/06 EIBENHUTr D 0 Dtvtaton of Lleanatng 
BNlEZEKiJH Dlractor't Offlca HICHELSONi C. Dlractor'a Offlca 
ip 12719036 


—8204160181 Summarg of Bgatamatle Aaaaaamant of Llcanaat Parformanca 
Haating 81-03 on 810303 Fadlltg padagta ravlawad b 
condualona raachad outllnad Lift of attendaaa and. 
a Sgatamatlc Aaaeiamant of Licanaea Parformanca Raviaw Oroup 
81/03/03 Sgatamatlc Aataiamant of Licentaa Parformanca Raviaw 
Oroup 4pp 12719 037, 


—8204160184 Forward! tummarg of Sgatamatlc Aaaeaamant of Llcanaaa 
Parfornianea Raviaw Oroup Haating 81-04 on 010331 b lift of 
attandaaa 

HElTrC A Bgitematle Aaaaaamant of Lteanaaa Parformanca Raviaw 
Oroup 81/04/01. EI8ENHUT1O.O. Dtviaion of Llcanaing. 
SMEZEKiJ.H Director 'a Offlca HICHELBON.C Dlractor 'a Off lea 
Ip 12719 061 


—8204160194 Forward! summarg of Sgatamatlc Aaaaaamant of Heanaaa 
Parformanca Raviaw Group Haating Bt-03 on 810304. 

HEaSHANi fi H Sgatamatlc Aaaaaamant of Llcantaa Parformanca Raviaw 
Oroup 81/03/03. E1BENHUT>D. 0 Oivtf ion of Llcanaing 
SHIElEKrJ H Dlractor'a Office H1CHEL80N, C Dlractor'a Office 
Ip 12719 067. 


--B204160199 Summarg of Sgatamatlc Aaaaaamant of Llcanaaa Parformanca 
Ravlau Oroup Haating 81-03 Projaet managar Inputa for 
llatad fadUtlaa ravlawad. 

* Sgatamatlc Aaaaaamant of Llcanaaa Parformanca Raviaw Oroup, 
81/03/04, Sgitamatie Aaaaaamant of Llcanaaa Parformanca Raviaw 
Oroup 2pp. 12719:068 


—0106230241 Forwarda 810319 mlnutta of Sgatamatlc Aaitaamant of Lieantot 
Parformanca Raviaw Oroup Mooting _ , 

ME88MAN. R H. agatamatle Aaaaaamant of Llcanaaa Parformanca Rtvlow 
Group. 81/03/20. EISENHUT. D. 0. Olvlalon of Llcanaing. 

SMtEZEK. JH. Dlractor'a Offlca HICHELBON.C Dlractor'a Offlca, 

If 1871? 070 


-6204160206 Forwarda summary of 8y»tematic Aaaaaamant of Lieaneae 
Performance Review Oroup Haotlng 81-07 on 810602 

tiEBSHAH, R H Sgatamatlc Aaaeaamant of Llcanaaa Performance Review 
Group 81/06/03 EISENHUT. DO Division of Llcanaing 
8NIEZEK. J H Olractor's Offlca HICHELSaN.C Director's Office 
Ip 12719 077 


—8204160208 Summarg of Ggatamatlc Aaaaaamant of Licanaea Parformanca 
Rrvlaui Oroup BI-07 maating on 810602 Facllltlea previouaig 
contidarad as "avaraga candidate for good" re-ntamlnad. 

• Sgatamatlc Aaaaaamant of Licensee Performance Ravlau Oroup, 
81/06/02 Sgatamatlc Aasesamant of Licenaaa Performance Review 
Oroup 6pp 12719.078 


— 8204160211 Forwarda aummarg of Syitematlc Aaaeatmant of Licensee 
Performance Review Oroup 81-08 meeting on 810609 

UES6HAN. R H Bgitematle Aiaeaamant of Licanaea Performance Review 
Oroup 81/06/10 EISENHUT, 0 0 Division of Licensing 
SNIEZEK, J H Director's Office MICHESLON.C Director's Office 
Ip. 12719 084 


— 8204160216 Summary of Sgitamatie Aiaesiment of Lieenaaf Parformanca 
Ravlau Group Meeting 81-08 on 810609 re concluilona reached 
on fadlltg reviaua outlined 

• Sgatamatlc Aaiasament of Llcanaaa Performance Review Oroup 
81/06/10 Sgatamatlc Aaatssmant of Licensee Performance Review 
Oroup 6pp 12719 Oes 


— 8204160219 Forward! summarg of Syitematlc Aiaeaamant of Licensee 
Aaaaaament Review Oroup Meeting 81-09 on B10616 

HEB8HAN. R H Bgatematlc Aaaessmant of Licenses Performance Review 
Oroup Bl/06/17 ElBENHUT, 0 0 Division, of Licensing. 

8NIEZEK, 0 H Dlrec tor 'a Of f ice. MICHELSON. C Director 'a Of flee 

Ip 12719 091 


"8204160221 Summarg of Bgitematle Asaassmant of Llcaniea Performance 
Review Oroup Meeting Bl-09 on 810616 Coneluelons reached 
ri feci 1 i tg r tvi twa outlined 

* Sgatemattc Aaaeiament of Licensee Performance Review Oroup 
81/06/16 Sgstanatlc Aaseasment of Licensee Performance Review 
Group 6pp 12719 092 


—8204160223 Forwards summarg of Sgitamatie Ataeaintant of Licensee 
Parformence Review Oroup Heatings 81-10 b 81-11 on 810623 b 
24 

HEBSHANr R H Sgitamatie Aaseasment of Licanaea Performance Review 
Oroup 81/06/23 EISENHUT, 0 0. Division of Llcanaing. 

SNIEZEKi J H Director's Office. HICHEL80H, C Dlractor'a Office 
ip 12719 098 


— 8204160227 Summarg of Sgstematic Aiaesiment of Lieenaee Parformence 
Review Oroup Haetlng 81-10 on 810623 Ragional 
recommendations re selected facility ratinga will be 
diacuaaed on 610624 

a Syatematlc Aasessment of Licensee Performance Review Group 
81/06/23 Sgstematic Aiseaement of Llcanset Performance Review 
Oroup Ip 12719 099 


— 8804160229 Summarg of Sgstematic Aiaesiment of Licenaae Performanci 
Revlewi Group Meeting 81-11 on 810624. Ratinga for Hated 
facllltlii evaluated 

a ayitematic Aaiaiimant of Licensee Performance Review Oroup 
81/06/24 Guetamatic Aaaaaaniant of Licaniae Performance Review 
Oroup Ip 12719 100 


—8204160234 Forwardi aummarlea of Bgatametic Assaasment of Licensee 
Performance Review Group Heatings 81-12 b 81-13 on 810629 b 
0701 

HEaSMAN, R H Sgitamatie Asaeesmant of Licensee Performance Review 
Group 81/07/02 EISENHUT, D 0. Division of Llcenalng 
8NIEZEK, J H OlTtctor'i Office MICHELSON.C Director's Offici. 
Ip 12719 101 


— 8204160237 Bummarg of Sgstematic Aasessment of Licensee Performance 
Revltw Group Meeting 81-12 on B10629, Draft 3 of revliw group 
rapt dlaeuaaed 

* Sgstematic Aaaaaamant of Licenaae Performance Raviaw Oroup 
Bt/06/29 Byatematic Aaaaaamant of Licansta Performance Review 
Group ip 12719 102 


— 8204160241 Bummarg of egstematic Aaaaaamant of Licenaae Performance 
Ravlau Oroup Meeting 81-13 on 810707 Review group rapt 
epprovad , pend ing Incorporation of minor comments, 
e Systematic Aiaaaament of Licenaae Performance Review Group, 
81/07/07 Syatemetie Aeaesamant of Ltcansae Performance Review 
Group Spp 187l9‘i03 


8204210032 Forwarda C Oelllne 770413 memo documenting findings of 
770309 visit to facility re reputed uneuthoriied poiaaaaton 
of radioactive natl 

MARTIN Raglan 1, Philadelphia, Bafeguarda Branch, 77/04/13 
ROY,G. U Office of Inspection b Enforeemant. Office of the Direetar 
ip, 12809 087. 
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-(3204>210036 Summarliffs 770309 visit to facility r* raputid unavthortiad 
pDssaasion of radloactlva matl Btcond Ca~SS3 sourct ua* not 
utilltcd prion to lasuonce of licons* amend No furthor 
action uarrsnted 

OAl-UNA. C 0 floBion 1. Philadelphia. OPtice Of the DlrectOT 
77/04/13 Region 1. Phi lad elph la. Office of the Director 9pp 
12909 OSO 


'6204210037 Roaponda to 7f>12O0 meino re oourcei authorlied for uie 
under Llcenae 20-01010^04 Rocommenil* Insp to clarify 
matter 

BINOERi B Division Of Fuel Cycle t. Material Sofety 77/02/22 
RQYiO N Office of Inspection & Enforcement' Office of the 
Director Ip 12909 093 


'9204210096 Act receipt of 690917 memo re health & safety Insp of 
Watertoun arsenal Radiation survey ipill he scheduled 
VESPE, V C Atomic Energy Commiaalon 69/09/29. KIRKHAN, R U 
Atomic Energy Commlsiion Ip IROO? 192 


--82042109A9 Dlacuisis IE tnsp Ropta 40-2233/78-01.70-0263/78-01 6 
30-04393/78-01 on 780406 No noncompl ianee noted Major areas 
inspacted corrective ti preventive action ra items of 
noncontpl ianea from previous insp 

MCCi-INTOCKi R 0 Region 1> Philadelphia. Office of the Director 
70/04/20 URIOHT.E S Army. Dept of 2pp 12810 190 


— 6204210593 Forwards compliance insp rept on 390020 Noncomp 1 lanca noted 
potsasslon of Nl-63 in eicess of license requirement limits, 
failure to label sealed source ti maintain records of 
d Isposal s 

KIRKMAN, R U Atomic Energy Commission 39/09/22 MANN. M M 
Atomic Energy Commission 3pp 12810 173 


— B204210601 Compliance Insp rapt on 390620 Noncomp 1 lance noted 
possasolon of Nl-63 in eicess of license requirement limits, 
failure to label sealed source 4( maintain records of 
d isposal s 

RCEDER. d R Atomic Energy Commission 39/08/20 lipp 
12910 176 


— 6204210077 Discusses licensee 6S0122 rept of leaking Cs-137 source No 
contamination or personnel exposure reported. 

RYAN, A F Atomic Energy Commission 63/02/19 KIRKMAN.R.U 
Atomic Entrgy Commission Ip 12609 212 


6204210374 FOIA request for transcripts of two 1981 closed budget 
msetlngs b copies of subsequent lausults 

LEE.D E Affiliation Unknoun 82/03/02 FELTON. J H Division of 
Rules end Records Ip 12800 391 


— 8204210081 Act receipt of 630122 1 tr informing of removable 
contamination on Cs-137 source. 

PAOE.R 0 Atomic Energy Commission 69/01/29 Army. Dept of 
ip 12B09 213 


— 6204210093 Forwards rept informing of removable contamination on 
Cs-137 sealed source 

DADY. C E Army. Dept of 69/01/22 Atomic Energy Conml salon. 
7pp 12609.214 


— 82'042I0093 Forwsrda compliance Inap rept of activities conducted under 
Licenses 20-01010-02. 20-01010-04. C-3970 8< BNM-244 on 
390820 

KIRKHAN. RU Atomic Energy Commission 39/09/22 MANN, M M 
Atomic Energy Commission 3pp 12809 266 


— 8204210101 Compliance Insp rept of activities conducted under Licenses 
20-01010-02, 20-01010-04.0-3978 «< 8NM-244 on S90B20 
Non cofflpl lance noted failure to maintain records of receipt 
& transfer of refi'ned source natl 

ROEDER. J R Atomic Energy C-omnistlon. 89/09/17 12pp 
12809 277 


— 6204210111 Olacusses IE insp of activities conducted under Licenses 
810-238,20-01010-04 U SNH-244 on 7S0406 Ho noncompllence 
noted Draft rept end 

MCCLINTOCK. R 0 Region 1, Philadelphia. Office of the Director 
70/04/20. WRIOMT. E. 9 Army t Dept, of 8pp 12009- 279 


— 8204210136 Conflrns that vacancy for health physicist ulll be filled, in 
rseponse to NRC 771012 Itr Responses to items of 
noncomp 1 lance ancl 

CHICK, E E. Army.Ddpt of 77/11/03 ORIER.B.H Region 1. 
Philadelphia. Office of the Director 3pp 12609. 2BB 


~-B204B10239 Draft IE Insp Repts 40-2233/81-01,70-0263/81-01 b 30-04393/ 
81-01 on 810311-12 No noncontpl lance noted Major areas 
inspected; internal aud its. matls. faci 1 1 ties b instruments b 
internal b eiternal personnel protection. 

HCOINNESB.J. NRC - No Detailed Affiliation Given 30-04993/81-01 
61/09/22 9pp 12809 063 


— 8204210246 Dlscusiet IE Insp Repts 40-2253/78-01.30-04993/78-01 b 
70-0263/76-01 conducted on 780406 No noncompl lance noted 
Major areas Intpec ted* selec live exams of records b 
procedures re previous noncomp 1 lance. 

MCCLINTOCK. R. 0 Region 1. Phlladelph la. Office of the Director 
76/04/20 HRlOHT.e 6 Army. Dept of 2pp, 12609-072 


—8204210294 Draft IE Insp Repts 40-2293/77-01.70-0263/77-01 b 
30-04993/77-01 on 770921 Noncompl lance noted failure to 
mtasure radiation 'doee to hands of personnel b failure to 
measure concentration of radiation in incinerator water. 

COSTELLO, J NRC - Mo Detailed Affiliation Given 30-04393/77-01 
77/10/03 9pp. 12009:078 


-8204210546 Rept of Insp on 61091B. No noncomp 1 lance noted, Major areae 
inspected concrete shield area.log books b discussions W/ 
reactor idnlnlstrator b reactor engineer. 

HIRKKAN.R.U Atomic Energy Commission. 61/03/18 4pp 


‘8804210396 Forwards Insp rept re preoperatlonal fc Initial etartup on 
600613-16 

KIRKHAN. R H. Atomic Energy Comisiselon. 60/06/27. H0RRI8.P A. 
Atomic Energy Commies ion. ip 12810.134. 


6204210382 Responds to FOIA request for transcripts of two 1981 closed 
budget meetings b copies of subsequent lawsuits Forwards 
ftderal district court b appeals court cases Transcripts 
withheld (ref FOIA Exemption 3> 

FELTON. J H Division of Rules and Records B2/03/S6 LEE. D E 
Affiliation Unknown 2pp 12600 393 


8204210390 Responds to FOIA request for three NUREO documents b nthsr 
repts re recommendations for nuclear plant licensing procsss 
b on evaluation of fault trees by K0CU8 computer program 
Forwards documents listed in App A U/o ends. 

FELTON. J H Division of Rules and Records 82/03/19 BOYER. R L 
Affiliation Unknown 2pp 12811 071 


6204210394 FOIA request for three NUREO documents b other repts re 
recommendations for present nuclear plant licensing process 
b on evaluation of fault trees by HOCUS computer program 
DOVER, R L. Affiliation Unknown 62/03/03 Division of Rules and 
Records ip. 12B11 073 


B3D4210399 FOIA request for nonproprietary version of proposal 
submitted to NRC by General Physics Corp under RFP 
R8- RE 8-8 1-204, 

O'REILLY, K Advanced Technology, Inc 82/03/11 FELTON.Ui 
Division of Rules and Records Ip 12810 301 


8204210404 Responds to FOIA request for nonproprietary version of 
proposal Bubmlttad to NRC by General Physics Corp under 
RFP R8-RES-81-304 Forwards document Document also 
available in PDR 

FELTON. J.M Division of Rules and Records 82/03/26 O'REILLY. K 
Advanced Technology. Inc Ip 12610 302 


— 6204210412 Nonproprietary version of. "Task Analysis of Nuclear Power 
Plant Control Room Crews. Vol 1 - Technical Proposal. " 
e General Physics Corp RS-RE8-B 1-204. 81/06/24. B6pp. 

12810 303 


8204210930 FOIA request for four categories of info r# TP Spels 020120 
nemo 

LEE.D.E Affiliation Unknown 63/03/01 FELTON. J M Division of 
Rules and Records 2pp. 12787 336. 


8204310994 Responds to FOIA request for four categories of info re 
TP Spels 920128 memo Apps A, B b C b info requested 
per Categories 1.2 b 3. rsspcc tlvelv Response to Category 4 
presently unavailable 

FELTON.O M Division of Rules and Records 82/03/19 LEE.D.E. 
Affiliation Unknown 4pp 12767 333 


— 6204210339 Procedure £-3. "Steam Generator Tuba Rupture " 

• Ueitlnghouse Electric Corp 61/09/01 llpp 12787-342 


8204210379 FOIA request for four categories of records re W Dlrcks 
600711 memo to ofc directors Mlnogue. Stello. Denton b Dudnltx 
about safety rationale for action plan 

SHOLLY.a C. Union of Concerned Scientists 82/03/02. FELTON. J K 
Division of Rules end Records tp 12796,027 


8204210961 Addl response to FOIA request fop 13 categories of document* 
re UCLA license renewal F'opwards documents listed In App A 
App B documents partially withheld <ref FOIA Exemption 4) 

FELTON, U.H. Division of Rules and Records at/ll/lO POLLOCK. M 
Committee to Bridge the Gap 3pp 12794 090 24X 

Ft Che; 30-000, 81/1 i/10, 02042 109B1. 
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-- B30<4310599 tE Intp R»ptt 90-003/79-08.70-04*3/73-01,70-0049/78-01 t< 
70-10*8/79-08 on 790334-8* No noneomp 1 lane t nofcad Major 
araat Inapaettd procadurta, raaetor thtrmal output & nuelaar 
aiatl doplatlon k production 

HODOESrJ M Raglen 8, Atlanta. OfPica of tM Dlractor 
70-10*8/79-03 79/04/32 3pp 13794,097, a4X 

FlcliP 50-000,81/11/10.8304210881 


8304310988 Raapondi partially to FOIA ra(tuatt for four eatagorlot of 
radordi ra W Dirckt 800711 Mama to ofc dlrectora Minogua. 

Btillo. Oanton k Budnlti about lafaty rational! for action 

plan 

FELTON, J M Divltion of Rulai and Racorda, 88/03/1* BHOLLY. B C 
Union of Conearnad eciantiata 8pp 18796' OSB 


— 8304210909 Foruiarda IE aafaty ratlonala for TMl action plan par 
MJ Dlreka 800711 mamo 

DEYOIMO.R C. Oiraetor'a Offlea, Offlca of Inapactlon and 
Enforeamant 80/07/28 MATTSON. R. Dlvlalon of aafaty Technology 
OOfp 1279*. 030 


—80110903*7 Forwardi initial draft of aafaty rationale for TMI action 
plan ra Ofc of Standard! idantiflad taaka 

HINOOUE. R D Office of Standard! Davelepnant, Director, 80/0B/20, 
SCHROEOERjF Divltion of Safety Technology 93pp, 18796' 077 


— 810*290073 Foruiarda trip rapta for B10913 vialt to Natl Technical Svei 
Lab in Chatauiorth, CA i, 010914 vlait to OE In San Joaa.CA 
Lift of OE motor! Inatalled In apeelflc plant! and 
RWHERFORD. H fl. Vendor t< Special Project! Branch 01/06/01 
RElNMUTHiO U Vendor k Special Project! Dranch Ip 12QS3 030 


8204380033 FOIA renueat for three eategcrlos of document! ra TMI action 
plan track Ing aya. 

SHOLLY.S Union of Conearnad Bclentiats 03/02/16 FELTON. J M 
Dlvlalon of Rules and Records Ip 12033 001 


8204220037 FQIA raqueat for Contract NRC-03-a2-09* 

O'REILLY, K Advancid Technology. Inc NRC-03-S2-09* 02/03/1* 

Dlvlalon of Contract!, Ip 12021 397 


6804220039 Raaponds furthar to FQIA request for three categorkes of 
records pertaining to TMI action plan tracking aya Documents 
responding to Categorlaa B b C of request placed In PDR 
FELTON. J H Division of Rules and Records 88/03/26 SHQLLY.S C 
Union of Concerned Bclantlata Spp 12033 002 


--8204220049 Fifth Iteration of TMI action plan tracking aya as of 
BSD 130 

KIN9.M Office of Ha’nagemant and Program Analysis 68/01/30 
120pp 12833’ 009 


— 8804810969 Foruiarda aafaty ratlonala for Hated TMI action plan Itama 
for which Ofc of Nuclear Regulatory Research haa lead 
raiponsibility 

8CR09otN9.R H Offlca of Nucltar Regulatory Raaaarch. Director, 
80/09/16, HINNERB. N. Offlea of Nuclear Reactor Regulation. 
Director 17pp 18796 060 


6204310608 Raaponds to FOIA request for documents re five U ml lit 
Decunant file rtvliwed 880311,18 ti 19 

FELTON. J,M. Dlvlalon of Rulat and Records, 88/03/88. ROLLE, A, F 
Holme. Roberta k Ouient Ip 18800:349 


0304810609 FOIA request for opportunity to reviiu decumenta re five 
U mUla. 

ROLLE, A F. Holme, Robertt b Ouiena 01/18/08 FELTON, J H Dlvlalon 
of Rules and Records 8pp 18800:346 


6804310789 Raaponds to appeal of denial of FOIA requitt for four 
doeunents re Commtsaton del Iberattone on Ofc of Inspector b 
Auditor Zimmer rapt, Denial affirmed 

'CHIUi.SU. Office of the Secretary of the Commletlon 88/03/82. 
DEVINE.T, Oovernment Accountability Project. 3pp. 


32'04330019 Retponda to FOIA raqueat for documents ra telacommunleetion 
ayi as outltnad in four part raqueat, Raquait will not be 
further processed, pending agreement to bear eetimated coite 
outlined 

FELTDN.J M Oivlaion of Rules and Records 82/03/89 FENTON.W 
Walter Htnchman Assoclatea, Inc 2pp 18881' 391 


6804380022 FOIA request for documents re Inapt rtfirrtd to by Id 
Ralnmuth at ACR8 Subcommittee on Regulatory Acttvltlea 
880303 masting 

PHILIPS, M H Debevoiae b Libarman. B2/03/04 FELTON. J M Dlvlalon 
of Rules and Recordi, Spp 12622' 016 


0204330033 FOIA request for four categories of doeumants re 
teleconmunicetiona program 

FENlIKd.W Halter Hinchman Aatoelatae. Inc 88/03/09 KERR, V 8 
NRO - No Detailad Affiliation Olven 8pp 1882l!393. 


8204380026 Reeponda to FOIA request for ricordt re inapt referred to by 
Id Relnmuth In statement during ACR8 Subcommittee on 
Regulatory Activities BSO303 meeting Records available in 
•FDA 

FELTON, O.M Divllion of Rules and Records 88/03/18, PHILIPS, M.H 
Oebiveltt b Liberman. 2pp. 18882:010. 


— B804S80031 Forwardi commenta on util Transmitter Ouallf Icetlen Croup 
qualification plan for floaemount 1193 Series 0 pressure 
transmitters, Hyle Labs Oocumant 49398-2 dtd 810119 
RVTHERFORD.W R. Division of Rssidant b Regional Reactor 
Impaction. Bl/03/10. BENNETT, A. B, Director's Office, Office of 
Impaction and Enforeament, AOEE.O. R Region 4. Dallae. Offlc# of 
the Director (81/03/011, NAIDU.L. Region 3, Chicago, Office of 
the Director (01/03/011. 7pp, 18828' 020 


-8804820030 Responds to unresolved findings (per end WC 010414 ltd In 
NRC Inep b audit of equlpmont qualification 'of Llmltorqua 
motor operatori b test facility on 010188-83, a./nmyim 

ANDERaONiT.M, Hoitlnghousa Electric Corp, N0-TMA-a498. 81/09/19. 

RElhflUTH, 0. H. Divltion of Rilident'b Roglonal Reactor Inspoetlon. 
9fp. 18888:087. 


— 0010080932 Requasts verification b correction of proposed TMI action 
plan tracking formats by BD0714 N/o end 

HALLER, N M Office of Manageiriont and Program Analysis 80/07/10 
DENTON, H R Qfflct Of Nuclear Reactor Regulation. Olreetor 
MINOIMJEj R B Office of Standards Davelopmant, Director 
BUDNITZ. R J Office of Nuclear Regulatory Research, Director Ip 
00624 176 


—8010840396 Request periodic status repts re TMI action plan items 
(NUREe-0 660) , f or submittal to Congre as, Commisi ton b 
Eieeutlve Director for Operations Summary should be provided 
by 0(»ei9 

MATTSON, R J Divltion of Safety Technology 60/08/01. 

HANAUER. 8 H Division of Human Factors Bafety 4pp 12033; 178 


— 0101190432 Forwards most recent version of action plan tracking eys 
which should reflect action plan activity b schedula changae 
ra aeeomp 1 1 shmantsr statue 6 issues Changes requested by 
801019 kl/o end 

VlNeVARD.P M Office of Management and Program Analysis 
80/10/09 TMI Program Office 2pp 12033. 157 


—0204220099 Forwards 801029 version of TMI action plan trecking sys 
Cites ways matl may be updated N/o end. 

VINEYARD. P Internal Information Systems Dranch 60/10/30 
Offlca of Nuclear Rsactor Regulation, Director 2pp, 12833' 199. 


—8102270114 Forwards TMI Action Plan Tracking Sys Individual task 
managers should update entries per NVRE0~0737 by 810107 
HALLER, N M Office of Management and Program Analysts BO/12/il 

Office of Nuclear Reactor Ragulatlon. Director. Spp 18833.163 


— 810S27011B Forwards TMI ActlO'n Plan Tracking Bys, Number of discrete 
action items has bean expanded to include subelements 
formerly not tracked. per meeting ui/Chairmen Ahearne 
VINEYARD,? W Offlc# of Management and Program Analysie 
80/12/12. TMI Program Office 4pp 12033 166 


—0102160189 Forwards current status rept for TMI action plan ItHms.per 
NUREO-0660 k NVREO-OTO? 

DENTON, H.R Office of Nuclear Raactor Regulation, Diraetor 
00/12/12 EI8SNHUT.D.0 Division Of Licensing. ROSS, D F. 

Division of Systams Intagratlon (pre 811009). MVRLEY, T E. 

Division of Reactor Bafaty Raatarch. Spp 12033' 170 


—6010840396 Rsquasts periodic status repts ra TMI action plan items 
{NJREO-0 660) . for submittal to Cangresa, Commission b 
Executive Director for Opsrationa Bummary. Rspta should be 
provided by QOoBlB 

MATT0DN» R J Division of Bafety Technology 00/00/01. 

HANAUER. B H, Division of Human Factors Bafety ROBB, D F. 
Division of Bys terns Integration (pre BHOOS) VOLLMER.R H 
Division of Engineering, 4pp, 12833:172 


— 8204820076 Discusses guidelines developed to assure completion of MRR 
portion of TMI action plan ra purpose, scope b schedules 
DENTON, H, Office of Nuclear Reactor Regulation. Director, 

01/01/07 EIBENHUT.D. Division of Licensing. HANADER, 3, 

Division of Human Feetors Bafety, R0B9, 0 Division of austims 
Integration (post BilOOS) 4pp 12B33' 170. 
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-‘~8t03L80iai Farward* tabla outlining TIil action plan lead 

racpaniibl 1 Itv for clarification Raquaati ravlaui Ic commant* 
bg 810320 N»xt updat* ra action plan tpacicing fv* achtdultd 
Pur Apr 1901 

MORLEYiT E Divtiion of Safety Tachnology 81/03/06. 

MINDOtre. R B DfUca of Nuclear Regulatory Heiearch. Dlpactor 
SMITH, fi 0 . STEi-UO, V. Office of International Programe, Director 
7pp 12B33 182 


— 8104020078 Diecuitei asilgnnent* for DW of Safety Technology re 
NtREO-066D, action plan ngt & capability to handle ipeclfic 
aialgnmenti. 

MtfiLEY.T E. Divliion of Safety Technology Bl/03/24 DENTON, H R. 
Office of Huclear Reactor Regulation, Director Spp 12B33’ 109 


— 0104170522 Foruiarde TMI action plan tracking eya info containing tent 
of alngls action item Eipanded update inetructiona end, 

HAftTFlELDrR A Office of Management and Program Analyelt 
81/04/i3 TMI Program Office 4pp 12833. 191 


— 8104230651 Requeeti that Info for TMI action plan tracking eye update 
be eubmltted by 810421. 

mjRLEV,T E. Dtvliion of Eafety Tecbnology 01/04/16 
IWIALER, S H. Dlvielon of Human Factor* Safety. MATTSON, B. J. 
Dlvlelon of Syeteme Integration (pre BL10D5I VDLLMERrR.H 
Olvtslon of Engineering 2pp 12633 199. 


“a2012l0072 Forward* Jan 1982 update for TMI action plan tracking eye 
HAATFIELD, R A Office of Management and Program Analysle. 

81/12/10 Office of Menagemont and Program Analyit* 4pp 

12B33. 19 7 


— B204220097 Foruardi TMI action item* for review & change* needed prior 
to Issuance of Jan update of TMI action plan tracking ey* 

U/d end 

KINOiH Office of Management and Program Analytic, B2/02/10 
hlORIANfP Office of Nuclear Reactor Regulation, Director 
SRACH, B Dlrector'i Office, Office of Inspection and Enforcement. 
0K1.ES80N,E Office of Nuclear Regulatory Research, Director. 2pp. 
12833:201 


0204220040 Re spend e to FDIA request for Contract NRC-03-B2~D96 
Contract available for copying at PDR 

FELTDN.J M. Division of Rulec and Records NRC~03-B2-096 
B2/00/23 O'REILLY.K. Advanced Technology, tne Ip. 12821 398 


8204220118 FolA request for T Hurley 811013 nema to K Denton re 
termlrDiogy on safety-related equipment. 

CURRAN, D Harmon h Melas CURRAN, D Union of Cosicernetf ScientUte. 

B2/03/17. FELTON, J U Dlvliton of Rules and Raeorde 2pp 
1 2620. 333 


B204220123 Responds to FDIA request for TE Murlay SU013 memo to H 
Denton. Document u/attachment and 

FELTON, Nf M. Division of Rules and Records 62/04/02. CURRAN, D. 
Harmon I, Uaiss ip 12B20. 339 


— B110fi30047 Forwards excerpt from testimony developed by Div of 8ys 
Integration re litigation of contention 14 Std definitions 
for "important to safety," "safety-grads'* fc "safaty-relatari" 
propoicd, 

MUBLEY.T E Division of Safety Technology 81/10/13 DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director iipp. 12620:336 


82D4220193 Responds tp FOIA request for invoices of all carpet 
Ins tel latl on, repairs tc soil extraction for Nov li Dee 1981 
NRC has no invoices for requested months Two purchase orders 
from Oct 19ai-Jul 1902 end 

FELTON, J M Division of Rules and Record* 82/01/27 ESTRADA, J A 
Professional Carpet Service 9pp 12821,206 


B2O4230236 FOIA request for records re allegations by D DesLaurier i, or 
any person on his behalf, re Hayward Tyler Pump Co 
FOWLER, S E Fried, Frank. Harris, Shrlver t, Mampelman 02/02/04 
□fflce of Administration Ip 12033 320 


8204220241 Responds to FDIA request for records re allegationi by 
D DasLaurl ers. or any person on hi* behalf, re Hayward Tyler 
Pump CO Forward* documents listed in App A 

FELTON, J H. Division of Rules and Records 82/02/23 FOWLER. B E 
Fried, Frank, Harris, Shrlver ti Rampelman 2pp 12Q33 321 


—0204220298 Forwards QA Program In»p Rept 99900349/80-01 ti tranimltlal 
Itr re allegations concerning Hayward Tyler Pump Co 
ALLAN.J M Region 1, Philadelphia, Office of the Director 
00/06/19. FRA0ER,A A. Vermont. State of Ip 12833 026 


— 8204220261 Advises that followup re allegations concerning Hayward 
Tyler Pump Co has been referrsd to Region 4 Vendor Intp 
Branch for action by 000319 

TRIPP, L E Region i, Philadelphia, Reactor Construction ti 
Engineering Support Branch 60/01/22 Region 1, Philadelphia, 
Reactor Construction 1, Engineering Support Branch. ip 12033 344 


— 0204220264 Forward* citation Issued to Hayward Tyler a* result of 
occupational safety Insp based on job safety allegation* 
of D DesLaurier* 

FOTHERDILLiJ E. Vermont, State of 79/12/20 ALLAN, J n Region 

1, Philadelphia, Office of the Director 3pp 12833' 349 


— 82D422026B Responds to 791029 Itr forwarding allegations filsd by D 
OssLaurieri rs Hayward Tylar Pump Co Special Insp 1* 
planned for completion by 600319 

ALLAN, J M Region 1, Philadelphia, Office of the Director 
79/lS/lO FRASER, A A Vermont, State of 2pp 12833 348 


— 62D4220276 Forward* allegations filed by D DesLaurier* re Hayward lyltT 
Pomp Co 

FOTHEROILL, J E Vermont, State of 79/10/29 ALLAN, J M. Region 

1, Philadelphia, Office of the Director 3pp 12033*391 


8204220282 FOIA request for tsehnical proposal under Contract 
NRC-lO-82-396 

PAVUL C Affiliation Unknown 82/02/0S NRC - No Detailed 
Affiliation Olvsn. Ip 12033 296, 


B2042S02S7 Responds to FDIA raquett for technical proposal under 
Contract NRC-1 0-82-396, Forwards nonpropr letary version* of 
Jul 1961 ti 611021 revised proposal* 

FELTON, J M Division of Rules and Records 62/03/11 PAUL, L K 
Affiliation Unknown. Ip. 18633’ 297 


— 8204220292 "Operation t< Maint of NRC Documant Control 8ys (DC9>iPart 3 
Technical Proposal. " 

* Planning Research Corp R8-A0M-B2-39A 81/07/31 SSpp 

12833 290 


0204220136 FDIA request for documents re disqualification 
of members of ABLABiASLB or Commission from adjudicatory 
proceadlngs by raason of prior employmant u/NRC, 

ELLIOTT, C.W Thomas h Hair, 81/t0/2? Office of Admlnlatratlon 
Ip 12818:299 


B204220194 Dlscloias prior involvement u/selsmle Issues arising from 
application for DL. 

HENDRIE, U. M Comnlsslonars. 80/04/21. Spp 12812:273. 24X 

FI Che: 90-000, 81/11/12, B204220142 


— 8204220299 "OpBration *i Maint of NRC Documant Control Bye <DC8)>Part 3 
Revised Technical Proposal " 

e Planning Research Corp R9-ADM-a2-396. 81/10/21 4pp 

12833' 316 


8201190196 Forwards tabulation of patltions handled under 10CFR2 206 
since inception of reguletion in 1974. 

BURie.S NRC - No Detailed Affiliation Oiven. 81/12/01. NRC - No 
Detailed Affiliation Oiven DEYOUNO, R Director's Office, Office of 
Inspection and Enforcement, 10pp. 12819 092 


8204220178 FOIA request for all records filed by Ebasco fives, Inc w/NRC 
or A£C ra design h const of nuclear facilities & Ebasco 
Topical Rept 1001 

HERRICK, 0 U. Davis, Oraham ti Stubbs. 82/02/11. Office of 
Administration 2pp 12620.317. 


)804280164 Responds to FOIA request for all records filed by Ebasco 
Svceilnc w/NRC or AEC re design 6 const of nuclear 
facllltlee (i Topical Rept 1001. Forwards rapt ti listing of 
pertinent publicly avsitabls documente. U/o ends. 

FELTON, JH. Division of Rules end Records, 82/03/09. MERRICK, O.U 
Davis, Oraham I, Stubbs Ip, 12630:319. 


3204230169 FOIA request for Invoices for all carpst installation, 
repairs h soil axtractlon for Nav h Dee 1981, 

ESTRADA, J A. Profsssional Carpst Bsrvlci, 82/01/01. Divislan of 
Rules and Rscords, Ip. 12621:209 


—8006270408 Mtmorandum ti order CLl-80-21 affirming 700413 order re 
environ qual if Icatlon of safety-related equipment 
CHILK, 8 J. Office of the Secretary of the Commiseion 80/09/23 
26pp. 12819: 144 


8204220382 FOIA requaet for seven categories of documents ra TKl action 
plan, 

6H0LLV, 8. C Union of Concerned Sciantiete. 81-10-09 01/10/07 

FEL1TW, J. M Division of Rules and Records. 2pp. 12624 096 


8204220389 Rsaponds to FOIA request for eevtn categories of docunsnti 
ra TMI action plan. 

FELTON, J.M, Division of Rules and Records. 81/11/12. BHOLLY, 3, C. 
Union of Coneernsd Bcientists App, 12824; 100 84X 

Fichei 90-000, ei/il/12, 8204220389 


NONDOCKETED ITEMS 
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— 6003130391 D1I.CU4S0* Jan 19B0 clt* visits to vanlfy Inplsnantatlon of 
Catagorg A Ltstocis Lsarnad raqul ramsnts Raquasts that Dlv of 
Ofsrating Rvactors projsct managars & IE raglonal dlractor 
or rasidant InspO'Ctor fartlclpata in site visits 
EI6Eh>4UT. D 0 Division of Operating Reactors 80/01/10. 
eCHUENCER.A Operating Reactors Branch 1 (Pre 800438 ) 9pp 

12824 105 SAX Flche 30-000i 81 /1 1/12. 0SO432O309 


— 8007080238 Submits guidelines for IE assistance to Ofc of Nuclear 
Reactor Regulation for TMI short-terin Lessons Learned Task 
Force i isp lementat 1 on revlaiu 

HOBELEVi N C Division of Reactor Operations Inspections 
80/02/21 EISENHllT.D 0 Division of Optrating Reactors 3pp 
12S24 la.3 


— B005190643 Foriuards modified short~tcrin Lessons Learned schedule for 
Aiitlngs t( site visits Plans for completion bg 800415 are 
consistent U/B00221 memo 

ElSENHUTiD 0 Division of Operating Reactors 80/03/07 
NOBELEYi N C Division of Reactor Operations Inspections 4pp 
12824 lb3 


— 9104300190 Advises that branch is unable to accept review 
responsibi 1 Itg for Task Action II K 2(11) Item Is being 
rssolved hg Div of Human Factors Safetg 

HOBELEY.NC Director's Office 01/01/36 EI8ENKUT.DO 
Division of Licensing app 12824 166 


— SIOSOSOSVS Responds to 801212 memo re proposed Nl)nEO'0737 

Implementation plan for operating re actors. Accepted rcvleu 
items listed fc Identified 

MOSELEY, NC. Director's Office. 80/12/29. EISEMHUT.OO 
Division of Licensing 2pp 12824 168 


— B204220461 Forwards draft tamporarg instruction ra TMI action plan IE 
paat''iApl«msntatlon revltu Items 

MOSELEY, N C Division of Program Development b Appraisal. 

81/03/03 EIEENHUT, D. 0 Division of Licensing 7pp 12024 170. 


— 8110070420 Requests concurrence in outlined approach ra IE review of 
aclccted N(JHE0-0737 Items Five listed topics are eiamplcs 
of topics for which licensee must providr design info but 
Ofc of Nuclear Reactor Regulation need not review 
EISEWUT.O 0 Division of Licensing 81/09/21 8NIEZEK, J H 
Division of Resident ti Regional Reactor Inspection Spp. 

12824 177 


— 8204220460 Concurs u/encl summary of communication rasponslliilltles fop 
TMI action plan, in response to B1090I nemo 

EISEfMUT.DO Division of Licensing 51/09/21 8NIEZEK.JH 
Division of Resident << Regional Reactor Inspection 3pp 
12824 179 


— 8005140663 Discusses TMI task action plan criteria for automatic 1, 
manual actions Suggasts ekpansion of Plan II E Sgs Otsign, 

IC Operating Procedures b/or ID Control Room Design 

MOORE, V A Plant Bgatems Branch. BO/Ol/22 MATTSON, R J. THI-2 

Oparat ions/Buppor t Task Force, 2pp 12824 219 


— B0OSI4O661 Agrees U/G0D122 suggestion that Issus of automatic manual 
operator action be Included In TMI’'2 action plan to devtlgp 
criteria for determining which safetg action should be 
par formed 

HATTEON, R J TKI-2 Qparatlons/Support Task Force. 80/02/12 
MOORE, V A Plant Bgstems Branch Ip 12624 226 


— 8009281110 Forwards cross Index showing uhsre ACRS recommendations are 
addressed In Draft 2 of TMI action plan Advises that NflC 
scheduled to brief ACRS on 800306 re matters discussed In 
and ACRa B00145 1 tr ACRS 791213 b 0814 Itrs and 
MATTSON, R J. NRC Three Mile Island Task Force 80/02/22 
PLE63ET, M ACRS - Advisorg Committee on Reactor aafeguirds 3pp. 
12824 227 


—8004020704 Discusses mgt review of Draft 3A of TMI Action Plan Requasts 
review of prlorltg groupings, Identlfging schedule for 
initiation b completion of tasks b providing resource Info 
for all tasks. Commentc should be provided bg 800324 
DIRCK9, H J. Office of the Eiacutlve Director for Operations. 

80/03/12 MINOQUE, R Office of Standards Development, Director 
DENTON, H R Office of Nuclear Reactor Regulation. Director 
BLDNITZ, R Office of Nuclear Regulatorg Research, Director a4pp. 

12824.234 


—6204220926 Requests addl Info rs ACRE 800311 comments on Draft 3, TMI 
action plan. .. , 

AhEARNEi J F Commissioners 80/04/01 ACRS - Advisorg 
Csmmittoo on Reactor Safeguards Ip 12824 260. 


—8009220970 Requests memo to osecutlve director for operations stating 
concurrence or specific reasons for nonconcurrenct re THl 
Action Plan Steering group review of comments on action plan 
end. 

MATTSON, R J Division of Systems Safety 60/04/16. DENTON, H R 
Office of Nuclear Reactor Regulation, Director MIK04UE, R 6. 

Office of Standards Dovalopment, Director BTELLO, V Office of 
Inspection b Enforconont, Office of the Director Bpp 12B24 272 


— 8009280366 Concurs w/Draft 3 of TMI Action Plan based on undarstenf ing 
that all Dfc of Stds Development 600327 comments will be 
Incorporated into Draft 4 of plan 

MINOCi/E, R B Office of Standarde Dovelopmant, Dlractor 80/04/82. 

DIRCK8, U J Office of the Eiacutlve Director for Oparatlone. 

7pp 12824 •285 


— 6204220938 Supporte recomnendat ion that Conmlseton approva requirements 
listed In Enel 1 of 8ECY-80-230 as necessary additions to 
prs-TMI regulatory raqulrements for granting full power OLs 
HANRAHAN.E J. NRC - No Detailed Affiliation Olven 80/09/19 
AFEARNEi J , 01L1N8KY, V . KENNEDV,R Commtss lonere 7pp 
12824:302 


8204220900 FDIA request for docunents b records noted In cncl "Till 
Action Plan Steering Oroup Chronology " 

8H0LLV.B Union of Concerned Be lent! its 02/02/09. FELTON, J.M 
Division of Aults and Records. 4pp 13091 162. 


— 8204220906 "TMI Action Plan Steering Oroup Chronology." 

PtKE.W , MATTSON, R NRC - No Detailed Affiliation Olven. 
GO/08/09. 9pp. 12829-009 


8204220912 Responds further to FOIA request for documents b recorde 
noted In NRC listing "TMI Action Plan staarlng Oroup 
Chronology ** Records listed in App B placed In FDR. No 
records located of meetings listed In Items 3,11,13 b 19. 

FELTON. J H Division of Rules and Records 82/03/18 BHOLLV, fl C. 

Union of Concerned Sclentlste. 2pp 12829:019. 


— 8204220521 Recoiuncnds that Commlesion periodically rept to Congrats 
progress In implementing TMI action p Ian, provl d ing status of 
each action compared to original plan. List of OAQ reviewed 
THI action Items end 

STAATB.E B Oineral Accounting Office B-19882 80/09/27 

HART,0 , SIMFSON.A.K Banete, Environment b Public Horkt ISpp 
12829: 093 


—8007010690 8ECY-B0-0B0 

Discussae THI Action Plan b Commlcsion policy statement on 
licensing pause 

eiCKWIT.L Office of the Oetioral Counsel. HANRAHAN, E J Office 
of Policy Evaluations 00/02/11. 4pp 12829 069. 


— 8009620990 Assigns lead responsibility re ntar*-terffl OL requirements of 
THI action plan Raqulrementi to be addressed In near-term 
OL eafety evaluation repte.ST Chllk S0020B memo re near-term 
OL requirements b THl action plan end. 

DIRCKS, M J Office of the Executive Director for Operattons 
BO/02/19. STELLOiV. Office of Inspection b Enforcement, Office of 
the Director DENTON. H R Office of Nuclear Reactor Regulation, 
Director QUDNITZiR Office of Nuclear Regulatory Rtsaarch, 

Director Spp 12829 069 


8204220968 FDIA request for list of NRC contracts awarded since BOiOOl, 
WEISS. L Weiss b Associates. 82/02/29. NRC - No Detailed 
Affiliation Olven ip 12837 334 


8204220971 FOIA request for NRC memo re transportation article b 
newsletter from Council on Ecopomlc Priorities 

RESNIKOFF, fl Council on Economic Priorities, S2/02/24 Division 
of Rules and Records Ip 12819 031 


8204220973 Responds to FOIA request for lists of awarded NRC contracts 
since 8D10O1 

FELTON, J. H Division of Rules and Records. 82/03/16. WEI88. L 
Weiss b Associates ip. 12827.329. 


— 8204320974 List of NRC contracts executed In FY01 

• NRC - No Detailed Affiliation Olven 81/10/01. 14pp. 

12827 326. 


— 8204320977 List of NRC contracts executed in FYB2 at of 820319 
a NRC - No Detailed Affiliation Clvan. B2/03/I9, 9pp 
13827 338 


B204330979 Responds tet FOIA request tor NRC nemo re traniportatien 
article b newslattar frooi Council on. Economic Priorities 
Forwards HJ Dtrebs 820210 mama b rolatid correspondence. 

FELTDN.J.H, Division of Rules and Record i. 83/03/19. REBHIKOFF, M. 
Council on Economic Priorities, ip. 128t9;032 
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— eS04SB0979 Rttpontf* to CommUiiontr Ahi4Pn* toquoit for conunont* on 
Council on Economic Pflorltlti nouolokttr r» opotifc fu*l 
thlpminti Probobllltv of lotont eoncor from 

occldint* involving ofilpnint* It rooioti. 

DIRCKStH J. Offico of tho Extcutlvo Dlpocto-r fOP Dpopotlono. 
88/02/ 10. PALLAOINO. N. . 01UIN8KV.V , BRADFORD. P. Commlotl onoro 
2Bpp 18819.033 


— S009190918 Act ricflpt of Aug/Sopt lituo of "Hotti P«p»r“ ti tochnlcol 
paper re epent fuel ihlpplng Occident Forwerdt NUflEO-OOi? «< 
NlilEO/CR-OBBI 

EIBENBERO. M A. Trentportitlon l< Product Statidardi Branch. 

80/09/08. RESNIKOFFiM Sierra Club «pp 12019 061 


8204820901 FDIA requett for 8ECY-B1-9B0 fe related tfocumente re prepotal 
to reetrict inveitlgat Ive juritdictlon of MRC 

DEVINE, T Oovernment Accountabl 1 1 tv Project 01/11/18 Office of 
Admlnletretlon 2pp. 12019 067 


— 020318009* Foruerdt corrected 6 updeted reeearch Chapter 10 for NRC 

MINOWJErB B Office of Nuclear Regulatorg Retearch, Director 
08/02/2* BA86ETT.H.B Office of flanagement and Program Analll*»» 
9Spp. 18010 330 


0804880*24 FDIA rtqoett for tlx categorlet of docUfflentt re terntnatlon 
or taoiporaru cettatlon of contt on f ’'“J*'** , 

nfri t . ki 1 4 4 /tn Pouttr &2/0S/0I OfflCfi of 


BELUN Coalition for Safe Power 08/08/01 
Admlnl atra t Ion Spp 18087 101 


880488064* Ordert vacating certificate of environ eompatlhljltv fc 
public need granted to Rochetter Oai !< Electric Corp for 
contt of nuclear plant. Application all pending requeitt 


not granted In order are denied. 

MADiaoN. 9. R, New Vork, State of 00009 00/08/11 

(I Electric Carp 89pp 18887 190. 24X Fiehi 50-000.88/03/09 

8804280*89 


RochettPr Oat 


8204820904 Retpondt further to FOIA requett for SECy-01-9Ba tc related 
documantt Documcntt Hated In App A enc 1 

FBLTDN.J M Dlvlaton of Rulet and Ratorde. 82/03/08 DEVINE, T 
Oovcrnment Accountabl lltv Project. Ip I2B19'0*9. 


— 8009130140 Ditcutcai Interreletlonehlp of IE inviftlgatlve progre/n u/ 
that of Ofc of Intpector h Auditor RecomMenda clear 
ettabliahmant of IE authority to conduct ell external NRC 
Inveittgattoni 

HAfiO.M. d Office of Inapectlon it Enfcrcement, Office of the 
Dlrtckor BO/04/03 BTELLO, V Office of Inapectlon t« 

Enforcement, Office of the Director Spp 12819’ 071, 


— 7903140418 Extend# Jnapector Oeneral program throughout federal govt to 
aeeure good mgt u/o fraud k Inefflclencv Raqueata reaouce 
anelVflB t< planned approach to ute of audit 4< Inveatigablon 
reiourcei 

CARTER, J Freildent of U8 b Exicutlva DfPtcea 7H/12/13, 
Commlttionera 2pp 18019 076, 


— 0204280*69 Advltea that N Moaeleg B10S06 memo b 810604 OenerU Utr 
Ol-aa.Tequeitlng that INFO rapta ba obtained from Inipeeted 
llctnaee s, conaol Idated Copiea ahould be provided to 
N Moaeleu of IE h E Caae of NRR 

BTELUO, V Director 'I Office, Office of Inapectlon and Enforcement 
OL -01-83 81/06/86 ORlER.D Region 1, Philadelphia, Office of 

the Director {81/03/01), O'REILLY. J Region 2, Atlanta, Office of 
the Director (01/03/01) KEPPLER, J. Region 3. Chicago, Office of 
the Dire c tor (01/03/01 ) Ip 1S0S7' 310 84 X 

Flche 90-0(10.08/03/09,0804820629 


— 02O48SD67D Requeiti that INPO ln»p repta be obtained from Inipectcd 
licenaeee Repta to be evaluated to aee If NRC can utlllie 
rM>0 tnape of nuclear planta b thue batter deploy limited 
NRC Inap reaourcea 

NOSELev. N. Divialon of Program Davalopmant b Appralaal ai/D9»06 
ORIER.H, Region 1, Philadelphia, Office of tho Director 
(01/03/01) O'REILLY, J Region 8, Atlanta, Office of the Director 
(01/03/01) KEPPLGR.J Region 3, Chleego, Office Of the Director 
(01/03/01) Ip 18027,311 24X Flchf 90-000.88/03/09,0804880*89 


•8204880996 Manuel Chapter 0113, "Drganl cat 1 an b Func t Iona, Of e of 
Inapector b Auditor." 

a Office of Inapector b Auditor. 70/10/13 3pp. 12019.000 


0204230635 FOIA requeit for documenta re prqpoaed rule on Interim 
req,ulreinenti re hydrogen control, 

PHILIPS. M H Debevolae b Liberman 08/08/09 FELTON. J M Dlvlelon 
of RuIbb and Reeorda. Spp 18084 001, 


—8804880997 Manual Chapter 0127, "Organliation b Func t Iona. IE, " 

* Office of Inapectlon b Enforcement, Office of the Director 
75/09/28 spp. 18B19JOB3 


— 0804880600 Commenta on draft Commlaalor paper r# clarification of 
Inveitlgatlvi jurlidlctlon of Ofc of Inapector b Auditor b 
I£ 

BURNETT, R F Enforcement b Inveattgation Staff (Pra 820801) 
01/00/24. THOMPSON, D Divialon of Bafeguarda Ip. 18019’ 080. 


— 8204880603 Concur# w/racommandation of draft Commlation paper ra 
clarification of invaa tigatlve jurladlctlona of Ofc of 
inapector b Auditor b IE 

MINOOUEi D, Office of Nuclear Regulatory Raaearch, Director. 
01/00/84 THOMPSON, 0 Enforcement b Investigation Staff (Pre 

saosoi) Ip, 12017. 090 . 


— 8204880606 Concur# In recommendation made In draft Commi#i£on paper on 
inveatlgatlve jurladlctlona of Ofc of Inapector b Auditor b 
IE 

DQNDOhue.DJ, Office of Adminlatratlon 01/00/20 THOdPaOH, D, 
Enforcement b Invaatlgatlon Staff (Pro 080201). Ip 18019; 091. 


8204880609 FOIA requeat for 11 cetagorlei of reeorda b documenta re 
AT«0 

EARLEYiA-F. Hunton bHtlliama EARLEY, A F. Utllltg Drdup on ATUB. 
B2/02/23. Office of Adminlatratlon 6pp IBS IB- 1B3. 


0804880617 Reapondl partlellg to FOIA requeat far 11 eattporiea of 
document! re ATWS. boeumenta listed on App A end. 

FELTON, J.M. Division of Rulet and Records. 02/03/19, EARLEY, A. F. 
Hunton b Hi 11 lama. 8pp. 18810; 169, 


— S8O4SZ06S1 CpMaente on alternate BHR rod drive b trip eyi auggeatad In 
end note. 

ROmOME.F.H. Divialon of Rla) Analvata. 01/08/11. MtNNERS, M. , 
PYATTtD, NRC - No Detailed Affiliation Olven. Ip. 18810’ 339. 


0804280642 Forwarda Bchedula 109 for FYSa for Ofc of Nuclear RegulAtorg 
Raaearch portion Pf hydrogen burn aurvival program. 

MCCILLOCH.WH Bandla Laboratorlea FIN A-ia70, 88/01/08 

LARKINS, J Office of Nuclaar Regulatory Research, Director, ip. 

12884 00*. 24X Flche 90-000,83/03/04,0804220640 


—8204880647 Project b budget proposal fpr NRC work "Hydrogen Burn 
Burvlvel - Experimental " 

SNYDEFI.A M. I OTEY, 0 R Bandla Uaboratorlai FIN 4-1870 
60-19-01-10 02/04/07 CURTIS, R L , LARKINB, J Office Pf Nuclear 

Regulatory Raaearch, Director 9pp 18084' 007. 84X 

Flche 50-000,08/03/04,0804280640 


—8204830649 Forwards Schedule 109 for FVeS for NRR portion of hydrogin. 
burn survival program 

MCCULLOCH, H H. Sandla Laboratoriee. FIN A-t306 08/01/00. 

PAACZEU8KI,K 1 Office of Nuclear Reactor Regulation, Director 
Ip 18884 016. 84X Flche’ 90-000, 88/03/04, 8804830640 


—8804220*58 Project b budget proposal for NRC work' "Hydrogen Ourn 
Survival. - Analytical, “ 

SNYDER, A H , OTEY, 0 R, , CROPP, L 0 Bandla Laboratories. FIN 
A-i30*. 80-19-04-14 08/01/08 lOpp 18884 017 84X 

Ftcha, 50-000, 08/03/04, 0804280640. 


— BIOIO9O9S8 Forwards summary of 801009-10 workshop In Livermore, CA re 
equipment qualification in hydrogen environ Agenda b list Of 
participants end. 

BOWMAN. B.R Lawrence Livermore Laboratory, 80/11/lS 
OlBEhCDETTO.P Equipment dual iflcatlon Branch 18pp 18884:087 
S4X Flc h a; 90-000, 82/03/04, 0804830640 


0804230000 Kaapondt to FOTA request for 11 categories of records re 
Kart—McBaa Chemical Corp b former tite at 189 Heat 
Haehlngton BtiNaat Chicago, IL. App Hating FOIA requaate ra 
corporation b documenta provided. 

FELTON, J.N. Division of Rules and Records 01/12/81. NICKLE8.P.U 
Covington b Burling, Hpp, 18841-161, 


—9804880686 Inquires if alternate BHR red drive b trip ays would be 
acceptatle at ATH8 mitlgetlon ays, given NLiREO-0460 

etatement. 

HINNERS, w. NRC - No Detailed Affiliation Olven, Bl/oe/lt. NRC 
- No Detelled Afftliqtlen Olven, app. 18010:336. 


—6000800621 Diicuiiet new area of contamination in Meet Chtcego, IL b 
clean-lip optlona. Suggeete trahafer of mat! to vehdor waete 
site. No inmedlete eafety heierd exlita. 

NIXON, A Uranium Fuel Licenalng Brench. 80/0^/31. Uranlv* 
Fuel Licensing Breach. Spp, 18641 ;81'9. 



NONDOCKETED ITEMS 




B204S3D014 FOIA request for documents re AEC license eiempt operations 
from 1946-1901 & qualltg tt quantity of raduaste 
MESH-AKE.W Seaueeds (i Constructions 81/10/14 NRC - No 
Detailed Affiliation Given Ip 18903 281 


8101300S06 Discusses proposed denial for request to reinstate test 
program for pure Pu oilde heat sources In ocean envlroni per 
801006 Itr Neu application to be submitted 
BRDVMi >f t1 Licensing Management Branch 16733 81/01/07 

Licensing Management Branch 2pp 18906 011 


— G001290444 Hatl/Byproduct License SNH-lt34 for Naval Oceans Bgs Ctr 
Is amended per 790919 Itr Amend 10 authorizes use of mat! 
for Rt<0 Si Instrument callbr 

OlMKNiP R Licensing Management Branch 79/12/17 Ip 
1890!! 334 


— BD03030Z18 Matl/Byproduct License 43-16339-03 for Naval Facilities 
Engineering Command is terminated 

BASBINiN Licensing Management Branch 80/01/89 ip 18906 868 


— 8003070100 Foruards indorsed request to emend Matl/Bgproduct License 
B<r«{-I134 Requests expeditious action 

0R09ES.K L Navy. Dept of, Naval Nuclear Pouier Unit 13483 
BO/02/14 Licensing Management Branch Ip 18906 131 


— 8003070118 Requests amend of Matl/Byproduct License SNH-1154 to 
authorize study re recovery of trace quantities of Pu-237 
from seaueter by certain precipitation S< co-crystallization 
reactions 

DRAYTON, H E Navy, Dept of, Naval Nuclear Pouer Unit 134B3 
80/01/23, Licensing Management Branch 3pp 18906 132 


— 8008370043 Ack receipt of application for renetfal of Matl /Byproduct 
License 8NH-11S4 License will not expire until final action 
has been taken by NRC 

TREHPER,L Hconslng Management Branch 16733 80/07/10 

OROVESi K L Navy, Dept of. Naval Nuclear Power Unit Ip 
12906 042 


— 8012160366 Forwards request for amend of Matl/Byproduct License 
BhH-llS4 

8NITH,R H Navy, Dept of 17030 80/11/07 Licensing 

Management Branch Ip 12906 114 


— B012160372 Requesti amend of Matl/Dyproduct License 8NH-1134 
authorizing addl 30 uCl Pu-238 as callbr source for 
Ehtrline Stabilized Assay Meter w/Hodel nD-30 probe 
HLHTON, D D Navy, Dept of, Naval Ocean Systems Canter 17830 
80/10/23 Licensing Management Branch Spp 18906 115 


— 0104070003 Submits info In support of renewal of Hatl/Byproduct License 
&M1-I154 Forwards "Ionizing Radiation Control Mannual " 

HURTON, D D Navy, Dept of, Philadelphia Naval Shipyard 10714 
81/03/03 Office of Nuclear Material Safety 6 
Safeguards, Director Spp 18906 129 


— 0804230019 "Ocean Disposal Info on Sites In Pacific Ocean " 
• NRC - No Detailed Affiliation Given Bt/tl/10 ISpp 
12905 303 


— 6204230028 Advises that application to amend License 8NM-liS4 has been 
Initiated to cover possession of Pu-a39 counting sources. 

In response to 700317 Itr 

MACKENZIE, W W Navy, Dept of 703-2 70/03/86 Atomic Energy 

Commission Ip 18903 382 


— 6204830033 Discusses Insp of Licenses 04-13495-01,04-13452-01 ti 
aMI-1184 No health or safety problems disclosed 

FIBHiR F Atomic Energy Commission 70/03/17 BOOK>H E Atonic 
Energy Commission Ip 18903 323 


— 6204830039 Discusses 700310 Insp of activities conducted under Licenses 
04-13493-01,04-13432-01 6 BNM-1154 Related Info end 
FlSHiR Atomic Energy Commission 70/03/17 Atomic Energy 
Commission 14pp 18903-326 


— 6204230037 Informs that leak test performed on Pu-23B heat soureea 
detected leakage from one source No detectable contamination 
of equipment facilities or personnel resulted 
BCURBONi C F Navy, Dept of 19714 81/09/21 Licensing 

Management Branch. 2pp 12903-347 


—8204230096 Forwards supplemental Info In support of renewal of Licanet 

MaRRIsfw Navy, Dept of. 19134 81/05/21 Material Control 

Licenting Branch Ip 12906-014 


■8204230107 Application for renewal of License BNM-11S4 

SMITH, R H Navy, Dept. of. 16733 BO/06/80 Material Control 

Licensing Branch I2pp 12906 030. 


— 8204230115 ”Pu-23B Concentrations In Marine Environ at San Cloments 
Island ” 

NQBHKINi V E > BRUNK, J L. , \10KELA, T A Lawrence Livermore 
Laboratory SO/03/1S 44pp 12906,033 


— 8204230120 "Pu-236 Concentrations In Marine Environ at San Clemente 
Island " 

NOSHKIN, VE . BRUNK. J. L > JOHELA, T A Laurence Livermore 
Laboratory 01/03/31 17pp 12906 097 


— 8204230133 Forwards application to amend License 8NM-I134. 
S}11TH>R H Navy, Dept, of 17830 80/11/07 Licensing 

Management Branch Ip 1S906 124 


■8204230168 Endorses enc 1 application to amend Licenses 04-05414-03, 
04-03645-02, 04-03643-04, 04-13495-02, 04-13493-03. 04-13493-03, 
04-13493-06, SNM-1 134 *< BUB-1 113- 

JCHANNESHEVER Navy, Dept of 497 77/04/21. Radioisotopes 

Licensing Branch IPre 7903011 Ip 12906.167 


--8204230179 Requests amend to Licenses 04-03414-03.04-03643-02, 
04-05643-04, 04-13493-02, 04-13495-03,04-13493-03, 04-13493-06, 
8fM-llS4 6 GllD-1113, ref kectlng organizational change to 
Naval Ocean Sys Ctr 

ADBEV.E K Navy. Dept, ef 0403-8 77/04/13 Division of Fuel 

Cycle tc Material Bataty ip 12906 168 


— 3204230182 Forwards application to amend License SNM-tl34. 
SMITH, R H Navy, Dept of 14293 79/09/88, Licensing 

Management Branch. Ip 12906- 137 


—8204230188 Application to amend Licenses 04-03414-03,04-03643-02. 
04-03643-05, 04-13493-02, 04-03645-04, 04-13493-03, 04-13493-06, 
43-16359-03, SUB-1113 4, BNM-1 134. add I ng WC Salsbury L J 
Rodriquez as radiation officers 

DRAYTON, H E Navy, Dept of. 79/09/19. Ip 12906 138 


— 8204230197 Requests addl Info re 780110 request for amend to licenses 
Current description of organization ti responsibilities of 
Ionization Radiation Control Committee required 
BRGNN, vl. M Licensing Management Branch. 76/07/03 
Navy, Dept of 2pp 12906.139 


— 8204290001 Forwards application to amend License BNM-1134 requesting 
change of safety officer. 

JOfANNESHEYER Navy, Dsp t. Of. 09330 78/01/23 Division of Fuel 

Cycle & Material Safety Ip 12906’ 143. 


—8204290009 Application to Amend Licenses 8NM-1134. 0UB-1113. 04-03643-08. 
04-03643-04, 04-13493-02, 04-13493-03, 04-13493-03 4< 

04-13493-06 adding CF Bourdon L R Preultt as radiation 
safety officers 

SARVI8,R Navy,Dept.of 0403-1 78/01/10 Division of Fuel 

Cycle & Material Safety 2pp 12906 144 


— 8204290017 Advises that on 780323 Immersion leak test of two clad 
Pu-83e cermets revealed presence of 1 mCl removable 
contamination Cermets removed from svc. 

8ARVI8.R U Navy, Dept, of 10326 78/07/17 Division of Fual 

Cycle ti Material Safety Ip 12906- 146 


■8204290028 Forwards application to amend License &NM-I134 

JCHAfweSMEVER Navy. Dept, of 09270 77/12/12. Division of Fuel 

Cycle & Material Safety Ip. 12906.147 


‘8204290033 Application to amend License SNM-1 154 to authorize 
possession of 88g Pu-238 as oxide pellets 

SARVIS.R U Navy, Dept of. 0B270. 77/11/09 Division of Fuel 

Cycle «, Material Safety. Bpp. 12906. 148, 


"8204290062 Forwards application for SNM llcanse 

JONES, T F Navy. Dept of. 439 69/50/29. Atomic Energy 

Commission. Ip 12906’253, 


■8204890067 Application for SNM license, author Iz Ing use 16 g Pu-239-Be 
in staled neutron sourca, SO mg Pu-23B as Pu dioxide 
mlcrospheres t, 180 g U-233 In any chemical or physical form 
MACKEN2IE.H W Navy, Dept. of. 70-36. 69/09/26. Atomic Energy 

Commission. 6p. 18906:236 


—8204290076 Metl/Dyproduct License 45-16339-03 for Naval Facilities 
Engineering Commend le amended per 780613 app 11 cat ion. Amend 
3 changes Condition 11 re terms of license 

eiNNN, p R Radtolaotopes Licensing Drench <Pre 790301), 78/09/06. 

Ip 12906:263, 
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— 8204290080 Matl/Byproduet Llc#H4» 49-1633.9-03 for Naval Facllltlti 
Enginaerlng Command la amandid In ita entlraty par 770223 
app Licat i on 

BASaiNtN RadiolaotiDpat Lleenatn} Branch (Pra 790901) 77/03/16 

6pp. 12906 264 


—6204290089 Matl/dupr oduct Licanae 49-16399-03 for Naval Facilltiaa 
Enginaerlng Command la amended: in Ita entirety per 790930 
app tlcat 1 on 

fihUPE^M VI Radio 1 aotapea Llcenaing Branch <Prs 790S01), 76/01/OS 

6pp. 12906 270 


—0204290089 Matl/Dyprodoet Uieenae 49-16399-03 for Naval FaclLltiea 
Command 

GHJPErN H Uleenaing Management Branch 79/Ol/OB 9pp 
13906' 284 


— 8204290096 Foruiarda "Radio i aotopa Thermoelectric Oenerator Radiological 
Safety Oulde ” 

AACUNI.6 A NavyrOept. of 019 78/06/13 Radio laotop ea 

Lieenalnp Branch (Pro 790S01 ) Ip 12906 285 


—8204290099 "Radiolaotope Thermaelectrle Oenerator Radiological Befety 
Ouida *' 

e Navyj Dept of 99077 78/06/13 23pp. 12906 286 


—8204290123 Requeata emend to Mail/Cyprodvct Llcentc 49-16399-03 
adding IBSrOOO Cl etrontlum tltanete contained in LCO-2SB 
thermoelectric generator 

AACUNIiA A. Navy, Dept. of. 16 77/02/23, Rad lolaotopea 

Licenaing Branch (Pre 790501) Ip 12906 309 


—8204290129 Reaponda to 760419 Itr ra authority to dlapoie of 
radloiaotopie thermal aleetric generatora by abandonment in 
placa on aoabed License does not permit disposal EPA contact 
recommended 

BELLiJ M Radtolaotopea Licensing Branch iPre 790901) 76/11/24 

Navy, Dept of Ip 12906-311 


— 8204290133 Requeata clarification of authority to approve abandoning 
radiolaotope pouer generators on ocean floor 

KRAUTER, 0 E Navy. Dept, of 62 76/04/15 Division of Fuel 

Cycle b Material Bafaty. Ip 12906 312 


—9204290137 Aek receipt of 760917 Hr re Interpretation ti amend to 
License 49-16399-03. License amend for coverage of other 
military eves util not be pursued 

HENDRIK, 0. N. Nevy.Bept.of 76/11/17, Radlolaotopei Licensing 
Branch iPre 7909013 Ip 12906 313 


--B204290147 Reaponda to 760421 request for Interpretation t< amend of 
License 49-16389-03 Each federal agency desiring poaaeasloii 
Sc uat of radioactive natl In radiolaotope power ganaratora 
should apply for specific license. 

□ELL.J H Radloiaotopea Licensing Branch <Pre 790501). 71962 

76/09/17. HENDRIK, 0 M Navy. Dept of 2pp 12906' 314 


--8204290192 Requests confirmation of listed procedure re future uaei of 
radtoleotope power generatora u/jolnt participation w/other 
military avea ti federal agencies 

HENDRIXcO Vt. Navy. Dipt of 82 76/04/21 Division of Fuel 

Cycla (« Matarlal Baftty Ip. 12906 316 


— B2D4290197 Adviaei that shipments of radioactive matl will continue as 
in past, pending NRC response to 760312 request re poestble 
licenaing problem 

KRAUTER.O E Navy, Dept. of. 67. 76/04/01. Division of Fuel 

Cycle h Haterial Safety Ip. 12906.317. 


— B20429Qt62 Forwards proposed revision to radiological safety guide for 
radloieetoptc thermoelectric generators. asiuring that etds 
included in Rag Ouide 6 3 are mat. 

KRAUTER, OE Navy, Dept of 249 79/12/03 Licensing 

Hanegament Branch. 2pp. 12906* 318. 


'—6204290174 Raquasts revision of Ileansea safety guide in support of 
application to renew License 49-16397-03, U/o end 
BHfPE. H. Licensing Management Branch. 79/07/01. Navy . Dep t. of , 
Ip. 12906:333 


—8204290178 Aek receipt of application fo.r renewal of License 
49-19632-03 

BrtfPE, M. W Licensing Management Branch. 79/06/19 ZIMMER, 0 U 
Navy, Dept of Ip. 12906:334. 


— 8204290181 Forward e application for renewal of License 49-19632-03. 
ZIMHERiB.N. Navy, Dept of. 139. 79/'09/30 Licensing Management 

Branch, ip. 12906.339, 


■6204290186 Application for renewal of Matl/Byprodue t License 
49-16359 -03 

KRAUTER, 0 E Navy, Dept of 56635 79/05/30 2pp 12906 336 


— 8204290190 "Radiological Safety Oolde " 

* Navy, Dept, of 81/11/10 39pp 12906 338 


— 8204290195 Forwards Matl/Dyproduct License 45-16359-03 in response to 
740703 application W/o end 

8H1PE, Ml M Licensing Management Branch 79/01/08 CARLTON, R E 
Navy, Dipt of Ip 12907 012 


”8204290200 Notifies of change in organizational location Forwards list 
of licensees affected by change 

eANS,0 M Navy, Dept of 205 73/07/03 Atomic Energy 

Commission 2pp 12907 013 


’-8204290249 Forwards info in support of 791210 application to amend 
License 8UB-I190 

HENDRIK, G VI Navy, Dept of 0469 76/03/08 Licensing 

Management Branch 4pp. 12907 026 


— 0204290297 Raquasts License SUD-1190 be changed from Naval Ordanca Syt 
Command to Naval Sea Bys Command 

CARLTON, R E Navy, Dept of 1936 74/09/12 Atomic Energy 

Commission, Directorate of Licensing tp 12907 031 


—8204290262 Endorses Naval Ordnance 8ys Command 74012B Itr in responii 
to AEC 731012 request for addl info re 730706 application 
for source matl license for use of depleted U 
CARLTON. R E Navy, Dept of 0929 74/03/08 Atomic Energy 

Commission. Directorate of Llcentlng Ip 12907' 033 


-8204290266 Forwards Naval Byi Command 730706 application for sowrta 
matl licensa authorizing use of depleted U in dose-in 
weapons support sys 

• Navy, Dept of 189 73/08/10 Atomic Energy Commission Ip 

12907 0 34 


'0204290269 Application for source matl license authorizing possession, 
of 16,300 lb depleted U for uso In dose-ln weapons sys 
PAULK, J E Navy, Dept of 73/07/06 lOpp 12907 035 


— 8204290273 Requests addl info in support of 730706 application for 
source matl license Specific target area (< ocean depth info 
which missies will be fired is required 

DAW I Si F C Atomic Energy Commission, Directorate of Licensing 

73/10/12. Navy, Dept of ip 12907 049 


—8204290277 Responds to 731012 request for addl Info In support of 
application for license to possess L use depleted U 
penetrators Info provided re specific target area 6 
radiation safety program. 

PAULK, J E Navy, Dept of 74/01/28 Atomic Energy Commission 
9pp. 12907. 046 


"8204290401 Endorses end application to amend License BNM-tl94 
HENDRIX, O.H Navy, Dept of 1379 76/08/10 Rad loisotop i« 

Licensing Branch (Pre 790901) Ip 12906 172 


•8204290414 Application to amend License SNM-1194 to include posaasslon 
t< use of 10 g Fu-238 contained In nuclear battery power 
source Description of source (c test program end. 

COJLTERiO.W Nqvy,D#ptof 1379 76/07/19 Division of Fuil 

Cycla S, Matarlal Safety 9pp 12906' 173 


— 0204290422 Endorsts snd application to amend License SNM-U94. M/o 
sue 1. 

ZIMMER, 0,W Navy. Dept of 110 79/04/30 Licensing Managemint 

Branch Ip 12906,178. 


—8204290440 Endorses end application for license renewal 

ZIMMER, 0 VI Navy, Dept of. 74. 79/03/12 Licensing Menagament 

Branch. Ip. 12906 182 


'8204290492 Requests Licenses 04-13499-02 6 BNM-1194 be extended 90 dayq 
to allow adaquate review time for license renewal 
app 1 icat 1 oms. 

COJLTER, 0 VI Navy, Dept, of. 0398 79/02/12 Licensing 

Management Branch ip 12906 199 


— B8042904B7 Foruardi application to amend Llcenss SNM-1194. 

CARLTON, R E Navy, Dept of, 6940, 72/11/28 Atomic Energy 

Commission Ip. 12906.206 
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— eS04S90a03 Ratpandf to 720814 requcct for info r* Pu tooled tourcet 
SeuTco uted in dovetopmont (< collbr of neutron dotectort for 
RI<D projocts 

VSH4R. M E Navg.Dopt of 1104-28 72/08/29 Atomic Energy 

Cemmittlon If 12906 212 


— 8204290806 Foruierdi application to amend License SNH-11S4 

CfRLTONi R 6 Navy. Dept of 4407 71/10/07 Atomic Energy 

Cenunlttion Ip 12906 213 


—6204290312 Application to amend License 9NM-1 154< author 1 1 ing use of 
PU-S39 beryllium sourcei reduc ing quantity of Pu-239 
molybdenum clad cerments to 20 g & adding UU HacKentle at 
authoriied user 

VEHAR.M E NavyiDept of 4407 71/08/31 Atomic Energy 

CommieBlon 4pp 12906 214 


— 6204290817 Foruiards application to amend License SNK-1194 

CARLTON) R E Navy.Dept of 4077 71/09/18 Atomic Energy 

Commitslon ip 12906 218 


—620429 0528 Application to amand License SNM-t 1 S4< es tending environ 
tests of U-Zlrconium fusl element section* to include 
tegments of irradiated reactor fuel elements Related info 
enc 1 

VEHAR.M E Navy. Dept of 4077 71/08/30 Atomic Energy 

Commleelon 7pp 12906 219 


-6204290830 Foriuards application to amend License SNh-llS4 

JONES. T F Navy. Dept of 1691 71/04/14 Atomic Energy 

Comm it« ion Ip 12906 226 


—8204290537 Requests addl paragraph be added to end appllcetion to 
amend License SNM-1134 

JONES, T F Navy, Dept of 1860 70/06/16 Atomic Energy 

Commlsel on Ip 12906 234 


B204280120 Retponde to FOIA request for all documanti from Oct 1971- 
Oac 1978 re decision to lift embargo on enrichment of 
foreign U in US NRC hae no documents subj to requast 
FELTON, J M Division of Rules and Records 82/04/16 HANSEN. O H 
Keck, Hahin «< Cata. Ip 12876 386 


8204280124 FOIA raquast for all documents or records created or 
prepared by AEC from Oct 1971-Dec 197S re AEC decision 
to lift embargo on enrichment of foreign U in US, initially 
announced on 731127 

HANSN.O H Keck. Mahin << Cate 82/03/24 Office of 
Administration 2pp 12876 397 


8204290108 Discusses procedures for issuance of dismantling orders 
under 10CFR90 82 Fast prO'Cedures da not comply u/present 
understanding L practice as to what constitutes adequate 
notice to intereeted persons 

ENOELHARDT, T F Atomic Energy Commission 73/11/19 BHOVHOUTiD J 
Atonic Energy Commission 2fp 13907 064 


— 8204290127 IE Special Insp Rapt 90-070/78-02 on 700426-27 Mejor area 
Inspected special unannounced insp of allegations of unsafe 
conditions received in anonymous Itr 

DDDDB.R T , KIRBCH.D . PATE, R Region S. 9an Francisco. Reactor 
□peretlons Nuclear Support Branch 73/08/11 llpp 12907 114 


•8204290202 Submits status rept re radionuclides used in medical 
diagnosis L thsrapy ti certain industrial applications 
BRINER, H H Affiliation Unknown 77/10/28 CUNNIMOHAH, R E 
Division of Fuel Cycle h Material Safety 3pp 1270B 017 


3204290169 Forwards physical security requirements for radioisotope 
power generators fueled w/byproduct me t I, emirgcnc y plan for 
radioisotopic power generators h related info, in reeponse 
to 790701 Ur. 

KRAUTER, 0 E Navy. Dept of 231 79/10/08 Licensing Management 

Branch 13pp 12906 320 


— B2042 90840 Application to amend License 8NM-1 194, author 1 1 ing possession 
It use of 100 g PU-23B for end test program environ tests of 
solid solution cerment fuels 

LANOFQRD, 0 R Navy, Dept of 1860 70/09/19 Atomic Energy 

Commission 2pp 12906 239 


—62042 90844 Forwards notice of violation from insp on 780617 It IB 
ENSELKEN.R H Region 8, Ban Francisco, Office of the Director 
78/06/30 01LCHR18T, R D Nevy.Dept of 2pp 12906 243 


—8204290849 Notice of violation from Insp on 780617 I, IB Noneompl lente 
noted failure to establish procedures for safely opening 
packeges containing licensed matl I, possession of Pu in 
eictes of authoriied limits 

♦ Region 8, San Francisco, Office of the Director 73/06/30 Ip 
12906 249 


— 8204290331 Endorse* end application to amend License SNH-1194 
JONES, TF Navy, Dept of 1290 70/04/24 Atomic Energy 

Comfflteilon ip 12906 246 


—9204290539 Application to amend License SNM-nS4 to permit possession 
It use of 1 fflCi Pu-239 as plated alpha sourca* 

MACKENZIE. H M Navy, Dept of 1250 70/03/27 Atomic Energy 

Coflimisslon Ip 12906 247 


—6204290560 Forwards response to 691107 request for addl info in support 
of application to amend License 8NH-11S4 

JCNE8, T F Navy, Dept of 330 69/12/31 Atomic Energy 

Commission Ip 12906 249 


—6204290562 Respond* to 691107 request for info in support of 690926 
application to amend License BNM-1194 Closed shuttle tube 
»g* is used to transport samples from rad lochemlstry hood 
Into reactor after irradiation 

LrtgOFORD, 0 R Navy, Dept of 330 69/12/18 Atomic Energy 

Commission 4pp 12906 230 


—6010890091 Ack receipt of 800680 application for ranaual of Mail/ 
Byproduct License SNM-1154 Section 2 C of request ha* been 
fffiulti continuffd teitlng ar* too numaroui to 

CLNNINOHAM?fi*E*^**Lle*nilng Management Branch, 16733 80/10/06 

Navy. Dept of 2pp 12906 026 


8204290362 Responds to FOIA request for access to transcripts of 
Commission closed meeting* of 811116,10 I, 19 re suspension 
of fuel loading tt low power testing license Transcripts 
withheld <ref FOIA Eiemptlon 3> 

CHILK.S Office of the Secretary of the Commission 02/04/21 
HOFFMAN, D E Knlght-Rld d or Newspapers 2pp 12919 001 


8204290998 Addl response to FOIA request for four categories of 
documents re investigation of false info conveyed by util 
during 811103 meeting at facility Forwards 020120 memo tt 
news article, App documents withheld (ref FOIA Eiemption &> 
FELTON.J M Division of Rules and Records 82/03/04 
FLEISCHARER, D Af ft Mat i on Unknown 2pp 12895 026 


8204300003 Responds to FOIA request for five categories of documents 
re Sept 1979 rept, "fiBCotrunendatlons of TMI-2 IE 
Investigation Team " Appro* 170 pages of matl being placed 
in PDR 

FELTON.J M Division of Rules and Raeords 82/04/02 WEJBB.E R 
Union of Concerned Scientists ip 12920 038 24X 

Fich# 50-000,82/04/02,0204300003 


—7912180021 Discusses criterion of App B to lOCFRSO re independent insp 
effort Concur* w/positlon that licensee QA programs for 
operation are deficient in audits of many routine tasks 
BRYAN, 0 E Division of Reactor Operations Inspection* 79/09/26 
HLNTER.O R Division of Reactor Construction Inspection Ip 
12920,149 24X Flche: 90-000, 82/04/02, 8204300003. 


—8001170209 Forwards memo re procedure for conduct of best to measure 
RC8 vol change 

JORDAN, E L Division of Reactor □psrationi Inepections 79/12/07 
ROBB, D P Division of Project Management ip. 12920 129. 


— 8001170212 Discus*** conduct of test to measure RCS vol change from hot 
shutdown/hot standby condition to hot full power condition, 

HU4TER, D R Region 3. Chicago, Office of the Director 79/11/19 
JORDAN, E L Division of Reactor Operations Inspections 3pp 
02333 1S3 


—0003040469 State* no further action planned re criterion of Appendix 8 
to^lOCFRSO, "Independint Insp Effort " 

NOlAN.F J Office of Inspection I, Enforcement, Office of the 
Director 80/01/19. MUNTER.D, R Region 3, Chicago, Office of the 
Director ip 12920 194 


0204280048 Forward* NUfiEO-0886 in rtspons* to 
re tub* problems W/o end 
FELTON.J, M Division of Rule* and Record* 
Afflltablon Unknown Ip 12078 322 


820403 request for info 
82/04/16, LEE, D E 


8204280090 
LEE.D E 


Requests NRC Fsb 1982 
Affiliation Unknown. 


rept r# tub* problem* 
88/04/03 FELTON, J M 


Rules and Rscordi Ip 12B7B'323 


Division of 


— 8004040781 Discusses need for inspector training In license* QA/QC 
program! Recommends that DR Hunter develop inspector 
tra inlng program, 

BRYAN, 8 E Division of Reactor Operations Inspections. 79/11/26 
COBB, L. I Eseeutlve Officer for Management & Analysis ip 
12920 153 24X Fich* 90-000,82/04/02.0204300003 
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--B0040407B3 Foruar4« Rfi Martin upitataii namD trantnl tt Ing program changi 
racemmandatlona preparad tg OR Hunter Agree* u/recommend ed 
IE program cltangei i Inipaetsr tralningi tut recammendt IE 
circular rather than bulletin. 

ORIER. B H Region 1. Philadalp hiar Office of the Director. 

79/06/82 MOSELEY. N C Di vial on of Reactor Operations 
Inspections Ip 12920 i4B 


— 60O4O407fi5 Forward* undated program racammendat 1 o^n for consideration 
Believes program he* substantial merit 

M/RTINiR D Division of Reactor Construction Inspection 
79/06/22 ALLAN. J H Region 1. Ph 1 ladelphle. Office of the 
Director ip 12920 147 24J( Fichs 50-000,82/04/02,8204300003 


--8004040786 Discusses IE tnsp program t. licensee OA program ueabness 
requiring NRC review Proposed IE bulletin U proposed 
temporary instruction end. 

HINTER. D R. Division of Reactor Construction Inspection. 

79/06/82 MARTIN, R D Division of Reactor Con«troction 
Inspection. Bpp. 12920 1S9 24X FI c he. 80-000, 82/04/02. 

8204300003 


—6007030460 Sutniriar 1 1 es special effort re void forme tions in BWJ PWR* 
Inadequate codes for predicting transient response 
substantiated differanca between actual t< predicted 
transient* NRG it BbM reviewing issues 

HIMTER, D R Division of Reactor Construction Inspection 
79/18/03 OAOLIARDO, 0 E Division of Reactor Construction 
Insptctlen Spp. 12920 122 


--8007030471 Summariies audit of overfeeding transient at B&U plants 
Audit of transient fallowing reactor trip from lOOX power 
including consideration of reactor vessel head water tc metal 
tempt, revealed RCS pressure decrsaee was due to voids 
HINTER, D R Region 3> Chicago, Reactor Construction & Englnetrlng 
Support Branch BO/02/11 JORDAN, E L Division of Reactor 
Operations Inspections. 8pp 12920: 130 


— Q007030473 Dltcussss B00226 turbine trip at 1,423 psig Detailed audit 
of transient parameter* should be mede to eiplaln anomalies 
In data which Indicate void formation occurred soon after 
trip b stopped natural circulation 

HiMTERrD R Region 3, Chicago, Reactor Construction b Engineering 
Support Branch BO/04/30 JORDAN, E L Division of Reactor 
Operation* Inspections 3Spp 12920 134. 24X 

Fichs 30-000,82/04/02,8204300003 


"B01U00349 Notifies that action item tracking sye re PHR auxiliary 
feedwater Is being modified to ref NUREOs-0611 b 0660. 

JORDAN, E L Division of Reactor Operations Inspections BO/08/06 
HEISHMAN, R F Region 3, Chicago, Reactor Operation* Nuclear 
Support Branch Ip 12920 034 


--8804300036 Advises that NUREQ-06H encompasses concern re eelsmlc 
design criteria of condensate storege tanks raised by 
transfer of lead reipone lb 1 1 1 ty from IE NURE0-06AO Action 
Item IT E 1 1 addressee same concern 

NO/AK, T Assistant Director for Operating Reactors B0/O7/28 
JORDAN, E L Director's Office, Office of Inspection and 
Enforcement Ip 12920 053. 


— 8204300061 Advises thit NRR generic Itr on ventilation valves should 
result In reducing frequency of or eliminating operation of 
large vent 1 lation valves for purging If not, data should be 
obtained on which to base recommendation for design change. 

JORDAN, B L Division of Reactor Operation* Inspection* 

IEC-77-ll 78/11/16 DANCE. H.C, Region 2. Atlanta, Reactor 
Operations Nuclear Support Branch. Ip. 12980 068 


—0204300117 Advises that evaluation of accident Indicate* that primary 
*9* power operdted relief valve* In Mestlnghouse PHR* should 
be considered safety-related b upgraded b should be covered 
by specific Tech Spec requirement. 

HLNTBR, 0 R Region 3, Chicago, Office of the Director 77/02/11 
FIORELLIiO Region 3, Chicago, Reactor Operations Nuclear Support 
Branch, Ip 18920' 077. 


•8204300146 Forwards DR Hunter 770329 meno to 0 Fiorelll re Uestinghouse 
PM secondary power operated relief vatvei Evaluation re 
whether more rlgoroue control of valves should be Included 
In Tech Specs requested, W/o end 

FlQRELLItO, Region 3, Chicago, Reactor Operations Nuclear Support 
Branch. 77/04/07 8EYFRIT, KV. Office of Inspection b 
Enforcement, Office of the Director. Ip. 12980* 083. 


'8204^0151 Advisee thet although review of PHRs indicates no extreme 
safety hazard during postulated tube rupture, open tseuee 
•emeln Issues include dependence on nonsaf ety-r e leted 
quipment b lack of Tech Spec oparabilltu requirements. 

** Region 3, Chicago, Office of the Director, 77/06/29, 
ifwlCKi fi. F Region 3, Chicago, Office of the Director, 8pp. 

ftOz. 


— 8804300160 Discusses Issue of safety requirements for Nestlnghousi puq 
primary b secondary power operated relief valves because of 
use in mitigating tube rupture accident Upgrading not 
necessary re use in such event alone 

8EVFRIT, (i V Office of Inspection b Enforeoment, Office of the 
Director 77/05/05 FIORELLI.O Region 3, Chicago, Reactor 
Operations Nuclear Support Branch 2pp 12920 088 


"6804300214 Recommends upgrading of inspector competence through 
training in basic regulatory document s, e xams b evaluations 
b es tab 1 ishment of training group within each region 
HLNTERiD R Region 3, Chicago, Office of the Director 79/11/09 
OLACKUOOD.E D Region 3, Chicago, Office of the Director 3gg 
12920 136 


— 0204300231 Forwards draft of proposed IE Circular 79-XX re 
applicability of Criterion X to lOCFRSOiApp D, for review b 
comment 

BRYAN, 8 E Division of Reactor Operations Inspections 79/10/23 
VAaSALLOiD B Division of Project Management MATTSON, H J 
Division of Systems Safety EISENHUT. D 0 Division of Operating 
Reactors 3pp 12920 150 


— B20430023B Renews recommendations for requirement of license program 
review b internal aud 1 ts, upgrading of IE inspector training 
b requirement for In-depth Insp by IE ra safety-related 
actlviti es 

HINTER, D R Region 3, Chicago, Office of the Director (81/03/Qll 
81/03/83 MOSELEY, N C Division of Program Development b 
Appraisal 3pp 12920 ISS 


8804300017 FOIA request for Info on nuclear energy 

HUL8, K Affiliation Unknown 02/04/22 FELTON. J M Division of 
Rules and Records Ip 12920 179 


8204300018 Responds to FOIA request for info on nuclear energy Annual 
rept for 1980 end W/o end 

FELTON, J.M Division of Rules and Records 02/04/26 HULS, K 
Affiliation Unknown Ip 12920 180 


OEM TK IB GENERIC TECHNICAL ISSUES 


8204280039 Responds further to FOIA request for three categories of 
records pertaining to TKI action plan tracking sys Documents 
responding to Categories 0 b C of request placed in PDR 
FELTON.J M Division of Rules and Records 82/03/86 8KOLLV, B C, 
Union of Concerned Scientists 3pp 13033 002 


—8104020078 Discusses assignments for Div of Safety Technology re 
NUfIEO-0660, ac tlon plan mgt b capability to handle specific 
as* ignments 

MWILEY, T E Division of Safety Technology 61/03/24 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp I2B03 189 


IbE INSPECTION AND ENFORCEMENT 


8S08040110 IE Bulletin 62-01, "Alteration of Radiographs of Uelds in 
Piping Bubassombl ies " 

• Director's Office, Office of Inspection and Enforcement 
82/03/31, 5pp 12623 296 


6202040126 IE Info Notice 82-10, "Following Op Symptomatic Repairs 
to Assure Resolution of Problems " 

* Director's Office, Office of Inspection and Enforcement 
82/03/31 3pp 


B208040131 IE Info Notice 82-09, "Cracking in Piping of Makeup Coolant 
Line* at BbM Plants " 

* Director's Office, Office of Inspection and Enforcement 
08/03/31 4pp. 24X Flche 30-000,82/03/31,8802040131 


8804070444 EN-0a-OO9 on 020408, notice of violation b proposed 
imposition of civil penalties will be issued to licensee 
Action based on failure to maintain constant surveillance 
h control of nuclear moisture density gauge 

FLACK, E , LIEBERMAN, J Director's Office, Office of Inspection and 
Enforcement 82/04/03 ip 12566 320 


8S04070SS6 PNO-1 1-82-034' on 620401, mechanic-craftsman imployas 
arrestsd b charged u/communlcatlng bomb threat Threats 
occurred 820319 b 23 Suspect access to facility suspsnded 
920326. Fur th sr action not planned 

OOOEE, R H. Region 2, Office of Director 82/04/02 Ip 12576,230 
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eao4080&ZO PNa'I-6S-0S9 on QE0330<6 <nCi I-lSt coptulo ditcovartd 
nltitn} 8i bdltvtd dlicardtd In normal tra«h>nou burlad 
undir 2-fb of aarth at BracktontMA landfill Landfill will ba 
atirvayad. 

vJOHWSEN.J . KINNEMAN. 0 Ragion 1, Office of Director B2/03/31. 
Ip 12999 121 


620419023& PN0-I~Q2-032 on B204l3<t1ar 1902 TLD for llctnaae cantr-actor 
< Henkata-McCo^ luorker read 10 rent Cauaad bv Individual 
working in laundry throughtout Kar 1982. Hot ker removed from 
dutiei Inveat igatlon pending. 

HCCME Region l< Office of Director as/C4/U. Ip ia721'9S7 


8204120161 PNO'I n*-B2-034 on S1062Qi med leal technologlit received whole 
bodg cepoture of 9 710 rema while attempting to correct 
malfunction of Co-60 taletharapy machlnt Technologlit 
roAOvad from ell radiation related work 

BlWOlMjR.E j SRENIAMSKIiD J Region 3, Office of Director 
B2/04/06. ip 1263B 133 


8204120323 PNO-l-BB-OSO on B20407> 1 Icaniee reported receiving package 
containing 1 mCi In-tll labilled monoclonal antibody Bottom 
of package wai wet ti vial containing tolutlon broken Package 
received f rom Hybr 1 techi Inc 

FRIEDMAN, L F < RINNEMAN.O D , JOYNER, J H Region 1, Office of 
Director B2/04/07 Ip. 12634 089 


8204120371 PN0-1II-B2-O39 during 820312-10, patient received beletharepy 
■dnlnietratton reiulting In total dote of 3,000 rada to 
pelvic area. Total preierlbed dole For treatment period 
ihould have been 1, 900 rad, 

5RENIAH8KI D J , ROV, 0. H Region 3, Office of Director B2/04/07 
Ip 12639 092 


6204120373 EN-B2-01t on 620412, notice of violation l< notice of propoead 
impoiltlon of penalties will be isaued baied on failure to 
adeiiuately evaluate dlecharga of 1-131 from hood in nuclear 
pharmeeg, r etui ting In aiceaiive relaasti 

FLACKiE , LIEBERMAN, J Diractor'i Office, Office of Impaction and 
Enforcement 82/04/07 Ip 12639 160 


8204120400 EN-B2-010' on 820412, notice of violation ti notice of proposed 
Imposition of civil psnalttes to be Issued to licensee 
Action bated on alleged noncomp 1 lance re loss of exposure 
device containing 24 Cl of lr-t92 on 810119 

FLA01,E . LIEBERMAN, J Director'! Office, Office of Inspection and 
Enforcement 82/04/07 Ip 12640 230. 


8204120420 EN-e2-012’ 820413, notice of violation U notice of proposed 
Imposition of civil penalties will ba Issued to license* 

Action based on alleged violations Involving failure to 

perform adequate survey t< radiation axposure to tmployae 

FLACK. C , LIEBERMAN, J Director's Office, Office of Inspection and 

Enforcement 82/04/08 Ip 12640 181 


B2D4140093 Partial rasponse to FOIA raquest for documents dlicuealng 
gecvrlty problems t< describing or recommending emergency 
plans for test l< research reactors Portions of PN9-79-096 
withheld (ref FOIA Exemption 31 

FELTON, 0 M Division of Rules end Records 82/01/22, LEVI.M 0 
Critical Mass Energy Project 2pp 12672 244 24y 

Flche 90-000.83/01/22,8204140093 


8204140360 PNA-V-82-04 on 820322, rad iographer ovartxposed to 30 Cl 
I-19B while completing radiographic operations on 
plptllna Medical attantlon adminlstcrad to radiographer 
No prtaa release Issued. 

DDDA,R J Region 9, Office of Director 82/04/09 Ip 12663 977. 


830419003S Responds to PDIA request for all stud las, rep ts t< aurveye 
conductad by NRC/AEC re radiation levels in Hast Chicago, IL 
from 1970 to present h bldg at 189 Heat Washington, Heat 
Chicago,, IL from 1940 to pretant Records listed in app end. 

FELTON. O M Division of Rules and Records. 81/12/21. SCAFFNER.M 
Albert F Hofeld, Ltd 3pp. 12708 101 


— 8204190181 pNO->n 1-76-046, on 760709. anonymous allegation racelved that 
thorium ore procaiilng residua dumped In park In Weit 
Chicago Excess radioactivity levels noted in survey 
conducted on 760709 

PAOLIARO.J, A Region 3, Chicago, Office of the Dirictor. 

76/07/12, Ip, 12708,291 


—8204190164 PND-1 11-76-047' on 760714, fol lolng coorillnattan meeting wY 
State of IL, efforts will be directed toward completing 
eurvtyi at park t releasing tennis courts at Reid Kapgitr 
Park to public use. By 760713, 60X of park released. 

PAOLlARO.O A Region 3, Chicago, Office of the Director. 

76/07/14 3pp. 127081287 ' ' 


—8204190194 PNO-I J I-76-049i on 760714, 99X '!»f Rfed-KqppliT Park ral eased 
for Public uee Skat* ef IL will gfid-type survey of 

grim# disposal area, „ 

PAOLIARO.J A Rtglon 3, Chicago, Office of the Director 
76/07/16 tp. 12708,286. 


8204200100 PN0-I-B2-027A' on 820419, leak Idantifiad on 820337 in upper 
shell to conical section weld of steam generator 33 further 
defined as hole w/llncar Indlcationi extending .downward 
Licensee continuing to test ic evaluate condition! 

BAJNACK, H Region 1, Office of Director 82/04/19 Ip 12742: 120. 


8204230447 PNO-I 1 1-82-043' on 820416, therapy mltadmlnl strat 1 on 
resulting In dose of 12,000 rads to patient uterus during 
treatmsnt period 820409-12 d 1 scovered. Caused by wrong 
activity source in applicator Special in*P being conducted 
SRENIAWSKI.D, J , RAY, <7 H Region 3, Office of Director 82/04/19 
Lp. 12808 089 


8204330008 Responds to FOIA request For 11 categories of records re 
Kerr-McOee Chemical Corp It former alte at 169 Hast 
Haehlngton St.Hest Chicago, IL App listing FOIA requests ra 
corporation ti documants provided 

FELTON.J.N Division of Rules and Records 81/12/21 NICKLES.P J 
Covington L Burling 11pp. 12841' 161. 


8204260287 PNO-V-82-017: on 820419-20, 1 1 censee performed visual Insp 
on portion of auxiliary feedwater onca-through steam 
generator discharge header in B generator Header deformation 
an outside face u'nevan V concave 

YOUNO.T Region 9, Office of Director 82/04/20. Ip 12B39: 178 


8204280131 PND-1 1-82-049, on 820421, unldant i Fled man telephoned Crisis 
Intervention Ctr in Hliml,FL etatlng that bomb was planted 
in fossil or nuclear units. No bomb found Normal oparationi 
resumed 

TILLMAN, A Region S, Office of Director. 82/04/22 2pp. 

12870 248 


8 204280218 PND-1 1-82-039' on 820419, inadvertent actuatldn of sirens 
occurrtd dlurlng monthly growl test bslng conducted by State 
□f TN Caused by malfunction of telephone llnei which carry 
actuation signal 

JENKINS.O R. Region 2, Office of Director 82/04/13 lp 
1 2870. 30 1 


8204280291 PNO-l 1-82-041' an 830418, while transferring gae from waste 
gas ovarhaad surge tank to waste gas decay tank , pressure 
relief valve lifted causing release of ftsslan product gas. 

No bldg evacuation necessary 6 no personnal overexposed 
HAROIN.A K Region 3, Office of Director 82/04/19 lp. 
12864.037 


8204280444 FNO-II-82-037; on 820414, contractor eecurity guard 
accidentally shot lelf in lag while working w/gun 
TILLMAN, A D Rtglon 2, Office of Director, 82/04/14. lp 
13867:319 


8204280443 PNO-I 1-83-046: on B204S0. 1 Icaneaa notified Region 2 that 
90 1-123 seedi totelllng 29 mCl, mlepleced on 820430, were 
located tt recovered Intact on 830432 No personnel exposures 
r eportid 

* Region 2, Office of Dirac tor. 82/04/23 lp 12867*338, 


8204280507 PNO-l 1-82-40' on 8201 14. memb era of Louisa County Board of 
Supervisors & five senior VEPCQ officials ware axposed to 
O 096 mram Rb-SB during plant tour Two employeas lutpendad 
for changing lansitlvity of monitoring davlcs*. 

HARDIN, A K Region 2, Office of Director 82/04/16 3pp. 

12S67 271. 


B204SB0947 PNO-l 1-82-042, on 820417, fire discovered In steam generator 
rapalr bldg located near Unit 1, Both reactors not effected 
by fire Fire estlngulshad by Surry County fire dept plant 
fire brigade. Cause not known 

HARDIN, A K Region 2. Office of Director 82/04/19. Spp 
12867:061. 


MIBC . PUBLIC DQCUhEMT ROOM MISCELLANEOUB 


8204010096 Forwards draft Itr proposed for Issuance within NRC to 
obtain guidance re compliance w/App R either directly or 
through exemption process Unresolved items dlscugsad.Ltr 
to be Sent to all holders of OLs li CPs 

COUNBIL, H, O. , CUTTER, A. 8. Nuclear Utility Pita Protection Oroup, 
83/00/16, VOLLHERi R. H, Division of Englnearlng. S6pp. 12492'026, 
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BSOAOfOO^l Forufariis action (ummarg rtpi of Multi'Plant laautf B-36iE-06 
& e-07.ploi TMl lltua* F-20 l< F-aiifo)' Oct 19ai-Fab 1983 
CON^eRtE L Oparating Rtactorf Branch 3. 83/03/15 ei8ENHUT< D 0 

Dlvliion 0# Lleanilnfl. NQVAK>T M AaaSatant Olractor for Oparatlng 
naaCtoT* 5pp 13633.376 


B2042S0038 Cenmantt on concarn ralcad bi/ conatituant 811139 Itr ra 
4iualltg of itaal pipa uttd In nucltar peuar planti 
DlRCKSiW J Offlct of tha Exaeutiva Dlroeber for aparailon* 
BS/Q3/30 CRAMSTON. A Sanata 6pp 13823:047 


— B204S3003S Requaat* comnanta on problam of quality of itaal plpa uatd 
in nuclaar peuar plantar par E Baaraa Itr 

CRANSTON. A Sanata 83/03/03 Offlct of Conpr tat lonal Affalra 
4pp 13822 053 


BS042S0044 Foruard* quantltatlva fira haiard analyiii ra lOCFftSOiApp Rt 
flra protaetion rule for oparatinp planta. 

MCOfRRYiJ N. Dabavolia b Llbariran, 82/03/09. Dabavotai b 
Llbarman 14pp. 13833 097 


B2042S0064 "Crltlqua of 8andta/UL Tuanty-Feot Saparation Taat 
Program " 

a Englnaarlng Planning b Kanaganant. Inc. 83/03/01 7pp 
13823 336 


8304380005 Complataa 830334 raapenaa to Itr a ra tfallaca Suparlor 
ttatamani of policy Praaant uordlng of atatamant la 
Inconaiatant ui/ltr b apirlt of Sactlon 810 of Enargy 
Raorganliation Act fc Atomic Enargy Act. 

ORO86O1A Rulamallng b Enforctmant Dlvlalon 83/04/88. 
BARRETT, T F. Affiliation Unknoun Ip 18870 841. 


8804380006 Foruarda draft motion b partial raaclaaien of Mar 1981 ordar 
ra wort hour reatrlctloni for ravlau U/o and. 

BURfB. S e Rulaimaling b Enforcanant Dlvlalon. 83/04/33 
CAHPSELt..L, Marston. Sachar Munni Kataa> Kaduahtn b O'Hara. Ip. 
13870 340 


6204380139 Foruarda apaachaa ra molatura movamant nodal a b 
charactariatlca 

LARKINS.P , RESMER.J, Dlvlalon of Taehnical Information b Bocumant 
Control BS/03/24, MCKNIGHT. J Oocumant Managamant Branch. Ip 
13877 349 


— 8204380144 Spaach antltlad "Oamma Ray Attanuatlon By a for Studying 
Hovamant of Molatura In Model tandflll Cover,'' praaantad at 
830331-0604 American OtpphyaUa Union apring maatlng. 

Hydrology Oactlon In Phi ladalph la, PA 

HfRRia.H J H niinolt. State of 83/03/31 Ip. 13877:350. 


— 8804380157 Speech entitled "9ol l-Molatura Charactariatlca b Hydraulic 
Conductl vl by of Compactad Flna^Orainad 8olta for Uae in 
Covara at Haata Dlapoaal Bltta, " praaantad at 830331-0604 
apring meeting of American Oaophyalca Union. 

KLEIN, 8 , UOHNBON, T. , CARTHRIOKT. K. Illinola, State of 82/03/31 
Ip. 12077.351. 


— 8304580167 Spaach antltlad "Modal Ing of Molatura Movement Through 
tayarad Covara Daalgnad to Limit Infiltration at Lou Laval 
Raduaata Oiipoaal Sitaa," praaantad at 880331-0604 apring 
meeting of American Oaophyalca Union, Hydrology Sactlon 
JOHNSON, T M , R0J8TACZER, 8 A , CARTHRIOHT, K. Illinola, Stata of 
88/03/31 Ip. 13B77. 358. 


— B204S80171 Spaach entitled "Staiua of Aetivltiaa on Low Laval 
ftadwaata Compacta, " praaantad 830324 at AIF Fuel Cycle 
Confaranea in New York.NV. 

BRENNEMANiF N. Rtglon 1. Office of Director. 88/03/84 Bpp 
18877.353. 


B3042B0328 Rtquaata meeting to dlacuaa aealatanca re efforta to 
evaluate aff ac tivaneaa of currant nuclaar emery aney plana. 

FINUY8ON1 F. C. Atrotpacf Corp, 83/04/19 ORIMESiB.K Dlvlalon of 
Enargancy Frtparadnaie Ip. 13365.329. 


8304390264 Forwirde fumaiarg of 820181 maatlng w/NRC In Bethaada«MD re 
fira protection requlramanta. 

CQUNSIL.H Q. Nuclear Utility Fire Protection Group. COUNSXL, W. 0. 
Northtaat Utilltlea CUTTER, A B Carolina Pouar b Light Co 
08/08/09. VOLLMERiR. H. Dlvlalon of Englnatring, ISpp. 18693 056. 


8804890272 Forwarde aummary of 620817 meeting w/NRC in Dethaada, MD ra 
raeolutlon of fira protection raqulramante. 

COUheiLtW 0., CUTTER, A. B. Nuclear Utility Fir# Protaetion Orotfp. 
COUNBILtU e. Northeaat Utllltiaa Sarviea Co. 82/03/05. 

VDLlMERiR.H Dlvlalon of Englnaarlng. 6pp 18898:828. 


—8304390279 Foruarda aummary of B301S1 meeting w/NRC in Dathaads, HO ra 
fira protection raqulremants 

CCUNSILi W 0 , CUTTER, A B Nuclaar Utility Fire Protection Oroup 
CaUNSlL,ilO Northaoat Utilities Service Co 82/03/0? 

VOLLHERi R H Division of Engineering 34pp 13692 334 


8204300432 Conflrma 820426 talcon ra Indemnity Agreement B-30 
DLUOOa.L Johnaon b Hlgglna Insurance 82/04/27 DINITZ, I 
Antltruat b Economic analyaia Branch (Utility Finance) Ip 
12883 SI I 


NUREO NURE9 REPORTS AND RELATED CORRESPONDENCE 


8104030078 Dlscusaas aaalgnmants for Div of Safety Technology re 
NUREO-O66O1 ac t ion plan mgt b capability to handle specific 

aaeignmanta 

HURLEY, T E Division of Safety Technology 81/03/24 DENTONtH R 
Office of Nuclear Reactor Regulation, Director Spp 12833 169 


8203190230 NUREO/CR-2333 V03 

NUCLEAR HASTE MANAGEMENT TECHNICAL SUPPORT IN THE 
DEVELOPMENT OF NUCLEAR HASTE FORM CRITERIA FOR THE NRC 
Teak 3 Haste Inventory Review 

MAJUMDAR,D , INDUSI.JD., HAAKTALA, H K Drookhaven National 
Laboratory FIN A-31Se ONL-NUREO-S145B 52/02/3S Diviaton of 
Haate Management Ip Available at NTIS $7 50 12513 14! 


8203290375 Forwards Revision 3 to draft NURC(J-08ia. "C-E STB " 
STELUOiV Regional Operations b Generic Requirements 83/0-3/25 
EISENHUT.D 0 Division of Licensing JORDAN, E L Director's 
Office, Office of Inspection and Enforcement MAUS8HARDT,R R 
Office of Nuclear Material Safety b Safeguards, Direc tor 3pp 
12431.042 


—0203290385 Forwards Revision 3 to draft NUREO-0218, "C-E STS." 
HANAUER, S H Division of Safety Technology 82-033 02/03/01 

STELLO, V Regional Operations b Generic Requirements SO-Spp. 
12431 04 5 


8303290550 Package of two comments ra proposed NUREG-OStS, 

''Emergency Action Levels for LHR " 

SULLIVAN, T J Consumers Power Co BRADBURY, R. 0 Stone b Habitar 
Engineering Corp 46FR61186 82/02/22 Docketing b Sarvicas 

Branch 2Spp 13450 354 


6203310145 Foruarda rapt ra history b present status of 
instrumentation ays for detection of Inadequate core 
cooling In preparation of Committee to Review Generic 
Requirements review of TMI Action Item 11 F 2 
0EN1X]N,H R Office of Nuclear Reactor Regulation, Director 
62/03/16 STELLO, V Regional Operations b Oeneric Requiremanta 
2pp 13514 351 


—0304020525 "Status Summary TMI Action Plan tl F 2, Instrumentation for 
Detection of Inadequate Core Cooling," prepared for 
Committee to Review Oanarie Requirements 820324 briefing 
» Cere Performance Branch 02/03/31 45pp 12514 353 


8204010150 Forwards comments on proposed policy statement on safety 
goal for nuclear power plants 

DERBY, B L. Hltan Consultants, Inc 45FR71083 012 02/03/25 

CK1LK,B J Docketing b Services Branch Spp 12470.016 


8204010303 Comments on draft rapt, "Interim Source Term Assumptions 
for Emergency Planning b Equipment Oual 1 f Ications, " b on 
NUREG-0772, "Technical Bases for Estimating Fission Products 
Behavior During LHR Accidents " 

STRATTONiH R Affiliation Unknown 63/03/26. HULMAN, L 0 Accident 
Evaluation Branch 7pp 18477 814 


6204010456 Comments on proposed rule 10CFR50 re Interim requirementl 
related to hydrogen control Opposes rule 

OELCeOROE, L 0 Commonwealth Edison Co 46FR622ei 012 B2/03/25, 

Docketing b Services Branch Spp. 13485 282, 


8204010531 NUREO/CR-3000 VOl N1 

LICENSEE EVENT REPORT <LER) COMPILATION For Month Of 
January 1982 

• Oak Ridge National Laboratory FIN fi-lSB3 0RNL/N8IC-3OO 
62/03/31. Dlractor's Office 33pp Available at NTIS 90.00 
12489. 165 


8204010540 NUREG/CR-1BS3 V03 

DISTRIBUTION COEFFICIENTS FOR RADIONUCLIDES IN AQUATIC 
ENVIROhtlENTS Comparison Of Dialysis And Constant Shaking 
Eipariments For A Sediment-Hater Syetem From Cattaraugus 
Creek, New York. 

SIBLEY, T K Hashlngton Univ FIN B-S749 83/03/31, Division of 

Health, Siting b Environment, 40pp Available at NTIS 93 00 
1 2489 ‘359. 
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e204010M& NUREO/CR-SS^l 

ENVIRONMENTALLY ASSISTED CRACK I NO IN LIOHT WATER REACTORS 

critical issues and recommended research 

SHACKi W J > NICHOLS. R A . KASSNER. T F Argonns National LBboTat□^g 
FIH AoZaiE ANL-82-3 SS/03/31 Offtca of Nuclear Regulatory 

Research. Director 190pp Available at NTI6 1S467 ICO 


8204010948 NUREO/CR-2437 VOS 

LIOHT -WATER-REACTOR SAFETY RESEARCH PROGRAM Quarterly 
Progress Report. July-Sep tember 1981 

MAEBEY. U E . TILL. C E Argonne National Laboratory FIN A-BOIA 
ANL -61-77 VOS QS/03/SI Office of Nucleer Regulatory Research. 
Director 106pp Available at NTIB 12487 015 


BSO4OS00SS NUREO/CR-2476 VOl 

A STUDY OF TRENCH COVERS TO MINIMIZE INFILTRATION AT WASTE 
DISPOSAL SITES Tail I Report - Ravlew of Present Practices 
And Annotated Bibliography. 

HERZOG, a . CARTWRIGHT. K . VOHNSON. T Illinois. State oP. FIN 
3-8965 82/03/31 Division of Waste Menegenient S94pp 

Available at NTIS *7 90 12493 137 


8204020093 NUREO/CR-1853 VOS 

DISTRIBUTION COEFFICIENTB FOR RADIONUCLIDES IN AQUATIC 
ENVIROftlENTS Effect of Sedlfflent Concentration on 
Distribution Coefficients. 

SANCHEZ, A L . SIBLEY. T H. . HURTZ.E A Washington. Univ of FIN 
B-S749, 82/03/31 40pp Available at NTIS *3.29 12492 278. 


6204010991 NUREO/CR-2392 

REPOSITORY SITE DEFINITION IN BASALT PASCO BASIN. WASHINGTON 
GUZOISHI.R V . NIMICK. F D > MULLER. A D Sandia Laboratories FIN 
A-119B SAND81-20Se 82/03/31 Division of Waste Henagenent. 

210pp Available at NTIS «7 50 12466 134 


8204010993 NUREO/CR-2990 

PHAK SEPARATION PHENOMENA IN BRANCHING CONDUITS 
SABAN . LAHEY.R T Rensselaer Polytechnic Inst FIN B-9B73 
82/03/31 Division of Accident Evaluation SOQpp Available at 
NTIS *8 SO 12490 001 


6204010996 NUREO/CR-2909 

MATER I ALB TE8T~2 LOCA SIMULATION IN THE NRU REACTOR 
BABfCR.U 0 . HE8SDN. 0 M . KING, L L Battalia Memorial Institute. 
Pacific Northubit Laboratory FIN D-2277 PNL-4195 S2/03/31 

Division of Accident Evaluation 75pp Available at NTIS 
12491 OOl 


8204020010 NUREO/CP-0023 VOS 

EIOHTH MATER REACTOR SAFETY RESEARCH INFORMATION MEETING, 
e Office of Nuclear Regulatory Research. Director 82/03/31 
900pp Available at NTIS «14 00 12909 259 


6204090264 Foruards technical coaimenti on ORNL raptt NURE0/CR'-'26S9 ti 
□RNL/TM-B279 re source term asiumptlons for amargancy 
planning b aqulpieent ^ual if Icablon. Sour c e term values In 
rapts do not substantially differ from NUREO-0772 

HAUWER.D. H Offshore Power Bytteitis {subs of Wastlnghouse Electric 
Corp ) PST-NE-5S6 B2/03/30 HULHAN, L O Accident Evaluation 
Branch 7pp 12926 120 


8204070074 NUREO/CR-2311 

THE IMPACT OF IMPINGEMENT ON THE HUDSON RIVER WHITE PERCH 
POPULATION Final Report 

BARNTHOUSE.L. H , KIRK.B L. . VAN HINKLE. W. Oak Ridge National 
Laboratory FIN B-0423 ORNL/TM-7979 B2/03/31. Office of 
Nuclear Regulatory Research. Director 60pp Avallabla at NTIS 
12974 320 


8204070063 NURE0/t;R-B297 

INSTABILITY TESTING OF COMPACT AND PIPE SPECIMENS UTILIZING 
A TEST SYSTEM MADE COMPLIANT BY COMPUTER CONTROL. 

UOVCE. J A u. B. Naval Academy FIN B-7026. 02/03/31. Dlvlelon 

of Engineering Technology. 94pp, Avallabla at NTIS 44.29 
1 2999 017 


6204020012 NUREO/CP-0023 V02 

EIOHTH WATER REACTOR SAFETY RESEARCH INFORMATION MEETING 
e Office of Nuclear Regulatory Research. Director 82/03/31 
900pp Available at NTIS S14 00 12907 279 


6204070099 NUREO/CR-2539 

AM INTEGRATED REGIONAL APPROACH TO ENERGY FACILITY BITING 
KINCANMON. B F . RUTZ. W L Neu England Regional Commission. FIN 
B-6784 82/03/31 Division of Health, Biting L Environment 

24Bpp Available at NTIS *7.90. 12999 072. 


B204030017 NUREO/CP-0023 VOt 

EIOHTH WATER REACTOR SAFETY RESEARCH INFORMATION MEETING 
e Office of Nuclear Regulatory Research. Director 82/03/31 
500pp Available at NTIB 414 00 12909 2B7 


B204020020 NURE0/CR~1786 

MAINTAINABILITY ANALYSIS PROCEDURE <MAP> 

ENOl.D Bandla Laboratories FIN A-1060 BAND60-2497 62/03/31 

Office of Nuclear Regulatory Research. Director 70pp Available 
at NTIB 12912 249 


8204020027 NUREO/CR-2127 V04 

REACTOR SAFETY RESEARCH PROGRAMS Quarterly Report. Oe bob er- 
Oec ember 1901 

EDLER.S K Battclle Memorial Institute. Pacific Northuest 
Laboratory FIN D-2101 PNL-3B10-4 B2/03/31 Division of 

Accident Evaluation B7pp Available at NTIS 44 73 12492.191. 


S204020059 NUREB/CR~22BB 

COMPUTER SURETY Computer System Inspection Guidance 
e Laurence Livermore Laboratory e Telnelron Raieerch. Inc. FIN 
A-0143 UCID-1B979 B2/03/31 Office of Nuclear Regulatory 
Research. Director 163pp Available at NTIS 47 00 12492,320. 


8204020069 NUREO/CR-2144 

A CCMPENDIUM of COMPUTER CODES FOR LIOHT WATER REACTOR 
ANALYSIS 

BIENARZ.P p , PRASBINDS.P 0 . ENOIiD Sandia Laboratories. FIN 
A-1060 8ANDB1-1M2 82/03/31 Office of Nuclear Regulatory 
Research, Director 290pp Available at NTIS 12911 261. 


5204070100 NUREO/CH-2331 VOl N3 

SAFETY RESEARCH PROGRAMS SPONSORED DY OFFICE OF NUCLEAR 
REOLLATDRY RESEARCH Quarterly Progreas Raport, July 1- 
Saptimbar 30.1761 

CERBONE, R J , DIAMOND. D U . WEEKS, J R. Brookhaven National 
Laboratory FIN A-3014. BNL-NUReo-91494 62/03/31 OPfica of 
Nuclear Regulatory Research. Director 129pp Avallabla at NTIS. 
12999. 32B 


S204D70tl6 NUREO/CR-2399 

MIND TUNNEL STUDY OF OAB DISPERSION NEAR A CUBICAL MODEL 
BUILDINO 

LI.WW. , MERONEYiR N , PETERKA. J A. Colorado State Univ FIN 
B-9629 62/03/31 Division of Health. Siting fc Environment. 

112pp. Available at NTIS, 49 90. 12S92’ 101 


6204070121 NUREO/CR-2177 

THE EVALUATION OF MATHEW /ADPIC AS A REAL-TIME OIBPERBION 
MODEL. 

LEWELLETy.W 8 . SYKES, R I , OLIVER. 0. Aeronautical Research 
Assoclatee of Princeton. FIN B-0446. ARAP REPT 442. 62/03/31 

Division Of Health. Siting 6 Environment 14app Available at NTIS 
*6 OO, 12992 214 


8204070131 NUREO/CR-2300 VOl R1 

DRAFT PRA PROCEDURE GUIDE. A Guide To The Performance Of 
Probabilistic Risk Assasimants For Nuclear Power Plants. 

HICKMAN. J.W American Nuclear Sociaty e Institute of Elactrical I 
Electronic Engineers, FIN G-10O4 02/04/30 Office of Nuclear 

Ragulatory Rasaareh. Olracior, 200pp. Availabla at NTIS. 

12993. 001 


0204020068 NUREO/CP-0023 V04 

EIOHTH MATER REACTOR SAFETY RESEARCH INFORMATION MEETING 
a Office of Nuclear Regulatory Research. Director 92/03/31, 
400pp Available at NTIB 413 00 12904 001 


6204070422 Informs that tast facility used to r as pond to NUREG-097B 
Item II 0. 1 uas constructed at Wyle Labs facility in 
Huntsville, AL 

DENTE. TJ aWR Owners Group. BHROO-esOO. 62/03/26 EISENHUT, 0. 0. 
Division of Licensing 2pp 12979' 174 


0204020079 NUReo/CR~1669 

DISTRIBUTION COEFFICIENTB FOR RADIONUCLIDES IN AQUATIC 
ENVIROWtENTS, Final Summary Rsport 

SCHELL, MR,, SIBLEY, TH Washington, Univ of FIN B-9747 
62/03/31, Division of Health. Siting G Environment 30pp. 
Available at NTIS 4« 79 12493.136 


6204070639 Responds to FOIA rtguest for records r# svaluation qf Diabl 
Canyon by XVZYX Info Co. NUREG/CR'l999, BEB, Is available in 
PDR.Handwr tttan notes for 800424 msatlng end. 

FELTDH.J. M. Division of Rules and Records 03/01/19. LANPHER, L C, 
Kirkpatrick. Lockhart, Hill. Christophar L Phillips Ip. 12896:09 


6204060092 NUREe/CR-ia64 V02 

A STUDY QF NONEQUILIBRIUM FLASHING OP WATER IN A 
CONV6R01NG-DIVER01NO NOZZLE. VplUmt 2-Mod el in® 

N , BAHA.P Brookhaven National Laboratory, FIN 
A-3049, BNL-NUREG-91317. 62/03/31, Office of Nuclear Regulator 
Research, Director lAOpp, Available at NTI8 126141214. 
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6204060818 T*»ti«nang of NO Palladlno on NRC FVes budflot rf(iiiost btfor* 
SubcomnlttoB an Enargv tc Uator Divalofnant (< Comiriittia on 
ApfroprUb ion* 

PAUUDIMOjN J. Connlttlonar* 62/03/82 t7pp J26L9 04B. 24X 

Flchl 90-000.88/03/22. 6804060212 


•<-8204060869 ttaitmani of CoDiniiotlon position r* conclusion* ti 

rteoiMitndabi on* from NUREO/CR-1631 

UOALLiM K Kouko of Rop i Interior 1< Insular Affairs, 81/06/1? 
HENDRIEj J Commissioner*. Ip 1261?. 144 24>! 

Flche SO -000. 62/03/28. 6804090212. 


6204090298 Commont* re NRC Lons-Ranp* Research PlaniFY84-0B (draft 
NURES-07641 Plan not true long-range planionlg projection 
of current programs h programs planned to answer currant 
questions. 

BHEW10N.P ACRB - Advilorg Commlttse on Reactor Safeguards 
38/04/09. PALLADINO. N Commlss lensr s. 8pp 1862?' 161, 


6204190266 Commints on safttg goals re reactor safety. Opposes rule. 
MARTI NEAU.U P. Affiliation Unknown 4SFR71023 015. 68/04/06 

NRC - No Detailed Affiliation Given Ip 12697.19?. 


620414011? fleepanda to FOIA raqueat for reeordi re running of any 
versions of calculations of reactor accident eensequenets U 
MARCH computer codai for Limerick. Documents listed in 
App A and M/o NUREO-0719 

FELTON. J H Division of Rules and Records 82/02/28. ELLIOTT. C U. 
Thomas t. Hair. 2pp 18674:221 


6804140339 FOIA requast to hava H Danton 310710 memo directine that no 
resources be expended on NUREO-0660 Priority 2 ti 3 Issuee 
until FYS3, pieced in PDR, 

BHOLLy.S C Union of Concerned Bclentleti. 88/01/89. FELTON. J. M 
Division of Rults and Records. Ip. 18675' 277 


6204140341 Responds to FOIA request that copy of H Danton 610710 memo 
to NRR dlv directors directing thet no resourcee be 
espended on NUREO-0660 Priority 8 6 3 issues until Fves b-e 
pieced In PDR Document sent to PDR, 

FELTONrO M. Division of Rules and Records 82/02/04. SHOLLY. 8. C. 
ifnlon of Concerned Scientist*. Ip. l8670:S?e. 


— 6203100376 Discusses Executive Director for Oporatlons PVB2-84 budget 
racoemendattens All recommandatlone hava been finalised 
except for one outstanding Issue Involving resources to 
continue work on NunEO-0660 priority 2 issues In FYD2 
DENTONtH. R Office of Nuclear Reactor Regulation. Director. 
81/07/10. ElBENHUTiD Division of Licensing. 96pp. 12679 899 


BS04140587 Responds to FOIA rsquest to have Revision 4 of NURE6-049S 
pieced In FOR Document* sent to PDR. 

FELTON. U M. Division of Rules end Record*. 92/01/80. CONNOR. L 
Afflllstlon Unknown. Ip. 12673 002 


6804190179 Incldont Reporting Byt Ropt ?>containlng excerpt from 
NUflE0-0O9O. Vol 2. Number 4 

• Orgenixatlon for Economic Cooperation L Development (Peril). 
80/07/16. 7pp. 12709.099 


6804190803 NUReB/CR-2317 VOl N1 

CONTAINER A88EBBMENT - CORROSION STUDY OF HLU CONTAINER 
MATERIALS Quarterly Progrett Report. Apr i 1-June 1961, 

AHN. T. M I LEE.B 6.. 800. P Brookhevan National Laboratory. PIN 
A-3237. BNL-NUREB-91449 88/03/31, Office of Nuclear Regulatory 
Reiearchi Director 16pp. Available at NTIS. 18687:893. 


6804190493 Comments on proposed rule 10CPR9O re environ qualification 
«f electric equipment. 

BECKHAM. J T. Seorgle Power Co, 47FR2676 074 62/03/83 

Docbetlng (k Services Drench 3pp. 12684 839, 


6204190461 Comments on NRC policy statement re safety goali Oppoces 
policy. 

OALAZEN.T. Affiliation Unknown. 49FR71C83 016. 62/04/09. Office 

of the Saerstery of the ComMleslon. tp 12664*394 


B2041 90994 NUREa/CR-24a3 

EVAUUATION OF 81MUUTANE0U6 TE8TIN0 PROCEDVREB FOR NUCLEAR 
MATERIALS CONTROL AND ACCOUNT 1 NO 

80NBI.H n. Battille Kenoriel Institute/ Pacific Northwest 
Ueboretory. FIN B-0808 PNL-40B9. 62/03/91. Division of 

facility Operations. UOpp Avsllabls at NT18. es 90. 12707:897. 


341 SO 996 NUflE0/GR-i760 

h BLRVEV OF PROPOSED FWCTIONAL REQUIREMENTS FDR A 
BIBTURBANCE ANALYSIS AMD SURVEILLANCE SYSTEM, 

SIDES. WH.j OH.C.B , KMtOHT>P..F. Qab Ridga National Laboratory. PIN 
a-oese ORNL/NUREQ/TM-S. 62 / 03 / 31 , office of Nuclear Regulatory 
losaarch. Dlracter. .30pp, Aval labia at NTIS, ia6?0'303. 


6204190996 NUREO/CR-1 199 

MATh€MATlCAL PHANTOMS REPRESENT INO CHILDREN OF VARIOUS AOES 

FOR USE IN ESTIMATES OF INTERNAL DOSE 

CRISTY.M Oak Rldgi National Laboratory PIN B-0410. 

ORNL/NUREO/TM-3. 82/03/31 Office of Nuclear Regulatory Restirch 

Director 119pp Available at NTIS 12691 192 


820419099? NUREO/CR-1449 

LHFBR AEROSOL RELEASE AND TRANSPORT PROGRAM Quarterly 
Progress Report For October-Decemhor 1979 

KRESS. T 8 . TOSIAS. M L Oak Ridge National Laboratory FIN 0-012). 
ORNL/NUREO/TM-3 62/03/31. Office of Nuclear Regulatory Ressarch 
Director 44pp Available at NTIS 18708 006 


8204190960 NUREO/CR-8194 

CONTAINMENT RESEARCH PRIORITIES 

8CICCA.F U. Sand la Laboratories FIN A-1197 8AND81-iS70 

68/04/30 Office of Nuclear Regulatory Research. Director SOOpp 
Available at NTIS 18698 001 


6204190961 NURE0/CR-2S63 

DIRECT OBSERVATION OF MELT BEHAVIOR DURIN9 HIOH TEMPERATURE 
MELT/CONCRETE INTERACTIONS 

POMERB.D A . ARELLANO.FE. Sand la Lahore tor 1 e* FIN A-12tB. 
SANCei-1794 82/04/30, Office of Nuclear Regulatory Research. 
Director 119pp Available at NTIS 18692'212. 


B204190S62 NUREO-0748 V02 N02 

OPERATINO REACTORS LICENSING ACTIONS SUMMARY Date As Of 
February 26.1982 (Orange Book) 

e Office of Management and Program Analysis GS/03/31 396pp 

12689:001. 


8204190964 NUREO/CR-2282 

LARfl(E“8CALE. TRANSIENT TESTS OF THE INTERACTION OF MOLTEN 
aTEB- WITH CONCRETE 

PQHERB.D A . ARELLANO.F. E Bandia Laboratories, FIN A-1216 
8AND81-1793 62/03/31. Office of Nuclear Regulatory Research. 

Olrecber 368pp, tS6SS. 001 


6204190967 NURe0/Cfi“24B0 VOl 

EFFECT OF OXIDIZINQ ENVIRONMENT ON THE STRENOTH AND 
OXIDATION KINETICS OF HTOR GRAPHITES 

ETO.M . OBDMGOCKiF B Brookhaven National Laboratory FIN A-3016 
BNL-NUREO-91493. 62/03/31 Office of Nuclear Ragulatory Rasearch 
Director 79pp, Available at NTIS 18691.866. 


6804190971 NURE0-0790 V13 108 

INDEXES TO NUCLEAR REGULATORY COMMISSION ISSUANCES Uanuary- 
Juna 1901. 

« Division of Technical Information t. Document Control. 62/04/30 
?6pp Available at NTIS 18686 172. 


6804190978 NURE0/CR-830S 

DEB ION CRITERIA FOR THE SPACING OF NOZZLES AND REINFORCED 
OPENINGS IN CYLINDRICAL NUCLEAR PRESSURE VESSELS AND PIPE 
MOORE. 6 E. , MERSHON, J L Oak Ridge National Laboratory FIN B-0183 
aRN.-9ao?, 82/03/31 Office of Nuclear Regulatory Resaarch. 
Director. 31pp. Available at NTIS. 12667 199 


6804190973 NUREO/CR-2409 

ULTRASONIC BEAM SPREAD MEASUREMENTS IN THICK PRESSURE VESSEL 
TYPE STEEL, 

CODKiK. V. , MCCLUNO. R. VI . LATIMER, P.J. Oak Ridge National Laboratory 
FIN B-01O3. ORNL/TM-8199 82/03/31 Office of Nuclear 
Ragulatory Reiearch. Director Slpp 1870B.091 


8204190976 NUREO-Oe99 

COMPLIANCE DETERMINATION PROCEDURES FOR ENVIRONMENTAL 
RADIATION PROTECTION STANDARDS FOR URANIUM RECOVERY 
FACILITIEB 40CFR PART 190 

e Office of Nuclear Material Safety t. Safaguardi. Director. • 
Office of Nuclear Regulatory Reeearch. Director 88/03/31 8ipp 

Available at NTIS *2 79 12687:124. 


B20419097B NUREO-Oe99 

HEALTH PHYSICS APPRAISAL PROGRAM 

CUNNINOHAM.L U. , HIOOINTON. U E . FLACK, E D Director's Offlea. 
Office of Inspection and Enforcement. 62/03/31. iOSpp Available 
at NT19 «9 90 18666.267, 


6804190960 NUREO/CR-1744 VOS 

8TRUCTURED A88E88MeNT APPROACH (SAA) INPUT PACKAGE. Volume 3l 
User'e Manual (Physical Security!. 

ORVIBiM, J. Lawrence Livermore Laboratory FIN A-0tl9, UCRL-S3007 
VOS, 62/03/31, Division of Facility Operations. il7pp. 
AvalUbla at NTI8, *9.90. 12687,009. 


6804160034 NUREO-0940 V03 N18 

TITLE LI6T OF DOCUMENTS HADE PUBLICLY AVAILABLE Dtctmbir 
t-31, 1961. 

« Division of Ttehnical Information It Document Control, 62/04/39 
979pp. Available at NTIS, 12712:063, 
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B2041«0036 MURE0/CR''Sii>38 

BNDM LOADS FOR THE DESIGN OF NUCLEAR POWER PLANT STRUCTURES 
ELLINOWOODj B > HARRISiJ R ConimRr«ci Dspt ofi National Burtau of 
atandardi FIN B~10B7 03/04/30 Division of Haalth. Sltlnj t 

Envlronmant 9lpp Aval labia at NT IB *3 33 12714 019 


eS041di0042 NUR£0/DR~0091 V03 N6 

POWER reactor events Saptambar-Octobar 1981 

HASSMROi 8 A • Ri:Z2Q>J Director's Office 02/03/31 13pp 

12714 01.7 


ea041/A0M NUREO/CR-1744 VOl 

structured assessment approach (BAA) INPUT PACKAGE Volume 1 
Data-Gathe r Ing Handbook (Phi|sical Security) 

UAHLERi P B Laurence Livermore Laboratory FIN A-OllS UCRL-33007 
VOl 92/03/31 Division of Facility Operations 35Bpp 

Available at NTIB *9 00 12716 017 


6204160067 NURE0/CR'-2360 ERR 

TRUST A COMPUTER PROGRAM FOR VARIABLY SATURATED FLOW IN 
MULTIDIMENSIONAL! DEFORMABLE MEDIA 

* Battalia Memorial Institute# Pacific Northwest Laboratory FIN 
D~2392 PNL-397B 82/03/13 Division of Health, Siting l< 
Environment Spp, Available at NTIB 12719 224 


B204160072 NUREO/DR~0029 VOS N4 

INFORMATION REPORT ON STATE LEGISLATION 

KERRi 6 W Office of State Programs# Director 82/04/30 I4pp, 
13719 212 


B304I903B4 Cpinmante on NUREO-O099i "Ouidellnes for Preparation of 
Enarganty Operating Procedures# Resolution of Public Comments 
on MJREO-0797 " Addl clarification re event^or tented 
encrgency operating procedures should be added 
eCHEHER.A E Combustion Engineering. Inc LD-B2-043 B2/04/13 

OOOCMAN.H J, Procedures l< Test Review Branch. 2pp 13732 183 


0204190321 Comments on proposed policy statement re safety goals for 
nuclear power plants Opposes statement 

MAFNER.D Affiliation Unknown 43FR71023 OIB B2/O4/09 
Docketing & Services Branch Ip 12727 109 


0304190330 Comments on proposad statement "Safety Goals for Nuclear 
Power Plants Discussion Paper " Opposes statement 
NEMlREiK Affl nation Unknown 43FR71023 017 03/04/07 NRC - 

No Detailed Affiliation Given Ip 12728 299 


B2042COS7O Informs of schedule for submittal of Revision 2 to emergency 
procedure guidelines per NUREO-0737, Item 1 C, 1 

DENIE.T J DWR Owners Group DWROO-8312 02/04/08 EISENHUT.O 0 
Division of Licensing 3pp 12737 173 


8204210299 Commonts on proposed rule 10CFR90 re environ qualification 
bf alectrlc equipment for nuclear power plants Equipment 
qualified to IE Bulletin 79-OlB 6 NUREG-OSSS should be 
acc ep tab la 

MlTILiR L Public Service Electric it Gas Co of New Jersey 
47FR2076 069 02/03/29 CHILKiS. J Docketing 6 Servlcei Branch 

4pg 12803 OBB 


S2O42I0311 Advises recipients that Commants 19 6 21 on proposed 
rule 10CFR90, "Interim Requirements re Hydrogen Control 
lNllREG/CR-2340>i " are duplicates Number 21 deleted 6 will 
not be used again 

* Docketing U Services Branch 82/04/20 Docketing fc Services 
Branch, Ip 12603 004 


62042109B2 Responds partially to FOIA request for four categories of 
rscordf re W Dlrekt 800711 memo to ofc directors titnogue, 

St e 11 Oi Den ton U Budnltt about safety rationale for action 
p Ian 

FELTON#. J,M Division of Rules and Records 82/03/16 SHOULV» S C 
Union of Concerned Scientists 2pp 12796 028 


— 8011090367 Forwards Initial draft of safety rationale for TrtI action 
plan re Dfc of Standards identified tasks 

MINQCUEi R B Offics of Standards Development, Director 80/08/20 
8CHR0EDER.F, Division of Safety Technology 93pp 12776 077 


0204210614 NUREO/CR-2947 

EVALUATION OF GEOTECHNICAL SURVEILLANCE TECHNIQUES FDR 
MONITORING HIGH-LEVEL WASTE REPOSITORY PERFORMANCE 

ST JDHN#C M # AGOSON. J R i HARDY.M P J F T AgapltO V Aisociatee. 
Inc Fl« D-1099 82/03/31 Division of Health, Siting it 

Environment 400pp Available at NTIS 49 00 12796 130 


8204210639 NUREO/CR-2619 

HYDRODYNAMIC INSTABILITY AND THERMAL CONVECTION IN A 
HORIZONTAL LAYER OF TWO IMMISCIBLE FLUIDS WITH INTERNAL HEAT 
GENERATION 

KULACKI, F A > NGUYEN. A T Ohio State UnlV FIN A-4061 82/03/31 

Division of Accident Evaluation 206pp Available at NTIB *7.00 
12799.297 


8204210646 NUReO/CR-1744 VD2 

STRUCTURED ASSESSMENT APPROACH <3AA} INPUT PACKAGE Volume 2 
Data-Gathsrlng Forms (Physical Security) 

MAHLER, p 9 Lawrence Livermore Laboratory FIN A-0118 UCflL'93007 

V02 82/03/31, Division of Facility Dperations. ISOpp 

Available at NTIB *S 90 12799 IBO. 


0204210747 HUREO/eR-0200 VOl-03 

SCALE A MODULAR CODE SYSTEM FOR PERFORMING STANDARDIZED 

COMPUTER ANALYSES FOR LICENSING EVALUATION 

BUCKlLZiJ A Oak Ridge National Laboratory FIN 8-0172 

□RNL/NUREG/CSD- 82/01/31 Office of Nuclear Material Safety it 

Sa feguards J Dlrec tor. 7i 200pp Available at NTIB 12788 OOt 


0204220039 Responds further to FOIA request for three categories of 
records pertaining to TMI action plan tracking sy s. Documents 
responding to Categorlss B ti C of requsst placed in PDR 
FELTDNiJ M Division of Rules and Records. 82/03/26 BHOLLY. 9 C 
Union of Concarned Scientists 3pp 12833.002 


—0102270114 Forwards TMI Action Plan Tracking Sys Individual task 
managers should update entries per NUREO-0737 by 810107 
HALLER, M M Office of Management and Program Analysis BO/12/11 

Office of Nuclear Reactor Regulation, Director 3pp 12933 163 


— 6102160129 Foruards current status rept for TMI action plan items, per 
NLREG-0660 fc NUREO-0737 

DENTON, H R Office of Nuclear Reactor Regulation# Director 
00/12/12 ElSENHUTiD G Division of Licensing ROSS, D F 
Division of Systems Integration (pre 011009) HURLEY, T E 
Dlvtston of Reactor Safety Research 3pp 12033 170 


— 0O1OS4O3S6 Requasts periodic status repts re TMI action plan Items 
(NUREO-0660) > for subm-ittal to Congress, Comml ss ion it 
Eiecutive Director for Operations Bummary Repts should be 
provided by 000819 

MATTSON, fi J Division of Safety Technology 80/00/01 
HANAUERi 8 H Division of Human Factors 0Bfety. ROSBiD.F. 
Division of Systems Integration <pre 011009) VOLLMER, R H. 
Division of Engineering. 4pp 12833 172. 


8204210403 Advises reciplshti of comments on proposed rule lOCFRBO# 
"Interim Rsqulrementi re Hydrogen Control (NUfiEG/Cft-2340)’' 
that Comment 31 was miscoded Number 31 will not be used 
again, 

a Docketing W Barvlcei Branch 46FR622B1 82/04/20 Docketing W 

aervlcBs Branch tp. 12B02 192 


— 0204220076 Discusses guidelines developed to assure completion of T4RR 
portion of TMI action plan re purpose, scope tt schedules. 

DENTON, H Office of Nuclear Reactor Regulation, Director 
81/01/07 EISENHUT, D. Division of Licensing. HANAUER,8 
Division of Human Factors Safety ROSSrD. Division of Systems 
Integration (post 811009) 4pp 12833’ 170 


eao+aiOSOK Advitvi nclpiontB of cofumont* on propo^U 

'*lnk*rlin Rt^^ulr rt Hydrofitn Control <NUREO/CR-aMO) 
that Cojufluant* 17 U 32 ar* duplicatoi Numbor 32 dolotto It 
will not be ueed again. 

a Docketing Si Services Branch. 46FR622B1 82/04/20 

Services Branch Ip. 12801 183 


iOCFRSO, 


Docketing 


b 


8204210049 Advises rsclp tents of commants on proposed 

"Interim Requirements rs Hydrogen Control (NUREO/CR-2940) 
that Comment 20 was miscoded Number BO ulU not be used 


again. 

e Docketing 8i Servleas Branch 46FR62201 
Services Branch. Ip 12002:009 


Dockitlng W 


— 8103100191 Forwards table outlining TMI action plan lead 

responsibility for clarification Requests rtviaw k comments 
by 010320 Next update re action plan tracking sys scheduled 
for Apr J9Sl 

HURLEY, T £ Division of Safety Technology 01/03/06 
MINOGUE# R B Office of Nuclear Regulatory Reaaarch, Director 
SMITH, R 0 ' STELLDiV Office of International Frograme, Director 
7pp. 12B33 162 


■6104020076 Dlscusees assignments for Div of Safety Technology re 
NLREO-O66ai action plan mgt k capability to handle epeclflc 
assignments. 

MLRLEY, T. E Division of Safety Technology 81/03/24. DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp, 12833:169. 
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0204220305 R ftp DU dt to FOIA riqutit tar stvan cotigori*! of docuintntt 
r« THl action plan 

FELTON. J H Division of Hulft and Racords Bl/ll/lS SHDLLY. S C. 
Union of Concarotd Sclantlitt 6pp 12924 100 24K 

Flcht 50-000. Bi/ It/ 12, 8204220389 


— 8007000250 Submits guldallntt for IE astlstancf to Ofc of Nuclaar 
Rtactor Rtgulation for THl fhort-t»rm Lassont Laarnad Task 
Foret implimantatlDiv ravliv 

MOSELEY, N C Division of Raaetor Operations Inspactlons 
90/02/21 EI8ENHUT, P 0 Division of Operating Rsactors 2pp 
12924 1&3 


—8102090595 Responds to 801212 memo ra proposed NUREO-0737 

lisp lafflentatlon plan for operating reactors Accaptad raviaw 
Itaai* listed t, identified. 

MOSELEY.NC Director's Office 80/12/29 EI9ENHUT.DO 
Division of Lteansing 2pp 12924 169 


— 8110070420 Requests concurrence In outlined approach re IE review of 
selected NURES-0737 Items, Five listed topics are eiamplts 
of topics for uhleh licensee must provide design info tut 
Ofc of Nuclear Reactor Regulation need not ravleu, 

EISEr^lUT, D 0 Division of Llceniing Bi/0?/21 8N1EZEK, J H 
Plvltion of Resident l< Regional Reactor Inspection 9pp 
12824 177 


9204220912 Responds further to FOIA rsquest for documents t< records 
noted in NRC listing “Tfil Action Plan Steering Oroup 
Chronology " Records listed in App D placed in PDR, No 
records located of meetings listed in I teme 3, lli 13 h 19 
FELTON, v) K Division of Rulis and Records 93/03/10 SHOLLY, 8 C. 
Union of Conctmed Scientists, Spp. 12929 019 


B204S20929 NURE0-04a9 V04 N03 

SYBTCMATIC EVALUATION PROORAM STATUS SUMMARY REPORT. Data As 
Of March 31, 1992. (Buff Boot) 

• Kanagemtnt Information Branch. 82/04/30 9Bpp. Available at 
HTIB 12029 239 


9204220933 NUREO-0030 VO 9 N04 

NUCLEAR POWER PLANT8-C0N8TRUCTIDN STATUS REPORT Data As Of 
December 31, 1981. (Yellow Book) 

a Office of Managsment and Pragren Analysis 82/04/30 400pp 

Avalleble at NTIB. 12827,009 


9204220546 NURE0/CP-0D24 VOl 

NINTH hater reactor SAFETY RESEARCH INFORMATION MEETJNO 
* Office of Nuclear Regulatory Rtsaarch, Director, 82/03/31 
SOOpp Avelleble at NTIB «18 00 i202B OOl. 


B20422059B "Rolt of Becurity durances t< Personnel Rallebilltg 
Programs in Protecting Against Insider Thrtate, " final rapt 
PERRV.RW,, BENNETT.C A., MOOD.M T. Battslle Hemorlal Institute, 
Pacific Northwest Laboratory a-HARC-41 1-018 79/07/31. NRC - No 

Detailed Affillatlan Oivan. 6Bpp 12832,061 


0204220617 Respond* partially bo FOIA request for 11 categorlis of 
document* re ATH8, Documents listed on App A end, 

FELTON.jM Division of Rules end Records 82/03/19, EARLEY.A.F. 
Hunton (< Williams. Spp. 12819 169. 


>*-0204220636 Inquires if alternate BWR rod drive 1< trip sys would be 
acceptable as ATWB mitigation sys, given NURE2-0460 

stetkmint 

WINNERS, W NRC - No Detailed Affiliation Olven. 81/08/11. NRC 
- No Dttel lid Affl nation Olvsn Spp, 128le'336, 


8204230011 NUREO/CR-0200 ERR 

SCALE; MODULAR CODE BYBTEH FOR PERFORMING 9TANDAR01ZED 
COMPUTER ANALYSES FOR LICEN81N0 EVALUATION, 

e Oat Rtdgs Nettonel Laboratory, BS/04/S8 Office of Nuclear 
Materiel Safety Ik B«feguerdi>Dlrector, Ip Available at NTJ8, 
12834:335 


IEINPORCED 
I AMD PIPE. 

12/03/08. Office of 
nveilebls at NT18 


le 10CPR90, 


docketing It 


8204260010 NUREO/CR-2948 

REOIONAL TECTONICS AND SEISMICITY OF SOUTHWESTERN tOUA 
VANECK,D J laua Oealoglcal Survey FIN 9-6312 82/03/31 

Division of Health, Siting l< Environment 94pp Available at NTIB 
•4,75 12 847 140 


8204260190 Forwards info in response to NRC 820401 request for costing 
Info to assist staff in making cost/beneflt assessments of 
various options re Inadequts core cooling instrumentation 
(NUFEO-0737, Item II F 2) Info withheld per 10CFR9 9(4) 

SCHERER.A £ Combustion Engineering, Inc LD-B2-047 02/04/20 

MATTSON, R J Division of Systems Integration (post 811009) 3pp 
12841 194 


8204260274 "Potential Nuclear Non-State Adversary, “ 

JENKINS, B M , RROFCHECK, J L, Rand Corp 77/09/31 NRC - No 
Detallfd Affiliation Olven 99pp 12862 001 


8204260490 NUREO/CP-0024 V02 

NINTH WATER REACTOR SAFETY RESEARCH INFORMATION MEETINO 
e Office of Nuclear Regulatory Research. Director 92/03/31 
300pp Available at NT18 *19 00 1S896 001 


8204260493 NURE(5/CP~0024 V03 

NINTH WATER REACTOR SAFETY RESEARCH INFORMATION MEETINO 
e Office of Nuclear Regulatory Research. Director B2/03/3I. 
390pp Available at NTIB *17.00 12099'OO1 


8204270396 Comments on NRC policy statement on safety goals Opposes 
statement, 

JOEUK E Affiliation Unknown 49FR7t023 021 82/04/19 NRC - 

No Detailed Affiliation Oiven. ip 12694 284 


9204280011 NURED/CR-2460 

TECI-NICAL SUPPORT FDR IMPROVINO THE LlCENSlNO REOULATORY 
BASE FOR SELECTED FACILITIES ASSOCIATED WITH THE FRONT END 
OF 1VK FUEL CYCLE 

CLARK. R 0 , aCHRIEBERiR E . JAMISON. J D Battel le Memorial 
Institute. Pacific Northwest Laboratory FIN B-2219 PNL-40a6. 

92/04/30 Division of Fuel Cycle «i Material Safety 113pp 
Available at NTIS. *6,00 12977 240 


B2O420OO21 NUREe/CR-2413 

SURVEY OF remote AREA MON I TOR I NO SYSTEMS AT U 8 
L I OHT-WATER -COOLED POWER REACTORS 

KATlfftEN. R L Battalia Memorial Instituta. Pacific Northwist 
Laboratory FIN B-2174 PNL-4106 82/04/30 Division of Systsmi 

Intagratlon (post 811009) 46pp Avallabla at NTIS *3 29 
12076 209 


8204280027 NURE9/CR-2297 

SECLRITY MANAOEMENT TECHNIQUES AND EVALUATIVE CHECKLISTS FOR 
SECURITY FORCE EFFECTIVENESS, 

BCHURHAN. D L . DATE8MAN. 0 H. , TRUITT, J 0 Appllad 9c lanes 
Associates, Inc FIN B-1097, ASA NO 639 82/04/30 Dlvieion of 

Facility Operations 12gpp Avallabla at NTIB. *6 90. 12S77 111 


8204200036 Forwards draft version of prsliminery ranking of generic 
safety issues I, Thll action plan Issues 

HAKAJER, 9 H. Division of Safety Technology 82/03/26 DENTON. H.fl. 
Office of Nucleer Reactor Regulation. Director 91pp 12879.269. 


— 8204260040 "Pri orl ti i4 1 ion of NRR Oenerlc Safety Issues." 

» Division of Safety Technology B2/03/S6. 68pp 1SB79 292, 


S2O4280901 Package of two comments apposing proposed statement re 
safety goals for nuclear power plants 

KOHLER, E.P . MACKULTY.J, J Aff 1 1 latlon Unknown. 49FR71023. 
82/04/22, Office of the Secretary of the Commlseion 3pp 
12967:309 


9204200060 NUREfi/CR-2060 

EXPERIMENTAL DATA REPORT FOR FLASHING TRANSIENTS. 

BAM.ro., CROWLEY.C.J, Creare. Inc FIN A-4070. CREARE TN-330 
82/02/20, Division of Accident Evaluation. 9Bpp. Avallabla at 
NTIS *6 00 12876.226. 


9204290276 Comments on NRC policy itatemant rt safaty goals, NUREO-OSSO 
Bifsty goal dose not daal w/dasign (nonacc Idantal ) ralaasas 
V cemmom predictable accidents 

BATES, A, Natural Rights Center, The 49FR7 1023 022. 82/04/80. 

CKILKrS. J Office of the Secretary of the Commission. Spp 
12091; 3i7, 


G204290346 Forwards Revision I to nonproprietery 6 proprietary vereiott* 
of CEN-203-NP t, CEN-203-P, "Reiponsa to NRC Action Plan Item 
II H. a. 30, Justification of Smalt Break LDOA Methods," 

Proprlstary version withheld (ref 10CFR2 790). 

8CHERER, A. E, Combustion Engineering, Inc, L0-B2-044. 02/04/19. 

HILLER, J R Standardisation 6 Special Projeete Branch Spp. 

12000: 102. 
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—BaO« 90349 CeN-203-NP ROl 

R*vltlon I -to "Rttpon** to NRC Action Plon Item II K 3 30, 

JUf tiflcatlon op Small Break LOCA Hethod* '' 

* Combuetlon Enjineerlng, Inc 02/03/31 ISOpp 12800 107. 


eao42904ia nureo-ooso voi noi 

LICENaeo QPERATINO REACTORS STATUS SUMMARY REPORT Data Ai 0# 
December 31,1981 (Orey Book) 

e Office of Management and Program Analyili 02/03/31 300pp 

Available at MTIS 12900 342 


0204290439 NUREO/CR-2901 

EXPERIMENT DATA REPORT FOR BEMISCALE M0D-2A NATURAL 
CIRCULATION TESTS S-NC-8 AND 8-NC-6 

O'CONNELL, T M EOltO, Inc FIN A-6030 EOO-2162 82/02/28 

Office of Nuclear Regulatory Reeeareh, Director 92pp Availeble at 
NTIB 12901 391 


8204290447 NUREO/CR-0633 

STEAM EXPLOSION TRIOOERINO PHENOMENA PART 2 CORIUM-A AND 
CORtOM-E SIMULANTS AND OXIDES OF IRON AND COBALT STUDIED 
WITH A FLOOD ABLE ARC MELTING APPARATUS 

NEL80N.L 8 i PLANNER, H N , BOSTON, L 0 Sandia Laboratorlai FIN 
A-*10G0 aAN079-0240 02/03/31 Of flea Of Nuclear Ragulatory 

Reiearcb, Dlraetor 141pp Available at NT18 12897.042 


0204290493 NUREO/CR-0412 

INVE8T10ATI0NS OF THE PERFORMANCE OF SOLIDIFIED HIGH-LEVEL 
NUCLEAR HASTE FORMS 

CHElNOiH Laurence Livermore Laboratory FIN A-0277 UCRL-52700 

02/00/31, Office of Nuclear Matarlal Safety t Safeguerdi, Director 
I98pp Available at NTI8 12896 207 


8204290463 NUREO/CR-1294 

FEASIBILITY OF BOTTOM-COOLED DEBRIS BED EXPERIMENTS IN THE 
ANNULAR CORE RESEARCH REACTOR (ACRR) 

RIVARD, U 0 , GRONAOER,J E , LIPINSKI.R J Sandia Laboratorle* PIN 
A-llBl. 8AND79-0B76 S2/03/31 Office of Nuclear Regulatory 

Retearcb, Director 43pp Available at NTtS 12S76 167 


B2D4290469 NUREO/CR-2466 

BTATIBTICAL SAMPLING PLANS FOR PRIOR MEASUREMENT 
VERIFICATION AND DETERMINATION OF THE SNM CONTENT OF 

inventories 

PIEPEL,0 F Battelle Memorial Inetitute, Pacific Northweet 
Laboratory FIN B-0206 PNL-4097 82/03/31 Diviilen of 

Facility Oprratloni lOOpp Available at NTIS «6 00. 12902.041 


8204290439 NUREO/CR-2220 VOS 

THE IMPACT OF ENTRAINMENT AND IMPINGEMENT ON FISH 
POPULATIONa IN THE HUDSON RIVER ESTUARY 

OODWEAR.C F , KIRK, 8 L , CHRI8TEN5EN, 8 Oak Ridge National 
Laboratory FIN B-0169 DRNL/NUHEO/TM-3 82/04/30 Office of 
Kucltar Regulatory Reiearch, Director 400pp Available at NTIS 
12093 146 


0204290492 NURE0/CR-IB64 VOl 

A STUDY OF NONEagiLlDRIUM FLASHING OF WATER IN A CONVEROING- 
DIVEROINO NOZZLE Volume I-Exper Imental 

ABUAF, N , ZIMMER, 0 A , WU, B J C Brookhaven National Laboratory. 
FIN A-3049 nNL-NUREO-91317 02/03/31 Office of Nuclear 
Regulatory Reiearch, Director t44pp Available at NTIS 
12902 171 


8204290497 NUnEG/CR-2396 

UPDATED INPUT FOR THE WRAP-EM SYSTEM, 

HEED, R.U , OREOORY, M V Savannah River Laboratory FIN B-4126 
DPaT-80-6 82/04/30 Office of Nuclear Regulatory Reiearch, 

Director, IBOpp. Available at NTIS 12B99 390 


8204290616 NURE0/CR-t418 

eXPERIHENTS WITH A VORTEX SHEDDING FLOWMETER IN TWO-PHASE 
AIR-HATER FLOW, 

TURNAOE.K G Oak Ridge National Laboratory. FIN B-0401 
ORNL/NUNEO/TM-a 02/03/31 Office of Nuclear HegulatOTV Reiaarch, 

Director 49pp Available at NTIB 12898 146 


0204290619 NURE0/Cft-a362 

RELATIONSHIPS BETWEEN CHARPY V-NOTCH IMPACT ENERGY AND 
FRACTURE TqUOHNEBB 

DOUOAN, J R Oak Ridge National Laboratory. FIN B-0104. 
ORNL/TH-7921 02/04/30 Office of Nuclear Regulatory Rataareh, 
Director I03pp Available at NTIS 12899.138 


8204290623 NUREO/CR-2141 VOS 

HEAVY-SECTION STEEL TECHNOLOGY PROGRAM Ouarterly Progrell 
Report For July-September L9B1 

WHITMAN, 0 0 , BRYAN, R H Oak Rldga National Laboratory. FIN 0-0119. 

DRNL/TM-B14S 02/03/31. Offlca of Nuclear Regulatory Reiaarch, 
Director ISBpp Available at NTIS 12898: 198 


8204290629 NunEC/CR-lB2(» 

STATUS REPORT ON THE FISSION-PRODUCT RESEARCH PROGRAM 
CUMMINGS. J C • 8ALLACK, R A , ELRICK, R M. Sandia Laboratorle* FIN 
A-1827 BANDB0-S662 82/04/30 Office Of Nuclear Regulatory 
Reeearch, Director. 99pp Available at NTIS 1289B.342 


0204300003 Reeponde to FOIA requeet for flva eetegorlee of decumente 
re Sept 1979 rept, "Recommendation* of TMI-2 IE 
Inve* tlgat ion Taam, " Approx 170 page* of mat] being placed 
in PDR 

FELTON, J K Dlvlelon of Rule* and Record*. B2/04/02 WEISS. E.R 
Union of Concerned Sclcntlete, Ip 12920:032 24X 

Fleh*. 80-000. B2/O4/02, 0204300003 


— 0011100349 Notiflei that action Item tracking ly* re PWR auxiliary 
feedwater 1* being modified to ref NUR£6*-06li H 0660, 

JCnOANtE L Olvitlon of Reactor Operation* Jnepectlon*. BO/08/06. 

leiSHMAN.R F, Region 3> Chicago, Reactor Operation* Nuclear 
Support Branch Ip. 12920. 094 


— S304300036 Advlee* that HUREG-0611 encompatee* concern re eelemle 
deelgn criteria of cendeneaba storage tank* raleed by 
Iranafer of lead responelb 1 LI t y from IE NUREG-0660 Action 
Item It E 1 I addrcetei eame concern 

NW/AK, T. Aceletant Director for Operating Reactor*. 80/07/28. 
UCROAN.E L Olrecter'i Office, Office of Intpeetion and 
Enforcement Ip. 12920:033 


— 0011100349 Notifies that action Item tracking *y* T* PWR auxiliary 
feedwater 1* being modified to ref NURE0«-O611 «• 0660 
VORDANiE.L Dlvliten of Reactor Operatlone Inepeetione. SQ/OB/OS. 
tEISHMAN.fl F Region 3, Chicago, Reactor Operatloni Nuclear 
Support Branch. Ip. 12920,094 


— 8204300036 Advliet that NUREG-06L1 enconpateec concern re ttlemlc 
dealgn criteria of condenaata etorage tank* ralted by 
tranefer of lead reapoci* t b 11 1 ty from IE NUREG-0660 Action 
Item II. E 1.1 addrt**#* tame concern. 

NCVAKi T, Ac*i*tant Director for Operating Reactor* 8D/07/SB 
JORDAN, E.L Director'! Office, Office of Inspection and 
Enforcement Ip 12920' 093, 


8204300022 NUREO/CR-ISOS 

UNCERTAINTIES IN THE CALCULATION OF LONG-TERM COLLECTIVE 
OOBE AND HEALTH EFFECTS - A PRELIMINARY ASSESSMENT 

KaCHER,D C , RVAN.MT, < LEGOETT.R.W Oak Rldga National Laboratory 
FIN A-9041 DHNL/NUREO/TM-3 82/03/31 Office Of Nuclear 
Regulatory Reiearch, Director 73pp Available at NTIS 12920,391 


B2D4290604 NUREO/CR-2647 

CRITICAL HEAT FLUX EXPERIMENTS UNDER LOW FLOW CONDITIONS IN 
A VERTICAL ANNULUS 

MIBHIMA, R , IBHII.M Argonne National Laboratory. FIN A-2026. 
ANL-08-6 B2/04/30. Office of Nucleer Regulatory Reteareh, 

Director 43pp Available at NTIS 12099:239. 


8204300026 NURE0/CR-162e 

OUARTERLY PROGRESS REPORT ON BLOWDOWN HEAT TRANSFER 
SEPfRATE EFFECTS PROGRAM FOR APRIL-JUNE 1900 

C00K.0 H. , MAILEN.O 0 . FLANDERB.R.M Oat Ridge National Laboratory 
PIN 0-0129, ORNL/NUREO/TM-4 82/03/31. Office of Nuclear 
Regulatory Reaiarch, Director 23pp. Available at NTIS 12921:087 


eaO 4290607 NUREG/CR-2433 

NUCLEAR REACTOR COMPONENT POPULATIONS, RELIABILITY DATA 
BASEB, AND THEIR RELATIONSHIP TO FAILURE RATE ESTIMATION 
AND UNCERTAINTY ANALYSIS . oru 

MARn,H F , BECKMAN, R J. Lot Alamo* Selentlfic Laboratory FIN 
A-7229 LA-91 19-M8, 02/03/31 Offle* of Nuclear Regul atopy 

Reiearch, Director, 29pp, Available at NTIS 12899:209 


8204290610 NUREO/CR-2431 

BURN MODE ANALYSIS OF HORIZONTAL CABLE TRAY FIRES 
SCHMIDT, W H Sandia Laboratorle*. FIN A-lOlO 
32/04/30. Office of Nuclear Regulatory Re»t»rc 
Available at NTIB. 12099.140 


9ANDB1-0079, 
h» Director 


99pf. 


8204300030 NURE0/CR-24ai 

LIGHT WATER REACTOR SAFETY RESEARCH PROGRAM 6inlannual 
Rapert, Apr i I -September 1981. 

BERMAN, M. Sandia Laboratories. FIN A-1019. 8ANDB2-0006. 82/04/3C 

Office of Nucleer Regulatory Research, Director. 300pp. 

Available at NTIS. 12919-009. 


8204300'429 Package of two connant* on proposed policy etatement ra 
safety goal* for nuclear power plants. 

VAURIOiJ K Argonne National Laboratory. BTDNEiR.B. Affiliation 
Unknown. 4SFR7t023. 82/04/26 CHICK. 8 J. Docketing h Sarvlcai 

Branch I2pp 12009:199. 
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B204300441 CommBnt* on propotti) Revision 1 to Rog Oulde 1 89 & proposed 
rule lOCFRAO ro tnviron quel 1 Pic at ion 

SHERHODDiO. e Otnoral Electric Co 47FR2a78 OBQ Ba/04/S0 
Docketing l< Services Branch 7pp laSBS 192 


52043D04&A Commend* NflC for trvlns to develop safety goals for all 
nuclear pouer plant* 

KURPHV, B filiation Unknown 4SFft7lOB3 02704/20 Office of 
the Secretary of the Commission 3pp 12SB5 141 


DRO CORRESPONDENCE WITH OTHER ORGANIZATIONS 


B204120D37 “Baf eguard* Analysis for Byproduct Matli Ci Small Quantities 
of 8NM< " monthly progress rspt for Feb 1982 

CHESTER, R □ , RANDOLPH, tl L , ROHWER,P S Oak Ridge National 
Laboratory FIN D-i>10B DRNL/HABRD- 1 50 02/03/19 WITKEE.C J 

Office of Nvclear ftaterial Safety k Safeguards, Director 7pp 
12£>Se: 290 


B0D4O20704 Dlscusias irigt review of Draft 3A of TMl Action Plan Requeota 
review of priority group Ings, 1 dan t If yl ng schedule for 
initiation tc completion of tasks 1< providing reaaurca info 
for all tasks. Comtnant* should be provided by 800324 
DIRCKSiM. U Office of the Eiecutlvc Director for aperatlons 
BO/OQ/12 MlNoaUE, B Office of Standards Development, Director 
DENTONfH, R Office of Nuclear Reactor Ragulatlon, Director 
BUDNITZi R Office of Nuclear Regulatory Research, Director 24pp 
12024 234 


S3D42£030i Forurarde OHD emergency generic clearance authorl jatlon 
ONB 3190>00l2, valid until 890409 

SCOTT, R S Document Hanagament Branch 3190-0012 B2/04/t6. 

UlLSONrV. Office of Nuclear Reactor Regulation, Director 
MULLINIXj U Director's Office, Office of Inspection and Enforcement 
O'CONNELL, n. Office of Mucleer Material Safety l< 

Bafeguarils, Director. Ip 1&B&2 246 


— B2042603D3 Notice of DHB eltaraoc# authorl sat 1 on DHB 3190-0'012, val Id 
through 890430, for raquesti fur info in emergency, Inc Ident 
related situation 

SCURRY.N Office of Management i< Budget 3190-0012. 82/04/01 

SCOTT, S Document Management Branch 2pp 12B62 247 


--8204260307 Approval B11231 request for class esemption for generic 
repts, subj to listed conditions 

TOZZIivl. O Office of Hanigemint & Budget B2/03/31 
DCNOOHUE.D J Office of Administration 3pp 12862’ 249 


6204290387 ORNL/NglC-176 

"Description* of Selected Accidents That Hava Occurred at 
Nuclear Reactor Facilities." 

BERTINI.H N Oak Ridge National Laboratory aRNL/NSlC~176. 

82/04/30 NRG - No Data tied Affiliation Given 146pp 12900 194 


PR PROFOBED RULE 


B20331091O Advises that Comment 49 on proposed role lOCFRSD re 
environ qualification of electric equipment for nuclear 
power plants was ni scodid, Number 49 will not ba uead again 
* Docketing & Services Branch 1ED-79-01B B2/03/30 Doc hating 

Ic Services Branch. Ip. 12493 0 9 6 


8204010347 Comment* on proposed rule lOCFRSl re separate hearings for 
each unit of multi-unit site Oppose* rule due to addl 
consumer costs L licensing delays. 

ORIFFIN.U. A AfflllatlDii Unknown, 4AFn39440 092 82/03/26. 

Offlc* of th* Secretary of the Commission. Ip 12476,103 


to 820224 memo re constituent CT Pierce comment* 
-830,32,70 h 190 re eiempting smelted 
srtain redloactlve 

»e-lri, 49FR70B74 82/03/18 


titusnt CT Pierce 
re proposed 
aln 

Comml ss toners. 


gsney planning k 
V03/26. NRC - 


0204010371 Responds to 820302 Inquiry re constituent D Schanfald 
comments on proposed rules 10CFR30, 32, 70 t« ISO re e»empfcing 
smelted allays containing radioactive matls Eiemption ellous 
■only Tc-99 I, low enriched U as contaminants 

KAMhERERrC Office of Congressional Affairs 49FR70874 02/03/12 

CRAhBTON, A Senate 2pp 12476 148 


—8204010379 Requests response to constituent D Schanfald comment* on 
proposed rules 10CFR30. 32, 70 fc ISO re exempting smelted 
alloys containing certain radioactive matl 
CRANSTaN.A Senate 49FR70874 82/03/02 Office of 

Congressional Affairs 3pp 12476 190 


8204010397 Responds to 820222 inquiry re constituent RM Stack co>nurant* 
opposing proposed rules 10CFR30, 32, 70 h 190 re exempting 
smelted alloys containing radioactive matls Exemption allows 
only Tc~99 6 low enriched U as contaminants 

KAMhERER,C. Office of Congressional Affairs 49FR70874 82/03/12 

SCHMITT, H Senate 2pp 12476 333 


— 8204010404 Requests response to constituent RM Stack comments opposing 
proposed rules 10CFR30, 32, 70 k 190 re proposed amends to 
exempt smelted alloys containing certain radioactive matls 
SCHMITT, H Senate 4SFH70B74 02/03/12 RAHMEfiEH,C OffUa af 

Congressional Affairs 2pp 13476 339 


8204010413 Comments on proposed rules 10CFR2i 19, 20, 21 , 30, 40, 91, 6 1 , 70, 
73 fc 170 re waste form stability Alternative wording 
presented 

KLEIN, W U Werner k pfleiderer Corp 46FR3B0B1 124 82/03/24 

JDHfBON. T NRC - No Detailed Affiliation Given Ip 12404 029 


8204010440 Forwards documents submitted to Commission at 820111 waste 
confidence meeting, per telcon 

OIL'BERT, O Office of the Secretary of the Commission 44FR6l37a', 
82/03/29 HCKNIOHT, J Document Management Branch Ip 12484 13Q 


— 8204010443 Forwards documents submitted to Commiision at 030111 luaste 
confidence meeting by J Schaefer 

OILBERT, S M Office of the Secretary of the Commission 82/03/18 
HRC - No Detailed Affiliation Olven 200pp 12484 199 


02O'4O1O436 Comments on proposed rule lOCFRSO re interim requirements 
related to hydrogen control Opposes rule 

DELCEDROE, L 0 Commonwealth Edison Co. 46FR622B1 012 82/03/29 

Docketing U Services Branch. Spp 12409 282 


8204010466 Package of two comment* on proposed rule lOCFRSO re 
emergency planning k preparedness for production k 
utilisation facilities Opposes rule 

ORAFF, R A , LPTZ,L Affiliation Unknown 02/03/26, NRC - No 
Detailed Affiliation Olven Spp 12489 OOB 


82040BD201 Informs of Incorrect statement in 820319 Itr ro comment 
period for proposed rule, "Environ Qualification of 
Electrical Equipment for Nuclear Power Plants " Comments 
received after deadline will be considered if practical, 
AOOARWALiS.K Electrical Engineering Branch 47FR2876 02/03/16, 

DIRCKSjW j. Office of the Executive Director for Operations, ip 
12618, 314 


8204130267 Comments on proposed rule 10CFR60 ro requirements for liSTxd 
disposal of raduasts. Opposes rule 

M0NTXJ8MERy,R Affiliation Unknown, 46FR392aO 000 82/04/02, NRC 

- No Detailed Affiliation Olven ip 12697 172 


B204130269 Comments on proposed rule 1DCFR60 re licensing rsquironenks 
for land disposal of radwasts, Opposa* rule 

WONO, J, P. Affiliation Unknown 46FH3920O 087, 02/04/06 NRC - 

No Dstalled Affiliation Oivsn Ip 12697 081, 


8204180272 Package of tud comment* opposing proposed rule lOCTRSO re 
interim requirements related to hydrogen control, 

MILLB, L. M Tennessee Valley Authority REED, C Atomic Industrie} 
Forum 46FR622ai 82/04/02 Docketing k Service* Branch. 9pp 

12697' 001 


8204130299 Comments on proposed rule iOCFR90 re interim requirements on 
hydrogen control Rule should contain installation of 
hydrogen control sys capable of accommodating 7VA cladding- 
water reaction w/o loss of containment integrity 
aHERHOODrO.O General Electric Co HFN-043-82 82/04/06 

CHILK, 3 J. Office of the Secretary of the Comnlisian, Bpp 
126S7, 329 


B20413029S Comments on proposed rule 10CFR90 re environ qualification 
of alectric equipment for nuclear power plant Proposed rule 
*h ould be rewritten to address only scope of equipment 
consider ad by original licensing requirement* 

CLAYTON, F L Alabama Powar Co 47FR2S76 072, 82/04/01 CHILK, B g 

Office of the Secretary of the Commission 4pp 12697:837. 
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8304130303 Commtnt* «n propot«d rul* lOCFRSO rt intcrin rtitulrtmtnl;* on 
tivdraptn control Rulo ihould bt raitfrltbon at thara it no 
riiaon to damonttrata abilitg to wltbttand hudrogan burn 
IP provitioni fliada to prevant ocurranca 

BQIKHEY.O D Math Ing ton Public Pouar Supplg Bgttani 46FRA3SB1 019 
B3/04/0A Doc hating fc Barvicat Branch Spp lzd>97 343 


S3041303&6 Pachaga of tuo comnanti oppotlng propoiad rula lOCFRSO 
rt anviron guallf Ication of alactrlcal aqulpnant for nuclaar 
powrr plant* Commant parlod should ba attandad to coincidt 
u/ravlaui parlod of propotad rag gulda 

BASKINrK P Boutharn California Edison Co HITTL»B L Public 
Strvlca Elactric ti Oat Co of Nau Jar sag 47PR2a7& 83/04/01 

Dockatlng b Strvlcat Branch Bpp 1S698 046 


8204130404 Commant* on propotad rultt 10CFR30> 32> 70 b 190 rt smaltad 
allogt Oppotat rulas 

EHTERBiK Affiliation Unknoun. 49FR70B74 36B1. 83/04/08 MRC - 

No Datallad Affiliation Olvan Ip 13698 234 


8304190196 Comnantt on propotad rula 10CFR9O ra intarim raqulramants 
eoncarning hgdrogan control Ongoing studios thould ba 
coaplatadi cott-banaf It t< rlak-banafit analgtls ahould ba 
parfornad to afaquataly atiaas naad for rula. 

COUfeiLiU 0 I CAONETTA* J P Connactlcut Yank t a Atomic Pouar Co 
COUfStL. U 0 Morthaait Nuclaar Enargy Co. laiiba. of Northaast 
utllltlas} 46FR622Si 033 83/04/08 Dockatlng b Barvicat 

Branch 7pp 13788 074. 


8204190366 Commantt on propotad rula 10CFR90 ra anviron quollf IcatlO’n 
of alactrlcal aquipnant Urgat NRC to uia torn "aafatg- 
ralatad" for all aqulpmant raquirlng qualification 
PORTER, N a Pouar Engfnaaring 47Fft3a76 078 82/03/19 

Dockatlng b Barvicat Branch. 3pp 13731 236 


8304190267 Commantt on propotad rula lOCFRBO ra changat to cut back 
anargancg plant for nuclaar pouar plants Oppotat rula. 

BECKiD Affiliation Unknoun 46FR61132 067 83/04/02. Offlca of 

tha Bacratary of tha Commlaslon Ip 18731.339 


8204130406 Commantt on propotad rulat lOCFRSO, 33, 70 b 190 ra imaltad 
allogt Qppoiat rulat 

KINDLEOfS Affiliation Unknoun 49FR70874 3680 82/03/14 NRC ~ 

No Datallad Affiliation Olvan Ip 13698.209 


8304190449 Packaga of tuo commenta opposing propotad rula 10CFR90 re 
anviron qualification of alactrlcal aqulpmant In nuclaar 
pouar plants Rula should raflsct dlffaranca In qualification 
rsqulramants for aqulpmant in mild anviron vt harsh anviron 
LOOMIS. J a Sargant ti Londg, Inc JUR0EN8EM, R. W Amarlcan Elactric 
Pouar Co , Inc 47FR2876 82/04/13 Dockatlng t< Barvica* Branch 

4pp 12681 033 


8204190491 Packaga of saven commantt on propotad rula 10CFR90 ra 
interim rsquiramanti ralatad to hydrogen control 
FAYiC M Uitcontin Elactric Pouar Co 8HERU00D, 0 0 Oanaral 
Elactric Co DOUCHE Y, 0 D Uathlngton Public Pouar Supply Bgsttm 

4iFR62281 82/04/09 CHILK, S J Docketing t< Sarvlcat Branch 

4app 12684 343 


8204190493 Commantt on propotad rule 10CFR90 ra anviron qualification 
of alactrlc aqulpmant 

BECKHAM, J T Oaorgla Pouar Co 47FR2876 074 8B/03/33 

Dockatlng b Barvicat Branch 3pp 12684 239 


8204190463 Saekt timalg ratolution of liiuat addretiad In propotad rule 
IOCni90 re anviron qualification of safatg-'ralatad equipment 
at facility NRC thould aapadlta revlau of facility 
altctrical equipment In harsh environ 

HAHPSON. A Oregon. State of 47FR2876 076 82/04/09 Dockatlng 

b Sarvica* Branch Spp 12689 026. 


8204190464 Package of seven comments opposing proposed rule 10CFR9O 
rt Interim raqulramants ralatad to hydrogen control Rula 
uould ba premature If raqulramants uera Imposed In advance 
of technically superior t< integrated industry approach 
EDUARDS, 0 U Yankee Atomic Electric Co OARY, R J. Tatat Utllltias 
Osnaratlng Co BOOKER, J E Oulf States Utllliltt Co. 46FR6228i 
83/04/12 Docketing l< Barvicat Branch 62pp 12678 004 


8204190466 Foruardt ravitad commantt on proposed rula 10CFR50, 

"Environ Qualification of Electric Equipment for Nuclaar 
Peuar Plants *' Submittal corraett minor typographical 
error* 

CLESELANO. JW Bclanca Applications, Inc 47FB2B76 073. 82/03/29. 

Dockatlng 1. Sarvlcat Branch ip 13678 ill. 


8204210916 Foruardt ravitad comments on proposed rula t0CFR90 ra 
anviron qualification of electric equipment for nuclear 
power plants Ravitlon corraett minor typing errors. 

CLEVCLAND, JW Bclance Applications, Inc CI-B2-20 82/03/89 

Dockatlng !< Barvicat Branch. Ip 12678 111 


'--8204190493 Revised commantt on proposed rule 10CFR90, "Environ 
Qualification of Electric Equipment for Nuclaar Pouar 
Plants " (Ravitad 820332 to correct typographical errors ) 
CLEVa.AND, J U Bclanca App J Icatl ont. Inc C 1 -B 2-18 82/03/19 

Dockatlng It Barvicat Branch 6pp 12678 112 


8304160361 Advises racipiants of commantt on propotad rula 10CFR60t 
"Dlipoial of High Laval Raduatta In Oaologlc Rapotitorlas, " 
of ffiltnumberlng of comment number 

a DochaUng t< Barvicat Branch. 46FR39280 02/04/14. Dockatlng 4. 

Servicat Branch ip 18707 128 


B30416O489 Foruardt supplemental commantt on propotad rulat 10CFR3. !?• 
20. 21 1 30. 40. 91, 61, 70. 73 1, 170 ra llcaniing raquiramantt 
for land dlipoial of raduatta. _ l , 

VALCRErC L Valora, C 46FB380B1 129. 88/04/09 Docketing b 

Sirvlcaa Branch Spp 12706 323 


8204190296 Comments on propotad rule lOCFRSO, "8td for Riductlon of 
Risk From ATW8 Events For Light Natar Cooled Nuclaar Power 
Plants “ 

HIATT.eL Affiliation Unknoun 46FR97S21002 82/04/12 

Docketing & Barvicat Branch 4pp 13722 093 


8204190296 Commantt on propotad rule 10CFR70 ra mail control & 
accountabl 1 1 ty. Parformanca-orl anted policy raqulramants more 
daairable than raquir emants of compliance nature 
CAUDLE, R E Enargy. Dept of 46FR4S144 016 82/03/16. 

BURKETT, R F Oivlelon of aafaguardt 2pp 12723.091. 


B204S1011S Advltai racipiants of commtnts on proposed rule 10CFR50, 
"Environ Qualification of Elactric Equipment for Nuclaar 
Pouar Plants" that Commantt 73 b 76 uera miscoded . Kumbars 73 
tc 78 will not ba used again. 

a Docketing t, Servlcaa Branch. 47FH2B76 82/04/19 Dockatlng l< 

Barvlcaa Branch 2pp 13803.399. 


B204210S58 Advltat recipients of commantt on prapotid rula lOCFRSO. 
"Environ Qualification of Electric Equipment for Nuclear 
Pouar Plants" that Comment 70 wat miscoded Number 70 will 
not ba uead again 

a Docketing b Sarvlcat Branch 47FR2876 82/04/19 Dockatlng t< 

Barvicat Branch Ip. 13603 076 


8S04BI0398 Commantt on proposed role lOCFRSO ra anviron qualification 
of alactrlc equipment Pur nuclaar power plants Equlpmant 
qualified to IE Bulletin 79-OlB b NUREO-OSBB should ba 
acceptable. 

HITTL.R L Public 8ervlc« Electric b Oat Co of Nau Jirtag 
47FR3B76 069 82/03/33 CHILK.. 8 J Dockatlng b Services Branch. 

4pp 12803 OBB 


8204210483 Advltat racipiants of connantt on propotad rule lOCFRSO, 
"Interim Raquiramantt ra Hydrogen Control (NURE0/CR-S940}" 
that Comment 31 uat Ml ecodad. Number 31 will not ba used 
again. 

a Docketing b Barvicat Branch 46FR622Qt. 82/04/20 Docketing b 

Barvlcet Branch Ip. 12602 192 


8204210902 Advltat racipiants of comments on proposed rula 10CFR90. 
"Interim Requlramantt r# Hydrogen Control (NllRE0/CH-2940> •' 
that Comments 17 b 33 are duplicates Numbar 32 delated b 
ulll not be uead again 

• Docketing & Sarvicaa Branch 46FR622ei. 82/04/20 Dockatlng b 

Sarvlcat Branch. Ip. 13601.183 


8204210916 Foruardt ravitad commantt on proposed rula lOCFRSO ra 
environ qual tplcatton of electric aqulpmant for nuclaar 
pouar plants Ravitlon corrects minor typing errors. 

CLEVELAND. JH Bclanca Applications, Inc 47FR 2876 038 82/03/39, 

Dockatlng b Services Branch. Ip 12801*188. 


8304210S1B Cnmmantt an propotad rula lOCFRSO, "Intarloi Raquiramantt ra 
Hydrogtn Control. " Rula should raqulra analytat to antuvt 
co’ntrol of amount of hydrogan resulting from degradation 
of ECCS 

NAURIN.L. V. Louisiana Pouar b Light Co. 46FR628B1 033 63/04/12 

Offlca of tha Bacratary of tha Conmlttlon 4pp 12801 184 


8204210945 Advltat racipiants of commantt an proposed rula lOCFRSOi 
“Interim Raquiramantt ra Hydrogan Control {NURE0/CR-8940» " 
that Commant SO uat miscoded. Numbar 80 ulll not ba used 
again 

a Dockatlng fc Services Branch. 46FR623ei 82/04/20, Docketing b 

Barvicat Branch. ip 13802:009. 
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S2042303S9 Advlii* rcclptenfe* ef cannrnt* on propeitil ruli 10CFR90> 
"tnttrtir Rfqulrpintntt re Hudrogtn Control'* that Comonti 
16 1> 19 iii*r* dupllc«t(». Numbsr 19 dolotod 6 ulll not bo 
uttd again 

• Docketing i< Borvlctf Branch 46FR6S2B1 BS/04/S0 Dockotlng & 

airvicei Branch Ip iSai6: 1D9 


8804260317 Rcquoite txomptlon for Poach Bottom Unlit S 6 3 Arom 
Interim rcquiromonts Inpoted bg propoood rulo lOCFRSO 
ro hgdrogon control 

CONICR.T. B Connor. Hoero «. Corbor 4»FR65466 044 88/04/08 

CHILKiS J Off let of the Soerotarv of the Conmittlon 6pp 
lSB3a- 109 


8204260324 Foruarde comnontt on propotod rule 10CFR90 ro environ 
quell Pleat ion of oloctrlcal oqulpmont 

STREETER. 0 F Dlvltlon of Project 4c Root dent Program!. 47FR2S76 
079 82/0 4/06. SULLIVAN. D F. OfPico oP Nuclear Reactor Reguletlon. 

Director. Ip I BBSS’ 107. 


—•8204260333 Comment! on propotod rule lOCFRSO re environ qualification 
of electric equipment, 

OU. DEMON D. H 0 Divition of Project «< Reeldent Progreme 47FR2B76 
079. 82/03/04 KONKLIN. J. E Dlvltlon of Project fc Reiident 

Progrsmt Ip. 12838:108, 


B204260340 Commenta on propotod rule 10CFR90 re ATU8 Urgei doting out 
ATMS ieaue for Weitinghoute plants w/o adopting ang of 
three alternative propotod rultt, 

SCHtnERER. F Standardlied Nuclear Unit fouier Plant Bgttem 
46FR97S21 004 82/04/19. Docketing & Servicei Branch. Spp 

12838. 102. 


8204270094 Requettt review 6 comment on end preliminary draft branch 
technical poeition on uatte datt if 1 catl on. outl Inlng 
generally acceptable procedural for maaturing I. reporting 
radioactivity In varloue watte ttreamt 
SHITH.R D Lou Levtl Uatta Llcentlng Branch 82/03/31 
Affllletlen Unknown. IDpp. 12873.226 


8204270292 Package of tlx comnentt supporting proposed rule lOCFRSO ra 
ttds for reduction of risk from ATUB events for light water 
coDied nuclear plants 

CLEMENTS. B.R Taiai Utttltlea Oanarattng Co. ALEXANDERSON, E, 
Detroit Edison Co. OIBBS. 0 C. Atomic Industrial Forum 46FR9792t 
82/04/23 CHILK. 8J. Docketing h Bervlcte Branch SOOpp 
12048, 037, 


8204270335 Comments on proposed rule lOCFRSO re stde for reduction of 
rltk from ATU8 events for light water cooled nuclear plante. 

Risk posed bg ATMS in C-E NB88 acceptably low. 

BASKIN. K P C-E Operating Plants Owners Croup 46FR97921 019 

82/04/23 Docketing 4< Services Branch. 7pp. 12892 099 


B2D4270381 Comments on proposed rule lOCFRSO re reduction of risk from 
ATMS 

REVELEY, W T Hun ton h Ml 11 lams 46FR97921 014, 82/04/23 

Oocksting & Services Branch. 6pp 12849 094 


“-8204270387 Comments bg Ufcll dreup on ATMS ro pr O'Posad rule 10CFR90, 
a Affiliation Unknown. 82/04/23 200pp 12849:060 


— 8204270399 BA 1-01 2-62-8 J 

‘'Technical Support for Util Oroup on ATUB Task II. Summary 
of Past ATHS Evaluations. •' 

« Science Applications, tne. 81/12/31 IDOpp 12649:292 


—8204270402 SA 1-01 1-82-8 J 

"Technical Support for Util Oroup on ATMS. Task I* 

Ouantl tetivi Evaluation of Industry Proposed Hod Relative to 
Esietlng Plant ATMS Requirements " 

» Science Applieetlone. Inc. 81/12/31. 300pp 12890 098. 


8204270400 Comments on proposed Revision 1 to Rsg Bulds 1,89 rs environ 
qualification of electric equipment for nuclear power 
planIt.Reg guide will cause further confusion about environ 
qualification h will not enhance safe operation of plante. 

BOYER. V 8 Philadelphia Electric Co. 47Fft2e76 OBI. 82/04/22. 

Doekotlng k Services Branch. Bpp, 12892:227. 


S8O4270409 Comments on proposed Revision 1 to Rog Bui do 1,89 rs environ 
qualification of electric equipment for nuclear power 
plants, Supports guide, 

RAHE.E P. Mestlnghouse Electric Corp. 47FnS876. 82/04/21. 

Docketing k Services Branch. 8lpp. 12892:112 


8204270422 CoMsents on proposed Rsvlslon I to Rsg Ouide 1,89 
Recommends Revision 1 be withdrawn h completely revised. 
STEIOEUIANN. M> Synergic Resources Corp 47FR8B76 083. 82/04/22. 

dating k Servleee Branch. 12pp. 12849:008 


B2042B0392 Comments on proposed rule 10CFR39 re ml sadmlnistrations. 
Rule could be deleted In interest of economy 6 funds saved 
otherwise utlliied 

UETZEL. R A Affiliation Unknown 49FR31701 008 82/04/19 

PALLAOINO.N Commissioners Ip 12066288 


0204260916 Package of two comments supporting proposed rule 
10CFR90 re ATW9 

PARKER. M 0, Duke Power Co SKERMOOD. 0 0 Oeneral Electric Co 
46FRS7921 82/04/23 CHILK. 8 J Docketing h Services Dranch 

20pp 12066 287 


0204200926 Comments on proposed rule lOCFRSO re ATMS Add! mitigation 
syt raquirements not warranted until ATMS risks evaluated 
In context of other lew probability events 

NtChOLSi T C South Carolina Electric k Oat Co 46PR97921 009 
82/04/19 Docketing k Services Dranch 9pp 12866 321. 


S2O420O63B Transcript of 820401 Commission af f irmatlon/di scussion 
saitlen In Wash Ington. DC Pp 1-3 
■» Cammtssionars 02/04/01 6pp 12877 011 


—8204290010 Package of four comments on proposed rule lOCFRSO re 
extension of due date for submittal of revised emergency 
plane required bg lOCFRSO 94 Extension supported 
CLARK, L Massachusetts Institute of Technology, 46FR633i5 
82/02/01 Docketing fk Services Branch 4pp 12877 047 


"8204290023 Forwards to all research h test reactors, current status of 
revised guidance crlterte for emergency planning, Advi ses of 
development of SRP for preparation tc evaluation of 
radiological emergency plans for research & test reactors 
EISENHUT.D 0 Division of Licensing 46FR6331S 02/01/29 

Dlvltlon of Licensing. 23pp 12077 092 


B2O4290222 Requests written legal opinion of listed questions in order 
to revise draft 10CFR61, 

aMITH. R D Low Level Maste Licensing Branch B2/04/09 FONNERiS 
Office of the Executive Legal Director 2pp 12893 024 


8204300290 Package of eight comments supporting propostd rule lOCFRSO. 
"Stds for Reduction of Rltk from ATMS " 

CURTIS. M M Pennsylvania Power 1< Light Co MITTL, fi L Public 

Service Electric «< Oet Co of New Jersey BRADBURY, R B. Stone b 

Mebster Engineering Corp 46FR97921 82/04/26 CHILK. 8. J 

Doeketi'ng 1. Services Branch. 31pp 12088:110 


0204300313 Package of six comments supporting proposed rule lOCFRSO ri 
ATMS 

KQME.P.M Carolina Power b Light Co MILLS, L H Tenneesae Yalitu 
Authority CRANE. P A Pacific Oas b Electric Co 46FR97821 
82/04/26 ' Docketing b Services Dranch 30pp 12608.326 


0204300441 Comments on propossd Revision 1 to Rag Guide 1.89 b proposid 
role 10CFR90 re environ quallf leatlon 

SHERMODO, 0, 0. Oeneral Electric Co 47FR207B 080 82/04/20 

Ooeketlng b Bervlces Branch 7pp 12089 192 


8204300444 Comments on proposed rule 10CFR90 re acceptance criteria 
far protection against ATMS events for LMRs Reliability 
assurance program should not bt implamentad solely for ATMS 
considsTations, 

8ALDARINI. J C Ebasco Bervlces. Inc (subs of Enterch Corp ) 
46FR97921 020 82/04/21 Docketing b Services Branch 2pp 

I2BB9 171. 


PRM PETITION FOR RULEMAKING 


0203170947 Comments on petition for rulemaking PRM-2-ll.Due to missing 
page, 10CPR2i was xiroxad instead of 10CFR2 102<b) 

EDDLEHAN Affiliation Unknown 47FR43tO 82/02/26 CH1LK.8 J 
Office of the Secretary of the Commission. Ip 12321 296 


8204010348 Comments on petition for rulemaking PRM-73-7 re elimination 
of required log out of personnel from vital areas of 
nuclear power reactors Supports revision. 

CAHMA L Bechtel Corp 47FR669B 003 82/03/26 Docketing b 

Services Breneh Ip 12476 182. 


8204010394 Responds to 020222 commsnts on patitioni for rulemaking 
PRM-73-6, PRM-73-V b PRN-73-8 re security precautlone. 

Coeunente will be analyxed at close of comment period on 
820419. 

KAMHERER. C Office of Congressional Affairs. 47FR6699. 88/03/26 

HARKEY.E.J House of Rap Ip 18479'360, 
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82040103S9 PackAge o# three commenty supporting petition for rulemaking 
PRM-^S-a re interval longer than 3 yre between renolred 
calfbr of doilmetry tgs 

KEPKA. A 0 , jaHNSON, P M . DAVID, J Affiliation Unknown 47FR43U 
D2/08/30 Docketing & Services Branch 3pp i247s 34B 


02O413O31B Comments on petition for rulemaking PRM-2-11 requiring 
separate OL hearing for each power reactor unit of site 
Opposes petition 

COOK,J.W Consumers Power Co 47FB4310 019. B2/03/30 Docketing 

i Services Branch Spp 126S7 287 


6204010365 Package of three comments supporting petition for rulemaking 
PRM-05-2 re proposed rule changes to 10CFR35 for full eallbr 
of cobalt teletherapg equipment 

AONEU’U F Ohio Vallog Medical Center. Wheeling WV ALTOFP. R J 
Polgclinie Modical Center Harrisburg, PA KUYATT, C E 
Commerce, Dept of. National Bureau of Standards 47FR4311 82/03/89 

Office of the Secretarg of the Commission 8pp 12479 3tl 


820401037^ Comments on petition for rulemaking PRM-2-11 re separate 
hearing for each util of multiple installations Petition 
should be denied 

BRAteunv, R B Stone t, Nabster Engineering Corp 47PR4310 Oil 

82/03/86 Docketing it Services Branch 2pp 12476 117, 


8204010377 Comments on petition for rulemaking PRM-2-11 re separate 
hearings for each util of multiple Installation Opposes 
petition 

BOOCKEY, 0 D Washington Public Power Suppig Sgstem 47FR4310 008. 
82/09/22 Docketing & Services Branch 2pp 12476’ 119 


82040103BB Package of two comments supporting petition for rulemaking 
PRM-2-11 re licensing procedure that would take into 
consideration onlg one unit, Instead of all units Supports 
petition 

LaCKUOOO.O C . NEWMAN, P T . NEWMAN, 8 E Affiliation Unknown 
47Ffl4310 82/03/23 NRC - No Detailed Affiliation Given Ip 

12404 031 


8204130322 Commenta on petition for rularnaking PftM-2-1 1 requiring 
separate OL hearing for each unit at site Opposes petition 
COWAN, G I Atomic Industrial Forum 47FR4310 017 82/03/30 

Docketing 6 Services Branch 2pp 12657 347 


0204130384 Comments on petition for rulomaking PRM-2-li requiring 
separate QU hearing for each unit at site Opposes petition 
01888,0 C Middle South Services, Inc 47FR4310 OkB 88/03/31 
Docketing 6 Services Branch 2pp 12697 349 


0204130389 Comments on petition for rulemaking PR(i-2-ll requirina 
separate OL hearing for each unit at site Supports petition 
LOCtBTET, W A Affiliation Unknown 47FR4310 016 02/03/30 

Docketing & Services Dranch Ip 12658 019 


8204130403 Comments on petition for rulemaking PRM-3S-8 re Interval 
longer that 8 grs between eallbr of doslmetrg sgs u«ad for 
measur Ing teletherapg units Supports rule. 

L1N10N.0 W American College of Radio logg 47FR4311 012 82/03/31 

CHlLKvS J Office of the Secretarg of the Commission ip. 

1 2658: 833 


8204130409 Comments on petition for rulemaking PRM.-3S-2 re atlouing 
period longer than 2 grs between eallbr of doslmetrg sgs 
used for checking teletherapg machines Supports rule 
ANDERSON, J A Mago Clinic Rochester, MN 47FR431I Oil 82/03/86 
Docketing 6 Services Branch Ip 1265a’200 


8204010432 Comments on petition for rulemaking PRH'2-11 re OL hearings 
for multi-reactor nuclear power plants Opposes petition 
BILG£RO,J E Shaw, Pittman, Potts 6 Trowbridge 47FR4310 012 
B2/cn/30. Docketing 6 Services Dranch 3pp 12484 139 


B204010474 Comments on petition for rulemaking PRM-39-S re changes to 
lOCFROS Critical of NRC for not including ang ref or even 
suggetiions that redundant checks should be made on 
Instruments used for calibr teletherapg units 

HOIENFELD. M . JETTE, D Ruih-Presbgterlan-St Luke's Medical Center, 
Chicago, IL 47PR43U 009 82/03/29 Docketing ti Servicei Branch 

4app 12409 177 


8204130412 Comments on petition for rulemaking PRH-3S-2 re interval 
longer than 23 grs between eallbr of doslmetrg sgs used for 
measuring teletherapg units Supports rule 

PURDY, U A Washington Univ 47FR431i 013 82/03/30 Docketing it 

Services Dranch Ip 12630 158 


8804140547 Ack receipt of comments on petition for rulomaking PRH-50- 
30 Use of fuel load date In place of QL date acceptable 
KANErD W Council on Energg Indapandence 46FR614B4 82/03/29 

HENRY, J J Regulatorg Analgsts Dranch Ip 126B9 083 


S204090044 Informs that legal basis for fiklng DL ekpiratlon date on 
annivariarg of CP issuance cannot be determined 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
82/03/16 BERNERO, R M Division of Risk Analgsle Ip 12632 390 


SS041S0414 Responds to 010923 petition to require separate OL hearing 
for each nuclear power reactor at multi-plant sites 
HENRY, J J Regulatorg Analgsls Branch 82/04/08 EDDUEMAN.W 
Afflllatian Unknown 2pp 12687 360 


— 8203090720 Requests legal memo op Inion, poHcg statement, ofc technical 
posttlon or other document which eitabliihes basis for OL 
eipiratlon on anniversarg of CP Issuance Response requested 
by 820312 to complete response to PPM 50-30 

BERNERO. R M Division of Risk Analgsls 82/02/23 DENTON, H.R 
Office of Nuclear Reactor Regulation, Director CUNNINGHAM, 0 H 
Office of the Etecutlvc Legal Director 2pp 12632 399 


— 3201130329 Files petition for rulemaking requeetlng amend of lOCFRSO to 
eitend operating life of nuclear power plante 

K.ANE. D. W Council on Energg Independence 01/09/11 CHILK,S J 
Office of the Secretarg of the Commission 2pp 12632 361 


8204130254 Comments on petition for rulomaking PRM-50-31 re emergency 
preparedness 6 monitoring of rad ioact 1 vitg from commercial 
nuclear plants 

HAGER. K Affiliation Unknown 47FR 12639 001. 82/03/30 NRC - No 

Dctakled Affiliation Given, Ip, 12657 108 


82041X264 Package of three comments opposing petition for rulemaking 
PBM-2-11 re separate hearings for multi-plant applicatloni 
LANXHEi J E Duke Power Co, RAHE, E P Westinghouse Electric Corp 
* LeBoeuf, Lamb, Leibg 1< MacRae 47FR4310 82/04/01 CHILK, B vf. 

Docketing b Berviees Branch 7pp 12697 198, 


82041X265 Comments on petition for rulemaking PRM-80-30 to tie 
eipiratlon date of OL to date of issuance of OL instead of 
CP leet/e date Supports rule . ^ ^ , 

GEfilNO, J, Affiliation Unknown, 82/03/30 Docketing b Services 
Branch Ip 12659’ 338 


82041X274 Forwards revised Pages 37 b 30 to article. Applications of 
Redundancy in Medical Physics," re comments on petition ror 
rulemaking PRM-39~2 „ ,, 

BOZENFELD, M Ruih-Preibg tar ian-Bt. Luke 's Medlcel Center, Chicago. IL 
47FR4311 009. 82/03/29 Docketing b Service! Branch. 3pp 

12696,357 


6204150459 Package of two comments on petitions for rulemaking 
PRM-73-6,PRM-73-7 b PRM-73-0 Supports rules 

BOWttAKER.N J Baltimore Gas & Electric Co VANDEWALLE, D Contomers 
Power Co 47PR66S7 82/04/12 CHILK, B J Docketing b Berviees 

Branch 4pp 12681 042 


82041X460 Comraents on petition for rulemaking PBM-8-li Opposes amend 
of lO'CFRS to require separate OL hearing for each reactor 
unit at multi-plant site 

DELGeOROEi L. 0 Affiliation Unknown 47FR43tO 020 B2/04/0S 

Office of the Secretary of the Commission 2pp 12684 392 


8204190208 Comments on petition for rulemaking PRM-a-il re requirements 
for separate OL hearings at multi-unit sites AddltlO'n of new 
regulatory requirements in form of mandatorg hearing would 
frustrate Nflc efforts 

LOOMIS, J.3 aergent b Lundy, Inc 47FR4310 021 82/04/08 

Docketing b Services Branch Spp 12723 198 


0204190291 Comments on petition for rulemaking PRM-3a-a mandating that 
dosimetry sgs be eallbr every 2 grs Supports rule. 

OREBICK.B, A Methodist Hosp of rndlana.Ine Indianapolis, IN 
47FR43I1 OIS, 82/03/10 Docketing b Services Branch ip 
12722 097 


8204190340 Comments on petition for rulemaking pnH-35-a re lets 
frequent dosimetry sgs calibr t4 yrs as opposed to S grs) 
u/vertfication cheeks Supports rule 

MAYER.R F Reading Hosp. b Medical Center Reading.PA 47FR4311 014 
82/03/29 Docketing b 9ervices Branch Ip 12720 296 


6204260226 Comments on petitions for rulemaking PRM-73-6, PRM-TO-T b 
PRM-73-a re changes to I0CFR73 Supports petitions 
HOflAN. J P OA Technologies, Inc /Oeneral Atomic Co 47FR6699 010 
82/04/16 Docketing b Services Branch tp 12839' lOS 
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82043^229 Comm»nt» on potltion for TuJtmiltInB PRM-SO-31. lOCf RSO «• 
10CfR70 r» •xpantion of inirgincy planning lona.Oppoati 
propotad amend 

D0L#J,L C Affiliation Unknown 47FR186a9 003 a2/04/'14 

CHItKiS 0 Offlct of tha Stcratarg of the Cemmlsalon 3pp, 
1SB3S 179 


0204830641 Requatt* aupport for NV State Oeologleal Survey propoial to 
drill addl test uelle at Heetern NV Nuclear 8vc Ctr 
CUNN1N0HAM«R E Dlvitlon of Fuel Cycle l< Material Safety 83/03/lS 
LAROCCA) J L New Yorki State of. Energy Research U Development 
Administration 2pp 18S31 334 


8204360231 Comments on petition for rulemaking PRM-73-8. "Elimination 
of Re<iulred Search of Hand-Carried Packages of Personnel at 
Nuclear Poster Plants " Supports petition 

HATHEN8. E R Wisconsin Public Service Corp 47FR6697 007. 
as/04/16 Docketing ti Services Branch Ip. 13039 193 


B204260239 Comments on patltions for rulomaking PRH-73-6. PRM-73-7 b 
PRM-73'B re physical protection of plants b metis Opposes 
PRM-73-7 

DOUCHEY. 0 D. Washington Public Power Supply By s tarn, 47FR&69? 009 
B3/04/I9 Docketing b Services Qraneh. 3pp 13937 361. 


B30424O241 Comments on petitions for rulemaking PRM 73-6. "Elimination 
of Required Uog Out of Personnel From Vital Areas of 
Nuclear Power Reactors." b PRM-73-7i "Mod of Qual if 1 csti on 
for Security Personnel of Nucleor Power Plants, . 

ROBERTSON, C 0 Houston Lighting b Power Co V-OIOO 82/04/19 
CHlLK.e 0 Office of the Secretary of the Commission Ip 
18B39 101 


8304240242 Comments on petition for rulemaking PRM-73-6. "Mod of 
Ouallf teat 1 ons for Becurlty Personnel of Nuclear Power 
Plants b Other SNM Licensees " Supports rule 
MATkEWS. E B Wisconsin Public Service Corp 47FR6699 006 
82/04/16 Docketing b Bervteas Branch. Ip. 13039 106 


0304360243 Comments on petition for rulemaking PBM-73-0. "Elimination 
of Rtquired Search of Hand-Carried Packages of Personnel at 
Nuclear Power Plants " Supports patition 

KIRK.WF William F Kirk 47FR 6697 006 02/04/13 Docketing b 

aervlcet Branch. Ip. 13039 102 


B204S60390 Advises recipients of comments on petition for rulemaking 
PRM-73-B re elimination of required search of hand-carried 
packages of personnel at nuclear pouiar plants that Comment 
3 was omitted Number 3 will not be ueed again 

a Docketing b Services Branch 47FR6697 02/04/21 Docketing b 

Barvlcas Branch Ip 12B40 009 


0304260264 Comments on petition for rulemaking PRM-73-7. "Elimination 
of Required Log Out of Personnel From Vital Areas of Nuclear 
Power Reactors " Supports petition 

MATHBW8.E R Wisconsin Public Service Corp. 47FR669B 006. 

02/04/16 Docketing b Bervtcee Branch Ip 13B39 307, 


0204260370 Comments on petitions for rulemaking PRM-73-6, PRM-73-7 b 
PRM-73-a re changes to 10CFft73, "Physical Protection of 
Plants b Matl “ Supports rules 

THOMAS. 0 8 Public Servlet Co of New Hampihire 47Ffi6699 000 
02/ 04/19 CHILK. B J Docketing b Services Branch 3pp 12039 209 


0204300449 Comments on petition for rulemaking PRM-90-31 r# increasing 
radius of emergency planning lonee around nuclear plants 
from to to SO miles Opposes petition. 

HS83, C W Affiliation Unknown 47FR12639 003 02/04/22 

CMILK.S J Office of the Secretary of the Commlstlon Ip 
12006 313 


0204 300463 Comments on petitions for rulemaking PRM-73-6, PRM-73-7 b 
PRM-73-8 re plant security. Supports PRM-73~6 Opposes 
PBM-73-7 b PftM-73-0 

THORPE.J R Otnerel Public Utilities - OPU Service Corp. 47FR6699 
012 62/04/23 CHILK. B. J. Office of the Secretary of the 

Commission 2pp 126661169. 


PROJECTS - PREDOCKET LICENSINO 


820403MB1 Staff requirements memo re Affirmation Session B2-B wherein 
Commission approved refsrral of P«bE notice of prematurity 
b final rule to amend 10CFR2 b SO to eliminate financial 
review at CP b OL stages 

Office of the Becratary of the Commission M83031I 
82/03/17 0IRCK8. W d Office of the Eieeutlve Director for 
BlCKMlTiL, Office of the Oeneral Counsel 
KAMtERER, C.C Office Of Congressional Affairs 2pp. 12913:392 


02041^269 Memorandum b order permitting applicant to file motion to 
Withdraw within 20 days of sve of order tntervenors may file 
10 days after sve of motion b NRC within 

d Licensing Board Panel 
)3662.216 


PT2I NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


8204160919 Part 21 rapt ra defective range Indicator assembly 
containing sealed sources used as radio luminescent light 
sources in M324 mortar sys Testing stopped Licensee informed 
of defect 

BARIBANO. L Army. Dept, of MLER-R 1-82-041 02/03/11 

Office of Director 2pp 12704 234 


Region I, 


6304210220 Part 21 rept re design problem in residual heat removal/ 
saftty injection sys Design configuration makes heat 
eichangers high point In sys b subj to possible accumulation 
of noncondensible gas in tube bundles when inoperable 
R1CE,W M Brown b Root Corp (subs of Halliburton Corp ) PT21 
82-904-000 02/03/30 DEVOUNO, R C Director's Office. Office of 

Inspection and Enforcement 3pp 18603 009 


0204220330 Discusses defective sliding link electrical terminal block, 
mfg by States Co Multi Amp Corp b/or States Co should be 
contracted re use of connectors in nuclear power plants b 
extent of info available Bui letln/e Ircular to be drafted 
HAVES, 0 W Region 3. Chicago, Reactor Construction b Engineering 
Support Branch 79/00/10 REINMUTH, 0 W Division of Reactor 
Construction Inspection 4pp 12021 336 


0304290300 Interim Part 21 rept re telephone relays used in 
protective relays. Inttlel ly reported B20302 Affected 
relays b time period b customers Involved Identified Ltr 
to customers end Reportable per Part 21 

SMITH. W 0 Oeneral Electric Co PT21 02-990-000 02/03/16. 

LAUDAN.W Director's Office, Office of Inspection and Enforcement 
9p 12882 168 


04999 QUALITY ASSURANCE INSPECTIONS 


0203170426 Ack receipt of 020211 ltr informing NRC of steps taken to 
correct nonconformance noted In QA Program Insp Rent 
99900334/01-01 

POTAPOVS, U Division of Vendor b Technical Programs 62/03/11 
JOHNSON. C fi Uestlnghouse Electric Corp Ip 12316 321 


—6203170432 Responds to NRC 020139 ltr ro nonconformance noted in OA 
Program Insp Rept 99900334/01-01, Corrective actions 
completed Form ET-8990 for all suspected defects b 
nonconformances b revised Process Spec 292-1-3B 
JOHNSON. C R Westlnghouse Electric Corp 02/03/11 PDTAPOVS.V 
Division of Vendor b Technical Programs 3pp 12316 322 


0204090191 Forwards QA Program Insp Rept 99900266/02-01 on 020111-19 
No noncompliance noted 

POTAPOVS. U Division of Vendor b Technical Programs 62/03/19 
EMPEY.D, Rockwell International Corp Spp 12919 229 


■0204050161 OA Program Insp Rept 99900266/02-01 on BSOl 11-19 Mo 
noneompl lance noted Major areas Inspected weld control 
nonconformance corrective action. 10CFR21 Insp b followup on 
Identified heater leadwlre Insulation deflctoney 
SMITH. J W . BARNE01 I Division of Vendor b Technical Programs 
02/03/16 7pp 12919 231 


8304090167 Forwards QA Program Insp Rept 99900002/82-01 on 020110-22 b 
notiea of nonconformance 

POTAPOVS, U Division of Vendor b Technical Programs, 02/03/19 
LlCkENBEROER.H Combustion Engineering. Inc Spp 12929 269 


■8204090169 Notice of nonconformance from insp op 080110-22 
• Division of Vendor b Technical Programs 02/03/19 2pp 


•0204090179 QA Program Insp Rept 99900002/82-01 on 020118-22 
Noncomp I lance noted' dup llcate boat/tray numbers missing 
from Insp records found In pellet lot being processed fc 
personnel qualification records Insufficiently maintained. 
MCNEILL. W M . BARNES. I, Division of Vendor b Technical Programs 
82/03/09 Spp 12929.294 


8204090222 Forwards QA Program Insp Rept 99900910/02-01 on 820104-00 b 
0202-09 b notice of nonconformance 

POTAPOVS. U. Division of Vendor b Technical Programs 62/03/11 
CURNANEiR. A United Engineers b Constructors. Inc (subs, of 
Raytheon Co 1. 3pp 18S32'07e. 



NONDOCKETED ITEMS 


4S1 


— e8044&0236 Notlc* of n one on f or mane • from ln<p on 6aoiO4-0B & 0803-09 
• Diviflon of Vondor t< Technical Programs SZ/03/11 8pp 
1»3Z OBI 


— 8204050230 OA Program Imp Rept 99900510/62-01 on 620104-06 tt 0208-OS. 
Noncontpl iance noted no evidence odated to indicate that 
analgcle draining had been verified against latett drauings 
CHAMBERLAIN. D . HALE. C J Region 4. Office of Director 62/03/10 
21 pp 1S532 063 


6204060333 Poruard* OA Program Insp Rept 99900773/82-01 on 820211-12 
No noncomp 1 lance noted 

POTAf 0</Si U Division of Vendor t< Technical Programs 62/03/22 
HINCKa. H A Blemane-Allis. Inc 3pp 12613 131 


— 6204060338 OA Program Insp Rapt 99900773/62-01 on 620211-12 No 
noncoinpl iance noted Kajor areas inspected allegation that 
dinenslons of 6 9-kV suiltehgear supports << anchor bolts 
might not meet final seismic requirements 

KELLEV.Vl 0 . BARNES. I Division of Vendor & Technical Programs 
82/03/16 6pp 12613 134 


8204000344 Forwards OA Program Insp Rept 99900517/63-01 on 820222-26 
Sc notice of nonconformance 

POTAPOVS. U Division of Vendor «. Technical Programs 82/03/29 
KEENER. R E NUTECH < Nuclear Techno logg. Inc ) Spp 12601 209 


— 8204060349 Notice of nonconformance from insp on 620222-36 

• Division of Vendor 6 Technical Programs S2/03/2S 2pp 
12601 211 


—6204060386 OA Program Insp Rept 99900917/62-01 on 620222-26 
Noncompl iance noted failure to file forms St to document 
performince of evaluation of OA capabilities 

ORtCHLEY.R H ■ HALE. C V Division of Vendor «< Technical Programs 
82/03/16 lOpp 12601 213 


6304001420 Foruardt QA Program Insp Rept 99900295/92-12 on 620208-12 
No noneomp liance noted. 

POTAPOVS. U Division of Vendor &i Technical Programs 62/03/26 
HADHhOY.P A Pacific Bclenblflc 3pp 12600 342 


—6204060430 OA Program Insp Rept 99900255/82-01 on 620200-12 No 
noncomp 1 lance noted Major areas inspected ifTipiementatlon of 
OA program re equipment callbr 6 procurement document 
control, source sslectlan St product acceptance 

OLLERaR. E . DARNEEi I Division of Vendor & Technical Programs 
62/03/23 tSpp 12600 34S 


6304060426 Faruiards OA Program Insp Rept 99900004/62-01 on S20822-2S ti 
notice of nonconf ormance 

PDTAPDVS. U Division of Vendor Technical Programs 82/03/29 VAN 

HlLTDNrD. R OA Tec hnolog i ee. Inc /General Atonic Co Spp 

12600 356 


— B204060432 Notice of nonconformance from insp on 620222-23 
* Division of Vendor & Technical Programs 62/03/25 Ip 
12600.361 


—6804080439 OA Program Insp Rept 99900004/32-01 on 820228-85 
Noncompliance noted no document Indeies eslsted re Segment 
9 (c 10 mfg. 

NCneIUL. M M . BARNESil Division of Vendor << Technical Programs 
62/03/16 10pp. 12601 001 


6 204060 446 Foruards OA Program Insp Rspt 99900929/62-01 on 620209-12 
6 notice of nonconf ermine* 

POTAPOVS. U Division 0 # Vendor fc Technical Programs 88/03/29 

LORENZ. H Q1 Ibert/Commoniaealth Cos Spp 12399 171 


—6204080499 Notice of nonconformance from insp on 820209-12 
a Division of Vendor 4i Technical Programs BS/03/S9 Ip 
12599: 174 


B2040S0362 Responds to NRC Itr re nonconformance noted in QA Program 
Insp Rept 99900760/61-01 Corrective actions Houston heat 
treat surveg completed on 620217 Neu qualified vendor list 
ulll be completed by 820401 

LANOHAM.T Btewart b Stevenson Services 82/03/19 POTAPOVS. V 
Otvtston of Vendor St Technical Programs, 3pp 12601 223 


0204060308 Ack receipt of 620316 Itr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
999Q02B8/81-01 

POTAPOVS, U Division of Vendor b Technical Programs 62/03/91 
CARDILLO. H United Electric Controls Co Ip 13600 291 


—8204080464 QA Program Insp Rept 99900989/02-01 on 620209-12 
Noncompl lance noted 620304 design status verification rept 
failed to initlcate status of safety-related calculation re 
main steam b feedwater ruptures outside containment 
FOx.D F . HALE. C J Division of Vsndor b Tochnical Prograins 
83/03/18 9pp 12699 179 


8304130169 Ack receipt of 830324 Itr informing NRC of steps taken to 
correct nonconfarmance noted In QA Program Inip Rept 
99900100/83-01 

POTAPOVS. U Division of Vendor & Technical Programs 82/04/06 
HIOKlNOA.T Llmitorque Carp. Ip 12693 33? 


— QS040B0395 Responds to NRC 830106 Itr re nonconformance noted in QA 
Program Insp Rept 99900266/61-01 Corrective actions 
Section 306 of Energy Reorganliation Act of 1974 will be 
posted upon receipt 

C/RDILLO.U United Electric Controls Co 82/03/18 COLLINSiU T 
Region 4. Office of Director 6pp 13600 293 


— 5204130174 Responds to NRC B20226 Itr re nonconformance noted in OA 
Program Insp Rept 99900100/82-01 Corrective actions QA 
manual will ba revised by 630430 to require that insp 
procedures identify accept/rc ject criteria 

HCOUILLAM. P 0 Llmitorque Corp 63/03/24 POTAPOVS. V Division 
of Vendor b Technical Programs Spp. 13695 360 


B2O4O0O417 Forwards OA Program Insp Rept 99900090/83-01 on 030808-11 
b notice of nonconformance 

POTfPOVSi U Division of Vendor b Tochnical Programs 02/03/83 
ORABSOjJ V Rockwell International Corp 3pp 13601 018 84X 
Ft Che 50-000. 82/03/23. S204QS04 17 


—6304000439 Notice of nonconf ormenc# from insp on 020808-11 

* Division of Vondor b Technical Programs 03/03/33 2pf. 
13601 031 34X Flche 90-000.83/03/83.6304060417 


-6204060439 QA Program Insp Rept 99900098/63-01 on 820208-11 
Noncompl ianc I noted failure of personnel to sign fc date 
valve route card b failure to list on route card correct 
mithed spec number for assembly operation 

KELLEY. H D . DARNEB, I Division of Vendor b Technleel P’;°8Tam» 
63/03/18 ISpp 13601 023 24X Ft Che. 90-000. 83/03/83. 6204000417. 


6S040'90419 Forwards QA Program Insp Rept 99900001 /0B-O1 on 880801-09 b 
notice of nonconformance. 

POT/POV8iU Division of Vendor b Technical Programs 02/03/25 
MACHILLIAN. J Dab cock b Utlcol Co Spp 18601 007 


6304130273 Ack receipt of 680319 Itr requeeting that corrective action 
completion dates for audits of QA record storag? b review of 
vendor surveillance repts he eiteniSed to 630331 b 0519. 
respectively. per OA Program Insp Rept 99900910/63-01 
POTAPOVS. U Division of Vendor b Technical Programs 63/04/00 
CUR Name. R a United Engineers b Canstructors. Inc (subs of 
Raytheon Co ) ip 13699.650. 


--620413027S Requests that corrective action completion dates for audits 
of OA record etorage b review of vendor surveillance repts 
be extended from. 830315 to 0331 b ODiBarespectively.per QA 
Program Insp Rept 99900810/62-01. 

CUtNANEi R A United Engineers b Constructors. Inc. (subs of 
Raytheon Co k 62/03/19. POTAPOVS. U. Division of Vendor b 
Technical Prugrame 3pp. 12695 391 


6304130360 Ack recatpt of 820223 Sc 03 J 7 ItTs informing NRC of steps 
taken to correct nonconformance noted In QA Program Insp 
Rept 999007*3/91-01. 

PDTApnVSiU Division of Vendor b Technical Programs 82/04/08 
HOVl.L. NPB Industries. Ine Ip 12696 103 


— BS'040 S0424 Notice of nonconformence from Insp on 030301-09 
• Division of Vondor b Tochnical Programs 63/03/89. ip. 
13601 010 


-6204080431 OA Program Insp Rept 99900001/62-01 on 820801-09 
None omp 1 i anc t noted' fallura to perform formal review of 
document recipients In lest yr . . - 

MCNEILL. W M . 0ARNE6. I. Division of Vendor b Technical programs 
83/03/19 3pp 12601.011 


_-S8'04l3D369 Rtaponds to NRC 620317 Itr re nonconf ormanc o natnil In QA 
Program Insp Rept 999007*3/61-01. Corrective actions* current 
Issue of 10CFR21 posted b change order will ba Issued to 
specify applicability of iOCFRZl on procurement documents 
HO/I.L NPB Industries. Ine NPSl-01-a636 62/03/17, 

POTAPOVS. U Division of Vendor b Technical Programs 9 pp 
12698 104 
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— B2041303B1 R«ipan<l« to NRC 020217 Itr r* noneonformanee notad in OA 
Program Inap Rapt 979007*3/01-01 Error in rapt a« to data 
tOCFft2l po»t»d noted 

HCWtiL NP0 Industrlaa, Inc NPBI-O1-250S 02/03/17 
POIAPDVSjU Dlvialon of Vendor Ic Technical Programe lOpp 
12AS0 109 


8204190177 Ack receipt of B2O210 Itr Informing NRC of itap» taken to 
correct nonconformance noted In OA Program InfP Rept 
99900070/01-01 

PDr«»0V8. U Region 4. Office of Director 02/04/13 ANDERSON, H A 
Jnhnion Controli, Inc Ip 12722 001 


— B304190179 Raapond* to NSC 020319 telcon request Nucleer contracts on 
ojhlch Isotope radiography performed from Dec 1973 to present 
1 Ittfd 

JORDAN, R L Johnson Controls, Inc 02/03/24 COLLINS, J T 
Region 4, Office of Director 2pp 18722 002 


— 8204190182 Respond* to NRC 020119 Itr re nonconformance noted In OA 
Program Inip Rept 99700070/81-01 Corrective actions 
radiographs raviaieed for enhancement evidence Employee 
reipontible for anhencenent discharged k staff counseled 
JtPDAN, R L Johnson Controls, Inc 82/02/18 COLLINBrJ T 
Region 4. Office of Director 3pp 12722 004 


8204190290 Ack receipt of B2020S Itr Informing NRC of steps taken to 
correct deviation b nonconf ormanca noted in QA Program Insp 
Rapt 99900740/81-02 

POTAPOVS, 0 Division of Vendor & Technical Programs 02/04/13 
DUVALL, D D Drown Bovert Corp (subs Broun Boverl ti Co , Ltd 1 
Ip 12722 098 


— 0204190297 Responds to NRC 011212 Itr re deviation b nonconformance 
noted in QA Program Inap Rept 97900740/01-02 Corrective 
actions barriers Installed to resolve conductor separation 
Procedure for disconnecting crimped wire terminals revised 
DIVALL, D D Broun Boverl Corp (subs Broun Bovert b Co., Ltd } 
02/02/05 POTAPOVS, U Division of Vendor b Technical Programs 
Spp 12722 099 


02O4ZOO301 Forwards OA Program Insp Rept 99900100/02-02 
b notice of noneonformanee 

POfiVOVS,!! Division of Vendor b Technical Programs 
MIONDONA, T Limlterque Corp 3pp 13743 232 


on 02Oia7-an 
02/04/01 


— 0204200394 Notice of nonconformance from insp on 020127-20 

* Division of Vendor b Technical Programs B2/04/01 2pp 
12743 23 S 


— 9204200403 QA Program Insp Rept 99900100/02-02 on 020127-20 
Noncomp 1 lane e noted teleptione order Pot five motor pinion 
gear keysiLC Drawing 60-963-01541, Rovi sion A. received b 
par ts shipped w/o order being routed through file dept 
KELLEY, H D , DARNES, 1 Region 4, Office of Director 02/03/25 
llpp 12743 237 


8204210313 Ack receipt of 020208 Ur Informing NRC of steps taken to 
c orrac t nonconformance noted in OA Progi'am Insp Rept 
99900743/01-02 

PQTW^OVS.U Division of Vendor b Technical Programs 82/04/ITk 
DUVALL, D D Brown Boverl Corp (subs Drown Boverl b Co . Lt4 1 
Ip 12003 001 


— 8204210319 Responds to NRC 820106 Itr re nonconformance noted kn OA 
Program Insp Rept 99900743/01-02 Corrective actions 
personnel notified that changes to QA manuals b procedures 
must be approved by NRC or customer prior to Implementation 
DUVALL, D D Drown Dover! Corp (subs Drown Doverl b Co, i Lid I 
82/02/00 POTAPOVS, U Division of Vendor b Technical Program* 

Ip 12B03 002 


S2O427O207 Forwards QA Program Insp Rept 99900057/02-01 on 020222-26 
b notice of nonconformance 

POTAPOVS, U Division of Vendor b Technical Programs 03/04/06 
NEEHAUEiP William Powell Co 2pp 12840 099 


— 8204270291 Notice of nonconformance from insp on 020332-26 
a Division of Vendor b Technical Programs 82/04/06 Ip 
12840 101 


B204I90311 Ack receipt of 020100 b 0216 Itrs Informing NRC of steps 
taken to correct nonconf ormince noted In QA Program Insp 
Rept 99900378/01-01 

POTAPOVS, U Division of Vendor b Technical Programs 82/04/13 
8WANB0N,N E. Acme-Cl eve land Co Ip 12737 123 


— 0204190318 Responds to NRC 820121 Ur requesting addl info re B30108 
response to nonconformance noted In OA Progrem Insp Rept 
99900370/01-01 Corrective actions production router reviewed 
b changed in computer Production Order C31187 authorised. 

SWANSON, NE Acme-Cleveland Co 02/02/16 POTAPOVS, U Division 
of Vendor b Technical programs 2pp 12727 124, 


—0204270297 OA Program Imp Ropt 99900057/02-01 on 830222-26 
Noncomp I lance noted controlled welding matls stored 
Improperly b Insp steps or rework routers not appropriately 
stamped 

BROWN, R L , DARNES, 1 Division of Vendor b Technical Progr/ims 
82/03/26 13pp 12848 102. 


BS0427O338 Forwards QA Program Insp Rept 99900400/82-01 on 020126-38 
No noncomp 1 lance noted 

PQTAFQVS, U Division of Vendor b Technical Programs 83/04/011 

OUILBERT, D E Babcock b Wilcox Co 3pp 12852 351 24X 

FIche 50-000,82/04/00,0204270338 


— S204190323 Requests addl Info re 820108 Itr Informing NRC of steps 
taken to correct nonconformance noted in QA Program Insp 
Rept 99900370/01-01 Info expected within 35 days 
POrrAPPVBiU Division of Vendor b Technical Programs BZ/01/21 
SWANSON, N E Acme-Cleveland Co Ip 13727 126 


-B204190328 Responds to NRC 811208 Ur re nonconformance noted In OA 
Progrem Insp Rept 99900378/01-01 Corrective actions std 
practice for substantial defects will be implemented b 
latest revision to 10CFR31 posted 

SMANSDN, N E Acme-Cleveland Co 82/01/00 POTAPOVS, U Division 
of Vendor b Technical Programs 2pp 12727 137 


—0304270346 QA Program Insp Ropt 99900400/82-01 on 820136-20 No 
none omp 1 lance noted Major areas inspected Part 21 b 
10CFR5D 55(0) rep ts, va 1 1 dat 1 on of computer codes b status of 
previous insp findings 

FI3X, D F , HALEiC J Region 4, Office of Director 83/04/01 
14pp 12853 253 24X Fiche 50-000, 02/04/00, 8204270330 


8204300277 Forwards QA Program Insp Rept 99900070/81-01 on 011207-11 b 
notice of nonconformance 

COLLINS, J T Region 4, Office of Director 82/01/19 ANDERSON. H A 
Associated Piping b Engineering Corp 3pp 128Q9 259 


020419(7317 Forwards OA Program Insp Rept 99900030/81-02 on 010112-16 
No noncomp 1 lance noted 

POTAPOVS, U Dlvlsloit of Vendor b Technical Programs 81/03/19. 
ROMERO.R L Borg-Warnsr Corp Ip. 12727:100 


— B204I90333 OA Program Insp Rept 99900030/81-02 on 020113-16 No 
noncomp 1 lance noted Major areas inipected. welding b 
nondestructive exeat techniques, 

DRI SKILL, D D , HUNTER. V K , OAOLIARDD, J E Division of Vendor b 
Technical Programs 81/03/10, 0pp 12727 101 


0204190342 ACK receipt of 820301 Ur Informing NRC of steps taken to 
correct nonconforminct noted in OA Progrem Insp Rept 
99900367/81-02. 

P0TAP0V8.U Division of Vendor b Technical Programs, 82/04/13 
BRUlelER, R H Square D Co, , Elsctromagnetic Industries Ip 
12720 261. 


—8204190349 Rssponds to NRC 820122 Ur re nonconformance noted in 
Program Insp Rept 99900367/81-01 Corrective actions; sroblam 
rept form b documentation of design control for field 
changes completed 

** Bqusre D Co,, Electromagnetic Industries 02/03/01 
Division of Vendor b Technical Programs Spa 

12726 262. 


— 0204300203 Notice of nonconformance from insp on 811207-11 

s Region 4, Office of Director, 02/01/19 Ip 12889 262. 


“0204300295 QA Program Insp Rept 99900070/01-01 on 811207-11, 
None omp 1 lane e noted radiography technique of Insufficient 
sensitivity for pipe welds w/wall thickness of less than 
0. 5 Inches 

RCBgRDS, H W I DRIBkILL.D D. , DARNES, 1 Reactive Inspection 
Seetton 82/01/15 4pp 12889 263 


8204300303 Ack receipt of 820325 Ur informing NRC of step* taken to 
correct nonconformance noted in QA Program insp Rent 
99900525/81-03 

POTAPOVS. U Division of Vendor b Technical Programs, 02/04/16 
LORENZ. H 01 Ibirt/Commonuealth Cos Ip 12808' 356 


■8204300311 Responds to NRC 010529 b 020121 Itrs re nonconformance noted 
ifi QA Program Insp Rept 99900525/01-03 Corrective actions- 
task force commissioned to investigate nonconformance 
Engineering design bulletin b instructional memo Issued 
BARKER, N.R Ot Iber t/Commonwealth Co* 82/03/28. POTAPOVB.U, 

Division of Vsndor b Tschtiical Program* t2pp IZSBB 357, 
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0304300320 Ack rectlpt of B20323 Itr informing NRC of ttop* taken to 
corract nonconformano noted in OA Program Insp Rapt 
999(»338/BI-02 

POTAPDVStU Dlvioion of Vendor & Technical Programe B2/04/16 
BIBBONfETTE. P OA Technolog lex Inc /Oeneral Atomic Co Ip 

iseee sob 


5204010433 Cotnment* on Reg Oulde 10 a re proposad training t 
eipartenca rei|ulrement« for nuclear medicine phyelciant 
including nuclear card iol ogi ite Supporti propoaal 
CHRISTIE, J H New Mexico. Unlv of 47FH3S2a 223 82/03/05 

CUNNlNCHAMi R Dlvlalon of Fuel Cgcla b Material Safety 2pp 

12464' 034 


— 6204300323 Reipond* to MRC B2022& Itr re nonconformance noted In QA 
Program In»p Ropt 799OO330/B1-O2 Corrective actions 
surveillance of process air monitor traveler sequence 
requirements Instituted b quality manual to be revised 
B1B50MRETTE. P OA Technologies. Inc /General Atomic Co 82/03/23 
POTAPOVS. U Division of Vendor b Technical Programs 9pp 
12856 309 


B204300391 Ack receipt of 820319 Itr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rapt 
99900031/81-02 

PDTfPOVS.U Division of Vendor b Technical Programs 82/04/16 
PATTY. D f Blngham-Wlllamette Co Ip 12886 114 24X 

Ftcha SO-000. 82/04/16. 8204300391 


—8204300396 Raspondt to NRC 820106 itr r* nonconformance noted in OA 
Program Insp Rept 99900031/81-02 Corrective actions heat 
eichangcr rep laced, addendum to Instruction manual to be 
Issued b recommendation to be sent out re neu type gasket 
PATTY. D F Dingham-Wlllamette Co 82/03/19 POTAPOVS. U 
Division of Vendor b Technical Programs 9pp I2SB6 ilS 24X 
Flcha 90-000.82/04/16.8204300391 


8204010441 Comments on Reg Guide lO 8 re training crltaria for 
nuclear medicine physicians. Supports proposal 

MECKELNBURO.r Uilmington Medical Center Hi 1 mlng ton. DE 47FR3228 
220 82/03/17 Docketing b Services Branch Ip 124B4 041 


B204010442 Comments on preposed Reg Guide IC 131-S re response time 
testing of protection sys instrument channels Guide 
addresses only channels that use pressure or temp measuring 
devices Title should be changed 

SCHERER. A E Combustion Engineering. Inc L0-B2~038 82/03/29. 

Docketing b Services Branch. Ip 12480 149 


8204010444 Package of tuo comments on Rag Oulde 10.8 re training 
criteria for nucleer medicine physician. 

PARKER.E. H Cornell Collage SCHERR. L Air Force, Dept of 
47FR3228 62/03/17 Docketing b Services Branch 4pp 

12484: 037 


8204010446 Package of tuo comments opposing Reg Guide 10.8 re trslnlng 
b tiperlance criteria for nuclear medicine physicians. 

UHALENrR. E Duke University Medical Center 47FR322B 221 
82/00/29 EAST, J P. Senate 4pp 12489 239 


REOOD REGULATORY GUIDES 


0204010029 Responds to NS Reynolds request for 30-day extension re 
comment period for proposed rule on environ quallf Icetlon 
of alectrlcal equipment Request premature 

CHILK.S -J Office of the Secretary of the Commission IEB-79-D1B 

02/03/19 REYNOLOa, N 8 Debevolse b Llbermen 2pp 12490 394 


—8204010034 Requests extension of 30 days for comment period on proposed 
rule in vleu of delay in publishing draft reg guide b 
complex issues raised 

REYNOLDS. N 8 Debovoise b Liberman IED-79-01B 02/02/11 

PfLLADINQ, N J Commissioners 3pp 12490 396 


B2C40I0346 Comments on proposed draft revision to Reg Oulde 10 0 for 
training b experience criteria for physicians authorised to 
usereector produced radioactive isotopee for dlegnostlc 
procedures Supports proposals 

LUTIKER.L 0 Lenox Hill Hosp NY. NY 47FR3228 219 82/03/17 

Docletlng b Services Branch 2pp 12476 192 


8204010374 Coniments on proposed Revision 1 to Reg Oulde 1 89 
re environ qualification of electrical equipment One hour 
requirement excessive In Section 6 b 

CRAKOALL.E L Proto-Power Management Corp 1EB-79-01B 82/03/29 

Docketing b Services Branch tp 12484 030 


0204010409 Comments on Reg Oulde 10 8 re training b experience 
requirements for Isotope handling by physicians psrformlng 
diagnostic nuclear medicine Opposes proposed rule 
OEKMtlA. A N Kentucky. Unlv of 47FR322e 218 82/03/09 

FaRD,H H Senate gpp 12477 007 


8204010417 Comments on Reg Oulde 10 8 re proposed training b 
criteria for nuclear medicine physicians b nuclear 
cardlolog i sts 

FREEKAN.D. J American College of Cardiology 47FR322e 209 
82/03/08 CHILK.a d Office of the Becreterg of the Commission 
7pp 12477 022 


82(14010419 Package of two comments on draft revision to Reg Guide 10 8 
re training b experience requirements for nuclear medicine 
physicians . Opposes rule 

PARM-EV.W. W California. Unlv of. Davis. DUVAL. D L American 
College of Cardiology 47FR3228 82/03/22 Docketing b Services 

Branch 3pp 12484 026 


8204010447 Package of two comments on Rag Guide 10 8 re training b 
experience criteria for nuclear physician 

SANMARTIN. J E American College of Cerrilology HACKERS, F. O 
Vermont, Unlv of. 47FR322a 82/03/19. CHILK.S J Office of the 

Secretary of the Commlcsion 17pp 12489 243 


8204010490 Package of two comments oppotlng Reg Oulde 10.8 re proposed 
training b crltaria for nuclear medicine physicians 
including nuclear cardiologists. 

ORESICK.B. A Methodist Hosp of Indiana, Inc Indlanapol is. IN 
DODGE, H T Hashing ton. Unlv of 47FR322S 82/03/16 Docketing 

b Services Branch 2pp. 12465.260 


6204010491 Comments on Reg Guide 10,6 re training b experience 
criteria for nuclear madiclna physicians 

DREIFUa.L. a Lankenau Hosp Phi ladtlphla, PA 47FR322B 208 
82/03/19 CHILK, 5 0 Office of the Secretary of the Cemmistion 
2pp 12484 042 


B2G4010454 Comments on Reg Guide 10.8 re proposed training b experience 
criteria for nuclear medicine physicians Including nuclesr 
cardlologi sts 

FLOHERS, N C Louisville. Univ of 47FR 3228 229 82/03/05 

CHILK.S d. Docketing b Services Branch. Itpp 12484:066 


8204010459 Commsnts on draft Reg Oulde HF 608-4 re training b 
certification of ISFSt operators Supports guide Editorial 
comeient offered 

BTEICNSON. C E. Affiliation Unknown 82/03/24 Docketing b 
Services Branch Ip 12464.396. 


0204010461 Comments on draft Reg Oulde HF 608-4 re training h 
certification of ISFSI operators 

HELLS, a Bechtel Carp S2/03/26 NRC - No Detellcd Affiliation 
Given. 13 pp 12484 397. 


8204010473 Forwards constituent Rd Luch 820300 comments on Reg Oulde 
lO 6 re draft revision on training b experience requirements 
for nuclear medicine physicians Response requested 

COLLINS. J.M Houce of Rep , Energy b Commerce 47FR322B 62/03/18. 

KAWEftERiC C Office of Congress 1 onal Affairs. Ip 12489 179 


■8204010478 Comments on draft revision to Reg Oulde 10 6 re training b 
experience requirements for nuclear medtclno physicians 
including cardiologists Opposes rule 

LUCKI.R. J Vet. Admin. Hosp. Houston, TX. 62/03/08 Docketing b 
Bervices Branch. Ip 12469 176 


8304010424 Package of two comments on Reg Guide 10.8 re prapoeed 
criteria for revised training b experience for nucleer 
medicine physlclani Supports rule , «.trT o u 

NOYER.R F Reading Hosp b Medical Center Reading. PA LEVITT, 8 H 
Minnesota. Univ of, Minneapolis. 47FR322B 82/03/29 Docketing 

If flervtcet Brench 3pp 12484.077 


8204010901 Forwards KR Weeks 620212 comments re Reg Guide 10 6, 
training b experience of nuclear medicine physlcans h 
c ardlo 1 og i s ts Comments re physician advisor group b absence 
of cardiologist on board requested 

BAUCUB.M. Senate, 47FR3288 224, 82/03/16 KAMMERER.C, Office of 

Congressional Affairs 8pp 124B1 056 


8304010431 Comments on Reg Guide 10.8 re training b experience 
requirements for nuclesr medicine physicians, including 
nuclear cardiologists Opposes present 

THO)1»BOM, A J Arkaness, Unlv of 47FR322e 222 82/03/08. 

CHILK, 8. U- Office of the Secretary of thi Commission ip 
12484 134. 


■B804010909 Comments on Reg Guide 10.8 re training b experience criteria 
for nuclear medicine physic lane. Flva hundred hour 
requirement it too Long for adequate learning. 

WEEKS. K R Affilietion Unknown 47FR322B. B2/O2/0B Docketing 

b Bervices Branch. 3pp. 12461: Q9B. 
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— BS04010309 Foruardi FR notice rt proposed ravitlons to training It 
• (ptrienc* crlttrls for phgstclan raituastlng author! tatl on 
to us« raactor^produc ad radieaetWa Isotopaa Far nuclaar 
Riedltlna proceduraa 

MILLER, V U Division o# Fuel Cget* fe Material Safetg B3/01/19. 
Affiliation Unknoun llpp 1348 i O&O. 


8304140203 Summarg of CROR 8303S4 Meeting 11 re proposed Reg Oulde 
RO BC78-4< "Qualification b Acceptance Test for Snubbers 
Used in Sgs Important to Safetg " 

BTELLOi L* Committee to Rsvleu Generic Requirements BS/04/02 
DlRCKSiU J Office of the Executive Director for Operatlans 4pp 
1264S 304 


8304080379 Confirms 820209 meeting t< subsequent 330301 teleon re 
Implementation of Reg Guide 1 143 tssuee discussed Include 
ALARA concepts, seismic design & OA for raduaste sgs, 
eoAiponints b structures 

DAIL.L C Duke Pouer Co 82/03/39 NOVAK, T H Ass istant Director 
for Operating Reactors 3pp 12494 374, 


B304O93370 Commants on draft Reg Guide IC ISl-S re response testing 
of nuclear safetg~related instrument channels in nuclear 
pouer plants 

SMITH, J,L Long Island Lighting Co SNRC-^eA 63/03/23 
Docketing b Services Branch 3pp 13613 IS? 


6204130263 Package of four comments on draft Reg Guide 1C ISl— 9 re 
"Response-Time Testing of Protection Bgs Instrument 
Channels *' 

ROBERTSON. C 0 hlouston Lighting b pouer Co SPENCER, U C Virginia 
Electric & Pouer Co HILLS, L H Tennessee V/alley Authorltg 
83/04/05 CHILKi S J Office of the Secrefcarg of the Commission 
9pp 12657 163 


8304130270 Forwards RE Hhalsn 820305 comments opposing draft revision 
of hRC requirements for nuclear medicine phgslclans, 

Including nuclear card lologists, to use reactor produced 
radioisotopes for nuclear rtiadlclna procedures. 

BROVHILU.V T House of Rep 47FR322a 836 63/03/86 KAMMEftER, C, 

Office of Congressional Affairs 3pp 13657: 160 


8304150484 Comments on draft Rep Guide 1C-121-S re "Response-Time 
Testing of Protection Sgs Instrument Channels " 

CURTIS, N M Pennsglvanla Power b Light Co 83/04/03 Docketing b 
Services Branch Ip 12683 343 


8204130437 Comments on proposed Revision 3 to Reg Guide 1 13 ra apsnt 
fuel storage facllitg design basis 

MAREHiM N Brand Examination Services b Testing Co 83/04/06 
Docketing b Services Branch 2pp 12664 237 


8804160374 Advises recipients of comments on Reg Guide 10 8 re revised 
training b eiperienco criteria for nuclear medicine 
phgslclans that Comments 213 b 227 miscoded Numbers will not 
bt used again 

e Docketing b Services Branch 47FR332B 82/04/14 Docketing b 

Services Branch ip 12707 151 


8204190339 Ack receipt of 820402 1 tr forwarding SH Rahimtoola comments 
on proposed rule re stds for nuclear medicine phgslclans 
KAMhERER.C Office of Congressional Affairs 47FR332a 230 
82/04/08 CRANSTON, A Senate ip 12730 133 


6204190332 Forwards UH Dodic comments on Reg Guide 10 8 re changes in 
training U eiperience criteria for nuclear phgslclans 
SPENCE, F D House of Rep 47FR3828 125 82/04/08 CHILK.8 J 

Office of the Secretarg of the Commission ip 13720 006 


8204130291 Comments on draft Reg Guide IC lSI-5, "Response-Time Testing 
df Protection Sgs Instrument Channels. “ Reg guide 
should not endorse std which has not obtained full 
approval from sponsoring concensus bedg 

ALLEN, R E Pouer Engineering Socletg 63/03/31. Docketing b 
Bervicei Branch 2pp 12655 335 


8204130301 Comments on value impact statement b proposed Revision 2 
to Reg Guide 1 13, "Spent Fuel Storage Facilltg Design 
Basil " 

UlTHERa.D 0 Portland General Electric Co 63/03/31. Docketing b 
Services Branch Ip 13657 359 


8204130333 Forwards EH Rahimtoola 820304 1 tr re comments on revised 
training b experience criteria for nuclear mediclna 
phgaicians 

CRANSTON, A Senate 47FR 3228 230 62/04/03. Office of 

Congressional Affairs Ip 13697 244 


--6204130333 Comments on proposed rule re revised training b sipcrlance 
criteria for nuclear medicine physicians Opposes rule. 

RAHIMTOOLA. 8 H Southern California, Uivtv. of 47FR322B 230 

83/03/04 Docketing b Services Branch, 3pp 136S7 245 


— 6S04190354 Comments on Reg Guide 10 8 re revised training b experience 
crlttrio for nuclear phgslclans Supports guide 

BQDIE.U H Pitts Radiological Associates Columbia, SC 47FR322a 
123 02/03/01 Docketing b Services Branch ip 127S0 00? 


8204220257 Forwards draft Reg Guide RS 609-3 "Criteria for Electric 
instrumentation b Control Portions of Safetg Sgs" b value/ 
impact appraisal endorsing end IEEE Std 603-1960, "Criteria 
for Safetg Sgs for Nuclear Power Generating Stations " 

ODLLERiK R Division of Pacllitg Operations 82/04/09 FRALEV.R F 
ACfiS - Advisory Committee on Reactor Safeguards 3pp 12838’ 013 


—0204220262 Draft Reg Guide R8 690-5, "Criteria for Electric, 
Instrumentation b Control Portions of Safety Sgs " 

• Office of Nuclear Regulatorg Research, Director 82/04/05 
ICpp 12832 OIS 


-8204220537 Draft valve/impact assessment of proposed Reg Guide 
H3 609-9, "Criteria for Electric Instrumentation b Control 
Portions of Safetg Sgs " Guide will discourage inferior 
practices impacting on areas of sgs design b testabilltg 
e Office of Nuclear Regulatorg Research, Director 82/04/05 
4pp 13832 039 


8804130339 Comments on Revision 1 to Reg Guide 1 B9 "Environ 
Qualification of Electrical Equipment for Nuclear Power 
Plants ” 

BONZDN.L L Sandla Laboratories 82/03/31 Docketing b Services 

Branch 6pp 12657 229 


"BS04130342 Cemmente on proposed Revision i to Reg Guide 1 89, 
"Environ Qualification of Electrical Equipment for Nuclear 
Power Plants " 

BOMZONiL L Sandia Laboratories. 82/03/01 Docketing b 
Services Branch 6pp 12657 239. 


8804130417 Forwards comments on draft Reg Guide IC 131-5 re 
IBA-dS67 06 H/d end. 

FERSDNiL M Instrument Bocletg of America. 62/04/06, 
UNGAAEnitR J, EMC Controle ip 18696 162 


8204140093 Partial response to FOIA request for documents diseuealng 
•eeuTitij problems b dsscrlbing or recommending emergeneg 
plans for test b research rsaetors Portions of PN9-75-096 
withheld fref FDIA Exemption 3> 

FELTON, J.M Division of Rules and Recorda. 02/01/22, LEVI.M D 
Critical Hats Enerpg Project. Spp, 12672 344 24!( 

Fiehe 50-000,68/01/32,8204140093. 


— 6304140102 "For Comment" issue of Reg Guide 2.6, "Emergency Planning 
for Resaarch fieactars, " Related FR notices end, 

* Office of Btanderds Development, Director. 79/01/31 33pp. 

18678 346 


— 8804220551 "IEEE Std Criteria for Safetg Sgs for Nuclear 
Power Generating Stations " Revision of IEEE Std 
603 00-1980 

e Institute of Electrical b Electronic Engineers 80/12/31 
32pp 12832 029 


6204260245 Forwards comments on proposed Revision 1 to Reg Guide i 89, 
"Qualification of Electric Equipment for Light Mater Cooled 
Nuclear Power Plants " 

OETTLER.F, W Gibbs b Hill, Inc (subs of Dravo Corp ) 82/04/19 

Office of the Becretarg of tha Commission 6pp 12840 Oil 


6204260246 Comments on Reg Guide 10.8, "Revised Training b Experience 
Criteria for Nuclear Medicine Physicians " Supports rule. 

POWELL, M.R Affiliation Unknown 47FR38SB 231 88/04/19 

Docketing b Services Branch ip 12840 010 


6304270341 Comments on draft Rag Guide IC 121-5 "Responte-Tima 
Testimong of Protection 8ys Instrument Channels." 

THORPE, J.R General Public Utilities - GPU Service Corp, 82/04/80 
CHILK, 8 J Docketing b Services Drench 2pp 12858 090 


B204S70393 Comments on Reg Guide 3 SO "Guidance on Preparing License 
Application to Store Spent Fuel in IBFSl " Chapter 8 re 
Invanterg b records requirements should be revised to 
Include min record requirements 

MILLS, L M Tennessee Valleij Autheritg 63/04/81. Docketing b 
Services Branch Ip. 12854 356 



NONDOCKETED ITEMS 


496 


6^04270400 Commint* on propotod R«vicion 1 to R«p Outdo 1 89 ro invlroti 
quoit fUot ton of oloctrlc tquipoiont for nucloar poucr 
plonto Rtg guido util couio furthtr confuoton about onviron 
quallMcablon U util not onhonco lafo operation of plant* 

BOVER.V. a Phlladolphla Electric Co 47FR2e74> 081 82/04/22 

OoEkettng (c Servicet Branch Bpp 12892:227. 


620 4 270403 Commenti on proposad Ravtston 1 to Reg Outdo I 89 re environ 
qualification of electric equipment for nuclear pouier 
plant* Support! guide 

R^H£>EP. wettlnghouie Electric Corp. 47FR287& 82/04/21 

Docketing ti Bervicee Branch 21pp 12B92 112 


8204270422 Conimenti on proposed Revision 1 to Reg Guide 1 B9 
Recommends Revision 1 be uithdraun (< completelg revised 
BTEIGELKANN.M Sgnergic Resources Corp 47FR2B76 083 32/04/22 

CHIItKt S J. Docketing it Services Drench 12pp. 12649 009 


0204290496 Package of tuio comments on proposed Revision 1 to Reg Guide 
1 89/ “Environ Goal 1 f 1 cation of Electric Equipment for 
Nuclear Power Plants “ 

CURTtS/N U. Pennsglvanla Power t< Light Co NICHOLSi T C South 
Carolina Electric h Oat Co 82/04/22 Docketing & Services 
Branch 13pp 12867 241 


B70430G301 Package of seven commentc on proposed Revision 1 to Reg 
Guide 1 B9j ''Environ Qualification of Electric Equipment for 
Nuclear Power Plants '' 

ROBQITSON. C G Houston Lighting «i Power Co UITHER8/B D Portland 
Oentral Electric Co THORPEi J R General Public Utilities - GPU 
Bcrvlc* Corp 88/04/26 CHILHi S J Docketing fc Services Branch 
170p|i 12889 007 


8204300309 Cc»rim*nts on Reg Guide 10 Bi "Guide for Preparation of 
Application for Licenses in Medical Telctherapg Programs “ 
TOLBERTiD Hid-'Paclfle Medical phgslcs B2/04/23 Docketing 1/ 
Services Branch 2pp 12889 293 


8204300441 Comments on proposed Revision 1 to Reg Guide 1 89 6 proposed 
rule 10CFR50 rs environ qualification 

SHERWOOD/ G 0 General Electric Co 47FR2B7Q 080 82/04/20 

Docketing ti Services Branch 7pp 12889.192 


B2040D0497 Ack receipt of B2040S itr re correspondence from UH Bodle 
concerning Reg Guide 10 8/ training etparlince criteria 
for physicians in nuclear medicine practice Criteria appear 
to have substantial support in medical cominun Itg 

KAMfEREfl.C Office of Congressional Affairs 47FR382e 82/04/26 

SPElCEiF House of Rep Ip 12889.024 


REB RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


B204210330 “Approach to Numerical Bafetg Guldellnas Based on Cor* Melt 
Criterion “ 

AZARM/A . MALL<H E BatteUe Memorial Initltut*/ Pacific Northueet 
Laboratorg BNL~NURE0-30899 82/04/07 6pp 12811 031. 


8204220089 "ORNL Programs for NRC Ofc of Nuclear Regulatorg Research/" 
month Ig highlights for Jan 1982 

L0T7B. A L , STEVENS, J A , HOMAN/F J Oak Rldga National Laboratorg. 
82/02/19 Office of Nuclear Regulatorg Resaarch/ Director 76pp 
12830 196 


8204220094 “CDORA-IIIC Anal gels of Columbia Unlv Critical Heat Flui 
Esperlnente During Flow Dacag Transients/ “ informsl rept 
YUELY8-MIK8IS, SHIER, H.O Bropkhavrn National Laboratorg FIN 

A-3393 BNU-NUREO- 30881 81/12/31 HOLDNICK, J Cort Performance 

Branch. 43pp 12820 234. 


8204220117 "'Effect* on Burial Site Performenc* U Burial 81tt Monitoring 
of New England Nuclear Corp Radweste, informal rept 
VEAKIS/E Brookhaven National Laboratorg FIN A''3169 
BNL-NUREO-30769 82/02/28 PERSON, L Office of Nuclear Material 
Safetg t, Safeguard*, Director B9pp 12821 020 


8204220224 "BWR Full Integral Simulation Test (FIST) Program," 
month Ig Itr for Feb 1982 

BLACK, J C General Electric Co NRC -04-76-21 9 JCB-32-e2 

32/03/17 HALHAN/E.L Division of Contracts. KALRA, S. P Electric 
Power Rceearch Initltut* 8pp. 12821 262 


8204220269 "TRAC-BWR Completion Rept - Implementation of Reactlvltg 
Feedback Mode, ” technical rept 

TSAlrC C , WEAVER, L U , FIBCHER 8 R EO&O, Inc FIN A-6092 
HH-CD-ai-Od? Bl/06/aO DDAR/F Office Of Nuclear Hagulatorg 
Research, Director S9pp 12B34 169 


8204220931 “Comparison of BMR Stability Ncasuromant* W/Calculatlons 
Using Coda LAPUR-IIIr" interim technical rapt 

HARCH-LEUBA, J > OTADUY/P.J Oak Rldga National Laboratorg FIN 
B-0759 82/03/18 SUN/ D K Division of Sgetems Integration (poet 

811005} 93pp 12922' 299 


8204220543 "Integration of Nondestructive Exam. Rellabllttg t< Fracture 
Mechenics, “ monthlg progrei* rept for Mar 1992 
BECKER/ F L. Battalia Hamorlal Institute/ Pacific Northwest 
Laboratorg FIN B-2289 82/04/14, MUSCARA/ J Materials 

Engineering Branch 9pp 12827:343. 


8204220718 "Investigation of Accident-Induced Flow It Mail Transport 
In fkiclaar Facilities/** progress rept for Feb 19B2 

GREGORY/ M 3 Los Alamos Scientific Laboratorg FIN A-7029 0-6-321 

(8673) 82/03/16 BERNSTEINtS Office of Nuclear Regulatorg 

Reiaarchi Director. 6pp. 13834.118 


8204010009 "LOFT Progress Rept to Foreign Participants/" Jan 19B2 
8IILEB.J P. BOItO, Inc FIN A-6048 EOO-LOFT-97S9 82/02/20 
MCPHERSON/ 0 D. Office of Nuclear Regulatorg Research/ Director 
tiller, R e Energy, Dept of llpp 12490- 340 


S30413Q032 "U Recovery Research Sponsored bg NRC at PNL/ " quarterly 
progress rept for Oct-D»c 1981 

8CHVENDIMAN.L , GEE, 0 M. > HARTLEY, J N BatteUe Memorial Instituta, 
Pacific Northwest Laboratorg PNL-4109-1 02/01/31 NRC - No 

Oetallsd Affiliation Given 62pp 12671 091 


8204260341 "ORML Program for NRC Ofc of Nucloar Regulatorg Research/" 
monthly highlights rept for Feb 1982 

LOrT8,A.C / STEVENS. J A . HOMAN, F J. Oak Ridge Nettonel Laboratorg. 
82/03/17 Office of Nuclear Regulatorg Research, Director BDpp. 
1 2098; 056 


8204260404 "Investigation of Ventilation Component Response to Large 
PresBure Pulsae. " progret* rept for Jan 1992 

GREGORY. U 8 Los Alamos Scientific Laboratorg. FIN A-7026. 0-6-191 

(R298I. 82/02/22 BDUBERO, 0 E Standards Section. 6pp 

12B9S. 337 


8204140629 "LDFT Monthlg Progress Rept for Jan 1982," interim rept 
LEACH. L P EOfcO. Inc FIN A-6UO E08-L0FT-97B0 82/02/29 

MCPHERSON, O E Office of Nuclear Regulatory Rasearch, Director 
TILUR/R E Energy, Dept of 16 pp 12686 077 


8204360439 "Chemical Effluents In Surface Haters From Nuclear Pouier 
Plants/*' quarterly progress rapt for Jan 1983 

KARRIBON/F L. Laurence Livermore Laboratory 92/02/11 REED/P.R 
Siting Anelysl* Branch. llpp 12861.317 


8204190058 "LWR Code Aeeefsment It Application*" monthlg highlight Itr 
for Jan 19B2 

flAKAaP Brookhaven National Laboratorg FIN A-0219 82/01/31 

ODARrF Analytical Modal* Branch. Bpp 12707 292 


B204260449 "Addition of Reactivity Faedbacfc Modal In TRAC-P02 " 
SLOVIK/O Brookhaven National Laboratory FIN A-32t9. 
HNL-fWREO-30937. Bl/12/31. ODAR/F. Analytical Models Branch. 
40pp. 13662 too. 


B20-4IS0069 “LWR Plant Analyser Project," monthlg highlight Itr for 
Jen 1982 

mA-FFrW Brookhaven National Laboratorg FIN A-8227. 92/02/28 

FABICiS Analytical Model* Branch. Bpp 12707.237. 


B204310320 "Implementation It Application -of Radiological Control 
Program 9g s at BNL. " ''.....o',.. 

EI6ENHART. L, D , TODOSOW, M BatteUe ManOKlal J'’*t**“^*' 

Northussl Uaboretorg. BNL-NURE0-30B34 92/04/07, NRC - No 
Dotal tad Affiliation Given 4pp. 1281().'299. ^ 

6204210323 "Anelysl* of BCL Transient ECC-BypOs» tTest H/TRAC'4>D2/M0Dt 

BLCMIR/G , 3AMA,P Dattal-e “o-i-'inl t»t*'lt«t* •*•'*'*= Northwest 
Laboretory. BNL-MURE0-308rc I'd '><• 'J> re.ai.e 

Affiliation Given. 9pp .iiO.T J"* 


8204260469 "BWR Ref 1 1 1-Rsf lood Program/" Informal monthlg progroee rapt 
for Feb 1992 

BLACK/ JC. General Electric Co NRC-04-79-184 JCB~31-e2. 

82/00/16 HALMAN.E L. Division of Contract*. MERILO. M Electric 
Power Roes arch Inetltuta. 9pp 12861.294 


9204270019 "Integration of NDE Rellabllltg It Fracture Mechanics/*' 
monthly progress rapt for Fab 1962, 

BECI(£R/F L Battallt Henorial Institute, Pacific North-ueet 
Laboratory. FIN B-2299-2. 02/03/23 MUSCARA, J Materials 

Engineering Branch 9pp. 12873:344 


9304270070 “FRAf L-6. Fu* t Rod Failure Subcode - Code Development It 
Analgci* Program," internal technical rept 

PECK.8 0. / HOHE/T. H. . AOUILAR.F EGtiO, Inc. FIN A-6030 WR-CD-026. 

80/09/30. NRC - No Date Had Affiliation Given 43pp. 12873 113 
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6304370189 ^ 

Pr»««ur» Pill . *« * ^ Ventilation Component Reiponie to Largt- 

OUEOORY. u o I* ' PfOBT*** pept Pot Fab 19B2 

<Ra93) '^lamoa SelantiPlc Laboratorg FIN A-702B O-i-220 

13874 aia eOLBERO, D. E StaniJards Btctlon bpp 


aRNLVEhW/FTtt-?”“ 
Evaluation sL. 


Ina trumenta 1 1 on for Raflood Studiao Progpami “ 

T ep t 

J E Dale Rldje National Laboratorg. FIN 0-0413 
BZ/03/l‘f RNEE.e 8 Divlalon of Accidart 
13674:218 


ChoMno ^Mn Complatlon Rapt - 

SPORE^^S M “•i' technical rapt 

Inc FINA-tOS2 

13874.343 NueloaT Regulator 


Improvamanti in TRAC-8D1 

WR-CD-B 1-033 01/07/3 1 

Raiaarchi Dir actor 32pp. 


CollBction Form* tt Data Sourca Salactlon Task 
InPormail r it*fr Plarifc l nstpumantatlon Evaluation Program)" 

EOftiO, In,c FIN A- 6369. EOO 
inctrurrittn tafci on «< Control Branch. SBpp 


B2/oa/I9. 

12B7S: 144 


of 

FEIT.R 


8304050264 ForiDards technical comments on OHNL repts NURE0/CR-26a'9 I, 
□RNL/TH-0275 re source term assumptions for emergencg 
planning Si egulpmant qualification Source term values in 
repts do not substantial Ig differ from NLIRE6-0772 
UAUKERi D H Offshore Power Sgstems (subs of Usstinghousa Electric 
Corp I PST-NE-32a 02/03/30 HULMAN, L O Accident Evaluation 
Drench 7pp 12S26 120 


6204090066 Forwards technical schedule for 1902 eichange activltici 
between NRC S< CNEN in Braill Nominations of qualified 
candidates requested bg 620330 

STElXOi V Regional Operations t< Oencric Requirements 82/03/16 
HAYhEa. R C Region li Office of Director O'REILUV, J P Region 2, 
Office of Director KEPPLERi J 0 Region 3i Office of Dlractor 
2pp 12633 303 


8204120016 Bummarg of 10th Committee to Review Generic Requirements 
620317 meeting re proposed circular on surveillance of 
hgdraulic snubbers ti draft regulatorg analgsls procedures 
Attendance list end, 

BTEULOi V. Regional Operations ti Generic Requirements 82/03/26 
DIRCKSiM J Office of the Executive Director for Operations 3pp 
126S2' 1S6 


6204270939 " 
El aebr ic«l 
baefint cal 
HOLLXIMAV, C 
02/00/31 


Audit Dp Environ Qualification of Saf atg-Related 
Equipment at Grand Gulf Nuclear Stationi Unit U " 
•valuation rapt 

R. t HUMPHREY. 0 0 EGSiO. Inc. FIN A-6453 E00-EA~579S 

RQSTDCXVi Z R. Division of Engineering 29pp 12872 224 


EPIPE-P 1 p 1 n g Analgsls Program Users Manual-Version 1981 " 
niui ■■ BEZI-ER, p. Braokhaven National Laboratorg FIN A-3225, 

UMU-NUne0-a07Q4. 81/13/31 HARTZKAN. M. . O'BRJEN.J. NRC -No 
natal lad Affiliation Oivtn I 47 pp 12676 113 


B20413D266 Comments on safitg goals re reactor safetg Opposes rule 
HARTtNEAU) L P Aff 1 1 la tlon Unknown 43FR71023 015 82/04/06 

NRC - No Detailed Affiliation Given tp 12657 159 


8204140202 Bummarg of CROR 620324 Meeting 1 1 re proposed Reg Guide 
RO 8C78-4i "Qualification 1< Acceptance Test for Snubbers 
Used In 8 g s Important to Safetg " 

STEULOt V Committee to Review Generic Roqulrements 02/04/02 
DlRCKStN J Office of the Executive Director for Operations 4pp 
12665, 304 


"HlghllBhte o-n LHR Plant Analgier Project for Feb 1902 " 
E>’ODl!haVBn National Leboretorg FIN A~32Z7 82/02/26 

NRC - Nd Detailed Affiliation Given 4pp 12899 264 


8S041S0461 Comments on NRC pollcg statement re safety goals Qpposee 
pol leg 

OALAZEMiT Affiliation Unknown. 4SFR71023 016 62/04/05 Office 

of the Bee retarg of the Commlsiion Ip 12684 354. 


6304290331 "PWR Full integral Simulation Teet IFISTI Program". Informal 
pT'DBrae* rapt for Mar 1982 

Si;*? Oanaral Electric Co NRC-04-76-21 5 000-044-03 

93/04/19. HAt.MAN. E L Division of Contracts KALRAi B P Electric 
Power Ra«earch Institute 4pp 12892 279 


8204190321 Comments on proposed policy statement re safety goals for 
nuclear power plants apposes statement 

HAFhCB.B Affiliation Unknown 45FR71023 018 02/04/09 

Docketing ti Services Drench ip 12727 109 


tl304S90'39'6 " DWR Full Integral Simulation Test {FIST! Program.*' monthly 
Itr far Har 1983 

OAL.CK. J, C. Qanaral Electric Co FIN B-5B77 NRC-04-79~lB4 

□3/04/19 BECKNERjtf □ NRC - No Detailed Affiliation Given 6 pp 

138931 18D 


RCVIEU QRP NRC RESEARCH REVIEW GROUPS 


8204190350 Comments on proposed statement "Safetg Goals for Nuclear 
Power Plants Discussion Paper " Oppoiss statement 
NEMIRE. K Affiliation Unknown 45FR71023 017 92/04/07 NRC 

No Detailed Affiliation Given Ip 12728 295 


8204270396 Comments on NRC pollcg statement on isfetg goals Opposes 
statement. 

JQEL.K E. Affiliation Unknown 45FR71023 021 02/04/15 NRC 

No Detailed Affiliation Given Ip. 12654 284 


6203390379 Forwards Revision 3 to draft NUfiEO-0212, "G-E STB " 

□ TEULOi V Raalurial Dperatloms V Generic Requirementi 82/03/25. 

EIB^HUT.D O Division of Licensing vIORDANi E L Dtrsctor'i 
Qfflca. affica of Irispsctlan and Enforcemant. MAUSSNARDT. R R. 
Offlca of Nuclear Material Bafebg ti Safeguards. Dir ictor. 3pp 
13431 043 


•.-6303390389 Forwards Revision 3 to draft NUR£0-D212i "C-E STB " 

MANAL^R. 8 H Division of Safatg Tachnologg 82-033, 82/03/01 

8 TIEI.LO 1 «/ ReGlunal Operations 4< Generic Requirements 305pp. 
1S43I- 049 


6903310149 Forwards rapt re history fc present status pf 
Instrumant atl on sys for detection of Inadequate core 
cooling tn preparation of Committee to Review Generic 
RaRUi ranan ts review of TMI Action Item ll F. 2 
DENTONf K. R Office of Nuclear Reactor Regulation. Director, 

68/03/16 STELUO. V Regional Oparatlons l< Generic Requirements. 
Bpp. 13914,391. 


8204260434 Forwards Committee for Review of Oenirlc Requirenenti 
monthly rapt for 820318-0423 

BCHMINK. W 8 Committee to Review Generic Requirements 82/04/23 
Committee to Review Generic Requirements. 3pp 12868 151 


8204260460 Forwards proposed IE bulletin info re corrosion of high 
strength bolts 1 < studs used In reactor primary sgs 
fiTELLOi V Regional Operations 6 Generic Requirements 82/04/86 
EI 8 ENHUT 1 D 0 Division of Llctnsing JORDAN. E L Dirtctor's 
Officer Office of Inspection and Enforcement MAUQBHARDT.D B 
Office of Nuclear Matirlel Safetg 6 Bafeguerdf. Director tp 
12867’ 323 


— 8204200468 Requests review of proposed IE bulletin re Insp of PIfR 
primary boundary bolting 

DEYOUNG. R c Director's Office. Office of Inspection and 
Enforcement 82/04/26. STELLO. V Regional Operations 6 Generic 
Requirements, 2 pp 12667 324 


•<•’0804030939 "afcabua Btunmarg TNI Action Plan JI F 2. Instrumantatlon for 
Setacilois df Jnadaquate Core Cooling." prepared for 
Cnrwnlttae to Raviaw Oenerlq Requirement! B20324 briefing, 
a CoDa parformarsc* Branch 82/03/31. 4Spp 12514 353 


92040'10130 Forwarita comments on proposed policy statement on safety 
aani far Avclaar power plants. 

DERBVr 3 L,. WStan Conaoltants, Inc. 49FR7102a 012. B2/03/S5, 

CHTUtr 8 J Dpckatlng l« Bervices Branch 5pj 12478:016 


n 2 D 4 D 30413 Forward* summary repts 0 # Committee to Review OenirU 
R maul s* amen ts for 030236-0326 t. 0219 - 26 , 

STEU.O 1 V Commlttea, to, Review Generic Requirements 82 / 03 / 31 . 

E 1 BENHVT. D . 0 . Division of Licensing JQRDAN.E L Director's 
nffleai Of flea of Inepactlan and Enforcement. STELLO. V. Office of 
Nuc l**r ffa feerla 1 Safety *< Safeguards. Director. 7 pp 12499 ; 211 .. 


8204280494 Requests expeditious review of proposed bulletin as Ctlsgerg 
1 requirement at Committee to Review Generic Requirement 
Nesting 12 on 820429, Bulletin addresses corrosion of high 
strength bolts 4< studs used in reactor primary sys 
BTELLO.V Committee to Review Generic Requirsments 82/04/26 
EISENHUTiD G Office of Nuclear Reactor Regulation. Director 
JORDAN. E L Director's Offlcs. Office of Inspection end Enforceatnl 
HAUeSHARDT, D. B Office of Nuclear Material Safety 6 
Bafaguarde . Director. tp 12867:293. 


6204260501 Package of two eomnsnts opposing proposed statement rs 
safety goals for nuclear power plants 

KOHLER. EP,. MACKULTY. J. U, Aff 11 lotion Unknown. 48FR71023 
62/04/22. Office of the Secretary of the Commission, 3pp 
12867:309 



NONDOCKETED ITEMS 


497 


^:904aW276 Coinfflintt on NRC policy statement re safety goal ii NUREO-OBSO 
^ Safety goal does not deal u/deslgn (nonaccidental) releases 
Si common, p red ictab le accidents 

BATEE.dl Natural Rights Centeri The 49FR710a3 QS3 B2/OA/5Q 
CHllKiS ^ Office of the Secretary of the Commission 4pp 
ise&l 317 


^EO4S'?03)9 Forwards proposed IE bulletin re corrosion of high strength 
bolts S studs used In reactor primary sys (agenda Item for 
Conuilttee to Review Generic Requirements Meeting IB) 

STELLO.V Committee to Review Generic Requirements B2/04/B7 
El&ENHt/T,0 0 Division of Licensing JORDAN, E L Director's 
Office, Office of Inspection and Enforcement MAOSSMARDT, D B 
Office of Nuclear Material Safety & Sa feguards. Director lOpp 
12683 0 5 2 


,»-02043?03i>0 Forwards draft ropt, "Threaded Fastener Experience In 
Nuclear Power Plants," addressing short-term ti long-term 
actions re threaded fastener degradation problem IE bulletin 
should be developed Comments requested by 820907 
EI6EfS(OT.D 0 Division of Licensing 02/04/23 JORDAN, E L 
Dlvlilon of Engineering t< Quality Assurance l/OLLMER, R M 
Dlvlilon of Engineering MATTSON, R J Division of Systems 
Integration (post 011009) 44pp 1BBB2 062 


8204140461 Responds to FOtA request for SECy-S0-46a 8< S£CV-Bt-947 
Forwards documents listed in App A 

FELTON, J M Division of Rules and Records 01/11/13 
ARHBTRONO, K A Debevolse & Liberman 3pp. 12679 091 24X 

Flchi 50-000,81/11/13,8304140461 


— 8109300119 SECV-ei-949 

Raconmsnds that Commission approve for p ubl ication, not Ice 
of Intent to modify specific licensee indemnity agreement 
to cover storage of spent fuel at reactor sit* 

DIRCKa,N j Office of the Executive Director for □peratlons 
BI/09/19 26pp 12679 14a 


BOO 7010690 BE'CY-BO-OBO 

Discusses TMI Action Plan b Commission policy statement on 
licensing pause 

BICKHIT, L Office of the General Counsel HANRAHAN, E J Office of 
Policy Evaluations 80/02/11 4pp IS8B9 065 


8204220602 Transcript of 620318 e f f irmat lon/d iscusslon session in 
Nashington, DC re pmposed rulemaking changes Pp 1-6 
8ECY-ai-625, 81-707 b 82-074 and 
* Commissioners, 02/03/18 9pp 12829 096 


,--0201050096 Responds to G1102D memo re bolt failures in power plants 
UoTt sponsored by Hatle Engineering Branch b performed by 
LLL, led to rept, "Lower Bound Klscc for Dolting Matls - 
Literature Survey " Rept will document stress corrosion 
DIRCKB, N J Office of the Executive Director for Operetions 
81/12/02 FRALEY, R F ACRS - Advisory Committee on Reactor 
Safeguards IDpp I2BB2 107 


a2042?(>362 Concurs w/820324 recommendation that prompt attention bs 
given to fully assessing safety Implication of corrosion of 
studs in PUR coolant sys Priority score for RCP stud 
corrosion end 

MANAUER, S H Division of Safety Technology 62/04/06 
EISENHUT, D 0 Division of Licensing 4pp 12BB2 110 


— 8111270336 SECV-BI-6B5 

Recommends approval of amends to 10CFR72 re early detection 
of theft of in-translt ENM of noderate strategic 
significance Draft FR notice b Itr to Congress end 
DIRCKS, M J Office of the Executive Director for Operations 
ai/10/30 21pp 12325 106 


— 8201250483 &ECY-G1-707 

Requests approval of notice of proposed rulemaking to grant. 
In par t, p e tit ion for rulemaking PRh-39-1 > provid Ing exception 
to restrictions in NRC regulations for certain radioactive 
drugs Draft rule b Congressional Itr encl 

DIRCKS, H J Office of the Executive Director for Operations 
B1/12/2B, 67pp 13329 127 


0204300429 Package of two comments on proposed policy statement re 
safety goals for nuclear power plants 

VAURIDivI K Argonne National Laboratory STONE, R B Affiliation 
Unkn»un 4SFR71023 82/04/26 CHILK, S J Docketing b Services 

Branch 12pp i2SS9' 199 


— B3031B0421 SECY-82-074 ERR 

Proposed changes to 3ECY-B2-74 clarifying regulatory 
flexibility statement In End 1 

e Office of the General Counsel 82/03/00 Spp 12829 194 


8304300496 Commends NRC for trying 
nuclear power plants 
HURPHYiB Affiliation Unknown 
the Secretary of the Commission 


to develop safety goals for all 

45FR710P3 02/04/20 Office of 

3pp 12069 14l 


— 8203150204 SECY-82-074 

Recommends that Commlsslan aj 
proposed rulemaking to amend 
periodic b lystefflatlc review 
Plan Item 19 G 2 and 
DIRCKS,U J Office of the E 
82/02/18, 29pp 12329 196 


prove publication of notice of 
10CFR90 99a Analysis re 
of regulations per TMI Action 

ecutlVB Director for aperattons 


SECY POSITION PAPERS BEFORE THE COMMISSION 


6203090112 9ECV-a2-09l 

Informs Commission of status of response to 020109 staff 
requirements memo, 8ECy-81-603D, "Environ Qualification of 
electric Equipment for Nuclear Power Plants " Review 
criteria b list of plants requiring further review end 
DIRCKS, N J Office of the Executive Director for Operations 
82/02/04 llpp 12173 010 


03O4Q1D9I7 Partial response to FOIA request for Info re computer 
security raquiriments Fifteen documents listed in App A 
ene 1 

FELTON, J M Division of Rules and Records 81/12/04 SHEARER, S E, 
Abrams, Kovacs, Westermelr b Goldberg Spp 12491 177 


— 0204010329 SECY-79-172 

Recommends approval of end Itr to Congress responding to 
OfO rept, "Automated Sys Security - Federal Agencies Should 
Strangthen Safeguards Over Personal b Other Sensitive Data " 
DtNOOHUE.D J Office of Administration 79/03/12 14pp 
12491 225 


0204080212 Testimony of NJ Palladino on NRC FY03 budget request before 
Subcommittee on Energy b Water Development b Committee on 
Appropriations , 

PALLADINO, N J Commissioners 02/03/22 17pp 12619 040 S4)i 
Flche 90-000,02/03/22,0204000212 


0204090140 Responds to FOIA request for copy 
aECY-77-229, dtd 770904 Forwards document 
FELTONiJ M Division of Rules and Records 
Hay*, Schol er, Flerman, Nays b Handler tp 


of nuclear regulatory memo 

81/12/09 MADDEN, T J 
12633 237, 


'—3204090143 SECY-77-229 

Forwards Commission program p 
licensing process 
CASE.E G Office of Nuclear 
77/09/04 3pp 12633' 238 


Ian for us* of Insp data In 
Reactor Regulation, Director 


8204230069 Transcript of 620311 af f lTm*tion/d 1 scu* sion session in 
Washington, DC re SECY-B2-021, f Inal rule concerning financial 
qualifications for reactor applicants b property damage 
i nsuranc t Fp 1-6 

a Commissioners 82/03/11 Spp 12834 20'4 


— 8202010397 SECY-9a-02l 

Raquasts Commission approval for publication of final rule 
to amend 10CFA2 b 10CFR90 to eliminate present financial 
qual 1 f tcatlons review b finding* for CP b OL applicants b 
require llcanicBs to maintain property damage insurance 
DIRCKS, M J Office of the Executive Director for Operations 
02/01/10 7p 12034:213 


82042(10373 Un of fi c ial transcript of 82032S aff irmat lon/di icues Ion 
session in Wash Ington, DC re SECY-82-a9 amend to 10CFR39 
Pp 1-7, 

e Commi se 1 oners 82/03/25 9pp 12098- 282 


— 8204260379 BECY-a2-0a5 

Requests approval to publish changes to 10CFR35 requiring 
taletharapy licensees to Install radiation monitors In 
tclethcrapy rooms b use portable survey instruments whenever 
inonl tors inop erab le 

DIRCKS, U J Office of the Executive Director for □perations, 
02/03/25 27pp. 12090' 29 1 


6204200630 Transcript of 820401 Commission aff irmat lon/d Iscusslon 
session In Wash i ng ton, DC Pp 1-3, 

* Commissioners, 82/04/01. 6pp 12877 011 


— 8204280640 6ECY-82-101 

Requests approval of FR publication of final rule to amend 
10CFR90 94 re emergency plan suhmi t ta 1 dates for certain 
research b test reactor licensees. 

DIRCKS, W J Office of the Executive Director for Operations, 
02/03/09 20pp. 12877 017 
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•0804290031 SECV-sa-lOZ 

Rtqutttt appr«yal to publifh advane* notice o# petition for 
rulemaking PRM-34-a re eertlMcatlon of induetrlal 
radlographere Notice would solicit comments on alternatives 
presented It i'nvlte suggestions for otlier alternatives 
DIWCK3<W d Office of the Executive Director for dperatloni 
82/03/09 6pp 12B77 077 


■ATE PROO STATE PRQCRAMB 


104010026 Requests conf Irmetion re appointment of JR Mittine as VA 
liaison officer for s treaml Ining siting & environ review 
process for nuclear facilities, 

PALIADINO. N d Commissioners 82/03/18 ROQBi C B Virginia. State 
of 2pp 18490 3SS 


104010040 Aek receipt of 820208 Itr etpresalng State of UT Interest in 
pursul'np agreement ui/NRC for regulating certain claeses of 
radioactive mat! 

PALWDINO, N d Commlselonere 88/03/18 MATHEBOM. B. M Utah. State 
of ip. 124B9'3a9. 


•3804010043 Requests eislstance In providing technical essletance (< 
training to staff in radiation control program Including 
ravieu of statutorg authority U review of propoicd 
regulati pns 

KATHESON.S M Utah. State of 82/08/08 PALLADINO. N d 
Commissi oners Ip 12489 360 


104010072 Notlf icatio^n of contract ex scut 1 on. Mod 3 to ''Environ 
MonltoTlng Program W/3tat» of MO," Contractor ■ State of MO 
BRoraERO, D Raeearcli Contracts Branch PIN B-*9iC6 NRC-03-80-269 

08/03/0? COBB.L 1 ■ COHEN. L K Training t. Administration Staff 
Ip 18489 331 


•8804010077 Mod 3. providing funds for cy82 to "Environ Monitoring 
Program H/Btate of MD ” 

• Margland. State of MORTON. K,V. Research Contracts Branch. 
FIN 8-3106 NRC-08-B0-a69 02/03/09 Ip. 184B9 332 


104080084 Notifies of willingness to participate in proposed earlg 
1979 seminar on regulatory aspects of in situ U mining 
Bemlnar should be held no earlier than Feb or Mar 1979 due 
to haavy workload 

RaUBEiL C Fuel Process, it Fab. Drench (Pre 790787) 78/09/89. 

KERRrO Vf Assistant Director for State Agreements Programs. 3pp 
12312; 324. 


0204020064 Proposes early 1979 joint seminar tf/TX Radiation Control 
Program to discuss regulatory aspects of in situ U mining. 

Seminar should ba of prime interest to both Agreement t< 
non-Agreement States 

RVAN.R 0. Office of State Programsi Director 78/09/07 
MEVER8.B. Division of Fuel Cycle tc Material Safety, Ip 
18312 387 


!040801S3 Notifies that radiation contol program re funding, personnel 
resources, licensing. IE activities. fie 1 d evaluation state 
Inspector (< emergency responee capability for agreement matl 
It adequate 

HAYNES.R. C Region 1. Office of Director 88/03/16 CANNON. d 
Rhode Island. State of Spp 13618,286, 


lOdOSOSS? Notification of contract execution. Mod 3 to "Environ 
Monitoring Program N/Stete of CO " Contras tor; State of CO. 

UOULETT. 8 Research Contracts Branch. FIN 3-8104. NRC-03-B0-867 
08/03/03 COBB.L. I . COHENit K. Training L Administration Staff. 
Ip. 12618 236 


-8S040B0389 Mod O.provldtng funds fop CY82. to "Environ Monitoring 
Program W/State of CD. " 

a Colorado. State of MORTON. K V Division of Contracts. FIN 
B-S104 NllC-OS-aO-267. 88/03/03 Ip. 18418,837. 


104090095 Describes role of itete liaison officers in NRC programs. 
Including trantportitlon of radwasts. sitlngi environ matters, 
decemmltsloning. tmergeneu response, notification ti waste 
d liposal. 

FALLADINO. N. d. Conmltsi oners. 83/03/19. MEAN. T H New derssg. 
ataOa «* 


4 eqvaey 


»f 


"8804090100 Confirms 011211 discussion following review << evaluation to 
KS radiation control programs Immediate action needed to 
update regulati on s 4 reduce insp backlogs 
KERR. 0 N Office of State Programs. Director 01/12/29 
HARKINS, d F Kansas. State of 3pp 12633 329 


—8204090109 Responds to 011229 Itr re improvements to K8 Agroemant 
Program Internal procedures governing func 1 1 ons. program, 
policies ti practices are being reviewed 

ALLEN, 0 N Kansas, State of S2/02/24 NUSSBAUMER. D Assistant 
Director for State Agreements Programs 2pp 12633 332 


8204130074 Notification of contract execu 1 1 on. Mod 2 to "Environ 
Monitoring Program W/State of DE " Contractor State of DE 
MOLLETTiS Rosearch Contracts Branch FIN 0-1260 NRC-09-a0-291 

02/00/09 COBB.L 1 . COHEN, L K Training It Administration Staff 
Ip 12638 390 


— 8204130076 Mod 2. providing funding for CV82, to "Environ Monitoring 
Program W/8tati of DE " 

* Delaware. State of MORTON. K V Division of Contracts FIN 
D-1260 NnC-OS-aO-391 02/03/05 ip 12698 399 


9204130082 Notification of contract execution. Mod 2 to "Environ 
Monitoring Program H/atate of OH " Contractor State of OH 
WOLLETT. 8 Research Contracts Branch FIND-1243 NRC-0S~a0-2S6 

82/03/05 COBB.L I , COHEN, L K Training U Administration Staff 
ip 12661 209 


•8204130095 Mod 2. providing funding for CVa2. to “Environ Monitoring 
Program U/State of OH ■' 

* Ohio. State of MORTON. K V Division of Contracts FIN 
B-1243 NRC-09-a0-2S6 82/03/09 Ip 12661 206 


8204130326 Notification of contract execution, Mod 3 to "Environ 
Monitoring Program W/State of ME " Contractor State of ME 
WOLLETT, 3 Research Contracts Branch FIN D-9113 NRC-03-a0-274 

82/03/09 LODB, L I • COHEN. L K Training L Administration Staff 
ip 12661 ISB 


•8804130933 Mod 3, providing funding for CY82. to "Environ Monitoring 
Program W/Btate of ME " 

e Maine. State of. MORTON. K V Division of Contracts FIN 
B-9113 NRC-O9-S0-274 82/03/05 Ip 12661 159 


8204160024 Notification of contract execution, Mod 3 to "Environ 
Monitoring Program W/C ommonweal th of MA " Contractor 
Commonwealth of MA 

BROmERO, B Research Contracts Branch FIN B-1249 NRC-05-a0-2a6 

92/03/09 COBD.L I , COHEN, L K Director's Office. Office of 
Inepectlon and Enforcement ip 12719 329 


—3204160029 Mad 3. providing funds for CYa2 to "Environ Monitoring 
Program W/Commonweal t h of MA " 

* Meesachuset ts, Stats of MORTON, K Y Research Contracts 
Branch FIN D-I249 NRC-05-80-2a6 82/03/09 Ip 12719 330 


8S041M0as Notification of contract execut ion. Mod 2 to "Environ 
Monitoring Program W/Commonwealth of VA " Contractor 
Commonweal th of VA 

BROMDERO. D Research Contracts Branch FIN D-3U6 NRC-05-a0-a77 

88/00/09 COBD.L, I , COHEN, L K Dir ee tor ' t Of f 1 ce. Office of 
Inspection and Enforcement Ip 12719 008 


— 0204160040 Mod 3. providing funds for CY02. to "Environ Monitoring 
Program M/Commonuoalth of VA " 

e Virginia. State of. MORTON. K V Research Contracts Branch 
FIN B-5i 16 NRC-OS-BO-a77 82/03/09 ip 12719 009 


8304160054 Notification, of contract execution. Mod 3 to "Environ 
Monitoring Program Vt/State of MI " Contractor State of W1 
GUSTAVE, R Research Contracts Branch FIN D-5114. NRC-09-0B-a7S. 

82/00/00 CQBQ.C I. . CDHEN, U. K. Director's Office, Office of 
Inspection and Enforcement, Ip 12719 231 


—8204160059 Mod 3. providing funds for cya2. to "Environ Monitoring 
Program W/Btate of WI. " 

e Wisconsin. State of. MORTON. K.V Research Contracts Branch. 
FlNB-8114 NRC-09-aO-875, 02/03/08 ip 18719.232, 


8204160072 NURE<?/BR-OOa5 VOB N4 

INFORMATION REPORT ON STATE LEGISLATION 

KERR. 0 W, Office of State Programs, Director. 82/04/30, 14pp 
18719:818 


8204160136 Motif Ication of contract execution. Mod 3 to "Environ 
Monitoring Program W/State of AR " Contrac tor' Btete of AR. 

BROMBERG. B. Research Contracts Branch FIN B-S207 NRC-OS-80-280, 

BS/OS/09 CODO.L I . COKEN, L. K Director's Office. Office «f 
Inipcetlen and Enforcement. ip 12719 289 


NONDOCKETED ITEMS 


499 


—8304160142 Mod 3. providlnfl fundi for CYBS, to "Environ Monitoring 
Progroni M/Stote of AR " 

* Arlontosj State of MORTON* K V Research Contracts Branch 
FIN B-5207 NRC-O3-0O-aSO BP/Oa/O-? tp 12719 290 


01204190012 Notification of contract an scut ion* Mod 4 to "Investigation 
Prograoi at Haieg Flats Raduaste Burial Facility " 

ContTactOT Btate of HY 

JACOBS. A Research Contracts Branch FIN B-6192 NRC-04-70-239. 

B3/O4/0S BATSON* M » O'DONNELL* E Office of Nuclear Regulatory 

Research* Director Ip 12731 070 


— BP04190D16 Ltr Contract NRC-04-70-289. Mod 4. obligating funds, to 
‘Investigation Program at Matey Flats Raduaste Burial 
Facility “ 

MCRTON.K V Reitarch Contracts Branch FIN B-6192 
NRC-04-78-2 59 02/03/10 SWIOAHT.J Kentucky* State of Ip 

12731 0 7 9 


8204190469 Responds to 820120 ltr confirming results of NRC rtvleu of 
State of NC radiation control program Cuts in federal aid 
caustd state legislature to deny requests 

HDRRQU.0 T North Caroline* State of 82/03/29 KERR, 0 U Office 
of State Programii Director 3pp 12730 192 


8204200306 Notifies of 820429 scoping meeting u/federal t< state 
agencies In Nest Ulndsor.NJ re proposed Route 92 proiecb, 
-Ccnments it concerns include engineering* environ I< planning 
Description of proposed alternatives it maps for review end 
ZAHN.F H New Jersey, State of. 02/04/12 NRC - No Detailed 
Affiliation Given 5pp 12737 007 


0204090192 Forwards NCAP-9900 & NCAP -9 401/9402 NRC safety evaluation rc 
enlred core compatibility i terns Proprietary rasponse 
uithhald (ref I0CFR2 790) 

RAHE,EF WestlnghousB Electric Corp NS-EPB-2973 B2/03/19 

MILLERiJ R Standardization & 0peclal Projects Branch 2pp. 

12929, 087 


■0204090201 Requests withholding WCAP-9g00 it WCAP-9401 /9402 NRC safety 
evaluation rept re mliad core compatibility items from 
public disclosure Affidavit end 

WIE8EMANN* R A West lug hO'Use Electric Corp AW-BB-IA. 82/03/19 

KILLER. J R. Standardization it Epecial Projects Branch 7pp 
12529. 089 


8204060043 Advises of 820408 meeting to present results of requsstod 
Infe re Intent of Merk 11 euners group to comply u/NRC 
request for info re chugging load 

CHAU* H Oenaral Electric Operating Plant Owners Oroup • Long 
Island Lighting Cq MKII-090-L1C 82/03/30 MATTSON. R J Division 
of Systems Integration (post 811005) Ip 12S93 339 


B204060134 Requests that proprietary HCAP- 10076* "NQTRUMP* Node 1 
Transiant (.aneral Network Code." be withheld 
(ref I0CFR2 7901 Ndnpropr 1 stary version end 

WIESEMANNiR A Mestlngheuse Electric Corp AM-B2-16 82/03/30 

HILLER, j R Special Projects Branch Ip 12336 169 


— 0204060140 Forwards proprietary (t nonpropr i otary "NOTRUMP* Nodal 
Transient Oersral Network Code " Proprietary rept in Central 
Files only 

Rff(E,E P Nestinghouse Electric Corp N8-EPR-230a 02/03/30 

MILLER.J R Special Projects Branch 9pp 12996 170 


8204220446 Submits comments re scope of compact h state Inip 1. 
tnfercemint of NRC licenses re end draft "Southsast 
Intirstate Lou Level Raduaste Compact " 

KERR.O U Office of Btate Programs, Director 02/04/06 PERRY, R J 
Oedrgla* State of 40pp 12834 001 


— 9204060149 WCAP- 10077 

Nonpropr t etary "NOTRUMP, Node I Transient Oeniral Network 
Cod i '• 

MEYER, p E , FRICK.O K Uestlnghouse Electric Corp 82/03/31. 
400pp 12956 179. 


82042X307 Confirms conversation between JA Oraham t< RL Woodruff re 
NRC B20317-19 6 22-26 review of State of TN radiation 
control program for agreement matl NRC would like to discus* 
Tiiuits of review during afternoon of 820226 
0 ’REILLY. J P Region 2* Office of Director 82/02/09 
FOUtNKLEiE W Tennessee* State of Ip 12819 323 


8204070319 Discusses StIR owners group actions to address final interim 
hydrogen control rule Addl time to respond to recombiner 
requlr emen t requested 

DENTS* T J BMR Owners Group BMR0Q-a21 1 82/04/09 EIBENHOT.D 0 

Division of Licensing 3pp 12376.192 


82042X927 Confirms discussion bstwtcn RL Woodruff of Region 2 h 
EU Fcwlnkle following NRC review t< evaluation of state 
radiation control program Program adaquate to protect public 
Aealth 6 safety Addl comments end 

O'REILLY, J P Region 2, Office of Director 82/03/11 
FOWINHIE.E W Tennessee, State of 6pp 12013 185 


82 0 4270024 Recommends Issuance of radwaste matl license to Associated 
Htnsrals Consolidated, Ltd based on end 820310 summary of 
824226 visit to Orten Cove Springs, FI t< 820319 response tp 
request for eddl Info 

MARR£N,B C Florida. State of 82/03/13 NUSSBAUMER, D Assistant 
Director for State Agreements Programs 7pp 12674 001 


TOPBEP VENDOR REPORTS AND RELATED CORRESPONDENCE 


820-4070420 Forwards listing of organize tlonal changes, due to changes In 
ownership, 

FIStERiC, R OA Technologies, Inc /Oeneral Atomic Co LRa'04 CRF 82 
82/03/29 KAAS3, W F Quality Assurance Branch 6pp 12579 160 


8204070422 Informs that test facility used to respond to NUREO-057Q 
Item 11 D 1 was constructed at Vfyle Labs facility In 
Huntsvli ie> AL 

DENTE, T J BWR Owners Group BWRQ0-B20g 82/03/26 EISENHUT.D O 
Division of Licensing 2p p 12375 174 


8204070969 Forwards proprietary versions of "Evaluation Model EXEH/PWR 
ECCS Model Updates," XN-NF-a2-20{P ) , aupp 1 s 1 tc 2 Withheld 
tref )OCFR2 790) Affidavit end 

OWSLEY, 0 F Ezzon Nuclear Co , Inc. (subs of Ezjon Corp.) 

82/03/31 MILLERiJ R Standardization te Special Projects Drench 
4pp. 12975 236 


820 20X294 Forwards "Licensing Topical Rapt OE BWR Oinsrte Reload Fuel 
Application " 

EN4EL.R E Oenaral Electric Co REE-002-82 82/01/29. 

TEDESCO.R, L Division of Systems Integration (post 811009) Ip. 

I 1842 249 


S2040S0074 Informs of acceptance of Amend 9 to util Topical Rapt 
aCE-l-Ai “OA Program " 

HAASS, W p Quality Assurance Branch B2/03/29 PAP AY, L T 

Southern California Edison Co. 2pp. 12619:238 


— 824X80297 NEDO-2401 1-A-l 

‘Liesnsing Topical Rept.OE BWR Otnerlc Reload Fuel 
Application " 

eiCflMOOD, 0 0 Oenaral Electric Co 01NEDOB9. 81/12/31 379pp 

tlB42. 29 0. 


82022-40272 Forwards proprietary version of XN-NF-76-47(P I (A), "Combined 
3pl-smlc-L0CA Mechanical Evaluation for EXXON Nuclear 13»I9 
Reload Fuel for Weitlnghous# PWRs " W/o nonpropr ietary 
version 

OWSLEY, 4 F Exxon Nuclear Co * Inc (subs, of Eizon Corp.), 

QFO 047 82, 82/02/03. MILLER, J. fi Standard! ration ti Special 

Project* Branch tp 12019 270 



BhW re noj i le 

Operating 
■000, 82/03/19, 


820401DI69 Forwards supplemental info re 
nVLI8 Indication, par request 
RAHE, E P Westlnghouse Electric Corp. 
PHILLIPS, L.E Cere Performance Branch. 


impact flf flow blockage 

Nfl-EPR-2979. 82/03/19 

lapp. 12479! 300. 


on 


8204080316 Forwards Endorsement 43 to NELIA Policy NF-160 

COALWELl.T N Dow Chemical Co 82/04/02 SALT Z MAN, J D Antitrust 

& Economic analysis Brand) (Utility Finance), 2pp i2603’290- 


8204090061 Notifies that Qfc of Cantmller will bill util for review of 
Revision 19 to CE-l-A, “OA Program for Nuclear Osnarating 
Stations," par 10CFR170 21, special projects 1. reviews 
category Invoice will be forwarded. 

MILLER, W O. License Fee Management Branch 02/03/09, 

DELCEROoe, L O Commonwealth Edleo-n Co ip 12633 299 


8204120421 Forwards addl info in rasponse to question* r# change In 
OE mathode for analysla of control rod withdrawal error 
ENOEL.R E Oeneral Electric Co KFN-04t-a2 82/04/09 
RUBENSTEIN, L S, Assistant Director for Core & PI ant 4ppa 


82041X119 Fouardt Endbrsaments 19,16 t< 17 to MAELU Policy MF-101, 
Endoreement 2 to KAELU Binder XB-A^, Endorsements 20,21 6 22 
cS Policy NF- 24 B I, Endorsements 3 6 4 to NELIA Binder 


LAHBONiL, T. Duke Power Co 82/04/08. 5ALTZMAN, J 
Economic anslysis Branch (Utility Finance) 13pp, 


Antitrust {< 
12699: too. 



800 


NONDOCKETED ITEMS 


8204130297 Forwartfi Enioritintnts 47-49 to HAEtU Pol leg MF-6« Endortomint 
4 to MAELU Blndtrc XD-22-24, Endoritmenti 63-6& to NEL.IA 
Policg NP-ia2 8( Endoriomoot* 7 b B to NELIA Blnd«r« 

E3-S2-24 

LAWBONiL T Oukt Pou*f Co S2/04/1B BALTZMANj J Antitrust h 
Econotnle anolgils Branch (Utility Flnancrl 12pp 12&9&. 343 


8204130297 Foruards proprlatarg ti nonpropr i atarg virslons of partial 
rasponsa to NRC (tuastioni ra irnprovid tharmal dasign 
procadura Proprlatarg rasponse uithhald (re# 10CF98 790> 

RAH&E P WesttnghDUiB Elaetrlc Carp NS-EPft-2977 82/03/31. 
OERLINOERf C K Core Performance Branch 2pp 12658;SS9 


—8204130299 Application for ylthholdlng proprietary response rs Improved 
thermal design procedure (raf 10CFR2 7901 Nonproprlatary 
rasponsa and 

WlESEriANN. R A Mesttnghouse Electric Corp. AU-a2-13 B2/03/31 

BERLlNOERiCH Core Performance Branch 97pp. 12693:297 


8204140223 Forwards rasults of probabilistic studies conducted to 
establish scenarios most likely to produce large scale 
releases of hydrogen 

RlCHARDSONiJ D Hydrogen Control Owners (Sroupi DHR-6 Mark III 
RICHARDSON. J 0 Mississippi Power b Light Co HCM-003. 82/04/08 

OENTDNtH R Offica of Nuclear Reactor Regulation. Director. 2pp 
12663. 176 


—8204140230 ‘’Rept on Hydrogen Control Accident Bcenarlos. Hydrogen 
Oenaration Rata 1< Eq.ulpment Requiremants “ 

DUA.a S. . FUNK.F. E . RAO, A 8 Hydrogen Control Owners Group. BHR-6 
Hark tXI B2/04/04 100pp. 12663 179 


8204160993 Forwards proprietary t. nonpropri atary versions of second sat 
of responses to request for addl info re WCAP-996!. "BART 
A1 Computer Code for Beet Estimate Analysis of Raflood 
Transients ” Proprietary response withheld <rsf 10CFR2. 790) 

RAHE, E P. Uestlnghousa Electric Corp SED-TKTA-6 82/03/31 
HILLER, j R. Standard 1 1 atl on & Special Projects Branch. 3pp 
12699 304 


—6204160974 Submits application for withholding of end second set of 
responses to request for addl Info ro HCAP-996I, 

"BART Ai Computer Coda for Best Estimate Analysis of Reflood 
Translsnti " Affidavit AM-77-ia end 

HEISEMAM.R, A Hestlnghousa Electric Corp AM-e2-Bl 82/03/31 
MILLER, j R Standardization & Special Projects Branch lUpp 
IB699 307 


6204190466 Forwards summary of 820302 meeting w/Hestlnghouse re stesm 
genarators Vlestinghciui e presented views on steam generator 
tuba degradation (c tube rupture accident !« mgt List of 
attandaa* end. 

MICHHAN.K, R Operating Reactors Assessment Branch 82/03/19 
IPPOLITO, T A Operating Reactors Assessment Branch 9pp 
12730. 199. 


8204200270 Informs of schedule for submittal of Revision 2 to emergency 
procadura guldalinas per NUflEO-0737, Item I C 1. 

DENTH.T, J OMR Owners Omup. BHR00-B212 82/04/08 EI8ENHUT.D 0. 

Division of Licensing. 3pp 12737 173 


8204200463 Forwards formal responses to NRC 8106J2 t, 1102 requests for 
addl Info re NEDE-24284-Pi “Assessment of Fuel Rod Bowing 
In GE BURs “ Response withheld (ref tOCFR2.790). 

OUIRKiU.F Oanerel Electric Co. hPN-044-B2, 82/04/06. MILLER, JR 

Standardization 1, Special Projects Branch 4pp 12743: 183 


8204210021 Advises that OE has completed tests to confirm fission 
product scrubbing affldancg of BHR suppression pool. Results 
considered breakthrough In demonstrating safety of BHR In 
postulated accident conditions 

SHERHOao, 0 G Oonaral Electric Co 82/04/20 DENTON, H R Office 
of Nuclear Reactor Regulation, Director, 2pp, 12803*306 


8204220426 Forwards XN-NF-B2-29, "Generic Mechanical Design Rept.Exzon 
17*17 Foal Assembly." Withheld <ref 10CFR2. 790). 

QM8L£Y>0.F. Ezxon Nucliar Co, > Inc (subs, of Eizon Corp. 1, 
GP0'027!82. 82/04/16, MILLER, 0, R. Stander dl za 1 1 on «i Special 

Projects Dranch 4pp 12806:200, 


1204220967 Notification of 820416 meeting w/BEM W BEN owners group in 
Bethosda.MD to discuss smell break modale & experlmantel 
verification. 

LAUQENiO.N. Reactor Byeteme Branch. 82/03/10, 8HERON, B. W Reactor 
Systems Branch. 2pp, 12829:362 


1204230199 Commente on 811217 meeting w/vtll in Atlenta. GA re 
„ licensee event reporting requlremente, 

;:LEU18,R.C, Region 2, Office of Director 61/12/23. PARRIB.H 0, 
/.Tennessee Valley Authority. tp. 128181122, 


8204230233 Comments on 820225 briefing re util drug alcohol abuse 
program 

O'REILLY, J P Region 2, Office of Director 02/03/10 PARKER, M 0 
Duke Power Co Ip 12017 394 


B304230237 Commente on 820223 briefing re util drug t< alcohol abuse 
program 

O'HEILLV.J P Region 2, Office of Director 82/03/10 

LEASSUROiR H Virginia Electric (< Power Co tp 12817 393 


8204230309 Dlieusses 020304 meeting u/util in Miami <FL for briefing 
on drug b alcohol abuse program Meeting was prof b 
enlightening 

O'REILLY. J P Region 2, Office of Director 02/03/10 UHRIO.K E 
Florida Power b Light Co Ip 12817 288 


0204230366 Requests meeting to discuss issues identified in JC Millett 
011014 Itr to IE re potentially reportable condition on 
control rod drive hydraulic sys 

DENTE, T J BWR Owners Group DWRDO-0213 82/04/19 EISENHUT.D O, 
Division of Licensing Ip 12810 170 


0204230931 Forwards Endorsements 69 & 70 to MAELO Policy t*tF-52 

SINiaiij M Marsh & McLennan, Jnc , M b M Nuclear Consul tants, Inc 
Dlv 82/04/16 SALTZMAN, J D Assistant Director for State b 
Licensee Relations 3pp 12813 342 


0204260100 Forwards Info In response to NRC 020401 request for costing 
Info to assist staff in making eost/beneflt assessments of 
various options ro Inadequtt core cooling Instrumentation 
(NUfiEO-0737, Item 11 F 2) Info withheld per 10CFR9 3<4) 

SCHERER, A E Combustion Engineering, Inc LD-02-047 02/04/20 

MATTSON, R J Division of Systems Integration (post 811005) 2pp 
12841 154 


0204240219 Forwards proprietary version of comments on NRC b EPRI 
studies evaluating Doppler reactivity effect dependence on 
fuel hurnup Comments withheld (ref 10CFR9 5) 

SCHERER, A Combustion Engineering, Inc LD-82-04B. 82/04/21 

RUBENSTEIN.L S Assistant Director for Core b Plant Systems Spp 
12037 264 


B204270D43 Responds to 620304 Itr transmitting Revision 4 to 
DAW-10096A, "DbW NPOD QA Program for Nuclear Equipment " 
Amended rept acceptable 

HAASSiW P Quality Assurance Branch 82/04/09 TAYLOR, J H 
Babcock b Hllcoz Co Ip 12874 103 


— 8204270049 Topical rept evaluation of Ravislon 4 to DAH-10096A, "DbW 
NPOD QA Program for Nuclear Equipment “ Rept acceptable 
» Quality Assurance Branch 02/04/09 2pp 12874 104 


0204270089 Advises that Revision 4 to NU-QA-l, "Northeast Uttls QA 
Program Topical Rept, “ reviewed per 611109 b 82031 B 
submittals QA program meets criteria in App D to 10CFR90 
HAA88, H P Quality Assurance Branch 82/04/09 caUNSIU, H 0 
Northeast Utilities Ip 12874 070 


— 8204270066 Topical rept evaluation of Revision 4 to- NU-OA-1. "Northeaet 
Uttls QA Program Topical Rept " Rept acceptable 
a Quality Assurance Branch 82/04/09 2pp 12874 071 


8204280413 Informs that L Hovey is replacing author as OA manager Nezt 
update to TR~21A will be accomplished in June or Jul 1902 
PICKFORD, A E C F Braun b Co 82/04/23 HA ASS, N P Equipment 
Qualification Branch Ip 12067 329 


B204290346 Forwards Revision 1 to nonproprletary b proprietary versions 
of CEN-203-NP U CEN-203-P, "Response to NRC Action Plan Item 
II K. 3 30, Justification of Bmall Break LOCA Methods " 

Proprietary version withheld (ref 10CFR2 790) 

SCHERER, A E Combustion Engineering, Inc LD-e3-044 82/04/19. 

MILLER, J R Btanderdl zation b Special Projects Branch 9pp 
12080 102 


—8204290349 CEN-203-NP ROl 

Revision 1 to "Response to NRC Action Plan Item II. K 3 30. 
Justification of Bmall Break LOCA Methods “ 

* Combustion Engineering, Inc 82/03/31 120pp 12880 107 


8204290367 Forwards proprietary b nonproprietary versions of CENPD-199> 
Revlslen 1, "C-E Setpoint Methodology C-E Local Power 
Density b DNB L88B b LCD Setpoint Methodology for Analog 
Protection ays." Proprietary rept withheld (10CFR2. 790) 

SCHERER, A, E Combustion Engineering, Inc LD-B2-043. 82/04/13 

MILLER, J R Standardization b Special Projects Branch, 9pp 
12880* 232 


NONDOCKETED ITEMS 


501 


— fl^OWOSiB CeWPB-199-NP ROl 

Hi>npTo|>r tctary version of "C-E Setpoint Kethodologg C-E 
Lota) Pouer Dantitg it DND LSS8 (i LCO Setpoint Methodologg 
for Analog Protattlon Bgt " 

a Comttustlon Englne(ring> Inc S2/03/31 400pp tSSSO 237 


6204290417 Natl Plcatlon of 620439 meeting ui/licensets l< BUR ounars 
group In QetliesdaiHD re implications of 031202 interim 
hgdrogen control rule 

ftOOMEYtV Operating Reactors Branch 3 82/04/21 VASSALLOtD B 

Operating Reactors Branch 3 2pp 12B99 111 


8204290938 Notifies that Ofe of Controller authoriied to bill for 
review of Revision 20 to 630217 CE-l-A> “QA Topical Rapt " 

HH-LERiM 8 Llcante Fee Management Branch 92/04/23 5UARTZ.E B 
ConmonMialth Edison Co Ip 12874 398 


8204300003 Responds to FOIA request for five categories of documents 
r* Sept 1979 rept. "Recommendations of TMI-2 IE 
Investigation Team “ Approx 170 pages of matl being placed 
in PDR 

FELIDHtJ H Division of Rules and Records 82/04/02 UEISS.ER 
Union of Concerned Scientists Ip 12920 032 24)( 

FiChS 90-000, 82/04/02i 8204300003 


— 8007030471 Summarilrs audit of overfeeding transient at BiiU plants 
Audit of transient follouiing reactor trip from 100'/ power 
including consideration of reactor vessel head water t< metal 
teaipSi reve a led RC8 pressure decrease was due to voids 
HUNTER, D R Region 3, Chicago, Reactor Construction It Engineering 
Support Branch 90/02/11 JORDAN, E L Division of Reactor 
Operations Inspections 2pp 12920' 130 


— 8007030460 Summarlies special effort re void formations in B&W PWRs 
Inadsquate codes for predicting transient response 
substantiated difference between actual it predicted 
transients NRC it DitW reviewing Issues 

HUNIERiD R Division of Reactor Construction Inspection 
79/12/05 OAOLIARDOiJ E Division of Reactor Construction 
Inspection 2pp 13920 122 


UA9TE HOT NUCLEAR UABTE MANAGEMENT 


620309003? Requests quarterly it annual average bit unit price summaries 
far I9S0 if 19B1 for const St earthwork structures Cost data 
uipdul when considering proposed alternatives it financial 
suratg arrangements 

MARTIN, D E Uranium Recovery Licensing Branch 40? 94 82/02/22 

Cf^AieERtlN. J R Utah, State of Ip 12172 102 


6204010004 Comments on "Geochemical Interpratatlons of Ground-Hater 
Flow Sgs in Central Columbia Plateau," per request Cited 
pSTional communications w/NRC should be replaced by written 
citations Editorial changes suggested 

StEFKEN, 0 L Lou Level Haste Licensing Branch 62/03/11 LEHMAN, L 
High Level Haste Licensing Management Branch 2pp 12490 361. 


6204010007 Forwards "FES Defense Haste Processing Fac 1 1 ity, Savannah 
River Plant, Aiken, SC “ U/o end 

OERIEL,G K Energy, Dept of 82/03/09 office of Nuclear 
Material Safety ti 8af aguards, Dirac tor 2pp 12492 063 


6204010203 Forwards “MT In-Situ Mining of U Control Syi, " adopted 
781031 

OA5HBL Marathon Resources, Inc 80/12/04 VAN DELL, T. NRC - No 
Detailed Afftlietlon Given 22pp 18487 338 


B304D30019 Requests info re in situ U leaching pilot scale projects 
BRDADHATER, 0 E Oak Tree Alliance 79/07/30 Fuel Protest t, 
Feb Branch (Pre 790737) 2pp 13913 314 


B304033094 Notifies of willingness to participate in proposed early 
1979 seminar on rogulatory aspects of in situ U mining 
Seminar should be held no earlier than Feb or Mar 197? due 
to heavy workload 

HOUaE.L C Fuel Process «< Fab Branch iPre 790737), 78/09/29 

KERR,0 H Assistant Director for state Agreements Programs 3pp 
13SI2 324 


—8204030064 Proposes early 1979 joint seminar H/TX Radiation Control 
Program to dltcwss regulatory aspects of in situ U mining 
Seminar should be of prime interest to both Agreement b 
roft-Agreemant Statas 

RVANrR 0 Office of State Programs, Dirac tor 78/09/07 
MEVERS.S Division of Fuel Cycle b Material Safety Ip 
12912 327 


8204020096 Summary of 780310 meeting w/Oulf RbD Co In PI ttsburgh, PA to 
discuss Interests in performing In situ solution mining 
activities in UV b NRC requirements for processing license 
applications 

CDOPEflSTElN, R Fuel Process b Fab Branch iPre 790727) 78/04/11 

Fual Process b Fab Branch CPre 790727) 2pp 12912 361 


8204020111 Advises that es of 620301, documentation on Fila Level 302, 
"Improved Basts for Regulations" will be tent to PDR per 
Haste Hgt Policy 22 No backflttlng required 

FISKER,B Uranium Recovery Licensing Branch 82/03/19 Uranium 
Racovery Licensing Branch Ip 12313 111 


B204030113 Advises that as of 820301 , documants ra In situ minnlng will 
ba filed in Haste Hgt 9 per Haste Mgt Policy SS 

FI6)ER,0 Uranium Racovery Llcsntlng Branch HM-B2-077 82/03/19 

Uranium Recovery Licensing Branch Ip 12913 112 


8204020147 Forwards review connents on draft of final rept "Restoration 
of Groundwater Quality After In-sltu Leaching," requested 
on 790427 

8CARAN0, R A Uranium Recovery Licensing Branch. 79/06/04 
THEETON, D R Inter 1 or. Dept of 35pp 13913 041 


8204090417 Discutsct role b responsibility of NRC Vs DOE re site 
c herac teri la 1 1 on plans 

HRIGHTiR J High Level Haste Technical Development Branch 
82/03/17 MILLER, H J High Level Waste Technical Development 
Branch 6pp 12963 293 


8204160076 Forwards for review, "Remedial Action Concept Paper for U 
Mill Tailings Site at Durango, CO " 

CAMPBELL, R H Enargy, Dept of 20239 82/03/12 SCARANO, R A 

Uranium Recovery Licensing Branch 2pp 12719 107 


— 820416OD78 "Remedial Action Concept Paper for U Hill Tailings Site at 
Durango, CO ” 

* Energy, Dept of UMTRA-DOE/ALa-3 82/03/31 2lpp 
12719 109 


8204160083 Forwards "Rn-222 Air Samples." for Dec 1991 b Jan 1982 

CAIN.J Cotter Carp 20241 82/03/12 HAZLE.AJ. Colorado, Btate 

of Ip 12719 ISO 


—8204160086 "Rn-222 Air Samples. Dec 1981 " 

« Cotter Corp 20241 82/03/12 Ip 12719 181 


— 8204160087 "Rn-223 Air Samples, Jan 19B2 " 

a Cotter Corp 20241 82/03/12 2pp 13719 182 


8204160218 Requests details of plans for DDE site character 1 lat 1 on 
activities that will form basis for FY84 budget Info 
requested by S20331 

MARTIN, J B Division of Waste Management 03/03/17 COFFMAN, F E. 
Energy, Dept of 2pp 12719 136 


8204190010 Accepts invitation to participate in workshop on in situ U 
mining technology 

OR ILL, R P Sit A Environ Stds Dr (formerly Environ Prot Stds 
Br ) 79/09/06 HESSELL, D L Dattelle Memorial Institute. Pacific 

Northwest Laboratory ip 12731 080. 


— 8204190011 Extends invitation to participate In workshop on in eltu U 
technology, tentatively tcheduled for last wk In Nov 
HEBSELi D L Battelle Memorial Institute, Pacific Northwest 
Laboratory 79/00/17 GRILL. R Sit b Environ Stds Dr 
iformerly Environ Prot Sttfs. Dr. 1 2pp 12731:081 


8204190096 Responds to DOE 820203,09 b 24 Itrs re development of natl 
stds for geotechnical procadures used in character! ling 
potential high level waste repository sites NRC has nuiobar 
of research b technical assistance contracts underway 
MILLER, H J High Level Waste Technical Development Branch. 

82/00/11 BALLARD, H M Energy, Dept of. 3pp 12732 022. 


— 8204190100 Requests Info re addl work on geotechnical stds-settlng 
nature being performed by contracted research group 
CIFFMAN, F E Energy, Dept of. 82/02/09. MARTIN. J B Division 
of Haste Management. 2pp 12733*024 


■8304190103 Responds to NRC 820122 Itr emphaslilng need for NRC b DOE 
to establish organliatlonal entity for geotechnical work 
Concurs w/suggestlon. 

BALLARD, U W Energy. Dept of 82/02/24, MARTIN, J D Division 
of Haste Management. 2pp. 12732 026 
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8S04S00332 Submitt audit Of all radwitta ihipmint & dlipoial racorda to 
varlfv quantlbiei of 8NH burlod at Boattp.NV lou laval 
raduitto diapotal fac 1 1 Ity- Mautlng racommondod to reviau 
audit ipactfici. 

HtPSHER.H H US Ecolngyi !nc (Forffltrly Nucltar Eng Iniartng > 

82/03/01 VADENjJ Ntvada. Stata 0 # 4pp 127B7 1 31 


8204200362 PoTuard* "Conparlaon of Modal Btgdla* Hanford Raaarvatlon" 
containing currant NRC pooition on DOE laodallng affort tc 
1 font! flea t ion of diffarancoa hatuaan mast racant Rocluell t< 

BHWL bydrologlcal attanpts 

LEHKtN^t U • QUINN<E J High Laval Uasta Llcanslng Managaiflant 
Branch. 82/03/30 BELL. H U High Laval ITasta Llconilng Hanagamant 
Branch MILLER. H J High Laval Malta Tachntcal Davalopmant Branch 
1 p 12804 237 


— 0204200363 "'Comparison of Model Studios Hanford Raaarvatlon " Hod site 
charactari tation of raviau of basalt at Hanford aita and. 

LEHHANiL L . QUINN. E J High Laval Waste Licensing Hanagamant 
Branch B2/O3/30 ?epp 12804 258 


8204210106 Forwards uatar quality rapt for Dec 19B1 

CAIN.U Cottar Corp. 20263 82/03/18 HAZLE. A J Colorado. State 

af 2pp 12812 043 


— 8204210113 "Water Ouallty Rapt. Dec 1981." 

* Cottar Corp 82/03/18 3pp 12812 047 


8204210576 Trip rapt of 62020B radwasta uiorkshop In Augusta. OA 
sponsored by EPRI & ASHE 

JPHhBON. T C Lou Laval Masta Licensing Branch 63/03/23 
BRDMyiNo. R E Division of Waste Hanigamant 7pp 12811 173 


6204210384 Comments on proposed policy statement re safety yoal for 
nuclear reactor accidents, in response to J Davis request 
for review 

QELLfM J High Laval Waste Licensing Management Branch 82/03/23 
PAQEtR 0 Uranium Fuel Licensing Branch. 3pp 12B1 1 162 


8B'04210643 Responds to two specific racomaiandationi for remedial action 
anuiMratail on Page 6 of "Uravan Mill Tal 1 ings. B1 ta Visit ti 
Stability Evaluation " End Sketch 8F-7B34 Shous 
installation of perforated pipe to correct seep 
KAOErBU. T J Union Carbide Corp 20293. 82/03/11 HAZLE. A U 

Colorado. State of 3pp 12797 310 


8204210720 Forwards Rn-222 rapt for Feb 1962 t< yr to date 
ROTFFLEISCH. .U Cottar Corp. 20287 B2/03/2S HAZLE. A. J 

Colorado. State of Ip 12787 333 


— a2'04210722 "Rn-222 Rapt for Fab 1982 b Yr to Data •• 

» Cotter C'Orp 20287 62/03/25 2pp 12787 334, 


8204230055 Forwards environ aseossmant for performing ranadlal action 
on propertlae In vicinity of Salt Lako City.UT per U Mill 
Tailings Radiation Control Act of 1978 Appropriate hlEPA 
determination raquostad 

CAMPBELL. R H Energy. Dept of 20223. 82/01/27 RAMSEY. R U 

Energy. Dept of Ip 12822 IBO. 


— 8204230061 "Environ Assessmant of Remtdlal Actions at Dffiitt 
Fropartlos Contaminated by Tailings From Vitro Inactive U 
Mill Site In Salt Lake City.UT." 

* Ford Bacon & Davis Utah. Inc. • Bandla Laboratories 20223. 
82/01/37 53pp 13822 181 


6304S206SO Foruards responsa to 820303 Itr requesting NRC rcvleu of 
"Baelc Technique 4r Models for Datermining Esposura Rates 
Over U-Bearln.g Soils " 

Rraoawn .... - iceniing Branch 82/03/22 

1 Aoenru Ip 12832.239 


niquo t< Models For 


:y 82/03/08 
1 2pp. 12832:236 


.."Bic , 1 ecenlqu* b Modtls for Detarmlnlng Esposura Rates 
Over U-B earing Solis " 

OhSZA-CHOClMOWS Environmental Protection Agency B3/01/31 
ISOpp. 12832- 298 


6204820701 Foruarde draft "Technical Position - 8tt« Suitability. 
Belection b Characteritatton> " b forms authoriilng 
publication as NUREO Distribution list will be submitted by 
820423. u/o forms. 

BHtIH.R. D. Low Lovol Haste Licensing Branch 82/03/31 MARTIN. J B. 
Division of Haste Management. 27pp 12834:068 


0204260035 Foruards summary of 820112-13 meeting u/DOE. Rockuie I I ititl t 
BNWL In Richland. HA re basalt uaste Isolation project fc NRC 
conesrns raised during Sept 1981 site visit 
MILLER. H J High Level Waste Technical Development Branch 
02/03/19 DELL.M NRC - No Detailed Affiliation Olven DAULAnD- H . 
STEIN. R Energy. Dept of 9pp 13899 030 


—8204260037 Summarlies 820112 b 13 vie it to Rockwell Operatlpne in 
HPnford.WA re basalt uiaste Isolation project, conceptual 
hydrology model b data integration Informal trip rept of 
830107-14 visit to Richland. WA b Silver Spring. MD end 
BROUN. A Bolder Associates B13-1176A 62/02/23 WRIOHT. R 

Division df Waste Management 9pp 12B99 039 

— 8204260043 Summarliee 820111-13 visit to basalt waste Isolation projoct 
in Richland. HA Comments on working relallonshlpe of site 
technical groups, including Rockuell Inti. DOE b NRC 
person ne 1 „ . » « 

MILLIAMS.R E RE Williams b Assoc i atos, Inc 82/01/29 HHIOIIT^R 
Division of Waste Management 9pp 12899 048 


B204260063 Forwards "OBochomical Interpretations of Orounduatpr Flow 
8yi In Central Columbia Plateau " Rept presents alternative 
Interpretation of hydrogeochemistry of deep basalt aquifers 
in Central Columbia Plateau 

LEHM4N.L. High Level Waste Licensing Management Branch 32/02/36 

JUSIUS.P. High Level Waste Technical Development Branch 3pp 

12654 310 


— 8204260066 "Oeochemical Interpretations of Orounduater Flou Bus in 
Central Columbia Plateau " 

LEHMAN. L High Level Waste Licensing Management Branch 

QUINN. E J NRC - No Detailed Affiliation Given 02/01/36 67pp 

12S34 3 1 2 


8204260074 Forwards draft summary of 880302 meotlng at Rocky Mountmln 
Energy oFcs In Droomf laid. CO re U mill llcanslng program 
Review t. comment requested 

SCARANO. R A Uranium Recovery Licensing Branch 02/04/01 
HCO/yiTH. E J Holms. Roberts b Owens 9pp 12647 330 


8204260417 Forwards list of proposed Oaealt Waste Isolation Rrojwct 
site suitability issuee. review assignments b grouping 
matrix 

WRIGHT.R J High Level Waste Technical Dovelopmont Oraneb 
82/03/19 BELL.M J , HILLER. H J High Levol Waste Technical 
Development Branch 9pp 12B62 310 


8204260433 Trip rept of 820308-11 visit to Tucson. AZ to attend Uaete 
Hgt 1982 conference 6 A8ME Raduaste 8ys Committee meetings 
re l'0CFR61 waste form classification List of attendees enc 1 
JDHN90N. T C Lou Level Waste Licensing Branch 82/03/24 

BRDUINO. R E Division of Waste Management lOpp 12862 330 


82042M437 Forwards summary of 820329 meeting w/Plastldlum Corp in 
Lockport. IL re technical aspects of polyethylene containerc. 

Spec 7A transportation tests on Drum PR-99 b fabrication 
techniques utiliiatlon In drum blou molding 
JOKKBON.T. C Lou Level Waste Llcanslng Branch 82/04/07 
BROWyiNO. R E Division of Waste Management 4pp 12B62 330. 


8204260442 Foruards L Dupree rept on chemical b physical proportlaa of 
p olyethyle tie. 

UOHlQONi T C Low Level Waste Licensing Drench S2/04/0B 
BROWdlNO.R E Division of Waste Management 6pp 12662 303 


8204260446 Outlines principal features of Natl Oovtrnore AesoclatlDii 
resolution on high level wastes, per request. 

BUNTINO.J O Licensing Process b Integration Branch 82/03/30 
MARTIN.J B Division of Waste Management 2pp 12862 300 


82042fO479 Forwards RA Scarano 620329 statue rept for Edgemont cleanup 
action program 

PETTENOILL. H J Uranium Recovery Licensing Branch 92/03/86 
RAMSEY, R.M Energy, Dept of. Ip 12862.209 


— 8204360477 Fresents revised fourth statue rapt for Edgemont cleanup 
pro'gram 

SCARANO, R A Uranium Racovery Llcanslng Branch 82/03/29 

MARTIN.J B Division of Waste Management. 9pp 12862-209 


8204260499 Responds to 620119 Itr requesting funding to support work 
to develop radon callbr std Funds not presently available 
but may be authorlted In FYSB budget, 

EADIE.O 0 Uranium Recovary Licensing Drench 82/03/12 LLOVD. 1. L. 
Montana. 9tate of }p 12B62' 220 


—0204260503 Requests NBC provide necessary financial support to NB8 t« 
develop natl std for radon mtasuremanti 

LLDVD, L L, Montana, State of 82/01/19. EADIE.O. Uranium 
Racovery Licensing Branch. 3pp 12862 221 
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e313'l3Aa&06 Forward! ilra#t <ninut«s of B30303 masting for rivltu it 
ceuiant mouttry rapra«antativat thouid provldi input on 
Industry parctptten of llcansing program H/o and 
BCARW40>R A ‘Uranium Racovary Lieanaing Branch 63/04/01 
EOLSEflfC Rocky Mountain Enargy Co Ip 18862 824. 


B3O434O580 Conflrma S80412 meatlng li 080413 joint maatlng u/HY Mining 
Aiaoc -Commanta on poiltion papar on groundwatar monitoring 
at U In sltv solution minas to ba dlscussad at 830418 
aaatlng 

LlfiEKAN’. J J Uranium Racovary Lieanaing Branch 08/04/01 BEACH# 0 
Wyoming# Btata of Ip 18068 827 


&80487&003 Concurs in Mar 1903 final ramadial action concapt papar for 
Durango#CO UHTRAP procasalng stta It aaaoclated vicinity# 
u/liatad contlngancy. 

BCARANO.R A Uranium Racovary Lieanaing Branch 03/03/26, 
CAKPBELLiR H Loi Alainoa Sciantlflc Laboratory Ip 18874 040 


e204a7i>034 RB<^uoiti raviau) It eommant on and prallminary draft branch 
tachnlcal position on uaata daiaif ica t ion# ou tl ining 
ganarally aecaptabla procadurai for maaturing It reporting 
radioactivity in vartoua uaata atraams 
SHITHi R 1 ) Lou Laval Malta Lieanaing Branch 08/03/31 
Affiliation Unknown 19pp. 18873 386 


82<3487O074 Sutmita raviaad agenda for 880400 maatlng u/LABL 
COPIAH# 0 H High Laval Itaate Tachnlcal Davalopmant Branch 
B^/®4/01 MILLERtH vJ High Laval Maata Technical Davalopmant 
■ ranch 8pp 1SB73 190 


■204870077 aubmlta ravliad fourth atatua rapt ra BNWL radiological 
aurvayt to datarmlna oictant of usage of U mill tailings at 
offsite properties In Edgamont# SD Survey aummaru as of Dec 
1931 and 

8CARAN0, R A Uranium Recovery Licensing Branch 08/03/89 

MARTTNiJB Division of Waste Management 9pp 13073 100 


8204870160 Forwards table lummarlilng contained uaight of iaotopai In 
BhSI shipments to Nuclear Engineering Co#BaattUiNV for 
1970-76 

CRAGONETTE.K B Low Laval Waste Lieanaing Branch 03/03/84 
VAI!OI#J Nevada# Btata of Spp 18074 192 


0204890111 Forwardt draft aupplamantal agreement to cooperative 
agraanant betwaan DDE I# 0tata of UT End raflacta changta 
In original draft dlacuastd In 080310 maatlng Listed Info 
ahauld bt provided w/raturn lubmlttal 

HJLL.TV Enargy. Dipt of. 20314 82/04/07 ANDERBDN# L Utah# 

State of 91pp 12092 001 


$204290114 RaRuasta raviau of end draft mod to Cooperative Agraamint 
DE-FC04-81 aL 16297 which aatablishad plan of aasassment ti 
reardial action at State of CO Inactive U mill tailing sites 
b asaoclatad vicinity iltts 

HILL.TV Enargy. Dept of 20313 82/04/07 HAZLE.AJ. 

Colorado. Btatr of 7pp 12892 098 


B204290203 Forwards soil machaniet dlv comments on NRC tachnlcal 
positicn papar re site suitability t# site charac teri latlon 
ANKS.DC Army. Dept. of. 88/08/23 SIETKEN# D NRC - No Detailed 
Affiliation Olvan 6pp 12093 076 


6204290206 Foruards comments on NRC branch tachnlcal positiana on uaata 
form I. site lultabtllty Ir site c harac tar lie tlon Papar faila 
to tie fite a ul tab 1 1 { ty . ■ i ta charactarl tation L uaata form 
to ayi concapt of uaata mgt 

BENNETT# H Energy, Dept, of 62/03/09 SMITH. D LouLivel Waata 
Lieanaing Branch. 0pp. 12093 003 


B20429021C FoTusrda strategy for srnaitlvity analyila on Hanford sita. 
fulfilling Oparating Plan Mllaatone 311446 

OUthN.E 3 High Level Haste Technical Davslopmant Branch BS/04/14 

BELL.H J High Lsval Haste Technical Development Branch Bpp. 

13093 091 


0204390319 Forwards record of 620201 talcon u/DOE li Richland Hanford 
Operations ra design Info provided by DOE at 080112 meeting 
u/NRC at Richland. HA 

0REEVES.3 T High Levtl Waite Technical Development Branch 
62/04/12 MARTlN.d B Office of Nuclear Material Safety ti 
Bsfiguardi, DiractoT DELL# M J . JUSTUS.P 3 High Level Waste 
Technical Development Branch 7pp 18093 017 


6204290882 Requests written legal opinion of listed questions in ordir 
to raviaa draft 10CFR6i. 

SMITH# R D Lou Level Waite Lieanaing Branch 08/04/09 FDNNEH.R 
Offlca of the Exacutive Legal Diractor 8pp. 13693 024 


9204290839 Exprtsiea appreciation for transmittal of draft paper 
presented at ORNL lymposlum on site suitability 
raqulramenta 

CHAPMAN,N 0 Bechtel Corp B2/0J/11 SMITH, H D. Low Laval Waste 
Lieanaing Branch, Ip 12G93 043 


0204290899 Foruards natl describing how NRC is reviauing DOE activitlas 
at Hanford sita H/o and 

MILLER. M H High Laval Waste Technical Oavsloprrent Drinch 
02/04/09 OODARD. D H Oregon, State of Ip l8a9S'87B 


6204290304 Urges accalaretlon of efforts to select chairman for raviau 
of ANS 40 39 ltd 

8Raf#MINa#n £ Division of Waste Managamant 63/04/09 WEDER.M, 
American Nuclear Eociety tp 12B92.277 


8204290328 Presents Central Vallty Hater Reclamation Facility Board 
position re removal of mill tailings on Vitro property 
DAHL, R L South Balt Lake, UT 20302 02/03/19 BODDY.U R Dames 

t, Haora 9pp 18093:000 


8204290514 Forwards completed forms for submittal of abstract for 
annual maatlng of Daologlcal Sac of America, W/o and. 

QUthN, E 3 High Level Waste Tachnicel Development Branch. 02/04/13 
MOCny.J D Daologlcal Society of America Ip. 12899' 069 


$244290170 Summary of BS0127 maatlng u/DOE, SANL I# Weston Daiignari I, 
Consultants In Silver Spring, MD r# feciiity prallminary DEB 
b D<K currant coat estimates for Vitro site remedial 
action alternatives 

EHAfFER, W M Uranium Recovery Licensing Branch 88/03/23 

SCARANO, R A Uranium Recovery Ltcanilng Branch 10pp. 12098,110 


$2042901 B2 Forwards monthly water quality rapt for Jan 1988, 

CAIHJ Cotter Corp 20318 08/04/07 HAZLE, A. J Colorado, State 

of 2pp 18698.020 


— ^8204290191 "Water Quality Rapt for Jan 1983 " 

MCDOWELL. T . CUAREV# M . HERRERA. D Cotter Corp. 88/04/08, 4pp 
12390 128 


S204290SB8 Forwards. "Oeochamical Interpretations of Orounduater Flow 
Syi in Central Columbia Plateau " H/o end 
HRIOHTiR, J High Level Waste Technical Deve kopment Branch 
88/04/09. DE JU, R. Rockwell International Corp. Ip 18899; 0S7 


8204290699 Forwards QA program for UNTRAP, Issue A 

8AMKEY.C A Enargy, Dept of 80309, 08/04/07 SCARANO. R. A , 

SHAFFERiH M Uranium Recovery Llcansing Branch NIXON. W Office of 
Nuclear Material Safety I, 8a f eguardsi Dlrec tor. Spp 1SB98. 106 


—880429065? UMTHA-DDE/AL0-1B9 
OA program for UMTRAR, Issue A 

* Energy, Dept, of. 62/01/31, 30pp 12098.112 


$204290109 Comments on end "Statue of Activities on Low Level Raduaste 
Coapacki " Incone i etancy found between text of paper h 
eppemded table listing potential compact member states. W/o 
and 

IbfITtHD, J 0, Llcansing Procaas ii integration Branch 98/03/30 
MARTIN, JB Qfflc# of Nuclear Material Safety 1 . SafeguardsiDireetor. 
Ip 18093 060 ‘ 


XPQRTLIC EXPORT AND IMPORT LICENSEB 


8804010030 Foruards application for axport license for minor nuclear 
axpert Ltr of assurance required H/o end 

Peterson, M. R office of international Programs# Director. B3/03/1S 
ORIFFlNr J. A Energy. Dept. of. Ip 12492' 07S. 


$204290194 Trip rapt of 820318 visit to WIPP site Ic Duval potash mine 
In Carltbad.NM re bedded lelt h current alts' e'tetua 
KNAFP.HR. . JU8TUfl#P. 8 High Level Mhate Teehnlcel Oavelopment 
Branch 38/04/07, BELL.H, J., M 1 LLER#H, J,„ High' Level Wa»t» , 
Tachrkieel Development Branch 3pp., l2893('069 . ^ , ' 


$204290199 Comments on NRC position paper on site auitablUtV »lta 

theracterl letlon, ' . . . 

9unCE3S.A 8 Acre* American. Inc, 0S/O2/ij;, '.SMITH. R.,D. Lou Lave I 
Watte Licensing Branch. 3pP> 13893' 073. 


9204010033 Foruards application for export llcenea for minor 
export. Ltr of aeaurance required H/o ancl 
PETERBCN, K. R. Office of International Prograne. Director 
4R1FF1N.J. A Energy. Dept. of. ip. 12492*073. 


nuclear 

82/03/16. 


8204010038 Forward s application for export license 
export Ltr of assurance required, W/o end. 
PETBRBW. M. R Office of International Programs, 
■ORIFFlNr J. A Energy. Dept, of Ip 1249S 071 


for minor 
Director. 


nuclear 

02/03/18, 



eo4 


NONDOCKETED ITEMS 


S2040100SO License for OA Co to export ml«c ellaneouf < •peclsll v 
deslgnotl or prapored parts i components for use In PRR-1 
reactor to Philippines 

PETERSON* H K Office of International Programs* Director 82/03/12 
Ip 12489 349 


6204010057 RcKtuesti ulthdraual of application for import license 
HAMfCTT, B.A Tcansnuclear. Inc 77-390/ 02 iTNF-l B2/03/1A 

MDOPEtN Office of International Programs, Director Ip 
12409 339 


82040i00£2 Requests amend to export license extending valldltg by 1 gr 
from expiration date !• changing partg to license 

BAL/4-I8,C 0 Union Carbide Corp 02/03/11 WRIOHTi B. NRC - No 
Detailed Affiliation Oiven Ip 12489 338 


63lj401006ii Foruards application for export license for minor nuclear 
export, Ltr of aisurants required M/o end, 

PETERSON, H R Office of International Programs, Director 82/03/18 
ORIFFIN.J A Energg, Dept, of Ip 18489 330 


6204010233 Ltr of assurance r« Transnucl ear, Tnc application to export 
471 23 tg (1-235, contained lit 143,000 O kg total Urplus 
1 leg of same matl, to Hast Osrmang 

KARCHALi U European Comnunities, Commission of 02/08/11, 

ORIFFIN.J A Ensrggi Dept of Ip 1S489 340 


8204D200S2 Foruards application for license to export 8 7 mg U tc B mg 
U~233 at 93 3X enrichment on Pu foil, to West Oermang 
PEVCY, L E Cammercc. Dept of. National Bureau of Standards 
82/03/18 WR10HT,B , MOORE. N. Assistant Director for Export/ Import 
t( International Safeguards Ip 12312*354 


— 8204020100 Application for license to export 8,7 mg U, enriched to 
93 3 X, evaporated on Pu foil, to (test Oermang 
PEVEy,L E Commerce, Dept of. National Oureau of Standards. 
82/03/18 Ipp 12512 355 


8204070703 Application to amend export 1 icenses, extending expiration 
date from 820614 to 630601 for License XB-110? & liscreeslng 
quantltg of tritium to 600,000 Cl Ir extending expiration 
date to 850101 for License XB-illO 

SHAN, A Edlou international Co 82/03/29 Ip. 12597 OSS 


8204090031 Executive Branch position re Bandvik Special Metals Corp 
application to export 650 ploces of Zlrcatog-4 seamless 
tubing to Taiuati Ltr of assurance end License should be 
granted 

DEVINE, J B State, Dept of, Oureau of Oceans tc Internatl Environ t 
Scientific Affairs 82/03/11 SHEA, J R Office of International 
Programs, Director 3pp 12633 213 


82040904S6 Advises that license issued to C Itoh t< Co (America) to 
export 700 pieces of guide thimble tubes to Japan u/o 13-dag 
ualting period since matl uas rsadg for Immediate shipment 
PETERSON, M R Assistant Director for Export/Import tc International 
Safeguards B2/03/31 Assistant Director for Export/Import tc 
International Safeguards Ip 12633 361 


B2040904B7 Advises that license issued to Mestinghouse to export 
proportional counter to Belgium u/o IS-dag uaitlng period 
Export meets requirements tc uould not be inimical to common 
defense tc secuirltg 

PETERSON, M R Assistant Director for Export/Import tc International 
Safeguards. 82/03/31 Assistant Director for Export/Import tc 
International Safeguards Ip 12633 362 


8204120434 Informs that License XSNH-1B97 mag be Issued No matl 
changed circumstances since issuance of License XSNM-1271 
MOORE, R N Assistant Director for Export/Import tc International 
Safeguards 82/03/10 Assistant Director for Export/Import Sc 
Intarnetlonal Safeguards Ip 12653 350 


8204140004 License for Edlou Inti Co to export 11,000 kg natural U,as 
U hexaflour idc, to Sueden 

PETERSON, H R Assistant Director for Export/ Import tc International 
Safeguards AA-1 (82) 82/04/02 8pp 12672 017 


8204140005 License for Natl Bureau of Btds to export B mg l)-235c 
contained in 8 7 mg U In fission monitor devices, to Host 
Oernuing 

ZIMMERMAN, J Assistant Director for Export/Import tc International 
Safeguards 82/04/06 2pp 12672 OIS 


8204140006 Liesnss for CERACc Inc to export 2 26 kg thorium, contained 
in 3 0 kg thorium fluoride poudsr, to Italg 

ZlMfERHAN, J Assistant Director for Export/Import tc International 
Safeguards 6183 82/04/08 2pp 12672 013 


8204090181 Informs that License XSNH-1720 may be issued. No matl changed 
circumstances since issuance of License XBNM-IBB2 
HOORE,R N Assistant Director for Export/Import tc International 
Safeguards 62/03/09 Assistant Director for Ex por t/Import tc 
International Safeguards. Ip 1261B 277 


8204140008 Amend 1 to Marubeni Amarlca Corp export 1 Icsnse, extend ing 
expiration date from 820401 to 830401 

PETERSON, M R Assistant Director for Export/Import tt International 
Safeguards ZHO138-0U 82/04/02 Ip 12672 012 


B204080205 Executive Branch position re Ed low Inti application to 
export 11,000 leg U, In form of U hexafluoride, to Sweden 
License should be granted 

DEVINE, J B State, Dept, of. Bureau of Oceans tc Intsrnatl Environ l< 
Scientific Affairs 82/03/29 SHEA. J R Office of International 
Programs, Director 2pp 12618 315 


8204090002 Application for license to export one 8F3 proportional 
counter.Hodcl HL2404Oi to Belgium 

POCWLcU F Carl E BchnautX. ZE 20138 82/03/23 Ip 12632 293. 


8204070005 Application for license to export 0.1 uCl Of oxide-solid 
to Saudi Arabia 

ANDERSON. A Isotope Products Laboratories V/0 9312 82/03/22 

Ip 12632-294 


■8204090006 Application for license (to export 60 uCi Cf oxide-solid 
to Saudi Arabia. 

AM)ERB0N,A Isotope Products Laborator lee. W/O 930B, B2/03/22 

Ip 12632 293 


8204D90067 Amend 2 to 8E export 1 Icense, addl ng Tlhange 3 reactor as 
authorised facility to receive componente lietad on 
original license issued 790620. 

PETERSCNtM R Assistant Director for Export/Import -it International 
Safeguards. BDH-024-82. 82/03/19. Ip 12633 305. 


8204090073 Forwards application for license to export 8.7 rag U> 
containing 8 mg U-235, to Ueet Oermeny 

PEVEV.L E Commerce. Dept of. 82/03/16 WRIOHT. B. MOORE, N. 
Assistant Director for Export/Import 6 International Safeguards. Ip. 
12633 308. 


•8204090075 Application to axport 8. 7 mg U evaporated on platinum foil 
in fieslon monlter devices. to Meet Oermany. 

PEVEY.U E. Commerce, Dept. of. 02/03/10. Ip. 12633.309. 




6204140007 Application for license to export 5 kg deuterium, in 20 
kg deuterium oxide, to South Korea 

EDEL8TEIN, B Aldrich Chemical Co , Inc (subs of Blgma-Aldr Ich 
Corp ) 17/82 82/04/02 2pp 12672 008 


8204140011 Application for license to export 5 kg deuterium. In 20 kg 
deuterium oxide, to New Zealand 

EDEL8TEIN, D Aldrich Chemical Co , Inc (subs of Sigma-Aldr Ich 
Corp ) 15/82. 82/04/02 2pp 12672 010 


8204140013 License for Transnuclear, Inc to Import 10,000 kg II, as U 
hexafluoride, from France 

ZIMI-CRMAN, J V Office of International Programs, Director 
62/04/06 tp 12671 337 


8204140015 License for Transnuclear, Inc to Import 2,947 482 kg U, as 
U hexaf luor 1 de, f rom Host Oermany 

ZlMfERHAN, J V (Iff ice of International Programs, Director 

82/04/06 Ip 12671 338 


8204140016 License for OA Co to export 4 950 g U-233, contained In 
24 760 kg Uj to Malaysia 

ZIMMERMAN, J V Assistant Director for Export/Import & International 
Safeguards IEL-1161 82/04/03 2pp 12672 006 


6204140021 License for OA Co to export 313 23 g U-233, contained 
1,373 81 g U, to Japan 

PETBISON.M R Assistant Director for Export/Import 6 International 
Safeguards lEL-2073 B2/04/02 2pp 12671 361 


8204140633 Inforids that License XBNH-1916 may be issued No matl 
changed circumstances since issuance of License xahlM-1662 
MOORE, R N Assistant Director for Export/Import It International 
Bafagitards BS/03/09. Assistant Director for Export/Import ti 
international Safeguards Ip, 12686 117 


8204180073 Ltr of aesurancs re Edlow Inti Co application for license 
to export matl to Indonesia 

DARHlSiA Indonesia 82/03/03 ORIFFIN, J. A Energy, Dept of, 
Ip 12707 249 
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a3041<i0>0bl Inforni that Licanie XSNM-i912 mai^ b« isiutii No mat! 
changttf ctrcumEtahccs clnce Issuance of License X8NM-188B 
llOOR£i R N. Assistant Director for Export/Import S< International 
Safeguarits 92/03/18 Assistant Director for Eiport/Import (< 
International Safeguards Ip 12717 230 


esOAlfOO&S License for Dept of Commerce to Import 8 7 mg Ui In devlcesi 
enriched to 73. 3X U-235r from West Oermang 

PEfEHSONi H ft Assistant Director for Export/Import ti Internatlonel 
eafeguards 82/03/19 Ip 1271? 226 


S20AS60097 License for Cona» Corp to export 17 electric conductor 
adapter module assemblias L related seal components to 
Spain 

PETEHSDNjM ft, Assistant Director for Export/Import {< International 
Safeguards 7-73100 82/03/18 Ip 12719 149 


S2041W1D6 Amend 3 to Transnoc lear# Inc export I IcensBi extending 
eiplratlon date to 931231 

PETBRBONi tt R Assistant Director for Ex p ort/ Import tc International 
Safeguards MISC 321 80-073 82/03/15 tp 12719 146 


8204160110 Amend 1 to Union Carbide Corp export 1 1 censer adding Edlow 
Inti Co as another partgi ref lectlng change in licensee 
addrassi increas 1 ng enrichment percentage from 93 197, to 
93 & ei tending expiration date to 830701 

PETBRBON# II R Assistant Director for Export/Import l< Internatlonel 
Safsguards 82/03/16 Ip 12719 145 


B2041U}124 Application for license to export li 200 kg thorium nitrate 
crystals Containing 480 kg thoriumt to Canada 

KLUlHtKrT D 3M Co I Minnesota Mining & Mfg Co VL6014 02/03/10 

Ip 12719 140 


02O4IM128 Forwards application for license to export nuclear fuel 
elements to Taiwan 

KIELtO R Exxon Nuclear Co i Inc (subs of Exxon Corp 1 82/03/10. 

DEVlNEi if D Assistant Director for Export/Import t< Intsrnetlonal 
Safeguards Ip 12719 138 


— 9204160131 Application for license to export fuel assemblies containing 
SiSOO kg U-235 In 81i200 kg U> to Taiwan 
KIEL>0 R Exxon Nuclear Co i Inc (subs of Exxon Corp I 
B2/0G/09 Ip 12719 139 


92041^149 Corrected first page to application for license to export 
749 kg lf-23Sj contained in 21i70B kg Ui to Japan Supplier name 
ic addrees' changed 

B Mitsubishi International Corp (subs of Mitsubishi Corp ). 
82/03/17 Ip 12719 296 


B204IM160 Advises that Import License ISNM-a2006 was issued u/o 
custemarg 15-dav waiting period duo to urgent need for 
d evicts 

HDOREtR N Assistant Director for Export/Import b International 
Safeguards 82/03/19 Assistant Director for Export/Import t 
International Safeguards Ip 12720 003 


B2O4I90D29 Submits reguest to amend export I icensoi increasing U from 
t& 0 kg to 15 OIS kg 

KMlhETTiB A Trensnutleari Inc 79-810/01 (TNP 2 82/03/10 

KDOREiN Director's Offlcei Office of Inspection and Enforeeisent, 
Ip 18731 140 


B204190D32 Recommends issuance of license to Import 10.000 kg Ut 
enrUhed to 2 55*/. U-235 at U hexafluoride, from France 
MD0RE,ft M Office of International Programs, Director 82/04/06 
Office of International Programs, Director Ip 12731 141 


82941'90037 Recommends Issuance of license to import 2,947 402 kg U. 
enriched to I 99X U-235 at U hexafluoride, from Weet Oermeng 
ilOOflE. R N Office of Internatlonel Programs, Director 02/04/06 
Office of Intarnafc 1 onal Programs, Director ip 12731 142 


820 4190261 Requests Executive Drench position re application to export 
twall amount of deuterium oxide to Israel Response to issues 
retied in NRC B20212 ttr also requested 

ZIMtERHAN. J V Assistant Director for Export/Import t International 
Safeguardc. BB/04/09 BTOIBER.C R State, Dept of, Buj***" Oceans 
It Internatl Environ 6 Sclentlfte Affairs Ip 12731 208 


8204190433 Ltr of assuranc# re Exxon Nuclear Co application for license 
to export 8,386 kg U-a3S, contained in 70,200 kg U, to West 
(ksriMny. 

MAflCHAU J European Communities, Commission of 82/oa/30 
A Energy, Dept, of Ipp 12731 047 


8204190433 Requests us Oovt apply to Japanese Oovt for JAERl status as 
author i I ed person for tip ort 1 Ic ensa application 
VAHANA.K MlSShO'Ittai American Corp MACPJ 3138I4Y 02/03/15 

WftICWT.B Assistant Director for Export/ Import L International 
Bafaguards. Ip 18731 049 


8204190439 Application to amend aiport 1 icense, incriasing quantity by 
2 5 kg U 

MQWRY, H R OA Technolog 1 esi Inc /Oeneral Atomic Co IEL-306S 
82/03/30 ip 12731 049 


8204190440 Forwards application for export license for minor nucliar 
expert Ltr of assurance required 

PETERBONiH R Assistant Director for Export/Import b International 
Safsguards 82/04/02 ORIFFIN, J A Energy, Dept of ip 
12731 051 


— 8204190444 Forwards application to export U dioxide pellets to 
Belgium 

KERSCH, M M WestlnghDUie Electric Corp 82/03/84 PETERSON. M R 
Assistant Director for Export/Import b International Bafaguards 
ip. 12731 052 


— 8204190449 Application for license to export O 28 kg U dioxide pellats 
to Belgium 

HER8CH, M M Mestlnghousc Electric Corp 82/03/S4 Ipp 
12731 053 


6204190464 Amends quantity of matl indicated in 791S1B ltr of assurance 
ra Transnuclear, Ihc application to export U-235 Isxcreasss 
quantity of U from 15 0 kg to 15 015 kg 

HARCNAL, J European Comtnunl 1 1 es. Commission of. B2/03/30 
0RIFF1N,J A Energy, Dept of Ip 18731.050 


B804200373 Requests Increase in amount of matl licensed for export 
from 48,500 to 50,700 lb Zlrcaloy TREX 

AERNIiB L Teledyne Wah Chang Albany 82/04/09 Assistant 
Director for Export/Import it International Bafaguards. ip. 

12004 214 


620420037? Forwards OA Co 820401 request for Increase In quantity of 
matl authoriied for export fay addl 3 15 kg U 

ZttifCftMAN, J V Assistant Director for Export/Import b Intsrnatlonal 
Safeguards 82/04/13 GRIFFIN, J A Energy, Dept of Ip 
12804 166 


— 9204800362 Requests amenxl to export llcsnss to cover 
shipment of add! std TRtOA fuel element to Austria 
MOWRV, W. R OA Technolog 1 as, Inc /General Atonic Co IEL-3D66. 
82/04/01 ZIMMERMAN, J V Assistant Director for Export/Import fc 
International Safeguards Ip 12B04 167 


8204200305 Ltr of assurance re Mitsubishi Inti Corp application to 
export 21,708 kg U to Japan 

NAKAYAIAA.T Japan. 02/03/11 ORIFFIN.J A Energy, Dept of Ip 
I 2804 362 


0204200398 Forwards OA Co 820402 request tor removal of two ultimate 
contignies (Rikkyo l< Musashl reactors) from export llcsnss 
application 

ZINMERMAN, j V. Assistant Director for Export/Import b International 
Safeguards 62/04/13 GRIFFIN. J. A Energy, Dapt of. Ip. 

12800 324 


— 8204210334 Confirms that export license should cover only one 
ultimate contignet (Japan Atomic Research Inst Total 
Research Establishment) Japanese govt will provide assurance 
on caie-by-case basis, next gensrically 

HOIRY, W R SA Techno 1 bgl as, Inc /Oaneral Atomic Co IEL-3067 
82/04/08 ZIMMERMAN, J V Assistant Director for Export/Import b 

Intarnat Iona L Safeguards ip 12000,325, 


9204200521 Raquests amend tn application for Liesnsa to export 313 23 g 
U— 235, con ta in ed In 1, 573 81 g U to Jap an, c over Ing only one 
ultimate conslgnat 

tiOHRY, M R OA Technologies, Inc /General Atomic Co IEL-3067, 
88/04/02 Ip 12787-156 


B2O420p525 Application for license to export 1 kg deuterium, in 5 kg 
deutariun oxide, to Braill. 

EDELSTEIN, B Aldrich Chemical Co , Inc (subs of Slgma-Aldrlch 
Carp 1 10/82. 02/04/01 ip. 12797 155 


8204210346 Application to amend export 1 t c ense, increas Ing quantity to 
625 g 0-235, contalnsd in approx 3 15 kg U b extending 
expiration date for 3 yrs. 

MOWRYiM.R OA Technologies, Inc /Oaneral Atomic Co, lEL-ao6B 
82/04/01 ZIMMERMAN, J Assistant Director for Export/ Import b 
Intsrnatlonal Safeguards. ip 12800, 350 
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I20«»035a Forw*r<!t jpplication for tiport licini* for minor nueloor 
■ jport Ltr of •■■uranco raqulrail U/o me) 

ZireCflMAN. J V Aillotant DiroctoT for Export/Iwport *< Intornational 
Safopuard* 02/04/07 OHIFfIN. J A Enorfg. D»ft of Ip 
ISeOO 337 


0204280107 fiequa»t» aniond to export 1 1 ernsB, ax tending expiration l*t* 

YAM«dtr’"'Nl»oho-Iidol Atnerltan Corp MACPJ 3137KV 02/04/09 

MOOfS.H AB.Utant Dirpetor for Ex por t/ Import & International 
Safeguard* Ip 18822:809 


204810486 Application to amend export Ue*n*e changing max ualght of 
mat I to 4 00 kg U-308 

YAH/flAtK Ni*»ho-Iual American Corp MACPJ 3136HV 88/03/15. 

WRICHT.S NftC - No Oetailad Affiliation Olven Ip 18811:131. 


B204820111 Application for llcon»o to export eight nF3 proportional 
covntert to Meet Oermang __ 

PQClVtLtM F Meetinghouee Electric Corp. 7E-10456i 97 88/04/07 

1 p 12022 290 


204280021 Application for llceneo to axport 4< 200 placet Zirconium 
2 5X niobium tubing to Canada 

BANOERTEH. D H Sandvlk Special Hetal* Corp 98M-2033 62/03/31 

Ipp 12821 333 


SS04SS011S Amend 1 to Teledgne Mah Chang Albang export llcanaei 
Incroaelng Zlrcalog-4 Trex tube quantltg for export to 

I IMPERMANi J^V Ae*letant Director for Export/import 1« Intirnmtional 
S.feguardf 1790 JFM B2/04/I4 Ip 12822 891 


204S80094 Amende quantltg of matl Indicated In 820223 ltr of aseurance 
re Tranenucltar. Inc application to export U-a35» incraaeing 
total U from SB 939 kg to 93 624 kg 

HARCHALjJ European Conmuni tleti Commletlon of 82/03/30 
ORrFFlN,^ A Energy. Dept, of Ip. 12822 179. 


6204280121 Foruarde application for llcenee to export 24.288 12 kg U» 
enriched to 3 SOX U-233. to Sooth Africa. 

HAMbETT. D A Tranenuc leer. Inc 92/04/ 13 MOORE. N Aaeiitant 

Dlractor for Export/Import << International Bafeguarde Ip 
18822 294 


204220058 Informe that Licence X8Nn-1907 mag be leeuid.No matl 
changed clrcumftance* aince Iciuance of Llcenee X8NM-1B96 
MOORE. R N Aifletant Director for Export/Impopt fc International 
Safeguard* 02/04/06 A*>l*tant Director for Export/Import ti 
International Bafeguarde Ip 18922 834 


— 9204280180 Application for llcenee to export 24.232 12 kg U. enrlchid 1* 
3 30X U- 233. to South Africa End u*e etatement end 

HAffNETT. B A Tranenuclear. Inc. 92-067/01 (TNP4 B8/04/t3 Sft 
12822. 295 


'04220062 Informe that Llcenta XBNH-190S mag be Itiued No met! 
changed clrcumttancee aince letuanct of Llcenee X8NM-*l986 
MOORE. R N Aeelatant Director for Export/Import li International 
Safeguarde B3/04/D6 Aeoietant Director for Export/Import ti 
International SaPeguarda Ip. 12822 233 


04220065 Llcenae for Klteubiahl Inti Corp to export 250 kg U-83S. 
enriched to 3 15X. U. to Japan 

ZIMMERMAN. J. V Aealetant Director for Export/Import t. International 
Safeguarde HSA-3461-09 82/04/12 2pp 12822 243 


34220067 Llcenee for Mlttublehi Inti Corp to export 568 kg U-235. 
enriched to 3 4SX. to Japan 

IIMfERHAN. J V Aeelatant Dlractor for Export/Import It International 
lafeguarde. HBA-Stal-OS B2/04/12 8pp 12822:846 


)422a0&9 Llcenee for Exxon Nuclear Coi Inc to export mlecetlaneaue 
ipeclally deelgned or prepared nuclear fuel hardware for uae 
.n KAB lie reactor, to Meet Oernany 

'IHfCftMAN.J V Aealatant Director for Export/Import t. International 
laf eg garde. 62/04/13 Ip I2S22 231 


'4220071 Llcenee for Isotope Products Labe to export 80 1 uCl Cf 
ildc to Saudi Arabia 

IHfERMAN. J V. Aaaldtant Director for Export/Import 1< Internationa) 
afeguarde U/O 93IS B2/04/12 Ip 18822 260 


4220077 Llcenee for leotopc Product* Lab* to export 4 6 mg U~833 ti 
0 mg IJ-83B> contained in toltd metal plate*. Saudi# Arabia 
IMPCRMAN. j V A«<ittanC Director for Export/Import l< International 
afeguarde S30/U8/B1 02/04/16. 2pp 1 8922 374. 


82D432013S Executive Branch poeltlon re Aldrich Chemical Co appllcatlpm 
to export to varioue countrle* equivalent of 3.000 kg heavy 
water over S-gr period for basic nuclear magnetic resonance 
research Llcenee should be issued 

DEVINE. J B Commerce. Dept of 62/04/09 SHEA. J. R Office of 
International Programs. Director 2pp. 12028 297 


8204220164 Ltr of assurance re Transnuclear. Inc application l« expsek 
14.500 kg U. containing 471 3 kg U-239 t< sample of 1 0 kg U. 
containing 0 033 kg U-23S. to Sweden 

MAONU80N.L Sweden 82/03/16 GRIFFIN. J A Energy. Dept of- If 
12921 172 


8804220198 Informe that OE requeeted withdrawal of application for 
export license on 820311 

PETERSON.M R Aiflstsnt Director for Export/Import It International 
Safeguarde 02/03/19 BTOIOER. C R State. Dept of. Bureau of Octfni 
li Internatl Environ It Scientific Affairs tp 12B8I 211 


8804220203 Forwards application for export license for minor nuclaar 
export Ltr of assurance required U/o end. 

PETER80N.M R Assistant Director for Export/Import 1. Internatl onat 
Safeguarde 02/03/19. ORIFFIN. J A Energy. Dept, of Ip 
18921:212. 


8204220203 Oltcuesee Conax Corp 820316 application to export 17 
electric conductor adaptor module aeeemblles to Spain. 

Recommandt license leiuanci w/o normal 13-dag walling 
par tod 

PETE7ISDN.M R Assistant Director for Export/Import t. International 
Safeguarde 62/03/18. Asilstant Director for Expart/Inport lx 
mternationel Safeguarde Ip 12821 213 


4820082 Llcenee for EXXON Nuclaar Co. Inc to Import 33.000 kg U« 
nrichad to 3. 4X U- 235. from The Nether lands 

IMfCRMAN.d, V Assistant Director for Export/Import l< International 
afeguarde 88/04/13 Ip 12822-881 


1220006 License for EXXON Nuclear Co. Inc to Import 66.000 kg U. 
irlcbed to 3 4X U-239. from USSR 

(MMERIMN. J V Assistant Director for Export/Import li Internatlonel 
ifeguards. 88/04/13 Ip 12822.294. 


1820091 Amend i to Tranenuclear. Inc export license. Increasing 
lantitg by 0.013 kg U for export to France 

'MfERHANi j V. Assistant Director for Export/Import Ic International 
ilsguarifs TNP-290 79-210/. 82/04/12 Ip 12822.899. 


fSasOTS Amend 1 to Tranenuclear. Inc export license. Increasing 
irichment to 3. 9X U-833 li increasing (J quantity from 4.473 
to 4.606 kg. for export to West Oarotanv. 

MfBRMAN. J.V. Aislatant Director for Export/Import I. International 
ifeguards. RBU 391 80-231/. 82/04/13. Ip. 12B28-8e6. 


880101 Antnd S tn Transnuclear. Inc export lieenit. Increaalng U 
antitg by 0 304 Ig U-239 author lied for export to France. 

MbCRMAN. j V. Aaslatant Director for Export/Import I. International 
feguard*. (TNP 389) 81-87. 88/04/13. Ip. 13882:887. 


220105 Amend 2 to Tran* nuclear. Inc export llcen*#. extandlng 
plratlon date until 851331. 

WERMANiJ, V Atdstant Director for Eiport/Impert h International 
feguard*. NlM-277 79119/0 63/04/19. Ip, 12825.298. 


8204220383 Ltr of assurance re Tranenuclear. Inc application to aaang 
export license by Increasing U-833 from 4.473 kg to 4.606 
kg Other Info in 801204 ltr remains unchanged 
HARCNAL. J. European Communities. Commission of B8/03/31 
ORIFFIN. J. A. Ensrgg, Dept of Ip 18833:337 


8204220437 Forward* application for license to export U dJxolde ppllrit 
to Belgium 

HERSCM.M M Uestinghouse Electric Corp 08/03/24 PETERBON.M » 
Office of International Program*. Director Ip 12033.360. 


■8304220443 Application for llcante to axport U dioxide peligti Ip 
Belgium 

H£RBCH,M «. Mestlnghoute Electric Corp 1L8-14B, 82/03/24 Ig 

12833-361, 


8204220449 Inform* that EXXON Nuclear Co 880226 application to Inpert 
66.000 kg U enriched to 3 4X U-833 from West Osrmany 1* 
acceptable. 

MOORE. R. N Office of International Programs. Director 88/04/13 
Office of Internetlonsl Programs. Director Ip. 12838:337. 


6204280450 Informs that EXXON Nuclear Co B20226 application to Impart 
93.000 kg U. enriched to 3. 4X U-230 from Watt Oermany It 
acceptable. 

MOORE. N H. Office of Intsrnatlonal Programs. Director. 88/04/19. 
Office of International Program*. Director. tp. 12832:338. 
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8a043a3'999 I-nfftrm* that Li cans* X8NM-1914 may h* issued No matl 
changid c ire umstanca s sine* issuancs of License XSNM-IQSO 
MOOfiEiRN Assistant Dlractor for Ejporl/ Import (< International 
Bafeguarda B3/03/19 Assistant Director for Eipor t/Import ti 
1 ntarnaitonal Safeguardi Ip 1SB30 393 


B3O43S0&01 Application hy Westinghouse to amend Import llconsei 
changing U from IS kg to ISO kg U U-33S from O 4? kg to 
9 3 kg Requests expiration date be eitendptf from Q30401 
to Bsizai 

JHERSCKt.N h Uastlngbouse Electric Corp 03/03/10 MOOREi R N 
Assistant Director for Cxport/lmport b International Safeguards Ip 

ises? 3&2 


a2O4S30&6S License for B&U to export 90 763 kg 0-339, contained In StS97 
kg U to Canada 

PE1£RS0N,M R Assistant Director for Eipor t/ Import t< International 
Safeguards 660-iieA B1/03/19 2pp 1SB31 206 


3304320669 License for Rauter-Stokesa Inc to export 3 pouer range 
aonitorsi Mod el R3-C6-loao-261, to Most Oermang 

PETERGOMaH R Assistant Director for Export/ Import & International 
Safeguards Z-9350 83/03/17 Ip 12B30 339 


S2O4320673 License for 0-J Enterprises, Inc to export 190 head cup 
prototypes for cobalt adjuster element ti 3,900 element cup 
prototypes for cobalt adjuster element to Canada 

PEIEREDM, II R Assistant Director for Export/Import & International 
Bafepvarda 32/03/17 Ip 13830:390 


9204320607 Application for license to export 20 kg deuterium oxide, 
comtai'nlTig S kg deutorium, to Brail 1 

E DELETE IN, 0 Aldrich Chemical Co , Inc (subs of Slgma-Aldr Ic h 
Corp > 9/83 82/03/10 Ip 12832 012 


S24432Q693 Application for license to export 1,000 liters chemically 
pure dtuteriuni to (iaxlco 

a Hitheson Oas Products 101-71634 B2/03/19 2pp 12831 361 


8304320697 Corrects omission in B30317 export license application, 
adding kg as unit of measure 

HATiDRi.H Mitsui & Co <U B A I.Inc (Subs of Mitsui <> Co , Ltd > 
B2/03/IS Assistant Director for Export/tmpor t (, tntarnatlonal 
BafeguardS Ip 12033.396 


— B2043207D3 Feruards application fo^r license to export BNM, In form of 
Udli>il'da,to Japan 

IIATTORI.H Mitsui & Co (U B A I.Inc (Subs of Mitsui tc 
Co ,Ltd > 82/03/17 Assistant Director for Export/Import S, 

International Safeguards Ip 12032 359 


— 8204230710 Application for license to export 147.869 kg U.contalnlng 
3,2IS kg U-239 in form of enriched U dioiideito Japan 
HlKHl.K Mitsui «< Co. (USA I.Inc (Subs of Mitsui St Co .Ltd I 
H9K'2F3 82/03/17 Ip 12832 360 


82042300(M Application for license to export 60 pieces It 640 pieces of 
aachin.rri| (guide thimble tube) to Japan 

SABO-H C Itoh It Co (America). Inc MQI-141 82/03/lB 2pp 

12S34 337 


6204230298 Requests Executive Branch position re Ed low Inti Co 
application for amend to export license. Increasing quantity 
of tritium to 600.000 curies h extending expiration date to 
890101. 

RETERSDN.M R Assistant Director for Export/Import fc International 
Safeguards B3/03/31 aTOlBER.C R State. Dept of Ip 12843 2S0 


B20423030S Requests Executive Branch position re Mitsui it Co (USA) 
application for license to expert 147.869 Ig U. enriched to 
3 BSX. to Japan 

PETEHSON.M n Assistant Director for Export/Import l< International 
Safeguards 82/03/31 STOtllER.C R State. Dept of. Bureau of Oceans 
& Interna tl Environ L Bclentlflc Affairs Ip 12B43 SSI 


8204230312 Foruardi application for export license for minor nuclear 
export Ltr of assurance required W/o end 

PET0t6ON>fl R Assistant Director for Expart/lmport b International 
Safeguards 82/03/31. ORIFFIN.J A Energy. Dept of ip 
13843 222 


8204260099 License for OE to export 1. 900 kg U-235. contained In 53.700 
kg If. to Suitierlanil 

PETEREON.H R Assistant Dlractor for Exp ort/ Import b International 
aafeguards BDU 001-02 82/03/12 Ip 12047 317 


9204260285 License for Aldrich Chemical Co. Inc to oxport 9 kg deuterium 
oxide to S rax 11 

PETEHSON.M R Assistant Director for Export/Import b International 
Safeguards 82/03/31 Ip 12861 273 


0204260289 License for C Itoh b Co (America I . Int to esport 700 guide 
thimble tubes to Japan. 

PETEHSON.M R. Assistant Director for Export/Import b International 
Safeguards Mai-141 1 (101-136 83/03/31 Ip 12898 362. 


8204260296 License for Transnue 1 ear. Inc to export 14 189 kg U-235. 
contained in 19 308 kg U b 9 631 kg U-235. contained in 
31 213 kg U> to Swltterland 

PETERSON. M R Assistant Director for Export/Import b International 
Safeguards (hlUK-37BiBI-l89. 82/03/31 2fp. 12861 289 


8204260302 License for West Inghouse to export one proportional counter. 
Model ML 24040. to Belgium. 

PETEHBON. M R Assistant Director for Export/Import b International 
Safeguards ZE 20138 82/03/31. Ip. 13861 333 


8204260308 Amend 2 to OE export 1 Ic ensc. adding three addl reactor 
fac lllties 

PETEHBON. M R Assistant Director for Export/Import b International 
Safeguards BDI4-77071 83/03/31 2pp 12861 187 


8204260313 Amend I to Mitsui b Co (USA), Inc export license, extending 
expiration dete from 020331 to 830331 

PETEHBON, M.R Assistant Director for Export/Import b International 
Bafaguarde 136181 82/03/24 ip 12B61 174. 


8204260330 Application to amend export 1 Icenees. extending expiration 
data from B20601 to 890601 for License XD-tl09 b increasing 
quantity of tritium to 600.000 b extending expiration date 
to 890101 for License XB-lllO 

SHAW, A Ediou International Co. 82/03/2? Ip 12061.173 


0204230007 Application to export 640 pieces machinery (guide thimble 
tubei) to Japan 

• C Itoli b Co (America), Inc MOI-136 REV. D 62/03/04 Ip 
12S34 334 


020433)269 Requests Executive Branch position re Ediou Inti Co 
application for amend to export 1 Icense. e xtendlng expiration 
date from 820601 to 090601 

PETEHBON. (1 ft Assistant Director for Export/Import b International 
Safeguards 82/03/31. aTOlBER.C ft State, Dept of. Bureau of Oceans 
bt Intarnatl Environ b Scientific Affairs ip 12843 203 


B204260327 Forwards applications for licenses to export 799 kg U. 
enriched to 4 0 % U-339 b nuclear fuel hardware to. West 
Oeratany (f/o U application. 

KIEL.0 ft Exxon Nuclear Co , Inc (subs of Exxon Corp ). 83/03/29. 

DEVINE. J B Assistant Director for Export/Import b International 
Safeguards. Ip. 13B61 33?. 


— B204S60330 Application for license to export nuclear fuel hardware to 
Hast Oermany 

KIELiO R Exxon Nuclear Co . Inc (subs of Exxon Corp ) 

82/03/39 Ip 12861-340 


020 4330276 Application for license to export 3 kg thorium floorlde 
P ouder to Italy 

COLTON. E Cerac, Inc 82/03/23 Ip 12843 204 


020 4330302 Application to amend 
date from B20331 to S20930 
BUOWCORE. J A Mitsui b Co 


export llcinie, extending expiration 
(U 9- A I.Inc. (Sobs of Mitsui b 


Co .Ltd > 82/03/19 ip. 18843 176 



8204260334 Amend 1 to Sigma Chemical Co export 1 1 cense, extend Ing 
expiration date from 820401 to B4D401 

PETEHBOH. M R Assistant Director for Export/Import b tntsrnatl o.nBl 
Safeguards 82/03/24 Ip 12098 144 


8204260426 License for Aldrich Chemical Co, Inc to aiport 20.0 kg 
deutarlum oxide to Taiwan 

PETERSON, M, R, Aeslstant Director for Export/Import b International 
Safeguards 82/03/30 ip 12861.362 


9204260430 License tor Nuclear Metals, Inc to export 6, B90 kg depleted 
U to Canada 

PETERSON* M R. Assistant Director for Export/Import b International 
Safeguards 1 201-7. 02/03/26. kp 12863- 179 
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0504260432 Lie»Ti»» for A14rlch Ch»inicaJ Co to ficport 8 O kg dauteriurfl 
QXid* to Brail I 

PETER8CIN<H R Aiolatant Dlrtctor for Expor t/’lmport fc rntornat 1 ooaJ 
Bafaguard* 62/03/24 Ip 1BB62 176 


0204260436 Llcanii #or EXXON Noiltar Co^lrtc to axport mt teal lanaoot 
apaciatlij daiignad ar praparad parta (< coaiponanti for uaa in 
nucltar r»actoP*j litt ludlng fuel rod Harduara & caja 
aaitfflbllei , to Haat Oarmany 

PETERBONrM R Aa»i*tant Dtpaxtop for Eipopt/Impopt 6 Intarnational 
SaPtguards 62/03/24 Ip 12861.301 


0204260430 Llcanti »or MN Hinltip fc Mfg Co to aiport 400 kg thorlomr 
contalnad in 1>200 kg thorium nitrate crgstala t< poipdapt to 
Canada 

PETER B ONj M R Atstitant Dlractop for Export/ Import It Intarnational 

Bafiguarda 82/03/26 Ip 12062: 198. 


0204260441 Licenaa for Aldrich C6amical Co< Inc to oxfort 5 kg 
dautirlum oilda to Baudi Arabia 

PETERBONi M R Aaalatant Director for Export/lmport >i international 
Safeguard a 02/03/24 Ip 12B61.3O0 


020 4260444 Licenaa for BU Rad L-aba to export 1.0 kg deutarluffl oxide to 
Japan 

PETERBON. M R Aaalatant Dlractop for Export/lmport U International 
Bafiguarda 82/03/26 tp 12B61:387 


S2D4260449 Licinaa for Trananuclaari Inc to export 471.29 Ig U''239i 
contained in 14.900 kg If Et O 033 kg U-239. c onta Inad in 1.0 
kg U. to 9uaden 

PETERSON. M R Aaalatant Director for Export/lmport fc Intarnational 
Bafaguarda 82-007/01 CRBR. 92/03/23 2pp i2B61:303 


B204260451 Licenaa for Uaatlnghouaa to export two Incort neutron 
dattcfcorfi UL-23496i to Bui tier land, 

PETERBDNiH R Aaalatant Dlractor for Export/lmport h Internatl anal 
Bafiguarda ZE 10327 R B2/03/24 Ip. 12861:302 


8204260495 Llcanir for Bandvik Spaclat Kttala Corp to export 690 plicai 
of Zlrcalog-4 leamtesa toblnfl.Orade RA-6DB04. to Taiwan 
PETERSON.n R Aaalitant Director for Export/lmport ft International 
Bafiguarda 03-0-63 82/03/30 Ip 12861 356 


B204260497 Forward a SE 820311 riquaat for riviiion to export llcinai. 
raducing total value of prapoiBd export to India W/o end 
PETERBON. M. R. Aaiiatant Oiractor for Export/lmport It Internitlona 1 
Bafiguarda. B2/03/19 STOtBER. C R BtatafDipt of. Bureau of Dcaana 
tc Intarnat 1 Environ <a Scientific Affaire Ip 12862:300 


8204270121 Dlacuaaea EXXON Nucltar 820129 application for llcanae to 
import 700 kg of U. enriched to 3. 4X U-S39i from Delglum 
Llctntt ihould be approved. 

HOOREiR.N Aieiatant Director for Export/Import t< International 
Bafiguarda 8S/03/16 Aasietant Director for Export/Import L 
Intirnatlonal Bafiguarda ip 12874:102 


8204270161 Foruarda application to export diubartum oxide to 
Hexico, 

EDELSTEIN. S Aldrich Chemical Co . Inc. (tuba, of 81 gma~Aldrich 
Corp ) B2/04/01 HEMBT. E Aieiatant Director for Export/lmport It 

International Safiguardi. Ip 12B74' 194 


— B804270166 Application for llcenea to export 8 kg diutcrluni in 23 kg 
diutorium oxide, to Mexico 

EDELSTEI N. B. Aldrich Chemical Co . Inc laube of 81 gma-Aldrlch 
Corp 1 11/82 82/04/01 Ip 12874:193 


8204270169 Foruarda application for licinaa to export dautarium oxide 
to Vineiuela 

EDELSTEIN. D Aldrich Chimical Co.. Inc. keuba of Blgma-Al drich 
Corp ) S2/04/Q1 HEMBY.E Aaiiatant Dirictor for Export/lmport It 

International Bafiguarda Ip 12874:201 


— 8204270183 Application for llcanaa to export 8 kg dautirlum. In 20 
kg deuterium pxtde.to Vinixuela 

EIXL8TE1N.B Aldr Ich Oh imical Co, . Itxc. (luba. of Blgma-Aldrich 
Corp ). 12/18. 82/04/02 1pp. 1 28 74 < 202 


B204260176 Forward e two appllcattona to axport 739 kg U ti nuclear fuel 
hardware to Meet Oermang.M/o hardwara application 

K1EL.0.R. Exxon Nucliar Co . Inc. laube of Exxon Corp.} 82/03/89 
DEVINE. J, B Aieiatant Director for Export/lmport l< intirnatl onal 
Safaguardt Ip. 12876: 399 


-'.-8204280181 Application for licenaa to export 733 kg U. containing 30 kg 
U-fi3Bi to Ueat Oermang. 

KIEL.O. R. Exxon Nuclear Co. > Inc {euhe of Exxon Carp. ) 

S2/03/S5. Ig. 12876' 360 


0204280183 Application for Jlcenee to export Zlrcaloy-S barrier tail 
ehelli w/crgetal bir liner bo Japan End uee statement end 
BUOfOCORE, J Mltiul 6 Co <J 8 A i.tnc (Sube of Miteut 6 
Co. .Ltd > 136849 02/03/31 2pp 18876 361 


8S04SB0193 Foruarda application to export thorium oxide bearing aikU 
to Hiat Oermang 

MDWRY. W R OA Tlchnolog lei. Inc /General Atomic Co lEL-3066 
83/04/02 z:iMMERMAN, J Aieiatant Director for Export/ Import 6 
International Bafiguarda Ip 13878 883. 


— 8204280197 Application for llcenee to export matl containing SO tg 
thorium oxide to Meet Oermang 

riOHRYj M R OA Technologiee. Ine /General Atomic Co JEL-3066 
82/04/01 2pp 12878 283 


B2D4S90203 Foruardi application for ixport llcenee for minor nuclti? 
export Ltr of aeeurance required 

PETCRBONi M R Aeaietant Director for Export/Impart & International 
Safeguard e 83/04/02 GRIFFIN. J A Energg. Dipt of Ip 
13877 347 


— 8204380508 Requaete amend to export 1 1 cenie. increae Ing quantttg from 
38 939 of U. enriched to 1 02'/ to 93 624 kg U. enriched to 
I ao-A 

HANNETT. 0 A Traninucliar. Inc 82/03/23 MOORE. N Office or 
International Programe. Director ip 12877 348 


8204280415 Informe that S20308 ltr requeetlng confirmation on cirtiin 
i time re OA Co llcenee to export nuclear matl to 
Phlllipplnea wae referred to Mlnletrg of Foreign Affaire 
BEOUES. R E Phllippinee 82/03/12 GRIFFIN. J Energg, Dept of 
Ip 1207B 013 


8304280421 Foruarda application bo export parts (< campanente for 
nuclear reacbori to Japan 

UHOV, P. Marubeni America Corp ieube of Marubeni Corp ) NAS-7ai2 
02/04/01 HEMBY.E Office of Internatl anal Programe. Director 
tp 12870 327 


— 82O4SBO420 Appllcetlon for llcenee to export epeclflcellg ifeeignad «i 
prepared parte 6 componenta for nuclear reactore to Japan 
UKIV. P Marubeni America Corp (lubi of Marubeni Corp ) 

82/04/01 3pp 18878 328 


82.04390140 Foruardi application for llcenea to export 8NM. in form of 
enriched U he xaf luoride. to Japan Addl info lubmitted 
BHIMA.S Miteubiehl International Corp <iubi of Mltiublehl Corp 1 
HSA-SASi-lO 03/03/19 Aeeiitant Director for Export/lmport 1. 
Internatianal Safeguardi 3pp 12872 177 


— 8204290149 Application for license to export 21,708 kg U. containing 747 
kg U-233 in form Of U hexaf luor 1 de. to Japan 
BHIMA.S Mltiublthl International Corp leubi of Mlteubiihi 
Corp I HBA-54B1-10 82/03/17 ip 12892 180, 


8204290323 Ltr of aieuranci re Kguihu Electric Power Co application, ie 
export 360 kg U-233. contained in 16.434 kg U. to Japan 
MIYAflAYASHI. M Japan 82/03/30 ORIFFIN.JA Energg. Dept of 
Ip 12&?2:376 


8204290328 Executive Branch poeltlon re Iiotope Producte Labs 
applicetlan to export 4 6 mg U-238 6 30 mg U-33B in form 
of mibelllc platee to Saudi Arable Llcenee ihould be 
granted 

DEVIHE.J D State. Dipt, of 02/03/34 SHEA. JR. Office of 
International Programa. Director, 2pp 18892 274 


B30429D333 Ltr of ataurance rl JAERI application to export 313 23 g 
U-239. contained in 1.373.81 g U. to Japan 

HIYABAYASHIrM Japan 83/03/11 GRIPFIN.J A Energg, Dept of 
Ip 12092 273. 


B304290379 Foruardi application for export licante for minor nucliar 
export. Ltr at eaiurenca required. U/o end 

ZIMhCRMAN.J V. Aiiiitant Director for Export/lmport U Internattonil 
Sefeguerda 82/04/23 GRIFFIN. J A. Energg. Dept of. Ip 
13892 194, 


B20489O36O Foruardi application for export llcinii for minor nucltar 
export. Ltr of aaauranci riqulrid, 

ZIMfERMAN. J V Aailitant Dlractor for Export/lmport 6 Internationil 
fiafiguardi 03/04/82. GRIFFIN, J A Energg, Dept, of Ip. 

1 2873- 063 


—6204290381 Application for licenn to export 8 g ^7239 to Sweden 
HER8CH, M. M. Meitlnghouie Electric Corp 83/04/13 Ip 
12893. 066 
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"6^4290383 Request* espedlted processing of application for license to 
rjport sample pellets to Sueden 

HERSCKffI M nest Inghouse Electric Corp BS/04/ig 2IMnERHAN> -J V 
Assistant Director for Eiport/Inport International Safeguards 
ip 12899 0A7 


8S04290304 Foriiiari}* Hestinghouse application to eiport 5 g U-239 to 
Japan 

ZIHfERKAN/ J V, Assistant Director for Esport/ Import tc International 
Saflgvardt B2/'04/22 SRIFFIN, J A Energg, Dept of Ip 
12895 OAl 


— 8204290360 Application for license to export S g U~235ias U oxide 
petlatsi to Japan 

HEnSCH. H H Westinghouse Electric Corp 62/04/13 2pp 
12893 062 


— 8S042 90392 Requests expedited processing of license application to 
export sample pellets to Japan 

HER5CH< HI M Westinghouse Electric Corp 82/04/13 ZIMMERMANiJ V 
Assistant Director for Ex port /Import & International Safeguards 
Ip 12895 064 


8204290399 Application to amend export licenser extending expiration 
date from 820601 to 821231 

HANhCTT, B A Tran snuc 1 ear. Inc 79~ 1 1 9/01 ( NUK-2 82/04/07 
H00R£» M Office of International Programs. Director Ip 
12095 092 


6204290393 Ltr of assurance re Kgushu Electric Poieer Co application to 
eiport 250 kg U-233. contained In 7.920 kg U, to Japan 
niVAfiAVASm Japan 82/04/05 ORIFFIN, J A Energy. Dept of Ip 
12895 091 


B204290517 Ltr of assurance re Uestlnghouse application to export 
0 200 Ig U-235. contained in 6 0 kg U. to Belgium 
WARCMAL, J European Communities. Commission of 02/04/19 
ORlfFIN, J A Energy. Dept of tp 12895 086 


6204290524 Forwards application for export license for minor nuclear 
• sport Ltr of assurance required M/o end 

Z IHTERMAN. J V Assistant Director for Export/Import fc International 
Safaguards 82/04/22 ORIFFIN. J A Energy, Dept of Ip 
12895 Oga 


8204290670 Amend 1 to Radiation Mgt Corp export 1 icense. ex tending 
•epiratlon date Prom 821230 to 831230. revi sing description 
of mafls to he exported it increasing value of equipment to 
b« exported 

l]f1f€RHANi J V Assistant Director for Export/tmport t< International 
GaPaguards 02/04/20 Ip 12898 190 


620429D67X Amend I to Nlssho-Iual American Corp export lieeni*. 
extending eiplratliin date from B 20601 to 821231 

tlHHERHAM. J V Assistant Director for Export/Import h International 
GifeguardS OOE31-74 02/04/16 ip 12898 IBO 


B204300DB3 Requests Executive Branch position re Monsanto Research 
Corp application for license to export BNM to India 
ItlTERIlANi J V Assistant Director for Export/Import 6 International 
aaftguardi 02/04/22 STOIDER.C R State. Dept of ip 12920 028 


8304300100 Forwards application for export license for minor nuclear 
export Ltr of assurance required H/o end 

ZllihERHANIi J V Assistant Director for Export/Import t< International 
Safeguards 82/04/22 GRIFFIN, J A Energy, Dept of> Ip 
12920 029 


G204300106 Forwards application for export license for minor nuclear 
eiport Ltr of assurance required M/q end 

ZlttTEflHAN, J V Assistant Director for Export/tmport I. International 
Safeguards 09/04/23 GRIFFIN, J A Energy, Dept of Ip 
12906 312 


— 8204300114 Application for license to eiport 110 g U dioxide pellets to 
Vnltsd Kingdom 

HERSCh.H M Hestinghouse Electric Corp 82/04/13 Ip 
12908 313 


-^8204300123 Requests eipadittd procasslng of llcstise to export sample 
pelltti to Ifnlted Kingdom 

HQlBCKi M M Hestinghouse Electric Corp 82/04/13 ZIMMERMANiJ V/ 
Assistant Director for Export/Import it International Safeguard* 

Ip 12900 314 


630 4300154 License for Aldrich Chemical Co. Inc to export 20 0 kg 
deuterium oxide to Vrnexueta 

ZIMftRMAMi J V Assistant Director for Export/Import 6 International 
Bafiguards 12105 02/04/20 Ip 1290B 325 


820 4300162 Application for license to export 13,640 kg U. In form 
of U dioxide. to Japan 

eHAH,A Edloid International Co KLK-5.6. (0) 02/04/19. Ip 

1 29Ce. 327 


0204300169 License For Aldrich Chemical Co. Inc to export 20 kg 
deuterium oxide to Maitco 

ZIMMERMANiJ V Assistant Director for Export/Import 6 International 
Safeguards 11/02. 82/04/21 Ip 12906 326 


020 4 300175 License for Mitsui %t Co lUSAl.lnc to export 230 lb 
Zlrcaloy*’2 barrier tubs shells w/crystal bar llnsr bo Japan. 
ZIMfCRMAN. J V Assistant Director for Export/Import t< International 
Bafiguards 136249 03/04/21. Ip 12908 320 


03O43OOIB2 Lietnsa for Marubeni America Corp to export mi seel lanaout 
specially designed or prepared parts ti components for 
use In listed reado'rs to Japan 

Z IMhERHAN. J. V Assistant Director for Export/tmport ti International 
Safeguards NAS-7B12 82/04/21 Ip 12908 329 


0304300160 Licenss for Aldrich Chemical Coi Inc to export 20 0 kg 
dtutarlum oxiife to Nau Zealand 

Z IHhERMAN. J. V Assistant Director for Export/Import 6 Intarnational 
Safeguards 15/02 02/04/21 Ip 1290B. 330 


0304300194 Llcsnse for Hastinghouse to export 0 5BO kg U-235, contained 
in 6 kg U. to Belgium 

Z IMhERMAN. J, V Assistant Director for Export/Import k International 
Befaguartfs TLe-14a 82/04/21 2pp 12908 331 


6304300303 License for Aldrich Chamical Co. Inc to export 5 0 kg 
deutsrlum oxide to Braill 

ZIMhERMANi J V Assistant Director for Export/Import t» International 
SaPaguard* 10/82 62/04/21 Ip 12909 334 


83043D0307 Requests Executive Drench position re Traninuc lean Inc 
application for license to export 6NM to South Africa 
ZIHhERKANi J J Assistant Director for Export/tmport k International 
Safeguards 82/04/20. BTOlBERiC R Sta t e. Dep t. o f , Bureau gf Oceans 
k Internatl Environ k Scientific Affairs. Ip 12906:333 


6304300213 Raquests Executive Branch position re Transnuc 1 ear. Inc 
application for license to export highly enriched U to 

Canada 

ZIMt^RHANiJ V Assistant Director for Ex port/ Import k Infcsrnatlonal 
Safeguards 62/04/22 8TOIGER..CR State, Dspt. of , Bureau of 
Oceans k Internatl Environ k Gclentific Affairs Ip 12900.335 


9304300516 Correction to 820329 application to amend export license, 
changing expiration data from 650110 to 800601, 

SHAHrA Edlou International Co 82/04/16 ip. 12900 336 


6204300404 Amend 1 to Westinghouse export I icense, add Itig Tlhange 2 
reactor as authoriied facility to receive components 
IIMfERMANi J V. Assistant Director for Export/Import k International 
Safaguards ICa-6B60 82/04/20. ip. 12920:206 


6204300406 License for EXXDN Nuclear Co, Inc to export 2,366 kg U-235, 
contained in 70,300 kg U. to West Germany 

ZIMfCRKANi J V, Assistant Director for Export/Import t< International 
Saftguards 62/04/22 2pp. 12920 204 


820430D41B License for Bandvik 9paclal Metals Corp to export 4,200 
places Zirconium 2 SX niobium tubing to Canada 

ZIMfERMAN, J V Assistant Director for Exp ort/ Import k Intsrnatlonal 
Baftguard* B9M-a833 92/04/23 Ip 12920' 201, 
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8204190107* 

30-213 

R 

ANDERSON. J. A 

8204130407 

PRM 


ANDERSON, J L 

8204190149* 

90-382 

0 

ANDERSON. P 

8204010394 

50-266 

0 

ANDERSON, P 

8204020309* 

30-266 

0 

Anderson, p 

8204020311* 

30-266 

0 

ANDERSON: P 

8204 230963 

30-266 

0 

ANDERSON, P 

8204280283 

30-266 

0 

ANDERSON. R L 

8204220237* 

50-373 

0 

ANDERSON. T M 

8204 22003 S* 

FOIA 


ANDERSON, W K, 

8204190280* 

FOIA 


ANDERSON. N K 

8204190360* 

FOIA 


ANDREWS, D L 

8204010009* 

30-280 

0 

ANDRENS.D L 

82040 10202* 

90-321 

a 

ANDREWS. D L 

8204020272* 

30-399 

3 

ANDREWS, D L 

8204230339* 

30-269 

0 

ANO, W. P. 

8204140249* 

50-348 

Q 

ANO.W P. 

8204140399* 

30-250 

Q 

ANO.W P 

8204210339* 

30-293 

0 

ANO, W. P 

8204230483* 

30-339 

Q 

ANHB, D C 

8204290203 

WASTE MOT 

ANNAST, n, V 

8204210704* 

90-83 

Q 

APPEL, R R 

8204210379 

40-8781 


ARCHrT)!EL,R 

8204210616* 

90-47 

Q 

ARCHITZEL,R.E. 

8204300389* 

30-317 

Q 

ARCUNt, A. A 

8204140498* 

FOIA 


ARCUNl, A. A 

8204 1 40909* 

FOIA 


ARCUNl, A. A 

8204290096* 

FOIA 


ARCUNl, A A 

8204290123* 

FOIA 


ARELLANO, F.E. 

8204190961 

NUREO 


ARELLAWaF E 

8204190964 

NUREO 


ARMSTRONOiR C. 

8204070276 

90-440 

D 

ARNOLD, 0. 

8204160913* 

30-361 

P 

ARNOLD, R 

8204260077* 

30-320 

P 

ARNOLD.'R- C 

8204210297 

90-320 

P 

ARNOLD, R.C. 

8204260076 

30-320 

P 

ARNOLD, R.C 

8204260277 

90-320 

P 

ARNOLD, R C 

8204260284* 

90-320 

P 

A9HBAU0H 

8204020269* 

90-142 

P 



ACCESSION 

SUBJECT 


AWTH3R 

NUMBER 

CATEGORY 

ASHLOCK. D L 

8204140200 

30-267 

H 

AUOENBLICM.M 

8204260169* 

30-320 

M 

AULUCK, R 

8204190294 

30-397 

A 

AULUCK, R 

8204220942 

30-397 

A 

AUSTIN, J H 

8204080091* 

50-171 

1 

AUSTIN. J H 

8204090400* 

90-277 

I 

AU8T I N, K A 

8204190426 

71-6400 


AU3T I N, H A 

8204220978* 

71-6400 


AUTERINO. L 

8204130101* 

90-296 

fl 

AUTIO.H A 

8204260106 

30-29 

S 

AUT30, H A 

8204260268 

50-29 

S 

AUTJO, H A 

8204260293 

30-29 

s 

AUTIO, H A 

8204270313 

30-29 

s 

AXELRAO.J A 

8204220692* 

50-443 

0 

AXELRAO.M 

8204 1 30232 

90-498 

T 

AXELRAD.ri 

8204130232 

90-498 

T 

AXELRAD.M 

B204230972 

30-498 

0 

AXELRAD.M 

8204230372 

50-498 

0 

AXELRAD.M 

9204230377 

90-498 

0 

AXELRAD.M 

8204230983 

30-49S 

0 

AXELRAD.M 

8204230983 

50-498 

0 

AXELSDN.U L 

8204030097* 

90-263 

<1 

AXELSON.W L 

8204030383* 

90-282 

a 

AXEL SDN, M L 

8204090264* 

30-346 

0 

AXELBDN.W L 

8204200176* 

30-10 

0 

AXELSDN.U L 

8204220304* 

90-253 

0 

AXELaONiH L 

8204220479* 

30-263 

0 

AXELSON.VI L 

8204230233* 

40-2061 


AXELSDNiU L 

9204300318* 

30-293 

0 

AZARM. A 

8204210330 

RES 


AZZARELLO, R 0 

8204230903* 

50-382 

T 

BACHELDER, J P 

8204080530* 

30-133 

0 

bacheldeh, j p 

8204080530* 

30-199 

0 

BACHELDEH.J P 

8204080993* 

30-133 

0 

EACHELDER.J P 

8204080939* 

SO-ISS 

0 

BACHMANMR 0 

8204010294 

30-135 

0 

oa<:hmann,r 0 

8204010236 

80-266 

0 

BACHMANN. B 0 

8204070376 

90-266 

0 

9ACHMAHM, R 0 

8204070384 

50-266 

0 

BACHMANN, R 0 

S204 1 60003 

50-266 

Q 

BACHMANN. R 0 

8204160029 

50-159 

T 

BACHMANN, R 0 

8204210433 

90-266 

Q 

aACHMANN,R,0 

8204210434 

30-266 

C 

BACKLEVrS T 

8204090157 

30-329 

t 

BACRLEYrB T 

8204230423 

90-341 

1 

BACKUS, R.A 

8204130214 

90-443 

C 

BACKUS, R. A 

8204130223* 

90-443 

C 

BACKUS, R A 

8204130223* 

30-443 

{ 

BAEfi.R E 

8204020499* 

30-334 

< 

BAILEY, R J 

8204070496* 

30-271 

< 

BAIRD, 8 

8204130010* 

90-305 

i 

BAIRD, J.S 

8204280624* 

90-303 

1 

BAIfiDENtL 

8204020338 

CONTRACT 

BAISOEN.C 

8204260492 

CONTRACT 

BAKER, C E 

8204020321 

40-8681 
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AUTKlR 

ACCESSION 

NUHBEft 

aUBv^ECT 

CATEGORY 

AUTH3R 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTH3A 

accession 

NUMBER 

SUBJECT 

CATEGORY 

1 

baker. C E 

OSQ40209S9 

40-8681 


BASKIN, KP 

8204060022 

90-206 

P 

bavne. j P 

8204300490 

80-333 

P i 

BAKER, C e 

SiSOASlOSTS 

40-8681 


BA3KIN.K.P 

8204070092 

90-206 

P 

BAZIN, J P 

S20 4 220696 

CONTRACT 

j 

BAKER, C E 

e 204390030 

40-0681 


BASKIN. K. P 

S2040703B1 

90-206 

F 

GEACH.A B 

8204130192* 

80-4SS 

* 1 

BAKER. C E 

S 304290036 

40-8681 


BASKIN. K-P 

0204070432 

90-206 

P 

8ECHH0EFER. C 

8204000149 

50-329 

G 1 

BAKER, K R 

e204S70233» 

90-316 

0 

BA6KIN.ILP 

8204070467 

90-206 

P 

BECHHOEPER.C 

8204190071 

30-329 

mm 

BAULtS.C 0 

S304010062 

XPDRTLIC 

eA8KIN.K.P 

8204070589 

90-206 

P 

BECHHDEFER. C 

8S0416000? 

30 -49a 

G 

BALCK. J C 

8204390336 

RES 


BABKIN. K. P 

82040B0099* 

90-206 

F 

BCCHHOEFER.C 

8204210462 

30-499 

9 1 

EALOMIN.O R 

SS04190433* 

CONTRACT 

BASKIN, K.P 

8204040233 

90-361 

P 

BECHOEFFER.C 

8204000149 

30-329 

G . 

BALLARD, M W 

S204190I03* 

WASTE HOT 

BASKIN. K.P 

S20409O247 

90-206 

F 

BECK. 0 

8204 1 90267 

PB 


BALLENTINE,^ M 

8204090340 

90-327 

R 

BASKIN. K P 

8204090261 

90-206 

P 

BECK. 0 P 

8204300382 

90-131 

e 1 

BALLINS£K. P 

82041 90430* 

90-390 

R 

BASKIN. K. P 

8204130380 

90-361 

P 

BECKER. F L 

8204220943 

RE6 


BALLINCER, P L 

8304190346* 

90-298 

R 

BASKIN, K. P 

8204130366 

PR 


BECKER, F U 

8204270019 

REB 


BALLINOER,P L. 

8204190431* 

80-398 

R 

BASKIN. K. P 

8204160499 

90-361 

P 

BECKHAM. J T 

8203240224 

90-366 

P ■; 

BALLINOER. P L 

8204190484* 

90-290 

R 

BASKIN, K. P 

8204200173 

90-206 

P 

BECKHAM. J T 

8204070917* 

90-321 

» li 

aALLIRSER, P L 

8204 1 90428* 

90-290 

R 

BASKIN. K. P 

8204200198 

90-206 

P 

BECKHAM. J T 

8204090369 

90-321 

r ;1 

ballinoer.p L 

B204 130432* 

50-393 

R 

BASKIN.K. P 

82042003 90 

90-206 

F 

BECKHAM, J T 

82040903S4 

90-321 

p 

BALLINCER.P L 

8204190434* 

90-398 

R 

CASK IN. K. P 

6204200329 

90-206 

P 

BECKHAM. J T 

6204090448 

90-321 

P -1 

BALUINQER,P L 

8204160092* 

80-393 

R 

BASKIN. K. P 

8304220402 

90-206 

P 

BECKHAM.J, T 

8204190492 

PR 


BALLINGER. P L 

0204160097* 

30-398 

R 

BASKIN. K P 

8304S70271 

90-361 

P 

BECKHAM. J, T 

8204160607 

30-321 

P 1 

BALOUOH.R C 

8204 130134 

90-449 

M 

BASKIN. K. P 

8304270339 

PR 


BECKHAM.J T 

6204230227 

30-321 

a I 

B ANGER TER. 0 H 

8204220021 

XPORTLIC 


BASKIN. K. P 

B2O43OO330 

30-206 

P 

BECKHAM.J T 

8204260026 

90-321 

> i 

BANKS, H H 

8204010186* 

30-400 

a 

BASSINrN. 

8003030218* 

FOIA 


BECKHAM.J T 

8204270428 

90-321 

p ' 

BANKS. H R 

8204010477* 

30-400 

0 

BASS IN, a 

82041 40499» 

FOIA 


BECKHAM.J T 

8204300218 

90-321 


BANON. H 

8201390033* 

30-329 

8 

tASSIN. a 

8204230074* 

70-1216 


BECKHAM.J T 

8204300448 

90-321 


BANON. H 

8204160063 

30-344 

P 

BA6SIN. a 

8204290000* 

FOIA 


BECKLEY.B B 

0204160289 

90-443 

A 

BARBER, 0 

S2O40 10437 

30-309 

a 

BASSO, L F 

8204030143* 

90-318 

8 

BECKMAN, 0 A 

8204210307* 

90-334 

G ' 

BARI5AN0,L 

8204160919 

PT31 


BASSO, L F 

8204270440* 

90-318 

S 

BECKMAN. R J 

6204290607 

NUREO 

j 

BARKER, R R 

8204300311* 

QA999 


BATCH. S 

8204080406* 

90-346 

8 

BEERS, F C 

8204070296* 

50-309 

R 

BANNER . J 0 

8204010996 

NUREO 


BATEMAN, W H 

8204230909* 

90-322 

a 

BEERS. F C 

8204070306* 

50-309 

R 

BARNES, t 

8204090161* 

0A999 


BATEfl. A 

8204290276 

NUREO 


SEOHIAN.L E 

8204120282 

50-223 

K 1 

BARNES, I 

8204090173* 

QA999 


BATES . ^ W 

8204230380* 

70-1113 


BEMNKE, W B 

0204060019* 

50-10 

1 1 

BARNES, I 

8204080330* 

QA999 


BAUCUS. a 

8204010901 

REGGO 


BEIERLE.C 

8204190001 

SO-361 

0 i 

BARNES, r 

8204030430* 

(3A999 


BAUER. T L 

82041S03B1* 

90-192 

R 

BEILENBON.A C 

6204190487* 

FOIA 

< 

BARNES, I 

8204080431* 

QA999 


BAUM. P M 

B30409009B* 

90-133 

R 

BELANGER, J L 

8204210339* 

50-299 

^ 1 

BARNES, I 

0204080433* 

aA999 


BAUM, P W 

8204220368* 

90-133 

s 

BELANGER. J L 

0204280236* 

50-373 

4 ’ 

BARNES, I 

8204080439* 

QA999 


BAUNACK.W 

8204020296 

90-286 

B 

BELL. J H 

8204290129* 

FOIA 


BARNES, I 

8204200403* 

0A999 


OAUNACK.U 

8204140419* 

90-286 

0 

BELL. J M. 

0204290147* 

FOIA 


BARNES, I 

8204270297* 

0A999 


OAUNACK.W 

8204200100 

90-286 

8 

BELL.M E 

0204300193* 

50-416 

* 

BARNES. I 

8204300393* 

QA999 


BAUNACK.U H 

8204300491* 

90-286 

Q 

SELL. M J 

8204210584 

WASTE MOT t 

BARNETT. 9 

8204310769* 

CONTRACT 


BAUSER. 0 S 

8204080293 

90-289 

P 

BELL. N 

7909190026* 

90-344 

* ‘ 

BARNETT. J E 

8304090318 

70-1681 


SAU3ER. 0 B 

8204080304* 

90-289 

P 

BELL. N 

6204220347 

50-344 

« 1 

BARNETT, J E 

8204230979 

70-1621 


BAUSER. D 8 

8204080369 

90-289 

P 

BELL. N 

6204220624 

FOIA 

' ! 

BARNTROLSE.L U 

8204070074 

NUREO 


BAUSER. D B 

8204080369 

90-269 

P 

BELL, N 

8204260109 

90-922 

G : 

BARR.J R 

8204300077* 

90-10 

F 

BAUSER. 0 a 

8204140434 

90-329 

0 

BELL, N 

6204260 I 90* 

90-922 

G \ 

BARR, K 

8204S30474* 

80-361 

a 

BAUSER. D B 

8204140434 

90-329 

Q 

BELL. W C 

8204220722* 

CONTRACT r 

BARR.K P 

8204010263* 

90-416 

0 

BAUSER, D 0 

8204280263 

90-289 

0 

BELYEAL.L D 

3204220248 

90-275 

« 1 

BARR.K P 

8204140282* 

30-390 

Q 

BAUSER, D 0 

8204300192 

90-329 

0 

BEMI8. P fl 

82040 10331* 

90-359 

4 

BARR.K P 

8204140374* 

30-290 

0 

BAUSER. 0 B 

8204300192 

80-329 

G 

BENDER. H 

8204230190* 

50-323 

0 

BARR.K P 

8304830414* 

90-399 

Q 

BAUSER. t> B 

8204300474 

90-329 

0 

BENNETT, B J 

8204190230* 

40-2061 

1 

BARR.K P 

8304230968* 

80-339 

0 

SAWYER. J 

8304190969* 

FOIA 


BENNETT. B J 

6204 IS 0232* 

40-2061 

! 

BARR. K P 

8304380242 

30-261 

6 

BAXLEY. 8 X 

8204160603* 

90-321 

6 

BENNETT, C A 

8204220998 

NUREO 

\ 

Barrett, L 

8304130123 

90-289 

a 

BAXTER, e 

8203190274* 

SO-43B 

A 

BENNETT, H 

8204290208 

WASTE MOT 1; 

BARRETT.L H 

8304130012 

90-330 

p 

BAXTER. T A 

8204080442 

90-289 

0 

BENTON. J M 

8204230488* 

99-0B2 

^ 1 

BARRETT, L M 

8204140342 

90-330 

R 

BAXTER. T A 

82040 B044S 

90-289 

0 

BENTON. 8 N 

8204120436 

90-322 

» It 

BARRETT.L H 

8304280017 

90-320 

R 

BAXTER. T A 

8204080491* 

90-2B9 

0 

BENZA. S P 

8204090449* 

90-327 

" 1 

BARRETT.L H 

0204290933 

90-320 

P 

BAXTER. T A 

8204080491* 

50-289 

0 

BERG. K E. 

8204140090* 

CONTRACT 1 

BARRETT.L H 

8304390942 

90-320 

P 

BAXTbR, T A 

8204090128 

90-483 

8 

BERG. R E 

0204090121 

40-0339 


BARRETT.L H 

8204390946 

90-320 

B 

CAXTER. T A 

8204090128 

50-483 

0 

BEROAN, 0 M 

8204120240* 

50-249 

9 

BARROWS, J K 

8204020430 

90-309 

H 

BAXTER, T A 

8204090131* 

90-403 

0 

BERQKQUZ.W E 

8204080129 

90-937 

9 

BARTH, C 

8304300380* 

90-390 

0 

BAXTER, T A 

0204090131* 

90-483 

0 

BERGHOLZ.W E 

620 4080967 

90-537 

0 : 

BARTH, C A 

8304380371 

90-398 

0 

BAXTER, T. A 

8204130132 

S0-4B3 

G 

BEROHOLZ, W E 

8204190163 

90-937 

0 f 

BARTH.C A 

82O4S80377* 

90-398 

fi 

BAXTBR. T A 

8204130132 

90-483 

G 

BERGHOLZ. U E. 

6204190186 

90-937 

0 

BARTOL. J L 

8804080416* 

90-317 

R 

BAXTER, T A 

8204 140393 

90-28? 

0 

BERGHOLZ.W E 

8204210949 

90-937 

0 

BARTON, J J 

B3O4090237 

90-320 

S 

BAXTER, T A 

8204140393 

90-289 

Q 

BERG IN. J M 

82040901B3* 

90-336 

S i 

BAftraN.J J 

8S040SC090 

90-320 

P 

BAXTER, W F 

8204190397* 

90-443 

« 

BEROIN, J K 

6204160998* 

50-336 

s 1 

BARTON, J J 

8304120394 

90-320 

s 

BAXTER. W F 

8204320079* 

90-443 

n 

BEROMAN.K H 

8204220694* 

CONTRACT 1 

BARTON, 0 J 

8304 130300 

50-320 

8 

BAYNARO.J} 0 

8204090278* 

90-302 

R 

BERKOM. K N 

8204070627 

90-289 

H 

BARTON, J 0 

8204140304* 

90-320 

G 

baynard.p y 

8204090268* 

90-302 

R 

BERKQWITZ. L 

8203290190* 

90-219 

P 

BARTON, J J 

8204160399 

90-320 

P 

BAYNARD.P Y 

820 4070996 

90-302 

P 

BERKQUITZ, L 

0204130330* 

80-199 

P 

dAK J ilMi 0 U 

BPna 160311 

90-320 

8 

BAYNE, J P 

8204020414 

90-286 

P 

BERMAN, a 

0204300030 

NUREO 



3313 

90-320 

P 

BAYNE, J P. 

8304020437* 

50-286 

P 

BERNABEI, L 

8204230456 

90-398 

» 


>360 

90-320 

R 

BAYNE, J P 

820406004S 

90-247 

F 

BERNABEl.L 

8204260249 

90-92B 





D 

BAYNE, J P. 

8204060139 

50-333 

P 

BERNABEI, L 

8204280293 

90-443 

0 





BAYNE. J P 

8204070901 

90-333 

F 

BERNARD, D M 

8204070294* 

90-309 

R 





BAYNE,.! P 

0204090268 

90-333 

P 

BERNARD, D M 

8204090338* 

90-309 

ft 





BAYNE, J P 

8204120321 

9q-286 

Q 

BERNARD. 0 M 

8204090398* 

90-309 

R • 





BAYNE, J P 

0204120391 

90-286 

a 

BERNARD. 0 K 

8204090368* 

90-309 

R 





BAYNE, J P 

8204130138 

90-206 

p 

BERNARD. D M 

0204090376* 

90-309 

R 





BAYNE,.! P 

8204160912 

90-333 

F 

BERNARD. D. M 

8204090399* 

90-309 

R 





BAYNE. J P 

9204190073 

90-286 

P 

BERNARD, 0 M 

6204090401* 

90-309 

R 1 





BAYNE, J P 

9204190077* 

90-286 

P 

bernero.r.m 

8203090728* 

PRM 






BAYNE. J P 

8204210014 

90-333 

P 

BERNERO.R M 

0204290267* 

70-734 

) 





BAYNE, J.P 

8204270280 

90-333 

P 

BERRY, U W 

B204030924* 

90-230 

1 





BAYNE, J P 

0204280160 

90-286 

P 

BERTINI.H.U 

8204290387 

ORO 

: 





BAYNE. J P 

0204300296 

90-286 

F 

BETTENHAUSEN, L 

8304020207* 

90-213 

0 ,■ 
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AUTH3R 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

t£ri£MH«;SEN. L. 

B2OAO90367* 

90-249 

a 

6 ETTEKH«;SEK< L. 

e204IA0371» 

90-293 

Q 

tE 1 Tt^HAL;SEN, L. 

B2O4270230* 

90-244 

Q 

ICTTemNJSEM', t- 

02043002894 

90-322 

Q 

lEITINSER.n V 

02042202094 

90-279 

P 

levERLV.fl a 
tEiLEtti P 
• ISB.H £ 

8204290046 

8204200512 

82041402194 

40-7708 

RES 

90-339 

Q 

• 1 S 8 . H £ 

82042304094 

90-339 

0 

atua<'P M 

0204230417 

90-184 

D 

ticiuriT^L 
tlcauilT^u 
8 I 8 INCER.Q H 
BICINOeR.a H 
BlPIH«eR.(3 H. 
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0204090229 

8204090326 

0204090339 

8204090330* 

0204090347 

8204010386 

0204010386 

8204210436 

8204210436 

8204230070* 

8204230103* 

8101300606* 

8204230066* 

8204230080* 

8204230139* 

8204230197* 

8204230200* 

8204210694 

8204140343 

8204140349 

3204060198* 

8204270297* 

8204210068* 

8204290304 

8203020618* 

8204010306* 

8204010469* 

8204140204* 

8204230922* 

8204230981* 

8204130270 

8204200210* 

8204200214* 

8204280962* 

8204280964* 

8204230119* 

8204230120* 

8204020296 

8204200100 

8204270140 

8204210604* 

B2042 10609* 
8204210622* 
8204210634* 
8204210641* 
8204210689* 

8204190140* 

8204290623 

7912120021* 

8004040781* 

8204300231* 

8204010331* 

8204140162* 

8204140177* 

8204140484* 

8204280939 

8204290363 
8204190938* 
8204190313* 
8204190318* 
8204190329* 

8204190940* 
8204190942* 
8204210191* 
8204210747 
8204010267 

8204080963* 
8204290117* 
8204120270* 
8204090391* 
8204260446 

8204290109 
8204200109 
8204230282 
8204140217* 
8204140212* 

8204010409* 
8204010489* 
8204010903* 
8204280497 
8204190494* 


SUBJECT 

CATEGORY 


71-6981 
90-313 0 

40-2299 ’ 

70-2124 
40-7079 

70-287 
40-1162 
40-1162 
40-8084 
90-322 0 

90-322 Q 
90-322 0 

90-322 0 

70-1216 
70-1216 

FOIA 
70-1216 
70-1216 
70-1216 
FOIA 

70-1216 
40-0749 
70-649 
40-740 
90-199 P 

QA999 
90-331 R 
WASTE MOT 
90-321 Q 
90-340 Q 

90-340 a 
90-399 Q 
90-348 0 

90-340 0 

REOQD 

30-206 P 
30-206 P 
30-206 P 
30-206 P 
FOIA 

FOIA 

30-286 8 

30-286 8 

30-220 8 

90-47 Q 

SO-47 0 

90-47 0 

90-47 0 

90-47 0 

90-47 0 

40-2061 
NUREO 
90-320 P 
90-320 P 
FOIA 

90-369 0 

90-269 0 

90-413 0 

90-413 0 

90-SB7 8 

40-8783 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 
FOIA 
40-2293 
NUREO 
90-483 J 

90-199 0 

90-329 A 
90-461 A 
70-2638 
WASTE MGT 

WASTE MOT 
XPORTLIC 
XPORTLIC' 
90-279 0 

90-279 0 

90-261 Q 
90-400 0 

90-324 0 

90-261 8 

90-271 R 


AUTHOR 

BURGER, F J 
BURGER, J F 
BUROEeS.A, B 
BURGESS, 0 
BURGESS, 8 L 

BURGESS, B.L 
BURGIN, R E 
BURKE, D J 
BURKHARDT, W 
BURLEY, E. L 

BURNETT. R F, 
BURNETT. R F 
BURNS, 8. 
BURNS, 8 0, 
BURNS, 6.0 

BUR8EY, B A 
BURBTEIN, 8. 
BURSTEIN, 8 
BUR8TEIN, 3 
BURBTEIN, 8 

BURWELL,6. 8 
BURWELL.S, B. 
BURWELLiS 6. 
6URWELL, 0. B 
BURWELL.S. D 

BURWELL.S B 
8U8T0N, L D 
BYAR6, C 
BYNUM, J.R 
BYRON, P. 

BYRON, P 
BYRON, P 
BYRON, P 
BYRON, P.M 
CAONETTAJ P. 

CAONETTAJ P 
CAONETTAJ P 
CAOtJETTA J. P 
CAONETTAJ P, 
CAONETTA J.P. 

CAONETTA J P 
CAONETTAJ P, 
CAONETTA J P 
CAONETTA J, P 
CAGNETTAJ P 

CAONETTA J.P 
CAHILL, W J 
CAHN, A L 
CAIN, J. 

CAIN, J 

CAIN, J 
CALDWELL. R A 
CAMPBELL, H 
CAMPBELL, R. 0 
CAMPBELL, R H 

CAMPBELL, R,H, 
CAMPBELL, R H 
CAMPER, L. 
CANNER, I, 
CANTER, K L 

CANTER, K L 
CANTER, K L, 
CANTRELL, F 
CANTRELL, F 
CANTRELL. F 

CANTRELL, F 
CANTRELL, F. 
CANTRELL, F 
CANTRELL, F 
CANTRELL, F 8. 

CANTRELL, F. 8 
CANTRELL, F. 0. 
CANTRELL, F 8 
CANTRELUF 8, 
CANTRELL, F, 8 

CANTRELb F. 8 
CANTRELL. F 8. 
CANTRELL, F. 8, 
CANTRELUF 8. 
CANTRELL. F. B. 

CANTRELL, F. 8 
CANTRELL, F. 8. 
CANTRBLU F, B. 
CANTRELL, F 8. 
CANTRELL, F. 8 


AGCEasiON 

NUMBER 


8204190222* 

8204260230 

0204290199 

0204270238* 

8204090393* 

0204140283* 

8204120161 

8204230960* 

0204290290* 

8204060104* 

0204010129 

8204220600* 

8201190196* 

8204260204 

0204280006 

0204230961 

8204070942 

8204120209 

0204230996 

8204300431 

0204010013 
8204120113* 
820422031 9 
0204220627 
8204220690 

0204260431 

8204290447 

9204130034 

0204190326* 

8204220420 

0204220449 

8204220477 

8204270242 

6204160433* 

8204070934 

8204080309 

0204080307 

0204000340 

8204140309 

8204190198 

8204190199 

8204230483 

8204230493 

8204260142 

8204300228 

8204300229 
8204090061 
82040 10349 
8204160083 
8204210106 

0204290192 

8202230401* 

8204270404 

8301290033* 

8204160076 

0204220099 

8204290444 

8204190398* 

0204090103 

8204070406* 

8204270312* 

0204290137* 

8204010214 

8304010260 

8204140131 

8204140261 

8204140339 

8204230390* 

8204330949* 

8304010119 

8204010199 

9204010177 

8204010819 

9204010381 

8304010383 

8204010393 
8204010468 
8304010480* 
8304010489 
8304140172 

9204140189* 
8204140278 
8204140291 
8204140337 
8204140399 


SUaJECF 

CATEGORY 


ao-a7j R 
&o-as9 0 

WABTE M2T 
30-29S 0 

90-202 4 

90-203 4 

it.E 

90-280 4 

70-794 
90-237 P 

70-1201 

FOIA 

FOIA 

90-293 « 

mac 

90-399 0 

30-266 r 
90-266 « 

90-266 8 

90-366 • 

90-449 r 
90-449 A 
30-449 A 
30-449 A 
90-449 D 

90-449 A 

NUREO 

FOIA 

90-299 R 
90-346 ■ 

90-346 « 

90-346 » 

90-346 8 

90-341 4 

90-213 8 

90-213 P 
90-210 f 
90-249 A 
00-249 « 

P« 

FR 

90-249 r 
90-249 F 
90-849 F 
30-210 F 

90-210 F 
90-490 » 

PRM 

WASTE HGT 
HASTE HOT 

WAeTB MGI 
90-313 O 
40-06 
90-329 B 
HA9IE HGT 

HAOTE HOT 

40-6900 

FOIA 

90-aS I 
80-312 4 

90-318 a 
90-70 4 

90-384 4 

90-4 J 6 4 

90-416 4 

90-416 « 

30-438 4 

90-438 a 
90-416 4 

90-400 4 

30-399 0 

90-390 a 
90-327 « 

90-299 4 

90-390 « 

90-438 4 

90-400 4 

90-400 4 

90-324 Q 
90-438 a 

90-438 4 

80-390 0 

80-416 a 
90-918 4 

90-390 4 


PERSONAL AUTHOR INDEX 


516 


AUTHOR 

ACCESSION 

NUHSER 

SUBJECT 

CATEGORY 

CAHTflELUF 6 

aS04iA043A 

90-438 

0 

CANTRELL. F 3 

8304 140490* 

90-430 

Q 

CANTRELL. F 8 

93O414OS0a» 

90-399 

0 

CANTRELL. F 8 

8S043302AO 

90-438 

0 

CANTRELL. F 8 

8304330440 

90-438 

0 

CANTRELL F. 8 

aS043304Al 

90-361 

Q 

CANTRELL F 8 

8304330471 

90-966 

0 

CANTRELL. F. B 

8304330903* 

90-299 

0 

CANTWELL L 

8304080370 

90-323 

H 

CANTWELL P 

03O41SO417* 

90-299 

S 

CAHTMELLP F. 

B30413037A* 

90-304 

8 

CANTWELL P F 

8204180370* 

90-299 

8 

CANTWELL P P 

8204370314* 

90-304 

S 

CANTWELL P F 

8304370033* 

90-399 

8 

CAPHTDN.D 

83043 10 A?9» 

90-47 

0 

CAPNTON.O 

8204870476* 

90-319 

0 

CAPHTON.D. 

8304300409* 

90-320 

0 

CAPN10N.D L 

8304080496* 

90-272 

Q 

CAPHTON. 0 L 

8304080996* 

90-334 

Q 

CAPHTOH.P L 

8304310664* 

90-47 

0 

CAPirrON.D L 

8204330483* 

90-333 

Q 

CAPHTON.O L 

8204300300* 

90-313 

0 

CAP LAN. a H 

8303090134* 

90-344 

P 

CAP8TICK.RW 

8204160060* 

90-323 

0 

CAPBTtCILR U 

8204160060* 

90-322 

0 

CARAVALH3.Q A 

8304080299 

90-361 

H 

CARDILE.F P 

- 8204070966* 

90-938 

T 

CARBILLOpM 

CARET. J U. 

8204080399* 

8204030471* 

QA999 

90-334 

a 

CAREY. J 0. 

8304060079 

90-334 

p 

CAREY. J U 

8204090391 

90-334 

R 

CAREY. J J 

82041203S0 

90-334 

0 

CAREY. J J 

8204130379 

90-334 

P 

CAREY. J J 

8304130436 

90-334 

P 

CAREY. J J 

8304190379 

90-334 

R 

CAREY. J J 

BS04160990 

90-334 

P 

CAREY. J J 

SS043303S1 

90-334 

P 

CAREY. J. J. 

8304230469 

90-334 

0 

CAREY. J J 

BS04S70441 

90-334 

P 

CAREY. J vf 

8304380406 

90-334 

r 

CAREYrU J 
CARL60N.J D 

8304300313 

8304300439* 

PR 

90-279 

Q 

CARLEOhl.R. T 

8304030333* 

90-293 

0 

CAPUaDN.B.T. 

8304210309* 

90-47 

0 

CARLBON.R T 

8204310318* 

90-47 

0 

CARLEON.R T 

8204310901* 

80-47 

0 

CARLBON.B T 

8204210699* 

80-47 

0 

CARLBON.R. T 

8204210714* 

80-47 

Q 

CARLBON.R T 

8204210719* 

30-47 

Q 

CARLSONrR. r 

8204230493 

80-322 

0 

CARLTON. R. E 
CARLTON. R E 
CARLTON.R e 
CAHLTOK.R.E 
CARLTON. R. E 

CARLTONiR E 
CARPENTER. U. H 

8204290297* 

8204390263* 

8204390460* 

8304390487* 

8304390906* 

8304290917* 

8804080138 

40-8186 

40-8186 

70-1216 

70-1216 

70-1316 

70-181A 

90-400 

0 

CARR.P H 

8304300384* 

80-346 

8 

CAnR.W L 

8204360069 

80-408 

G 

CAR ROLL. U. T 

8304060193 

SQ-219 

F 

CARROLLiJ T 

8204190194 

80-219 

R 

CARROLLi J. T 

8304190303 

90-319 

R 

CARTER. vT 

CARTER. L%T. 

7903140412* 

8304010383 

FOIA 

90-847 

0 

CARTER. LU. 

8304380037 

80-347 

0 

CARTER. L 0 

8304380264 

90-247 

G 

CARTER. R. 8. 

8304060010 

90-184 

R 

CARTER. R 3, 

8204060019* 

90-184 

R 

CARTER. R 3. 

8204300089 

90-104 

P 

CARTER. R 3 

8304210439 

90-184 

P 

CARTNHIQHT. K. 
CARTWRIGHT. K, 
CARTMRICHT. K. 
CARTWRIGHT. W. 

8204020083 

8304380197* 

BS043BD167* 

8304160383* 

NUREO 

disc 

MISC 

90-339 

8 

CARTVfRl»IT. W. R. 

8304020228 

90-339 

B 

CARTHRICHTrW.R 

8204030333* 

90-339 

8 

CARTWRIGHT.W.R. 

8304030326 

90-339 

8 

CARTWRIGHT. W. R. 

8204030329* 

90-339 

6 

CARTWRIGHT. W. R 

8204030340 

90-338 

8 

CARTWRIGHT. W R 

8304030344* 

90-338 

S 

CARTHRICHT.W R. 

S204030390 

90-338 

0 

CARTWRIGHT. W. R. 

8304030363* 

90-338 

B 

CARTWRIGHT. W R 

8304030489 

90-338 

8 

CARTWRIGHT. H R 

8304030494* 

90-330 

8 

GARTHRIQKT.U R. 

8304060047* 

90-330 

R 


AUTH3R 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CARTWRIGHT. W R 

02 04080036 

50-330 

8 

CARTWRIGHT. U R 

0304080040* 

90-336 

8 

CARTHRIGHT.H R. 

8204160272 

90-339 

B 

CARTWRIGHT. U R 

0304160303 

90-339 

8 

CARTWRIGHT. W R 

0304160902 

90-339 

8 

CARTWRIGHT.W R. 

8304160991* 

90-339 

8 

CARTWRIGHT. H R 

0204380018 

90-339 

0 

CARTWRIGHT. W R 

8204280023* 

90-339 

0 

CARTWRIGHT. W R 

8204200026 

50-339 

8 

CARTWRIGHT. W R 

8204200031* 

90-339 

S 

CARTWRIGHT. H R 

8204280043 

90-339 

8 

CARTWRIGHT. H R. 

8204280049* 

90-339 

8 

CARTWRIGHT. M R 

8204280163 

90-336 

8 

CARTWRIGHT. W R 

0204280169* 

90-338 

8 

CARTWRIGHT. M R 

8204280340 

50-339 

8 

CARTWRIGHT. W R 

0204280247* 

50-339 

8 

CARTWRIGHT. W R 

0204280292 

90-336 

S 

CARTWRIGHT. W R 

0204200396* 

90-338 

S 

CARTWRIGHT. W R 

8204280300 

90-336 

B 

CARTWRIGHT, W R 

8204200.392 

50-338 

6 

CARTWRIGHT, W R 

8204300.359* 

90-338 

S 

CARTWRIGHT, W R 

8204200469 

90-339 

8 

CARTWRIGHT, W R 

8204280401* 

50-339 

8 

CARTWRIGHT, W R 

8204280909 

90-339 

E 

CARTWRIGHT, W R 

0304380911* 

90-338 

S 

CARTWRIGHT. W R 

8204280519 

50-339 

3 

CARTWRIGHT. M R 

8304380917 

90-339 

9 

CARTWRIGHT. M.R 

0304300931* 

90-339 

0 

CARTWRIGHT, W R 

8204300925* 

90-339 

S 

CARUSO, R 

8202000315 

50-39 

P 

CARUSO, R 

8204070249 

50-39 

P 

CARUBO.R 

8204 1 90263 

50-29 

P 

CARUSO, R 

8204280276 

50-29 

P 

CARVER, A. M 

8204030322* 

90-339 

s 

CARVER, A. H 

8204020302* 

90-328 

3 

CARVER, A « 

B204020474* 

90-327 

8 

CASE, E 

8204290213* 

90-ia 

P 

CASE. E 0 

7901090128* 

50-ia 

P 

CASE.E 0 

7901030131* 

90-1 B 

P 

CASE.E 0 

8204090143* 

FOIA 


CASE.E 0 

8204290279* 

90-70 

0 

CASHNAN.D C 

8204190029* 

CONTRACT 


CASTELLWOB, V 

8204 01 0469 

90-339 

0 

CASTRO. 0 

8204220349* 

CONTRACT 


CABTRQ. 0 

0204290229 

40-3453 


CASTRO, 0 

B20 4290936 

4 0-34 S3 


CATANIA, D E 

8204140624* 

90-313 

F 

CATCHPOLE, O J 

8204290644 

40-S749 


CATHCART, T W 

8204120191* 

70-S4BB 


CATTON, I 

0204020267* 

90-143 

P 

CATTON, I 

8204030271* 

90-143 

P 

CATTON. I 

8304030280* 

90-143 

P 

CAUDLE, R E 

8304190890 

PR 


CAVANAOH, R 

0304200170 

90-933 

0 

CAVANAGrt R. 

8304200179* 

90-533 

O 

CAVANAOrt R. C 

8204130109 

90-933 

0 

CAVANAOH T. E 

8304330120* 

40-3061 


CAVANAUGH. R 

B304I30193* 

90-932 

a 

CAVANAUGH. W 

8204000278 

90-313 

p 

CAVANAUGH. W 

8304120212 

90-3 6B 

p 

CELE8TIN.L E 

8204090097* 

CONTRACT 


CERBONE.R. J 

8304070100 

NUREO 


CKADWELLH M 

8304020370* 

90-316 

B 

CHAFPEE.A E 

8204070308* 

90-361 

Q 

CHAFF EE. A E. 

8304300462 

90-206 

S 

CHAHBERLAIN, D 

8304090230* 

04999 


CHW19ERB.O T 

8204160964* 

90-289 

8 

CHANDLER. L J 

83041S0096 

90-361 

0 

CHANDLER. L J 

8304390116* 

80-70 

Q 

CHANDLER. L J 

8304390183* 

90-70 

0 

CHANDLER. L J 

8204290169* 

90-70 

0 

CHANDLER. L J 

8204290196* 

90-70 

P 

CHANEY. D 

8304230408 

90-334 

P 

CHANEY. 0 A 

8204130449 

90-334 

P 

CHANEY. 0 A 

B204370913 

90-334 

P 

CHANEY. V 

8304190008* 

90-10 

F 

CHANEY. V. L 

8204130479* 

90-10 

F 

CHANKLEH P 

8304140344 

40-B699 


CHAPLIN, a 0 

8204090344* 

90-320 

a 

CHAPLIN. 0. 0 

820 4 1603 12* 

50-320 

a 

CHAPMAN. N 

8304090276 

FOIA 


CHAPMAN. N 0 

8204890339 

WASTE HOT 

CHARNOFF. 0 

8304080221 

50-339 

0 

CHARNOFF. <3 

8204080321 

50-339 

G 

CHARNOFF, 0. 

8304310443 

90-339 

0 


AUTHJR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CHARNOFF, 0 

8204210443 

50-329 

G 

CHARNOFF, 0 

0204300478 

90-329 

0 

CHARNOFF. 0 

8304300478 

90-329 

0 

CHASE. J W. 

8204010385* 

90-2S9 

O 

CHASE, J W 

8304140429* 

30-299 

C 

CHASE. J W 

8204140902* 

50-299 

0 

CHAU.H 

CHAUDHARV.S K 

8304060043 

8204200492* 

TOPREP 

50-410 

a 

CHAODHARV.a « 

0304300354* 

50-333 

a 

C HAVE I. 0 

6204210489 

50-434 

t» 

CHAVEZ, D 

0204210489 

50-494 

G 

CHECK, P.8 

6204050464 

90-537 

A 

CHECK. P 8 

0204130003 

90--937 

A 

CHECK. P 8 

8204310377 

90-337 

A 

CHECK, P 8 

0204310415 

90-937 

A 

CHECK. P.S 

8304360497 

50-937 

A 

CHECK. P 3 

8204290038 

90-537 

A 

CHECK. P 8 

8204390043 

50-337 

A 

CHERRY, n M 

6204070978 

90-329 

G 

CHERRY, H « 

0304070978 

90-339 

G 

CHERRY. M. M 

8304210493 

90-329 

G 

CHERRY. tt M 

8204310493 

90-329 

O 

CHERRY, tt M 

8204260134 

90-329 

0 

CHERRY, H. H 

8204260 1 34 

50-329 

0 

CHERRY, M. M 

8304380090 

90-329 

o 

CHERRY, K M 

8204380090 

90-329 

0 

CHESNUr, s 

6204230096 

90-494 

F 

CHESNUTiS H 

8204310074 

SO- 369 

F 

CHESNUT.S H 

8204320339 

90-494 

F 

CHESNUr.S H 

8204320939 

50-494 

Q 

CHESSIN.P 

6204360216 

90-247 

0 

CHESTER.R 0 
CHESTER. 0 0 
CHEUKO. a 

CHEW, a. P 

8204 1 2003? 
B204320085 
0204290493 
8204090349* 

ORO 

RES 

NUREO 

50-338 

A 

CHIANOl.N J 

8304030330 

90-400 

6 

CHlANOl.N J 

8204160300 

90-400 

S 

CHIANOl.N J 

8304160337 

90-400 

9 

CHIANOl.N J 

8304160970 

90-400 

a 

CHIANOl.N J 

8304380302 

90-400 

S 

CHICK. E E 

CHICK. E E 
CHIESA.R L 

S204210120* 
8304310136* 
82042001 14 

40-2253 

40-2253 

90-443 

0 

CHieeAi R L 

8204260114 

50-443 

o 

CHILDS, W 

8204270439* 

90-333 

s 

CHILDS, W V 

8204010211* 

SC -333 

8 

CHILDB. W V 

8304020374* 

30-333 

8 

CHILDS, W V 

8204020301* 

80-333 

B 

CHILDS. U V 

8204 1 20308* 

90-333 

8 

CHILDS. H V 

8304190261* 

90-333 

9 

CHILDS, W V 

8204160291* 

50-333 

9 

CHILDS. W V 

8204 1 60323* 

50-333 

8 

CHILDB. H V 

8204160601* 

90-333 

S 

CHILDS. W V 

S2042S0247* 

50-333 

8 

CHILDS. W V 

8204260007* 

80-333 

8 

CHILDS. W V 

8204260100* 

50-333 

B 

CHILDB. M V 

8204360144* 

50-333 

8 

CHILDB, W V 

6204370234* 

90-333 

a 

CHILK. S 

8204290382 

90-275 

p 

CHILK, 3 J 

7909190024* 

30-344 

G 

CHILK. 8 J 

CHILK. a J 

CHILK, 8 J 

CHILK. 8 J 

8006270408* 

8304010039 

8304010049 

8204010093 

FOIA 

REQGD 

tOCFR 

50-330 

P 

CHILK. S J 

8204010342 

90-273 

0 

CHILK. 8 J 

8204010245 

50-266 

0 

CHILK, 8 J 

8204010247* 

90-461 

0 

CHILK. 8 J 

CHILK. 8 J 

CHILK. 8 U 

CHILK. 8 J 

CHILK. 8. J 

8204010541* 

8304020077 

6204020081 

6204030069 

0304080339 

FOIA 

lOCFR 

lOCFR 

lOCFR 

50-389 

0 

CHILK. 8 J 

8304080558* 

90-195 

0 

CHILK. B J 

CHILK. 8 J 

CHILK, 3 J 

CHILK. B J 

CHILK, 8 J 

03O4O9O4S2 

8304090493 

0204090900* 

8304130009 

8304140468* 

lOCFR 

lOCFR 

lOCFR 

FOIA 

90-201 

J 

CHILK, 8 J 

8304140478* 

90-269 

J 

CHILK. 8 J 

CHILK. 8 J 

CHILK. a J 

0304140611 

6204140630 
82041901 17 

lOCFR 

lOCFR 

90-379 

0 

CHILK. S, J 

8204210146 

90-399 

0 

CHILK. 8. J. 

8204210440 

90-266 

G 

CHILK. B J 

8204210789 

90-390 

1 A 


B16 


PERSONAL AUTHOR INDEX 


AUTHOR 

CHILK. S 0 
CKILK, B J 
CHILK.16 J 
CHlLKi S J 
CHILK. 5 J 


ACCESSIOM 

NUMBER 


eSORffSOlBE* 

eZORSBOtOl 

6204390109 

8204390106 

e204S‘?03I7 


SUajECT 

CATEOOBY 


SO-323 0 
90-206' O 
90-206 0 
90-3 O 
90-279 0 


AUTHOR 

CLARK, R A, 
CLARK. R. A 
CLARK, R A 
CLARK, R A 
CLARK. R A. 


CHILK) S J. 
CHILK, 8 J 
CHIN, 8 
C HOULES, M C 
CHOULEa.N C 

CHRIBSOTIMOS, M 
CHRISSOTIHDS, N 
CHRISTEWURY, E 
CHRISTENSEN, S 
CHHIBnej H 

CHRISTNER.R B. 
CHRISTDFFEA, 0. 
CHRISTOf=HEft,R 
CHUNO, J 
CHUNO, J U 

CHUNO, J W 
CHURCHILL. 6 M 
CHURCHILL, 6 U 
CHURCHILL, B V 
CHURCHILL, B W 

CHURCHILL.B W 
CHURCHILL. 6 W 
CHURCHILL.B U 
CHURCHIUL, B W 
CHURCHILL.B W. 

CHURCHILL.B N 
CHURCHILL.B U 
CHURCHILL.B M 
CHURCHILL. B « 
CHURCHILL, a. H 

CHURCHILL.B H 
CHURCHILL.B W 
CHURCHILL.B U 
CHURCHilL.B N 
CHURCHILL.B W 


6204390398 

8304890990 

8304890177 

82041609894 

830421021a* 

8304120 l?e» 

8204160999* 

8304070891 

8204390489 

8304010439 

8304090286 

8204260236* 

8204030233* 

8304030302* 

8304020207* 

8204160371* 

8304010379 

0304010379 

8304140133 

8304140133 

8304190042 

8204190042 

8304190049 

8204190049 

8204190093 

8304190093 

6204230369 

6304230369 

8304230499 

B304230499 

8304260070 
8304260070 
8304280019 
83042 BOO 19 
9204260034 


lOCFR 

CDMHIS3I0N 
71-9070 
90-373 Q 
90-261 0 

SO-373 Q 
90-373 a 
80-247 0 

NUREO 
REOOB 

90-334 I 
90-373 Q 
80-293 Q 
90-289 Q 
80-213 0 

50-293 a 
80-382 0 

50-382 0 

90-266 0 

90-266 0 

90-266 O 

80-266 Q 
80-266 0 
80-266 0 
80-266 0 

50-266 e 
80-362 0 

80-362 e 
90-382 T 
90-382 T 

90-266 O 
90-266 O 
90-382 0 

90-362 0 

80-266 0 


CLARK. R A 
CLARK, R A 
CLARK. R A 
CLARK, R A. 
CLARK. R. A 

CLARK, R A 
CLARK, R.A 
CLARK. R A 
CLARK. R.A 
CLARK, fi A 

CLARK. R A. 
CLARK, R A 
CLARK. R A 
CLARK, R A 
CLARK. R 0 

CLARK, R J 
CLARK, R U 
CLARK, R U 
CLAY, E. L 
CLAY, E L. 

C LAYTON, F L 
C LAYTON, F L 
C LAYTON, F L 
CLAYTON, F L 
CLAYTON, F.L 

CLAYTON, F L 
CLAYTON, F L 
CLAYTON, F L 
CLAYTON, F L 
CLAYTON, F L 

CLAYTON. F L 
C LAYTON. F L 
CLAYTON.F. L 
CLAYTON, F. L 
CLAYTON.F L 


CHURCHILL.B W 
CICHV. 0 
CILLIB, rt 
CLANCY, R C 
CLARDY, 1_ S 

CLARE, O H 
CLARK. A T 
CLARK. fi e 
CLARK. F H 
CLARK, L. 

CLARK. L 
CLARK, P.R 
CLARK, R A 
CLARK. R A 
CLARK, R A 

CLARK. R A 
CLARK. R A 
CLARK. R A 
CLARK. R A 
CLARK. R A 

CLARK. R A 
CLARK. R A 
CLARK, R A 
:t-ARK, R A 
CLARK. R A 

CLARK, H. A 
lark, R a. 

ILARK.R A 
lark, R A 

lark. R a 

LARK. R A 
LARK. R A. 
lark, A A 

lark.r a 
lark. A. a 

lark.r a 

LARK, A A 
LARK. R A. 

■ARK. A. A 
.ARK, R A 


.ARK, R A. 
•ARK, R.A 
■ARK, R.A 
ark, R a 


8304260034 

6204280327 

B304070S22* 

8203030440* 

6204080340* 

8304140166* 

6204090490 

B204090441* 

6204190147* 

8204050060 

8204290010* 

6204130040 

6302060489 

6203010340 

6204010340 

6204020046 

8204050446 

8204070023* 

6204070032* 

8204070639 

8204080076 

8204080149 

8204080336 

8204080876 

02O4OBO577 

8204080976 

8204090031 

8804130487 

8204140487 

8304140501 

8204190429 

8204190067 

8204190403 

8204300370* 

820430037B* 

8204300460 
8304300400 
8804300904 
8804310726 
83043300 1 8* 

6804880018* 

6304330819 

6804380829 

6804380231 

8304330911* 


50-266 

0 

CLAYTON.F L 

50-373 

P 

CLAYTON.F L 

80-361 

0 

CLAYTON. F L 

50-410 

Q 

CLAYTON.F L 

50-331 

a 

CLAYTON.F L. 

50-837 

A 

CLAYTON.F L 

30-201 

P 

CLAYTON.F. L 

80-339 

P 

CLAYTON.F L 

80-382 

0 

CLAYTON.F L 

80-20 

P 

CLAYTON.F L 

lOCFR 

30-219 

F 

CLAYTON.F L 
CLAYTON.F L 

80-368 

P 

CLAYTON.F L 

30-336 

P 

CLAYTON.F L 

80-265 

P 

CLAYTON.F L 

80-282 

P 

CLAYTON.F L 
CLEMENT!, L 8. 

80-335 

P 

30-317 

P 

CLEMENTS, B R 

30-317 

P 

CLEHONS.P 

80-333 

F 

CLEVELAND, J W. 

40-267 

P 

CLEVELAND. J R. 

50-336 

P 

CLEVELAW. J R 

30-366 

P 

CLEVELAhC.fi 8. 

50-267 

P 

CLINE, W E 

80-266 

P 

CLINE, R E 

30-366 

P 

CLOUD. R L 

50-317 

P 

CLOUD, R L 

30-285 

P 

CLOUD. R L 

50-317 

P 

COALWBLL. T N 

50-317 

F 

COAra, R.L 

50-309 

P 

COCKERELL, R 0. 

50-338 

F 

COFFMAN, F E, 

80-336 

P 

COOAN, N. J. 

80-330 

P 

COeOINr C. L 

80-338 

P 

CCMOIN, C L 

50-266 

P 

CDQOIN, C L 

50-335 

P 

CO002N, C L 

50-336 

P 

COOOIN, C, L 

50-295 

P 

COLBURN, T 0 

40-282 

P 

COLE, ft F 

50-282 

P 

COLEMAN. R 

30-309 

P 

COLEMAN, R 

50-368 

P 

COLEMAN, R. 

50-313 

V 

COLLAN, L. J, 

80-339 

P 

C0LLIN8.B. J 


ACCESSION 

NUMBER 


8S04230918* 

8204230966 

8204230696 

6204260130 

8204260360 

8204260366 

8204260394 

8204260399 

8204270031 

8204270099* 

8204270109* 

820427091B* 

82O420OOOB* 

8204260014* 

8204290091* 

8204290061* 

8204290073 

8204290091 

8204300139 

8204280011 

8204120089 

8204130003 

6204270972 

8204010349* 

8204130361* 

6112140064 
8203290399 
82033 1 0300 
820401 0839* 
8204020339 

8204020376 

8204020338 

8204050331 

8204060041 

8204060144 

8204080159 
8304080390 
8304080261 
8204120187 
8304130398 

8304160100 
8204160399 
8304160969 
8304190330 
8804200131 

6204200437 
8204210437 
8204210533 
8204220309 
8204230277 

8204230391* 
8204230491* 
8204260161 
8204260197 
8204260943 

8204260991 
6204230501 
8204270292 
8204300378* 
8204190486 

8204150493* 
8204210516 
8204210070* 
8204020272* 
8204230339* 

8202250171 
8204010473 
8204 I 50289 
6204060316 
8204290463 

8204060081 
8204190100* 
8204070496* 
8204080259* 
8204280320* 

8204280431* 
8204280465* 
8204280909* 
8204260003 
8204270406 

8204090042 
8204150028 
8204190339 
8204130352* 
8204090489* 


SUBJECT 

CATEOORY 


50-339 P 
50-344 F 
50-263 P 
50-339 P 
50-338 P 

50-268 P 
50-282 p 
50-344 P 
50-309 0 

90-336 P 

90-336 P 
90-31 B P 
50-301 P 
50-301 p 
90-336 P 

90-336 P 
90-339 0 

90-336 P 
90-344 F 
NUREO 

90-299 P 
80-296 P 
50-296 P 
70-824 
70-27 

90-364 8 

90-348 P 
90-348 P 
90-348 0 

50-346 8 

50-348 P 
50-348 P 
50-364 A 
50-348 P 
50-346 6 

50-364 6 

50-346 6 

50-348 8 

50-364 P 
PR 

50-364 R 
50-348 8 

90-364 6 

50-348 p 
90-348 A 

50-364 R 
90-364 P 
90-348 F 
90-348 F 
90-340 p 

90-346 a 
90-348 a 
90-34B p 
90-364 P 
90-346 8 

50-364 3 

50-382 H 
PR 

70-1143 

PR 

PR 

PR 

40-2253 
50-395 a 
90-269 a 

50-133 p 
80-275 R 
60-275 R 
TOPREP 
NUREO 

90-111 p 
HABTE MOT 
80-871 Q 
50-366 8 

80-321 B 

80-321 S 
80-3^6 S 
80-321 8 

80-301 P 
50-449 0 

CONTRACT 
CONTRACT 
CONTRACT 
90-313 0 

80-333 o 


AUTHOR 

COLLINS, J m' 
COLLINS, J T 
COLLINS, J T 
COLLINS, J T 
COLLINS, J T 

COLLINS, J. T 
COLLINS, J T 
COLLINS, J T 
COLLI NS,M 
COLLINS, 3 J 

COLLINS, 8 J 
COLLINS, T R 
COLLINS, T R 
COLOMBO, R. 
COLOMBO, R U 

COLOMBO, R N 
CDLOMBO.R U 
COLTON, E 
COLY. J. U 
CONE, C 

CONLON, T C 
CONLON, T E, 
CONLON, T, E 
CONLON, T E 
CONLON, T, E. 

CONLON, T E 
CONLON, T. E 
CONLON, T E 
CONLON, T E 
CONNAUOHTON, K 

CONNELL, C 
CONNELL, C 
CONNER, E L 
CONNER, E L 
CONNER, EL 

CONNER, T B 
CONNER, T. B 
CONNER, T B 
CONNER, T B 
CONNER, T B 

CONNER. T B 
CONNOR, L 
CONNOR, L. 
CONROY, B M. 
CONROY, B W 

CONROY, B. U 
CONROY, P.u 
CONSOL I, A 
CONSTABLE, 0 L. 
CONTE, R 

COOK, D H. 

COOK, J. 0 
COOK, J H 
COOK, J M, 

COOK, J. M. 

COOK. J M. 

COOK, J. M. 

COOK, J M 
COOK, J M. 

COOK, J H 

COOK, J K 
COOK, J. H 
COOK, J M 
COOK, J. M. 

COOK, J H 

COOK, J. K 
COOK, J. U 
COOK, J. W 
COOK, J. N 
COOK, J W 

COOK, J, W. 

COOK, J. H 
COOK, J, W. 

COOK, J. R 
COOK, J, U 

COOK, J, M 
COOK, J. U 
COOK. J, N 
COOK, J. W, 

COOK, J W 

COOK, J, R 
COOK, J, R 
COOK) J. M 
COOK, J. R 
COOK, J, N 


ACCESSION 

NUMBER 


8204010473 

8204050069 

820407034? 

6204070391 

8204190486 

6204260008 

6204300048 

8204300877 

8204280216 

6204060572* 

6204300278 

8204010263* 

8204230414* 

6204300468* 

8204070463* 

6204160604* 

8204220470* 

6204230278 

8204140407* 

8204060531 

8204230445* 

6204010160* 

8204010173* 

6204010316* 

8204010333* 

8204140267* 
8204 140276* 
6204230478* 
6204230956* 
8204270426* 

8204070073* 

8204070082* 

8203150174* 

8204090041 

8204290045 

8204000022 

8204080022 

8204150451 

8204210447 

8204210447 

8204260317 

8204140520 

8204150276 

8204160071 

8204270117 

8204270144 

8202100413* 

8204010532* 

8204130353* 

8204300013* 

8204300026 

8204200391 

8204070244* 

8204070277* 

8204070289* 

8204130044* 

8204130317* 

8204160087* 

8204160078* 

8204160438* 

8204160447* 
8804 1 60457* 
8204160478* 
8204160483* 
8204160491* 

8204160827* 

8201260372 

8202080362 

8204010159 

8204020374 

8204060044 

8204070087 

8204070407 

8204070274 

8204070280 

8204090353 

8204090435 

8204120172 

8204120233 

8204120343 

8204120379 

8204130318 

8204130326 

8204140140 

8204160286 


SUBJECT 

CATEOORY 

REOOD 
50-267 F 
80-267 a 
50-267 a 
80-267 a 

50-482 0 

90-267 F 
QA777 
50-267 8 

50-271 5 

90-271 S 
90-416 0 

50-395 Q 
50-312 K 
50-312 8 

50-312 R 
50-312 8 

XPORTLIC 
50-370 Q 
50-279 H 

50-438 Q 
50-424 Q 
50-370 a 
50-395 a 
S0-33B 0 

50-416 0 

50-416 a 
50-466 0 

50-416 a 
50-255 a 

50-286 R 
50-286 ft 
50-317 ? 

Miac 

50-336 p 

50-358 0 

50-358 0 

PR 

50-352 O' 
50-352 0 

PR 

FOIA 

FOIA 

40-8802 

40-0502 

40-8502 
50-482 A 
FOIA 

50-382 4 

50-320 P • 

NUREO 
90-461 A 
90-295 R 
50-295 R 
50-295 ft 

50-295 ft 
50-295 R 
50-295 ft 
80-298 a 
80-298 R 

80-294 R 
80-298 R 
80-298 R 
80-275 ft 
80-295 ft 

80-295 ft 
80-329 8 

40-329 A 
80-329 £ 

80-329 A 

50-329 C 
80-329 E 
80-329 R 
50-329 e 
50-329 A 

50-329 A 
80-329 B 
80-329 E 
50-329 8 

50-329 R 

50-329 S 
PRH 

50-329 A 
50-329 e 
50-329 A 



AUrHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

coot. H 

a804.t&0377 

90-389 

B 

CQOKi «r, H 

BS0<Vl6OS87 

90-389 

B 

COOK. ^ H 

BS04S0023i 

90-329 

K 

COOK. J U. 

B2042004S4 

90-329 

E 

COCK. J H 

B204S30210 

90-389 

A 

COC»(. J VI 

8304230884 

90-329 

E 

COOK. J W 

8204230306 

90-329 

E 

COOK. J H 

aS042&Ol?S 

90-389 

A 

COOK. J H 

8204270294 

90-329 

E 

COOK.J H 

8204270896 

90-389 

E 

COCK.K V 
CCKXEV.M-O 
CCONEV.M J 

8204190973 
8804230407* 
6204 010334 

NUREQ 

70-1897 

90-377 

8 

CCCR«V.ll J 

8304200009 

90-277 

8 

CCOHEV.H J 

8804200013* 

90-277 

8 

CCOHE/.H J 

8204200393 

90-277 

8 

CCOHEVr.H J 

0204230293 

90-877 

R 

coQUEtr.n J 

B204360119 

90-277 

8 

COQNET.A J 

8204260118* 

90-277 

S 

CCQNgVf.rt J 

B204260122* 

90-277 

B 

COOPER. VI E 

S2040B0392 

90-879 

P 

COOPER. 1^ E 

8204160369 

90-879 

R 

COOPER. Vf E 

0204 160626 

90-879 

P 

COOPER. (iE 

S204 160630* 

90-279 

P 

COOPER. VI E 

8204230271 

90-279 

P 

COOPER. VI E 

8204220307 

90-279 

P 

COOPER. Vi. E 

8204220411 

90-279 

T 

COC<>eRSTEIN.H. 

9204030096 

WASTE MOT 

COOPERarelN. R. 
CCPELAND.J 0 

8204230147* 

8204260079 

40-8061 

90-466 

0 

COPELAND. J Q. 

0204260079 

90-466 

0 

CCSP ELAND. R L 

8204210926 

90-937 

0 

C WLAN. S M 

0204270074 

WASTE NOT 

COPPELL. 0 A 

CORLEY. M 0 

0204090279 

0202080366* 

FOIA 

90-329 

A 

COftREH, 0 R 

0204080009 

90-247 

0 

CORRENi D R 

0204190047 

90-247 

0 

COAVELL.O P 
CORYELL. 0 P 

COSMO. R 

0204010213* 

0204010471* 

0204080939* 

70-27 

70-1113 

90-373 

F 

coariLta 4 
COSTELLO, T 

COTTER. P B 

0204210894* 

8204310239* 

0204080030 

40-2293 

40-2293 

90-299 

0 

COTTON. 0 D 

8204080276* 

90-806 

P 

CDOLTER.D M 

COULTER.O VI, 
COOLTCRiO N 
COLCTERiO W 
COULTER. 0 H 
COUL1ER.C W 

COUNSIL.M, 0 
COLrvSIL.M 0 

8204290414* 

8204390430* 

6204390492* 

6204390473* 

6304390461* 

6204390939* 

6204010098 

6204020104 

70-1216 

70-1816 

70-1216 

70-1216 

70-1216 

70-1216 

MI6C 

90-336 

a 

CCM^ILfVI 0 

6304030931 

90-213 

p 

couNaiL.vi 0 

6204060088 

90-249 

F 

COUhSU.H 0 

6204060102 

90-249 

F 

CQUNBtL.U 0 

6204070446 

90-213 

F 

COUN3IL.VI 0 

6204070496 

90-213 

F 

COUMSltiVI. 0 

6204070934 

90-213 

P 

COLRl9tL.ll 0 

6204070946 

90-213 

P 

CDUN9IL.H. 0 

6204080079 

90-213 

F 

COUNStLiH O. 

8204080309 

90-213 

P 

COJNStL.W. 0 

82040 Q0309 

90-213 

P 

CCLPISR.W.O 

8204080340 

90-249 

R 

C0UH8IL.W.0 

8204080406* 

90-213 

Q 

CH3UM9IL.U 0, 

0204120279 

90-249 

P 

COUHSILiM. 0 

6304130117 

90-213 

P 

C0LIN9IL.VI. 0 

6204 1 40308 

90-249 

R 

COUNaiLiK 0 

6304 1 40338 

90-249 

R 

C0Ltl9IL.Vr 0. 

6204 1 40363 

90-213 

R 

COLNg|L.II 0. 

6204 140412 

90-213 

R 

C0UK3IL.Vr. 0 
COLRTStL.Vi.O 

6204190491 

6204160228 

PR 

90-213 

P 

COLRISIL.II.O, 
COUMSIL.N 0, 
C0UN81L.VI 0, 

6204190198 

6304190196 

6204200169 

PR 

PR 

90-336 

B 

COgNSCL.VI. 0 

8204S 00200 

90-213 

P 

eoLMsa.H 0, 

8204200326 

90-336 

<1 

COLMStL.VI 0 

6204220348 

90-249 

P 

COUNSIL.tl e 

6204220416 

90-213 

P 

COLWStL.N 0 

0204220424 

90-249 

P 

COUNStLiN. 0. 

6SO4230493 

90-249 

F 

C0L>NSIL.II,0 

6304230493 

90-249 

F 

COUNOIL.W O. 

0304230917 

90-213 

P 

COUHeiL.U 0, 

6204230917 

90-2V3 

P 

COLRMILiW 0. 

8304260142 

90-249 

P 


PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 


AUTH3R 

NUMBER 

CATEOORY 

COUNSIL.W 0 

6204260142 

90-249 

P 

COUNSIL.W 0 

6204260889 

SO-213 

P 

COUNSIL.W 0 

6204860829 

50-213 

P 

COUNSIL.W 0 

6204270293 

90-336 

a 

COUNSIL.W 0 

6204270274 

90-213 

p 

COUNSIL.W 0 

0204270274 

90-213 

p 

COUNSIL.W 0 

8204270366 

90-249 

p 

COUNSIL.W 0 

8204270363 

90-249 

p 

COUNSIL.W 0 

8204290261 

90-213 

F 

COUNSIL.W 0 

8204290261 

90-213 

F 

COUNSIL.W 0 
COUNSIL.W 0 
COUNSIL.W 0 
COUNSIL.W 0 
COUNSIL.W 0 

COUNSIL.W 0 
COUNSIL.W 0 

6204290264 

6204290264 

6204290272 

6804290272 

6204290279* 

8804290279* 

6204300228 

HISC 

HI SC 

HISC 

H16C 

HISC 

HISC 

90-213 

P 

COUNSIL.W 0 

B20 430022 B 

90-213 

P 

COWAN. B Z 

8804080002 

90-389 

0 

COWAN. B Z 

6204060332 

90-266 

0 

COWAN, a Z 

6804060332 

90-266 

0 

COWAN. B Z 

COWAN. B Z 

8204130322 

6204140139 

PRH 

90-266 

0 

COWAN. B Z 

6204140139 

90-266 

0 

COWAN. B Z 

6204210464 

90-329 

0 

COWAN. B Z 

6204280297 

90-266 

0 

COWAN. R L 

8204060104* 

90-237 

p 

COX.E J 

COX.H T 

8204020242 

8204060376* 

40-4492 

90-261 

S 

CRACRAFT, T H 

CRAODICK.W 0 
CRAIO. J 

6204020044* 

6804300026 

8204270329 

CONTRACT 

NUREO 

90-299 

S 

CRAIO.L E 

CRAIO. L E 

CRANDALL. E L 

CRANE. C J 

8204190200* 

6204190202* 

6204010374 

6803220167 

40-2061 

40-2061 

REOOD 

90-331 

p 

CRANE. P A 

62040 1 0426 

90-279 

« 

CRANE. P A. 

6204060094 

90-133 

I 

CRANE. P. A 

8204060070 

90-279 

F 

CRANE. P A 

8204070323 

90-279 

p 

CRANE. P A 

6204060339 

90-279 

0 

CRANE. P A 

6204060361 

90-279 

0 

CRANE. P. A 

6204120382 

90-279 

0 

CRANE, P. A 

8204140322 

90-279 

0 

CRANE. P A 

6204200141 

90-279 

J 

CRANE. P A 

6204200271 

90-273 

p 

CRANE. P A 

8204220201* 

90-279 

p 

CRANE. P A 

0204260188 

90-279 

p 

CRANE. P A 

8204270322* 

90-279 

a 

CRANE. P A 

8204290201 

90-279 

R 

CRANE. P. A 

0204300246 

90-133 

J 

CRANE. P, A 

CRANSTON. A 

0204300313 

0204010274* 

PR 

90-361 

H 

CRANSTON. A 
CRANSTON, A 

CRANSTON, A 

CREED, J R 

CREED. J R 

0204010379* 

6204130333 

6204220039* 

0204070484* 

8204260236* 

PR 

REOOD 

HISC 

70-36 

90-373 

a 

CRESSWeUL, T J 

8204210471 

90-329 

0 

CRESSWEUL, T J 

6204210476* 

90-329 

0 

CREWS, J L 

6204070306 

90-312 

p 

CREWS, J L 

6204290120* 

90-70 

a 

CREWS, J L 
CRISCtONE, J L 

6204290127* 

6204300293* 

POIA 

90-336 

a 

CR!6CI0NE,J L 

6204160969* 

90-336 

a 

CRI8Ty,n 
CRITTENDEN, J A 

8204190996 

8204230999* 

NUREO 

90-390 

3 

CRNtCH, J 

8204130236* 

90-496 

T 

CRNICH, J 

8204130236* 

96-498 

T 

CROCKER/H W 

6204010143* 

90-271 

a 

CROCKER, K W 

6204090432* 

90-293 

0 

CROCKER, H W 

8204090473* 

90-334 

0 

CROCKER, K W 

8204270412* 

90-367 

a 

CROCKER, K W 

6204300491* 

90-286 

6 

CROCKER, L P 

8204070943* 

90-496 

T 

CROPP,L 0 

CROSSMAN. W A. 

8204220690* 

6204120292* 

FOIA 

90-298 

3 

CR088MAN, W A 

6204120266* 

90-267 

3 

CR08SMAN. W A 

6204130192* 

90-498 

3 

CROSSHAM. W. A 

6204130393* 

90-3B2 

3 

CR08BHAN, W A 

6204260166* 

90-362 

a 

CR08BHAN, W A. 

6204260301* 

90-449 

e 

CR08BHAN.W A 

8204260309* 

90-449 

0 

CROSBKAN. W. A 

0204260391* 

90-449 

0 

CROUSE, R P 

8204010396 

90-346 

p 
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AUTHJR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CROUSE, R P 

6204010361* 

9Q-346 

P 

CR0U6E. R P 

6204060063 

90-346 

P 

CROUSE, R P 

6204090236 

90-346 

P 

CROUSE, R P 

0204130296 

90-346 

0 

CROUSE, R P 

6204190211 

90-346 

P 

CROUSE, R F 

6204200136 

90-346 

P 

CROUSE, R P 

8204200194 

90-346 

F 

CROUSE, R P 

8204860233* 

90-346 

<3 

CROUSE, R P 

6204260244* 

90-346 

Q 

CROUSE, R P 

8804260246* 

90-346 

0 

CROUSE, R P 

8204270162 

50-346 

P 

CROUSE. R P 

0204860411 

90-346 

F 

CROUSE, R P 

6204300270 

90-346 

0 

CROUSE, R P 

CROMiW T 

cnow.u T 

CRow.vi r 

CROU<W T 

CROW.W T 

CROW.W T 

CROW.W T 

CROW.VI T 

CROW.W T 

CROM.W T 

CROW, W T 

CROM.W T 

CROWLEY, C J 

6204300373* 

6204070700* 

8804 ISO 133* 
□2D4 160066* 
6204200406* 
6804200424* 
8204220230* 

6204230020* 

8204230224* 

8204230226* 

8204230234* 

6804860493* 

0204290909* 

6804280960 

90-346 

70-2039 

40-2061 
70-2936 
70-11 13 
70-39 B 
70-1257 

40-2061 

40-2061 

40-2061 

40-2061 

70-1151 

70-2948 

NUREO 

0 

CRUMP, 0 R 

8804090275* 

50-443 

A 

CRUTCHFIELD. 0 

6802840001 

90-244 

P 

CRUTCHFIELD. D 

6203160479 

90-199 

P 

CRUTCHFIELD, D 

0803160462* 

SO- 159 

P 

CRUTCHFIELD, 0 

6203160491* 

50-199 

P 

CRUTCHFIELD, D 

8203240399 

30-219 

P 

CRUTCHFIELD, D 

8804010265 

50-244 

P 

CRUTCHFIELD, D 

6804090085 

50-219 

P 

CRUTCHFIELD, D 

0204050104 

SO- 409 

P 

CRUTCHFIELD. 0 

6204050109 

30-245 

P 

CRUTCHFIELD, 0 

6204090160 

50-213 

P 

CRUTCHFIELD, 0 

6204050255 

90-244 

P 

CRUTCHFIELD. D 

0804050265 

90-244 

P 

CRUTCHFIELD, D 

88D40902aS 

50-837 

0 

CRUTCHFIELD, D 

6204070103 

90-27 

P 

CflUTCHFIELn, D 

8204070362 

90-249 

P 

CRUTCHFIELD, D 

0204070441 

90-29 

P 

CRUTCHFIELD, D 

0204070488 

90-206 

P 

CRUTCHFIELD, D 

0204000343 

50-153 

P 

CRUTCHFIELD, 0 

0204080361 

90-199 

P 

CRUTCHFIELD, 0 

0204060384* 

90-199 

P 

CRUTCHFIELD, D 

6204060390* 

90-193 

P 

CRUTCHFIELD, 0 

6204060396 

SO-219 

P 

CRUTCHFIELD, D 

8204080404 

50-219 

P 

CRUTCHFIELD, D 

8204080410 

90-409 

P 

CRUTCHFIELD. D 

0204030437 

90-213 

P 

CRUTCHFieUDi D 

0204070284 

50-249 

P 

CRUTCHFIELD. O 

820409022a* 

50-243 

P 

CRUTCHFIELD. D 

3204090233* 

90-249 

P 

CRUTCHFIELD, D 

6204090272 

90-199 

P 

CRUTCHFIELD, D 

8204090893 

90-206 

P 

CRUTCHFIELD, 0 

□204090332 

90-409 

P 

CRUTCHFIELD, D 

8204090366 

00-217 

P 

CRUTCHF lELD, D 

3804090390 

90- 1 99 

P 

CRUTCHF lELD, D 

6204120047* 

90-237 

P 

CRUTCHFIELD, D 

6204130046 

50-159 

P 

CRUTCHFIELD, D 

8204130090* 

50-159 

P 

CRUTCHFIELD, D, 

0204130093* 

90-193 

P 

CRUTCHFIELD, D 

8204130460 

30-293 

P 

CRUTCHFIELD, D 

6204140143 

90-244 

P 

CRUTCHFIELD, D 

6204140346 

90-133 

P 

CRUTCHFIELD. D 

6204140460 

30-244 

P 

CRUTCHFIELD, D 

8S04V40495 

30-233 

P 

CRUTCHF lELO, D 

8204140497* 

90-239 

P 

CRUTCHFIELD, D 

6204190242 

90-409 

P 

CRUTCHF lELD.D 

6204190320 

90-213 

P 

CRUTCHF lELD.D 

6204160405 

90-206 

P 

CRUTCHF I6LD. D. 

6204160426 

90-199 

P 

CRUTCHFIELD, D 

0204160434* 

90-139 

P 

CRUTCHFIELD, D 

6204160490* 

90-199 

P 

CRUTCHFIELD, D. 

6204190049 

90-409 

P 

CRUTCHFIELD. D 

0204190241 

90-2 1 9 

P 

CRUTCHFIELD, D 

0204190299 

90-244 

P 

CRUTCHFIELD, D 

8204190271 

90-244 

9 

CRUTCHFIELD, D 

8204190260 

90-244 

P 

CRUTCHFIELD, D 

□204200097 

90-213 

P 

CRUTCHFIELD, D 

3204200410 

30-213 

P 

CRUTCHFIELD, D 

8204210131 

80-299 

P 
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AUTHOR 

CRUrCHFIEUD.D 
CRUTCHFIECD. 0 
CRUTCHFIELD. D 
CRUTCHFIELD. D 
CRUTCHFIELD. D 

CRUTCHFIELD. D 
CRUTCHFIELD, D 
CRUTCHFIELD. D 
CRUTCHFIELD, D 
CRUTCHFIELD, D 

CRUTCHFIELD, D 
CRUTCHFIELD, D 
CRUTCHFIELD, D 
CRUTCHFIELD, D 
CRUTCHFIELD, 0 

CRUTCHFIELD, D 
CRUTCHFIELD, D 
CRUTCHFIELD, D 
CRUTCHFIELD, D 
CRUTCHFIELD, D 

CRUTCHFIELD, D 
CRUTCHFIELD, 0 
CRUTCHFIELD. D. 
CRUTCHFIELD, D 
CRUTCHFIELD. D 

CRUTCHFIELD, D 
CRUTCHFIELD, D 
CRUTCHFIELD, D 
CRUTCHFIELD, D 
CRUTCHFIELD, D 

CULVER, M. W 
CUMHINCS, J C 
CUtlHINOB, U J 
CUtiKINSS,J 0 
CUMMINS, J e 

CUNNINOmM.O E 
CUNNIHeHAM. 0 B 
CUhiNlH&mM.C E 
CUNNIHDHAH.O E 
CUNNINCHUM.O E 

CUNNINCmM.O E 
CUNNINOHAM.O H 
CUNRlHOmM.O H 
CUNNIHChHMrO H 
CUNNINOmM, G K 

CUHNlNOmH, L J 
CUHNINCWM. R E 
CUHNtNOWM, R C 
CUNNINOIMM. R E 
CUKMINOmM.R H 

CURNANE.R A 
CURRAN, D 
CURRAN, D 
CURRAN, D 
CURRAN. D 

CURRAN. J H 
CURRAN, U M 
CURSE Y, M 
CURTIS, U R 
CURTIS.H M 

CURTIS, N, H 
CURTIS, N W 
CURTIS.H M 
CURTIS, H H 
CURTIS.H H 

CURTIS, H M 
CURTIS.H H 
CURTIS, H H 
CURTIS, HU 
CURTIS.H U 

CURTIS.H U 
CURTIS.H U 
CURTIS.H U 
CURTIS.H U 
CURTIS, HU 

CURTIS. HU 
CURTIS, HU. 
CURTIS, H U, 
CURTIS, HU. 
CURTIS, H U 

CURTIS, HU 
CURTIS, H U, 
CUSHHIR.H 
CUTCHIN, J. K 
CUTCKINivJ M 


PERSONAL AUTHOR INDEX 


ACCESSION 

SUBJECT 


ACCESSION 

SUBJECT 

NUMBER 

CATEOORY 

AUTH3R 

NUMBER 

CATEGORY 

B2O481O140 

90-139 

P 

CUTCHIN.J M 

8204140410 

90-809 

0 

8804260013 

90-219 

P 

CUTCHINrJ M 

0804160010 

90-387 

0 

0204260029 

90-213 

Q 

CUTTER, A B 

08040 1009B 

MtSC 


8204260046 

90-29 

0 

CUTTER, A D 

8204290264 

MISC 


8204260049 

50-213 

P 

CUTTER, A B 

0204890864 

HISC 


820426D0S2 

90-206 

0 

CUTTER. A B 

B804S90278 

MISC 


8204260098 

90-29 

0 

CUTTER, A B. 

0804890878 

MISC 


8204260084 

90-206 

p 

CUTTER, A B 

8804290279* 

MISC 


8204260009 

90-213 

p 

CUTTER, A B. 

8204290279* 

MISC 


8204260103 

50-249 

p 

D'ANOELO, A 

8204070930* 

90-460 

0 

8204260131 

30-299 

p 

O'ANQELO, A J 

0804130320* 

90-900 

0 

0204260132# 

90-299 

p 

DADY, C E 

6804210083* 

FOIA 


8204260139# 

90-299 

p 

DAHL, R. L 

B20 4290322 

WASTE MOT 

0204260190 

30-237 

p 

DAIOLE.O L 

0804230040* 

40-8061 


8204260197* 

90-237 

p 

BAIL, L C 

8804020379 

REOOD 


0204260169* 

90-237 

p 

DALE, L F 

8204020300 

90-416 

A 

0204260207 

90-213 

p 

DALE. L F 

8804020489 

90-416 

A 

0204860812* 

90-213 

p 

DALE, L F 

8204050291 

90-416 

E 

8204260219# 

90-213 

p 

DALE, L F 

8804060020 

90-416 

A 

0204260201 

90-244 

0 

DALE, L F 

8204060035 

90-416 

A 

8804280217 

90-844 

p 

DALE, L F 

8204060086 

90-416 

A 

8204280827 

90-2 1 3 

p 

DALE, L F 

8204060109 

90-416 

E 

0204280441 

90-213 

p 

DALE, U F 

8204060138 

90-416 

A 

8204290077 

S0-S13 

p 

DALE, L F 

8204070197 

90-416 

E 

0804890329 

90-199 

F 

DALE. L F 

0804070810 

90-416 

A 

8804890949# 

90-837 

P 

DALE, L F 

0804070304 

90-416 

A 

8804300098 

94-10 

P 

DALE, L. F 

8804070313 

90-416 

A 

8204300063 

90-244 

P 

DALE, L F. 

8204070536 

90-416 

A 

0204300387 

90-837 

P 

DALErL F. 

8204090301 

90-416 

A 

8204300434 

90-206 

P 

DALE, L F 

0204090388 

90-416 

E 

8204200084# 

S 0-302 

R 

DALE, L F 

8204090399 

90-416 

A 

0204290689 

NUREO 


DALE, L F 

8204090382 

90-416 

A 

0005880808* 

90-320 

P 

DALE. L F. 

8204090462 

90-416 

A 

0204010943# 

FOIA 


DALE, L F 

8204120197 

90-416 

A 

0204130393# 

90-308 

0 

DALE, L F 

0204120108 

90-416 

A 

8204210019 

70-1880 


DALE. L F 

0204120396 

90-416 

A 

0204810397 

70-794 


DALE. L F 

0204 130893 

90-416 

A 

8804210679 

71-Y044 


DALE. L P 

0204130309 

90-416 

e 

6804810702 

71-9939 


DALE, L F 

0204130312 

90-416 

A 

8204220030 

70-734 


DALE, L F. 

8804130316 

90-416 

E 

8204290139 

71-9942 


DALE. L F 

8804190440 

90-416 

F 

B204 120189 

30-289 

0 

DALE. L P 

8804160489 

90-416 

A 

980 4 190078 

80-387 

0 

DALE. L. P 

8204160467 

90-416 

F 

BSO 42300 9S» 

40-2061 


DALE. U F 

8204160963 

90-416 

A 

0204260190 

S0-2B9 

0 

CALEiL F 

8204200343 

90-416 

E 

0804190970 

NUREO 


DALE. L F 

8304220070 

70-2936 


0010290091# 

FOIA 


DALErL F 

8204220367 

90-416 

A 

0804280641 

PROJ 


DALErL F 

BSO 4220386 

90-416 

A 

0804290869# 

70-794 


DALE, L F 

0204320903 

90-416 

Q 

BS04070941 

90-293 

F 

DALE, L F 

8204230229 

90-416 

a 

8204130879# 

0A999 


DALE.L F 

8204230267 

50-416 

A 

88042201 IS 

FOIA 


DALE, L. F 

8204230270# 

90-416 

F 

B2043201 18 

FOIA 


DALE, L F 

8204230334 

90-416 

0 

0204830893 

90-443 

o 

DALE, L P 

0204230473 

30-416 

A 

8204890893 

90-443 

o 

DALE, L F 

8204260132 

90-416 

E 

0304800210# 

90-206 

P 

DALE. L F 

8804260210 

30-416 

E 

0204840214* 

90-206 

p 

DALE, L P 

8204260262 

90-416 

£ 

0204290191* 

WASTE MOT 

DALE, L. F 

8804200272 

80-416 

A 

8204290249* 

90-70 

o 

DALE, L F 

8204290042 

90-416 

E 

0804090419* 

90-877 

t 

DALE, L F 

8204290263 

90-416 

Q 

0204010491 

90-307 

B 

DALE, L F 

8804290290 

80-416 

K 

0204090113 

90-307 

8 

DALE, L. F 

8204290891 

80-416 

A 

8804060379 

90-307 

A 

DALE, L.F 

0204290398 

30-416 

A 

6804080479 

90-307 

0 

DALE, L F 

8204300101 

90-416 

A 

0804090360 

90-307 

A 

DALE.L F 

8204300406 

30-416 

E 


AUTHOR 


eS0414D3S2 
B204 140400 
BS04 130393 
eS04IS04S4 
esa4iAoi.i4 

8804200199 

eS04800203» 

B304S00SOS» 

BSO4S3O409 

8804830432 

8804270267 
0804880490 
BSO 42804 96 
68048809100 
BSO 4890629 

B80 4300890 
8804300460, 
8804080843 
8804090016 
8204090023 


90-387 

90-387 

90-387 

REOOD 

90-387 

90-387 

90-387 

60-387 

90-387 

90-387 

90-387 

90-387 

REOOD 

90-307 

71-471 

PR 

90-387 

90-142 

90-889 

90-889 


DALTROFF, S L 
DALTROFF, 8 L. 
DAL TR OFF, B L, 
DALTROFF, 3 L 
DALTROFF, 3 L 

DALTROFF, S L 
DALTROFF, S L 
DALTROFF, S L 
DW-TROFF, B L 
DALTROFF, S. L, 

DALTROFF, S L 
DALTROFF, 8 L 
DANCE, H C. 
DANCE, H C 
DANCE, H.C 

DANCE, H C. 
DANCE. H. C 
DANCE, H C 
DANCE, H C 
DANCE. H. C 


8204080289# 

0204020491# 

8804080847 

8804180103# 

8804130888 

0804160960 

0204190188 

8804800031 

8204800266# 

8204830009# 

0204830868 

82048703B0 

6804010343* 

0804010367* 

0204010448* 

8204140219* 

0204140440* 

0804810208 

0204830306 

8204830409* 


90-277 

90-278 

90-877 

90-877 

90-277 

90-877 

90-877 

90-877 

90-877 

90-877 

90-877 

90-877 

90-336 

90-330 

90-290 

90-339 

90-890 

90-330 

90-340 

90-339 


DANCE, H C 
DANCE, H C 
DANCE, H.C 
DANCE, H C 
DANCE, H, C 

DANCE, K C 
DANCE, H C 
DANCE, H C 
DAN 1 ELS, F 
DANIELS, F 


DANIELSON, D H 
DANIELSm, 0 H 
DANIELSON. D H 
DANIELSON, D H 
DANIELSON, D H 

DANIELSON, D H 
DARMirZEL, R U. 
DARMITZEL, R U 
DARMITZEL, R U 
DARMITZEL, R U 

DARUI8, A 
DATE8MAH 0 H, 
DAVENPORT, L C 
DAVID, J, 
DAVIDSOHD R 

DAVIDSOHD R 
DAVIOSOH D. R 
DAV1080H 0 R 
DAVIDSOHD R 
DAVIDSOHD R 

DAVIDSOHD R 
DAVIDSOHD R 
DAVIDSOHD R 
DAVIDSOH D R 
DAVIDSOHD R 

DAVIDSOHD R. 
DAVIDSOHD R 
DAVIDSOHD R 
DAVIDSOH 0 R 
DAVIDSOHD R 

DAVIOSOH D R 
DAVIDSOH D. R. 
DAVIOSOH D. R 
DAVIDSOH D R 
DAVIDSOHD R 

DAVIDSOH D R 
DAVIDSOHD R 
DAVIDSOHD R 
DAVIDSOHD R 
DAVIDSOHD R 

DAVIDSOH D. R 
DAVIOSOH D R 
DAVIDSOHD R 
DAVIDSOHD R. 
DAVIOSOH D R 

DAVIDSOHD R 
DAVIOSOH D R 
DAVIDSOH D R 
DAVIDSOHD R 
DAVIDSOHD R 

DAVIDSOHD R. 
DAVIOSOH D. R 
DAVIDSOH D R 
DAVIDSOH D R 
DAVIDSOHD R. 

DAVIS, A. B 
DAVIS, A. B 
DAVIS, A B 
DAVIS, A. 8 
DAVIS, A B 

DAVIS, A B 
DAVIS, A. B. 

DAVIS, A B 
DAVIS, A B 
DAVIS, A. B 

DAVIS, A fi. 

DAVIS, A. B 
DAVIS, F 
DAVIS, F.C, 

DAVIS, F.C. 

DAVIS, F.C 
DAVIS, F.C. 

DAVIS, F.C ' 
DAVIS, F, X. 

DAVIS, F.X. 


ACCESSION 

NUMBER 

8804230486* 

8204230943 

8204830960* 

G204S8089t 

8804880396 

8204280473 

8204880907 

6204880947 

8204190010* 

8204280624* 

8204090169# 

8804090369# 

8204090389* 

8204200873* 

8804870299* 

8804270477* 

8804830936 

8S04S804B6 

BS04890896* 

8804890860* 

8804190073 

8804880087 

8204880011 

8804010399 

8804010171 

8204010329 
B3040 10364 
8804010439 
8804080277 
8804080319 

8804080347 

8204080943 

6804080996 

8804090302 

8204060094 

8804060118 

8804060189 

8204060137 

B2040S024S 

8804180389 

8804140321 

8204160898 

8804160367 

8804160494 

8804810089 

8804810100 

8804810104 

8804810133 

8804810843 

8204880104 

8804880317 

8804880380 

8204880349 

B204280484 

8804860146 

8804860160 

8804860191 

8204860198 

8804880317 

8804880404 

8804880409 

8204880480 

8804300820 

8804300361 

8304300410 

0804230072* 

8204230149* 

8204830246# 

8204830899# 

8804830868# 

8804230866# 

8804830871# 

8804830881# 

8804830390# 

6204830301# 

0204830304* 

8804830307* 

8804190943# 

8304190949# 

8804190946# 

8304230080# 

8804890838# 

8804890273# 

8804070931 

8204860897 


SUBJECT 

CATEOORY 


90-330 

90-880 

90-200 

90-880 

90-339 

90-399 

80-338 

90-800 

90-309 

90-309 

90-440 

90-268 

90-329 

90-440 

90-373 

90-866 

90-70 

90-73 

90-70 

90-70 


XPORTHC 

NUREO 

NUREO 

PRM 

90-440 0 


90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

80-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

90-440 

40-2061 

40-2061 

40-2061 

40-2061 

40-8061 

40-2061 

40-8061 

40-8061 

40-8061 

40-8061 

40-8061 

40-8061 

FDIA 

FOIA 

FOIA 

70-1216 

40-8186 

FOIA 

90-866 

90-866 


E 

E 

A 

A 

A 

S 

A 

A 

3 

F 

A 

E 

A 

E 

S 

F 

S 

A 

F 

e 

A 

e 

B 

e 

8 

G 

a 

A 

a 

A 

A 

A 

A 

A 

E 

E 

A 

a 

E 

E 


PERSONAL AUTHOR INDEX 


B19 


AWTWlfl 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORT 


DAVIStO 8 

B304S2019&* 

90-317 

B 

GAVie. J 

8204 140 ISA* 

90-20 

8 

CAV18.J 0 

8204230071* 

40-2061 


eAVIS.M J 

82042309AO* 

90-2BO 

0 

CAtfiSiP R 

8204260919* 

90-299 

P 

OAWIBiP A. 

8204290486* 

90-247 

P 

SAVISiR W. 

8204130362* 

FOIA 


OAtfiacV « 

8204290921 

40-8743 


OAUSaHiD M 

8204020940 

71-9001 


CCACafli M H 

8202260287 

90-293 

P 

£eACOI>I.W H 

8204010246 

90-293 

0 

CeACQNi U. H 

8204090091 

90-293 

P 

I>EACaN<M H 

8204130337 

90-293 

V 

CeAtONiKH 

8204140293 

90-293 

R 

CeACOHiUH 

8204270316 

90-293 

P 

C«»ART<HJ3i J M 

8204300143* 

90-199 

0 

HE1&1W.A 

8204020091 

90-299 

P 

OEtoeR.T K 

8204190399* 

70- 1 1 96 


CCIRUIN^J 

8204300334 

90-382 

8 

MCREAtT B 

8204010098* 

40-3392 


iCeCRSfti T. R 

8204010087* 

70-1191 


oeCAEBi T fl 

8204080003* 

70-28 


OCCKERiT.R 

8204090036* 

40-B027 


CeCKERiT B. 

8204190193* 

70-29 


E^CEC.F K. 

8204200417 

90-286 

J 

&££«. F. n 

8204200421 

90-333 

J 

CCICHHAMrJ L, 

8204190363 

90-201 

P 

OEiet-.B J. 

8204130102 

90-99 

8 

oeLeAiJOrT j 

8203220172* 

90-331 

P 

DCLOEORfleit. 0 

8204010496 

PR 


OeLeEOB{iC.L 0 

8204060124 

90-494 

A 

C€X,«OROetL 0 

8204070463* 

90-373 

Q 

CCLOEOA{:£«L Q 

8204190460 

PRM 


3>£V.CEOfiOe> L 0 

8204200329* 

90-299 

Q 

C€X«£ClfiCE:> L 0 

8204230196 

90-494 

A 

tCL.«£CfiQ£. L 0 

8204260292 

90-494 

F 

C«l«EC}A<X;it 0 

8204270292 

PR 


tCL«80R0RtL a 

8204270499* 

90-496 

0 

CdCEOfiOEit. 0 

8204270467* 

90-373 

a 

tiCLLiK 

8204260 196* 

90-922 

0 

CiCLLA AATFA. A. 

8204020442* 

70-162 


OCXAA AATfA. A. 

8204300388* 

70-1703 


OELt.UMS/ft V 

8204290139* 

90-70 

H 

DEHARiA^A N 

8204010409 

REOOD 


CCA ICON. E 

8204160979 

90-279 

R 

OENIBOty.e T 

8204290324 

90-279 

R 

cemisowA B 

8204210498 

90-398 

0 

CCXNISCK^A B 

8204210498 

50-398 

0 

CCWISOMA B 

8204230393 

50-390 

0 

ttCHNieOMrA B 

8204230393 

90-398 

0 

DEWV. r c 

8204230291* 

40-2061 


C«NTE»T J 

8204070319 

TOPREP 


CCNTtrT.J, 

8204070422 

TOPREP 


OCHTErT %l 

8204200270 

TOPREP 


DEWTEi T J 

8204230366 

TOPREP 


DEHTONiH 

8204220076* 

FOIA 


CeNTOH. K « 

8102180129* 

FOIA 


DCNTOH. H R 

8203100398* 

FOIA 


CENTON. K A 

8203290308 

90-244 

a 

tCNTOHi K A 

8203310149 

REVIEU ORP 

tCMTOM. K ft 

82040 lOOOB 

90-244 

a 

CCKTOMiK ft. 

8204080231* 

90-367 

0 

KKTON. H. ft 

8204080319 

50-133 

0 

CemOM, H R 

8204080321* 

50-133 

0 

CENTaN. K R 

8204090044 

PRM 


OCNTOW. HI R 

8204120477 

90-220 

8 

CCNTONi H. R 

8204140491* 

50-398 

M 

CeNTORi H. R 

8204160294 

90-199 

F 

CCMTOKi HI R 

8204160296* 

90-199 

F 

CCMTOH. H. R. 

8204200902* 

90-320 

P 

eOffOMp H R 

8204210499* 

90-320 

0 

OCMTOMp K R. 

8204210917* 

90-320 

0 

PCHTON. H. R 

8204220079 

90-322 

H 

OeNTOH. n R. 

8204230090 

90-307 

H 

OEPiTON. K R 

8204260017* 

90-373 

P 

OCNTONrH R 

8204290499 

90-913 

0 

DCNrONf H R 

8204300494* 

90-320 

P 

j*Rt«f,a L. 

8204010190 

NUREO 


{CRBiP H 

8204200269 

90-333 

J 

CCAKBiP.B. 

8204190302* 

90-133 

R 

CeftR.V. E. 

8204020932* 

CONTRACT 


DCRRi V. C 

8204270936* 

CONTRACT 


oeftftj V. e. 

8204270946* 

CONTRACT 


DCRA-V.E 

8204290634* 

CONTRACT 


oeitAt<:Kt«f.i4 

8204080918* 

90-379 

A 


AUTKIR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OESCQTEAUXpS a 

8S040203I0* 

90-416 

A 

OESHMUKH. 8 R 

8204120427* 

80-217 

8 

DEVINCENTie, J 

8204060092 

90-443 

A 

DEUINCENTIS, J 

8204060092 

90-443 

A 

DSUINCENTISi J 

8204060083 

90-443 

C 

DEVINCSNTI8, J 

8204060117 

90-443 

A 

OEVlNCENTISi J 

8204060117 

90-443 

A 

DEVINCEMTIB. J 

8204120SB1 

90-443 

E 

DEVlNCENTie. J 

8204120281 

90-443 

E 

DEVINCEMriS, J 

8204120323 

90-443 

A 

DEVINCENTI8. J 

8204120323 

90-443 

A 

DEVINCENTIS, J 

8204120334 

90-443 

A 

DSVINCENTIS. J 

8204120334 

90-443 

A 

DSUINCENTIS, J 

8204130224 

90-443 

A 

DEVINCENTIS, J 

8204130313 

90-443 

A 

DEVINCENTIS, J 

8204130313 

90-443 

A 

DEVINCENTIS, J 

8204140422 

90-443 

F 

DEVINCENTIS, J 

8204140422 

90-443 

F 

DEVINCENTIS, J 

8204160606 

90-443 

A 

DEVINCENTIS, J. 

8204210441 

90-443 

A 

DEVINCeWIS, J 

8204230222 

90-443 

A 

DEVINCENTIS, J 

8204230222 

90-443 

A 

DEVINCENTIS. J 

8204300226 

90-443 

A 

DEVINCENTIS, J 

8204300226 

90-443 

A 

DEVINCENTIS, J 

8204300280 

90-443 

A 

DEVINCENTIS, J. 
DEVINE, J B 

DEVINE, J B 

DEVINE. J B. 

DEVINE, J B 

8204300230 

8204080209 

8204070081 

8204220139 

8204270328 

90-443 

XPORTLIC 

XPORTLIC 

XPOBTLIC 

XPORTLIC 

A 

DEVINE, J F 

8204070404 

90-440 

A 

DEVINE, T 

8204140010 

50-398 

0 

DEVINE, T 

DEVINE, T. 

8204140017 

8204140199 

90-398 

FOIA 

A 

DEVINE. T 

8204210967 

90-398 

H 

DEVINE, T 

DEVINE, T 

8204210783 

8204220981 

90-393 

FOIA 

A 

DEVINE, T 

8204230496 

90-358 

0 

DEVLIN, J W. 

8204210631* 

90-47 

0 

DEWET, L S 

8204070933 

80-828 

T 

DEHEV.L.S. 

8204080387 

90-828 

Q 

OEHEY, L S 

8204130142 

90-828 

0 

DENEY.L.S 

8204200218 

90-828 

O 

DEWITT, R B. 

8204010309 

90-199 

F 

DEWITT, R B 

OEYOUNO.R C 
DEYOUNO.R C 

8204270337 

8204140110* 

8204810989* 

90-299 

FOIA 

FOIA 

P 

DEYOUNO.R C. 

8204270991 

90-321 

0 

OEYOUNO.R C 

8204270996* 

90-321 

0 

DEYaUNO.R C 

8204270998 

90-328 

Q 

OEYOUNO.R C 

8204270963* 

90-328 

0 

DEYOUNO.R C 
DIAMOND, D J 

8204280468* 

8204070100 

REVIEW GRP 
NUREO 

DIAZ.N. J 

8204270483 

90-83 

P 

DICKENSON, R E 

8108100239* 

90-367 

0 

DICKENSON, R E 

8204060048 

90-367 

A 

DICKERSON, K W 

8204130233* 

90-267 

a 

DICKEY, F 

8204020349* 

SO-31 1 

s 

DICKEY, F 

8204070S69* 

90-311 

8 

DICKEY, F 

8204080371* 

90-272 

s 

DICKEY, F 

8204080922* 

90-311 

S 

DICKEY. F 

8204220377* 

90-272 

8 

DICKEY, F 

8204220432* 

90-272 

a 

DICKEY. F 

8204220442* 

90-311 

8 

DIECKAKP.K 

8204120336* 

90-287 

1 

DIETCH. R 

8204080272 

90-206 

p 

DlETCHiR 

8204080276* 

90-206 

p 

DIETCH, R 

8204200392 

90-361 

p 

dietch, R 

8204200399* 

90-361 

p 

OIETCH.R 

8204270207 

90-206 

p 

dietch, r 

8204270211* 

90-206 

p 

OIETERICH.R. A 

8204260 178* 

90-312 

0 

DIETZ, C R 

8204020179 

90-329 

8 

DIETZ, C R 

8204020213 

90-324 

8 

DIETZ, e R 

8204020273 

90-329 

8 

DIETZ, C fi 

8204020303* 

90-325 

8 

DIETZ, C R 

8204020309 

90-329 

8 

DIETZ, C R 

82040203 1 9* 

90-325 

8 

DIETZ, C R 

8204020343 

90-329 

8 

DIETZ, C H 

8204020392 

90-324 

8 

DIETZ, C R. 

8204020367 

90-324 

8 

DIETZ, C R 

8204020388 

90-324 

8 

DIETZ, C.R. 

8204020403 

90-329 

S 

DIETZ, C R 

820 40204 90 

90-329 

8 

DIETZ, C R 

8204020907 

90-329 

S 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

DIETZ.C R 

8204020S48 

90-324 

a 

DIETZ, C R 

8204080047 

90-324 

s 

DIETZ.C R 

8204080063 

50-324 

a 

DIETZ.C R 

8204080069 

90-329 

8 

DIETZ.C R 

8204030263 

50-324 

a 

DIETZ.C n 

8204080312 

90-329 

3 

DIETZ.C fl 

8204080330 

90-324 

8 

DIETZ.C R 

8204160170 

90-329 

8 

DIETZ.C R 

8204160187 

90-324 

8 

DIETZ.C R 

8204160201 

90-324 

B 

DIETZ.C R 

8204160243 

90-324 

8 

DIETZ.C R 

9204160268 

90-324 

8 

DIETZ.C R 

8204160279 

30-329 

B 

DIETZ.C 11 

8204160307 

90-324 

8 

DIETZ.C A 

8204160317 

90-324 

5 

DIETZ.C R 

8204160336 

90-329 

S 

DIETZ.C R 

8204160341 

90-325 

s 

DIETZ.C R 

8204160346 

90-324 

8 

DIETZ.C R 

8204160397 

90-329 

8 

DIETZ.C R 

8204160439 

50-324 

S 

DIETZ.C R 

8204160492 

50-329 

s 

DIETZ.C R 

8204160470 

90-324 

a 

DIETZ.C R 

820416048S 

90-324 

s 

DIETZ.C H 

8204160962 

50-329 

B 

DIETZ.C R 

8204160967 

50-324 

6 

DIETZ.C R 

8204160973 

50-324 

3 

DIETZ.C R 

8204270327 

50-324 

R 

DIETZ.C R 

8204280204 

50-324 

a 

DIETZ.C R 

8204280207 

90-324 

S 

DIETZ.C R 

8204280281 

90-324 

a 

DIETZ.C R 

8204280319 

90-324 

8 

DIETZ.C R 

8204280326 

50-324 

8 

DIETZ.C R 

8204280367 

50-324 

8 

DIETZ.C R 

8204280372 

80-324 

8 

DIETZ.C R 

B20 42804 99 

90-324 

8 

DIETZ.C R 

8204280470 

50-324 

a 

DIETZ.C R 

DIETZ. 0 

DIETZiO fl. 

DIETZ. 0 fl 

DIETZ, a R 

DIETZ, O R 

DIETZ, 0 R 

DIETZ, 0 R 

8204280480 

8204140246* 

8204140102* 

8204140187* 

0204140243* 

8204140293* 

6204140263* 

8204140287* 

90-329 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

s 

DtOOS, R M 

8204070649 

90-324 

p 

Dices, R M 

8204120039 

30-286 

p 

DtOOS, R M 

8204270+97 

90-27B 

p 

DIQNAN, T 0 

6204080421 

90-443 

0 

DIONAN, T 0 

820408042 1 

90-443 

0 

DIONAN, T 0 

B2040BG434 

90-443 

0 

DIONAM, T 0 

8204080434 

50-443 

0 

DtONANi T 0 

8204140313 

90-443 

0 

DIONAN, T 0 

6204140313 

90-443 

0 

DIONAN, T 0 

6204140407 

90-443 

Q 

DIONAN, T 0 

6204140407 

90-443 

O 

DIONAN, T 0 

8204170191 

50-443 

0 

DIONAN, T. 0 

8204170191 

90-443 

0 

DIONAN, T, 0 

B204210476 

90-443 

o 

DIONAN, T 0 

8204210478 

90-443 

0 

DIONAN, T G 

8204210460 

90-443 

0 

DIONAN, T 0 

8204210480 

90-443 

a 

DIONAN, T G 

8204210471 

90-443 

Q 

DIONAN, T G 

8204210471 

50-443 

0 

DIONAN, T. G 

8204230231 

50-443 

0 

DIONAN, T.G 

8204230231 

50-443 

0 

DIONAN. T G 

8204230972 

50-443 

0 

DIONAN. T G 

8204230972 

90-443 

Q 

DIONAN, T G 

8204280280 

90-443 

0 

DIONAN. T. G 

6204280280 

90-443 

0 

DIIANNI.D 

8204020037 

90-282 

p 

OILANNl.S C 

8204220006 

90-202 

p 

DICLARO.F D 

8204120183* 

90-337 

p 

OIHIEOLIO, A F 
DINOELL. J. D 
DINNEEN.D W 

DIRCKS. M J 
DiRCKS. U J 
DIRCKS. M J 
DIRCKS. U J 
DIRCKS. U J. 

DIRCKS, U J 

8204200277 

8204010918* 

6204190272* 

8004020704* 
8009220790* 
6107300117* 
81 10270942* 
6110280913* 

S111270336* 

90-193 

27-47 

FOIA 

FOIA 

FCIIA 

FOIA 

FOIA 

FOIA 

lOCFH 

8 

DIRCKS, W J. 
DIRCKS, U J 
DIRCKS, U J 
DIRCKS, U J 

6201080076* 

8201220033* 

8201290463* 

8202010377* 

REVIEW 

FOIA 

lOCFR 

tOCFR 

ORP 



PERSONAL AUTHOR IIMDEX 


AUTKIR 

DIRCKS.O J 
DIRCKS.W J 
0inCK6.H J 
DIRCKS.W J 
DIRCKSrU J 

DIRCK8. U 
OIRCKS. W J 
DIRCKS. M J 
DIRCKS. W J 
OIRCKS. W J 

DIRCKS. U J 
DIRCKS. W J 
DIRCKS, U J 
DIRCKS, M J 
OIRCKS. H J 

DIRCKS, W J 
OIRCKS. M J 
DIRCKS. W J 
DIRCKS. H J 
OIRCKS, W J 

DIRCKS. J 
DIRCKS. g J 
Oise. D p 
DISE. 0 P 
DICE. D P 

OISE. D P 
OISE. D P 
OISE. 0 P 
DIBS. D P 
DLUOSS. I- 

OODA. R sf 
DDDD3. R T 
OODDS. R T 
DODDS. R T 
DODDS. R T 

DODDS. R T. 
DODDS. R 7 
DODOS. R T 
DODOe.H T 
DOEOES. J E 

DOERFLEIM.L T 
DDERPLEIN. L T 
DDEHFUeiN. L T 
DOHERTV.J P 
DOHERTV.J F 

DOLAN. L C 
DOLINS.S U 
DOMARATIKI. Z 
DONALDSCN. 0 E 
OONOOm/E. D J, 

DONOOHUe. 0 J 
ODRQQHUe. D J 
DONOOHOe. D J 
DONOOHUE. D J 
DOPSaVIC. D A 

DOR le. H 
DORSEY. J A 
DORSEY. J A 
DORSEY, ft 
DORSEY, ft 

DOUOAH. J R 
DOUOHERTV.C J 
DOHNEY, T J 
OOYE.L C 
DOYLE. A e 

DOYLE. A e 
DOYLE, A E 
DOYLE, A E 
DOYLE. A E 
DOZOISi C L 

DRAOQNEITE. K 
DRACONETTE. K 
DRAODNETTE, K S 
ORAOONElTEi R S 
DRAYTON. H E 

DR AVION. H E 
SRAVTON.H E 
DRAYTON, H E 
DflEHER.F A 
DREHER. 0 B 

DREIFUS.L S 
DRISKILL, D D 
ORISKILUD 0 
DRISKILL D D 
DiM.S.S 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

8203090 1 1 2 
8203190204* 
82031 704 BO 
8204010266 
8204010283 

SECY 

lOCFR 

90-279 U 

90-329 H 

90-440 H 

DUBINSKI, L 
DUBOFF.S H 

DUBRE, R P 

DU3RY.N e 
DUOSTAD.O 

8204210193* 

8204260208 

8204280337 

8204160334* 

8204160115* 

40-2293 

90-408 0 
90-312 8 
90-319 0 
90-282 R 

EICH, E F 

EICH, E F 
eiCH.E F 

EICH, E F. 
EtCHENHCLZ.H 

8204020110 

8204090390 

8204070623 

B2040S0235* 

8204140032 

50-996 A 

FOIA 

40-2061 

30-244 P 

30-440 A 

DUMMER. 0 H 
DUNLAP. J M 

DUNN, C N 

OUNN.C N 

DUNN, C M 

8204270138* 

8204210306* 

8204070316 

8204070437 

B2040704BI 

CONTRACT 

90-3&7 0 
90-334 R 
90-334 0 
90-334 8 

EICHENHQLZ.H 
EtCHHORNH H 
EICHHORNW H 
EILPERINS F 
EILPERINS F 

8204190084* 

8204190044 

8204220028 

B20422OS79* 

8204220628 

40-2061 

90-328 H 

MI SC 

FOIA 

90-302 H 

DUNN.S D 
DUNNINO.D E 
DUPREE. D 

DURR, J. 

DURR, J P 

8204190910* 
8204300022 
820419091 1* 
8204200223* 
8204020234* 

90-280 R 
NUREO 

90-327 R 
90-412 0 
90-392 a 

EILPERINS F 
EI8ENBER0.N A 
EI8ENHART, L D 
EI8ENHUT,D 0 
EtSENKUT, D G 

8204230321 

8204260199 

8204260379* 

8204280397* 

8204280640* 

SO-313 H 
90-320 K 
lOCFR 

30-466 0 
lOCFR 

DURR.J P. 

DURR , J P 

DURR.J P 

OUTTON, D E 

DUVAL. D L 

8204160461* 

8204220497* 

8204230905* 

8204300369 

8204010419 

90-332 a 
90-352 0 
90-322 0 
90-424 A 
REOOD 

ETSENHUT.O G 
EISENHUr, D 0 
erSENHUT, D 0 
EI3ENHUT, D 0 
EtSENHUT, D 0 

8204290031* 

8204290876 

8204090342 

8204060097 

8204060147 

lOCFR 

90-320 H 
90-220 R 
90-220 P 
30-220 F 

DUVALL, D 0 

DUVALL. 0 D 

EAOIE. 0 0 

EADIE. 0 0 

EADIE, 0 0 

8204190297* 

8204210319* 

8204020067 

8204200348 

0204260499 

QA999 

QA999 

40-8200 

40-299 

WASTE MOT 

EISENHUT, D 0 
EIBENHUT, D G 
EISENHUT, D G 
EISENHUT, D 0 
EISENHUT, D 0 

8204060191 

8204190378 

0204190070 

8204190393 

8204300432 

90-220 P 
50-220 R 
90-220 P 
71-6379 

HISC 

EADIE, 0 0 

EAPEN.P K 

EAPEN.P K 

EARLEY, A F 

EARLEY. A F 

8204290109 

0204080996* 

8204300300* 

8204220609 

8204220609 

40-299 

50-334 a 

30-213 a 

FOIA 

FOIA 

EIBENHUT, D 0 
EISENHUT, D G 
EISENHUT, D 0 
EIBENHUT, D.G 
EISENHUT, D G 

8204140360 

8204070938* 

8204130328* 

8204130336* 

8204140232* 

t&E 

50-460 a 
50-90 B a 
90-460 a 
90-903 a 

EARLEY. A F 

EARLEY, D F 

EARLEY. D F 
EBERLY.R 

EBNETER.S 0 

8204260223 

8204230272* 

8204230276* 

8204140492* 

8204020473* 

90-322 0 

40-2061 

40-2061 

90-322 T 

90-293 a 

EISENHUT, D 0 
EISENHUT, D 0 
EISENHUT, D 0 
EISENHUT, D 0 
EIBENHUT, D.G 

9204280436 

8204290127* 

8204300084* 

8204010490 

8204090332* 

90-460 S 
30-70 a 
90-30a Q 
REOOS 

70-287 

EBNETER.B D 
EPNETER.8 D 
EBNEIER.& 0 
EBNETER.S D 
EGGLESTON. K T 

8204200492* 

8204280437* 

8204300304* 

S2043D0394* 

8204210001 

90-410 0 

90-29 0 

90-410 0 

90-333 0 

90-293 P 

EISENHUT, D 0 
EIBENHUT, 0 0 
EISENHUT, D 0 
EISENHUT, D 0 
EIBENHUT, D G 

8204020197* 

8204020239* 

8204300298* 

8204070993 

8204280349 

90-333 Q 
90-220 0 
90-333 0 
30-466 Q 
50-466 0 

ECCLESTCN. K T 
eCCLEBTCN.K T 
eCCLESrON.K T 
eCCLESTQN. K T 
ECKERMANK F 

8204230212 

8204260042 

8204260099 

8204270907 

8204300022 

90-293 P 
90-293 P 
90-293 P 
90-293 P 

NUREO 

EISENHUT, D 0 
EISENHUT, D 0 
EISENHUT. D 0 
EISENHUT, 0 0 
EISENHUT, D G 

8204260229 

a2042?0242» 

8204090278 

8204300462* 

8204010922* 

PRM 

40-8186 

90-440 D 

90-219 0 

FOIA 

ECKERT, H J 

ECKERT, H J 

ECKERT, K J 
ECKHARDT, J 
ECKHARDT, J 

8204300383* 
8204 3003 B3* 
8204300389* 
8204 1 30304 
8204140241* 

30-159 0 
90-199 0 
90-189 0 
90-312 S 
50-528 0 

EiaENHUT.D 0. 
EISENHUT, D 0 
EIBENHUT, D G 
EL-ASHRY.M T 
EL-ASHRY, M T. 

8204010929* 

83040t0929» 

8204010939* 

8204220606* 

8204080461 

FOIA 

FOIA 

FOIA 

FOIA 

50-449 M 

ECKHARDT, J H 
ECKHARDT, J H 
ECKHARDT. J H 
ECKHARDT, J H 
E0DIN06.H 

8204140217* 

8204140248* 

8204140340* 

8204300210* 

8204090339* 

90-279 Q 
90-362 a 
90-312 0 
90-206 0 
90-327 R 

ELDRED, D T 
ELLINOWOOD, B 
ELLIOTT.C W 
ELLIQTT.C g 
ELLIOTT.C.M 

8204260468 

8204070468 

8204070468 

8204090080 

8204220614 

CONTRACT 

50-320 H 

90-320 H 

CONTRACT 
CONTRACT 

EDDINOS.K 

E0DIN09.K 

EOD INOS. H 

EODLEHAN 

EDELSTEIN, 8 

8204090341* 

8204090349* 

8204190911* 

8203170947 

8204220687 

90-327 R 

90-327 R 

90-327 R 

PRM 

XPORTLIC 

El LIS, J 

ELLIS, J 

ELLIS, J 

ELLIS, J, 

ELLIS, J 

8204290619 

8204120437 

8204010290 

8204090189* 

8204090330* 

NUREO 

90-483 A 
90-322 U 
90-346 F 
90-309 R 

eOELSTEIN. B 
EDELSTEIN, B 
EDELSTEIN. B 
eDELBTEIN.S 
EOELBTEIN. D 

8204140009 

8204140011 

8204200929 

8204270161 

8204270166* 

XFORTLtC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

ELLIS, W B 

ELLIS, U.B. 

ELLIS, W B 

ELRICK, R H. 
ELROD, 8 A 

8204090396* 

8204190282* 

8204190349* 

8204160172* 

8204220711* 

90-309 R 

90-309 R 

90-29 H 

90-309 R 

CONTRACT 

EDELSTEIN. D 
EDELareiNtD 

EDOAR . 0 L 

EDOAR, 0 L 

EDOAR. 0 L 

8204270169 

8204270103* 

8204080129 

8204080967 

8204190163 

XPORTLIC 

XPORTLIC 

90-937 0 

90-937 0 

30-937 0 

ELROD, 8. A 
ELSA68ER, T 
EL8AS8ER, T C 
ELSASBER, T C 
ENOEL.R e 

8204230079* 
8204290434* 
0204230036* 
8204270 J 60 
8003070112* 

70-1216 

70-1216 

70-1216 

WASTE MOT 

FOIA 

EDOAR. O.L 

EDOAR. 0 L 

ED0EW0R7H. P 
EDCEgORTH. P. 
BOOEHORTH, P J 

8204190186 
820421094? 
8204 2209 9 S 
8204220999 
8204220024 

90-937 0 

90-937 0 

CONTRACT 

CONTRACT 

CONTRACT 

ENGEL, R E. 

ENGEL, R.E 

ENGEL, H P 
ENOELHARDT.T F 
ENGEL KEN, R H 

8204140471* 

8204230112* 

8204230188* 

8204140136* 

8204090199* 

40-aiI8 

70-1216 

40-8118 

90-20 S 

40-8102 

EDISON. 0 E 

EOLER.S K 

EDWARDS, 0 L 

EDWARDS, D W 

EDWARDS, D W 

B1102300BB* 
8204020027 
82042201 19 
8204190464 
8204160279 

90-486 A 

NUREO 

40-3493 

PR 

90-271 P 

ENO0.KEN,R H. 
ENGELKEN.R H 
ENOELKEN, R. H. 
ENOELKEHR.H 
ENOELKEN, R H. 

8204010491 

8204190333* 

8204270399* 

8204300299* 

8204140230* 

REOOD 

QA999 

50-482 0 

0A999 

TOPREP 

EOOENBERCER, A 
EOOENBERCER, A 
EOOERB, A V, 

EHSAN, H 

EICH, E 

8204200129* 
8204200129* 
8204070690 
8204300113* 
8204 190 192* 

50-199 0 

90-199 0 

FOIA 

90-416 A 

90-247 R 

ENOELKEN, R H 
ENGELKEKR.H 
ENOELKEN. R H. 
ENOELKEN. R, H. 
ENOELKEN, R. H. 


ACCESSION SUBJECT 

NUMBER CATEODRY 


B304090003* 

0204190282* 

820419029B* 

8204190283* 

B2040B0367* 

B204 160371* 

8204010369 

8204010369 

8204220199* 

8204220176* 

8204260169* 

B00919091B* 

8204210320 

8003130391* 

8009190642* 

8104100493* 

8110070420* 

0202110074 

8203190001 

8204010237 

8204060142 

8204070093* 

0204080392* 

8204090313 

8204120020 

0204120070 
8204120108 
82041201 II* 
8204140482 
8804180094* 

8204160137 

8204160149* 

8204160192 

8204160199 

8204210299 

8204210780 

8204220244 

0304220468* 

8204260012 

8204270009 

8204270091 

8204290023* 

8204290281 

8204290329 

8204290360* 

8204290979 

8804290638 

8204300006 

8204070428 

8204280393 

8204120318* 

8204160038 

8804140109 

8204220136 

8204280099 

B20428024B 

8204280332 

8204280336 

8204280343 

8204280376 

82040601 13* 

8204060120* 

8204060127* 

8204290629 

8204140219* 

8204230409* 

8204080367* 

8204270298* 

8204300314* 

8202080274 

8203240232* 

8204120421 

8204280914 

8204290108* 

8204090360* 

8204090403* 

8204090429* 

8204140423* 

8204210608* 

8204210623* 

8204210633* 

9204830047* 

8204230093* 

8204230468 

8204290944* 


90-247 R 
80-247 R 
80-247 R 
90-247 ft 
80-293 a 

80-293 3 

90-367 0 

90-367 e 
90-259 e 
80-289 O 

80-320 H 

FOIA 

RES 

90-248 P 
FOIA 

90-336 9 

FOIA 

90-249 P 
90-3 P 
90-313 p 

90-10 P 
90-273 P 
90-188 P 
50-206 P 
80-278 P 

90-373 A 
80-449 A 
80-449 A 
80-390 E 
a 0-367 A 

90-928 A 
90-928 A 
50-10 P 
30-3 P 

90-3 P 

90-244 P 
80-309 P 
FOIA 

80-373 P 
80-312 P 

80-312 P 
lOCFR 
80-237 p 
aO-199 F 
REVIEH «SP 

90-298 P 
80-324 9 

90-317 P 
90-327 3 

80-327 8 

90-346 S 
NUREO 
80-392 A 
FOIA 

30-392 9 

80-449 9 

80-448 0 

80-449 0 

80-449 0 

80-449 « 

80-249 I 
80-249 ] 

80-245 I 
NUREO 
80-333 3 

80-338 0 

80-293 0 

80-213 0 

80-248 0 

TOPREP 

80-366 P 
TOPREP 
71-9164 
FOIA 

90-133 0 

80-133 Q 
80-133 0 

80-133 0 

80-139 a 
80-139 a 

90-139 0 

70-1216 
70-1216 
80-344 P 
70-1216 


PERSONAL AUTHOR INDEX 


621 



ACCESSION 

SUBJECT 


AU1KW 

NUMBER 

CATECORV 

CWCELBEKR H 

0204300460 

90-206 

P 

EMflli D. 

B2040200SO 

NUREO 


EN«]< 0. 

0304020069 

NUREO 


E>«X.EiL.B 

0204300364 

90-330 

P 

Cvei.E.L.B 

0204370007 

90-336 

P 

PilESSiK 

0204130404 

PR 


E7aTE [tl.E 

020431 0042* 

70-263 


t}>aTE.tfl<E 

0204310878* 

70-263 


EPSteiN^E 

020431 0SS3* 

70-263 


[PsreiN^E 

0204810807* 

70-263 


CRI.C H 

0204090169* 

80-440 

Q 

tS?E¥, 0 J 

e2041Y0161* 

90-311 

B 

ESSIO. T,H 

0204330363* 

90-271 

0 

Esaia. T V 

8304330389* 

40-2061 


ES9I9. T M 

aS042a03?6» 

40-2061 


Esaicr^T H 

0304230302* 

40-2061 


EBTEV.H P 

8304210491 

40-0064 


CSTEV.H P 

0204270030 

40-8064 


Esrcv^H P 

8304270034 

40-6064 


ESTRADA^ J A 

8204080136 

POIA 


ESTRADA.O A 

8304230189 

FOIA 


ETOrH 

8304190867 

NUREO 


EURVi L H 

8204130409 

90-261 

F 

EURVt L V 

8304130449 

90-384 

P 

EVAIS. C &. 

8304140210* 

90-399 

0 

EVAM3.C D 

8304230400* 

90-340 

0 

EVAJVSr J 

8304090189* 

90-346 

F 

EVANS, P A 

8203 1 90274* 

90-430 

A 

E«flEiriJ.t 

8304080081* 

80-171 

I 

EWBEfr^J t 

8804090408* 

90-277 

I 

Ev<EnETrin J. 

8304090343* 

40-1162 


EV^AETSiJ.C 

8304030269* 

90-142 

P 

FMINSrE 

8204130380 

90-313 

P 

FABREKAHT.V I 

8304330833* 

90-382 

T 

FABREKANTiV 1 

0304330833* 

80-382 

T 

FM-Bi E 

8204080839* 

90-373 

F 

FALKENHEINER, 0 

8804310360 

80-480 

A 

FAR WELL. A. S 

8304160017 

30-329 

0 

FARRAR rV P. 

8304390112* 

80-396 

R 

FASANO, A 

8304030302* 

30-289 

Q 

FA3AN0. A 

8204130133 

90-209 

8 

FASANO. A 

8204160343 

90-320 

0 

FA9AN0. A 

0304190246 

90-320 

0 

FASANO. A 

0204330491* 

90-289 

a 

FAULKHER. H J 

8304130118 

90-341 

A 

FA¥.C.W 

8304160081 

90-266 

R 

FAV.e W 

0304030136* 

80-266 

F 

FAY.C W 

8304080183 

80-266 

8 

FAV.C H 

BS040S01S8* 

80-266 

0 

FAV.C U 

B3O40S0S34 

30-266 

P 

FAYiC U 

8304070319 

90-266 

R 

FAYtC W 

8204120199* 

90-266 

F 

FAYiC M 

0304120339 

90-266 

P 

FAYiC. W 

8204120403 

80-266 

F 

FAY,C M 

0204120443 

80-266 

F 

FAYtC.W 

8304120482* 

90-266 

F 

FAY,C, HT 

8204130376* 

80-266 

F 

FAF.C.S 

8204140494* 

80-266 

0 

FAY,C. H. 

8204190491 

PR 


FAY#€. M. 

8204160089* 

80-266 

R 

FAY,«. W 

8304160146 

80-263 

R 

FAY,C.U. 

0204300014 

80-266 

0 

FAYfC.M 

0304210167 

90-266 

0 

FAY,C.K 

8204210283* 

80-266 

P 

FAY,C.M 

0204280390 

80-266 

S 

FAY,C. HI 

0204220394* 

90-266 

0 

FAY,C. H 

0204260228 

90-266 

0 

FAY,C.W. 

0204280270 

90-266 

R 

FAY«C.K. 

8304280279* 

80-266 

R 

FAY#C. W 

8204300439* 

80-266 

8 

fE£MANi J 0 

0204090421* 

80-277 

1 

relCRASEMO.C □ 

0204 1 40283* 

30-202 

0 

reiNSERO. V D 

8304260211 

30-247 

0 

FEJTKNECHT.C 

8304070406 

90-334 

R 

retcE;, o K 

8304300036 

NUREO 


fCLDKANI,A 

0304010399 

PRM 


FEXOMAN,*! H 

8304330496 

90-398 

0 

FELTOM, H 

8304010001 

FOIA 


FCLTdMi J M. 

8304010817 

FOIA 


F&LTOH. J N 

8304030129 

90-266 

F 

FELTOFI# J. « 

830 403 0348 

90-142 

P 

FELTan. »F « 

6304030871 

40-2061 


riLfON, J. 41 

0304020578 

FOIA 


FELTOM. J 41 

0304080369 

90-279 

P 

FELTOM. J « 

0204080419 

90-416 

A 


ACCESSION SUBJECT 


AUTH3R 

NUMBER 

CATEOORy 

FELTON 

J H 

0204070079 

FOIA 


FELTON 

J M 

0204070102 

SO-416 

A 

FELTON 

J M 

0204070637 

50-279 

P 

FELTON 

J M 

0204070692 

FOIA 


FELTON 

J M 

0204000088 

90-206 

F 

FELTON 

J M 

0204000101 

50-409 

F 

FELTON 

J M 

0204000111 

90-322 

F 

FELTON 

J M 

0204000126 

90-380 

A 

FELTON 

J M 

0204000139 

FOIA 


FELTON 

J M 

8204080109 

90-319 

F 

FELTON 

J N 

0204000207 

90-430 

A 

FELTON 

J M 

8204000301 

90-346 

F 

FELTON 

J M 

0204090140 

FOIA 


FELTON 

J M 

8204090182 

90-346 

F 

FELTON 

J M 

8204090193 

90-200 

F 

FELTON 

J H 

8204090203 

90-330 

F 

FELTON 

J M. 

8204090219 

90-320 

F 

FELTON 

J M 

8204090226 

90-319 

F 

FELTON 

J M 

B20409D242 

90-294 

F 

FELTON 

J M 

0204090299 

FOIA 


FELTON 

J M 

0204090273 

FOIA 


FELTON 

J M 

6204090292 

FOIA 


FELTON 

J M 

0204090295 

FOIA 


FELTON 

J M 

0204090300 

90-287 

P 

FELTON 

J M 

0204090336 

40-2061 


FELTON 

J H 

8204090344* 

FOIA 


FELTON 

J M 

S2O4O9O409 

80-390 

F 

FELTON 

J M 

8204120010 

90-392 

A 

FELTON 

J M 

820412009? 

90-277 

F 

FELTON 

J M 

8204120149 

90-269 

F 

FELTON 

J H 

0204120196 

90-219 

F 

FELTON 

J M 

8204120163 

90-387 

F 

FELTON 

J M 

0204120177 

90-294 

F 

FELTON 

J M 

8204120194 

80-266 

F 

FELTON 

J K 

8204120206 

90-397 

F 

FELTON 

J M 

8204120210 

90-344 

F 

FELTON 

J M 

0204120238 

90-206 

F 

FELTON 

J M 

0204120288 

90-321 

F 

FELTON 

J M 

0204120262 

90-142 

F 

FELTON 

J H 

0204120269 

90-244 

F 

FELTON 

J K 

0204120479 

90-10 

F 

FELTON 

J M 

8204120481 

90-266 

F 

FELTON 

J M 

8204130004 

90-321 

F 

FELTON 

J M 

8204130007 

90-339 

F 

FELTON 

J M 

8204130014 

90-29 

F 

FELTON 

J H 

8204130019 

90-315 

F 

FELTON 

J M 

8204130027 

90-269 

F 

FELTON 

J M 

8204130037 

FOIA 


FELTON 

J M 

8204130049 

90-3 

F 

FELTON 

J M 

8204130099 

90-321 

F 

FELTON 

J K 

8204130064 

50-289 

F 

FELTON 

J M 

8204130070 

90-313 

F 

FELTON 

J M 

8204130079 

50-294 

F 

FELTON 

J M 

0204130086 

50-321 

F 

FELTON 

J M 

8204130092 

90-335 

F 

FELTON 

J M 

0204130136 

50-26? 

F 

FELTON 

J M 

8204130190 

50-28? 

F 

FELTON 

J M 

8204130167 

50-368 

F 

FELTON 

J M 

0204130338 

50-313 

F 

FELTON 

J M 

8204130397 

FOIA 


FELTON 

J M 

8204130398 

50-320 

F 

FELTON 

J M 

8204130368 

50-266 

F 

FELTON 

J M 

8204140016 

80-358 

a 

FELTON 

J M 

8204140030 

90-279 

p 

FELTON 

J M 

8204140037 

FOIA 


FELTON 

J M, 

8204140043 

FOIA 


FELTON 

J M 

6204140096 

FOIA 


FELTON 

J M 

8204140062 

90-10 

p 

FELTON 

J H 

8204(40071 

90-83 

0 

FELTON 

J H 

8204140072 

90-142 

A 

FELTON 

J N 

8204(40078 

FOIA 


FELTON 

J N, 

8204(40093 

90-20 

S 

FELTON 

J K 

8204(40093 

FOIA 


FELTON 

d M 

8204140119 

80-392 

A 

FELTON 

J M 

8204(40132 

FOIA 


FELTON 

J h 

82041401 4( 

50-352 

A 

FELTON 

J N. 

8204140199 

FOIA 


FELTON 

d M 

8204140176 

FOIA 


FELTON 

d M 

8204140341 

FOIA 


FELTON 

J M 

8204140396 

70-794 


FELTON 

d M 

8204140448 

40-8118 


FELTON 

d M 

8204140494 

FOIA 


FELTON 

d M 

8204(40461 

90-269 

J 

FELTON 

d K 

8204140927 

FOIA 


FELTON 

d M 

8204140618 

90-319 

F 


AUTHOR 

ACCESSION 

NUHDER 

BUDdECT 

CATEOaRV 

FELTON. J » 

FELTON, J M 

FELTON, d H 

FELTON, J M 

FELTON, J M 

02041 50D38 
8204190106 
0204180109 
8204190136 
8204190209 

40-2061 

50-319 F 
90-296 B 
50-202 F 
90-10 F 

FELTON, d H 

FELTON, J H 

FELTON, d M 

FELTON, J N 

FELTON, d M 

02041 90268 
8204160127 
0204190009 
8204190015 
8204190019 

70-1470 

50-413 A 
90-10 F 
50-313 F 
30-321 F 

FELTON, d M 

FELTON, d H 

FELTON, d 41 

FELTON. d H 

FELT Of 1. d M 

02042 1 0023 
8204210366 
8204210382 
8204210390 
8204210404 

90-47 Q 

90-498 A 

FOIA 

FOIA 

FOIA 

FELTON, d (1 

FELTON, d H 

FELTON. J W 

FELTON, d M 

FELTON, d M 

8204210994 

8204210968 

8204210581 

8204210983 

8204210602 

FOIA 

90-390 H 

50-139 Q 
FOIA 

FOIA 

FELTON, d M 

FELTON, d M 

FELTON, d M 

FELTON, d M 

FELTON. d M 

0204210723 

8204220019 

8204220026 

8204220037 

8204230040 

90-275 P 
FOIA 

FOIA 

FOIA 

FOIA 

FELTON, d M 

FELTON, d M 

FELTON, d M 

FELTON, J M 

FELTON, d H 

8204220090 

8204220123 

0204220142 

0204220184 

0204220193 

50-244 P 
FOIA 

50-209 8 

FOIA 

FOIA 

FELTON. J M 
FELTON, d M 
FELTON, d M 

FELTON, J M 

FELTON, d M 

0204220241 

8204220287 

0204220308 

8204220398 

8204220389 

FOIA 

FOIA 

90-247 a 
90-344 0 

90-249 P 

FELTON, d M 
FELTON, J M 

FELTON, J M 
FELTON, d M 
FELTOM, J M 

0204220912 

0204220973 

8204220379 

0204220984 

0204220617 

50-320 P 
FOIA 

FOIA 

FOIA 

FOIA 

FELTON, d M 
FELTON, J M 
FELTON, J M 
FELTON. J M 
FELTOM. J M 

0204220629 

0204220640 

B20422067B 

0204220706 

0204230006 

90-400 A 
90-327 P 
50-302 S 
30-298 F 
90-277 F 

FELTON, d H 
FELTON, J M 
FELTON, J M 
FELTON, J 11 
FELTON, d M 

0204230000 

8204230016 

0204260298 

8204260318 

0204260332 

40-2061 

40-81 10 
90-331 F 
50-244 F 
90-330 F 

FELTON. J M 
FELTON. J « 
FELTON, J M 
FELTON. d M 
FELTON, d M 

0204260347 

8204260369 

8204270057 

8204270070 

8204270006 

90-254 F 
90-313 F 
90-338 F 
90-234 F 
90-319 F 

FELTOM, d M 
FELTON, d M 
FELTON, d M 
FELTON, J M 
FELTON, J M 

0204270096 

8204270103 

8204270110 

8204270120 

8204270(71 

90-271 F 
90-263 F 
90-369 F 
90-324 F 
30-299 F 

FELTON, d M 
FELTON, J M 
FELTON, d M 
FELTON. d M 
FELTON, d M 

8204270487 

0204280046 

8204230048 

8204200081 

8204280120 

50-299 F 
90-200 F 
FOIA 

90-244 8 
FOIA 

FELTON, d M 
FELTON, d M 
FELTOM, J M 
FELTON. d M 
FELTON, d K 

8204290099 

8204290429 

8204290993 

8204290999 

8204290612 

90-10 P 
90-299 F 
90-409 F 
90-279 P 
30-332 F 

FELTON, J M 
FELTON. J ri 
FELTONrd M 
FELTON, d M 
FELTON, d M 

8204300003 

0204300018 

0204300021 

8204300033 

8204300038 

90-320 P 
FOIA 

90-309 F 
90-346 F 
90-339 F 

FELTON, d M 
FELTON, d M 
FENTON. W 
FERNANDEZ, C 
FERSON.L M 

8204300047 

BS04300096 

8204220023 

8203100222* 

8204130417 

90-206 F 
90-10 F 
FOIA 

90-219 P 
REOOD 

FEBS, K. 8 

FICH. F. F 

FICKEY, F 
FIEDLER, P 0 
FIEDLER, P 8 

8204190390* FOIA 

8204270308* 90-247 R 

8204160609* 90-272 8 

0204010393 30-2(9 8 

8204020948 90-219 R 



S22 


AUTHOR? 

FieOLER.P B 
FIEDLER, P 8 
FIEDLER, P B 
FIEDLER, P D 
FIEDLER, P B 

FIEDLER, P B 
FIEDLER.P B 
F1EDL£R,P E 
FIEDLER.P B 
FIEDLER, P B 

FIEOLER,P a 
FIEDLER, P B 
FIEDLER, P B 
FIEDLER.P a 
FIEDLER, R L 

FIEDLER, B L 
FIELDER, J 
FIELDS, J A 
FIELDS, J A 
FIELDS. J A 

FIELDS, J A 
FIELOB. J A 
FIELDS, J A 
FIELDS. 0 A 
FIELDS, J A 

FINAffORE, B A 
FINAMORE, B A 
FINA«afiE,fl A 
FINAMORE. 8 A 
FINDLEV.D E 

FINDLEY, D E 
FINKEL.A 
FINKEL, A 
FINKEL.AE 
FINUAVSCN, F C 

FINLEY. A 0 
FIDRATQ.A B 
FIORELUl. D 
FIREBTOfC, L 
FISCHER 8 R 

FISH, R 
FISH, R 
FISH, R F 
FISH, R F 
FISH, R F 

FISH, fl F 
FIBH.R F 
FISHER. B 
FISHER, fl 
FISHER. C R 

FISHER. F D 
FISHER, F 0 
FISHES, F 0 
FISHER, F D 
FISHER, F D 

FISHER, F D 
FISHER, F D 
FISHER, F 0 
FISHER, F D 
FISHER, F D 

FISHER, F D 
FISHER. F 0 
FISHER. F D 

fisher, F 0 
FISHER. F D 

fisher. F D 
FISHER, W L 
FIBHSR.H L 
PITCH.U L 
FITCH. W L 

fitioeralo.j a 

FITZ9IBBON5, R 
FITI9I0BON8, R. 
flack. E 

flack. E 

FLACK. E 
FLACK. E 
FLACK, E D 
FLANADAN, D 0 ’ 

FLANAGAN, 0 0 

FLANAGAN, D o 
FLANAGAN, D 0 
FLANAGAN, D 0 
FLANAGAN 0 0 ' 

FLANAGAN, 0 F 


PERSONAL AUTHOR INDEX 


ACCESSION 

NUMBER 

1 SUBJECT 

CATESORY 

AUTHOR 

8804050031 30-819 R 
8204050111* 50-819 F 
0204060194* 50-217 F 
6204ia01SS« 50-817 F 

aao4iao305 so -217 s 

FLANDERS, R, M 
FLEENORi C 
FLEENDR.C 
FL£ENOR,C 
FLEENDR.C 

6204120418 

8204120455 

8204IS02SS 

8204230361 

8204260041 

50-217 B 
90-817 8 
90-217 H 
80-817 P 
90-219 S 

FLEENDR.C 
FLEENDR.C 
FLEEMORiC M 
FLEISCHAKER, D 
FLEISCHAKER, D 

8204860135 50-817 P 
0204270315 50-819 B 
8204270332 50-817 P 
8204300011 50-817 8 
8204010824* 30-327 Q 

FLESSNER.R A 
FLE8SNER,R A 
FLESSNER.R A 
FLESSNER.R A 
FLESSNER.R A 

6204230290* 90-250 3 

8204230390 50-348 J 

6204170406 CONTRACT 

6204210177 CONTRACT 

8204220053 CONTRACT 

FLORY.C A 
FLOWERS, N C 
FLYNN, J D 

FLYNN rM J 
FLYNN, R M 

6204820074 

8204220335 

6204220578 

8204280691 

6204860460 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

FOGARTY. D J 
FOLEY, T 
FONTANA. L 
FONTANA, L 
FORREST, 0 0 

8204170179 

0204170200 

8204170224 

8204210493 

8204140033* 

50-337 0 
90-337 0 
50-937 0 
30-537 0 
90-237 X 

FORSYTHE, F F 
FORTIER.R E 
FORTIER.R E 
FORTIER.R E 
FORTIER.R e 

8204210578* 

8204020302* 

8204220471* 

6204020473* 

6204280338 

CONTRACT 

50-289 Q 
90-287 8 

90-293 4 

MI8C 

FOSTER, D 0 
FOSTER, D 0 
FOSTER, 0 0 
FOBTER, D 0 
FOSTER, D 0 

8204070464* 

02O2O8O3SQ* 

8204300146* 

6204120123 

8204820267 

70-36 

90-327 A 

FOIA 

90-334 I 

RES 

FOTHBROILL.J E 
FOTHEROILL.J E 
FOULER, 8 E 

FOX.C 0 

FOX. C D 

8204230039* 

8204270127* 

8204130231* 

8204150557* 

0204130579* 

70-1216 

90-70 0 

90-361 a 

FOIA 

FOIA 

FOX, 0 F 

FOX, 0. F 

FRAHM, R 

FRAHM, R 

FRAHN, R 

B204130977* 

0204230039* 

8204020111 

8204020113 

0204070420 

FOIA 

70-1816 

HASTE HOT 

WASTE MOT 

TOPREP 

FRAHM, R 

FRAHM, R, 

FRAHM, R 

FRAHM, H 

FRAHM, R 

8204010020* 

8204070619* 

8204070622* 

0204070686 

8204080001 

70-143 

70-1257 

70-87 

70-1201 

70-29 

FRAHM, H 

FRAHM, ft 

FRAHM. R 

FRAHM. R 

FRAHM. R 

8204090036# 

8804070043* 

8204090103 

0204090110* 

8204090117 

40-0027 

70-135 

70-87 

70-27 

70-364 

FRAIZE. W E 

FRANC IS, C 

FRANC IS, E 

FRANC IB, E 
FRANKENBEftRY, J 

0204070122* 

8204090221 

0204070230* 

8204170268* 

8204260393 

70-364 

70-139 

70-139 

70-1173 

40-8027 

FRANKLIN,!. A 
FREDERICK, D 
FREEMAN, D U 
FRENCH, L. 0 

FRENCH, L D 

8204890090* 

8804150119* 

8304230117* 

0111020614* 

8804220475* 

70-364 

40-2061 

40-2061 

90-922 A 

30-928 A 

FRICK, 0 K 
FRtEOENH4LO, R 
FRIEDENHALO, R 

FR lEDENHALD, R 
FRIEDMAN, L F 

8804190189# 
8204060187 
820427034 1 
8204070444 
8204120373 

30-279 0 

90-294 0 

90-854 0 

ILE 

t4<E 

FRI8ERI0,N A 
FROST, A. R, 

FROST. 6. ft 

FRDUNFELKER.R, 

FROUNFEtKER.R 

B304I20400 

8204120480 

0804150378 

,8804060155 

0204080139 

ILE 

HScE 

NUREO 

90-328 0 

90-322 0 

FHOUNFELKBR.R. 

FRY. D. N. 

FRYE, J. a 

FRYE, J, H 

FBYLINO.R 

0804'! 40240* 

8804140240* 

8804280136 

8204280136 

B2O4S2OO0S 

90-322 0 

80-328 0 

90-328 0 

90-382 0 

RES 

FWHRMAN.O R 
FULLFR, C, 

FULLER, C, 

FULLER, C 

FULLER, C 


ACCESSION 

SUBJECT 


NUMBER 

CATEOQRV 

AUTHOR 

0204300026 

NUREO 

FUNCH8, F 

0204020023 

CONTRACT 

FUNK, F. E. 

0204140029 

90-299 X 

FUNKEL, A E 

6204140036 

CONTRACT 

FURBUSH.M, H 

0204170381 

CONTRACT 

FURR, B J, 

8204210420 

27-39 

OAD, R K. 

6204820168 

CONTRACT 

OAD.R K 

8204220644 

CONTRACT 

OAD,R. K 

6204140024 

50-279 P 

OAD, R. K. 

6204140027* 30-279 P 

OAD.R K 

6204120203* 

50-10 R 

OAD.R K 

6204180333* 

50-294 R 

OAD.R K 

8804180347* 

50-279 R 

OAD.R, K 

0804170013* 

90-10 F 

OAD.R K. 

0204300077* 

80-t0 F 

OAD.R K 

0204030436 

40-0492 

OAD, R. K 

0204010494 

REOOD 

OAD.R, K 

0204190402 

70-2830 

OAD.R K 

8804130001 

CONTRACT 

OAD, R.K 

0204210101* 

40-8253 

OAD,R K 

0804070430 

90-361 P 

OAD, R.K. 

6204300451* 

90-206 Q 

OAD.R K 

0204180176 

90-302 0 

OAD.R K 

8204120176 

90-3B2 0 

OAD, R. K. 

8204870357 

90-200 J 

OAD.R K 

6204090914* 

90-307 a 

OAOLIARDO, J E 

6204170181* 

90-322 T 

OAOLIARDO.J E 

8204170101* 

30-322 T 

OAONON, a L 

0204190176* 

50-322 T 

0AITANI8, M J, 

8204170196* 

90-322 T 

OALAZEN.T. 

0304060490 

90-424 8 

OALEFiB R, 

8204000497 

90-424 B 

OALEN, R.E 

0204080497 

90-424 8 

OALEN, R E 

0804160347 

90-424 S 

OALER.R.R 

0204230390 

90-424 Q 

OALLAOHER, J. U 

020 48803 64* 

FOIA 

OALLAWAY, J, L 

8204280376* 

FOIA 

OALLINA.C 0 

0204220236 

FOIA 

OALLO, J 

0804200364 

90-461 0 

OALLO, J 

0204200364 

90-461 G 

OALLO, J 

8204060464* 

0A779 

OALLO, J. 

0204270346* 

0A779 

OALLO, J 

6204070168* 

90-272 S 

OALLO, J 

0204070416* 

90-311 B 

OALLO. J 

6204 160233* 

30-31 1 8 

OALLO, J 

0304160297* 

50-272 S 

OALLO, J 

0204160411* 

90-311 S 

OALLO, J 

0204160993* 

90-311 8 

OALLO, J 

0204220274* 

90-311 3 

OALLO, J 

0204820369* 

90-311 8 

OALLO, J 

6204270399* 

90-272 8 

OALLO. J 

0204270367* 

90-272 B 

OALLO, J 

0204270379* 

90-272 8 

OALLO, J 

0204270377* 

90-272 B 

OALLO, J 

0204270414* 

90-31 1 e 

OALLO, J 

8204210661 

90-209 P 

OALLO, J 

0204160113 

40-1162 

OALLO, R 

0204220092 

40-8749 

OALLO, R. 

0204270023 

40-8786 

OALLO, R H 

8204140076 

FOIA 

OALLO, R M 

0204230474* 

90-261 a 

OAMMIE, 0. B 

0204050163* 

70-2124 

OAMMILL.U P 

0204010417 

REQOD 

0AN8, 0. a 

B2042601 1 1 * 

50-29 a 

0AN8, 0 a 

0204260276* 

90-27 8 

OANTZ, N. 

8204060149* 

TOPREP 

OARGIA, A. A 

0204020207* 

CONTRACT 

OARCIA.A. A 

0204190412* 

CONTRACT 

OARCIA.P J. 

0804220060* 

CONTRACT 

OARCIA, P J 

0204120322 

ItcE 

OARCIA, P J 

0204230166* 

40-206 1 

OARCIA, P, J 

0204010936* 

FOIA 

OARDNER.R. 

3204200094 

90-928 A 

OARDNER.R N 

3204090063 

90-19B J 

OARDNER.R N 

0204090137 

30-293 0 

OARNER, L U 

6 2040901 B2 

90-299 J 

OARRITY.J H 

B2042200S9 

REB 

OARRITY.J H 

820R200361 

90-142 0 

OARRITY.J, H 

0204210914 

50-299 0 

OARRITY.J.H, 

8204130363 

50-S94 I 

OARRITY.J, a 

B2Q40B0416* 

90-317 R 

OARY.'R. J. 

8204090094* 

90-267 B 

OARV, R, J 

0804050120* 

40-6989 

OARV, R. J. 

8204090146* 

90-267 a 

OARVi R, J. 

0204120419* 

90-267 a 

OARV, R. J. 


ACCESS I ON BUBUrCT 

category 

8S04070443* 50-879 f 

Ba04140230« TOPREP 

8S049B0437* 90-29 « 

8B040804 4 4 50-375 F 

820401 04 90« 50-224 a 


8804080421 

8304080481 

Sa040a0434 

Ba040e0494 

8204140313 

8204140313 

8804140407 

8204140407 

6204170181 

6304170181 

S204210478 

8204310476 

8304310480 

B8042104BO 

B304S10471 

8204310471 

8304330872 

8204330872 

8304380280 

8204260380 

8204 1903334 

82042703794 

8204SA0S2O 

83043304114 

8304150441 

8304190082 
83040901314 
8304090131 « 
83033403324 
83040103324 

83040804444 

88042100364 

8204010386 

8304080032 

8204080032 

6204080546 

8204080544 

8204130174 

8204130174 

8304140123 

8804140123 

0304180061 

8304150031 

8304300022 

8204300032 

8304800133 
8204300493 
8204300493 
8304300131 
' 0304300370 

8804300370 

8304800100 

8804300876 

aso4oaos72» 

880430035 I » 

8804810860 

79091900a0« 

8804890800* 

8804890477* 

8804150341* 

8804010534 

8804160057 

8804030070 

8804080066 

8804890357 

8804290361 

8804160297* 

8804080452* 

8204160989* 

8204010503* 

8804060082 
8204090374 
8204800073 
880487031 1 
6804300399 

8804080009 

8204050096 

8204180309 

8804150464 

8804890064 


50-443 I 
90-443 t 
90-443 g 
50-443 g 
50-443 g 

90-443 g 
50-443 C 
90-443 C 
90-443 « 

90-443 « 

90-443 0 

50-443 S 
50-443 5 

50-443 Q 
50-443 0 

50-443 0 

50-443 6 

90-443 0 

50-443 0 

50-443 » 

0A997 

30-488 0 

30-273 0 

90-339 0 

NUREO 

90-3 K 
50-403 0 

90-483 0 

90-366 P 
90-87 7 0 

90-399 A 
FOIA 

90-199 0 

90-199 0 

90-199 » 

80-199 0 

90-159 0 

90-996 0 

90-996 0 

90-159 0 

90-199 0 

90-199 G 
90-199 « 

90-199 « 

80-199 0 

90-159 4 

90-159 4 

90-159 « 

90-199 G 
90-169 4 

90-158 4 

50-886 3 

30-271 3 

90-271 4 

90-32? 8 

90-317 J 
90-344 4 

POIA 
70-12)6 
POIA 

50-302 P 
50-302 P 
40-3153 
40-1162 
40-3453 

40-1162 
50-373 9 

60-373 4 

50-373 4 

50-324 8 

30-307 P 
50-307 8 

90-309 P 
50-309 p 
50-309 P 

80-448 e 
80-445 0 

80-448 F 
PR 

50-448 R 


PERSONAL AUTHOR INDEX 


523 



ACC ess I DN 

SUBJECT 


AUTUDS 

NUMBER 

CATEOORY 

CAAriR J 

8304290068* 

90-449 

K 

CA5H,S t. 

8S04OL0S03 

WASTE MOT 

CiMITIEH.Il H 

8204290498* 

70-1216 



8204160297* 

50-373 

0 

CAYMOA.A K 

8204200106 

27-39 


tcM-riW J 

8304160096* 

CONTRACT 


H. 

8204130032 

RES 


«£:i:«ER.o 6 

8304130244* 

90-498 

T 


8204030013 

40-8674 


eeP4>EKA«iF H 

8204190370 

40-8674 


CefiDeKAKiF u 

8204310439 

40-8690 


SCRINO.-J 

8204130269 

PRM 


«eAMER>U 

8204360393* 

90-294 

F 

CCFHERiCF 

8204130078* 

90-294 

F 

«eRMER>l~F 

8204370081* 

90-294 

F 

eeRsrHBfi.M c 

8204320379* 

90-461 

Q 

«EFS1NCfl<U C 

8204370008 

90-461 

S 

SCRST^A.U C 

8204370904 

90-461 

8 

seRWRtL. F 

8204120184* 

90-294 

F 

CCPySRV.T « 

8304300239 

90-277 

R 

«Ta€R.F M 

8204260245 

REOOD 


0IA<»rl>9 J 

8204090219* 

90-320 

F 

9tAM6WS93,A 

8204330170* 

90-323 

A 

OIARflHA, n J 

8204140449* 

90-322 

T 

«t£eOM&.rT D 

8204010173* 

90-399 

Q 

«»eCNSjT D 

8204140296* 

90-416 

Q 

eiEEDNS.T D 

8204230449* 

90-430 

0 

gie£3iD.c 

8204270292 

PR 


gietSiO c 

8204130324 

PRM 


OIBSONrA. F 

8203290191 

70-1113 


»tBS>aM^A.F 

8204010209 

70-27 


A.F 

8304010349 

70-024 


fttaSOH. A.F 

8204010422 

70-143 


«tBSOHj A.F 

8204010499 

70-U13 


«Ifl50H. «V F 

8204010462* 

70-1113 


SISSOH-AF 

8204120374 

70-27 


«a50H.AF 

8204190377 

70-27 


■e]BSOH.AF 

8204190439 

70-1151 


BiaSOM.A F 

8204330349 

70-143 


aiasorr.A f 

8204230363 

70-1113 


giesoM.AF 

8204330370 

70-143 


OEISQMrA F 

8204230379 

70-1113 


0tB5«H. A F 

8204330398 

70-27 


OtBSONrA F 

B204S30466 

70-143 


aiasoN. A F 

8204230989 

70-1201 


B1B50M. AF 

8204200429 

70-143 


fl|»SOF/pO T 

8304330327* 

70-1113 


gieS^ERiC 

8304220329 

50-305 

8 

glLSEAT. 0 

8204010440 

PR 


g[i9eflr.9 » 

8304010443* 

PR 


gtLSCflT.t 3 

8304260297* 

50-445 

Q 

giLBERra d e 

8304120397* 

50-263 

Q 

giUERTSiD £ 

8204120446* 

90-282 

0 

git^AETH T 

8204160391* 

90-321 

R 

«te.CHRIBTj« L 

8304300462* 

90-219 

Q 

«Te.CHRlSr.O £ 

8304O901B9 

40-S102 


4TLCHRTST.H B 

8304330199* 

70-1216 


gjLCeNHQRM.A 

8204310490 

CONTRACT 


aiLOCNHCRN. A 

8304310466 

CONTRACT 


aiLCChlHGRN.A J 

8304190427 

CONTRACT 


BKOCMHDRN.A J 

820419042B 

CONTRACT 


gtL{iC»»«»N.A J 

8204200419 

CONTRACT 


gCLPEMHOHNi A. J 

8304320963 

CONTRACT 


«tLOEMHCRH>A J 

8204220900 

CONTRACT 


gaCCMHCRN^A J. 

8204300091 

CONTRACT 


«TLE>AieRrK 1. 

8204320290* 

50-440 

0 

aiLFOlTrR 

8204300169* 

50-416 

A 

tILFOFr R 

0204300177* 

50-416 

A 

giCFOFr R. 

8204300104* 

50-416 

A 

gtUFOFrR 

8204300190* 

50-416 

A 

glLFQYr ft 

8304300193* 

50-416 

A 

BtUraYi R. 

8304300209* 

50-416 

A 

OTLIMSKYiV 

8204330124 

50-928 

A 

Bai^aKYjV 

8204190069 

90-928 

A 

aiLIMSKV.V 

8304320709 

90-928 

A 

«K INSKY. V 

8204320713 

50-928 

A 

gguKSKY.v. 

8304320719 

90-928 

F 

giUKSKv.v. 

8304330106 

90-920 

A 

giUHSKv.v 

8304390600* 

90-279 

P 

gitMESON. ft. F. 

8204000091* 

50-171 

I 

♦ILKEBOaft F. 

8204090408* 

50-277 

I 

g|i.t.£Mr&.K 

8204090449 

40-4492 


«iCf.eTT.W T. 

8204070290* 

50-319 

R 

fltUUEIT.H T. 

8204070314* 

90-319 

R 

giULFITiW T. 

8204070811* 

90-319 

ft 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTKIF? 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OILLFTT.W T 

8204070918* 

;0-316 

R 

GORUM.A E 

3204210673* 

50-47 

0 

OILLETT.W T 

8204190297* 

SO-316 

R 

OOUOH.J e 

8204020044* 

COHTRACT 


OILLFTT.H T 

8204150312* 

90-319 

R 

GRACE, T A 

0204300269* 

50-289 

8 

OILRAY. J W 

8S04070990* 

90-498 

T 

GRAE8SER. K L 

B20402032S 

50-304 

6 

GINSBERO, T 

8204070100 

NUREG 


GRAE8SER, K L 

B204020536 

50-299 

S 

OIRARD. e H 

8204140134* 

50-416 

0 

CRAESSER, K L 

B2040&0122 

50-299 

R 

OIRARD. e H 

8204230279* 

90-438 

0 

CRAESSER, K L 

0204070243 

90-293 

A 

OUADSTONE, L 

8204070067 

FOIA 


GRAESBER.K L 

8204070273 

50-299 

R 

OLEABONiJ P 

8204290300 

90-483 

G 

ORAESSER.K L 

9204120273 

90-304 

S 

GLENN, J 

8204010283* 

50-440 

H 

GRAESSER.K L 

8204120339 

50-299 

R 

GLENN, J 

8204 160207* 

COMMISSION 

ORAESSER, K L 

0204120360 

50-299 

S 

GLENN, J 

0204280970* 

COMMISSION 

GRAESSER.K L 

0204 1 20396 

50-299 

8 

GLUCK6MW, J F 

8204010003 

FOIA 


ORAESSER.K L 

8204120425 

90-299 

S 

QNUQNOLl. 0 N 

8204260024 

40-0698 


ORAESSER.K L 

8204130043 

90-299 

R 

OODDARDiR J 

8204010244 

90-461 

G 

ORAESSER.K L 

020413031 1 

90-299 

R 

GODDARD, R J 

0204010259 

90-254 

G 

ORAESSER.K L 

3204160084 

90-295 

R 

GODDARD, R J 

8204070912 

50-234 

G 

ORAESSER.K L 

8204 1 60094 

50-299 

R 

GODDARD, R J 

8204000243 

50-294 

G 

ORAESSER.K L 

8204160431 

90-295 

R 

OODDARD,R J 

8204160026 

90-914 

H 

ORAESSER.K L 

8204160441 

90-299 

R 

GODDARD, R J 

8204160033 

90-914 

0 

ORAESSER, K L 

8204160497 

90-299 

R 

GODDARD, R J 

8204190076 

50-254 

0 

ORAESSER, K L 

0204160471 

50-299 

R 

GODDARD, R J 

8204190170 

30-461 

G 

GRAES6ER, K L 

0204160400 

50-295 

R 

GODDARD, R J 

8204200040 

50-461 

G 

ORAESSER.K L 

0204160406 

90-299 

R 

GODDARD, R J 

B20420009S 

50-461 

G 

ORAESSER.K L 

8204160925 

50-299 

R 

GODDARD, R J 

8204260209 

90-461 

0 

ORAESSER.K U 

0204270302 

90-304 

S 

ODDY, A 

0204090178* 

30-104 

0 

ORAESSER.K L 

8204270514 

50-295 

s 

OODY, A T 

8204010479* 

70-1426 


ORAESSER. K L 

B2043 00362 

50-295 

s 

ODDY, A T 

OODY, A T 

8204020442* 

0204070496* 

70-162 

SO-271 

0 

ORAFF.R A 

GRANT, J 

8204010466 

8204000991 

PR 

50-423 

A 

OODY, A T 

8204090162* 

90-334 

0 

GRANT. M 0 

8204090264* 

50-346 

G 

OODY, A T 

8204210213* 

50-26 1 

0 

ORANT. W D 

82041 50116* 

40-2061 


ODDY. A T 

8204210306* 

30-387 

0 

GRANT. H B 

8204220479* 

50-263 

G 

OODY, A T 

8204280319* 

70-135 


GRAVES, R H 

8204190466 

90-213 

R 

OODY, A T 

8204300334* 

70-135 


ORAVEB.R H 

0204190105 

50-213 

R 

OODY, A T 

8204300338* 

70-1703 


GREEN. H J 

9204020289 

90-296 

S 

OOETBCH.J H 

8204230429 

90-266 

} 

GREEN. H J 

9204020318 

90-328 

S 

GOLDBERG, J H 

82 04080 97 1* 

90-466 

T 

GREEN. H J 

8204020356 

50-259 

S 

GOLDBERG, J H 

8204130236* 

90-493 

T 

GREEN. H J 

8204020376 

90-328 

8 

GOLDBERG, J H 

8204210339 

90-493 

A 

GREEN. H J 

0204020381 

50-327 

S 

GOLDBERG. J H 

8204230400 

90-496 

0 

GREEN. M J 

8204020384 

50-299 

s 

GOLDBERG, J H 

8204330929 

90-496 

A 

GREEN. H J 

9204020467 

90-327 

s 

GOLDBERG, J R 

8204140139 

90-289 

0 

GREEN, H J 

8204020476 

50-260 

s 

GOLDBERG. J R 

8204230494 

90-289 

T 

GREEN, H J 

8204020490 

50-299 

8 

GOLDBERG, S C 

8204020266 

90-399 

Q 

GREEN, H J 

8204020903 

90-296 

8 

GOLDBERG, S C 

8204020288 

90-494 

O 

GREEN. H J 

8204020961 

50-296 

8 

GOLDBERG, 8 C 

82040709BB 

90-454 

0 

GREEN, H J 

8204080094 

50-327 

8 

GOLDBERG, S C 

8204070593 

90-494 

0 

GREEN, H J 

8204080124 

50-327 

B 

GOLDBERG. S C 

8204000398 

90-399 

O 

GREEN, H J 

8204080466 

90-327 

S 

GOLDBERG, S C 

8204130190 

90-494 

0 

GREEN , H J 

9204080480 

50-328 

s 

OaLD8MI1H,M g 

8204160047* 

90-322 

0 

ORSeN. H J 

8204160178 

50-320 

S 

GOLDSMITH, H U 

8204160047* 

90-322 

0 

GREEN, H J 

8204160196 

50-320 

8 

GOLDSMITH, M g 

8204160092* 

90-322 

G 

GREEN, H J 

0204160298 

30-327 

8 

GOLDSMITH, M W 

8204160052* 

50-322 

0 

GREEN, H J 

8204160276 

30-327 

S 

GOLDSMITH, M g 

0204160093* 

90-322 

0 

GREEN, H J 

0204160290 

30-259 

8 

OOLDSMITH, H g 

8204160093* 

60-322 

0 

GREEN, H J 

8204160410 

90-327 

S 

GOLDSMITH, M g 

8204160063* 

50-322 

0 

GREEN, H J 

8204160476 

90-027 

s 

OOLDSMITH, M g 

8204160063* 

50-322 

0 

GREEN, H J 

8204160919 

90-260 

8 

OOLDSMITH. M H 

82041 6006B* 

90-322 

0 

GREEN, H J 

8204160518 

50-296 

S 

OOLDSMITH, K U 

8204 260 189 

90-322 

T 

GREEN, H J 

8204160999 

50-259 

s 

GOLDSMITH, M g 

8304260189 

90-322 

T 

GREEN , M R 

8204140130* 

FOIA 


OOLDgATER, B 
GOLLER.KR 

OONENi J 

0204010396* 

820422029? 

8204300389* 

PR 

REGOD 

90-199 

0 

GREEN, M R 

GREEN, M R 

GREEN , R E 

8204140149* 

8204140193* 

8204020310* 

FQIA 

FOIA 

90-416 

A 

GONZALES, R 0 

8204070558* 

90-920 

T 

GREEN, W 

0204090109* 

50-346 

F 

GONZALEZ, A 

0203290190* 

90-219 

P 

GREENBERG, E V 

0204000266 

50-337 

G 

GONZALEZ, A 

0204130330* 

90-195 

P 

GREENBERO, E V 

0204000266 

90-937 

0 

GOODE, R g 

8204070951* 

90-321 

Q 

GREENBERG, E V 

8204080266 

90-337 

0 

GOODE, R g 

8204070556 

90-324 

8 

GREEN KORN, R A 

8204190383* 

CONTRACT 

GOODE, R.g 

OOODLING, B 

8204120401* 

0204010279 

70-27 

90-289 

H 

GREEN LEAF, C 

GREEN LEAF, C 

8204300233* 

8204300236* 

70-1075 

70-1079 


GOODMAN, L S 

8204020489* 

30-409 

S 

GREEN MAN. E 0 

0204020484* 

30-272 

Q 

GOODMAN, L S 

0204090007* 

50-409 

R 

QREENMAN. E G 

8204210307* 

90-334 

Q 

GOODMAN, L 8 

0204130371* 

50-409 

R 

GREEN MAN. E 0 

8204270498* 

90-219 

Q 

GOODMAN, L 8 

0204130378* 

50-409 

R 

GREEN WALT, C J 

8204230119* 

40-2061 


GOODMAN, L a 

0204130394* 

60-409 

R 

GREENWALT.R D 

8204230105* 

40-2061 


GOODMAN, L S 

0204130399* 

50-409 

R 

OREENWALT,R D 

8204230114* 

40-2061 


GOODMAN. L S 

0204130399* 

90-409 

R 

GREEVES.J T 

8204290215 

HASTE MGT 

GOODMAN, L 8 

8204130401* 

90-409 

R 

GREGER.L A 

8204020391 

90-299 

8 

GOODMAN, L S 

8204190256* 

90-409 

R 

GREGS R.L A 

B2O4O50372* 

90-266 

0 

GOODMAN, L 6 

8204200310* 

90-409 

P 

GREQER.L R 

8204160242* 

90-254 

Q 

GOODMAN, U 6 

0204300202* 

60-409 

8 

GREGER, L R 

8204160250* 

50-299 

0 

GOODMAN, L 5 

8204300205* 

90-409 

B 

GREGER.L R 

82042102^1* 


a 

GOODYEAR, C P 
GORDON, J J 

8204290405 

8204210661 

NUREO 

90-209 

p 

GREGG. R J 
GREGORY. M V 

8204140234* 

8304270497 

To-aao 

^4URE8 


OORUH, A E 

8204210630* 

5’0'“#7 

Q 

GREGORY, W 6 

8204220718 

RES 




PERSONAL AUTHOR INDEX 


AUT^-OD 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

OREoanv.u s 

SS04G60404 

RES 


OREOORViW S 

920427018? 

RES 


ORENIER.B L 

eS04230Ii?9» 

50-327 

P 

QRESICK.B A 

9204010490 

REOOO 


GRESICKiG A 

B2041902?t 

PRM 


GRtCR. 0 H 

B0040407e3» 

FOIA 


GRIER, G H 

92042101 17» 

40-2253 


OR IFF IN, J A 

8204010347 

PR 


GH li.1 , R P 

9204190010 

WASTE HOT 

OH IMES, A. ft 

9204220&D4* 

CONTRACT 


GRIMES, B K 

9204 2304 A 9» 

50-382 

T 

0R03E. J 

92O4140397* 

50-373 

0 

GRODG. J A 

0204090437* 

50-373 

0 

OROBE. J A 

9204220371* 

50-346 

Q 

ORDNAGER, J E 

9204290443 

NUREO 


GROSSO. A. 

8204290009 

nisc 


OROTENHUIS. M 

9204090103 

50-250 

P 

GROTENHUIS. M 

9204 1 90003 

50-2S0 

P 

GROTENKUIS, H 

9204210079 

50-250 

P 

OROTENHUIS. M 

0204210745 

50-250 

P 

OROTtNHUIS. M 

9204220402 

50-315 

P 

OROTENHUIS. H 

8204530407 

50-350 

P 

OROTENHUIS, M 

8204230134 

50-316 

P 

OROTENHUIS. M 

8204280103 

50-350 

P 

GROVES. K. L 

80030 701 00* 

FOIA 


OnOVICOCKiF B 

8204190567 

NUREO 


OUDINS.S 

8204290070* 

CONTRACT 


GUILD. R 

8204080408 

50-413 

0 

GUILD. R 

8304260101 

50-413 

0 

GUILD. R 

8204260107* 

50-413 

0 

GUINN. P R 

0001290444* 

FOIA 


OUIMN, P R 

8005160179* 

FOIA 


GUINN. P R 

8204230059* 

70-1216 


GUINN, P R 

8204290076* 

FOIA 


GULOEHONB, N 

8204270238* 

50-295 

0 

OULOEKaW.M G 

8204260333* 

PR 


GUfIflLE, F W 

9204 14 03 ID* 

50-286 

8 

OUHOLE. r U 

9204160370* 

50-266 

S 

GUPPY. J 0 

9204070100 

NUREG 


OUBTAFSC3N, P F 

9204230164* 

40-2061 


OUSTAFSCN. P F 

8204230174* 

40-2061 


OUSTAFSCN. P F 

8204230176* 

40-2061 


GUSTAVE. R 

8204160054 

CONTRACT 


GUSTAVE. R 

8204160077 

CONTRACT 


GUSTAVE. R 

8204190467 

CONTRACT 


GUSTAVE. R 

8204200444 

CONTRACT 


OUSTAVE.R 

8204270539 

CONTRACT 


GUSTAVE. R P 

9204200455 

CONTRACT 


OUSTAVE.R P 

9204220149 

CONTRACT 


GUSTAVE, n P 

BS04270533 

CONTRACT 


OUSTAVE.R P 

8304290442 

CONTRACT 


lUSTE.U J 

8204190050 

50-382 

G 

STE.U J 

0204190056 

50-382 

0 

STE, W J 

9204190160 

50-362 

0 

TIERHEZ. J 

B204300334 

50-382 

s 

JTIERREZ.J M 

8204010376 

50-499 

G 

UTXEftREZ.J H 

9204070537 

50-478 

T 

(UTIERHEE. U M 

6204170069 

50-461 

G 

iUTIERREZ.J M 

8204190170 

50-461 

G 

GUTIERREZ. J N 

8204200040 

50-461 

0 

GUTIERREZ. U H 

8204300238 

50-499 

G 

cur THAN. J 

9204290519 

90-543 

A 

CUTNEIN.E E 

9204230046* 

40-3061 


CUZONSKI. R V 

8204010551 

NUREO 


CUIAZOOUSKI.E 

S204070410 

50-317 

F 

OWYN. T P 

B2Q4160SG5* 

30-373 

G 

HAARMAN.ft A 

9204220677* 

30-369 

P 

HAASS.U P 

8204080074 

TOPREP 


MAASS.H P 

6204370043 

TOPREP 


tlAASS.U P 

8204370059 

TOPREP 


HACKNEY. C 

8304050120 

50-398 

8 

HAFNER. B 

8204 1 7032 1 

NUREG 


HAGAN. T F 

8204210588 

CONTRACT 


HAGAN. T F 

8204220037* 

CONTRACT 


HAGAN. T F 

8204260474* 

CONTRACT 


NAOAR.R C 

8204300026 

NUREO 


HAGER. K 

9204 130254 

PRM 


HAGER. R 

9304120432 

50-499 

0 

HAGEY. H 

9204150019 

CONTRACT 


HAOEY. H 

0304160070 

CONTRACT 


HAOEV. H 

9304260461 

CONTRACT 


HAGEY. H 

8204380000 

CONTRACT 


HAGUE. R 

9304270238* 

50-393 

Q 

HAIRINOTOM.P.N 

9304140149 

50-393 

0 

HAIRSTON. C 

9304020023 

CONTRACT 



ACCESS ION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

HAIRSTON. C 

82041 4 002S 

90-259 

X 

HAIRSTON C 

9304140036 

CONTRACT 

HAIRSTON C 

8304210177 

CONTRACT 

HAIRSTON C 

8304310420 

27-39 


HAIRSTON C 

8304220024 

CONTRACT 

HAIRSTON C 

8204220074 

CONTRACT 

HAIRSTON C 

8304220335 

CONTRACT 

HA I RB TON C 

8204220644 

CONTRACT 

HAIRSTON C 

8204220716 

CONTRACT 

HAIR8T0N.H G 

8112240133* 

90-364 

8 

HAIRSTON H 9 

8112240139* 

50-364 

S 

HAIRSTON W G 

6304020241* 

80-348 

8 

HAIR8T0N, H 9 

8204020475 

50-348 

S 

HAIR8T0N, H Q 

B2040S0223* 

50-364 

R 

HAIRSTON N G 

9204080353* 

SO-348 

8 

HAIRSTON H G 

8304080268* 

50-348 

8 

HAIRSTON U 9 

BS04I60104* 

50-364 

R 

HAIRSTON W 0 

8304160408* 

50-348 

0 

HAIRSTON W G 

82041604 IS* 

50-348 

8 

HAIRSTON M G 

8204160420* 

50-340 

S 

HAIRSTON U G 

8204160420* 

50-340 

8 

HAIRSTON W G 

8304160436* 

50-348 

8 

HAIRSTON W G 

8204160449* 

50-348 

8 

HAIRSTON H G 

8204160460* 

50-340 

B 

HAIRSTON W 9 

8304160978* 

30-364 

3 

HAIRSTON W 0 

8304200137* 

30-349 

R 

HAIRSTON W 0 

8204200433* 

50-364 

R 

HAIRSTON H G 

B2043B0949* 

50-340 

8 

HAIRSTON, W 0 

8304260557* 

50-364 

8 

HAlftSTQN, W 0 

8304380563* 

50-364 

0 

HAIRSTON N 0 

8204200568* 

50-364 

8 

HA1R8T0NW 0 

8204260574* 

50-364 

8 

HAIST.D P 

8204130338* 

50-500 

6 

HAIST.D P 

8204300075* 

50-908 

Q 

HAIST. D P 

8304300094* 

50-908 

Q 

HALE, C J 

83040S0230* 

QA999 


HALE, C J 

8204080358* 

QA979 


HALE, C J 

8204080464* 

aA999 


HALE, C J 

8304270346* 

QA997 


HALL. B 1- 

8204120401* 

70-27 


HALL, R E. 

8204090012* 

50-289 

Q 

HALL, R E. 

8204000382* 

50-209 

Q 

HALL, R E 

8204000413 

50-313 

8 

HALL, R E. 

8204120334* 

50-482 

Q 

HALL , R E 

8204130352* 

50-290 

0 

HALL. R E 

8204180181* 

50-402 

0 

HALL, ft E 

8204130352* 

50-313 

Q 

HALL. R E 

8204130355* 

50-209 

G 

HALL. R E 

8204310330 

RES 


HALL. R E. 

8304370332 

90-360 

8 

HALLBERG.L H 

8204060031 

90-329 

0 

HALLER, N H 

8010080532* 

FOIA 


HALLER. N H 

8102270114* 

FOIA 


HALLER, U A 

8304300452 

90-369 

8 

HALLIGANT 

8204130192 

90-307 

0 

HALL I GANT J 

8304380111 

90-387 

0 

HALL! SEY. R H 

8804140303* 

70-936 


HAHADA.G 

8005300301* 

90-139 

0 

HAHADA.O 

8204310715* 

90-109 

0 

HAHADA . 9 

8304370331* 

90-344 

a 

HAHADA. 0 H 

8304130309* 

90-344 

Q 

KAHADAiG H 

8304310610* 

90-139 

Q 

HAMILTONO E 

8304050195* 

40-8102 


HAMILTON W H 

8304140166* 

90-937 

A 

HAMPBON. A 

8304150463 

PR 


HAMPBON.A A 

8304190304* 

90-514 

0 

HANAFORD, T 

8304130491* 

90-361 

R 

HANAUER.S H 

8303390389* 

REVIEW GRP 

HANAUER.a H 

8304190143* 

90-302 

0 

HANAUER.S H 

8304380036 

NUREG 


HANAUER.S H 

8304390362* 

REVIEW GRP 

HAN CHE TT, J 

8304150347 

90-914 

8 

HANDLER. H A 

8304070437 

90-329 

H 

HANDLER. R 

8204330023* 

70-1216 


HANKLA.O J 

8304050132 

90-309 

A 

HANKLA, D U 

8304090393 

90-307 

A 

hannett.b a 

9304010059 

XPORTLIC 


HANMETT.B A 

9304170029 

XPORTLIC 


HANNETT.B, A 

6304330131 

XPORTLIC 


HANNETT.B A 

0304330128* 

XPORTLIC 


HARNETT, a A 

0204330387 

XPORTLIC 


HANNETT.B A 

0304380308* 

XPORTLIC 


HANNETT.B A. 

0304390387 

XPORTLIC 


HANNON. J N 

8304390461 

90-247 

P 

HANNON. J N 

6304390471* 

90-247 

P 



ACCESSION 

SUBJECT 


AUTHJR 

NUMBER 

CATEGORY 

HANNON, J N 

8204290470* 

90-247 

P 

HANRAHAHE J 

8007010690* 

FOIA 


HANRAHAN.E J 

8204220930* 

FOIA 


HANSEN. G K 

8204200134 

FOIA 


HANSEN. W A 

8204190010* 

90-309 

0 

HANSEN. W A 

8204200634* 

50-305 

0 

HARDIN. A K 

8204140397* 

90-518 

0 

HARDIN, A K 

8204140437* 

50-259 

a 

HARDIN. A K 

8204210874* 

50-83 

0 

HARDIN. A K 

9304330497* 

50-416 

0 

HARDIN. A K 

8304280291 

50-200 

B 

HARDIN. A K 

8204380396 

30-335 

s 

HARDIN. A K 

0204280907 

30-338 

8 

HARDIN. A K 

8204200947 

30-200 

S 

HARDING, M R 

0204020322* 

50-329 

S 

HARDING, M R 

0204020302* 

30-320 

3 

HARDING. M R 

8204020309* 

50-327 

3 

HARDING, M R 

6204020474* 

30-327 

8 

HARDING, M R 

82040BO100* 

50-327 

S 

HARDING, H R 

8204000132* 

50-327 

S 

HARDIKO.M R 

8204000472* 

30-327 

8 

HARDING, M R 

9204080490* 

50-329 

B 

HARD I NO, M R 

8204160202* 

50-320 

S 

HARD! NO. H R 

9204160260* 

50-327 

8 

HARDING, M R 

9204160280* 

50-327 

B 

HARDING. M R 

8204160486* 

90-327 

B 

HARDING, 11 R 

0204160516* 

50-327 

B 

HARDY. G 8 

8201290033* 

50-327 

8 

HARDY. M P 

8204210614 

NUREG 


HARDY, R.W 

S204300149* 

90-416 

A 

HARKINS. J F 

9204090098 

8t*te Pr«< 

HARMON. D F 

8204190226* 

40-2061 


HARMON. D F 

9204290057* 

70-1216 


HARNOR. J W 

9204140294* 

50-206 

0 

HARRAN. 0 

8204090379* 

50-249 

R 

HARRAN. 0 

8204130370* 

30-245 

R 

HARRAN. 0 

8204130407* 

30-249 

R 

HARRAN. 0 

8204150263* 

50-245 

R 

HARRAN. 0 

9204190269* 

50-245 

R 

HARRAN. 0. 

0204190322 

50-245 

N 

HARR I NOTON. W D 

0204260260* 

50-293 

Q 

HARRIS. K 

6204020003 

NUREO 


HARR 18. H J H 

0204200144* 

MI8C 


HARRIS. J R 

0204010160* 

50-424 

G 

HARRIS. J R 

0204140269* 

30-416 

G 

HARRIS. J R 

0204160033 

NUREG 


HARRIS. J R 

0204230470* 

50-566 

G 

HARRIS. K. N 

0204300046* 

50-339 

F 

HARRIS. K R 

9204010927* 

FOIA 


HARRIS. R E 

8204120260* 

50-461 

A 

HARRIS. R E 

8204120261* 

SO-461 

A 

HARRISON. F 

8204270333* 

50-324 

n 

HARRISON, F L 

9204260439 

RE8 


HARRISON. J J 

8204220459* 

50-546 

a 

HARRISON, J J 

8204270474* 

50-546 

Q 

HARRISON, 8 F 

9204140150* 

FOIA 


HART. J. 

0204300334 

90-302 

B 

HARTFIELD. R A 

6104170922* 

FOIA 


HARTFIELD.R A 

8201210072* 

FOIA 


HARTLEY, J N 

8204130032 

RES 


HARWOOD, 6 J 

8204160068* 

50-322 

G 

HAS8AN.B E 

8204300149* 

50-416 

A 

HASSELL. D F 

8204090328 

50-275 

G 

HASSELL, D F 

8204060300 

50-273 

0 

HASTINGS, W 

8204170301 

50-514 

0 

HASTINGS. W 

6204300402 

50-914 

0 

HATTORI.H 

S204220697 

XPORTLIC 


HATTOfil.H 

9204220703* 

XPORTLIC 


HAVEHKAH>, D 

6204020302* 

50-239 

G 

HAVERKAlf*. 0 

8204220471* 

90-239 

0 

HAWKINS, F 

8204160297* 

50-373 

0 

KAWKINS.F C. 

8204070296* 

50-946 

0 

HAWK 1 NS, P 

8204220633* 

50-302 

H 

HAM.EY,8 C. 

8204210467* 

50-142 

0 

HAWLEY, 8 C 

9204210467* 

50-142 

G 

HAWN. C. U 

8204130244* 

50-498 

T 

HAWN, C L 

9204130244* 

SO-47B 

t 

HAYES, 0 W 

9204160334* 

30-315 

G 

HAYES. D. W 

8204220220 

PT21 


HAYES, D W. 

0204270230* 

50-293 

0 

HAYNES, J 

0204130419* 

FOIA 


HAYNES, J C 

0204130413* 

FOIA 


HAYNES, J C 

0204130418* 

FOIA 


HAYNES. R C 

8202110314 

30-247 

F 

HAYNES. R C 

020402022? 

50-293 

0 


AVTHOft 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


MV>£SiA C 

9204030478 

30-443 

A 

hAVJfiS. R. « 

9304070431 

50-333 

0 

MYNS3. R C 

83040801 S3 

State Prog 

hAr«S. R c 

8304080303 

30-277 

P 

MYhES.R C 

8304080314 

SO-29 

0 

»«,YHES. R C 

9S040S043& 

30-354 

A 

hAYNESfR C. 

8304130363 

30-272 

P 

MYNES.n C 

83041 4043 S 

40-86 


mVfES.R C 

8304140446 

40-86 


JtAYNESrR C 

8304130361 

30-219 

P 

hAVNES.fl C 

8304150363 

50-3 

Q 

MY><£SrH C 

8304130462 

30-3 

0 

liATHESii R C 

8304160376 

50-334 

0 

MVN£S.R C 

8304160443 

30-244 

P 

MY{<£«>R C 

8304 170337 

70-1136 


KAYKES.R C 

8S0430000S 

30-410 

Q 

MV^ESrR C 

8304300191 

30-307 

P 

MYNES.R C 

8304330331 

30-271 

Q 

MYSJESt r < 

8304300284 

30-271 

P 

nE«jre r 

8304230374 

30-321 

Q 

HEALV. Jf H 

8 3042 10336 

50-337 

0 

HEALyriJ H 

8204210536 

30-337 

0 

HEALr. A If 

e304020372» 

FOIA 


tCARRmil 

8204060093 

50-329 

D 

KCEEATjSl 

B204O60036 

50-329 

0 


8204120042 

50-237 

P 

>Ce4«R, J. 

8204290523 

50-237 

P 

HElCCR^t-lf 

8304130301 

50-271 

P 

l«IC€Rrf„ir 

8204300317 

30-271 

P 

teiNSeRCEAiW 

83042200804 

CONTRACT 


HEIT.C.R 

e204160139« 

FOIA 


HEir.C. A 

8204160143* 

FOIA 


KElr.C A 

8204160131* 

FOIA 


HEIT.C A 

8204160168* 

FOIA 


HEir.C. A 

8204160184* 

FOIA 


HEU-RECKT^D 0 

8204130287* 

80-303 

I 

>CZ.tER> J. K 

8204030380* 

30-233 

8 

>CI^tE>J.K 

8204230194* 

FOIA 


miBRtJCrO.W 

8002010408* 

FOIA 


IHEN»ftX.O.U 

8204230192* 

70-1216 


HENXAfXiO.M 

8204290137* 

FOIA 


HL^lX.Q H 

82043901 S2« 

FOIA 


HSsQiRIXiCi.H 

8204290243* 

40-8186 


hEhORIKiO M 

8204290233* 

40-8186 


tEHEMtX4<i U 

8204290401* 

70-1216 


i«>KV> J. J 

8204130414 

PRM 


^i£«tr.p J 

8204300366 

30-273 

R 

l01fiT«A R 

0204010413* 

30-433 

a 

A R 

8204140096* 

80-413 

0 

KERii>T4A.R 

8204 14024 3* 

30-348 

Q 

hCR(lTrA.ft 

8204140343* 

30-438 

0 

ICKOT.A ft 

8204140339* 

30-389 

Q 

1«ftQT. A. ft 

8204140368* 

30-230 

Q 

KEADT>A ft 

8204140393* 

50-250 

Q 

fCftOTi A. ft 

8204140407* 

30-390 

0 

A.R 

8204230273* 

80-438 

Q 

!>Cf«r. A ft 

8204230483* 

30-333 

8 

leSlfTrA ft. 

B204230S1 1* 

30-239 

Q 

HEftS'trA ft. 

8204230332* 

30-280 

0 

HESOTiA ft 

8204280306 

30-261 

8 

ICRQT) ft. R 

8204140134* 

30-416 

0 

ICtlNRpA. r. 

8204130140 

30-315 

P 

h«|M«j A. F 

8204130271 

30-313 

R 

NEXINO^n F 

8204130278 

30-315 

P 

•CAINtff R F 

8204130283 

30-315 

F 

h£3ltN». R. F, 

8204140366 

30-315 

P 

HEXKANI.A HT 

8204130273 

50-329 

E 

KKNAM.A w 

8204190274 

50-329 

A 

fEKNAM.R If 

8204190274 

50-329 

A 

MANAM.A.M 

8204290378 

50-329 

8 

)CRNAMOe2p« 

8204140217* 

30-275 

8 

SOUfANDCZr^ 

8204140248* 

50-362 

0 

WXRANOeZrO 

8204140336* 

50-312 

8 

»eXKXNCE:Zr« 

8204140340* 

50-312 

8 

HDtItEftAp D 

8204290191* 

HASTE MOT 

KXRKM.II C 

8203230486* 

50-244 

P 

lOtfttCK^ft C. 

8204200477* 

50-327 

P 

M 

8204190444* 

XPORTLIC 


HEXSCHp H. K 

8204190449* 

XPORTLIC 


HEft&CIf/KH. 

8204220437 

XPORTLIC 


KCRBCft^KH 

8204220443* 

XPORTLIC 


«XSCH4H« 

8204220601 

XPORTLIC 


•CISCH. H M 

8204290381* 

XPORTLIC 


HEUSCHp K M 

8204290303* 

XPORTLIC 


HEKSCHp m. h 

8204290388* 

XPORTLIC 



PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 

AUTH3R 

NUMBER 

CATEGORY 

HER8CH.K M 

8204290392* 

XPORTLIC 


HERBCH, M M 

8204300114* 

XPORTLIC 


HERSCHi M. M 

6204300123* 

XPORTLIC 


HERZ. E 

8110260313* 

FOIA 


HERZOG. B 

6204020083 

NUREO 


HESS. C H 

8204300449 

PRK 


HESSEL. D L 

8204190011* 

WASTE MOT 

HES80N. 0 M 

6204010536 

NUREO 


HEWITT, B C 

6204130332* 

FOIA 


HIATT, 8 L 

6204130204 

50-440 

0 

HIATT. B L 

8204130206 

30-440 

0 

HIATl , 8 L 

8204130209* 

50-440 

0 

HIATT, S L 

8204190296 

PR 


HIATT, S L 

8204210303 

30-440 

0 

HIATT, S L 

6204260128 

30-440 

0 

HIATT, 3 L 

8204230279 

30-440 

0 

HICKMAN, J H 

8203150262* 

30-295 

p 

HICKMAN, J H 

6204070131 

NUREO 


HIOOINBOTHAM 

6204130410* 

FOIA 


HIOOINaOTHAM.L 

8204150370* 

FOIA 


HIOOINBOTHAM.H 

8204080132 

80-337 

0 

HIOOINBOTHAM, H 

6204140203 

30-337 

0 

HIOOINB.J C 

0204300331* 

50-322 

Q 

HIGGINS, 8 

8204280241 

50-514 

0 

HILF, C L 

8203240232* 

50-366 

P 

HILL. D 

8204090051* 

CONTRACT 


HILL, 0 

8204090057* 

CONTRACT 


HILL, D 

8204220572* 

CONTRACT 


HILLrK L. 

9204300178* 

50-331 

8 

HILL.K. L 

8204300359* 

50-331 

8 

HILL, K L 

8204300368* 

50-331 

S 

HILL, K. L 

8204300422* 

50-331 

S 

HILL, R A 

8204190101* 

50-322 

T 

HILL, R A 

6204190181* 

50-322 

T 

HILL.R A 

6204190 193* 

50-322 

T 

HILL. R A 

9204190193* 

50-322 

T 

HILL, T V 

82042901 1 1 

WASTE MOT 

HILL, T V 

6204290114 

WASTE MOT 

HILL, W M. 

6204120404 

50-498 

Q 

HILNER.K R 

8204020432 

50-341 

0 

HINCKLEY, D 0 

8204150010* 

50-305 

Q 

HINCKLEY, D 0 

8204210335* 

3C-29S 

Q 

HINCKLEY, D 0 

8204260624* 

50-303 

Q 

HIND, J A 

6204030361 

50-282 

Q 

HIND, J A 

6204090169 

30-346 

a 

HIND, J A 

820 4200034 <■ 

70-273 


KIND, J A 

8204220296 

30-233 

Q 

KIND, J A 

8204220419 

30-266 

<3 

HINDtJ A 

8204300394 

50-266 

P 

HIPSHER.M M 

6204020534 

71-6679 


HIPSHER.W M 

6204200332 

WASTE MOT 

HIRSCH, D 

6204230376 

30-142 

0 

HIRSCH.O 

8204260023 

30-142 

0 

HIRSCH, D 

8204280030 

50-142 

H 

HIRSCH, 0. 

8204230330 

30-142 

0 

HIRSCH, D 

8204260360 

30-142 

0 

HIRSCH, D 

6204300071 

50-142 

0 

HOBSON, J H 

6204020263* 

50-142 

P 

HOCH.J B 

8204010434* 

30-275 

R 

HOCKINO.O 

8204210614 

NUREO 


HODODON.A P 

8204080393 

30-443 

M 

HOOODON.A P 

B204280277 

30-332 

O 

HOOQES, J H 

6204210399* 

50-63 

a 

HODGES, M H 

6204070562* 

30-328 

T 

HODOES.M W 

6204140437* 

30-322 

T 

HODGES, M H 

6204140470* 

50-322 

T 

HOFFMAN, D. 

0204060211 

FOIA 


HOFFMAN, 0 

6204290404 

30-273 

P 

HOGAN, J P 

6204260226 

PRM 


HOLDER, 0 

6204020294* 

30-296 

S 

HOLDER, 0 

S204020361* 

30-259 

8 

HOLDER, G. 

6204020498* 

50-23? 

S 

HOLDER, 0 

8204020505* 

30-296 

6 

HOLDER, 0 

8204020367* 

30-296 

3 

HOLLANDER, T C 

9204200017 

80-329 

6 

HOLLEY, H L, 

8204030012* 

30-283 

Q 

HOLLOWAY, e fl 

6204270332 

RES 


HOLMES, W K. 

6204080550* 

30-153 

0 

HOLMES, W K 

6204080350* 

30-133 

0 

holmes, W K 

6204080383* 

30-133 

0 

HOLMES, U K 

62040S05SS* 

30-133 

0 

HOLT, J. 

62030801 00 

80-247 

0 

HOLT, J 

62030801 12* 

30-247 

0 

HOLT, R R 

6204080300* 

30-28? 

p 

HQLZMER.M M 

6204300274* 

30-234 

a 


S2S 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HONAN, F J 

8204220085 

RES 


HOMAN, F J 

8204260341 

RES 


HOOD, D S 

8204080590 

50-329 

A 

HOOD.D 8 

8204220173 

50-329 

A 

HOOD. 0 8 

8204220222 

50-329 

V 

HOOD, D S 

8204220320 

30-329 

A 

HOOD, D 3 

8304270485 

30-329 

A 

HOOD, 0 S 

B204290100 

50-329 

A 

HOOD, D S 

8204290107* 

30-329 

A 

HOOVER, W W 

8204080132 

50-337 

0 

HOPKINS.H R 

8304210170* 

CONTRACT 


HOPKlHSrJ 8 

8204210600 

30-482 

A 

HQPKIMS.J 8 

0204230050 

50-482 

A 

HQRIN, W A 

8204080240 

30-445 

0 

KOR IN, Ul A 

8204080240 

50-445 

0 

HQR IN, W A 

8204080300 

50-443 

Q 

HOR IN, M A 

8204080300 

50-443 

G 

HORIN, M A 

8204080336 

30-443 

G 

HOR IN, W A 

8204080336 

30-445 

G 

HORIN, W A 

8204230130 

30-445 

G 

HORIN, H A 

8204230130 

30-443 

0 

HORIN, M A 

8204260227 

60-445 

0 

HORIN, M A 

8204260227 

30-443 

0 

HORIN, M A 

8204280015 

50-445 

G 

HORIN, W A 

8204280015 

30-445 

Q 

HORIN, W A 

8204300181 

30-445 

G 

HORNOR, J 

8204020259* 

50-142 

P 

HORNORi J W 

8304070331* 

30-320 

Q 

HORNOR, J W 

8204070367* 

50-206 

3 

HORNOR, J W 

8304070377* 

30-206 

0 

HORTON, 0 L 

8204260305 

40-299 


H08EY, C M 

6304140282* 

30-390 

0 

H08EY, C M 

8204140336* 

70-143 


HOSEY. C M 

8304230414* 

30-395 

0 

HOUR I HAN, P L 

8204140173 

30-328 

0 

HOUR I HAN, P L 

8204140163 

50-528 

0 

HOUR I HAN, P L 

8204210500 

50-328 

Q 

HOUR I HAN, P L 

8204210507 

30-326 

0 

HOUSTON, M D 

8304210519 

50-416 

A 

HOUSTON, K D 

8204280489 

50-416 

A 

HOVl.L 

8204130369* 

0A999 


HOVI, L 

8304130381* 

0A999 


HOWE, P W 

6202080371 

50-324 

P 

HOWE. P W 

8204010393* 

50-261 

0 

HOWE, P W 

6204120178 

30-324 

p 

HOWE, P W 

8204120438 

30-261 

Q 

HOWE, P W 

8204300313 

PR 


HOWE, T M. 

8204270070 

RES 


HOWLETT-G 

0804130377* 

30-336 

R 

HOHLETT.O H 

B20403D363* 

30-336 

R 

HOHLFTT.O H 

8204130380* 

30-336 

R 

HOHLETT.O H 

8204130383* 

30-036 

ft 

HOWLETT.O H 

8204130400* 

30-336 

R 

HOWLETT.G H 

8204130403* 

30-336 

R 

HOWLEY, 8 C 

8204300431* 

50-286 

0 

HOYLE, A 

8204290602 

CONTRACT 

HOYLE, U C 

8204 1 40030 

30-338 

A 

HRIO. ft E. 

8204080118 

S0-3D9 

B 

HSII, Y K 

8204140463* 

30-322 

T 

HUBBARO.R 6 

8204160068* 

30-322 

0 

HUBBARD, W S 

8204260037* 

40-8613 


HUBBLE, M 

8204270371# 

30-361 

P 

HUDSON, S 0 

8204020233* 

50-220 

0 

HUDSON. T, 6 

8204140206 

30-496 

0 

HUDSON, T 6 

8204140206 

30-498 

0 

HUETERi L. J 

8204160242* 

30-254 

Q 

HUFFMAN. Q N 

8204020272* 

50-395 

0 

HUGO 1 NS, R 

8204280188* 

30-368 

8 

HUGHES, W 0 

8204020396 

30-206 

I 

HUKJLLi H D 

82040-10324 

30-289 

8 

HUKILL. H D 

8204020386 

30-2 B9 

8 

HUKILL, K D 

8204030162 

50-209 

ft 

HUKILL, K D 

8204080422 

50-289 

0 

HUKILL. K D 

6204080311* 

50-289 

3 

HUKILL. K D 

8204060313* 

50-289 

3 

MA^ILL. R D 

8204120296 

50-289 

8 

HUKILL.R 0 

8204120331 

50-209 

I 

HUKILL. R 0 

8204140373 

50-289 

R 

HUKILL. RD 

8204200380 

50-289 

P 

HUKILL. RD, 

8204210129 

50-289 

F 

HUKILL. R 0 

8204220407 

50-289 

8 

HUKILL. RD 

8204220427 

30-289 

P 

HUKILL. R D 

8204270389 

50-289 

0 

HUKILL, R 0 

8204270411 

90-289 

F 

HUKILL, RD. 

8204270431 

30-289 

P 
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HUKlLLi H D 

02O4a7OA6O» 

30-289 

P 

JACKIN. I N 

8204090369* 

90-266 

0 

JOHNSON, 0 E 

8204070961 

90-413 

0 

HUKILL. H D 

B20430CI3E6 

30-289 

S 

JACKIN. I H 

8204140311* 

90-494 

Q 

JOHNSON, 0 E 

8204070972 

90-413 

0 

HULBi K 

8204300017 

FOIA 


JACKIN. I N 

8204220237* 

90-373 

Q 

JOHNSON, 0 E 

8204220278 

90-413 

0 

HUMPHREY, 0 0 

8204270932 

RES 


JACKSON, E N 

8204060090 

90-271 

P 

JOHNSON. 0 E 

8204290187 

90-413 

0 

HUMPHREYS. 0 D 

8204 19021 SI- 

30-346 

P 

JACKSON, E N 

8204190484 

90-271 

□ 

JOHNSON, J 

8204080367* 

90-293 

0 

HUNNICUTT. D M 

B204?&0194» 

90-482 

3 

JACKSON, E W 

8204190488 

80-271 

R 

JOHNSON, M L 

6204060047* 

S0-33S 

R 

HUNNtCOTT. 0 M 

8204 2601 86* 

90-362 

0 

JACKS ON, E N 

8204190219 

90-271 

R 

JOHNSON, P H 

8204070331* 

90-928 

O 

HUNMICUTT. D M 

82042602979 

30-445 

8 

JACKSON. E N 

8204190343 

90-271 

0 

JOHNSON, P H 

6204010399 

PRM 


HUNSTAD.A A 

82040203 12» 

90-306 

S 

JACKS ON. 0 

8204260494 

71-9161 


JOHNSON, R C 

6204210661 

90-289 

P 

HUNSTAD.A A 

8204090319* 

30-262 

ft 

JACKS ON, R E 

8204290146* 

90-70 

P 

JOHNSON, R C 

8204270403 

90-263 


hunstadjA a 

8204090383* 

50-282 

R 

JACOBS, A. 

8204020029 

CONTRACT 


JOHNSON, T 

8204020033 

NUREO 


HUHBTAD.A A 

8204090391* 

50-282 

R 

JACOBS. A. 

8204080192 

CONTRACT 


JOHNSON, T 

8204280197* 

MISC 


HUNBTAD.A A 

8204190369 

90-282 

R 

JACOBS, A. 

8204080982 

CONTRACT 


JOHNSON, T C 

8204210976 

HASTE HOT 

HUNSTAD.A A 

6204300244* 

90-282 

a 

JACOBS, A. 

8204190012 

CONTRACT 


JOHNSON. T C 

8204260433 

HASTE HOT 

HUNT. M 0 

8204010221* 

50-324 

□ 

JACOBBr A. 

8204270139 

CONTRACT 


JOIINSON.T C 

8204260437 

UASTE HOI 

HUNT. M B 

8204010397* 

30-321 

a 

JACOBS, A. 

8204280069 

CONTRACT 


JOHNSON, T C 

8204260442 

UA8TE MOT 

HUNT, M D 

6204140389* 

90-399 

a 

JACOB 8, R H 

8204120028 

90-289 

P 

JOHNSON, T L 

8204290180 

40-8749 


HUNTtR. B 

6204220420 

90-346 

8 

JACOB 8, R. H 

8204190076 

50-2B9 

P 

JOHNSON, T M 

8204230127* 

40-2061 


HUmER. B 

8204220448 

90-346 

a 

JACOB 8, R. H 

8204220990 

90-289 

F 

JOHNSON, T M 

8204230132* 

4 0-206 ( 


HUNTER, B R 

7811010203* 

90-293 

p 

JACOB 8, R. H 

8204260329 

50-289 

P 

JOHNSON, T M 

8204280167* 

MT8C 


HUNTER, D R 

7903010167* 

90-295 

p 

JACOBSON, R L 

8204120162 

40-8610 


JOHNSON, U 0 

0204130392* 

50-313 

■0 

HUNTER, B R 

6001170212* 

FPIA 


JACOB SON. R L 

8204190169* 

40-8610 


JOHNSON, U P 

8204070919* 

90-443 

0 

HUNTER. D R 

8004020866* 

90-346 

p 

JAFFti D 

8204070021 

50-317 

P 

JOHNSTON, F H 

8204190269* 

FSIA 


HUNTER. B R 

8004040786* 

SO-320 

P 

JAFFE, D H 

8204190270 

50-317 

P 

JOHNSTON, F H 

S204 190300* 

FOIA 


HUNTER. B R 

800 61 7! 027* 

90-266 

p 

JAFFt, D H 

8204270499 

90-313 

P 

JOHNSTON, W. 

6204230037* 

40-2061 


HUNTER, B R 

6007030460* 

FOIA 


JAMISON. J 0 

820428001 1 

NUREO 


JOHNSTON, M V 

8204070029* 

90-302 

F 

HUNTER, D R 

8007030469* 

90-320 

p 

JANO, J C 

8204200216* 

50-272 

Q 

JOKELA, T A 

8204230119* 

FOIA 


HUNTER. D R 

8007030471* 

FOIA 


JANUS K A. A 0 

8204220479* 

50-263 

0 

JOKELA, T A 

8204230120* 

FOIA 


HUNTER. D R 

6007030473* 

FOIA 


JAPE, F 

8204010221* 

50-324 

0 

JONES, B H 

8204090040 

90-937 

4 

HUNTER. 0 R 

8204140197* 

90-398 

Q 

JAPE, F. 

8204010224* 

50-327 

Q 

JONES, B H 

8204090328 

50-279 

0 

HUNTER. D R 

8204210213* 

90-261 

Q 

JAPE. F 

020401 0357* 

50-321 

0 

JONES, B H 

6204070997 

90-937 

0 

HUNTER, D R 

8204300012* 

90-320 

P 

JAPE, F 

8204140389* 

50-395 

□ 

JONES, B H 

8204080166 

90-937 

« 

HUNTER. 0 R 

8204300016* 

90-320 

P 

JAPE, F 

8204230290* 

50-250 

□ 

JONES, B U 

6204160011 

50-537 

4 

HUNTER. D R 

8204300019* 

90-320 

P 

JAPE, F 

8204230332* 

50-390 

Q 

JONES, B.H 

6204190183 

50-937 

4 

HUNTER, B R 

8204300023* 

90-320 

P 

JAPE. F 

820423097 1 * 

90-250 

Q 

JONES, B U 

8204280189 

50-937 

4 

HUNTER. D R 

8204300042* 

90-299 

P 

JAUDONr J P 

8204130399* 

50-289 

0 

JONES, B W 

6204280194* 

50-937 

4 

HUNTER, D R 

8204300055* 

90-320 

P 

JAVIt>. A 

8204090349* 

50-350 

A 

JONES, B U 

6204300082* 

90-937 

•4 

HUNTER. D R 

8204300067* 

90-320 

P 

JENKINSiB M 

8204260274 

NUREO 


JONES, a H 

6204300094* 

90-937 

4 

HUNTER, D R 

8204300076* 

90-020 

P 

JENKINS.O R 

8204010009* 

50-230 

0 

JONES, B H. 

6204300102 

90-937 

4 

HUNTER. D R 

8204300099* 

90-320 

P 

JENKINS.O R 

8204010189* 

50-390 

0 

JONES, D N 

6204190437* 

70-1181 


HUNTER. 0 R 

8204300108* 

30-320 

P 

JENKINS.O R 

8204010202* 

50-321 

0 

JONES, D H 

6203290194* 

70-1110 


HUNTER. 0 R 

8204300117* 

FOIA 


JENKINS.O R 

8204020272* 

50-399 

Q 

JONES, 0 H 

8204230397* 

70-143 


HUNTER. 0 R 

8204300124* 

30-309 

P 

JENKINS.O R 

0204140297* 

50-269 

Q 

JONES, D U 

8204230430* 

90-938 

6 

HUNTER. D R 

8204300130* 

90-299 

P 

JENKINS.O R 

8204140266* 

50-250 

0 

JONES, E N 

8204210631* 

90-47 

4 

HUNTER, D R 

8204300191* 

FOIA 


JENKINS.O R 

8204140377* 

90-290 

0 

JONES, 0 T 

8204190319 

90-299 

R 

HUNTER, a R 

8204300179* 

90-320 

P 

JENKINS.O R 

8204140383* 

50-302 

0 

JONES, J C 

6204230599* 

90-390 

4 

HUNTER, B R 

8204300214* 

FOIA 


JENKINS.O R 

8204140386* 

90-369 

0 

JONES, L,L. 

6204120196 

90-362 

« 

HUNTER, D R 

8204300238* 

FOIA 


JENKINS.O R 

8204140431* 

50-339 

0 

JONES, L L 

8204120196 

90-382 

4 

HUNTER. D R 

6204300241* 

90-320 

P 

JENKINS.O n 

8204230327* 

70-1 U3 


JONES, R 

8204200340 

90-373 

J 

HUNTER. B R 

6204300249* 

90-320 

P 

JENKINS.O R 

8204230339* 

90-269 

0 

JONES, S 2 

8202220660 

40-6699 


HUNTER, D R 

8204300247* 

90-320 

P 

JENKINS.O R 

8204230411* 

90-339 

0 

JONES, 8 2 

8204260068 

40-8102 


HUNTER, D R 

8204300231* 

90-320 

P 

JENKINS.O R 

8204280218 

90-327 

6 

JONES, T F 

8204290062* 

FOIA 


HUNTER, R S 

6204060030 

90-313 

P 

JENKINB.R B 

8204200028* 

90-159 

0 

JONES, T F, 

8204290930* 

70-1216 


’UNTER.R S 

8204300426 

90-319 

Q 

JENSEN, L. 

8204230167* 

40-2061 


JONES, T F 

8204290937* 

70-1216 


'NTER. V H 

6204190333* 

□4999 


JENSEN, B E 

8204230362* 

90-261 

P 

OONES.T.F 

8204290991* 

70-1216 


UEY, L C 

8204270424* 

70-1467 


JBRMAN. P 

8204210141* 

40-2293 


JONES, T F 

8204290960* 

70-1216 


CHINSON.G, S 

6204230929* 

90-382 

T 

JERMAN. P C 

8204210149* 

40-2293 


JONES, V H 

8204190919* 

90-280 

R 

chinson.g a 

6204230329* 

30-382 

T 

JERZ, C J 

8204190129* 

50-313 

F 

JONES, U C 

6204090184 

90-289 

P 

lAHIM.A K 

6110060063* 

FOIA 


JETTE, D 

8204010474 

PRM 


JONES, U C 

6204090333 

90-209 

f 

^ATON^S. A 

6204140162* 

90-269 

□ 

JOEL. K E 

8204270398 

NUREO 


JONES, U C 

6204060027 

90-289 

F 

JNAT0NI5. A 

8204280339 

90-287 

6 

JOHANNEaiEYER 

7906110398* 

FOIA 


JONES, U.C 

8204070449 

50-289 

P 

NOUS I . J D 

8203190238 

NUREO 


JOHAKNESrieYBR 

8204290001* 

70-1216 


JONES, H C 

8204070490 

90-209 

P 

IRBY. B 

8204020482* 

50-260 

8 

JOHAMNESHEYER 

8204290028* 

70-1216 


JONES, H C, 

8204070468 

90-269 

P 

IR8V, 8 J 

8204020392* 

90-299 

8 

JOHAKNEWEYER, C 

8204230168* 

40-8118 


JONES, H C 

6204070910 

90-289 

P 

IRBY. B U 

8204160326* 

90-296 

a 

JOHANBEN, J 

8204080920 

16E 


JONES, U C, 

6204130042 

90-289 

4 

ISAACS,! H 

8204140205 

90-937 

0 

JOHANSEN, J 

8204300479 

70-738 


JONES, W.G 

8204130046 

90-209 

P 

ISHfl.M 

8204290604 

NUREO 


JOHANeEN, J M 

8204190162 

70-2281 


JONES, U.C 

8204130096 

90-289 

<9 

IVEV, L 

6204210667* 

90-139 

Q 

JOHN, 0 F 

8204130206 

90-449 

M 

JONES. H C, 

8204200472 

90-209 

R 

JABSOUR.K N 

8204070611 

90-413 

A 

JOHN, D. F. 

8204130206 

90-449 

M 

JONES, H C 

8204260119 

90-289 


JABBOUR.K H 

8204210934 

90-413 

A 

JOHN, D F. 

8204130206 

90-449 

H 

JONES, U C 

8204270193 

90-289 

S 

JABLON, n A 

8204130196 

90-449 

M 

JOHNSON, B 0 

8204020918 

90-280 

I 

JONES, U.C 

8204200264 

90-289 

F 

UABUQN.R A 

8204140270 

90-329 

M 

JOHNSON, B D 

8204090209 

90-259 

Q 

JONES, W C 

8204300196 

90-289 

B 

JABLON, R A 

8204140270 

90-329 

M 

JOHNSON, B D 

8204090297 

90-299 

R 

JONES, U.C. 

8204300316 

90-289 

P 

JABLON. fl A 

8204140270 

90-329 

M 

JOHNSON, B. D 

82040904 92 

90-299 

P 

JORDAN, E L 

7903010126* 

90-299 

P 

UABLON. R A 

8204140270 

50-329 

M 

JOHNSON, S 0 

6204220284 

50-299 

P 

JORDAN, E L 

8001170209* 

FOIA 


JABLON, R A 

8204140391 

90-329 

M 

JOHNSON, B 0 

8204300414 

50-299. 

R 

JORDAN, E. L 

8011100349* 

FOIA 


JABLON, R A 

8204140391 

90-329 

M 

JOHNSON, B D 

8204300419 

50-299 

0 

JORDAN, E L. 

8202040142 

90*334 

« 

JABLON, R. A 

8204140391 

90-329 

M 

JOHNSON, B N 

8204020333* 

71-231 


JORDAN, E.L. 

8202040143 

90-3 

0 

JABLON, R A 

82041 40391 

90-329 

M 

JOHNSON, C E 

8204270194 

40-6622 


JORDAN, EL 

8204300061* 

FOIA 


JABLON, R A 

8204140391 

90-329 

M 

JOHNSON, C. R 

8203170432* 

OA9Y9 


JORDAN, K J 

8204200176* 

90-10 

<1 

JABLONSKI.F J 

, 8204130010* 

90-309 

Q 

JOHNSON, D F 

8204010343* 

90-338 

0 

JORDAN, R. L 

8204190179* 

0A4« 


JABL0N8KI.F J , 

8204210213* 

90-261 

Q 

JOHNSON, 0 F, 

8204010367* 

90-338 

0 

JORDAN, R. L. 

8204190182* 

0AY79 


JABLONSKt.F J. 

8204280624* 

90-309 

Q 

JOHNSON,!) F. 

8204230426* 

90-338 

a 

JORDAN, U H 

8204060142 

90-28? 

4 

JACK I M, I. 

8204220472* 

90-373 

0 

JOHNSON, E H 

8204130399* 

90-289 

0 

JORDAN, U a 

8204080297 

90-20? 

P 

JACKIN, 1 N 

8204090248* 

90-346 

0 

JOHNSON,© e 

8204090328 

90-278 

0 

JORDAN, U 8 

8204200082 

90-443 

9 
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AUTK3R 
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CATEOORV 

XRMNiUS 

eS04S00082 

90-443 

0 

KEMPER. J S 

8204060002 

90-392 A 

KIM. D 

8204270269* 

90-249 

s 

W 9 

BS04SGOS73 

90-443 

0 

KENNA. W 0 

8204210994* 

90-83 0 

KINCANNGN. B F 

0204070069 

NUREO 



BSf>4SeOS93 

90-443 

0 

KENNA. M 6. 

8204210999* 

90-83 0 

KINDER, e T 

0204080016 

90-443 


hQR^ENSENj b l 

7B1 1010203* 

90-299 

p 

KENNA. H B 

8204210698* 

90-83 a 

KINO. L L 

8204010996 

KUR£0 


XRiCKSENi B L 

8204090380* 

30-299 

0 

KENNA. W B 

8204210704* 

90-63 0 

KINO. H 

8304220045* 

FOIA 


AXCEKSEM.E L 

8204120174* 

90-299 

Q 

KENNY. T 

8204300491* 

90-286 0 

KINO. M 

8204220097* 

FOIA 


%IM;eN5E>l. S U 

8204190142* 

40-2061 


KENNY. T J 

8204120434 

SO-440 0 

KINO. T F 

8S04290301 

40-e68( 


XA$eM3£N>B L 

8204230073* 

40-2061 


KENNY. T J 

8204140419* 

90-286 0 

KINNEMAN, J 

850S0SC294» 

FOIA 


tUeeMsai. B l 

8204300042* 

90-299 

P 

KENRICK. J. R 

8204200293 

90-266 T 

KINNEMAN. J 

8204080920 

I$tE 


joLunrfip 

8204140426* 

90-279 

0 

KENRICK.O R 

8204280297 

90-266 0 

KINNEMAN. J 

8204270404 

40-06 


JWU3ff.P V 

8204190913* 

FOIA 


KENT. 8. 

8204220063* 

90-322 H 

KINNEKANtJ D 

8204120322 

[tcE 


JCfCEp'J A 

8204070083 

NUREO 


KENYON. T. J 

8204210406 

90-390 A 

KINNEMAN. J 0 

8204200036 

40-0413 


XnWRi ^ K 

8204 120322 

ISiE 


KENYON. T. J 

8204210927 

90-390 A 

KINNEMAN. J D 

8204260273 

40-86 


1 rt 

8204 140249 

40-86 


KENYON. T. J 

8204230177 

90-390 A 

KINNEY. W H 

8204090473* 

90-334 

0 

C 

8107130031* 

90-324 

B 

KEPKA.A 0 

8204010399 

PRM 

KINTMER.L. 

8204200386 

90-341 

H 

pU.IAHiC 

8204230499* 

90-938 

0 

KEPPLER. J 

8204230031* 

40-2061 

KINTNER.L L 

8204210046 

90-341 

A 

■U*l ANf C A 

8204280242 

90-261 

8 

KEPPLER.J 0 

3103130297* 

40-2061 

KINTNER.L L 

8204210640 

90-341 

A 

JULIilLHiC A 

8204280306 

90-261 

8 

KEPPLER. J 0 

6204020237 

90-346 F 

KINTNER.L L 

8204220337 

90-341 

A 

■Mil AN./ C A 

8204280497 

90-261 

8 

KEPPLER.J 0 

8204020279 

90-10 F 

KlNZLESrS 

8204130408 

PR 


MUXin A 

8204270170* 

90-317 

8 

KEPPLER.J 0 

8204020316 

90-263 F 

KIRK. B L. 

8204070074 

NUREO 


AteCKSEM.R U 

8204130294 

90-319 

P 

KEPPLER.J <3 

B204020370 

90-373 A 

KIRK. 8. L. 

8204290405 

NUREO 


H, 

8204190449 

PR 


KEPPLER.J, 0 

8204020908 

50-409 F 

KIRK, a B 

8204080132* 

90-327 

8 

JUSTUBiP. E 

8204290194 

HASTE MOT 

KEPPLER.J Q 

8204090110 

90-293 0 

KIRK. a B 

8204160480* 

90-337 

8 

MEPER 1 U.B 

8204090324* 

80-279 

R 

KEPPLER.J 0 

6204090194 

90-299 P 

KIRK, a B 

6204160916* 

90-327 

8 

UEfEAtk B 

8204190291* 

90-279 

R 

KEPPLER.J 0 

6204080932 

40-2061 

KIRK. H F 

0204260243 

PRM 


UfSC.ft H 

0204080419* 

40-8194 


KEPPLER.J 0 

8204090216 

90-309 F 

KIRKMAMiR 

8204210101* 

70-263 


iJ 

6204210649 

WASTE HOT 

KEPPLER.J 0 

8204090294 

90-346 0 

KIRKHAN.R H 

0204210062* 

40-2293 


MLWIMMKISiN. 

B204 120297 

90-269 

8 

KEPPLER.J 0. 

6204090317 

30-266 F 

KIRKMAH.R H 

8204210099* 

70-263 


XM.SVIAHAHES< N 

8204120326 

90-294 

R 

KEPPLER.J 0 

8204120310 

30-199 P 

KIRKHAN.R U 

8204210189* 

40-2293 


XM.IVIAMKI8. N 

8204120422 

90-294 

8 

KEPPLER.J. e 

S204140179 

30-4B3 Q 

KIRKMAN.R H 

8204210939* 

90-47 

Q 

IW.IVIAmKl5, H 

8204190221 

90-294 

R 

KEPPLER.J Q 

8204140194 

90-398 a 

KIRKHAN.R M 

6204210942* 

90-47 

0 

MLIV}ANAKla,N 

8204190249 

90-294 

R 

KEPPLER.J 0 

8204190060* 

40-2061 

KIRKMAN.R C4 

0204310946* 

FOIA 


MUMNiK L 

8204020120 

40-8380 


KEPPLER.J 0 

8204190068* 

40-2061 

KIRKMAN.R H 

0204210991* 

90-47 

a 

MLHANfK L 

B204090171 

40-0064 


KEPPLER.J 0 

8204190079* 

40-2061 

KIRKHAN.R M 

0204310999* 

90-47 

a 

C 

8204010272 

90-361 

H 

KEPPLER.J 0 

8204190096* 

40-2061 

KIRKMAN.R H 

0304210996* 

FOIA 


tJ««AgR, C 

8204010278* 

80-239 

H 

KEPPLER.J 0 

6204190102* 

40-2061 

KIRKHAN.R U 

8304310962* 

50-47 

0 

MitCAERpC 

8204010391 

PR 


KEPPLER.J 0 . 

8204190164* 

40-2061 

KIRKMAN.R W 

0304210995* 

70-263 


mwepEitc 

8204010394 

PRM 


KEPPLER.J 0 

8204220076 

90-299 a 

KIRKMAN.R H 

0304210601* 

70-263 


lAwePEfc. c 

8204010371 

Pfi 


KEPPLER.J 0 

8204220332 

90-409 0 

KIRKNDOOi R 

0SO414D4BS* 

90-322 

T 

nimepcRi c 

8204010397 

PR 


KEPPLER.J Q 

8204220406 

90-249 a 

KIRBCH) 0 

8303230912 

90-361 

8 

PVMCRER. C 

8204190339 

REOOO 


KEPPLER.J 0 

8204230021* 

40-2061 

KIRBCH. D 

8304290127* 

FOIA 


JWKRER.C 

8204300497 

REOOD 


KEPPLER.J 0 

8204230027* 

40-2061 

KISTER. K 

8204020296 

90-296 

8 

M/C,0 U 

8201130329* 

PRM 


KEPPLER.J 0 

8204230044* 

40-2061 

KtaTER.K 

0204270148 

90-220 

E 

IWCiO te 

8204140947 

PRM 


KEPPLER.J 0 

8204230099* 

40-2061 

KtSTER. K B 

0204020197* 

90-333 

a 

MNE.R a 

8204300260 

90-199 

F 

KEPPLER.J 0 

8204230064* 

40-2061 

KtSTER. K B 

0204020235* 

90-220 

a 

W€iM F 

8204120071 

30-399 

A 

KEPPLER. J.O 

8204230077* 

40-2061 

K18TER.H 8 

6304030436* 

50-244 

a 

KMCjU F- 

8204220936 

90-399 

A 

KEPPLER.J 0 

6204230082* 

40-2061 

K18TER, H. Q 

8204300290* 

50-333 

a 

KWtOHICZiN L 

8204070566* 

90-928 

T 

KEPPLER.J 0 

8204230083* 

40-2061 

KLEIN. D 

020 4 120369 

90-192 

R 

UIU1AN.K 

8204280004 

90-4B2 

0 

KEPPLER.J. 0 

8204230084* 

40-2061 

KLEIN. 0 £ 

6204120381* 

90-192 

R 

CWWM^H 

8204300173 

90-482 

0 

KEPPLER. J.O 

8204230101* 

40-2061 

KLEIN. 8 

0204280197* 

MISC 


iWSCBMiR K 

8204190187* 

90-322 

T 

KEPPLER.J 0 

8204230102* 

40-2061 

KLEIN. M J 

6204010413 

PR 


U5CSAX.fi K 

8204190209* 

90-322 

T 

KEPPLER rj. 0 

8204230104* 

40-2061 

KLEINBOROEiH P 

6204140096* 

90-413 

a 

JASSNER.T F 

8204010942 

NUREO 


KEPPLER.J 0 

8204230109* 

40-2061 

KLEINEDROEiW P 

0204140399* 

90-399 

a 

ItTWENpR.L 

8204210496* 

90-142 

0 

KEPPLER.J 0 

8204230129* 

40-2061 

KLEINBOROE.W P 

0204230911* 

90-299 

a 

UTHfieNpR L 

8204210498* 

90-142 

0 

KEPPLER.J 0. 

6204230143* 

40-2061 

KLEPPER. I 

8804260266* 

90-416 

E 

UIHREN.R L 

8204280021 

NUREO 


KEPPLER.J 0 

8204230179* 

40-2061 

KLINDT. K. K 

0204190973 

NUREO 


Mir.J. 

8204070269 

90-29 

F 

KEPPLER.J 0. 

8804230178* 

40-2061 

KLINE. C 

0204200161 

SO-440 

D 

wr>J.A 

8204090148 

90-29 

P 

KEPPLER.J 0 

8204230223* 

40-2061 

KLINKBIEK. 0 T 

02O4OBO456* 

90-399 

A 

Uir.J.A 

8204090344 

90-29 

P 

KH>PLER. J 0 

8204230274* 

40-2061 

KLINKBIEX, D T 

8204000490* 

90-399 

A 

uy.pji A 

8204130107 

90-29 

P 

KEPPLER.J 0 

8204230289* 

40-2061 

KLUCSiK. J F 

0204070579 

30-201 

0 

U/.J A 

8204130121 

90-29 

P 

KEPPLER.J 0. 

8204230313* 

40-2061 

KLUC8IK.J F 

S204230467 

50-201 

a 

ur.j A 

8204190281 

90-29 

R 

KEPPLER.J 0 

8204270014 

80-319 0 

KLUZNIKiT D 

0204160124 

XPORTLIC 


IKiO 

8204230163* 

40-2061 


KEPPLER.J 0 

6204270229 

90-266 F 

KNAPP. K R 

0204390194 

HASTE MOT 

l£tH1» 

8204020306 

90-334 

8 

KEPPLER.J 0 

8204270317 

90-331 0 

KNAPP. P J, 

0204020440* 

90-272 

a 

umi» 

8204190236 

90-277 

8 

KEPPLER.J 0 

0204270492 

90-946 a 

KNAPP. P.J 

0204020499* 

80-334 

a 

ftisiajitfi 

8204090422* 

70-139 


KEPPLER.J 0 

0204270461* 

90-546 a 

KNAPP. P J 

8204090197* 

90-219 

0 


8204200322* 

70-398 


KEPPLER.J 0 

0204300232 

30-299 0 

KNAPP. P J 

8304090397* 

90-219 

0 

tOJLSr.H P, 

8204210134 

71-9796 


KERR.O H 

0204090100* 

3L«t* Prog 

KNAPP. P J 

8204090429* 

90-333 

0 

(aiE«HW. T. C. 

8204230099* 

40-2061 


KERR.O H. 

0204160072 

NUREO 

KNAPP. P.J 

8304160927* 

90-334 

a 

JaLEHCfi, J. 

8204290176* 

90-70 

P 

KERRrO ^ 

S204220446 

BLafe* Prog 

KNAPP. P J 

0204220346* 

90-266 

Q 

uiiEy«o L 

8204120391* 

90-449 

0 

KERR. R A 

8204190283* 

90-344 P 

KNAPP. P J 

8204220263* 

90-271 

a 

iajLEy»a c 

8204080136 

90-400 

0 

KERRIGAN. J D 

8204260110 

CONTRACT 

KNAPP. P J 

6204300378* 

70-1143 


raxsrr j L. 

8204130116 

90-294 

0 

KERRY. J H 

8204230093* 

80-309 H 

KNAPP. P J 

8204300461* 

90-244 

0 

laUETr J u 

8204190207 

90-413 

0 

KETZLACH, N 

8204290909* 

70-2940 

KNIQHT. J P 

6203240060* 

90-284 

0 

taur.u L 

8204200411 

90-294 

0 

KEYiC M 

8204230993* 

30-390 a 

KNIOHT. P F 

0204190596 

NUREO 


laiEr. WL 0 

8204080338* 

0A999 


KEV.H 

8204160297* 

90-373 0 

KNOP. D 

8204160949 

90-304 

s 

iau;ri.K p 

8204080439* 

04999 


KEY. U J 

8204060492* 

90-373 a 

KNOP.fi 

0204230465 

90-373 

0 

laufr u B 

8204200403* 

04999 


KEYEB.O C. 

8204260120* 

90-289 a 

KNOP.R C, 

8204220314 

90-373 

a 

laiEYi U J. 

8204200234* 

90-461 

I 

KIEL.O R. 

8204160128 

XPORTLIC 

KNOTIS. J B. 

0204130200 

90-449 

M 

HULOMiP -i 

8203020610 

90-321 

0 

KIEL. O.R. 

8204160131* 

XPORTLIC 

KN0TT6. J B. 

8304130200 

90-449 

M 

laicaoiP. <i 

8204010190 

90-321 

0 

KIEL. 0 R. 

8204260330* 

XPOHTLIC 

KNOTTS, J 6 

0204260183 

90-399 

a 

lauHHa.p. j 

8204070197 

90-302 

0 

KIEL.O. R. 

8204200176 

XPORTLIC 

KNOTTB.J 6. 

8204280260 

90-399 

0 

iaLYpiji A. 

8202230401* 

90-313 

0 

KIEL.O R. 

8204200101* 

XPORTLIC 

KNOX. J 

0204000912* 

90-399 

A 

tOLSpN. J 

8304120441 

90-322 

0 

KIEL 0 R. 

8204260327 

XPORTLIC 

KNUTH.D.F 

8204140209* 

FOIA 


tOPEfi^ >i 8 

8203090323 

90-392 

B 

KILBiJ 0 

8204140149 

90-293 a 

KNUTH. 0. F 

0204140213* 

FOIA 
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KWUTH. B-F 

8204 1 4022S» 

FOIA 


KUTZER. J F 

8204020461* 

90-287 

S 

LAYFIELO.R L 

S204290049* 

70-1216 


KNUTH. D F 

82041 4023 !• 

FOIA 


KUTZER. J F 

8204020502* 

90-287 

s 

LAVFIELD, R L 

8204290092* 

70-1216 


KNUTH. B F 

82041 40239* 

FOIA 


KUTZER. J P 

8204020942* 

90-269 

a 

LAYFIELO.R L 

8204290997* 

70-1216 


KOetJRl.Y 

8204210610* 

90-139 

a 

KUTZER. J F 

8204160983* 

90-269 

8 

LAVNE. I 8 

0204300149* 

30-416 

A 

KOCHr L. J. 

8204010344 

90-461 

F 

KUTZER. J F 

8204280039* 

90-269 

8 

LAZAHUS.U J 

8204210307* 

SO-334 

0 

KDCH.L J 

0204090379 

90-461 

A 

KUTZER. J F 

8204260196* 

90-287 

a 

LAZARUS. U J 

8204270498* 

80-219 

0 

KOCHiL J 

8204060089 

90-461 

A 

KUTZER. J F 

8204280299* 

90-269 

0 

LAZO, R (1. 

0203280486 

90-926 

0 

KOCHiL J 

8204070368 

90-461 

K 

KUTZER. J F 

8204280310* 

90-270 

8 

LAZO. R. K 

8204090501* 

lOCFR 


KDCHiL J 

8204140164 

90-461 

C 

KUTZER. J F 

8204280312* 

90-287 

S 

LAZO.R K 

8204190266 

90-309 

0 

K0CH.1. J 

8204220370* 

90-461 

0 

KUTZER. J F 

8204280940* 

80-270 

8 

LAZO.R H 

8204160007 

90-828 

0 

KQCH. L J 

B204270331 

90-461 

A 

KUYATT.C E 

8204010369 

PRM 


LAZO, R K 

0204210969* 

50-926 

9 

KOCH. 1. J 

8204280316 

30-461 

A 

L'MSUREUX. R W 

8204010143* 

90-318 

S 

LEACH, L P 

8204140629 

RES 


KocHCR. a C 

8204300022 

NUREO 


LACEV.R K 

8204160342 

90-219 

D 

LEAaBURO,R H 

8204020313 

90-339 

P 

KOCIB.R C 

8204080907* 

90-346 

8 

LACEY. U B 

B204010229* 

90-334 

6 

LEA8BUR0, R H 

0204020391 

90-338 

p 

KOCIS. R C. 

ea04200267» 

SO-346 

a 

LACEY. N S. 

6204090084* 

90-334 

0 

LEASBURO.R H 

0204020371 

90-332 

8 

KOCNER. ^ L 

3204190168 

90-461 

0 

LACEY. H 8 

8204090261* 

90-334 

8 

LEASBUROiR H 

8204090006 

50-338 

P 

KOfiKER. J L 

8204190168 

90-461 

0 

LACEY. U a 

8204090272* 

90-334 

8 

LEA3BUR0,R H 

8204090179 

50-338 

fli 

KOEL.LINO. J J 

8204140116* 

FOIA 


LACEY. U 9 

82040S02B0* 

90-334 

8 

LEA8BUR0,R H 

8204060023 

50-260 

f 

KOeCUINO, J J 

8204140121* 

FOIA 


LAOIEWSKI.U a 

8204090143* 

90-310 

8 

LEA8SUft0,R H 

0204060040 

90-338 

R 

KOESTER.e L 

9202100394 

90-482 

A 

LA01EU3KI.J 8 

6204090293* 

90-310 

8 

LEAaBURQ,R H 

8204060064 

30-260 

8 

KOESTER.© L 

8204090068 

50-482 

F 

LA01EUSKI.3 S 

8204220319* 

90-317 

a 

LEA8BUR0. R H 

8204060093 

80-338 

J 

KQESTER.O L 

8204090073 

80-482 

8 

LAOIEUBKI.U 8. 

8204270393* 

80-317 

B 

LEAsaUROiR H 

8204060099 

90-339 

P 

Kt^BTER.O L 

82040901 12 

90-482 

a 

LAODKARSINO. R 

8204230330* 

90-313 

H 

LEA8BUR0, R. H 

8204060106 

90-280 

P 

KDEBTER.C L 

8204060008 

90-482 

A 

LAHEY.R.T 

8204010993 

NUREO 


LEASBORO,R H 

8204080179 

80-280 

P 

K0E8TER.O U 

8204130281 

50-482 

8 

L AINA a. 0 C 

8204160274 

90-299 

F 

LEA8BUR0, R K 

820409019S* 

90-2a0 

F 

KOESTER.O L 

8204190500 

90-482 

S 

LAINAB. 0 C 

8204290329 

90-199 

P 

LEASBURO, R. H 

B204090206* 

80-330 

F 

KOESTER.Q U 

8204200127 

90-482 

A 

LAMASTRA.M A 

8O0318O099* 

FOIA 


LEASBURO,R H 

8204090439 

90-339 

P 

KOEBTEB.O L 

8204270319 

50-482 

S 

LAHASTRA.I1 A 

0008270100* 

FOIA 


LEASBURO, R H 

8204090447 

80-339 

F 

KOESTER.O L 

8204270442 

90-482 

5 

LAMA8TRA.K A 

8010160302* 

FOIA 


LEASBURO, R H 

8204120180 

90-339 

P 

KOH. B 

8204070621 

71-6974 


LAMASTRA.M A 

6103160639* 

FOIA 


LEASBURO, R H 

8204120399 

80-338 

P 

KOHL. K ti 

B20 4020390* 

90-319 

R 

LAMS. U C 

8204160009 

90-490 

0 

LEASBURO, R H 

0204180447 

90-200 

F 

KOHLER, e. P 

8204280901 

NUREO 


LA^0St1AN.R B 

8204060492* 

90-373 

a 

LEASBURO, R H 

8204190498 

80-339 

P 

KOHLER, a E 

8204270238* 

90-299 

a 

LANE. J R 

0204020242 

40-4492 


LEASBURO. R H 

8204190906 

90-200 

n 

KOMAR A. 8 P 

8204000084* 

SO-302 

s 

LANO. H 

0204010290 

90-322 

H 

LEASBURO, R H 

8204190914 

90-338 

R 

KOMARA. B P 

8204080306* 

90-308 

s 

LANO. T 

8204300204 • 

90-346 

8 

LEASBURO, R K 

8204160372 

90-338 

a 

KONKLIN. J E 

8204160433* 

90-341 

0 

LANOFORD, 0 R 

8204290940* 

70-1216 


LEASBURO, R H 

8204160392 

90-200 

p 

KQNKLIN. J E 

8204220290* 

90-440 

a 

LANOFORB. 0 R 

0204290962* 

70-1216 


LEASBURO, R H 

8204160412 

90-338 

a 

KQNKt.IN.J E 

820422049B* 

90-463 

a 

LANO H AM. T 

8204080362 

aA999 


LEASBURO.R H 

8204160423 

90-339 

p 

KONKI.IH.J E 

8204220499* 

90-946 

Q 

lankforo. j B 

8204230369* 

70-1113 


LEASBURO. R H 

8204160611 

80-200 

p 

KORNBLriH.U 

8204210376* 

90-47 

Q 

LANKFQRO. J B 

0204230412* 

70-143 


LEASBUROiR H 

8204190218 

80-200 

8 

KORNBLI1H.I. 

8204210497* 

90-47 

a 

LANKSBURY. R 

8204220472* 

80-373 

a 

LEASBURO, R H 

8204220366 

90-330 

P 

KORNBLITH.L 

8204210909* 

90-47 

a 

LANK8BURY. R D 

8204220237* 

50-373 

a 

LEASBURO, R K 

8204220379 

90-200 

P 

KORNBLITH.L 

82042 10919* 

90-47 

a 

LANNINO.U 0 

soil 170099* 

90-313 

a 

LEASBURO.R H 

8204230372 

90-339 

0 

KORNER. R> L 

8204090471* 

90-327 

p 

LANPHER.L C 

8204010362 

90-322 

0 

LEA6SUR0,R H. 

8204230946* 

90-200 

a 

K08L0R. 8 M 

8204130383* 

70-920 


LANPHER.L C 

8204010362 

90-322 

0 

LEASBURO. R H 

8204270063* 

90-338 

F 

KQTTAM. J J 

8204200216* 

90-27S 

a 

LANPHER.L C. 

8204010384 

90-322 

0 

LEASBURO, R H. 

8204260060* 

50-280 

F 

KOUNTANIS. B 

8203090800* 

90-237 

a 

LANPHER.L C 

0204070636 

90-279 

p 

LEASBURO, R H 

8204280323 

90-336 

P 

KOVACK 

9204120184* 

90-294 

F 

LANPHER.L C 

8204090162* 

90-322 

0 

LEASBURO, R H 

8204280369 

30-339 

P 

TVACKrT J 

8204090249* 

90-294 

F 

LANPHER.L C 

&2040a0162» 

90-322 

0 

LEASBURO, R H 

8204280419 

90-280 

V 

'ACK. T J 

8204260393* 

90-294 

F 

LANPHER.L C 

8204080989* 

90-328 

0 

LEASBURO. R H 

8204290363 

90-338 

P 

SK.T J 

8204270081* 

90-294 

F 

LANPHER.L C 

B2040BOSB9* 

90-322 

0 

LEATHERS, F D 

0204290229 

40-3493 


Z.V R 

8204090046* 

90-331 

R 

LANPHER.L C 

8204 12042a 

90-322 

0 

LEATHERS, F D 

0204290936 

40-3493 


ZKE.R T 

B204290I92* 

70-1143 


LANPHER.L C 

8204120428 

90-322 

0 

LEBO, C 

8204190399* 

CONTRACT 


ZKE.R r 

8204290230* 

70-794 


LANPHER.L C 

8204160043 

90-322 

9 

LEBO. C D 

8204090091* 

CONTRACT 


ZKE.R r 

8204290233* 

70-794 


LANPHER.L C 

8204160043 

90-322 

9 

LEBO.C 0 

S204090068* 

CONTRACT 


i3B.D F 

8204020497* 

90-31 9 

S 

LANPHER.L C 

8204160044* 

90-322 

9 

LEBD, C D 

8204090087# 

CONTRACT 


JSE. B F 

8204120249* 

90-31 9 

6 

LANPHER.L C 

3204160044* 

90-322 

9 

LEBO.C D 

8204120099* 

CONTRACT 


J3S.L L 

3204160298* 

90-299 

a 

LANPHER.L C 

8204200048 

90-322 

9 

LEBO.C D. 

8204180002* 

CONTRACT 


UTER.O E 

8204140486* 

F31A 


LANPHER.L C 

8204200048 

90-322 

9 

LEBO.C 0 

8204190034* 

CONTRACT 


tUTER.O e 

8204140493* 

FOIA 


LANPHER.L C 

8204210431 

90-322 

0 

LEBO, C 0 

8204190340* 

CONTRACT 


AUTER.O E 

8204290133* 

FOIA 


LANPHER.L C 

8204210431 

90-322 

a 

LEBO, C. D 

8204190430* 

CONTRACT 


,.<AUTER.& E 

8204290197* 

FOIA 


LANPHER. L. C 

8204300487 

90-322 

9 

LEBO, C, 0 

8204200419* 

CONTRACT 


»BAUTER.O E 

8204290162* 

FOIA 


LANPHER.L C 

8204300487 

80-322 

0 

LEBO, c. a 

0204210166 

CONTRACT 


IRAUTER.O E 

8204290169 

FOIA 


LANPHER rL C 

8204300490 

90-322 

0 

LEBOi C 0 

0204210170* 

CONTRACT 


IRAUTER.O E 

8204290186* 

FOIA 


LANPHER.L C 

8204300490 

90-322 

0 

LEBO.C D 

8204210487# 

CONTRACT 


liiEas. r 9 

8204190999 

NUREO 


LANBCHE.J E 

8204130264 

PRM 


LEBO, C D 

0204210479* 

CONTRACT 


IRESa. T 8 

8204220035 

RE8 


LAHKINS.P 

8204280139 

MIBC 


LEBO.C D 

8204220049* 

CONTRACT 


ARIEOER.H U 

8204120406 

90-206 

p 

LAROCHE. H W 

8204260230 

90-299 

0 

LEBO.C t> 

8204220872* 

CONTRACT 


KRIEOER.R H 

8204 200207 

90-206 

p 

LASHOFrU C 

8204230067* 

40-2061 


LEBO, G. D. 

8204220808* 

CONTRACT 


KRIEOER.R U 

8204200422 

90-206 

p 

LABHOPr J. C 

8204230141* 

40-2061 


LEBO. C. D 

820 4220623* 

CONTRACT 


KRIEQER.R U 

8204220336 

90-206 

p 

LATHAM. D U 

8204190204 

90-317 

p 

LEBO.C D 

8204220648* 

CONTRACT 


KRIEOER.R. U 

8204260112 

90-206 

p 

LATIMER, P. J 

8204190973 

NUREQ 


LEBO.C 0. 

8204220660* 

CONTRACT 


KRIEOER.R H 

8204280992 

90-206 

p 

LAUBEN.O N 

8204220987 

70PREP 


LEBO, C. 0 

8204260016 

CONTRACT 


KRim. R M 

8204090262 

90-416 

F 

LAURENSCN. J A 

8204190237 

80-449 

M 

LEBO.C D. 

8204260020* 

CONTRACT 


KRIMM.R-W, 

82O42I02I0 

90-382 

F 

LAH80N. B 

8204220094 

40-8749 


LEBO.C D 

8204260389 

90-367 

A 

KRIMM. R.W 

8204290239 

90-317 

F 

LAWSON, B. 

8204290224 

. 40-8749 


LEBO, C. 0. 

9204260397* 

90-367 

A 

KRIPPS.L. 

82042 1092B 

90-937 

0 

LAWSON, L T 

8204130119 

toprep 


LEBO.C 0 

8204260476* 

CONTRACT 


KRISKA. D.T 

8204130244* 

90-498 

T 

LAUSDN.L T 

8204130287 

TOPREP 


LEBO.C D 

8204280097* 

CONTRACT 


KRISHA. D T 

8204130244* 

90-498 

T 

LAWTON. H D 

8204090391* 

40-8004 


LEBD, C. D 

8204290186* 

CONTRACT 


KROFCHECK, J L 

8204260274 

NUREO 


LAYF1EL0,R L, 

8204190218* 

40-2061 


LEDDICKiR.S 

8204090373 

90-800 

a 

KUHNS. W G 

8204120336* 

90-289 

I 

LAVFIEL0<R L 

8204230196* 

70-1216 


LEODKK.R 8. 

8204120284 

90-908 

8 

KULACKI.F. A 

8204210639 

NUREO 


LAYFIELP. R. L 

8204230162* 

70-1216 


LEODICK. R. S 

8204120288* 

90-908 

8 

kuhar. K 

8204300113* 

90-416 

A 

LAVFIELD.R L 

8204290037* 

70-1216 


LEDDlCKtR.S. 

9204140229 

90-908 

8 

KUPPERHMJ.O e. 

8204010942 

NUREO 


LAYFIEID.R L. 

S204290040* 

70-1216 


LEDDtCK.R, a 

8204149289 

90-908 

S 

KUSHNER.H L 

8204300324* 

70-139 


LAVFIELO,R L 

8204290044* 

70-1216 


LEODKK.R 8. 

8204270127 

90-908 

« 


PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 


AUTK3R 

NUMBER 

CATEOORV 

LFDOICK.R 3 

8204270130* 

30-500 

8 

LEX'S tCK.R 3 

0204270220 

50-308 

8 

LCC. I. 5 

8204130203 

NUREO 


UEErD e 

8204210374 

FOIA 


e 

B2O4210SS0 

FOIA 


L££.B e 

B2042BOOSO 

FOIA 


LSErB E 

8204200086 

50-244 

a 

EXE* a R 

8204230343 

30-267 

P 

LCe.O R 

0204230847* 

30-267 

P 

LFE.T D 

6204010426* 

70-143 


lEEEVER.O e 

8204260168* 

30-320 

H 

LCFeVRE<H e 

8204270484 

30-522 

A 

UE90ETT.R H 

8204300022 

NUREO 


LFmAN.L. 

8204260063 

WASTE MOT 

LEHMAN, t- 

0204260066* 

WASTE MOT 

LEWANj L. i. 

0204200362 

WASTE MOT 

LKHKA-Nrl-i. 

0304200368* 

WASTE MOT 

leupOES.t e 

0204070804* 

30-220 

P 

IJEHPSEB.T E 

8204000349 

80-220 

P 

LEKaQEC.T E 

8204000449 

30-220 

6 

LFHPSESrr E 

8204120216 

SO-220 

R 

LFHPSESjr E 

8204140402 

90-220 

0 

LXW’eEO.T E 

0204140462 

30-220 

R 

LETS’ ffES.r E 

0204180327 

30-220 

R 

LXWftES.r E 

0204130373 

30-220 

R 

LOS>0CS<F E 

0204130499 

30-220 

R 

LClCOES.r E 

0204130328 

30-220 

R 

LE?¥"9E8.t E 

8204190099 

80-220 

R 

LETPSEfi.T e 

0204200401 

30-220 

P 

UETPOEE.f E 

8204260170* 

30-220 

Q 

UE?S>9E0.T E 

0204260173* 

80-220 

0 

ICMPOEB.T E 

B204300339* 

30-220 

Q 

LENAHAN.O 0 

8204010316* 

30-393 

Q 

LETtAKAM.J J 

8204010333* 

50-333 

Q 

UERDOPI.O 0 

0204120442 

30-302 

6 

LENTINE-F 0 

8204070303 

30-298 

P 

UEKTINS.F 0 

8204090379 

30-298 

P 

LIWTIMSiF 0 

0204140041 

80-298 

P 

LEKTIKE’F 0 

0204160613 

80-293 

P 

t&fFIfKiF, 0 

8204210179 

80-293 

F 

LEKTIHET.F.O 

8204220392 

30-298 

P 

LEWTIKEiF 0 

8204230297 

80-298 

P 

LESSORrL. C 

8204030098 

80-298 

6 

LESSaft.' L c 

0204180342 

80-290 

R 

LESSOJt. U C 

0204180419 

80-290 

R 

LEBSafl.' 1. C 

0204180423 

50-290 

R 

LEB5aR.L.C 

0204180426 

50-290 

R 

UESSOfl.UC 

8204180429 

80-290 

R 

ueesoR.uc 

8204180431 

80-290 

R 

LEBSOa.L C 

8204180433 

80-290 

R 

LESSaft' L- c 

8204160088 

80-290 

R 

LEESQR.UC 

8204160093 

80-290 

R 

LESSOR. 1-C 

8204280243 

30-290 

E 

lessor. 1-C 

8204300376 

30-290 

E 

LESSV. R P 

8204090134 

30-443 

C 

LtSSV. R.P 

0204210488 

30-443 

c 

LESSV. R P 

8204300293 

SO-443 


LE63Y.R P 

0204300323 

30-443 


LESTER. A R 

0204300176 

80-322 


letsci4e:.k j 

8204000188 

80-322 


LETeCHIE;.K J 

8204000180 

30-322 


LETCCHE.K uI 

8204000801 

50-322 


CETCCHErK J 

8204060883* 

80-322 


t£TSCHE.K 3 

8204000883* 

80-322 


CETSCHS.K J 

8204210448 

30-322 


LCTSCHC.K J 

8204210440 

30-322 


LJETECHS.K J 

8204300329 

30-322 


UETSCHRE.K J 

8204300329 

80-322 


LEVEHTHALiP 

8204080392 

FOIA 


UrVEHTHH.. P 

8204080394* 

FOIA 


CCVEjMTKAL. P. L 

8204120013 

FOIA 


UEVT. K 

8204140392 

FOIA 


LEVI. K D 

8204140000 

FOIA 


UEVIN. J J. 

8204000004 

80-247 


UEVIW. J. J 

8204000004 

30-247 


LCVINi j u. 

8204080844 

80-247 


LEVIN. J 

8204080844 

80-247 


LEVXNEi 8 

8204290167* 

80-70 


LEVITT. 8 M 

8204010424 

REOOD 


tEW6l,t.eN,M 9. 

8204070121 

NUREO 


LEMIB) u.p 

8204000804* 

CONTRACT 

LEVIIS. R 

8107130031* 

80-324 


LEUI81 R.a. 

8204080046* 

80-331 


LFWIB. r c 

8204010002 

80-200 


LENCa. R.C. 

8204010260 

80-348 



AUTHOR 

ACCESSION 

NUMBER 

LEWIS. R C 

LEWIS, R C 

LEWIS, R C 

LEWIS, R C 

LEWIS, ft C 

0204010293* 

0204010277* 

0204010339# 

0204010370 

0204010392 

LEWIS, R C 

LEWIS, R C 

LEWIS, R C 

LEWIS, R C 

LEWI8,R C 

8204010396* 

8204010406* 

8204010427 

8204010438* 

8204010498* 

LEWIS, R C 

LEWIS, R C 

LEWIS, R.C 

LEWIS, R.C 

LEWIS, R C 

0204140239 
0204140411 
0204140420* 
0204 1 40464 
0204140476* 

LEWIS, R C 

LEWIS, R C 

LEWIS, R C 

LEWIS, R.C 

LEWIS, R.C 

0204230183 

0204230201 

0204230261 

0204230293 

0204230314 

LEWIS, R C 

LEWIS, R C 

LEWIS, R C 

LEWIS, R C 

LEWIS, R C 

0204230320 

0204230326* 

0204230340 

6204230393 

6204230401 

LEWIS, R.C 

LEWIS, R.C 

LEWIS. R C 

LEWIS, R C 

LEWIS, R C 

8204230427 

0204230437* 

8204230449* 

8204230483* 

8204230462 

LEWIS, R C 

LEWIS, R C 

LEWIS, R C 

LEWIS, R C 

LEWIS, R C 

82042304BI 
8204230304* 
8204230834 
8204230533 
820423084 1 

LEWIS, S H 

LEWIS, 8 H 

LEWIS, 8 H 

LEWIS, S H 

LEWIS, 8 K 

8204010248 

0204000229 

0204080393 

0204130097 

0204190190* 

LEWIS, 6 W 

LEWIS, B H 

LEWIS. B H 

LEX.B U 

LEX.B L 

6204230439 

6204280277 

6204290320 

8204130236* 

6204130236* 

LI, W H. 

LIAW. c. y 

LIB8CH, J F 
LICITRA.E A 

licitra.e a 

S204070116 

6204020051 

6204080190* 

6201210143* 

6204220216 

LICITRA-E A 
LICKUS.R M 

liden.e a 
liden.e a. 
liden.e a 

8204270032 
8204090264* 
S20 4060071 
6204060470 
8204290345 

liden.e a 
lieberman, j 
lieberman, j 

LIEBERMAN. J 
LIEBERMAN, J 

B2 04300291 
6204010437 

62 040704 44 
8204120373 
8204120400 

LIEBERMAN. J 
LIEBERMAN. J 
LIEBERMAN. J 
LIEBERMAN. J. 
LIEBERMAN. J 

6204120420 

6204130002 

0204180059 

8204180067 

820422021? 

LIEBERMAN. J 
LIEBERMAN. J. 
LINOBLAD. W 

LINDER. F 

LINDEftrF 

0204270328 

6204300417 

8204190307* 

8204010230 

8204010470 

LINDER. F 

LINDER. F 

LINDER. F 

LINDER. F 

LINDER. F 

0204020201 

0204020206 

0204020369 

8204020470 

0204020472 

LINDER. F 

LINDER. F, 

LINDER. F 

LINDER. F 

LINDER. F, 

0204020500 

8204080004 

0204030038 

0204080329 

0204070834 

LINDER. F 

LINDER. F. 

LINDER. F 

LINDER. F 

LINDER. F 

0204080107* 

8204060190 

0204130367 

8204130378 

0204130390 


SUBJECT 

CATEOiWV AUTKJR 


30-340 

0 

LINDER. F 

30-340 

0 

LINDER. F 

80-330 

0 

LINDER. F 

30-327 

0 

LINDER, F 

30-261 

0 

LINDER. F 

30-261 

Q 

LINDER, F 

50-430 

Q 

LINDER, F 

30-2SO 

0 

LINDER, F 

30-250 

0 

LINDER, F 

80-324 

0 

LINDER, F 

30-250 

0 

LINDER, F 

30-259 

0 

LINDER. F 

30-259 

0 

lineman. J J 

30-259 

0 

lineman, J J 

30-259 

0 

lineman, J J 

TOPREP 

80-302 

F 

LINEMAN, J J 
LINEMAN. J J 

80-0 4 B 

P 

lineman. J J 

30-259 

P 

LINEHAN.J J 

30-021 

Q 

lineman. J- J 

30-390 

0 

lineman, sj J 

30-390 

0 

lineman. J J 

30-349 

0 

linenberoer.o 

30-338 

0 

tlNEM.R T 

80-302 

P 

liner. R T 

80-416 

a 

linoenfelter, J 

80-338 

a 

LINOENFELTER, J 

30-416 

0 

LIMHART.D 

30-530 

Q 

linrletter. a C 

80-340 

0 

LINTON, 0 W 

30-416 

A 

LINVILLF, J C 

30-340 

0 

UINVILLE, J C 

S0-34B 

P 

LIPIN8M, 0 n 

80-348 

P 

LIPIHSK.!. R J 

80-289 

P 

lippold.h j 

80-352 

0 

LITTLE, B H 

80-367 

0 

LITTLE. J R 

30-448 

M 

little. L. H 

30-367 

0 

little, m. 

30-440 

0 

LITTLE, M 

80-367 

0 

LITTLE. M 

80-332 

0 

LITTLE, rt 

30-440 

Q 

little, w a 

30-498 

T 

LITTLE. W a 

50-498 

T 

LITTLE. W 3 

NUREO 

80-283 

P 

LITTLE, M 8 
LITTLE, M 8 

CONTRACT 

LITTLE. W a 

30-400 

A 

LITTLE. W S 

80-328 

F 

LITTLE. W S 

50-820 

A 

LITTLEHALES.O 

30-346 

0 

LIU, C.K 

SO-272 

P 

LIVERMORE, H M 

50-272 

R 

LLOYD. L L 

30-272 

P 

LO, R. 

30-272 

P 

LOBDELL.J J 

80-309 

a 

LOBEL, R 

I6E 

I6E 

I6E 

It,E 

80-312 

0 

LOCHSTET, W A 
LOCHSTETrW A 
LOCHSTET. W A 

LOCME. R F 
LOCKWOOD, J C 

80-272 

a 

LODOE. T. J 

40-8610 

80-293 

0 

LOFCREN.E V 
LOFOREN.E V 

50-238 

s 

LOOERQUIST.B 

80-277 

Q 

LOOIUOICE, J M 

80-814 

0 

LOMAMACO, L 

80-409 

F 

LOMANACO, L H 

80-409 

P 

LOMBARDO, J J 

80-409 

P 

LQMti. J H 

80-409 

F 

LCMD0N.3 J 

30-409 

P 

LONEROAN. 0 

30-409 

P 

LONeRQAN.0 T 

50-409 

8 

LONER 0 AN. 0. T 

30-409 

P 

L0NER0AN.0 T 

30-409 

R 

L{1NER0AN,0 T 

50-409 

P 

LONEROAN, 0 T 

80-409 

P 

LONERCAN,0 T 

30-409 

I 

LONEROAN, 0 T 

50-409 

F 

LONEROAN, 0 T 

30-409 

P 

LONER OAa 0 T 

80-409 

R 

LONEROAN, 0 T 

80-409 

R 

LONEROAN. 0 T 

80-409 

R 

LQNO, F 


ACCESSION 

SUBJECT 

NUMBER 

CATEOORV 

6204130391 

50-409 R 

6204130396 

50-409 R 

6204130390 

50-409 R 

9204190230 

50-409 R 

8204200304 

50-409 P 

0204200397 

50-409 P 

6204220334 

30-409 9 

8204270372 

50-409 H 

6204270392 

50-409 B 

0204290126 

71-3900 

0204290 59B* 

50-409 F 

6204300195 

30-409 a 

6204020079 

40-0302 

8204020120 

40-8300 

6204030441 

40-8304 

8204090171 

40-8064 

8204160213 

40-0706 

6204260820 

WASTE MOT 

8204290113 

40-8714 

3204290180 

40-8745 

0204290376 

40-0802 

8204290377 

40-6622 

92041301 14 

80-466 0 

0204010834 

80-302 P 

0204160087 

50-302 P 

8204190215* 

50-346 P 

8204190217* 

50-346 P 

0204290897* 

CONTRACT 

6204090421* 

50-277 I 

8204130403 

PRM 

8204030197* 

50-333 0 

6204300290* 

50-333 <1 

8204300314* 

30-248 Q 

6204290463 

NUREO 

8204280314 

80-317 P 

6204 160433* 

80-341 0 

0204010403 

80-104 P 

6204000142 

80-209 0 

6204220861 

COMTRACT 

0204220870 

CONTRACT 

0204220502 

CONTRACT 

6204220891 

CONTRACT 

0204120330 

30-546 Q 

0204220232 

50-373 0 

8204220467 

50-373 D 

0204220469* 

30-373 0 

6204270281 

50-373 0 

6204270471 

30-266 0 

6204300268 

50-254 0 

8204300271* 

30-284 a 

6204200200 

30-509 6 

6204020390* 

80-313 R 

0204220304* 

80-461 Q 

8204260303* 

WASTE MOT 

6204160027 

80-320 P 

6204190313* 

90-814 0 

8204190139* 

50-382 0 

0204090244 

80-329 0 

0204130329 

PRM 

0204190048 

30- 1 04 D 

0204190232 

50-273 0 

0204010360 

PRM 

0204260177 

80-440 0 

8204010534 

80-302 P 

0204160037 

80-302 P 


B204S600S7# 40-8613 

0aO42aOO73* COMTRACT 
a2043000»2» 50-aB6 F 

e204300050» 30-206 F 

0204210918 30-219 P 

020401 0323» 30-847 P 

0204820302 80-247 8 

82041 SO1014 40-2061 

0204230062* 40-2061 

0204230079* 40-2061 

0204230184* 40-2061 

S20423O173* 40-2061 

0204230104* 40-2061 

0204230109* 40-2061 

0304230202* 40-2061 

8204230207* 40-2061 

8204230216* 40-2061 

8204230232* 40-2061 i 

8204300431* 80-286 Q 

8204070839 80-321 0 
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AUTH3R 
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UONO. F J 

B204010196 

90-424 

Q 

LONO.F J 

820401019? 

90-399 

Q 

UONO.F J 

8204010313 

90-399 

<3 

LQNQ.F J 

8204010326 

90-338 

Q 

LONOiF J 

8204010330 

90-369 

0 

LONOiF J 

8204010332 

SC-339 

0 

LONO. F. J 

8204010390 

90-321 

Q 

LONO. F J 

8204010360 

90-330 

Q 

LGNOi F. J 

8204010493 

90-348 

0 

LGNO. F J 

8204070908 

90-321 

a 

tONO. F J 

8204120349 

80-302 

a 

LONO* F J 

8204140092 

90-413 

Q 

LONOi F J 

8204140147 

80-269 

<3 

LONO4 F J 

8204140196* 

90-269 

0 

LGNO.F J 

8204140174 

90-413 

a 

LONO. F J 

8204140181 

90-399 

Q 

LONO, F J 

8204140198 

90-339 

0 

LONO. F J 

8204140207* 

90-339 

Q 

LONO, F J 

8204140214 

90-398 

Q 

LONO, F J 

8204140242 

80-348 

0 

LONO, F J 

8204140292 

50-269 

Q 

LONO, F J 

8204140329 

80-309 

0 

LONO, F J 

8204140364 

90-290 

a 

LONO. F J 

8204140371 

80-290 

Q 

LONO, F. J 

8204140376 

50-290 

a 

LONG, F J 

8204140392 

80-302 

0 

LONO, F J 

8204140384 

90-367 

a 

LONO, F J 

8204140388 

30-399 

0 

LONO, F J 

8204140390 

90-290 

0 

LONO. F J 

8204140428 

90-339 

0 

LONO, F J 

8204140432 

30-250 

0 

LONO, F J 

8204140466 

30-413 

Q 

LONO. F J 

8204140476* 

30-413 

0 

LONO, F J 

8204230236 

30-290 

0 

LONO, F 0 

8204230206 

90-389 

Q 

LONO, F J 

8204230333 

30-269 

0 

LONO, F J 

8204230341 

30-438 

0 

LONG, F J 

8204230392 

90-339 

a 

LONO. F J 

8204230394* 

30-348 

0 

LONO, F 0 

8204230410 

30-399 

0 

LONO. F 0 

8204230421 

30-938 

0 

LONO. F. J 

8204230422 

90-338 

0 

LONO.F J 

8204230477 

90-339 

0 

LONO. F J 

8204230489 

50-289 

0 

LONO, F J 

8204230928 

90-280 

Q 

LONO, F J 

820423093S 

50-416 

a 

LONO, F J 

6204230849* 

90-260 

0 

LONO. F d 

8204230864 

30-339 

0 

LONO, F 

8204230966 

90-290 

0 

'MO, F. d 

8204230876 

90-346 

a 

• T 

8204190148* 

70-1100 


T 

8204210234* 

70-1201 


CKER. J 

8204010418 

90-937 

0 

CKER, d 

8204020406 

30-337 

A 

CKER, J 

8204120139 

90-937 

B 

CKER, d 

8204140163 

90-937 

A 

CRER. d 

8204230433 

90-937 

Q 

CKER, d 

8204270246 

80-937 

A 

CKERid 

8204270308 

90-937 

A 

CKER, d 

8204290047 

90-937 

Q 

dOKABAUGH.A L 

8204230488* 

50-382 

T 

OOMIStd S 

8204190449 

PR 


.OOMISfd S 

8204190208 

PRM 


uOREI.R 

8204220678 

80-302 

6 

LORENZ, W R 

8204210090* 

70-263 


LaTITO.£ 

8204070320* 

90-317 

R 

Lortro, E 

8204 190308* 

90-317 

R 

LOriTO.E 

8204190372* 

80-317 

R 

LOTI TO, 6 

8204190394* 

90-317 

R 

LOT I TO. E 

8204160111* 

80-317 

R 

LOTITO, E 

8204160118* 

90-317 

R 

LOriTO, E 

8204210292* 

90-317 

R 

1 nrrrti r m 


80-317 

R 
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LOTITO. E M 

8204190944* 

50-317 

R 

LOTITO. EM 

8204160107 

50-317 

R 

LOTITO. E M 

82041601 14 

50-317 

R 

LOTITO. E M 

8204210249 

90-317 

R 

LOTTS, A C 

6204260341 

RES 


LOTTS, A L 

6204220063 

RES 


LOTZ, L 

6204010466 

PR 


LOVE, R 8 

0204270474* 

50-546 

0 

LOVENDALE, P C 

6204090372* 

90-366 

0 

LONEN STEIN, R 

6204120361 

90-331 

d 

LUDENAU.d 0 

8204140193* 

FOIA 


LUCAS. d M 

8204230313* 

90-382 

T 

LUCAS, J M 

6204230313* 

90-362 

T 

LUCHI,R J 

0204010478* 

REOOD 


LUOUIO.P 0 

B 204270393* 

90-317 

0 

LUEBKE. E A 

6204200361 

90-142 

0 

LUK2, F J 

0204160049* 

CONTRACT 


LUK2. F d 

6204200439* 

CONTRACT 


LUKZ. F d 

6204260496* 

CONTRACT 


LUNDVALL. A E. 

6204020377 

90-317 

R 

LUNDVALL, A E 

6204090020 

90-317 

P 

LUNDVALL.A £ 

9204030241 

90-317 

P 

LUNDVALL, A £ 

6204080409 

90-317 

R 

LUNDVALL, A E 

8204130290 

90-310 

P 

LUNDVALL, A E 

6204180261 

90-317 

F 

LUNDVALL, A E 

8204180443 

90-317 

Q 

LUNDVALL. A E 

6204160360 

90-317 

P 

LUNDVALUA.e 

6204160400* 

90-317 

0 

LUNDVALL. A E 

6204160986 

90-317 

P 

LUNDVALL. A E 

6204190063 

90-317 

P 

LUNDVALL.A E 

6204190361 

90-317 

P 

LUNDVALL. A E 

6204200288 

90-317 

R 

LUNDVALL. A E 

6204230368 

90-317 

P 

LURIA, N 

6204300121* 

90-416 

A 

LUTKEHA5JB, T C 

6204080078 

90-302 

B 

LUTKEHALB, T C 

6204080163 

90-302 

0 

LUTKEHALB, T C 

6204080303 

90-302 

B 

LUTKEHAU3, T C 

6204160320 

90-302 

B 

UUTZKER.L 0 

8204010346 

REOOD 


LYMAN, F F 

6204230380 

90-244 

P 

LYNCH. H D 

8204260336 

90-410 

A 

LYONS, d E 

8204210333 

90-244 

Q 

LYONS, J E 

6204260129 

90-244 

Q 

LYONS, d E 

0204260128 

90-244 

0 

MAAKTALA, H K 

6203190238 

NUREO 


MACDONALD, C E 

8204190042 

71-9197 


MACDONALD. C E 

0204190062 

71-9793 


MACDONALD. G E 

8204190242 

71-9796 


MACDONALD. C E 

8204190268* 

71-8796 


MACDONALD, C E 

8204190408* 

71-9142 


MACDONALD, C E 

0204190460 

71-24 


MACDONALD, C B 

0204190462* 

71-24 


MACDONALD, C E 

8204210400 

71-4906 


MACDONALD. C E 

0204210463 

71-4909 


MACDONALD, C E 

6204210339 

71-6349 


MACDONALD, G E 

6204210344 

71-02 


MACDONALD, C E 

6204210547* 

71-82 


MACDONALD, C E 

6204210886 

71-231 


MACDONALD, C £. 

6204210860* 

71-231 


MACDONALD, C E 

6204210964 

71-6144 


MACDONALD, C E 

6204210874 

71-9196 


MACDONALD, C E 

6204210960 

71-331 


MACDONALD. C, E 

6204210866* 

71-331 


MACDONALD, C E 

0204220994 

71-6974 


MACDONALD, C E 

6204230999* 

71-6374 


MACDONALD, C E 

S204220964 

71-6400 


MACDONALD, G E 

6204220969* 

71-6400 


MACDONALD, C E 

6204220863 

71-9607 


MACDONAU),C E. 

6204220566* 

71-3607 


MACDONALD, C E 

62042208BV 

71-9079 


MACDONALD, G E 

6204220992 

71-6690 


MACDONALD, C. E 

6204220629 

71-469 


MACDONALD, C E 

6204220631* 

71-469 


MACDONALD, C E 

8204220634 

70-1220 


MACDONALD, C E. 

8204820639* 

70-1220 


MACDONALD, C. E 

8204230263 

71-6717 


MACDONALD, C E. 

6204260461 

71-470 


MACDONALD, C E 

0204260484* 

71-470 


MACDONALD, G E 

0204360813 

71-9091 


MACDONALD, C E. 

0204260917 

71-6373 


MACDONALD, C E 

6204270009 

71-8307 


MACDONALD, C E 

0204270140 

71-8939 


MACDONALD, C E 

0204270141* 

71-8939 


HACDONAU),C E 

0204290118 

71-9182 


MACDONALD, C.E 

0204290164* 

71-6227 
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MACDONALD, C 

E 

6204290190 

71-9090 


MACDONALD, C 

E 

0204290208 

71-6717 


MACDONALD, C 

E 

B204290294 

71-5924 


MACDONALD, C 

E 

6204290298* 

71-594* 


MACDONALD, C 

E 

8204290312 

71-4996 


MACDONALD, C 

E 

8204290316* 

71-4996 


MACDONALD, C 

E 

0204290424 

71-6540 


MACDONALD, C 

E 

B204290431* 

71-6548 


MACDONALD, C 

E 

0204290498 

71-91*2 


MACDONALD, C 

E 

8204290467* 

71-91*2 


MACDONALD, C 

E 

B2042904BO 

71-5740 


MACDONALD, C 

E 

0204290488* 

71-9748 


MACDONALD, C 

E 

6204290916 

71-9039 


MACDONALD, C 

E 

0204290822* 

71-9099 


HACKON, R 0 


8204010282 

90-293 

S 

MACHaN,R D 


0204010293 

90-293 

9 

MACHON.R D 


8204010814 

90-293 

B 

KACHON.R D 


6204090321 

90-293 

R 

MACHON.R D 


8204090323 

90-293 

P 

MACHON.R D 


8204180244 

90-293 

P 

MACHON.R D 


8204180396 

80-293 

$ 

HACHONiR D 


8204 1608 U 

50-293 

S 

MACHON.R D 


8204190106 

80-293 

P 

MACHON.R D 
MACKAY, N. H 


8204270269 

8204210206* 

90-293 

40-2253 

8 

MACKENZIE.^ 

H 

8204230026* 

70-1216 


MACKENZIE. N. N 

8204290067* 

FOIA 


MACKENZIE, U 

U 

6204290899* 

70-121* 


MACKULTV, J d 
MACLEAN, R 

MACLEAN, R 
MACLFAN.R 

8204260801 

8204020990* 

8204190125* 

8204230017* 

NUREO 

40-2061 

40-2061 

40-2061 


HACPKERSON.N J 

8204190348* 

FOIA 


MADDEN. F W 
MADDEN, T d 


8204280166* 

8204090127 

30-445 

FOIA 

6 

MADEDA, T J 


8204280236* 

90-373 

9 

MADERE, a P 


8204230916* 

90-362 

T 

MADERE, B P 


8204230916* 

90-382 

7 

MAD 1 BON, A L 
MADISON, 8 R 


8204090097* 

8204220646* 

80-263 

FOIA 

9 

MAOBEN, 0 L 


6203190339 

90-459 

a 

MADSEN, 0 L 


8204090334 

90-498 

a 

HADBEN, 0 L 


8204070343* 

90-499 

T 

MAOBEN, 0 L 


8204120237 

90-299 

a 

MADSEN. 0 L 


8204120241* 

90-299 

a 

MADSEN. 0 L 


8204120263 

30-267 

8 

MADBEN, 0 L 


8204120363 

30-499 

2 

MADSEN. 0 L 


8204120378* 

50-499 

9 

MADSEN. 0 L 


8204120386 

90-445 

9 

MADSEN, 0 L 


8204130111 

90-267 

a 

MADSEN, 9 L 


8204130137* 

90-445 

■0 

MADSEN, 0 L 


8204130144 

90-459 

a 

MADSEN, 0. L 


8204130228 

90-267 

9 

MADSEN, 0 L 


8204130230* 

30-267 

9 

MADBEN, 0 L 


8204130340 

90-382 

9 

MAOBEN, 0 L 


8204130344* 

90-382 

9 

MADSEN, 0 L 


8204200279 

90-382 

9 

MADBEN, 0 L 


8204210218* 

90-47 

9 

MADSEN, 0 L 


8204210224* 

90-47 

9 

MADBEN, 0 L 


8204210261* 

90-47 

a 

MADSEN, 0 L 


8204210319* 

90-47 

<3 

MADBEN, 0 L. 


8204210318* 

90-47 

9 

MADSEN, 0 L 


8204210324* 

90-47 

« 

MADSEN, 0. L 


8204210332* 

90-47 

9 

MADSEN, 0 L 


8204260181 

80-392 

9 

MADSEN, 0 L 


8204260293 

90-445 

8 

MADSEN, 0 L 
MAOEE.U 
MAONUSOM L 


8204270399* 

8204080406* 

8204220164 

90-4B2 

FOIA 

XPORTLIC 

9 

MAIER.d.E, 


8202090246 

90-244 

P 

MAIER, J E 


8204020007 

90-244 

P 

MAIER.d E 


8204020399* 

90-244 

2 

MAIER.d.E 


8204090392 

90-244 

P 

MAIEK, d E 


8204090481 

90-24* 

P 

MAIEN.d E 


8204120271* 

90-244 

P 

MAIER.d.E 


8204180386 

90-244 

S 

MAIER.d.E 


8204160277 

90-244 

P 

MAIER.d E 


8204190066 

90-244 

P 

MAIEK, d.E 


8204210171 

90-244 

P 

MAIER rd.E. 


8204220242 

90-244 

P 

MAIER.d.E 


8204230391 

80-244 

P 

MAIER.d E, 


8204230883* 

90-244 

P 

MAIER.d.E 


8204260147 

80-244 

P 

MAIER.d.E, 


8204260194 

80-24* 

P 

MAIER.d.E 


8204260322* 

80-24* 

r 


Aimm 


E 

E 

AAtEit.'JI E 
iMtEA. si E 
UTE>?««r E 

ritEtAj^ E 
IM^IiCHr » 6 
nAJCMSrD 
ftMJMSAft. D 
ivLljDnr,ti 

wu-aav.M If 
iVitOAV.« U 
jyfjCKErr e 

m.w-5 

iwiSiLia 
IW«L». O 
IVNtV.ti 
IWiRTiH 
IWfRV^.Ji 

tWJRYifl 
IWISRY.M 
PWfiY. H 
IW^ViM 
rJWftr.H, 

rw«r.K 
pAvtr. n 

■WAV. H 
rMY.ii 
rM9.r . « 

nM«r. K 
PMAr.K 
rw«Y. K 

rw«r. K 

rAVRVi ti 

nmYitt 
nmnYiH 
rANAV. M 
IWAVriH 

PW«V-« 
PASSCRtW c 
MNSCft^W C 
PiViSER. UL C 

PAPJET.t- K 
JWPCM'tOJ&A, J, 
WCHAl.,U 
n«ACMM.i%jr 
ntfCHAJL. J 

JVV!CHAL^^J 
MSCHALrJ 
n^CHMLrvf. 
WMSrD S 
jwaiSrD 0 

PMD19.0 0 
WJ>19pD 0 
rMi}]9.D a 
rvADlSiD 0 
AMfflS.O 0 

ivinj>]9.D 0 
AWOIS.D Q 
AWOia.D 0 
r^na.D o 
fWROlS.D 0 

IMOlStD, 0 
VAOlSiD 0 
HARMS. D.O 
HARMS. D. 0 
HARMS. D. 0 

HAR&S9.0.0 
HARMS. D.O. 
HARi»*/LIE8.H.B 
HARKEr.E. J 
HARREV.E. J 

HAAAT^D. 

HSfiOx J. 
HMBH.C.A 
KMSH.C.A 
HARSH. C. A 

HARSH. C. A. 
HARSH, n. N 
PHRSHMLX. J. R 
HARSHAI^.^ n 
mWSKAlX^ J.R 
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SUBJECT 


ACCESSION 

SUBJECT 

NUMBER 
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AUTHOR 

NUMBER 

CATEGORY 

AOTHDR 

NUMBER 

CATECORV 

S2O4S704B0 

90-244 

8 

MARSHALL. J R 

8204090297 

90-36B 

P 

MARTIN. T T 

0204280430 

30-29 0 

020428021? 

90-244 

P 

MAReHALL, J R 

8204090300 

90-366 

R 

MARTIN. T T 

8204300261 

30-322 Q 

8204280230 

90-244 

P 

MARSHALL. J R 

8204080200 

90-313 

Q 

MARTIN, T T 

5204300262 

50-244 P 

8204200440 

90-244 

P 

MARSHALL. J R 

8204120222 

90-313 

Q 

MARTIN, T T 

5204300287 

90-213 0 

82042?0289 

90-244 

P 

MARSHALL, J R 

8204120224 

90-313 

P 

MARTIN, T T 

5204300292* 

90-213 Q 

8204300484 

90-244 

P 

MARSHALL. J.R. 

8204190269 

90-313 

P 

MARTIN, T T 

5204300294 

90-410 Q 

820430002f> 

NUREQ 


MARSHALL, J. R 

8204190307 

90-313 

R 

MART I M. r T 

5204300312 

70-139 

B204 190074* 

40-2081 


MARSHALL, U.R 

8204190317 

90-366 

R 

MARTIN,? T 

5204300328 

90-220 0 

020317023B 

NURCO 


MARSHALL, J. R 

8204230273 

90-313 

P 

MARTIN,! T 

5204300344 

90-333 0 

B1073000?2* 

90-922 

A 

MARSHALL, J R 

8204230437 

90-313 

8 

MARTIN, T T 

5204300373 

70- 1 1 43 

3201270080* 

90-922 

A 

MARSHALL, J R 

8204270371* 

90-313 

Q 

MARTIN. T T 

8204300381 

70-1703 

3204270044 

90-922 

A 

MARSHALL, J R 

8204300341 

90-313 

8 

MARTI N, T T 

8204300397 

90-220 Q 

B2041402?7* 

70-1366 


MARSHALL, J 8 

8204230399 

90-449 

F 

MARTIN. T T 

6204300400* 

30-220 Q 

3204300138* 

90-159 

0 

MARSHALL. J 8 

8204260109 

90-449 

A 

MARTIN,! T 

8204300439 

30-244 O 

3204300138* 

90-159 

0 

MARSHALL. R K 

8204010996 

NUREO 


MART I N, W 0 

82 042 10627* 

90-47 O 

8204270849* 

CONTRACT 

MARSHALL. T 

8204160923* 

90-260 

S 

MARTIN, H R 

6204140042* 

CONTRACT 

3204120183* 

90-339 

P 

MARSHALL, W H 

8204090193 

90-329 

0 

MARTI NEAU.L P 

6204130266 

NUREO 

B2O40902I7 

90-321 

R 

MARSHALL, H H 

0204280009 

90-329 

0 

MARTINI. R 

8204300177* 

90-416 A 

3204090287 

90-321 

R 

MARSOLAIS.L D 

0204010193 

90-271 

P 

MARTINI. k 

6204300104* 

SO-416 A 

3204090319 

90-366 

R 

MARSTONrR R. 

B20402D272* 

90-399 

0 

MARTINI, k 

0204300190* 

30-416 A 

3204080183 

BO-366 

8 

MARTIN 

8204210032* 

fOIA 


MARTINI. K 

8204300193* 

30-416 A 

5204080298 

90-366 

8 

MARTIN, 0 E 

8203090099 

IIASTE MOT 

MARTINI. k 

SZ04300209* 

50-416 A 

3204080401 

90-321 

8 

MARTIN, D E 

8204090496 

40-8698 


MARTI. H F 

8204290607 

NUREO 

3204180318 

90-321 

8 

MARTIN, D E 

0204260024 

40-8693 


MASEFIELD. J 

8204140291* 

FOIA 

8204160937 

90-366 

S 

MARTIN, J B 

8204160218 

HASTE MOT 

MASON, C C 

6204090333 

90-327 R 

8204180897 

90-321 

8 

MARTIN, U C 

8204220643 

CONTRACT 

MASON, C C 

8204090343 

50-327 R 

8204280221 

90-321 

8 

MARTIN, L. C- 

8304270999 

CONTRACT 

MASON, C C 

8204190507 

50-327 R 

8204280246 

90-321 

S 

MARTIN, L. E 

8204120404* 

90-49B 

0 

MASON, U R 

0204190932* 

FOIA 

8204280299 

90-321 

3 

MARTIN, R D 

80040407 B 9* 

90-320 

p 

MASON, J R 

0204190939* 

FOIA 

32042SD313 

90-321 

s 

MARTIN, T J 

8204160333* 

90-354 

Q 

MAESARO.B A 

8204160042 

NUREO 

5204200338 

90-366 

8 

MARTIN, T. T 

8204010479 

70-1426 


MASSEY, U E 

8204010348 

NUREQ 

8204280339 

90-366 

8 

MARTIN, T T 

8204020201 

30-213 

Q 

MATAKASiR A 

6204160461* 

30-332 Q 

3204280349 

90-366 

8 

MARTIN, T T. 

8204020284 

90-277 

Q 

MATME60N,3 M 

8204010043* 

COMMISSION 

S2O42B0399 

90-321 

S 

MARTIN, T T 

8204020339 

70-28 1 9 


MATHEWS, E R 

8203080493 

90-309 P 

8204280418 

90-366 

8 

MARTIN, T, T. 

6204020337* 

70-2819 


MATHEWS, E R 

6204060119 

90-309 P 

8204280428 

90-321 

8 

MARTIN, T T. 

8204020397 

90-244 

Q 

MATHEWS, E R 

9204070177 

30-309 R 

8204280449 

90-366 

B 

MARTIN, T T 

8204020440 

70-162 


MATHEWS, E R 

8204070332 

90-309 R 

8204280489 

90-366 

8 

MARTIN, T T 

8204020446 

90-272 

0 

MATHEWS lE R 

8204090230* 

30-309 F 

82O42B047B 

90-366 

8 

MARTIN, T. T. 

8204020463 

90-334 

Q 

MATHEWS, E R 

8204120209 

90-309 I 

8204280497 

90-321 

8 

MARTIN, r T 

8204020466 

90-293 

Q 

MATHEWS, E R 

8204130277 

30-303 P 

8204280904 

90-321 

B 

MARTIN, T T 

6204020486 

90-278 

0 

MATHEWS, E R 

0204130379 

30-303 R 

8204280949 

90-366 

B 

MARTIN, T T 

8204020493 

90-334 

0 

MATHEWS, E R 

0204130306 

30-309 R 

B204010430 

70-143 


MARTIN, T T 

6204070349 

90-249 

0 

MATHEWS, E R 

6204130389 

SO-303 R 

8204140327* 

70-143 


MARTIN, T. T. 

6204070493 

50-309 

0 

MATHEHS.E R 

8204130228 

30-303 R 

0204140379 

70-143 


MARTIN. T T- 

6204070494 

90-271 

0 

MATHEWS, E R 

0204190436 

30-303 0 

8204230887 

90-914 

0 

MARTIN, T T 

6204080394 

40-0194 


MATHEHS.E R 

BS04200368 

30-303 F 

0204220931 

RES 


MARTIN, T T. 

6204080431 

90-272 

Q 

MATHEHS.E R 

6204210016 

30-303 Q 

8204010233 

XPDRTLIC 


MARTIN, T T 

6204080462 

90-213 

a 

MATHEHS.E R 

8204220464 

30-303 8 

B204190433 

XPDRTUtC 


MARTIN, T T. 

6204080437* 

90-272 

Q 

HATHEUS.E R 

82O422OS0B 

90-303 B 

0204190464 

XPORTHC 


MARTIN, T, T. 

62040S0S92 

90-334 

Q 

MATHEWS, E R 

8204260231 

PRH 

0204220094 

XPORTLIC 


MARTIN, T. T- 

8204000994* 

50-334 

0 

MATHEHS.E R 

8204260242 

PRM 

8204220383 

XPORTLIC 


MARTIN, T T. 

8204090199 

30-334 

Q 

MATHEHS.E R 

8204260264 

PHM 

8204290919 

XPORTLIC 


MARTIN, T T 

8204090164 

90-184 

0 

MATHEHS.E R 

0204270347 

30-309 P 

B2040 10308 

90-302 

P 

MARTIN, T T. 

6204090171 

90-219 

0 

MATHEHS.E R 

8204200394 

90-303 P 

3204090263 

90-302 

R 

MARTIN, T T 

6204090310 

70-1313 


MATHEHS.E ft 

8204300027* 

90-303 F 

3204080083 

90-302 

P 

MARTIN, T. T- 

8204090312* 

70-1313 


MATHEHS.E R 

0204300313 

PR 

8204070208 

90-302 

p 

MARTIN, T T 

8204090361 

90-249 

0 

MATLOCK, R 0 

8204070347* 

90-397 Q 

8204070292 

90-302 

P 

MARTIN, T T 

8204090394 

90-219 

0 

MATLOCK, R 0 

6204000391 

90-397 Q 

8204080078 

90-302 

S 

MARTIN, T T 

8204090424 

SO-333 

0 

MATLOCK. R 0 

0204080438* 

30-900 0 

3204080182 

90-302 

8 

MARTIN, T T 

8204120149 

70-2488 


MATLOCK. F 0 

8204270279 

30-397 8 

8204080302 

90-302 

8 

MARTIN, T T 

82041 40227 

70-620 


MATLOCK, R 0 

0204370384 

30-397 Q 

3204090291 

90-302 

p 

MARTIN,! T 

8204140286 

70- 1 366 


MATTHEWS. C W 

8204160002* 

CONTRACT 

3204140221 

90-302 

P 

MARTIN, T, T 

8204140300 

70-936 


MATTHEWS, D 

0204300491* 

30-206 Q 

3204160320 

90-302 

8 

MARTIN, T T 

8204160361 

30-293 

0 

MATTHEWS, P R 

0107300232* 

30-369 P 

8204200078 

90-302 

R 

MARTIN, T T 

8204160366* 

90-293 

0 

MATT 1 A. 11 J 

0204020019* 

CONTRACT 

3204200311 

90-302 

P 

MARTIN, T. T- 

8204160380 

70-2993 


MATTIA. M. J 

6204020207* 

CONTRACT 

B20426c:3&4 

50-302 

P 

MARTIN, T T 

8304160920 

30-334 

Q 

MATTIA. M J 

0204140033* 

30-299 X 

320423099? 

90-002 

0 

MARTIN, T T 

8304190166 

40-0610 


MATTIA, M J 

8204140042* 

CONTRACT 

0204270334 

90-302 

p 

MARTIN, T T. 

8204200186 

30-309 

Q 

MATTIA, M J 

8204140090* 

CONTRACT 

S2O4270448 

90-302 

F 

MARTIN, T. T 

0204200492 

50-410 

8 

MATTIA, H J 

8204140097* 

CONTRACT 

3204230296 

30-002 

P 

MARTIN, T. T 

0304200470* 

30-410 

8 

MATTIA, M. J 

82041 9038 3* 

CONTRACT 




MARTIN, T T 

8204210226 

70-390 


MATTIA, M. J 

8204190412* 

CONTRACT 


PROJ 


martin, t. t 

8204210300 

30-307 

8 

MATTIA, M J 

0204210183* 

CONTRACT 

8202290238* 

90-344 

U 

MARTIN, T T 

B204210731 

30-244 

P 

MATTIA. M. J 

8204210424* 

27-39 

S2041 90121* 

COMMISSION 

MARTIN, T, T 

6204220240 

50-286 

0 

MATTIA, M. J 

8204210998* 

CONTRACT 


9D-a71 

P 

MARTIN, T. T 

B20422047S 

80-333 

0 

MATTIA, M. J 

0204230060* 

CONTRACT 


9O-30S 

T 

MARTIN, T T 

3204220480* 

30-333 

8 

MATTIA, M. J 

8204220080* 

CONTRACT 

8204020324 

71-231 


MARTIN, T, T. 

8204260032 

30-272 

0 

MATTIA, M. J 

0204320131* 

CONTRACT 

0204090070 

90-399 

A 

martin, T. T. 

8204260184 

30-333 

0 

MATTIA, M. J 

0204220166* 

CONTRACT 

0204190388 

71-9909 


martin, T T 

6204270001 

70-2732 


MATTIA. M J 

8204220349* 

CONTRACT 


71-9192 


MARTIN. T. T. 

8204270004* 

70-2792 


MATT I A. M. J 

6204220397* 

CONTRACT 


REOOD 


MARTIN. T T 

8204270238 

30-244 

Q 

MATTIA, a J 

8204220604* 

CONTRACT 


90-313 

B 

MARTIN, r T 

0204270462 

30-219 

0 

MATTIA, K J 

8204220613* 

CONTRACT 

82O40n0t IB 

90-368 

8 

MARTIN, T, T. 

6204270468* 

30-219 

0 

MATTIA, H J 

8204220694* 

CONTRACT 

0204090149 

90-313 

6 

MARTIN, T T 

6204280308 

70-133 


MATTIA, K J 

S20422071 1* 

CONTRACT 


532 




PERSONAL AUTHOR INDEX 




AUTIOH 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTrtJR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTKIR 

ACCESSION 

NUMBER 

SUBJECT 

CAieoORY 

MATTIA.M, a 
MATTIA.M. J 
MAiriAiM. vl 
MATTIA.W, J 
MATTIHOE. J J 

820422O7B2* 

eS042A04e5» 

8S0427O5I2* 

aS042YO(>29» 

82040(0496 

CONTRACT 

CONTRACT 

90-498 A 

CONTRACT 

90-312 P 

MCBREARTYrR A 
MCBRIDE, N 0 
MCBRIDE, L M 
MCBRIDE.M H 
MCCABE 

8204200223* 
8204020448* 
8204 1 20273* 
8204160927* 
8204D20306 

90-412 

90-272 

90-267 

90-334 

90-334 

Q 

0 

R 

0 

B 

MCOUIRE.D R 
MCOUIREiD. R 
MCOUIRE.D R 
MCOURRENiH J 
MCINTOSH. W T 

8204280444 

8204280473 

8204280477* 

8204140119 

8204080496* 

90-290 6 
90-399 0 
90-399 O 
90-247 8 
90-399 A 

MATriMOE, J J 
KATrrMOF. J J 

MATriMOE. J J 
MATriMOE. J J 
MATriMOE, J J 

62040(0298 

8204010301 

B204DS0427 

8204060131 

8204070391* 

90-312 

90-312 

30-312 

90-312 

90-312 

P 

J 

P 

P 

P 

MCCABE 

MCCABE, e. C 

MCCABE. E C 

MCCABE. E. C 

MCCABE, E. C 

8204 170236 

8204020234* 

8204020921* 

8204160461* 

8204210616* 

90-277 

90-392 

90-387 

90-392 

90-47 

8 

0 

0 

0 

0 

MCKACKIN, J J 
mckackimj j 
MCKEOHN rL M 
MCKINNEY, H 
MCLANE.F E 

8204200249* 

8204200249* 

8204010477* 

6204130361* 

6204140160* 

90-929 D 
90-929 9 

70-1426 
90-320 F 
90-937 A 

MATriMOE, J J 
MATTIMOE, J J 
MATriMOE, J J 
MATTIMOE, J J 
MATTIMOE, J J 

8204070411 

8204070478 

8204070969 

8204080320 

8204140310 

90-312 

90-312 

90-312 

90-312 

90-312 

F 

8 

8 

J 

J 

MCCABE, C. C 

MCCABE. E: C 

MCCABE. E: C 
MCCAFFREY. B R 
MCCAFFREY, B R 

8204220477* 

8204270290* 

8204300385* 

8204170173 

8204170201* 

90-392 

90-307 

90-317 

90-322 

90-322 

Q 

Q 

Q 

T 

T 

MCLAUGHLIN, K 
MCLAUGHLIN, K 
MCLEAREN, T 
MCLEAREN, T 
MCLEAREN, T 

6204000497* 

8204140409* 

8204010192 

S20402000e 

6204020990 

50-220 a 

50-220 8 

CONTRACT 
CONTRACT 
CONTRACT 

MATTIMOE, J J 
MATTIMOE, J J 
MATTIMOE, J J 
MATTIMOE. a J 
MATTIMOE, J J 

8204200243 

8204210121 

8204210164 

8204220489 

8204230336 

90-312 

90-312 

90-312 

90-312 

90-312 

P 

0 

J 

6 

F 

MCCALLISTER.P 
MCCANN. J F 

MCCANN. J F 
MCCARTY.C L 
MCCASLANO, K 0 

8204 1 60356 
820402052 1 • 
8204270290* 
8204160107 
8204070413* 

90-327 

90-387 

90-397 

40-8498 

90-327 

T 

Q 

Q 

P 

MCLEAREN. T 
MCLEAREN, T 
MCLEAREN, T 
MCLEAREN. T 
MCLENDON, 0 D 

8204220124 

8204260467 

8204270486 

8204290022 

8204090064 

CONTRACT 
CONTRACT 
50-498 A 
CONTRACT 
50-302 S 

MATTIMOE, J J 
MATTIMOE, J J 
MATTSON, R 

MATTSON, R J 
MATTSON. R J 

8204230492 

6204260496 

8204220906* 

8001210032* 

8003040649* 

90-312 

90-312 

FOIA 

90-320 

90-320 

P 

P 

P 

P 

MCCLINTOCXtR 
MCCLINTOCK, R O 
MCCLINTOCK.R 0 
MCGLINTOCK.R 0 
MCCLINTOCK.R □ 

8204210294* 
8204140173* 
8204 1 40220* 
6204140297* 
8204140260* 

40-2293 

FOIA 

FOIA 

FOIA 

FOIA 


MCLENDON, 0 D 
MCLENDON, 0 D 
MCLENDON, 0 D 
MCLENDON, 0 D 
MCLENDON. 0 D 

8204130069 

6204130113 

8204130146 

8204130397 

8204130374 

50-383 8 
50-382 S 
90-383 8 
50-392 8 
50-392 0 

MATTSON, R J 
MATTSON, R J 
MATTSON, R J 
MATTSON, R J 
MATTSITN.R v/ 

8009140681* 
8005220970* 
80092811 18* 
8006050991* 
SOI 0240396* 

FOIA 

FOIA 

FOIA 

90-320 

FOIA 

P 

MCGLINTOCKtR 0 
MCCLINTOCKrR O 
MCCLINTOCK.R 0 
MCCLINTOCK.R 0 
MCCLINTOCK.R O 

8204140279* 

8204210111* 

8204210126* 

8204210246* 

6204210967* 

FOIA 

40-2293 

40-2293 

40-8293 

40-2293 


MCLENDON, 0 D 
MCLENDON, 0 D 
MCLENDON. 0 D 
MCLENDON, 0 D 
MCLENDON, 0 D 

6204190284 

6204200261* 

8204230219 

6204270247 

8204270077 

90-382 8 
90-382 q 
90-303 8 
50-388 8 
50-303 9 

MAUOANS.E H 

MAURA. F 

MAORIN.U V 
MAURIN.L V 

MAVRIN. UV 

8204130160 

8204220472* 

8204020501 

8204090078 

6204090082 

90-346 

90-373 

90-302 

90-382 

90-382 

I 

Q 

F 

F 

A 

MCCLUNO.R. N 

MCCOY, P E 
MCCULLOCH, W H, 
MCCULLOCH, N K 
MCDERMOTT, E J 

6204190973 

6204090263* 

6204220642* 

6204220647* 

e2042’00063 

NUREO 

FOIA 

FOIA 

FOIA 

90-443 

0 

MCLENDON. 0 D 
MCLENDON, 0 D 
MCLENDON. 0 D 
MCLOUOHLIN.M T 
MCLOUOHLIN, M T 

8204300322 

6204300334 

8204300466 

6204080270 

6204120341 

90-382 8 
50-382 S 
50-382 q 
50-293 0 
90-293 0 

MAVRIN. UV 

MAVRIN. UV 

MAVRIN. L V 

MAVRIN. U V 

MAVRIN. U V 

8204160633 

8204210238 

B20421O51B 

B20421O9IB 

8204270410 

90-362 

50-382 

PR 

PR 

50-382 

E 

A 

R 

MCDERMOTT, E J 
MCDERMOTT, E J 
MCDERMOTT, E J 
MCDERMOTT, E J, 
MCDONALD. C E 

6204200063 

8204200072 

8204200072 

8204200328 

6204270198 

90-443 

90-443 

90-443 

90-443 

71-6227 

0 

0 

(} 

a 

MCMILLEN,N H, 
MCMURRAY.C M 
MCMURRAY, C M 
MCNAMARA, A E, 
MCNAMARA W. A 

6204080461 

6204160016 

6204160016 

8204190333* 

6204120287* 

50-149 M 
30-322 0 
50-322 O 
30-711 R 
30-009 t 

MAVRIN. L V 

MAVRO.U J 

MAXWELL, 0 F 

MAY. E L 

MAY, M D 

8204290617* 

8204230924* 

8204010485* 

8204260299* 

8204090266* 

90-382 

90-382 

50-400 

50-29 

50-416 

F 

T 

a 

s 

F 

MCDONALD. R J 
MCDONALD. R J 
MCDOWELL. T 
MCDUFFIE. M A 
MCDUFFIE. M A 

8204010161* 

8204260474* 

8204270191* 

8204090047 

6204060307 

CONTRACT 

CONTRACT 

HASTE MOT 

90-400 K 

90-400 C 

MCNEER.C 8 

MCNEILL, C A 
MCNEILL, C. A 
MCNEILL, C A 
MCNEILL, C A 

6204230439* 

6204010177 

8204020270 

6204020296 

8204070434* 

50-266 1 
30-333 6 
30-333 0 
30-333 a 
90-333 q 

MAYER. L 0 

MAYER. L O 

MAYER, L O 

MAYER. L O 
lAYSn.L O 

8202080217 

8202080223* 

8204020307 

8204020526 

B20407O372 

50-282 

50-282 

90-306 

90-263 

90-263 

P 

P 

s 

a 

p 

MCOARRV.J M 
KCOARRY.J M 
MCOARRV.J M 
MCOARRV.J M 
MCOARRV.J M 

8204060966 

6204080986 

8204080988* 

8204080988* 

8204140211 

90-413 
90-413 
90-413 
90-4 1 3 
90-413 

0 

0 

0 

0 

0 

MCNEILL.C, A 
MCNEILL, C. A, 
MCNEILL.C. A 
MCNEILL.C A 
MCNEILL.C A 

6204 120302 
6204120369 
6204130127 
8204190270 
8204190294 

30-333 a 
30-333 R 
30-333 R 
90-333 8 
90-333 R 

tYER.L D 
tYER.L 0 
(YER.L D 
tYER.L D 
(YER.L 0 

8204070472 

8204080210 

8204080326 

8204090319 

8204090316 

90-282 

90-282 

90-263 

90-282 

90-282 

0 

p 

p 

p 

R 

MCOARRV.J, H 
MCOARRV.J M 
MCOARRV.J M 
MCOARRV.J M 
MCOARRV.J, M 

8204140211 

8204140216* 

8204140216* 

6204200071 

8204200071 

90-413 

90-413 

90-413 

90-413 

90-413 

0 

0 

0 

0 

0 

MCNEILL.C. A 
MCNEILL.C A 
MCNEILL.C A 
MCNEILL.C A 
MCNEILL.C A 

8204160247 

8204160322 

8204160990 

6204220236 

6204260004 

90-333 a 
90-333 a 
30-333 S 
80-333 a 
30-333 6 

lYER.L 0 

AYEH.L □ 

AYER.L 0 
lAYERiL D 
•(AYER.L O 

8204090370 

8204090378 

8204090387 

8204190149* 

8204190403 

90-263 

90-282 

90-282 

50-282 

90-263 

P 

R 

R 

F 

P 

MCOARRV.J. M 
MCOARRV.J M 
MCOARRV.J M 
MCOAUOHY.J P 
MCOAUOHY, J P 

8204220044 

8204270302 

8204270302 

8204010288 

8204010337 

rise 

90-413 

90-413 

90-416 

90-416 

0 

0 

A 

A 

MCNEILL.C A 
MCNEILL.C, A 
MCNEILL.C A 
MCNEILL.C A 
MCNEILL.C A 

8204260097 

8204260140 

6204260199* 

8204270217 

8204270421 

30-333 S 
30-333 S 
90-333 4 

30-333 q 
80-333 0 

MAYER. L O 

MAYER. L 0 

MAYER. L O 

MAYER. L 0 

MAYER. L 0 

8204160112 

8204210110 

8204260129 

8204270260 

8204270374 

90-282 

90-263 

90-282 

90-263 

90-282 

R 

P 

P 

P 

P 

MCOAUOHY, J P 
MCOAUOHY.J P 
MCOAUOHY, J P 
MCOAUOHY, J P 
MCOAUOHY.J P 

8204020369 

8204020380 

8204020904 

8204060260 

6204080346 

90-416 

90-416 

90-416 

90-416 

90-416 

6 

a 

8 

8 

6 

MCNEILL. W M 
MCNEILL. U M 
MCNEILL, W M 
MCNULTY, A. 

MCNULTY, A 

8204090179* 

62040B0431* 

82040B0437* 

82042909Q4 

8204270967 

OA999 

0A999 

OA999 

CONTRACT 

CONTRACT 

MAYER. L 0 

MAYER. L Q 

MAYER, L 0 

MAYER. B F 

MAYS. 0 r. 

8204280471 

8204:j00240 

8204300276 

8204190340 

8204280448* 

90-282 

90-282 

90-263 

PIIM 

90-213 

P 

a 

p 

p 

MCOAUOHY, J P 
MCDAUOHY, J P 
MCOAUOHY.J p, 
MCOAUOHY.J P. 
MCOAUOHY, J P 

6204190491 

6204160399 

8204160493 

8204200229 

6204200233* 

PR 

90-416 

90-416 

90-416 

90-416 

3 

8 

K 

K 

MCNULTY, A 

MCNULTY, A 
HCOUEEN.A, D 
NCaUIULM, P, 0. 
MECKELNBURG, R. 

6204290994 

6204290613 

8204070464* 

8204130174* 

6204010441 

CONTRACT 
CONTRACT 
90-224 3 

OA999 

REOOO 

MAIEII8.0 
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MC ALPINE 

MCALPINE, E J 

MC ALPINE, E J 

8204300499* 
82043004 53* 
8204230412* 
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90-206 

90-206 

70-143 

70-1113 

70-27 
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p 
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MCOINNEeS, J 
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8204230442* 

8204230942* 

8204210237* 

90-416 

90-416 

90-416 

90-416 

40-2293 

0 

0 

0 

0 

MEDFORD, M. 0 
MEDFORD, M 0, 
MEDFORD, H 0. 
MEDFORD, H. 0. 
MEDLOCK.R L 

6204070921 

8204160319 
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8804200493 

6804210367 

90-361 F 
90-20* F 
90-361 F 
90-361 F 
40-0153 

MCALPINE, E 0 
MCALPINE, E J. 
MCALPINEiE J 
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90-396 
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90-321 
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0 

0 

0 

8 

0 

MEINie.G R. 
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HENDELSCN, I, N. 
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8804090437* 
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90-373 a 

MCALPINE, E. J 
MCALPINE, E J 
MCALPINE, E d 
MCALPINE, E J 
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8204230300* 
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8204020247* 

70-143 

70-1113 
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70-1201 

90-142 

p 

MCOUIRE.D R. 
MCOUIRE.D, R 
MGOUIRE.O.R 
MCOUIRE.D, R. 
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6204260131 
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70-27 

90-63 
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0 

0 

B 

MENDEZ, R. 

MENDEZ, R, 

MENDONCA H M. 
MERONEY.R.N 
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62040701 16 
8204220170 

S 0-373 a 
90-346 a 
90-279 a 
NUREO 

FOIA 
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S 
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30-311 

S 
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8 
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8 
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30-311 

8 

r'x.^A<H J 
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8 
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30-272 
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8 
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30-311 

0 
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30-272 

8 

« A«A. H J 
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6 

>X«A.H J 


8204270369 

30-272 

8 
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0204270390 

30-278 

8 

>>jnA. H J 


0204270401 

50-311 

8 

>.MT.A 


0204090079* 

30-316 

R 

* WT,A. 


0204090294* 

80-313 

R 

PMI.H 


8204220710* 

XPORTCIC 


PUeS.E 3. 


8204140046 

CONTRACT 


'■ixs-e.s. 


8204140094 

CONTRACT 


'LCS<£ 3. 


8204220716 

CONTRACT 
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0204130146 

S0-3B2 

8 
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0204300334 

30-302 
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1. 

0204060091 

30-341 

T 
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30-209 

0 
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L 

0204190226 

30-209 

T 
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L 

0204190239 
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0 
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L 
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50-341 

0 
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8204120023 

70-1191 
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0204020391 

80-299 

8 
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Q 
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8204290299 

WASTE MOT 
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8204190096 
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p:<JLFRr K J 
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8204070633 

30-223 

P 
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8204070637* 

30-223 

P 
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8204130084 

30-461 

A 
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0204190193* 

40-8061 


Pn.CFflr J R 


8204260368 

90-233 

P 

PMEflr J fl 


8204260369* 

90-223 

P 

PUERi -i R 


8204270110 

90-20 

P 

PIiLFRr ^ R 


8204270129* 

50-20 

P 

PrJLERrC. 


8204070449* 

30-206 

0 

PXUFR. L. 


8204270391* 

30-206 

Q 

PaER.UF 


0204270379* 

50-206 

0 

P.UXR' «- K 


8204090331* 

90-311 

R 

I’ltfR. U K 


0204160120* 

90-31 1 

R 

P.ueR< U K 


0204160179* 

90-272 

R 

P.LUER. I- K 


0204300442 

90-272 

R 
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0204300443* 

90-272 

R 
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0 
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0 
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Q 
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0 
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0204190477* 

FOIA 


»LtEfl-V.L 
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0204190481* 

FOIA 


».aefi^ WL F 


0204000914* 

90-3B7 

0 

TacR-Hn 


0204230998* 

90-416 

0 
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0204220413* 

90-209 
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0204090413 

90-302 

p 

»)ueR. w a 
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0204140549 
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6204140949 
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0204200913 
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P 

MILLER, W 0 
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P 

MILLER, W 0 

0204220226 

50-471 

A 
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0204220233* 
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A 

MILLER 1 W 0 
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50-471 

A 

MILLER, W 0 
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P 
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a 
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6204270092 

27-47 


MILLER, H 0 

6204290427 
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P 
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30-462 

A 
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0204270157 

50-322 

6 

MILLS, 
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E 
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B 

HILLS, 

L H 
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30-430 

A 

MILLS, 

L M 
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0 
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a 
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Q 
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L H 
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Q 
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8204020238 

90-436 

S 
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8204020892 
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8 

MILLS, 

L M 

0204020298 

30-430 

6 
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0204020264 
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6 

MILLS, 

L M 

8204020278 
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6 

MILLS. 

L M 

8204020328 

30-438 

S 

MILLS, 

L H 

0204020336 

30-390 

s 

HILLS, 

L M 

0204020341 
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S 

MILLS, 

L K 

0204020346 

50-390 

6 

MILLS, 

U H 

0204020364 

30-390 

6 

HILLS, 

L H 

0204020400 

30-390 

0 

MILLS, 

L K 

8204020402 

50-390 

S 

HILLS, 

L H 

8204020431 

50-390 

B 

HILLS, 

L K 

8204020434 

30-390 

E 

MILLS, 

L H 

8204020449 
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8 
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L n 

8204020447 

90-430 

S 

MILLS, 

L K 

8204020492 
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S 
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8204020496 
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8 
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8 
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S 
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S 
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A 
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A 
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30-327 

P 
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0 
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0 
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8 
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A 
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8 
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8 
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6 
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A 
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8 
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S 
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8 
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0804090924 

50-430 

0 
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A 
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A 

MILLS, 
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50-390 

F 

MILLS, 
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50-299 

F 

MILLS, 

L ri 

0804120227 

50-438 

K 

MILLS, 

L M 

0204120330 

50-299 

F 

HILLS, 

L.M 

0204120390 

90-239 

P 

HILLS, 

L M 

0204130097 

90-390 

F 

HILLS, 

L M 

9204130191 

90-387 

P 

HILLS, 

L M 

0204130263 

REOOD 


KILLS, 

L M 
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PR 


MILLS, 

L M 

6204140144 

50-390 

A 

HILLS, 

L M 

0204140180* 

90-436 

0 

MILLS, 

L M 

0204 1 40238 

90-390 

A 

MILLS, 

L H 

8204140416* 

50-899 

0 

MILLS, 

L H 

0204 1 4044 1 * 

50-430 
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NUMBER 
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MILLS. L M 

MILLS, L M 

MILLS, L M 

MILLS, L M 

MILLS. U M 

9204140444* 

9204140472* 

8204160103 

8204160190 

9204160193 

50-430 Q 
50-259 0 
50-390 S 
50-390 0 
50-438 8 

MILLS, L M 

MILLS, L M 

MILLS. L M 

MILLS, L H 

MILLS, U H 

8204160209 

9204160210 

8204160231 

920416023? 

0204160246 

50-566 S 
50-438 3 
90-390 S 
50-390 S 
90-433 8 

MILLS. L M 

MILLS, L K 

MILLS. L M 

MILLS. L M 

MILLS, L H 
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90-328 S 
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30-3?O a 
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50-239 Q 
50-390 0 

MILLS, L H 

MILLS, L M 

MILLS. L M 

MILLS, L « 

MILLS, L M 
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8204230314 

8204230326 

90-259 0 
30-25? a 
30-257 0 
90-25? 0 
30-29? 0 

MILLS, L M 

MILLS, L « 

HILLS, L M 

MILLS. L M 

HILLS, L K 

0204230591 
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8204260206 

50-390 a 

30-910 a 

40-1341 
50-390 E 

50-390 A 

KILLS. L li 

MILLS. L li 

MILLS. L H 

HILLS. L li 

MILLS. L M. 

0204260238 

8204260296 

8204270266 

0204270327 

8204270393 

60-390 A 
50-390 A 
30-327 F 
90-259 F 
REQOD 

HILLS, L M 

HILLS. L H 

KILLS. L li 

HILLS. L M 

KILLS. U H 

8204270419 
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0204200037 
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0204200174 

30-327 P 
90-390 8 
50-390 S 
50-390 0 
90-390 3 
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HILLS. L hi, 
niLLB.L li 

MILLS. L ti 

HILLS. L M 

8204260108 
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820420024? 

30-390 B 
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90-390 a 
90-390 0 

HILLS. L M 

HILLS. L li 

HILLS. L K 
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0204200273 
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90-390 8 
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90-390 8 
50-439 8 

MILLS, L « 

MILLS, L M 

MILLS, L M 

HILLS, L.M. 

MILLS, L H 
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0204200333 
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0204200393 

90-439 B 
90-390 S 
90-438 B 
50-430 8 
90-390 8 
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8 
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B 

0 
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0 
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MORRIS, P A 
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8204120188* 

0204120191* 
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50-139 

Q 

NEUMANN. H R 

8204220013* 

40-8697 


NORDERHAUO.L R 

6204070423 

50-344 

Q 

NEUMANN. M R 

8204260423 

40-0300 


IIOROERKAUO. L R 

0204070424* 

30-344 

0 

NEHBURGM. 0 

8204130392* 

50-249 

R 

NORDERHAUO.L R 

6204070493 

50-224 

0 

NEHMAN. P T 

8204010398 

PRM 


NORDERHAUO.L R 

6204070487 

50-243 

0 

NGUYEN, A. T 

8204210639 

NUREG 


NORDERHAUO.L R 

6204070499 

30-203 

0 

NICHOLAS. H 

8204020302* 

90-209 

0 

NORDERHAUQ.L A 

6204070939 

30-312 

Q 

NICHOLS, F A 

8204010942 

NUREG 


NORDERHAUO.L. R 

0204070940* 

30-312 

0 

NICHOLS, T C 

8204090234 

50-399 

A 

NORDERHAUO.L R 

8204090207 

30-273 

Q 

NICHOLS, T C 

8204090017 

90-399 

A 

NORDERHAUO.L R 

8204210699* 

50-139 

0 

NICHOLS. T C 

8204090066 

90-399 

A 

NORDERHAUO.L R 

6204230962 

70-2 5 


NICHOLS, T C 

8204090089 

90-399 

1 

NORDERHAUO.L R 

8204230969* 

70-23 


NICHOLS. T C 

8204090243 

90-099 

A 

NOREl IU3. C E 

62040501 57 

90-440 

a 

NICH0L8.T C 

8204090393 

90-399 

A 

NORELIUS, C E 

8204050359 

30-263 

a 

NICH0L8.T C 

8204060008 

90-399 

A 

NORELIUS. C E 

82040704 59 

30-373 

Q 

NICHOLS. T C 

8204060018 

90-399 

A 

NOREL IV3. C E 

8204000323 

90-237 

0 

NICHOLS, T C 

8204060068 

90-399 

A 

NORELIUS. C E 

820 4 0004 43 

30-373 

a 

NICHOLS, T C 

8204060096 

50-399 

A 

NORELIUS. C E 

8204030476 

50-433 

Q 

NICHOLS, T C 

8204060121 

50-399 

P 

NORELIUS. C E 

8204090243 

50-346 

0 

NICHOLS, T C 

8204080440 

90-399 

A 

NORELIUS. C E 

8204090245* 

50-346 

0 

NICHOLS.T C 

8204080441 

50-399 

A 

NOREl 1U3. G E 

8204090250 

50-546 

Q 

NICHOLS, T C 

8204120395 

50-399 

R 

NORELIUS. C E 

8204090362 

90-266 

0 

NICHOLS.T C 

8204160214 

50-399 

S 

NOREl TU8. C E 

8204090336 

50-329 

0 

NICHOLS.T C 

6204160999 

90-399 

A 

NORELIUS. C E 

8204090434 

90-373 

0 

NICHOLS.T C 

8204190191 

50-399 

A 

NORELIUS, C E 

8204120121 

SO-461 

0 

NICHOLS.T C 

8204190231 

90-399 

A 

NORELIUS. C E 

8204120447 

90-159 

Q 

NICHOLS.T, C 

0204190279 

90-399 

A 

NORELIUS, C E 

8304140301 

90-494 

0 

NICHOLS.T C 

8204190319 

90-399 

A 

NORELIUS. C E 

8204140309* 

80-494 

0 

NICHOLS.T C 

8204190399 

90-399 

A 

NORELIUS. C E 

6204160239 

90-373 

0 

NICHOLS.T C 

8204200026 

50-399 

A 

NOREL lUS. C E 

8204160291* 

90-373 

a 

NICHOLS.T. C. 

8204230122 

90-399 

0 

NORELIUS, C E 

0204200297 

90-440 

Q 

NICHOLB.T C 

8204260149 

90-399 

A 

NOftELlUS, C E 

3204200263* 

90-440 

a 

NICHOLS.T. C 

8204260209 

80-399 

A 

NORELIUS, C E 

8204200317 

50-299 

a 

NICHOLB.T C. 

8204270390 

90-399 

F 

NORELIUS, C. £ 

3204220270 

90-946 

0 

NICHOLB.T C 

8204280496 

REGOD 


NORELIUS. C E 

8204220394 

90-433 

a 

NICHOLB.T, C, 

8204280926 

PR 


NOREL IU3, C E 

8204220399 

90-346 

Q 

NICHOLS.T C. 

8204300199 

90-399 

A 

NORELIUS. C E 

8204220363* 

90-346 

0 

NICHOLSCN. N 

8204220304* 

90-299 

0 

NORELIUS. C E 

8204 2204 06 

90-331 

0 

NICHOLSCN.N, 

82042301 98* 

40-2061 


NORELIUS, C E 

B204270413 

90-259 

Q 

NICHOLSCN. N 

8204230226* 

40-2061 


KOftEl lUSi C E 

0204270420* 

90-259 

a 
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AUThDR 

ACCESSION 

NUMBER 

SUBdECT 

CATEODRY 

AUTKIR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTrtIR 

ACCESSION 

NUMBER 

EVIdECT 

CATEOOftT 

HOREtrUS, C E 

820A270449 

50-496 

0 

O'REIULY.J P 

8204140439 

90-250 

0 

OKRENT, D 

8204290173* 

90-70 

0 

MOREL I US, C E 

B20427049? 

90-373 

0 

O'REJLLY.U P 

8204140442 

90-250 

Q 

0K8ZA-CHQCIM0WS 

8204220652* 

HA8IE mi 

MOREL TUS,C E 

B204300364 

30-346 

0 

O'RElLLV.d P 

8204210337* 

90-47 

0 

0K8IA-C1CICIM0W8 

8204220693* 

HASTE mi 

NORRMOLK, L 

a204210£,i6* 

90-47 

Q 

O'REILLY, d P 

S204210349* 

90-47 

0 

OLIVER, D 

8204070121 

NUREO 


NOHRHOLM, L 

B204210i,iY* 

90-47 

Q 

O'RElLLV.d P 

820421 0394» 

90-47 

0 

OLLEK.R E 

8204080430* 

OA999 


HaRRHQLH. L 

820421 0664> 

50-47 

a 

O'REIUUY.d P 

B204210&&8> 

80-47 

0 

OLM8TEAO,W J 

8204090328 

90-J75 

4 

NORRHDLM.L J 

3204020494* 

50-272 

0 

O'RElLLV.d P 

82O4210677* 

90-47 

0 

CH-MBTEADiW J 

8204140161 

50 -*75 

« 

NORFHDLK,L J 

8204210696* 

90-47 

a 

O'RElLLV.d P 

8204230208 

90-259 

F 

OLMSTEAD, N J 

8204260141 

90-329 

4 

NORRHOLH.L J 

8204270162* 

90-272 

0 

O'RElLLV.d P 

8204230211 

90-302 

F 

OLSEN, A F 

8202220693 

71-4986 


NORRIS, H R 

3204140299* 

90-261 

R 

O'RElLLV.d P 

8204230214 

90-269 

F 

0L6EN, A F 

8204290307 

90-99 

H 

MORRIS, J A 

8010240263* 

90-522 

A 

O'RElLLV.d P 

8204230233 

TOPREP 


0L8HINSKI, J A 

8204190397 

70-1113 


NORR I S, J F 

8204160236* 

90-269 

S 

O'RElLLV.d P 

8204230237 

TOPREP 


OLSHlNSKI.d A 

8204230315 

70-IH3 


NORRIS, J F 

8204280301* 

90-270 

S 

O'RElLLV.d P 

8204230241 

90-302 

F 

0UBHIN8KI, J A 

8204230324* 

70-1113 


NORR I Sr J F 

8204280412* 

90-270 

S 

O'RElLLV.d P 

8204230242 

90-280 

F 

OLSON, R C 

8204160944 

80-317 

F 

NORTH. H 

8204130129 

90-312 

8 

O'RElLLV.d P 

8204230244 

90-321 

P 

OLSON, R C 

8204220417 

90-310 

P 

NORTH. H 

8204130427* 

FQIA 


O'RElLLV.d P 

8204230247 

90-370 

A 

OLSON, R C L 

8204080393 

80-317 

« 

NORTH. H 

8204130982* 

FOIA 


O'RElLLV.d P 

8204230249 

90-280 

F 

OLSQN.R C L 

8204220433 

80-317 

t 

NORTH. H 3 

8203020214 

70-2379 


O'RElLLV.d P 

8204230292 

90-257 

a 

OPEKA, J F 

8204260225 

80-213 

r 

NORTH. H 6 

8204 1 50399* 

FOIA 


O'RElLLV.d P 

8204230279 

90-321 

F 

OPEKA, J F 

8204260229 

80-213 

P : 

NORTH. H S 

8204190420* 

FOIA 


O'RElLLV.d P 

8204230300 

90-328 

0 

OPPBL.M 

8204260216 

80-247 

4 , 

NORTH. H 3 

8204130422* 

FOIA 


O'RElLLV.d P 

8204230303 

70-143 


QPREA.O N 

8204090053 

90-498 

t i 

NORTH, H S 

8204190467* 

FOIA 


0 'REILLY, d P 

8204230306 

90-367 

s 

OPREA.O N 

8204090079 

80-498 

A ’ 

NORTH, H S 

8204130470* 

FOIA 


O'REILLV, d P 

8204230309 

TOPREP 


OPREA.O M 

8204080396 

80-498 

» , 

NORTH. H 8 

8204130473* 

FOIA 


O'REILLY, d p 

8204230322 

90-280 

a 

QPREA.O, W 

8204130329 

80-498 

& 1 

NORTH. H S 

8204190399* 

FOIA 


O'RElLLV.d P 

8204230338 

90-327 

0 

OPREA.O N 

B2042B0474 

80-498 

8 : 

NORTH, H S 

8204190377* 

FOIA 


O'RElLLV.d P 

8204230342 

70-27 


ORDERS, U 

8204140162* 

80-269 

4 1 

NORTH. H S 

8204150591* 

FOIA 


O'REILLY. J P 

8204230346 

90-338 

F 

0RN8TEIN. H L 

B204090267'* 

80-206 

P i 

NORTH, H S 

8204270444* 

90-312 

a 

O'REILLY, d P 

8204230396 

90-257 

Q 

ORVIS.W d 

8204190980 

NUREO 


NORTH, H S 

8204300427* 

50-528 

a 

O'REILLY. J P 

8204230373 

50-267 

0 

QSSQtl, J N 

8204290098 

40-8452 


NORTON, J 

8204160S89* 

90-373 

Q 

O'REILLY, d P 

8204230389 

90-324 

8 

OST.F 

B204300403* 

90-295 

*1 

NORTON. J F 

8204120490* 

50-199 

0 

O'RElLLV.d P 

8204230402* 

50-339 

0 

OSTER, J 

8204020394 

50-10 

J i 

MORTON, J F 

8204220272* 

90-646 

0 

O'RElLLV.d P 

8204230406* 

90-339 

a 

OSTEfi.d 

8204060003 

50-10 

1 

MORTON, N H 

8204260413 

70-864 


O'REILLY, J P 

8204230416 

90-269 

F 

OSTER, d 

8204230371 

90-10 

■i 

NOSHKINrV E 

9204230119* 

FOIA 


O'RElLLV.d P 

8204230436 

70-1113 


OSTRANDER, N 

8204020273* 

50-142 


N08HKIN.V e 

9204230120* 

FOIA 


O'RElLLV.d P 

8204230447 

90-200 

P 

OSTRANDER, N C 

8204020279* 

90-142 

f j 

NOSS. R H 

8204090446* 

50-395 

A 

O'RElLLV.d P 

8204230906 

90-302 

F 

OTADUV, P. J 

8204220931 

RES 


NOVAK. T 

8204300036* 

FOIA 


O'RElLLV.d P 

8204230907 

8t*t« Prog 

OTEV, 0 R 

8204220647* 

FOIA 


NOVAK. T M 

9204020297* 

30-312 

0 

O'RElLLV.d P 

8204230927 

etate Prog 

OTEV, 0 R 

820422069B* 

FOIA 


NOVAK. T M 

8204090026 

90-336 

P 

O'RElLLV.d P 

8204230939 

90-327 

P 

OTT.L d 

8204300026 

NUREO 


NOVAK, r M 

8204090099 

50-299 

P 

O'REILLY. J P 

8204230944 

90-250 

P 

OTT, R C 

8204090297 

FOIA 


NOVAK, r M 

82041 4 0506 

50-298 

P 

0 'REILLY, J P 

8204230993 

90-324 

a 

OUBRE, R P 

8204280337 

90-312 

5 ' 

NOVAK. T « 

8204190379 

50-289 

P 

O^REILLV, K 

8204210399 

FOIA 


OWSLEY, 0 F 

8202240272 

TOPREP 

. 

HOVAK, T H 

8204190434 

30-299 

P 

D'REICLV. K 

8204220037 

FOIA 


OWSLEY, 0 F 

0204070969 

TOPREP 


NOVAK, T H 

8204190470 

50-302 

P 

0 'TOOLE, d 

8204190394 

90-247 

p 

OWSLEY, 0 F 

8204210296 

90-249 

P 

KOVAK, T M 

8204210321 

50-312 

P 

O'TOOLE. d D 

8204010314 

90-247 

p 

OWSLEY, 0 F 

8204220426 

TOPREP 


NOVAK, T M 

8204220048 

90-295 

P 

0 'TOOLE, d 0 

8204010317* 

50-247 

p 

PACE, P 

8204090192* 

80-280 

« 

NOVAK, T M 

8204230443* 

50-312 

0 

O'TOOLE. J 0 

8204010368 

90-247 

p 

PACE, P 

8204090397* 

80-290 

ft 

NOVAK. T M 

8204260011 

90-302 

p 

0 'TOOLE, d 0 

8204010370* 

90-247 

p 

PACE, P. 

8204190476* 

80-250 

ft 

NOVAK. T M 

8204260019 

90-290 

p 

0 'TOOLE. J D 

8204090001 

90-247 

R 

PACE, P 

0204190480* 

80-290 

ft 

NOVAK. T M 

8204260416 

90-299 

p 

0 'TOOLE, d D 

9204090171 

90-247 

8 

PACE, P 

8204190482* 

90-290 

ft 

NOVAK, T H 

8204280609 

50-312 

Q 

0 'TOOLE, d D 

8204090185 

90-247 

8 

PACE, P 

8204190922* 

90-290 

ft 

NOVAK. T H 

8204290066 

90-280 

F 

0 'TOOLE, d D 

8204090214 

90-247 

8 

PACE, P 

8204190529* 

50-290 

ft 

NOVAK, T M 

8204290071 

SO-247 

P 

0 'TOOLE, d 0 

8204060042 

90-247 

F 

PACE, P 

8204190927* 

90-290 

ft 

NOVOTNY. D E 

8204080267* 

90-324 

8 

0 'TOOLE, d D 

8204080109 

90-247 

8 

PACE, P l_ 

8204020221* 

90-290 

S 

NUOENT, e L 

8204090133* 

40-2299 


0 'TOOLE, d D 

8204090271 

90-247 

a 

PACE, P L. 

8204020439* 

90-339 

8 

NUOENT. E L 

8204190367 

40-2299 


0 'TOOLE, J D 

8204120190 

90-247 

p 

PACE, P, L 

8204020400* 

30-339 

S 

NU38BAUFER.0 A 

8204190222* 

40-2061 


0 'TOOLE, d D 

8204120283 

90-247 

s 

PACE.P L 

8204080033* 

50-339 

8 

O'aRlEN. J 

B20407D4B6* 

50-312 

a 

O'TOOLE, d 0 

8204130093* 

90-3 

F 

PACErP L. 

8204080199* 

50-339 

% 

O^BRISN, J 

8204270312* 

90-312 

a 

O'TOOLE, d. D 

8204190248 

90-247 

R 

PACE, P.L. 

8204160901* 

50-291 

t 

Q 'CONNELL, I H 

8204290439 

NUREO 


O'TOOLE, d D 

8204160261 

90-247 

8 

PACE, P L 

8204160906* 

50-290 

9 

0 'CONNOR, P 

8204160330 

50-237 

p 

O'TDOLE.d D 

8204190189 

90-247 

R 

PACE, P U 

8204160909* 

50-339 

S 

O'CONNOR, P 

8204200094 

50-237 

F 

O'TODLE.d 0. 

8204190253 

90-247 

R 

PACE, P L 

8204260041* 

90-339 

6 

O'CONNOfl.P 

820422069? 

90-10 

p 

0 'TOOLE, d 0 

8204190286 

90-247 

R 

PACE.P L. 

8204280340* 

90-291 

9 

O'CONNOR. P 

8204260099 

90-237 

p 

0 'TOOLE, d 0 

8204200387* 

90-247 

0 

PADOVAN.M L 

8204020300* 

90-312 

« 

O'CONNOR, P M 

8204190449 

90-237 

p 

0 'TOOLE, d 0 

8204260160* 

90-247 

a 

PADOVAN.M L 

8204020304* 

90-312 


O'HANLON, J P 

8204130073* 

90-313 

F 

0 'TOOLE, d 0 

8204260267 

90-247 

s 

PADOVAN.M L 

8204230492* 

90-312 

«: 

Q 'HANLON, J P 

8204130177 

80-313 

S 

O 'TOOLE. d 0 

8204270303 

90-247 

R 

PADOVAN.M L 

8204270919 

90-267 

r 

0 'HANLON, V P 

8204130391* 

90-313 

F 

Q 'TOOLE. d 0 

8204280309 

90-247 

P 

PAGE, M 

8204090063 

CONTRACT ! 

0 'HANLON, J P 

8304190018* 

90-313 

F 

O 'TOOLE. d D 

8204300407 

90-247 

P 

PAOE, N 

8204120090 

CONTRACT 

0 'HANLON. J P 

8204230490 

90-368 

8 

OBERO, C 

82042301 10* 

40-2061 


PAOE, M 

8204190387 

CONTRACT 

O'HANLON, J P 

0204260379* 

50-313 

F 

OBERO, C 

8204230126* 

40-2061 


PAOE, M 

8204220042 

CONTRACT 

O'NEIL, R R 

8204020261* 

90-142 

P 

OBERO, C R 

8204120404* 

90-498 

Q 

PAOE, M, 

8204290143 

CONTRACt 

O'NEILL, B 

8204020302* 

90-299 

a 

OBERO. C R 

8204210339* 

90-299 

a 

PAOE, R 0, 

8204010012 

70-143 


0 'NEILL, B 

8204190246 

90-320 

8 

OBERO, C T 

8204190107* 

40-2061 


PAOE, R 0 

8204010036 

40-339’a 


0 'NEILL. 0 H 

8204080134 

90-400 

0 

OBERO, C T 

8204190116* 

40-206 1 


PAOE, R 0 

8204010069 

70-U5I 


0 'NEILL. J H 

8204080134 

30-400 

0 

OBERO, C.T 

8204230192* 

40-2061 


PAOE, R 0, 

8204070616 

70-(2S7 


0 'REILLY, J P 

9204020269* 

50-373 

a 

OBERO, C T 

8204230197* 

40-2061 


PAOE, R 0 

8204070620 

70-27 


0 'REILLY, J P 

8204140256* 

50-250 

o 

OBERO, C.T 

8204230291* 

40-2061 


PAOE, R 0. 

8204070698 

70-2B99 


0 'REILLY, V P 

8204140272* 

FOIA 


OERTEL, 0 K 

8204010007 

NABTE MOT 

PAOE, R, 0 

8204090039 

40-8027 


0 'REILLY, d P 

8204140289* 

FOIA 


0E8THANN.H d 

8204090173* 

90-346 

0 

PAOE, R. 0. 

8204090040 

70-139 

J 

0 'REILLY, d P 

8204140323 

70-143 


0E8TMANN.M d, 

8204200047* 

70-273 


PAOE, R 0 

8204090130 

70-27 


0 'REILLY, d P 

8204140330* 

70-143 


OE8TMANN,M J, 

8204220425* 

90-266 

a 

PAOE, R 0 

8204120103 

70-854 


0 'REILLY, d P 

8204140391* 

90-387 

o 

OESTMANNiH d, 

8204300307* 

90-309 

a 

PAOE, R.O 

'8204120106* 

70-094 


O'REILLY, d P 

8204 1 40372 

90-290 

a 

OH, C. B, 

8204150996 

NUREO 


PAOE, R 0. 

8204120462 

40-6264 


O'REILLY, d P 

8204 1 40401 

90-290 

0 

OHLBACH.R 

8204150377 

90-279 

R 

PAOE, R 0. 

8204140480 

70-143 
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ACCESSION 
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AUTJHDR 

NUMBER 

CATEQORy 

fMC* R. 0, 

S20 4 190366 

70-920 

R. O. 

8204190371* 

70-920 

f M€. R. O. 

8204160064 

70-2936 

R. O'. 

B2041TO144 

70-1100 

ft. ft. 

8204170190 

70-29 

rA»E4R «. 

8204200402 

70-1113 

IAX 4 R e. 

820 42004 14 

70-398 

0 . 

8204210048* 

40-2293 


820'4310092* 

40-2293 

Q 

8204210081* 

FOIA 

0 

8204210227 

70-1201 

rik«£.R.9 

8204210938 

70-1113 

R. 9 

B204220227 

70-1297 

PFSE.N.O. 

8204230087* 

40-2061 

PAX. ft. (P. 

8204260362 

70-2901 

PAX. ft. 0. 

6204260487 

70-1191 

PAX. ft. 0 . 

8204280937 

70-1113 

PAX. ft. 0 . 

8204280942* 

70-1113 

PAX. ft. 0 

8204270493 

70-2948 

PAX. ft. 0. 

B2O427O900* 

70-2948 

PAXIARCh>P 

8204230131* 

40-2061 

PASLIARao A 

8204190194* 

40-2061 

PA9l.lAH{l.^P A 

8204190164* 

40-2061 

PAXIAPasA A 

8204190181* 

40-2061 

PA3LIAPO.U A 

8204190183* 

40-2061 

PAS(.IARa^; A 

8204230108* 

40-2061 

PMAC.H.R. 

8204270179 

RES 

rAIU.AJiW. R 

8204190479* 

90-494 0 

PAINE >U U, 

8204010171* 

90-309 8 

PAINE rU. J. 

8204010311* 

90-309 B 

PAlhC.'U. J 

8204010336* 

90-309 8 

IA1NE..U.O. 

8204020412* 

90-309 8 

PAtf^.W. J 

8204090209* 

90-309 8 

PAINE. H J, 

8204 120278* 

90-309 8 

PAINE. U -J 

8204140237* 

90-309 8 

PAINE. M ^ 

8204140302* 

90-309 8 

PAINE. H J 

8204 170249* 

90-309 8 

PAINE. M vl 

8204190262* 

90-309 S 

fAire. W sf 

8204220186* 

90-309 8 

PAINE. H tP 

8204220371* 

90-309 8 

PALLAOIW.H J 

8204080233* 

90-244 P 

PA£JLA0IPO,M 

B204090403* 

FOIA 

PM-LADEW, N 

8204070667 

COMHiaSlON 

PALLADtNO. M 

8204090277 

COMM I 68 I ON 

PALLADIP«},H 

8204160191 

90-279 0 

PALLAD tW, N 

8204190109 

90-320 H 

PALLAOtrO. M J 

8204010026 

COMMISSION 

PALtADIPO.M 

8204010040 

COMMISSION 

PAUADIW, N J 

8204010900 

COMMISSION 

PALLAOlPO.M ^ 

0204010907 

90-320 U 

PALtADINOtH J 

B204010SU 

27-47 

PALCADIPO.N J 

8204020162 

90-279 P 

PALtADtW.M J 

8204080212 

90-320 T 

PAUADIPOiK. J 

8204080229* 

90-320 P 

PAUADtfO.H J. 

8204080228* 

90-320 P 

PALUlDtMl.M J 

8204080241* 

COMMISSION 

PALtADtfO.H J 

B2040S0244* 

COMMISSION 

PALtADIPEI.H P 

8204080249* 

COMMieaiON 

PALIADIPO, H 

8204080291* 

COMMISSION 

PALtAOthO.N ^ 

8204080292* 

COMMISSION 

PKlADtMP. N 0 

S2040B0294* 

COMMISSION 

PALtADtPO.H J. 

8204080297# 

COMMISSION 

PALlADtfO.H 0 

8204080274* 

90-320 P 

PAULADIMP.H J 

8204090099 

COMMISSION 

fiUJLA0[M>, K vJ 

8204160204 

COMMISSION 

PAlJLAD[IO,H ^ 

8204190112 

COMMISSION 

PAtJLADtH>,N. ^ 

8204190119* 

COMMISSION 

PAUAI>tM3.R P 

8204190461 

COMMISSION 

PNtJLADtK>,tP J. 

8204220063 

90-244 U 

PAPXAQIPO. N P 

8204220161 

COMMISBtON 

PAtXADlm. N J, 

8204220323 

commission 

PALLADim.N J 

8204270011 

COMMISSION 

PALLADIPO. M J 

9204280024* 

90-320 R 

PALtADlKO. M. J 

9204280966 

COMMtSeiON 

PAUIEft^ A J 

9204090219* 

90-299 Q 

PALMER. F A 

8204120480* 

90-10 F 

PM>«ER.A A 

8204020968* 

90-316 8 

PALMER.A A 

8204160946* 

, 90-316 8 

PALMER. A. A 

8204200090* 

90-316 B 

PALMER. R A 

8204220397* 

90-316 B 

PAUiER.R A 

8204220917* 

90-316 8 

PALHER. R A 

8204270437* 

90-316 8 

PALtPERrR A 

8204300268* 

90-316 8 

PANAAOCHOi A 

8294020939* 

J90-29S 8 

PAPMQOS.A 

8204120490* 

.90-299 ' a 



ACCESSION 

SUBJECT 

AUTHOR 

HUMBER 

CATEOORY 

PANO, J F 

8S04 190913* 

roiA 


PANTELL.S E 

8204260024 

40-8698 


PAOtINO.R J 

8204200492* 

30-410 

Q 

PAPAY. L T 

8204120122* 

30-206 

0 

PAPAY. L T 

8204230494 

30-361 

8 

PAPAY. L T 

S2043OO37I* 

30-206 

0 

PAPER lELLO.C.J 

8204220479* 

30-263 

0 

PAPERIELLO.C J 

8204090090 

30-263 

<3 

PAPERIELLO.C J 

8204050097* 

30-263 

0 

PAPERIELLO.C. J 

8204090376 

30-233 

Q 

PAPERIELLO.C J 

8204090173* 

30-346 

a 

PAPERIELLO.C. J 

8204090264* 

30-346 

a 

PAPERIELLO.C J 

6204150047* 

40-2061 


PAPERIELLO.C J 

8204200047* 

70-273 


PAPERIELLO.C J 

8204200102 

90-10 

a 

PAPERIELLO.C J 

6204200169 

90-10 

Q 

PAPERIELLO.C -J 

S204S20304* 

50-299 

0 

PAPERIELLO.C J 

6204220429* 

90-266 

0 

PAPERIELLO.C J 

6204220476 

30-263 

0 

PAPERIELLO.C ^ 

6204230142* 

40-2061 


PAPERIELLO.C -J 

6204230171* 

40-2061 


PAPERIELLO.C J 

6204230194* 

40-2061 


PAPERIELLO.C J 

6204230218* 

40-2061 


PAPERIELLO.C J 

8204230310* 

40-2061 


PAPERIELLO.C -J 

8204270106 

40-2061 


PAPERIELLO.C J 

6204270237 

30-346 

F 

PAPERIELLO.C J 

8204300299 

30-309 

0 

PAPER lELLO. C. J 

6204300310 

30-295 

0 

PARARAB-CARAVAN 

8204290196* 

CONTRACT 


PARCHEN.L, J 

6204010996 

NUREO 


PARCZ£U9<I.K I 

8103260310* 

90-369 

P 

PARIS. 0 H 

8204010383 

50-347 

0 

PARIS. 0 H 

8204030342 

90-247 

Q 

PARIS. 0 H 

8204200361 

90- 1 42 

0 

PARIS. 0 H 

6204210469 

90-199 

0 

PARIS. 0 H 

6204280037 

90-247 

0 

PARIS. 0 H 

6204280264 

90-247 

0 

PARIS. 0 H 

8204290296 

90-247 

0 

PARK. J Y 

8204010942 

NUREO 


PARKER. £ H 

8204010444 

REOOD 


PARKER. It C 

8204160386* 

30-199 

0 

PARKER, It e 

0204220301* 

90-199 

0 

PARKER. W Q 

6204280294 

30-270 

3 

PARKER, W 0 

6204010232 

90-270 

P 

PARKER, M 0 

8204010291 

90-269 

P 

PARKER. H 0 

8204010277 

90-413 

A 

PARKER, U Q 

6204010302 

30-269 

P 

PARKER, M D 

8204020290 

30-269 

P 

PARKER. U. 0 

8204020327 

90-413 

5 

PARKER, M 0 

8204020401 

90-369 

P 

PARKER. U 0 

8204020425 

90-369 

8 

PARKER, W 0 

8204020499 

90-287 

B 

PARKER. M 0 

8204020460 

90-369 

S 

PARKER. W Q 

8204020464 

30-287 

8 

PARKER. M 0 

8204020496 

30-287 

8 

PARKER, W 0 

8204020920 

90-269 

8 

PARKER. W 0 

0204090019 

90-269 

R 

PARKER. W 0 

6204090026 

30-369 

R 

PARKER. W 0 

8204080073 

30-369 

S 

PARKER. HQ 

8204080906 

90-369 

s 

PARKER. N 0 

8204090405 

90-369 

R 

PARKER. W 0 

8204090427 

30-369 

R 

PARKER, M 0 

8204090436 

90-369 

R 

PARKER. M 0 

8204120192* 

30-269 

F 

PARKER. W 0 

820418O2SO 

30-413 

A 

PARKER. R 0 

8204120303 

SO-269 

P 

PARKER. M 0 

8204120368 

90-269 

P 

PARKER, M 0 

8204130029* 

90-269 

F 

PARKER, M 0 

8204130139* 

30-269 

F 

PARKER. W 0 

8204130143* 

90-269 

F 

PARKER. U.O. 

8204130171 

90-413 

0 

PARKER, V 0 

8204140192* 

90-269 

0 

PARKER) H 0 

8204140380 

90-369 

0 

PARKER . » 0 

8204140473* 

90-413 

Q 

PARKER. W 0 

8204150311 

90-269 

R 

PARKER, W 0 

9204190316 

50-269 

R 

PARKER, N 0 

8204190324 

90-269 

R 

PARKER. K 0 

8204190334 

90-269 

R 

PARKER. W Q 

8204160198 

90-269 

P 

PARKER. W 0 

8204160232 

90-269 

S 

PARKER. H. 0 

8204160263 

30-413 

B 

PARKER. M 0 

9204160287 

30-413 

S 

PARKER, W 0 

8204160349 

90-269 

6 

PARKER. W 0 

8204160379 

30-269 

R 

PARKER. U 0 

0204160397 

30-413 

A 


AUTHJR 

ACCESSION 

NUMBER 

SUBJECT 

CATEQORY 

PARKER. W 0 

8204160402 

90-269 

R 

PARKER. H 0 

8204160422 

50-414 

B 

PARKER, H 0 

8204 160463 

90-269 

R 

PARKER. H 0 

8204160490 

90-413 

9 

PARKER. N 0 

□204160339 

90-269 

S 

PARKER. M 0 

820416094B 

90-369 

8 

PARKER. U 0 

0204160389 

90-369 

B 

PARKER. W 0 

8204160376 

90-269 

8 

PARKER. W 0 

8204160617 

30-369 

S 

PARKER. W 0 

8204160623 

90-369 

P 

PARKER, W 0 

8204190171 

90-369 

P 

PARKER. U 0 

8204190260 

90-269 

R 

PARKER. W 0 

8204190273 

50-369 

P 

PARKER, U 0 

8204 190300 

90-369 

R 

PARKER. H 0 

82'0420012S 

30-413 

A 

PARKER. H 0 

8204200138 

90-269 

P 

PARKER. H 0 

8204230161 

30-413 

Q 

PARKER, U 0 

0204230230 

90-270 

0 

PARKER. U 0 

8204230369 

30-413 

0 

PARKER. ir Q 

8204230419 

90-369 

P 

PARKER. U 0 

8204230387 

30-369 

0 

PARKER. N 0 

0204230990 

90-369 

0 

PARKER. U a 

0204370112* 

90-369 

F 

PARKER, M a 

8204200033 

30-269 

8 

PARKER, U 0 

8204200076 

90-369 

B 

PARKER. H a 

8204280190 

90-267 

S 

PARKER. H Q 

8204280306 

90-269 

a 

PARKER. K 0 

8204200390 

90-370 

8 

PARKER. U 0 

8204280369 

30-413 

B 

PARKER, U 0 

8204280393 

90-269 

S 

PARKER. N 0 

8204280304 

90-270 

3 

PARKER. N 0 

82042B03O9 

90-287 

S 

PARKER. U 0 

8204280318 

90-413 

B 

PARKER. N 0 

B2042Q0321 

90-413 

C 

PARKER. U 0 

0204280324 

30-269 

s 

PARKER. W 0 

8204280341 

90-369 

B 

PARKER. U 0 

8204280407 

90-270 

S 

PARKER. U 0 

8204200464 

30-369 

fi 

PARKER. U a 

PARKER. (J 0 

8304280408 

6304200916 

90-369 

PR 

8 

PARKER. H 0 

0304290924 

90-369 

S 

PARKER. M 0 

0204200933 

90-369 

a 

PARKER. VI 0 
PARMLEY.H N 

8304230336 

9204010419 

90-270 

REOOD 

8 

FARR.O D 

8204260269* 

90-416 

E 

PARR.O a 

PARR.R 0 

8204260282* 

B2G42609O4* 

90-416 

CONTRACT 

E 

PAHILOvf.J 0 

0204130010* 

30-303 

<3 

PARTLOM.J Q 

8204210213* 

90-261 

0 

PARTLON.J 0 

8204210339* 

30-299 

0 

PARTLOM.J 0 

B204280624* 

90-309 

0 

PA8TRA. H J 

8204 160 177* 

30-329 

8 

PAST V A, H. J 

8204020206* 

90-329 

8 

PA8TVA. (t J 

8204020223* 

90-324 

S 

PABTVA. M. 0 

B20402034B* 

90-323 

8 

PABTVA. M. J 

8204020358* 

30-324 

8 

PASTVA. H. J 

8204020373* 

ao-324 

8 

PASTVA. H J 

8204080393* 

30-324 

B 

PABTVA. M J 

8204020409* 

30-329 

8 

FASrVA. J 

□204020433* 

30-323 

a 

PASTVA. It J 

8204020914* 

30-329 

a 

PASTVA. rt J 

82040309S3* 

90-324 

a 

PASTVA. It J 

8204000099* 

90-324 

B 

PASTVA. N J 

8204080067* 

90-324 

0 

PASTVA. M. J 

8204080070* 

90-329 

a 

PABTVA. H J 

0204080315* 

30-323 

s 

PASTVA. M, J 

8204000334* 

50-324 

8 

PASTVA. « J 

8204160192* 

90-324 

3 

PASTVA, M. J 

0204160203* 

90-324 

8 

PASTVA. M. J 

8204160249* 

90-324 

8 

PASTVA. M.xl 

6204160279* 

90-324 

a 

PABTVA. n J 

B20416030I* 

90-329 

8 

PASTVA. ML J 

0204160300* 

90-324 

a 

PASTVA. n J 

6204160340* 

90-325 

B 

PA8TVA. K J 

6204160390* 

90-325 

e 

PASTVA. It J 

8204 160392* 

30-324 

8 

PA3TVA, It J 

8204160440* 

90-324 

8 

PASTVA. It J 

0204160472* 

30-329 

8 

PASTVA. (t J 

8204160479* 

90-324 

B 

PASTVA, M. J 

9204160490* 

90-324 

8 

PASTVA. M. J 

6204160971* 

80-325 

8 

PASTVA, rt J 

8204160377* 

80-324 

e 

PASTVA. M, J 

8204160984* 

90-324 

8 

PASTVA, M. J 

82 0428 0207* 

90-324 

s 

PASTVA, tl J 

820428 02S9* 

90-324 

s 


538 


PERSONAL AUTHOR INDEX 


AUTHDR 

ACCEeSION 

NUNBER 

SUBJECT 

CATEOORY 

AUTHJR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

PABTVA.H J 
PABTVA.K J, 

PA8TVAI M. J 
PASTVAtH J 

PASTVAt K J 

8804 880328# 
8804280339# 
8204280370# 
8204280373* 
8204 280461# 

90-324 

90-324 

90-324 

90-324 

90-324 

8 

8 

8 

B 

8 

PETERSON, M R 
PETERSON, M R 
PETERSON, N,R 
PETERSON, M R 
PETERSON, M R 

6204010090 

8204010066 

8204090067 

8204090486 

8204090487 

XPORTLie 

XPORTLie 

XPORTLie 

XPORTLie 

XPORTLie 

PHUNO.D, 
PICKFORD, A E 
PIEHL.R H 
PIEHL.R H. 
PIEHL.R.H 

PASTVAt H J 
PASTVAfK J 

PATEi R 

PATHONT-MADDEN, 
PATTERSCN, J p 

8204280479# 

8204280491# 

8204290127# 

8204130186 

8204090097# 

90-324 

90-329 

roiA 

90-279 

90-263 

S 

a 

H 

0 

PETERSON, M R 
PETERSON, N R 
PETERSON, M R 
PETERSON, N R 
PETERSON, M R 

8204140004 

8204140008 

8204140021 

8204160069 

8204160099 

XPORTLie 

XPORTLie 

XPORTLie 

XPORTLie 

XPORTLie 

PIEPEL.O P 
PlETRrAK,R F 
PIOOTT, 0. R 
PIOOTT, 0 R 
PIOOTT, 0 R 

PATTERSON- J P 
PATTERSCN. J P 
PATTERSON, J P 
PATTERSON, J P 
PATTERSCN, J P 

8204090380# 

82040903B3# 

8204090264# 

8204200176# 

8204300318# 

90-259 

50-232 

90-346 

90-10 

90-299 

0 

0 

0 

0 

o 

PETERSON M R 

PETER BON, M R 
PETERSON- M R. 
PETERSON- N R 
PETEHSONM R. 

8204160106 

8204160110 

8204190440 

8204220198 

8204220202 

XPORTLie 

XPORTLie 

XPORTLie 

XPORTLie 

XPORTLie 

PIOOTT, 0. R 
PIOOTT, O.R 
PIOOTT, 0 R 
PIOOTT, D R 
PIOOTT, 0 R 

PATTTr O.F 
PATYNOWait.R. 
PAUU.I. C 

PAUL.R A 

PAULK, A.K 

8204300396# 

8204080498# 

8204280282 

8204210241# 

8304140429# 

0A999 

90-399 

POIA 

50-237 

90-299 

A 

0 

0 

PETERSON, N R 
PETERSON, M R 
PETERSON, M R 
PETERSON, H R, 
PETERSON. H R. 

8204220209 

8204220662 

8204220669 

8204220673 

8204230269 

XPORTLie 

XPORTLie 

XPORTLie 

XPORTLie 

XPORTLie 

PIKE, U. 

PILANT, d M 
PILANT, J M 
PILANT, d M. 
PILANT, d,M 

PAULK, 0 L 

PAULK, 0 L 

PAULK. J E 

PAULK, J E 
PAULSON.H 

82040103B9C 

8204140902# 

8204290269# 

8204290277# 

8204070403 

90-299 

90-299 

FOIA 

FOIA 

90-206 

0 

a 

p 

PETERSON, M R 
PETERSON, M R 
PETERSON, M R 
PETEKSOHH fi 
PETERSON, M R. 

8204230298 

8204230309 

8204230312 

8204260099 

8204260289 

XPORTLie 

XPORTLie 

XPORTLie 

XPORTLie 

XPORTLie 

PILOER.d P 
PLANNER, H.N 
PLAT IKE, R N 
PLUNLEE.O L. 
PLUMLEE.K E. 

PAUL60N.N 

PAULSON. U 

PAULSON. U. A. 
PAULSON. Irl A 
PAULSON. U A 

8204260099 
8204260073 
8304090029 
82043 1070B 
8204380269 

90-206 

90-206 

90-206 

80-206 

90-206 

p 

p 

p 

p 

p 

PETERSON, H R 
PETERSON, M R 
PETERSON, N R 
PETERSON, M R 

PETER SON, M fi 

8204260289 

8204260296 

8204260302 

8204260308 

8204260312 

XPORTLie 

XPORTLie 

XPORTLie 

XPORTLie 

XPORTLie 

PLUMLEE.K E 
PLUra.EE,K E. 
PLUMLEE.K. E 
PLUMLEE.K E 
PLUMLEE.K, E, 

PAUiS.O.S. 

PAV18. O.S 

PAVI8. 0,3. 

PAVIS, 0 5. 

PAVle.O 3 

8204010139# 
8204090308# 
8204 IS 023 9# 
8204370210* 
8204370229# 

80-317 

90-318 

90-318 

90-317 

90-317 

8 

a 

a 

8 

B 

PETERSON, H R 
PETERSON, M fi 
PETERSON, M R 
P£TE«BDN,H R. 
PETERSON, M R. 

8204260334 

8204260426 

8204260430 

S204260432 

8204260436 

XPORTLie 

XPORTLie 

XPORTLie 

XPORTLie 

XPORTLie 

POCHAL, H F 
POCHAL.H F 
PDHLE, d.A 
POHLE, J A. 
POLK.P.d. 

PAYNE, A E 

PAYNE. A E 

PAYNE, A E 

PAYNE, J. P 

PECK.C C 

B2042603S4 

8204360460# 

8204390664 

S204360'092 

8204370416# 

71-9162 

71-9161 

71-9160 

90-286 

70-989 

p 

PETERSON M R. 
PETERSON M R. 
PETERSON M R. 
PETERSON M R 
PETERSON M R 

0204260438 

8204260441 

8204260444 

0204260449 

8204260491 

XPORTLie 

XPORTLie 

XPORTLie 

XPORTLie 

XPORTLie 

POLK, P d. 
POLLOCK, M. 
POLLOCK, M 
PCM.LOCK,M 8. 
POLLOCK, M, 8 

PECK. S. 0 

PEEBLES, r A 
PEEBLES, T A 
PEEBLES, T A 
PEEBLES, r A 

8204370070 

8204010306* 

8204010469# 

8204330922# 

8204330981# 

RES 

90-348 

90-348 

90-348 

90-348 

0 

0 

0 

0 

PETER SON M R 

PETER SON H fi 
PETERSON M R. 

PETRI CK.N A 
PETRICKrN A 

8204260495 

8204260497 

8204280203 

8204060097 

8204080436 

XPORTLie 

XPORTLie 

XPORTLje 

90-462 A 

90-4B2 A 

POLLOCK, M 8. 
POLLOCK, M. 8. 
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8204210642 * 

90 - 13 *? 

o 

8204210648 * 

90 - 13 *? 

<a 

8204210695 * 

50-139 

o 

0204300295 * 

QA 999 


8204020253 * 

90-148 

p 

0204020015 * 

COMTRACT 

0204020124 * 


A 

8204190099 

90 - 4 *?Q 

o 


8204130263 Re<SQl> 

8204190287 90 - 4*70 ^ 

0204260241 PRM 

8204300290 PR 

8204300301 REOOD 


ROBERTSCM. J 
ROBINSON. D L 
R 0 BIH 8 QN. 1 > L 
ROBINSON. J 
R 0 BKIN.n A 


8204150040* 

8204090240* 

0204090369* 

0204140186 

0204210477* 


contract 

aO -346 
50-a6 6 
so-aar 
so-i4a 


tjTJTIO 


540 PERSONAL AUTHOR INDEX 


ACCEBSION SUBJECT 


AUTHJft 


NUMBER 

CATEOORV 

ROBKINrH A 


8aOAai0477» 

90-142 

0 

HOCKHOI.I>, K 


8204270971* 

90-361 

P 

RODS I SUEZ. R 

J 

8204160602 

90-312 

R 

HOORIQIEZ.R 

J 

6204 160620 

90-312 

8 

RDDRl SUEZ. R 

J 

B2043 00480 

90-312 

A 

RDEOER. J R 


82042 tOlOl* 

70-263 


RDEDER. J R 


8204210162* 

40-2293 


RDEOER, J R 


8204210601* 

70-263 


ROEnrftCHR 1 

R. 

8204020272* 

90-395 

G 

RDESCH.R H 


8204070391 

90-440 

D 

R0ES8LER,S 

0 

B2042 20237* 

90-373 

Q 

ROQER3, KR 


8204080100* 

90-327 

S 

RCX»ERS. KR 


8204080472* 

90-327 

6 

ADOERS. H R 


8204080490* 

90-328 

S 

ACKERS, HR, 


B204 160186* 

90-328 

6 

RCKEftSiHR 


6204160202* 

90-328 

S 

RCKERS. HR 


8204 160260* 

90-327 

8 

RCKERS, HR 


8204160280* 

90-327 

B 

RIMERS, L 


8204190912* 

FQIA 


RtWERB, L 


8204190916* 

FOIA 


ROOERS. L L 


0204090183* 

90-338 

R 

ROOERS.L L 


8204190917* 

90-338 

R 

RO0ER8, L. R 


B204 150937* 

FOIA 


ROOERS, P 


S2040S0119* 

90-313 

8 

ROOERS, P 


8204050124* 

90-368 

S 

ROOERS. P 


8204090319* 

50-313 

s 

ROOERS, P 


6204230497* 

90-313 

8 

ROOERS, P 


6204300397* 

90-313 

8 

RDOERS,R F 


6203020618* 

90-321 

a 

ROOERS, V C 


8204260020* 

CONTRACT 


ROOERS, U 0 


8204220174* 

90-346 

a 

ROOERS. U H 


8204080167* 

90-366 

8 

ROOERS, M H 


8204120399* 

90-321 

F 

ROOERS. H H 


8204130063* 

90-321 

F 

ROGERS, U H 


8204130089* 

90-321 

F 

ROOERS, H H 


8204190923* 

FOIA 


ROOERS, W H 


8204190020* 

90-321 

F 

ROOERS, U H 


8204260423* 

90-366 

B 

ROOERS, M H 


6204280900* 

90-321 

8 

RDKSE, J E 


6204020342* 

90-304 

B 

ROHHEft, P 8 


8204120037 

ORO 


ROJSTACZER.S 

A 

6204280167* 

Ht6C 


ROLLS, A F 


8204210609 

FOIA 


ROMAN, T 


8204190344* 

90-220 

R 

ROMAN, r 


S204 190376* 

90-220 

R 

’OMAN. T 


8204190379* 

90-220 

R 

WAN. T 


6204190389* 

90-220 

R 

WAN.T 


6204190903* 

90-220 

R 

WAN, T 


8204190101* 

90-220 

R 

WAN.T W 


8204090349* 

90-220 

R 

WAN, T W 


6204120291* 

90-220 

R 

WAN. T U 


8204190930* 

90-220 

R 

WINE. W D 


8204020389* 

90-327 

6 


JOO. H. 

8204270037 

90-361 

P 

OQO, H 

8204270506 

90-361 

P 

OOD, H 

8204270966 

90-361 

P 

DONEr. V 

82042704 17 

TOPREP 


OCNEY, V L 

6204120062 

90-271 

p 

QONEV, V L 

8204220974 

90-271 

0 

DOT. L D 

8204070249 

90-331 

F 

OOT.U D 

S204 120242 

90-331 

P 

DOT, L 0 

6204200379 

90-331 

P 

.OOT, L 0 

6204210058 

90-331 

P 

TOOT. L D 

8204220494* 

90-331 

Q 

TOOT.L D 

6204260304* 

90-331 

F 

D 

6204270218 

90-331 

P 

0 

6204270331* 

90-331 

Q 

0 

6204270336* 

90-331 

Q 

0 

6204300229 

90-331 

P 

n 

—"'300372* 

90-331 

0 


M19 

90-460 

8 


783 

90-398 

A 


'26* 

90-344 

0 


>8* 

90-913 

0 


4 

71-6679 



1 

71-9190 



i 

40-8697 



3* 

90-279 

0 


3* 

90-279 

6 


1* 

90-279 

0 


}» 

90-279 

» 


?• 

90-279 

9 


1* 

80-323 

9 


1* 

90-323 

0 


>» 

90-279 

0 


ACCESS ion SUBJECT 


AUTHOR 

NUMBER 

CATEOORY 

ROSS, H J 

8204100010 

90-261 

P 

ROBS. H ^S 

6204130020 

90-261 

P 

ROa8, H J 

6204140937 

90-272 

F 

ROSB.W J 

8204190374 

90-272 

P 

Rosa, u J 

S 204220072 

90-261 

P 

ROSS IN. A. D 

8204230169* 

COMMISSION 

ROTH. 0 

8204090432* 

70-139 


ROTH. J 

8204200323* 

70-39B 


ROTH. M V 

62040902904 

C0MMI8BIQN 

ROTH. W V. 

6204190463* 

COMMISSION 

R0THFLEI8CH, J 

6204190214* 

40-2061 


ROThff’LEtSCH, J. 

8204210720 

WASTE MOT 

R0THFLEI8CH, J. 

8204330092* 

40-2061 


ROTHSCHILD, n U 

8304070960 

90-400 

0 

ROTHSCHILD, H U 

6304130139 

90-449 

0 

ROTHSCHILD, H U 

8204130320 

90-449 

0 

ROTHSCHILD. M U. 

6204230909 

90-449 

9 

ROTHSCHILD. M U. 

8304280001 

90-400 

H 

ROTHSCHILD. T 

8204190129* 

90-279 

0 

ROUSE, L 

8304230220* 

40-2061 


ROUSE. L G 

8304020094 

WASTE MOT 

ROUBE.L C 

6304190229 

70-1193 


ROUSE. L C 

6204230649 

70-1193 


ROUSE. L C 

8304230042* 

40-2061 


ROUSE, L C 

8204230169* 

40-2061 


ROUSE. L C 

0304230172 

70-8 


ROUSE. L C 

8304260073 

70-1143 


ROUSE. L. C 

82043 9007 a 

70-364 


ROUSE, L C 

6204390061* 

70-364 


ROUSE, L C 

6204290179 

70-1143 


ROUSE, L.C 

8204290164* 

70-1143 


AOHOEN 

6303330024* 

iOCFR 


ROUE, C 

6204310339* 

40-3293 


ROUE, C A. 

6204300461* 

90-244 

0 

ROHLAND.R E 

6204230098* 

40-3061 


ROMSaME.F H 

8204220621* 

FOIA 


ROY.O W. 

8204090368 

90-266 

Q 

ROV.O W. 

0204070474 

70-36 


ROY.O H 

0204070477* 

90-36 

C 

ROY, 0 H 

0304120371 

I6E 


ROY, 0 H 

0304140129* 

90-182 

8 

ROY.O H 

6304190123* 

40-2061 


ROY.O W 

0304160238 

90-294 

0 

ROY.O N 

8304160248 

90-299 

0 

ROY, 0. H 

8204210203 

90-373 

0 

ROV.O M 

8304210231 

90-237 

0 

ROV.O. M 

6304230013* 

40-2061 


ROV.O H 

6304230063* 

40-2061 


ROY, 0. M 

8304230091* 

40-2061 


ROY.O W 

8304270409 

70-929 


ROY.O W 

0304280233 

90-373 

0 

ROZAK, 6 

8804090173* 

90-346 

0 

ROIAK. 6 

8304200047* 

70-273 


ROIAK, 8 

8304220304* 

80-299 

Q 

ROZAK, 8 

8304220429* 

90-266 

0 

ROZAK. 6 

0204300307* 

90-309 

Q 

ROZENFELD. M 

0304010474 

PRM 


ROZENFEUD, M 

0204130274 

PRM 


ROZZELL.J 0 

8204140171* 

90-466 

0 

ROZZELL.J 0 

0204140171* 

90-466 

0 

ROZZELL.S E 

8204060477 

90-466 

0 

ROZZELL.S E. 

0204080477 

90-466 

0 

ROZZELL.S E 

0204080940 

90-466 

0 

A0ZZELL.8 E 

8204080940 

90-466 

0 

ROZZELL.S. E 

6204000969 

90-466 

0 

ROZZELL.S, E 

8204060969 

90-466 

0 

ROZZELL.S e 

8204080979* 

90-466 

0 

ROZZELL.S E 

6204080979* 

90-466 

0 

ROZZELL.S E 

6204130201 

90-466 

0 

ROZZELL.S E 

6204130207* 

90-466 

0 

R0ZZELL.8.E 

0304130210* 

90-466 

0 

ROZZELL.S e 

6304130210* 

90-466 

0 

ROZZELL.S e 

8304130284 

90-466 

0 

ROZZELL.S E 

8204130264 

90-466 

0 

ROZZELL.S. E. 

0204140137 

90-466 

0 

ROZZELL.S E 

8204140137 

90-466 

0 

ROZZELL.a.E, 

8304140167 

90-466 

0 

RDZZELL.B. E 

8BO4140167 

90-466 

0 

RUFF. C.F 

8012040049* 

90-279 

0 

RUFF. CFG 

8012040693* 

90-323 

0 

RUFF. C, F C. 

0012040693* 

90-323 

0 

RUFF. C.F C 

8012040709* 

90-279 

0 

RUFF, C F, C, 

8012040709* 

90-279 

0 

RUITER.G H 

0204070170 

90-309 

R 

RUITER. 0 M 

8804070174* 

90-309 

R 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATCOOflY 

RUITER, 0 H 

0204070184* 

90-303 

K 

RUITER. 0 H 

0204070339* 

90-309 

H 

RUITER.G H 

0204130304* 

90-309 

tt 

RUITER, 9 H 

0204130360* 

90-303 

tt 

RUITER, 0 H 

0204 1 30393* 

90-309 

R 

RUITER, 0 H 

0204190231* 

90-303 

R 

RUNOO, J 

0204230061* 

40-2061 


RUNSER.H F 

0204020468* 

80-319 

8 

RUOCCHIO, J P 

0304230660* 

CONTRACT 


RUOFF, J,C 

0304140130 

90-399 

« 

RUSCHER.O E 

8204010996 

NUREO 


RUSHMORE, J H 

0304090373 

90-220 

J 

RUSHMORE, J W 

0304090290 

90-220 


RUSS, P 

0204290616* 

CONTRACT 


RUSSELL, L 8 

0204010133 

30-317 

9 

RUSSELL, L B 

0204010141 

90-310 

9 

RUSSELL, L B 

0204020331 

90-317 

9 

RUSSELL, L B 

0204090134 

90-310 

9 

RUSSELL, L B 

0204090140 

90-310 

9 

RUSSELL, L B 

0204090230 

90-318 

■ 

RUSSELL. L B. 

0204090246 

90-310 

8 

RUSSELL, L. a 

0204120338 

90-310 

a 

RUSSELL, L a 

0304230166 

90-317 

a 

RUSSELL, L 8. 

0204230310 

90-317 

a 

RUSSELL. L B 

0204270167 

90-317 

0 

RUSSELL. L B 

0204270203 

90-317 

« 

RUSSELL, L a 

6204270327 

90-317 

0 

RUSSELL. L B 

6204270272 

90-317 

8 

RU8BELL.L B. 

0204270343 

90-317 

8 

RUSSELL, L a, 

0204270430 

90-318 

0 

RUTHERFORD. W R 

0106290073* 

FOIA 


RUTHERFORD, H R 

B 204220031* 

FQIA 


RUTT, P. A 

0204210122 

71-3*07 


RUTZ, U L 

0204070089 

NOREO 


RUVALCAPA, W, R 

0204270020* 

80-346 

P 

RYAN, A 

0204140193* 

FOIA 


RYAN, A F. 

8204210077* 

FOIA 


RYAN. A F 

0204210169* 

40-2293 


RYAN, A F 

0204210174* 

40-2293 


RYAN, M T. 

0204300022 

NUREO 


RYAN, R, 0 

6204030064* 

WA0TE KGT 

RYAN. R W. 

8204210199* 

40-2293 


BABA, N 

8204010993 

NUREO 


8ABAD06.J W 

6204010349* 

70-824 


SABADOS.J W 

6204190381* 

70-27 


SACRAMO.R F 

6204300309* 

90-199 

0 

BADO. H 

6304230004 

KPORTLIC 


SAHA, P 

6304070100 

NUREO 


SAHA, P 

6304060092 

NUREO 


SAHA, P, 

6204 1 90098 

RES 


SAHA, P 

0204210323 

RES 


SAKENAS.G A 

8204090432* 

90-263 

0 

6ALDARINI, J. C. 

8204300301 

REOOD 


SALDARINI. J C. 

8204300444 

PR 


SALLACK.R A 

6804290629 

NUREO 


8ALTZMAN, J 

6204230479* 

90-201 

0 

SAMiR. G 

8804860960 

NUREO 


SANCHEZ, A L. 

8204020093 

NUREO 


SANDERS, F. W 

8204190364* 

FOtA 


SANDERS, W L 

6804810494 

80-443 

9 

SANDERS, W L 

6204210494 

90-443 

« 

SANDERS, W L 

6204210496 

90-443 

9 

SANDERS, M L 

6804210499* 

90-443 

9 

SANDERS, W.L 

6204210499* 

90-443 

9 

SANDERS, W L 

0804860123 

90-443 

« 

BANDERS, W L 

6204200123 

90-443 

« 

BANGER, H 8 

8804860230 

90-296 

0 

BANKEY, C. A 

0204290699 

WAQTfi HOT 

BANMARTtN, J E 

8204010447 

REOOD 


SARGENT, 1 H 

0204280290* 

90-877 

P 

SARSTEN.O E, 

0204270239 

90-460 

0 

SARUIS.R 

3204890009* 

40-01 18 


BARVIS.R, W 

8204230049* 

70-1814 


BARVIS.R, M 

8204290017* 

70-1214 


SARUIS.R, H 

8204290033* 

70-1814 


SAS.L J, 

0204000973* 

90-444 

T 

SAS, L 1 J 

6204000973* 

90-444 

t 

SABTRE, C, 

6204070100 

NUREO 


SAVAGE, A B, 

8204080292 

80-326 

0 

SAVIONAC, N 

8204290094* 

40-0481 


SAHIGKY.M, 

8204180499* 

30-404 

0 

SCALFTTl, D, C 

8204070606 

90-430 

A 

SCALETTI, D. C. 

6204 1 60030 

30-814 

A 

SCARANO.R, A 

6204020147 

UA8TB HOT 

BCARANOiR. A. 

8204090498 

40-8902 



PERSONAL AUTHOR INDEX “1 



ACCESSION 

SUBJECT 


AUTHM 

NUMBER 

CATEGORY 


KAflANQ.R A 

8304190416 

40-8786 


SCARANOifl A 

BS041900B4 

40-1162 


KAMANOifl A 

8304190091 

40-1341 


5«AAANa.R A 

0304190093 

40-8493 


SCAAAMOiR A 

8304330690 

WASTE MOT 


BCASANQ.a A 

8304360074 

HASTE MOT 


SCMANQ.a A 

8304360443 

40-399 


»;axamQiA a 

8304360477* 

WASTE MOT 


SCAftAM3>a A 

8304360906 

WASTE MOT 


SCAAANQ.A A 

8304370003 

WASTE MOT 


^CMANO.R A 

8304370060 

40-399 


SCAXANQ. R A 

8304370077 

WASTE MOT 


SCAAANQ^R A 

8304390144 

40-399 


KHAAFjf 

8304090102* 

90-398 

S 

yHAHr.F J 

83C43Q0S94* 

90-298 

8 

^HASEHTiK 

8304310118 

71-6717 


S^HtiEFERi 0 y 

B304090S14* 

90-379 

0 

SCHAFF.U 

8304090449* 

80-387 

P 

SCHATFNER.M. 

8304190030 

40-3061 


SCHAFFHCRi K 

8304190029 

40-2061 


SCHAFKEA..^ F 

8304140397* 

90-918 

0 

SCHAAREiP C 

8304080383 

SO-937 

A 

KHELLpU R 

8304020079 

NUREO 


WJCI.Lj.Hfl 

8304030093 

NUREO 


WHCRER. A 

8304360319 

TOPREP 


WHEHER.A E 

8304010443 

REOOD 


WHERBtiA C 

8304030419 

90-470 

A 

WHERERiA e 

8304060004 

90-470 

E 

WHERERiA E 

8304190384 

NUREO 


KJCflEft.A E 

8304300030 

90-470 

K 

SCKEREA.A E 

8304330380 

90-470 

A 

KICREAiA E 

8304260180 

TOPREP 


WKCREAiA C 

8304370393 

PR 


SChCHEAiA E 

8304390346 

TOPREP 


SCHEAEAiA £ 

8204290367 

TOPREP 


WHEAAi L. 

8204010444 

REOOD 


KHEltJREAj J S 

8304360061* 

90-29 

Q 

£CHteRLJH9jH B 

8304030191 

80-379 

P 

SCKICAi-WOjH e. 

8304310669 

80-279 

P 

KH[FFOE»3W 0 

8304140499* 

90-333 

T 

5<:)«.crctoijjj 

8 3 02030390 

FOIA 


SCftCJOi c 

BS043001S1* 

90-416 

A 

KHK)OT«H C 

8204010366 

90-449 

F 

WHfilOTjH C 

8304030344 

90-449 

A 

WHMIDTjH C 

8304020389 

90-449 

A 

SCH110T.H C 

8204130363 

REOOD 


$CH1IOr.H C 

8304190367 

90-449 

F 

KHISOT.H C 

8204300301 

REOOD 


SCHMIOT.H C 

8204300319 

90-449 

K 

$CHNIOT.H H 

8204390610 

NUREO 


SOtHTTiH 

8304010404* 

PR 


SCHHEtOEKiF U 

8204260036* 

90-373 

Q 

SCHNEIDER. F H 

8304380361 

90-273 

0 

S<W(ei.Lj3 F 

8204080492* 

90-483 

0 

6C^4.l.tO F 

8304230360* 

90-483 

Q 

6CI«Ei.UjD F 

8304270376 

50-483 

I 

KH01T, 9 L 

8304360439* 

90-399 

P 

SCWADCR.C U 

8204020368 

90-373 

8 

SCmlECER.R E 

8304280011 

NUREO 


KJROEI>ER>C W 

B304010S7? 

90-373 

F 

SCKROEDER. C U 

8304010402 

90-373 

F 

KHRCEDCR.C W 

8304030360 

90-373 

8 

SCWOEDER. C W 

8204060107 

90-373 

A 

WWQEDER.C W. 

8204060133 

90-373 

A 

SCHRDCDER.C Jl 

8304070243 

90-373 

A 

SCmOEDER.C 

8304070604 

90-373 

F 

KHROEDER. C, W 

8304080986 

90-373 

F 

ECmaeOERtC . 

8304120412 

90-373 

F 

ecwdeder.c h 

8304140109 

90-373 

A 

KHROCDER, C. JT 

83041401 13 

90-373 

A 

WHnaEOER.C K 

8304140179 

90-373 

A 

SCHNOEDCRjC 

8304190330 

90-373 

A 

SCHROEDEH, C, 

8304280449 

90-373 

a 

SCHROEDCR.C W. 

8304370193 

90-373 

T 

SCHW-Ute » A 

8304190189* 

90-383 

h 

SCHIXTZtH K 

8304330149* 

40-2061 


fCHUCZii R 

8304300493* 

90-410 

a 

gchuhacfer.h 

8S04SS0304* 

90-399 

0 

ECHUHACHER.X 

8304320429* 

90-266 

Q 

tCHUHACHERiH C 

8304300031 

70-273 


schuhacher.h c 

8304300047* 

70-273 


SCHMIACFER.H C. 

8S04330S40* 

40-3061 


SCMUHACHIRiil C 

8304300307* 

90-309 

Q 

KHUniWLD t 

8304380027 

NUREO 


SCHUSTEHjH d 

8304070464* 

90-384 



AUTHIR 

ACCESSION 

HUMBER 

SUBJECT 

CATEGORY 

SCHUSTER. H 0 

83040704'? 1* 

90-343 

0 

SCHUSTER. H 0 

8304070903* 

50-308 

Q 

SCHUSTER. M D 

82040T0314* 

90-379 

Q 

SCHUSTER. M D 

8204310630* 

90-139 

0 

SCHUSTER. H 0 

B2043 10699* 

90-137 

0 

SCHUSTER. H D 

B2042 10667* 

90-139 

Q 

SCHUSTER. H 0 

B2043 10693* 

50-139 

Q 

SCHUYLER. J 0 

0204190099 

90-379 

P 

SCHWAN.C A 

0204070491* 

90-343 

Q 

SCHWAN.C A 

8204070903* 

90-360 

Q 

SCHWARTZ, R 

8204360316 

90-347 

0 

SCHWeiKERT-THUL 

8204090409* 

90-249 

6 

8CHWENCER. A 

83041902(0 

90-410 

A 

8CHWENCER. A 

0204010033 

90-353 

A 

8CHWENCER, A 

0304070633 

90-498 

A 

8CKWENCER, A 

8204070668 

90-416 

A 

8CKWENCER. A 

0204070671 

90-440 

A 

8CKWENCER, A 

0304090123 

90-496 

F 

8CHWENCER, A 

B2040904a9 

90-373 

A 

6CHWENCER, A 

8204130069 

50-383 

A 

SCKWENCOl. A 

8204130069 

90-392 

A 

8CKU&NCER, A 

6204130304* 

50-393 

A 

SCHWENCER, A 

6304130461 

90-496 

E 

SCKWENCER. A 

6204130469 

50-496 

A 

SCHWENCER. A 

6204130474 

50-393 

A 

BCKWENCOR, A 

6204130476 

50-440 

e 

SCKWENCER. A 

6204130081 

90-496 

A 

SCKWENCER. A 

8204190036 

50-392 

A 

SCHUENCER. A 

8 2041 9009 i 

50-397 

A 

SCHWENCER, A 

8304190473 

90-397 

E 

SCHWENCER, A 

8204190474* 

90-397 

E 

eCHWENCER.A 

6304300471 

90-498 

E 

SCHWENCER. A 

6304310388 

90-440 

F 

SCHWENCER, A 

8304330081 

50-392 

A 

SCHWENCER, A 

8304360019* 

90-373 

P 

SCHWENCER, A 

8304360148 

50-498 

A 

SCKWENCER, A 

8304270102 

50-373 

F 

SCKWENCER, A 

8204360089 

50-322 

A 

SCKWENCER, A 
6CltWENDIMAN,L 

8204390479 

8204130032 

90-307 

RES 

A 

aCKWlNKiW S 
SCHWOERER.F 
8C1CCA.F M 

8204280434 

B204360340 

8204190960 

REVIEW QRP 
PR 

NUREO 

SCOTT, 0 J 

8304130300 

50-10 

R 

SCOTT. 0 J 

8304130336 

90-349 

8 

SCOTT, 0 J 

8204190313* 

90-10 

F 

SCOTT, 0 J 

6304230312 

50-337 

8 

SCOTT, D J 

6204320404 

50-337 

S 

8C0TI, D J 

6304370862 

90-249 

s 

SCOTT. 0 J 

6304300379 

50-337 

6 

SCOTT, R F 

SCOTT. R 8 

8304360357* 

8304360301 

90-367 

ORO 

A 

8C0TI . W B 

8304280368* 

90-375 

S 

SCOWN.K 

SCH0001N3.R M 

SCURRY. N 

SEAOLER.W 0 

8204130331* 

8804210989* 

8304360309* 

8304010494 

50-361 

FOIA 

ORO 

71-6717 

0 

SEAOREN.R D 

8304200448* 

50-313 

P 

SEARS, J A 

8304090413* 

50-337 

P 

SEARS. J R 

8204310332* 

90-47 

Q 

SEARS, J R 

8204310341* 

90-47 

a 

SEARS. J R 

8204210343* 

90-47 

0 

sears. J R 

8204210348* 

50-47 

a 

BEARS, J R 

8204210351* 

50-47 

0 

SEARS. J R 

8304310359* 

50-47 

Q 

BEARS. J R 

8304310363* 

90-47 

Q 

SEARS. J R 

62043 10369* 

90-47 

6 

SEARS, J R 

8304310481* 

90-47 

6 

BEARS, J R 

BS042104S6* 

90-47 

0 

SEARS. J R 

6804310901* 

90-47 

6 

SEARS, J R 

8304210921* 

90-47 

0 

SEARS. J R 

6304310939* 

50-47 

0 

BEARS, J R 

6204210530* 

90-47 

0 

SEARS. J R 

SEOUia.R E 

83043109 40* 
83043804 1 9 

30-47 

XPORTLIC 

0 

SEIDLEiU C 

8204090008 

90-389 

<1 

SC IDLE. U C 

8204080376 

90-389 

<3 

SCIOLE, W C 

6304080379* 

90-389 

0 

SEIDLEiW C 

8304060412 

90-313 

a 

SElDLEiW C 

6304130339 

90-482 

Q 

SEtDLE. U. C 

6304130176 

90-483 

0 

SEIDLE. W C 

8204130343 

90-313 

0 

SCI DUE, U C 

8204130347 

90-389 

a 

SCIOLE, W C 

6204130346* 

90-313 

0 

SCIOLE, H.C. 

6204130349* 

90-209 

0 


AUTKIfl 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ECIDLErW C 
SeiDLE.H C 
SeiDLEiH C 

SEIDLE, W C 

SEIDLE, M C 

8204260191 

S30436D254 

8304270233 

8204270360 

8304270338 

90-4S3 0 
90-72 R 
90-368 S 
90-313 0 
90-4B2 0 

SEIDLE, U C 
EElDLErW C 

SEIDLE. H C 

SELAN.J C 

SEMMEL.K 

8204280376* 
6204280337* 
6204280337* 
0204090166* 
B204 190040 

90-44 5 0 
90-449 0 
90-449 0 
90-813 P 
90-199 0 

SEtIMEL.K 

BCMMfeL.K 

SEMMEL. K 

SETAA. 0 E 
SEYFHIT,K 

8204190040 

6204190049* 

6304190049* 

0204190409* 

0204300167* 

90-159 0 
90-199 0 
90-159 0 
90-263 P 
90-309 P 

SEYFRIT.K V 
SEYFRIT.K V 

SHACK, W J 
SHACKELFORD. B 
SKACKLETON, 0 

8204360369 

6204300160* 

6204010943 

0204060067* 

0204190913* 

30-492 a 

FOIA 

NUREO 

90-133 I 

FOIA 

SHACKLEION,Q C 
SHAFER. P W 

SHAFER. W 0 

SHAFER. W D 
SHAFFER. M M 

8204070530* 

8204S90614* 

8304270426* 

0204300874* 

0204290170 

50-460 a 
90-409 F 
90-395 a 
90-394 a 
HASTE MOT 

SHAFFNER, J A 
SHAFFOK-BRANDT 
SMALLER. D V 
SMALLER. D V 
SMALLER. D V 

3204370163 

8204190387* 

32Q40702B6 

6204070311 

6204070907 

27-39 

FOIA 

90-319 R 
90-319 R 

90-319 R 

SMALLER, D V 
SHANBAKY, M 
SHANBAKY. M 
SHANBAKY, M 
SKANNOM,J D 

8204070919 

6204190346 

8204030303* 

8304160343 

8204090174* 

90-316 R 
90-320 6 
90-889 a 
50-320 8 
40-6064 

SHAPAR.rt K 

SHAPAR, K K 

3HAPAR, K K 
SHAPIRO, R 

SHAPIRO. R 

0006130360* 

0102090362* 

8204330092* 

0204070967 

6204070967 

tOCFR 

90-464 A 

40-2061 

50-332 0 

90-332 0 

SHAPIRO, R 

SHAPIRO, R 

SHAPIRO. R 

SHAPIRO, R 

SHAU8, E T 

8304140199 

6204140199 

0804200331 

0304200331 

6204080496* 

90-322 0 
90-322 0 
90-322 0 
90-322 0 
90-372 a 

SHAUBi E T 

SHAUB, E T 

SHAW. A 

SHAH. A 

SHAH. A 

6304330403* 

6304300405* 

0204070703 

8204360330 

8204300163 

90-333 9 

90-320 0 

XPORTLIC 
XPORTUIC 
XPORTLIC 

SHAH, A 

SHAHiH K. 

SHAH, R. R 

SHEA, J J 

BHEA, J J 

0204300316 

0304010263* 

0304130164 

6304090377 

6304190090 

XPORTLIC 
90-294 0 

90-440 D 

90-349 P 

90-249 P 

SHEA, J J 

SHEA, K.H. 

SHEA. P. J 

BHEA. P J 

SHEA, P J 

6304190446 

0204130396 

0204140120 

0304140130 

8304300349* 

50-248 P 
FOIA 

90-938 O 
90-938 0 
90-938 G 

SHEA. F J 

SHEARER. S E 
SHEDLD8KY, J T 
SHEEL. A 

SHELLEY. H J 

0304300349* 

0304010920 

0304300314* 

8304360366* 

8304080079 

90-928 0 
FOIA 

90-249 Q 
90-416 e 
40-8027 

BHELLEY.W J 

SHELL EY,W J 
SHELLEY, M J 
SHELLEY, M J 
SHELLEY, H J. 

0204190386 
0204300 937 
0204200989* 
0204210629 
0304330183* 

71-03 

40-8061 

40-2061 

40-8760 

40-3061 

SHELLEY, M J 
SHELLEY, W J 
SHELLEY, W J 
SHELLEY, W. J 
BHEPLEYrS E 

0304370097 

8304390131 

0204290194 

0204390637 

02O413O19B* 

40-8647 
70-'?29 
70-U<?3 
70-1193 
80-373 a 

SHERD IN, W. C 
SHERON, 6 
SHERWOOD, 0 0 
SHERWOOD, 0 0 
SHERWOOD. 0 0 

0204300 121* 

0204190139* 

8202000397* 

0204010369 

820413039S 

90-416 A 

90-363 0 

TOPREP 
90-447 K 

PR 

SHERWOOD. 0 0 
SHERWOOD. 0 0 
SHERWOOD, O 0. 
SHERWOOD, 0 0 
SHERWOOD. 0 0 

8304190491 

0304310021 

8204210137 

0204370342 

0204360916 

PR 

TOPREP 
90-322 B 
80-447 A 

PR 


542 


PERSONAL AUTHOR INDEX 


AtiTKJR 

ACCESSION 

HUMBER 

SUBJECT 

CATEGORY 

SHERU00E>>0 0 

8204300441 

REOOO 


SHEWN ON. F 

8204090339 

ACRS 


SHEWN ON. F 

8204090258 

Acns 


SHEWrtON.P 

8204090289 

ACRS 


SHEHrtON.P 

8204310124* 

90-361 

P 

SHEWMaN.P 

8204370S25 

ACRS 


SHIELDS. S VI 

8304120118 

90-546 

5 

SHIELDS. S U 

8204120342 

90-546 

A 

SHIELDS. 5 W 

8204160253 

50-546 

S 

8HIELD8.S W 

8204230545 

90-546 

S 

SHIELDS.S W 

8204370359 

90-546 

H 

SHIER. W 0 

B204S30D94 

RES 


8HIFFER.J D 

8204320356 

90-133 

S 

SHIFVERjJ D 

0204280382 

50-279 

s 

SHI HA. S 

8204160148 

XPDRTLIC 


6HIHA.S 

0204390140 

XPORTLIC 


SHIHA. S 

8304390149* 

XPDRTLIC 


SHIVELY. C N 

0204150309* 

90-313 

R 

SHOEMAKER, C J 

8204010292 

90-4 40 

G 

BHOEMAKBl.C J 

8204010380 

90-369 

0 

SHOEMAKER. C J 

8204050014 

50-466 

G 

SHOEMAKER, C J 

8204050045 

90-299 

0 

SHOEMAKER. C J 

8204060150 

90-440 

G 

SHOEMAKER. C J 

8204130106 

90-329 

0 

SHOEMAKER, C 0 

8204160014 

90-339 

0 

SHOEMAKER, C J 

8204160031 

90-387 

0 

SHOEMAKER , C J 

8204190159 

90-493 

0 

SHOEMAKER, C J 

8204310496 

90-329 

0 

SHOEMAKER, C J 

8204230116 

30-361 

G 

SHOEMAKER. C J 

8204360075 

90-498 

0 

SHOEMAKER, C J 

8204300078 

30-361 

0 

SHOEMAKER, C J 

B2043000B7 

90-339 

O 

EHOUUY. S 

8304320033 

FOIA 


SHOLLY. S 

8204230500 

FOIA 


BHOLLV.S C 

8204140335 

FOIA 


SHOLLY. 6 C 

8204210575 

FOIA 


shol.lv. S C 

8204330382 

FOIA 


SKQM. F J 

8204010383 

90-247 

0 

SHOM, F J 

8204080342 

50-247 

0 

SHOM, F J 

8304310465 

90- 1 59 

Q 

shom. f j 

8204280037 

90-247 

G 

shon, f j 

8204360264 

90-247 

0 

SHOM. F J 

8204390296 

90-247 

0 

6H0FENN.N M 

82040501 16 

40-7073 


SHOPENN.N M 

8204050233* 

40-7079 


SHOPENN.N M 

6204050343* 

40-1162 


SHORT. R W 

6204200473* 

90-289 

ft 

SHOT WELL. J 

8204260179 

90-443 

G 

SHOT WELL. J A 

6204060235 

90-293 

G 

BHOTMELL. J A 

6204080237* 

90-293 

G 

SHOTUELL. J A 

6204 130138 

50-443 

G 

SHREVE.D B 

6204220399* 

CONTRACT 


GHUPE. M 

8204290174* 

FOIA 


SHUPE. H H 

8204290085* 

FOIA 


BHUPE. H W 

8204290089* 

FOIA 


SHUPE. H M 

S20429017B* 

FOIA 


BHUPE. M W 

6204290195* 

FOIA 


6HVHL0CK.N B 

6204010343* 

90-338 

Q 

5HYHL0CH.N B 

B2040 10367* 

90-338 

0 

8HYNL0CK. M 8 

8204230426* 

50-330 

0 

SIBLEY, T H 

6204010540 

NUREO 


SIBLEY, 7 H 

8204020075 

NUREO 


SIBLEY. T H 

6204020093 

NUREO 


SIDES. W H 

8204150556 

NUREO 


SIEBER.J 0 

8204060025 

50-334 

R 

SIEBER.J D 

8204260361 

60-334 

P 

SIEBER.J D 

8204300403 

50-334 

P 

SIEFKEN.D L 

6304010004 

WASTE MOT 

SIEFKEN.D.L 

S2040 10497 

27-46 


SIEGEL. B 

8304120060 

50-298 

P 

SIEGEL. J 

8204130149* 

50-528 

G 

SIEGEL. J 

8204130149* 

50-528 

0 

SIEGEL. J 

6204200228* 

50-928 

G 

SIEOEL. J 

6204200236* 

50-928 

0 

bieoler.m 

8304060104* 

50-237 

P 

SIEHERiJ 0 

8204070446 

50-334 

F 

SIEROTY. A 

8204150356* 

FOIA 


SILBERO.J E 

8204010432 

PRM 


SILBERG.J E 

8204080505 

50-462 

0 

EILBERG.J E 

8204080505 

50-462 

0 

8ILBERG.J E 

8204080819* 

90-482 

G 

SIL8ERG.J E 

8204080519* 

90-482 

0 

SILBERG.J E 

8204 080521* 

90-462 

0 

SILBERG.J E 

8204000537* 

90-482 

0 

SILBERG.J E 

B204080S37* 

90-482 

G 


ACCESSION SUBJECT 
AUTKJR NUHBER CATEGORY 


SILBERe.J E S20414031S SO-440 0 

StLBERO.J Z B20414031B 50-440 0 

SIUBERO.J e eS0416000B 30-387 0 

SIUBERO, J e 620416000B SO-387 0 

SILBERO.J E B20416000e S0-3B7 0 

SICDEROiJ E 8204210468 50-367 0 

SILBERO.J e 8204210468 50-387 0 

81L.BER0>JE 8204210468 S0-3B7 O 

SIUBEROiJ E 8204280083 50-482 0 

StLBERGpJ E 8204380083 30-482 0 

SILLIN.U.F 82040601 13» 50-245 1 

Sil-UIN, l_ F 8204060120* 30-245 1 

SILLIN, U. F 8204060127* 50-245 I 

SILVERHAIU. H 0204020583* 40-2061 

SICVERMAIL. U 8204230040* 40-2061 

SlUVERMAIU. H L 8204020581* 40-2061 

SIl-VIS.R H 8204210764 CONTRACT 

SH.VI8,RM 8204220387 CONTRACT 

SlUVIS.RM 8204290650 CONTRACT 

SmNADrK T 8204280403* 50-123 P 

SINCLAIR, LH 8204160610 50-333 F 

SINCLAIR, H 8204220416 50-329 0 

BINDER, H 0204090267* FOIA 

SlNOER.a 6304090292* FOIA 

SINGER, a 6204210037* FOIA 

BINHA,UN 8204300113* 50-416 A 

aiNI8 I,JH 8204020314 50-244 J 

SINtal,JM 0804210301 50-244 J 

8INI8 I,JM 8204230431 50-293 J 

8INI8I4JM 8204230531 TOPREP 

SlNUEiO 8204020574* FOIA 

SINKE, 0 8204020577* FOIA 

SINKF, 0 J 8204020573* FOIA 

SINKEpO J 8204020576* FOIA 

BINKE, 0 J 8204020579* 40-2061 

SJOORENpR M 8204090327 50-309 R 

SJOGREN, R M 8204090355 50-309 R 

SJDOREN.R M 8204090357 50-309 R 

SJOGREN, R H 0204090364 50-309 R 

SJOGREN, R f1 0304090371 50-309 R 

SJOGREN, « M 8204150379 50-309 R 

SJOGREN, ft M 8204160169 50-309 R 

SKLARiJ B 8304190199* 50-219 R 

SKUARpJ a 8304190303* 50-219 R 

8KOLD8.JK 0304140204* 50-395 Q 

SLACK, 0 8304070643* 60-375 P 

SLESINOEH.D 8204370369 50-443 H 

SLQBODIEN, M J 8204330198* 40-3061 

SLOVIK, O 8304210323 REB 

8L0VIK, 0 8204260445 RES 

8LV.D K 0304330216* 40-3061 


SMITH. 

SMITH, 

C 

E 

V 

D 

8204390302* 

8204370343* 

70-794 

90-461 

E 

SMITH, 

SMITH, 

0 

0 

c 

c 

8304010479* 

8304090163* 

70-1436 

90-334 

Q 

SMITH, 

0 

H 

0204010136 

90-371 

Q 

SMITH, 

0 

H 

8204090087 

50-319 

F 

SMITH, 

0 

H 

8304070186 

50-333 

P 

SMITH, 

0 

H 

8304070498 

90-230 

P 

SMITH, 

0 

H 

8304080399 

90-333 

F 

SMITH, 

0 

H 

8204090192 

90-389 

0 

SMITH, 

0 

H 

0304090488 

90-393 

0 

SMITH, 

0 

H 

8304090467 

50-334 

0 

SMITH, 

0 

H 

8304090469* 

50-334 

Q 

SMITH, 

0 

H 

8304190372 

50-377 

0 

SMITH, 

0 

H 

8304200097 

50-371 

F 

SMITH, 

0 

H 

8304300140 

90-309 

Q 

SMITH, 

0 

H 

8304300149 

90-873 

G 

SMITH, 

0 

H 

6204300154* 

90-373 

0 

SMITH. 

0 

H 

8304330363* 

90-271 

Q 

SMITH, 

0 H 

8304360166 

50-380 

Q 

SMITH, 

0 

H 

8304370407 

90-307 

Q 

smith; 

0, 

H 

0304300373 

90-39 

F 

SMITH, 

0 

H 

8304300346 

90-886 

F 

SMITH, 

0 

H 

8304300447 

90-306 

Q 

SMITH, 

0 

H 

830430049B 

90-319 

Q 

SMITH, 

e 

H 

8804300463* 

90-319 

a 

SMITH, 

I 

W 

8304080142 

90-389 

0 

SMITH, 

I 

W 

8304080169 

90-488 

0 

SMITH, 

I 

H 

8304190239 

90-914 

0 

SMITH, 

I. 

W 

8304290314 

90-389 

0 

SMITH, 

SMITH, 

J.E. 

J L, 

8804370199 

8304080116* 

RES 

90-322 

F 

SMITH, 

SMITH, 

J.L 

J L, 

8S040QDS70 

8304140398 

REOOD 

50-332 

J 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATECORY 

SMITH. J L 

8204140469 

90-332 

E 

SMITH, J L 

8204360168 

90-383 

A 

SMITH, J L 

8204270179 

90-322 

E 

SMITH, J L 

8304280141 

90-333 

e 

SMITH, J P 

8204090441* 

90-339 

p 

SMITH, J W 

8204050161* 

0A999 


SMITH, M A 

8304270113 

40-6064 


SMITH, M C 

8204090180* 

90-347 

e 

SMITH, M C 

8204090196* 

90-347 


SMITH, M C 

8204090329* 

80-347 

e 

SMITH, M 0 

8204080113* 

90-347 

8 

SMITH, M C 

8304120306* 

90-347 

6 

SMITH, M C 

8204160367* 

90-247 

8 

SMITH. M C 

8204360271* 

50-347 

S 

SMITH,? A 

8204010161* 

CONTRACT 


SMITH,? M 

820428008B* 

CONTRACT 


SMITH, R D 

8204220701 

WASTE HOT 

SMITH, R D 

0204270094 

PR 


SMITH, R t> 

8204290323 

PR 


SMITH. R H 

0012160366* 

FOIA 


SMITH, R H 

8304140467* 

FOIA 


SMITH, R H 

8204230107* 

70-1314 


SMITH, R H 

8304330139* 

70-1316 


SMITH, R H 

8304330183* 

70-1316 


SMITH, R 1 

8304090440* 

50-377 

1 

SMITH, R L 

8304070496 

50-371 

P 

SMITH, R L 

8204150439 

90-371 

F 

SMITH, R L 

8304270496 

50-371 

P 

SMITH, R W 

8304190551* 

FOIA 


SMITH, R W 

8204830032* 

70-1316 


SMITH, T H 

8204270250* 

50-313 

Q 

SMITH, W G 

8304020374 

50-316 

6 

SMITH, W 0 

0204020387 

80-315 

B 

SMITH, W.O 

8204020449 

90-319 

6 

SMITH, W 0 

0304020964 

50-316 

8 

SMITH, W 0 

8204090073 

90-316 

R 

SMITH. W 0 

8204090072 

90-316 

R 

SMITH, W 0 

8204090387 

90-315 

R 

SMITH, W Q 

8304090387 

90-315 

R 

SMITH, W 0 

8304130339 

90-315 

S 

SMITH, W 0 

8304140186 

90-315 

F 

SMITH, W 0 

8304150393 

90-316 

R 

SMITH, W 0 

8204190309 

90-315 

n 

SMITH, W 0 

8304160940 

90-316 

8 

SMITH, W 0 

8204160631 

90-316 

a 

SMITH, M.O 

8304300039 

90-316 

« 

SMITH, W 0 

8304330338 

50-315 

s 

SMITH, W.O 

8304320393 

90-316 

9 

SMITH, W 0 

8804330393 

90-319 

9 

SMITH, W G 

8204330913 

90-316 

9 

SMITH, W 0 

8304370187 

90-319 

r 

SMITH, M 0. 

8304370819 

90-316 

9 

SMITH, W 0 

8304370433 

50-316 

9 

SMITH, W.O 

8204390300 

PT31 


SMITH, W G 

8304300399 

90-316 

9 

SMOKER, C 8 

8304330333* 

90-305 

e 

SMOKER, C S 

8304330341* 

90-305 

s 

SMYTH, C W 

S204090172* 

90-38? 

ft 

SNIEZEKiJ H 

8204230089* 

40-3061 


SNOW, B 

8304150339 

90-344 

R 

SNOW, C T 

8304130183* 

90-339 

P 

SNYDER, A W 

8304330647* 

FOIA 


SNYDER, A VI 

8304330658* 

FOIA 


SNYDER, B 

8304160037 

80-320 

P 

SNYDER. B J 

8204050495 

90-330 

R 

SNYDER, B J 

B304300486 

50-330 

P 

SNYDER, B J 

8304810490* 

90-330 

G 

SNYDER, B J 

8304210510* 

90-380 

0 

SNYDER, B J 

8304360137 

90-330 

P 

SNYDER, B, J 

8304300434 

90-330 

P 

SNYDER, 0 L 

8304140196* 

FOIA 


SNYDER, H L 

8304050370 

40-8984 


SNYDER, H L 

8304190498* 

CONTRACr 


80LLENBER0ER, D 

8204890366 

40-6633 


BONN, H M 

8304090440* 

90-377 

I 

800, P 

8804190303 

NUREO 


800N0,A 

8304190469* 

FOIA 


800N0,A L 

8304300434* 

70-390 


SORUM.R 

790BS30389 

40-6331 


SORUM.R. 

7908830399* 

40-6331 


SOUOER, J U 

8304280003* 

90-400 

M 

80HD0N, T L 

8304140396* 

90-393 

ft 

SOZEN.M A 

S304S30183* 

80-339 

ft 

8PAN0ENBER0, F 

6204330489* 

90-933 

A 

SPANOENBERO, F 

6304230441 

90-933 

A 


AyfhOfi 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BPE(9,T 

8204300S43 

90-331 

P 

?{[B<r P 

82040? 0037* 

90-382 

A 

PELPlAhr.H J 

8204020970 

40-2061 


;£LHAN.H J 

8204070626 

40-2061 


yaA^N.K J 

8204070628 

40-2061 


yaws.N.H j 

e2040?0339 

40-2061 


FENCE. F, D 

8204190392 

REOOO 


PDKEft.O S 

8204120411 

90-206 

F 

FtNCC^.e S 

8204190378* 

FOIA 


S^EJtikT C 

8204130263 

REOOO 


sF-£E:Aftrr n 

8204200148 

30-346 

3 

fftSSAffOrR 

8204220420 

90-346 

8 

ytSBAR&R 

8204220448 

90-346 

8 

yCSBARIXR 

8204220469 

90-373 

S 

yEBSARD^n 

8204220477 

90-346 

a 

yCESARDvR 

8204270242 

90-346 

8 

yCS^AADvR L 

8204090131* 

90-299 

Q 

ytEfARDkfl L 

8204090327 

90-331 

Q 

ynSAADvR 1 

8204090331* 

90-331 

0 

yESEARDvR L 

8204120168 

90-299 

Q 

yrsSASDvR 1 

8204120167* 

30-295 

Q 

VlaStAJhtt L 

6204120187 

90-373 

Q 

ffESSMC. R \. 

8204120173* 

30-373 

0 

ytSEARO. R L 

8204120372 

90-263 

0 

yuBAAO. R L 

8204120437 

90-282 

Q 

FESSARbA L 

8204140177* 

90-398 

0 

FESBARChR L 

8204140471 

90-266 

G 

y£S9AAD.R L 

8204160226 

90-496 

A 

y£S5A«D. R L 

8204160330 

30-319 

0 

FC^UD.ft t. 

8204160332* 

30-319 

0 

yrSBARCNR L 

8204160337 

90-494 

A 

yESSARbR L 

8204160378 

90-199 

Q 

y£$5ARCNR 1 

8204160417 

30-341 

Q 

Sf«Sa*RD.R 1 

8204160424* 

90-341 

a 

y£S3AR0.R L 

8204160977 

90-373 

G 

ytSSARCvR L 

8204160627 

30-373 

A 

yCSSARChR L 

82042 1 0707* 

90-47 

Q 

yCSSAACNR L 

8204220167 

90-346 

Q 

yCSSAflCNR 1. 

8204220171* 

90-346 

Q 

5?fSSAflDvfl t 

8204220286 

90-199 

Q 

yESSARO.R L 

8204220337* 

30-407 

Q 

FESSASO. B t 

8204220369 

30-461 

Q 

yrSSARD. B L 

8204220494 

30-346 

Q 

yrsBASO. R (. 

8204220496 

90-483 

Q 

FESSARC. R L 

8204220478 

90-461 

G 

FES3ARO. R L 

8204260218 

30-346 

G 

yrsBMaR L 

8204260326* 

80-329 

A 

ytSBARD. R L 

8204270018* 

30-313 

Q 

S^ESBMlO. R L 

8204270233 

90-279 

G 

yEMARRR L 

8204300360 

90-331 

G 

yJCCEX.O. 

8204130176 

30-449 

H 

yJE«EE.O. 

8204230486 

90-449 

M 

yiCCEE.O- 

8204230486 

30-449 

M 

SRLIET.V W 

8204220636* 

90-302 

H 

M 

8204270481 

RES 


KEnIUOCE 0 J. 

8204120371 

I6E 


yniAuacEiD. J 

8204120161 

I6C 


FfNIAWSKt.O J 

8204220447 

I6E 


ylNIAWaCt.S J 

8204270429 

70-2298 


FiNtAMSCC'O J 

8204270437* 

70-2298 


iT ^OHMrC « 

8204210614 

NUREO 


I'AATBrE. B. 

8204220921* 

FOIA 


c'ABLEp C 

8204220674* 

90-327 

P 

t'ACNKKrS 

8204260138* 

90-336 

S 

irM^FORD. A. H. 

8204060047* 

90-338 

R 

ETAFFCAOrA M 

8204260343* 

80-330 

F 

|TW<.. D-rt 

8204130134 

90-443 

M 

ITHETCRil. 

8204170219* 

30-346 

P 

|TA'1IRt& S. 

8204270072 

30-327 

D 

rMFLCY. N-L 

8204130067 

90-416 

F 

N. L. 

8204270272 

PR 


l-WLEVtK 

8204260169* 

30-320 

H 

srMU BERRY. H, 

8204230411* 

30-339 

a 

t'MaiERRY.U U 

8204140266* 

90-290 

Q 

trtftEKK.B M 

8204280236* 

90-373 

Q 

ITWA.ft.rt 

8204020132 

90-937 

A 

TAWiA-K 

8804160022 

30-337 

A 

ITyXiR.H 

8204170278 

80-837 

A 

TAM. A r$. 

8204810698 

90-837 

A 

r«R.A n 

8204320237 

90-937 

A 

rwwrfl M 

8204280277 

30-537 

A 

irWtA.fl K. 

8204260880 

30-337 

A 

ffMXjR.W 

8804260339 

30-337 

A 

ITAMIjA.K 

0804260407 

30-337 

A 

ITAW.W K. 

8804270040 

90-937 

A 


PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEOORY 

STARK. R M. 

8204270447 

90-937 

A 

STARK. R.M 

B204270S37 

30-937 

A 

STARK. R H 

8204280049 

30-537 

A 

STARK. R K 

0204290079 

30-537 

A 

STARK. R M 

0204270102 

90-537 

A 

STARKEY. R B 

B204 080373 

90-261 

8 

STARKEY. R. B 

8204140874 

90-261 

R 

STAROSTECKI. R 

0203030432 

90-410 

Q 

8TAR03TBCKI. R 

82040t0309 

90-277 

0 

STAROSTeiKI, R 

8204020190 

30-333 

Q 

STAROSTECKI.R 

8204030217 

90-352 

0 

STAROaTECKI.R 

8204020227* 

90-352 

0 

STAROSTECKI, R 

8204020230 

90-220 

Q 

STAROSTECKI, R 

8204020292 

30-209 

0 

STAROST&CKI, R 

8204020296* 

30-289 

Q 

STAROSTECKI, R 

B204020426 

30-244 

Q 

STAROSTECKI, R. 

8204020428* 

90-244 

0 

STAROSTECKI, R 

8204020473 

30-272 

0 

STAROSTECKI, R 

8204020477* 

30-272 

0 

STAROSTECKI, R 

6204020312 

90-387 

0 

STAROSTECKI, R 

6204020313* 

90-387 

0 

STAROSTECKI, R 

620407048 B 

90-247 

0 

STAROSTECKI, R 

6304070490* 

30-247 

0 

STAROSTECKI. R 

6204070514 

50-443 

a 

STAROSTECKI, R 

6204030360 

30-293 

0 

STAROSTECKI, R 

8204030363* 

30-293 

0 

STAROSTECKI, R 

S204030463 

90-309 

0 

STAROSTECKI, R 

8204080908 

30-287 

0 

STAROSTECKI, R 

8204000966 

90-271 

0 

STAROSTECKI, R 

STAROSTECKI, R 

6204030966* 

B204090420 

30-271 

70-139 

Q 

STAROSTECKI, R 

S204 140279 

90-320 

Q 

STAROSTECKI, H 

6204140414 

90-286 

0 

STAROSTECKI, R 

B204140418* 

30-286 

0 

STAROSTECKI, R 

8204160327 

90-394 

0 

STAROSTECKI, R 

8204160388 

30-317 

0 

STAROSTECKI, H 

6204160436 

30-332 

3 

STAROSTECKI, R 

6204190329 

90-322 

Q 

STAROSTECKI, R 

6204200213 

90-412 

0 

STAROSTECKI, R. 

6204200219* 

90-412 

Q 

8TAR08TKKI, R 

B204200262 

30-277 

0 

STAROSTECKI, R, 

8204200280 

30-272 

0 

STAROSTECKI, H 
STAROSTECKI, R 
STAROSTECKI, R 

6204200312 

6204200313 

8204200316* 

90-272 

70-378 

70-370 

0 

STAROSTECKI, R 

8204200330 

90-286 

0 

STAROSTECKI, R 

8204200377 

30-247 

Q 

STAROSTECKI, R 

8204210009 

90-320 

0 

STAROSTECKI, R 

820421 0008* 

30-320 

0 

STAROSTECKI, R 

8204210302 

30-334 

0 

STAROSTECKI, R 

8204210304* 

30-334 

a 

STAROBTECKI.R 

6204220431 

30-289 

0 

STAROSTECKI, R 

8804220437* 

30-2B9 

Q 

STAROSTECKI, R. 

8204220492 

30-332 

0 

STAROBTECKI.R 

6204220496* 

30-392 

0 

STAROSTECKI, R 

6204260198 

30-247 

0 

STAROSTECKI, R 

8204260298 

90-273 

0 

STAROSTECKI, R 

8204270191 

90-272 

0 

STAROBTECKI.R 

8204270199* 

90-272 

Q 

eTAROSTECKI. R 

8204270236 

90-387 

0 

STAROSTECKI. R 

8204270241* 

90-307 

a 

STAROSTECKI, R 

6204270247 

90-213 

0 

STAROBTECKI.R 

8204270292* 

30-213 

Q 

STAROSTECKI, R 

6204270443 

90-217 

G 

STAROSTECKI, R 

8204300279 

90-333 

0 

STAROSTECKI. R. 

8204300239* 

90-333 

0 

STAROBTECKI.R 

8204300303 

30-249 

Q 

STAROSTECKI, R 

8204300342 

90-382 

4 

BTARQSTEjCKI, R 

8204300398 

90-317 

0 

STAROBTECKI.R 

8204300367* 

90-317 

4 

BTAUDER.W V 
STAUTER.J C, 

6204080210* 

8204210018 

CONTRACT 

40-2061 

STEED. L 8. 

8204070408* 

90-334 

R 

STECLE.R L 

8204140306 

90-344 

8 

BTEEtE.R L 

8204210329 

90-344 

0 

STEFANO.J J 
STEI0ELM4NN. W 

8204170310 

8204270422 

30-440 

REOOD 

A 

STELl 0. V. 

7009260201* 

30-70 

P 

STEUl-Ot V 

8203290379 

REVIEW 

ORP 

STELl 0, V 

8204020413 

REVIEW 

ORP 

STELLOi V. 

8204090066 

REVIEW 

ORP 

STEULO, V 

8TELL0. V. 

8204120016 

8204140143* 

REVIEW 

FOIA 

ORP 

STELtQ.V 

STELLO. V. 

8204140202 

8204220669* 

REVIEW 

FOIA 

ORP 
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AUTWR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

STELl 0. V 

B204280460 

REVIEW ORP 

STELLO, V 

S204280494 

REVIEW QHP 

STELl 0, V 

0204270399 

REVIEW ORP 

8TEMPLE.P J 
STEPHENS, B 

0204200499* 

B203230903* 

CONTRACT 

90-328 

0 

STEPHENS- B 

6203290312* 

30-328 

0 

8TEPKENEQN. D B 

0204000930* 

30-373 

F 

STEPHENSON. 0 8 

8204080333* 

30-373 

F 

STEPHENSON. C J 

0204010327* 

90-267 

S 

STEPHENSON. C J 

8204120297* 

90-207 

8 

BTEPTOE.P P 

0204080223 

90-10 

0 

BTEPTOE.P P 

0204480223 

30-10 

4 

BTEPTOE.P P 

0204140127 

30-234 

0 

8TEPT0E.P P. 

8204140127 

90-894 

0 

STERN, J fl 

8204160017 

30-329 

0 

STERN, J. R. 

8204160017 

30-327 

0 

8TERN8ER0. D 

8204300433 

30-279 

4 

STERNS ERO, D M 

8204070297 

30-361 

0 

BTERNBERO. D M 

8204070329 

90-928 

4 

STERNBERO. D » 

8204070360 

90-206 

Q 

STERNBEROrD M 

8204070447 

90-206 

G 

STERNBERG. D M 

8204070480 

90-312 

4 

STERNBERO. 0 M 

8204120117 

90-206 

0 

STERNBERO. 0 H 

8204130106 

50-312 

S 

STERNBERO, D M 

8204140290 

90-206 

0 

STERNBERO. O K 

8204140421 

90-275 

G 

STERNBERO. D M 

8204270306 

90-312 

0 

BTERNBERO. 0 H 

8204270361 

50-206 

Q 

BTERNBERO. O H 

8244300103 

90-326 

G 

BTERNBERO. 0 M 

8204300363 

90-206 

G 

STEVENS. J A 
STEVENS. J A 
STEVENSON. C E 
STEVENSON. J D 
8TEVERS0N. J A 

8204220089 

8204260341 

8204010497 

020 4 1300 16* 
820 40 10027 

RES 

RES 

REOOO 

CONTRACT 

90-313 

P 

STEVERBON.J A 

8204140370 

30-206 

P 

STEVERSON.J A 

8204140631 

30-319 

P 

STEWART. C 

6204090407 

50-416 

A 

STEWART. J P 

6204070331* 

50-328 

G 

STEWART. R.G 

6204120234* 

50-402 

G 

BTICKNEV.W E 

6203290146 

50-443 

D 

SriEDE.W L 

8204000226* 

50-10 

0 

SrlEOE. U L 

8204220412* 

30-247 

a 

STILES. J P 

STOHR. J P 

8204010009 

8204010189* 

RES 

90-370 

Q 

STOHR.O P 

0204210717* 

90-47 

4 

STOHR. 0 P 

8204210719* 

90-47 

0 

9T0HR. U P 

8204230296 

50-4 1 6 

F 

8TQHR. nj P 

8204230300 

90-280 

F 

STONR. J P. 

8204230420 

90-280 

F 

STOW. J p 

0204230472 

50-280 

F 

STOHH. J P 

0204230919 

30-379 

F 

BTOHRjU P 

8204230918 

30-324 

F 

STOLZi J F 

8108240213* 

90-346 

P 

STOLZr J.F 

8204020072 

30-302 

P 

BTOLZ.J F 

8204070636 

90-313 

P 

8T0LZ. J F 

8204080036* 

50-267 

P 

8T0UZ > J F 

02O44BOO46* 

90-267 

P 

BTOLZ.U F 

82O4O0OOBO 

30-321 

P 

STOLZ. J. F 

8204080063 

50-346 

P 

STOLZ. J.F 

0204080194 

50-346 

F 

STOLZ. J F 

0204070117 

30-312 

P 

STOLZ. J.F 

8204 120030* 

30-2 B 7 

P 

STOLZ. J.F 

8204120038* 

30-287 

P 

STOLZ. J F 

6204120460 

30-318 

G 

STOLZ. J F 

6204130006 

30-267 

0 

STOLZ. J F. 

8204130471 

30-302 

P 

STOLZ. J F 

B204 130473 

90-321 

P 

STOLZ , J F. 

6204140627 

30-308 

P 

STOLZ, J F 

6204190004* 

90-287 

P 

STOLZ, J F 

8204130073* 

90-287 

P 

STOLZ. J F. 

8204130146 

90-302 

P 

STOLZ, J.F. 

6204150199* 

30-302 

P 

STOLZ. J F 

0204190162* 

90-302 

P 

STOLZ, J F. 

0204190393 

50-346 

P 

STOLZ, J.F. 

8204170038 

30-209 

P 

STOLZi j F 

8204190043 

30-313 

P 

STOLZ. J F 

8204170429 

90-321 

P 

STOLZ. J F. 

0204210336 

30-346 

P 

BTOLZ.J F 

0204211)396 

90-346 

F 

STOLZ. J F 

0204210438* 

90-267 

P 

STOLZ. J,F 

8204210460 

90-381 

Q 

STOLZ. J F 

0204210467 

90-321 

P 

STOLZ. J F 

0204210625* 

30-267 

P 

STOLZ. J F 

0204830169 

90-346 

F 
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AWTHQR 


STOLZ. J F 
atOLZ. J F 
STOLZ. J F 
STOLZ. J F 
STOLZ. J F 

STOLZ. J F 
STOLZ. J F 
STOLZ. J F 
STOLZ. J F 
STOLZ. J F 

STOLZ. J F 
STOLZ. J F 
STOLZ. 0 F 
STOLZ. J F 
BTQLZ. J F 

STOLZ. J F 
STOLZ. J F 
STOLZ. J F 
STOLZ. F 
STONE, ft S 

STQQOUET. D <3 
&TOTZ. J 
STOTZ, J 
STONE. ft S 
STfiAKJHT, J E 

STRAHBACK. 0 B 
3TRA9MA. J 
STRATTON. W ft 
STREETER. J 
STREETER. J F 

STREETER. J F 
STREETER, d F 
STREETER, d F 
STREETER, d F 
STREETER, d F 

STREETER. J F 
TRICFLBfl. B 
UBUDHI.M 
UULIVAN.F X 
ULLIVAK,J U 

ULLIVAN.f1 D 
ULLrVAN,ft F 
.ULLIVAN. ft F 
aULLIVAft, ft F 
BULLIVAff. T J 

BULLIVAM,T J 
SUHflERS.R 
SUfUitRB.ft 
SUKNER. H L 
SUKUER. H. L 

BONNER. HL 
Sl/MNER . fi L 
SUM. 8 B 
BUNBER. J J 
BUTTON. L. 

’TTON. L 
AN80H.D T 
ANSON. 0 T 
ANSON. 0 T 
ANSON. D T 

ANSQN.O, T 
ANSON. D T 
fANBON.D T 
JAN80N.D T 
3UAN&ON.D T 

SWANBON.D T 
3WANS0N. D T 
SHANSON.O T 
SWANSON. 0 T 
SWANSON. 0 r 

SWANSON. D T 
SWAKSONiE R 
SWANSON. £ R 
SWANSON. N E 
SWANSON. N E 

SWARTZ. E 0 
SWARTZ. E 0 
SWARTZ. E. D 
SWARTZ. E !> 
SWARTZ. E.D 

SWARTZ. E 0 
SWARTZ. E O 
SWARTZ. E B 
SWARTZ. E 0 
SWARTZ. E D 


PERSONAL AUTHOR 


ACCESSION 

NUMBER 

SUBdECT 

CATEOORY 

AUTHIR 

ACCESSION 

NUMBER 

S30ASa0213 

830AS20S31 

B204S20S40 

S204B2023Z. 

9204220567 

50-312 
50-313 
50-277 
50-3 1 2 
50-366 

P 

V 

P 

P 

a 

SWARTZ. ED 

SWARTZ. J 

SWINDLER. O 
SWINDLER. D 
SWINDLER. D 

8204280506 

8204080406* 

0204190430ft 

0204200419* 

0204220505* 

020423042 3» 

8204260009 

8204260116 

B20 4260361 
e20426O3B0« 

50-3 1 2 
50-3 1 3 
50-302 
50-269 
50-269 

0 

p 

p 

0 

a 

SWOPE. D R 

SYKES. R 1 

SYLVIA. D R 

SYLVIA. B R 
TAUANKER. A L 

8204230362* 

8204070121 

8204070429 

8204270304 

0204140035 

8204 260386 
0204260392 
0204260397 
8204260406ft 
820426041 tft 

50-321 

50-289 

50-321 

50-313 

50-313 

p 

p 

p 

p 

p 

TALWANI.P 

TAPIA, d I 

TARAS. D N 

TAUBER. H. 

TAUBER. K 

8204120398* 

0204260154* 

8204260051 

8204010296 

8204270209 

8204270013 

82O42Q00a? 

8204290456 

8204300133 

8204300429 

50-346 

50-269 

50-302 

50-302 

NUREO 

p 

p 

p 

0 

TAYLOR. J 

TAYLOR. d H 
TAYLOR. J H 

TAYLOR. J M 

TAYLOR, d M 

8204300301 

8204300290 

6204150003 

0204160197 

0204210098 

8204230317 

B 2 04 120372ft 
8204200029* 
8204230166* 
8204150392* 

50-450 

50-346 

50-346 

40-2061 

80-244 

A 

s 

s 

8 

TAYLOR. J M 

TAYLOR. J W 
TAYLOR. P A 
TAYLOR. P A 
TAYLOR. P A 

0204280616 

8204020433 

8204140257* 

a204l40377» 

82041403e3« 

0204260266* 

02O423QO62* 

8204010303 

8204270242 

8204050340* 

50-416 

40-2061 

NUREC 

50-346 

50-331 

E 

S 

Q 

TAYLOR. P A 
TAYLOR. P A 
TAYLOR. P A 
TEDESCHl. P 
TEDESCO.R L 

8204140386* 
6204 140431ft 
8204230339* 
8204230280* 
0203300284 

8204140271 
B204 140274ft 
8204220174* 
8204220279 
8204260324 

50-202 

50-282 

50-346 

50-440 

PR 

Q 

<1 

0 

0 

TEDESCD.R L 
TEDESCO.R. L 
TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 

8203310066* 

8204050428 

8204070044 

6204080060 

6204080068 

8204270474* 

8204190334ft 

82042B0312 

8204260044ft 

8204140452 

50-546 

50-528 

RES 

50-219 

FOIA 

0 

E 

8 

TEDESCO.R L 
TEOEBCO.R L 
TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 

6204080311 

8204090115 

8204120022* 

6204120473 

6204130481 

8204020249* 

8204010389* 

8204140429ft 

8204140502* 

8203290550 

50-142 

50-259 

50-259 

50-259 

NUREO 

P 

Q 

Q 

Q 

TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 

6204130491 

6204130516 

8204150090 

6204150196 

6204160037 

8204200324 

8204020484* 

8204270162* 

82041605420 

8204280354* 

50-329 

80-272 

50-272 

80-366 

50-366 

K 

Q 

Q 

8 

S 

TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 

8204190141 

8204190475* 

6204210024 

6204210072 

6204210112* 

e204aa0447ft 

8204280454* 

8204140474* 

8204270289 

8204210557 

50-366 

80-366 

80-322 

50-220 

50-528 

S 

8 

T 

P 

0 

TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 

6204220175 

8204220221 

8204220462 

6204260121 

6204260315 

8204210357 

8204010253 

8204190183 

8204210508 

8204290141* 

S0-S2B 

50-537 

50-537 

50-537 

50-70 

0 

o 

0 

0 

e 

TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 

6204260319* 

8204260462 

8204270569 

6204260534 

6204290066 

8204290225* 

8204300072 

8204300080* 

8204300082* 

8204300086* 

50-70 

50-537 

50-537 

50-537 

50-537 

p 

o 

0 

0 

0 

TEDESCO.R L 
TEDESCO.R L 
TEMPLE, a 

TERC, N M. 

TEftC. N It 

6204290297 

8204290475 

8204270231* 

8204300451* 

8204300462* 

8204300090* 
6204300094* 
82043001 10» 
92043001 16« 
a204300122« 

50-537 

50-537 

50-537 

50-537 

50-537 

« 

0 

0 

0 

« 

TER VO. « 
TE8AREK.J d 
THADANI.A C 
THATCHER. T L 
THATCHER, T L 

6204300165* 

0204270199* 

8204190139* 

6204280286 

8204280266 

82043001 2 6» 
0204160334* 
B2O427OO10» 
0204190319* 
0204190329* 

50-537 

50-315 

50-315 

0A999 

QA999 

0 

a 

a 

THATCHER, T L 
THATCHER, T L 
THE8SIN.J H 
THESBIN.d H 
THESSIN.J H 

6204260290 

0204280290 

8204090136 

8204190100 

0204200113 

0203290410 

0204030047 

0204060156 

8204080275 

8204080283* 

50-295 

50-454 

50-237 

50-237 

50-237 

p 

a 

p 

p 

p 

THESBIN.d H 
THESBIN.d H 

THOM, r 

THOMA. J 0 

THOMAS. 0 B 

0204200302 

8204280007 

6204150326* 

6204220676 

6204260270 

0204160306 
0204190216 
0204230206 
820423031 1 
8204230521 

50-237 

50-295 

50-295 

50-295 

50-237 

a 

p 

p 

p 

p 

THOMAS, 0 8 
THOMAS, d A 
THOMAS. d A 
THOMAS. M. 

THOMAS. R. 

6204260499 

6204270446* 

0204270456* 

8204230332* 

8204150502* 


INDEX 


SUBdECT 

CATEOORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEDOnV 


50-237 

P 

THOMAS, ft 

0204150509* 

70-1470 


50-346 

8 

THOMAS, ft D 

6204140028* 

50-312 

0 

CONTRACT 

CONTRACT 

CONTRACT 

50-261 

P 

THOMAS, R D 

THOMAS, R D 

THOMAS. R 0 

THOMPSON, A d 

0204140151* 

8204150398* 

8204230407* 

6204010431 

27-40 

FOIA 

70-1257 

REOOD 


NUREO 

30-330 

P 

THOMPSON, B 
THOMPSON, D 

8204230091* 

8112040619* 

40-2061 

FOIA 


50-350 

6 

THOMPSON, 0 

0204140129* 

50-182 

e 

FOIA 


THOMPSON, H P 

6204300153* 

50-416 

4 

50-395 

R 

THOMS, R D 

8204150513* 

FOIA 


50-462 

Q 

THOMSEN, F T 

8204300093 

50-522 

» 

40-6613 


THOMSEN, F T 

6204300093 

50-522 

» 

50-341 

A 

THOMBEN.F T 

6204300249 

50-522 

{ 

50-341 

A 

THORNDERRY.R C 

8204050321 

50-275 

It 

REOOD 


THORNBERRY.R C 

8204150266 

50-278 

4 

PR 


THORNBURO, H 

8204140136* 

50-20 

S 

50-305 

0 

THQRNBURO. H 0 

8006171021* 

50-246 

P 

50-334 

a 

THORNBURO, H D 

6110260216* 

40-2061 


50-334 

Q 

THORNBURO. H D 

6204230113* 

40-2061 


50-305 

Q 

THORNTON, P 

8204080546 

50-1 JJ 

« 

50-409 

P 

THORPE, d R 

820406037S* 

50-28? 

P 

50-269 

Q 

THORPE. J R 

0204150464 

PR 


50-250 

Q 

THORPE, d R 

0204270341 

REOOD 


50-302 

Q 

THORPE, d R 

0204300290 

PR 


50-369 

a 

THORPE, d R 

6204300301 

REOOD 


50-335 

0 

THORPE, d R 

0204300463 

PRH 


50-269 

0 

THORTON, P 

0204080546 

50-155 

i 

40-2061 


TIERNAN.J A 

8204270354 

50-317 

P 

50-440 

E 

TIKOO.S 

8203290190* 

50-219 

P 

50-302 

A 

T1K0D.8 

0204130330* 

50-155 

f 

50-413 

a 

TILL.C E 

6204010540 

NUREO 


50-275 

p 

TILLEY, A E, 

0204260057* 

40-6613 


50-329 

A 

TILLHAN.A 

8204210219* 

30-330 

1 

50-329 

A 

TILLMAN, A 

8204280131 

30-250 

i 

50-490 

A 

TILLMAN, A 

3204260432* 

70-143 


50-329 

A 

TILLMAN.A D 

0204200444 

50-250 

5 

50-275 

P 

TIPP8, 8 Q 

8204200403* 

50-366 

1 

50-369 

P 

T0AL8T0N, A 

0204080574 

50-528 

F 

50-307 

A 

T0AL8T0N, A 

0204140447 

50-3SB 

H 

50-373 

A 

TOALBTQN, A 

8204190309 

30-443 

n 

50-327 

P 

TOALSTON. A 

8204220068 

30-443 

n 

50-367 

A 

TOBIAS, ML 

0204150559 

NUREO 


50-329 

E 

TODD.O A 

6204230412* 

70-143 


50-36 1 

P 

TODD. W E 

8204140052 

FOIA 


50-361 

P 

TODOBOWiM 

6204210320 

RES 


50-397 

E 

TOLAND, 0 C 

6204270130* 

40-6422 


50-329 

A 

TOLBERT, D 

0204300309 

REOOD 


50-361 

P 

TOLF, M, U 

8204300163* 

50-414 

A 

50-361 

P 

TOLF, M L 

0204300177* 

50-416 

A 

50-466 

A 

TOLF, M L. 

0204300104* 

SD-416 

A 

50-302 

A 

TOLF, M U 

8204300190* 

30-416 

A 

50-373 

A 

TOLF, M L 

8204300193* 

50-416 

A 

50-400 

H 

TOLF, M, L 

8204300209* 

50-416 

A 

50-329 

A 

TOMLINSON, D P 

6204120404 

50-490 

e 

50-329 

A 

TOMLINSON, D P 

8204260186* 

50-392 

0 

50-302 

A 

TONOUE, T M 

8204200176* 

50-10 

0 

50-322 

A 

TOOLE, R 

8204130068* 

50-289 

F 

50-413 

E 

TOOLE, R 

8304130163* 

50-2B9 

F 

50-387 

A 

TOOLE. R d 

0204010399 

50-209 

S 

50-341 

0 

TOOLE, R J 

8204220423 

50-287 

t 

50-400 

H 

TOTH, A D 

8204130336* 

50-460 

5 

50-344 

Q 

TDZZI.d J 

0204260307* 

ORO 

P 

50-206 

0 

TRAMELL.C M 

0204270499* 

50-310 

50-219 

a 

TRAMM. T R 

8204070435 

50-454 

A 

50-416 

A 

TRAMM, T R 

0204120247 

30-456 

S 

50-205 

B 

TRAMM, T R 

0204150485 

50-434 

* 

50-302 

a 

TRAMM, T R 

8204160235 

50-434 

Z 

50-522 

a 

TRAMM. T R 

0204160302 

80'454i 

A 

50-522 

0 

TRAMM, T.R. 

8204160600 

50-434 

A 

50-522 

0 

TRAMM, T R 

8204190104 

80-43* 

t 

50-522 

0 

TRAMM, T R 

8204190212 

80-434 

t 

50-440 

0 

TRAMM. T R 

0204260096 

50-454 

k 

50-440 

0 

TRAMMELL, C.M. 

0204290002 

50-344 

P 

50-440 

a 

TRAMMELL, C M. 

8204300039 

50-344 

P 

50-440 

0 

TRAUTMAN, M. 

6204230046* 

40-2061 

30-556 

a 

TRAVERS. W. D 

6204260038* 

30-320 

1 

30-259 

R 

traviebo-diaz 

0204260171 

50-312 

* 

50-286 

p 

TRAVIE80-DIAZ 

6204260171 

30-312 

* 

PRM 


TRAXLER.B, 

8204010270* 

30-329 

H 

50-443 

A 

TRAXLER.P 

8204130124 

50-341 

H 

30-219 

Q 

TREBY.S A 

0204030010 

50-142 

t 

50-219 

a 

TREBY.S.A 

8204290132* 

50-70 

K 

50-390 

a 

TREdO, d C 

6204270323* 

30-29 

5 

FOIA 


TREMPER.L 

8006270043* 

FOIA 





PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 


NUMBER 

CATEOQRY 

•raffEft.i-. 

Sao 4090 153 

90-29 

F 

t:;j!avic. h s. 

6304050 13S 

90-416 

A 

IlnjNACfM. iJ 

eS043&0S21« 

90-299 

P 

TfJlE.D C 

8204070397 

50-313 

R 

'ICraiE.D c 

62042801 45 

50-360 

8 

^;-JLE.D c 

820430O3S5A 

90-317 

Q 

11 [Iff 

820402O3O& 

90-334 

8 

'UPP.L e 

e20420022a» 

80-412 

0 

>:pp.l c 

e20420049S«: 

90-410 

Q 

E 

8204230361* 

FOIA 


rslfP.L E 

6204230505* 

90-322 

0 

iipp.L e. 

8204270162* 

90-272 

Q 

TlPPrL E, 

B 20437044 6* 

50-219 

Q 

•rfF.C 

9304200135 

50-213 

P 


0204280508 

90-213 

P 


9204210307* 

50-334 

0 

L 

0204230593* 

70-1201 


rKWRIlWE.D F. 

8204130120 

50-BS9 

0 

'iOtORICCE.O F 

8204130120 

50-209 

0 

’fjirr, j 0 

8204280027 

NUREO 


niKu la. A 

8204230503* 

90-382 

T 

U^leC C 

8204220269 

RES 


ryj. w C- 

B2040200S1 

50-295 

P 

w. a E 

8204160039 

90-382 

0 

TJPJUS E 

8204190136 

50-382 

0 

rjft, s.E 

8204230463 

50-382 

T 

TvPMCE.K -9 

8204290616 

NUREO 


Mrs, It- F 

8204230510* 

90-382 

T 

Ml«4lt F 

8204230810* 

90-302 

T 

.^ALt.. H K. 

820401 0504* 

COMMISSION 

tTAtb^K K 

8204080265* 

COMMISSION 

I'EU.rfl A 

8204160122 

FOIA 


LKRITJ^S A 

8204120164 

50-272 

Q 

Ur^tTIifl A 

8S04190158 

90-311 

8 

L%tlTC.n A 

8204200288* 

90-272 

0 

t«Rir2>fi A 

8204200319* 

90-272 

Q 

A 

B304S0O327* 

90-272 

0 

.'<rA. C 

02032901 IB 

90-305 

P 

k^f.A- C 

8303300003 

90-309 

P 

J^f.A C 

8204140575 

90-321 

P 

UO'/-P. 

8204280421 

XPORTLIC 


UCV.F. 

8204380428* 

XPORTUIC 


LHHIQ.R E 

8204010429* 

90-290 

Q 

U«t9.R E 

8204010433* 

30-250 

0 

URI4. R E 

8204020337 

90-339 

P 


8204020404 

90-290 

P 

i>R[«jn,E 

8204090208 

90-3B9 

C 

IMtIQ.ft E 

8204050232 

90-389 

K 

Ufilft.R E 

8204060029 

90-309 

A 

U«ia,R E 

9204060069 

90-335 

P 

E 

8204060099 

90-290 

P 

U«I«jR E 

9204070394 

90-335 

F 

•JflIft.R E 

8204070426 

50-290 

P 

tHHUr.R E 

8204080118 

90-399 

8 

U«t0,n E 

S2040S0I74 

30-389 

S 

e 

6204080179 

50-389 

8 

lARI®. B E 

8204080324 

90-309 

8 

IH9I®. R.E 

8204120155 

90-339 

P 

U«I9.n.E 

8204120186 

90-290 

P 

itSI&.K.E 

8204120214 

90-290 

R 

^JWIQ’. R E 

8204120324 

50-290 

P 

E 

8204130077 

50-399 

A 

W*l»- ft E 

8204130079 

90-339 

A 

R E 

8204130083 

90-339 

P 

U«IQrR.E 

8204130155 

90-389 

A 

'>fite,R E 

8204130327 

90-250 

P 

Itfilff.fl E. 

8204140203* 

90-339 

0 

VhtflU:, R E 

8204140247* 

50-290 

Q 

WISrR E 

8204140304 

90-290 

P 

vmvi, R E 

8204140342* 

90-389 

Q 

IHtlO. B E 

8204140347* 

50-309 

0 

R E 

0204190057 

90-339 

P 

(HtlOi n e 

8204200061 

90-389 

F 

■WIOrR.E 

8204200209 

90-389 

A 

VWlO. ft E 

8204200211 

90-309 

A 

■HllOi R e 

8204200489 

90-290 

P 

u«i0^n E 

8204230923 

90-291 

0 

U-Rtg,ft E 

8204230930 

90-339 

0 

UHtlQift E 

8204260201 

90-290 

P 

•Htig.ft E 

8204270173 

90-399 

0 

WR]0#R E 

9204270190 

90-389 

0 

WfilO^n E 

9204270209 

90-290 

p 

WfilOift C 

8204270268 

90-290 

Q 

R.E 

8204270277 

90-339 

P 

umtg. R E 

8204270493 

90-339 

P 


AUTHIR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

UHRtO.R E 

0204270470 

50-291 

a 

UHRIO.R E 

0204290093 

90-290 

p 

UHRIO. R E 

8204300043* 

90-335 

F 

UHRIO.R E 

0204300340 

90-309 

R 

UHRIO. R E 

0204300390 

50-290 

F 

UPRIOHTiC t1 

92<?4230399» 

50-438 

Q 

URAUQWSKl r P 

URBAN in. T 

0204 1 50497* 
0204230402* 

FOIA 

90-382 

T 

URBAN IK, T 

8204230462* 

90-302 

T 

UTLEVi E E 

8204060001 

90-261 

P 

UTLEY. E E 

B2042000S6 

50-261 

F 

UTLEY. e E 

8204200376 

50-261 

P 

UTLEY. E E 

8204200401 

90-324 

F 

UTLEY. E E 

0204230354 

50-261 

P 

UTLEY, E E 

0204290334 

50-324 

P 

VACCA.P 

VACCA.P C 

VACCA, P C 
VALENTE.F A 
VALLARIO. E 

8204180947* 
7902060096* 
7904260060* 
020429064 1 
0204210911 

FOIA 

FOIA 

FOIA 

70-600 

50-937 

0 

UALDRE.C L 

VAN ALSTINE.D 

0204160499 

0204230440* 

PR 

90-922 

A 

VAN BRUNT. E E 

0202160309 

90-528 

E 

VAN BRUNT. E E 

0204020513 

50-528 

A 

VAN BRUNT. E E 

8204090126 

50-520 

B 

VAN BRUNT.E E 

0204050307 

90- 928 

0 

VAN BRUNT.E E 

0204090314 

50-928 

0 

VAN BRUNT.E E 

0204090322 

50-920 

S 

VAN BRUNT.E E 

8204060030 

50-920 

A 

VAN BRUNT. E E 

8204060069 

50-930 

n 

VAN BRUIT. E E 

8B04060074 

50-928 

A 

VAN BRUNT.E E 

8204060139 

50-928 

A 

VAN BRUNT.E E 

8204070241 

50-520 

E 

VAN BRUNT.E E 

0204000411* 

50-920 

a 

VAN BRUNT.E E 

0204080499 

50-928 

a 

VAN BRUNT.E E 

8204120419 

50-920 

A 

VAN BRUNT.E E 

8204160204 

50-920 

A 

VAN BRUNT.E E 

0204160309 

90-528 

E 

VAN BRUNT.E E 

0204 1 90207 

90-920 

A 

VAN BRUNT.E E 

0204 1 90292 

90-920 

e 

VAN BRUNT.E E 

8204190325 

90-929 

A 

VAN BRUNT.E E 

0204190330 

90-929 

e 

VAN BRUNT.E E 

0204 1 90332 

90-929 

F 

VAN BRUNT.E E 

9204210421 

50-920 

A 

VAN BRUNT.E E 

8204210444 

50-920 

e 

VAN BRUNT. E E 

0204230146 

50- 528 

0 

VAN BRUNT, E E 

8204230257 

90-920 

0 

VAN BRUNT.E E 

0204230582 

90-528 

S 

VAN BRUNT.E E 

0204260067* 

50-520 

0 

VAN BRUNT, E E 

0204270339 

90-52B 

E 

VAN BRUNT.E G 

0204200443 

50-920 

A 

VAN BRUNT.E E 

0204280491 

50-920 

E 

VAN BRUNT.E E 

8204300317 

50-520 

3 

VAN DEfWfitl.R 

VAN HER HOVEN 

8204140098 

8204270362 

FOIA 

50-443 

A 

VAN ECK.O J 

VAN ROOYEM. 0 

VAN SICKEL.J D 

8204260010 
0204070 1 00 
8204120231* 

NUREO 

NUREO 

50-331 

8 

VAN SU3TEREN.N 

0204160001 

90-46 1 

0 

VAN SUSIEREN, W 

0204160001 

90-461 

0 

VAN SUSTEREN.U 

8204160002 

90-461 

0 

VAN SUSTEREN.N 

8204 1 60002 

90-461 

o 

VAN SU37EREN, M 

6204160005 

90-461 

0 

VAN SUSTEREN, U 

8204 1 60009 

50-461 

0 

VAN WAtt^TR.B V 

0204090219* 

90-299 

o 

VAN WINKLE, W 

VANDEL, T E 

8204070074 
0204130 let* 

NUREO 

50-482 

3 

VANDEL, T £ 

0204270399* 

90-402 

Q 

VANDENBERQ. D 

0204160432 

90-299 

R 

VANBENaLR«H, 

0204190336 

SO-OOT 

F 

VANDERBEEK, R 

0204190093* 

90-407 

P 

VANOeUAUE. 0 
VANBEMAUE.I) j 

0204190499 

8204090188 

PRM 

90- 1 59 

8 

VANDEWALLE. 9 J 

0204060144 

90- 1 59 

P 

VANMHALLE, J> J 

0204090211 

90-259 

P 

VANDEWALLE, D 0 

0204130072 

90-259 

F 

VANDEWAU-E. D. J 

0204 1 60489 

90-199 

P 

VANDEWALLE. 0. J 

8204200299 

90-299 

P 

VANOeUAU-E, D. J 

0204200498 

90-299 

P 

VANDEWALLE. D, J 

0204290337 

90-299 

P 

VANDOORN, P K 

8204140177* 

90-413 

Q 

VAHDOORN.P K 

8204140404* 

50-413 

0 

VARDA 1 8 

8204220679* 

90-286 

P 

VARDA, S A. 

8204010091 

90-261 

P 

VAROA. B A 

8204020090 

90-315 

P 


AUTHDR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 





VAROA, S A 

8204020066 

50-290 

P 

VAROA, S A 

8204020071 

50-250 

0 

VAROA. S A 

8204020007 

90-305 

P 

VARGA. S A 

8204020074 

50-334 

Q 

VAROA. a A 

8204020106 

50-247 

P 

VAROA . B A 

8204050408 

50-250 

P 

VAROA . S A 

0204070624 

50-272 

P 

VAROA. 8 A 

8204070631 

90-340 

P 

VAROA. 8 A 

8204070664 

90-340 

P 

VAROA, S A 

8204080 108* 

50-250 

P 

VAROA. 8 A 

0204080119* 

50-230 

P 

VAROA. S A 

8204000170 

90-261 

<1 

VAROA. 3 A 

820 40900 71 

90-319 

P 

VAROA , S A 

0204070076 

90-247 

P 

VAROA. 0 A 

8204070002 

50-206 

P 

VAROA. S A 

8204120017 

SQ-279 

P 

VAROA. B A 

0204120064 

30-290 

P 

VAROA. B A 

8204120440* 

50-334 

P 

VAROA. S A 

8204120452* 

90-334 

P 

VAROA. 0 A 

8204130013* 

90-261 

P 

VAROA. 8 A 

0204130010* 

50-261 

P 

VAROA. 8 A 

0204 1 30022* 

50-261 

P 

VAROA. S A 

8204130029* 

50-261 

P 

VAROA. S A 

0204140917 

90-348 

P 

VAROA. S A 

8204190291* 

90-364 

P 

VAROA. S A 

8204150398* 

50-364 

P 

VAROA. B A 

9304190006* 

ao-aso 

P 

VAROA. S.A 

8204170007* 

50-250 

P 

VAROA. a A 

8204 170 1 79 

30-340 

P 

VAROA. S A 

0204170410 

30-272 

P 

VAROA. 0 A 

0204170421 

30-247 

P 

VAROA. S A 

8204300900 

30-315 

a 

VAROA. a A 

0204210099* 

90-250 

p 

VAROA. S A 

8204210331 

30-250 

p 

VAROA. a A 

8204210756 

50-309 

p 

VAROA 1 a A 

9204220007* 

50-261 

p 

VAROA. S A 

6204220073* 

90-261 

p 

VAROA , S A 

8204220163 

90-309 

p 

VAROA, S A 

0204220107* 

50-299 

p 

VAROA , 9 A 

8204220179* 

90-279 

p 

VAROA, a A 

0204220234 

30-279 

p 

VAROA, a A 

0204220414* 

30-334 

p 

VAftOA. 5 A 

8204220429* 

90-304 

p 

VAROA, 3 A 

8204220453 

30-334 

<j 

VAROA. a A 

8204220466 

30-206 

p 

VAROA. a A 

0204220473 

50-261 

p 

VAROA. a A 

0204220600* 

30-319 

p 

VAROA. S A 

8204220610* 

90-250 

p 

VAROA. 8 A 

0204220610* 

50-313 

p 

VAROA. 3 A 

8204220617* 

30-290 

p 

VAROA, a, A 

9204220606* 

30-286 

p 

VAROA , 8 A 

8204220674 

90-272 

p 

VAROA 1 3 A 

0204230144 

90-313 

p 

VAROA. a A 

82042301 40 

30-334 

F 

VAROA. S A 

8204260030 

30-313 

F 

VAROA. a A 

8204260033 

90-280 

P 

VAROA. a A 

0204260127 

90-272 

P 

VAROA. a A 

8204260279 

50-319 

F 

VAROA. a A 

0204260351 

30-309 

0 

VAROA. a A 

8204270003 

90-286 

P 

VAROA. S A 

0204270006 

30-348 

P 

VAROA. a A 

0204270007 

90-313 

P 

VAROA. a A 

8204270041 

90-309 

P 

VAROA . a A 

8204270055 

90-247 

P 

VAROA. 8 A 

8204270517* 

90-334 

P 

VAROA. 8 A 

02042 70528 » 

50-334 

P 

VAROA. a A 

9204280117* 

30-290 

P 

VAROA. a A 

8204200134* 

30-290 

P 

VAROA. a A 

8204200610 

90-200 

P 

VAROA. 8 A 

0204280621 

50-309 

P 

VAROA. S A 

0204200628 

50-313 

Q 

VAROA, 3 A 

0204270482 

30-31 1 

P 

VAROA. a A 

8204270471 

90-334 

F 

VARGA. 3 A 

0204270575* 

90-280 

P 

VAROA . a A 

8204270383* 

90-200 

P 

VAROA. a A 

0204270663* 

30-200 

P 

VAROA, B A 

0204270672* 

30-280 

P 

VAROA, a A, 

8204300044 

90-290 

P 

VAROA) a A 

8204300070 

50-200 

P 

VARNER. D H 

8204020424* 

90-331 

a 

VARNER, 0 M 

8204030473* 

30-331 

a 

VARNER, D H 

8204120272* 

30-331 

B 

VARNER, D M 

8204120311* 

90-331 

8 

VARNER. D M 

B2D4160133* 

90-331 

a 

VARNER, D M 

8204160144* 

90-331 

a 


546 


PERSONAL AUTHOR INDEX 



ACCEBBION 

SUBdECT 


AUTHOR 

NUMBER 

CATEODRY 

AUTHOR 

VARNER, 0 M 

6204300401* 

90-331 

S 

VI88IN0.0 8 

VARNER. L 6 

8204220049* 

CONTRACT 

VISBINO.O. 8 

VA88ALL0, 0 

8204120498 

90-294 

P 

Visa I NO, 0 a 

VAS8ALL0, D 6 

8204070014 

90-261 

P 

VITO, D d 

VASSAtUD, D 3 

6204070906 

90-293 

F 

VOELZ, 0 L 

VASBALLO, 0 6 

6204070677 

90-331 

P 

VOOEL.L J 

VABSALUO, 0 6 

6204090096 

90-293 

P 

VOOLER, B H 

VABSALLO. 0 B 

B804180096* 

90-237 

P 

VOOT-LOMSLL, R. 

VASSALtO, 0 B 

8204120063* 

90-298 

P 

Va0T-L01€LL, ft. J 

VABSAUtO, D Q 

6204120073* 

90-298 

P 

VaiOT,H H 

VASSALLO. D 6 

B20412OD92* 

90-299 

P 

VOIOT.H H 

VA88ALL0, 0 B 

6204120100* 

90-299 

P 

VOLOER , B H 

VASSALLO. 0 6 

8204120464 

90-324 

0 

VOLLMER.R H 

VA86ALL0. 0 B 

8204130001 

90-299 

F 

VOLLMER.ft. H 

VAesALLO,J> a 

6204130478 

90-249 

P 

VORDERSRUEOOEN 

VA86AI.LQ, 0 6 

6204130489 

90-299 

P 

VOSaURY.F 

VA88ALU0, 0 D 

8204140909 

80-293 

P 

VOSBURY.F 

VASBALLO,!} 0 

6204140906 

90-293 

P 

VOUTYRAS, M 

VABBALUOiD B 

6204140628 

90-271 

P 

VHEELANO, ft J 

VABSALLO, D B 

6204140632 

90-298 

P 

VREELANO, R d 

VABSALLO, D B 

8204190004* 

90-296 

P 

VREELAND, ft d 

VABSALLO, 0 B 

B204 190007* 

90-296 

P 

VREEi AND, ft d 

VASBALLO, D B 

8204190343 

80-331 

P 

WACHTER.L J 

VABSALLO, D 6 

8204190412 

80-271 

P 

MACHTER,© A 

VABSALLO, D B 

8204160134 

80-331 

P 

WACKERS.P J 

VASBALLO, 0 fi 

82041601 3S 

80-331 

P 

HADE, L, 

VAaSALL0,0 B 

8204190024 

80-324 

P 

HADE, L 

VABSALLO, 0 B 

8204190206 

80-289 

P 

HADE, W 0 

VA3SALL0, 0 D 

8204190238 

80-289 

P 

UADMAN, W U 

VASSALLO, D 0 

8204190368* 

80-333 

P 

MADMAN, W W 


ACCESSlOh^ 

NUMBER 


8204t»001S 
620421 0&03 
6204260409 
6204220290* 
8 2 04230066 » 

B204140990 

8204020262 

8204010446* 

8204140440* 

8204210449 

8204210449 

8204230999 

8011040010* 

8204220686* 

8204140241* 

8204200477* 

8204290064* 

8204090349* 

8204190130* 

8204230029* 

8204230029* 

8204230239* 

6204120397* 

8204090468 

0204010447 

8204190946* 

8204190970* 

8204270020* 

8204220263* 

8204300462* 


SOBJECT 

CATEOaSY 


90-269 P 
90-313 P 
90-313 P 
90-277 P 
40-2061 

90-206 P 
30-389 M 
90-290 0 

90-290 Q 
90-341 T 

90-341 T 
90-462 M 
90-922 A 
90-327 P 
90-920 Q 

90-327 P 
90-338 a 
90-390 A 
40-2061 
40-2061 

40-2061 
40-2061 
90-263 a 
90-289 P 
REOOO 

FOIA 

FOIA 

90-346 P 
90-271 a 
90-219 0 


AUTHOR 

WATKIN8.L 6 
MATKINSiL a 
WATT6,K 
HEATHERBV. d (. 
MEAVERi U U 

I4EAUER.L.I4 
UEBBi B J 
WEBBi D r 
UEBB. D F 
WEBB.E 

UEBB. M A. 
UEBER.B J 
WEBER, 0. A. 
WEEKS, E D 
WEEKS, E t> 

WEEKS, d R 
WEEKS, K R. 
WEEKS, R W 
WEOST, U F, 
WeOSTiW F 

WEIDEMAN,D 0. 
WEIDEHAN, D 0. 
WEIMER,R D 
WEINFURTER.E 
WEINFURTER.E 

WEI8E,6 
WEI8EnAN.R A 
WEISS. D 
WEISS, D 
WEISS, 0 


ACCESSION 

NUMBER 


0204190096 

8204190160 

820402024S 

8204270912* 

6204190276* 

6204220269 

6204010996 

6204200334 

8204200339* 

8204270490* 

6204140097* 

6204280446* 

6204070640* 

6204090090 

8204190299 

5204070100 

8204010909* 

6204010942 

6204120264* 

8204270364 

6204090386 

6204270261 

6204090419* 

6204120431* 

6204190229* 

8204010409* 

6204160974* 

8804200986* 

6204260342* 

8204260349* 


SUBdECT 

CATEOORY 


30-362 0 

90-302 0 

40-4492 
90-496 A 
90-334 ft 

RES 

NVREO 

90-396 0 

90-398 0 

90-244 6 

COMTRACT 
90-213 P 
90-313 P 
90-133 ft 
90-133 ft 

NUREO 
REOOO 
NUREO 
90-142 r 
90-142 I 

70-2638 
70-2902 
90-277 I 
90-294 S 
90-294 ft 

90-261 a 

TOPREP 

40-8061 

40-8766 

40-8766 


VASSALLO, D 6 

8204190372* 

80-333 

P 

WAONER, A. O 

8204230487* 

50-416 

0 

VABSALLO, 0 0 

8204190418 

80-290 

P 

UAONER,P C 

8204010016 

50-270 

P 

VASSALLO, D Q 

6204210003* 

80-293 

P 

WAONER, P C 

8204070634 

50-269 

P 

VASSALLO, E> 6 

8204210007* 

90-293 

P 

WAONER, P C 

8204080034 

50-269 

P 

VASSALLO, 0 a 

8204210364 

80-331 

P 

WAONER, P C 

8204210419 

90-269 

P 

VA63ALLO, 0 6 

8204210373 

80-293 

P 

WAONER, P C 

8204260377 

90-269 

0 

VASSALLO, D B 

8204230193 

30-293 

P 

WAONER, W J 

8204140248* 

80-362 

a 

VASSALLO, 0 a 

8204230199* 

80-293 

P 

WAONER, W d 

82 04300210* 

90-206 

a 

VABSALLO, 0 B 

6204230203* 

30-293 

P 

WAHLER.P S 

8204160081 

NUREO 


VABSALLO, 0 6 

9204230219* 

80-293 

P 

WAHLER, P S 

8204210646 

NUREO 


VASSALLO, 0 0 

8204230896* 

90-293 

P 

WALO,N 

8204140201* 

FOIA 


VASSALLO, D B 

8204260047* 

90-293 

P 

WALKER, a 

8204120137 

90-329 

0 

VASSALLO, 0 D 

8204260084* 

90-293 

P 

WALKER, a 

8204140064* 

90-341 

A 

VABSALLO, D B 

8204260098* 

90-293 

P 

WALKER, 0. H 

8204080264 

REVIEW 

ORP 

VABSALLO, D B 

8204260403* 

90-293 

P 

WALKER, P 

8204210661 

90-269 

p 

VASBALLO, 0 D 

8204270028 

90-331 

P 

WALKER, R 

0204160297* 

90-373 

a 

VABSALLO, D B 

8204270062 

90-299 

P 

WALKER. R D 

8204080482* 

90-373 

a 

VASBALLO, D B 

8204270472 

90-220 

0 

WALKER, R D 

8204120190* 

90-373 

a 

VASSALLO, D B 

8204270809* 

90-293 

P 

WALKER, R D 

8204160889* 

80-373 

a 

VASSALLO,!) B 

8204270817* 

90-293 

P 

WALKER, R. 0 

8204220318* 

90-373 

a 

'ASSALLO, D. B 

6204270978* 

90-296 

P 

WALKER. R D 

8204220804* 

80-461 

a 

'AS8ALL0, D B 

8204270888* 

90-296 

P 

WALL, L 6 

8204230381 

80-362 

A 

'ASSALLO, 0 B 

8204290462 

90-294 

P 

WALLACE. L £ 

8204260230 

80-299 

0 

'ASSALLa 0 B 

6204290948* 

90-237 

P 

WALTON, 0 A 

8204200223* 

50-412 

6 

'ASSALLO, 0 6 

8204290963* 

90-237 

P 

WAHBACH.T V 

8202030188 

90-299 

P 

'ASSALLO, 0 6 

8204290369 

90-298 

P 

WANDKE, N. e 

8204070281 

80-298 

R 

'ASSALLO, D 8 

8204290888 

90-298 

P 

WANO, C H 

8204190277 

80-243 

P 

/ABSALLO, 0 Q 

8204300429 

90-333 

0 

WARD, a 

8204210043 

40-8771 


VAUeWANiC M 
VAUOHAN.C H 

6204010127 

8204010460* 

70-1113 

70-1113 


WARD, d 0 

WARD, K D, 

8204190367* 

8204090360* 

FOIA 

90-268 

a 

VAU0HAN,C M 

8204220020 

71-4986 


WARD, K 0 

8204090369* 

90-329 

Q 

VAUOHANtC M 

8204230319* 

70-1113 


WARD, K D 

8204200273* 

90-440 

a 

VAUOHANtC H 

6204230323* 

70-1113 


WARD.K D 

8204270477* 

80-266 

Q 

VAUOKANiD S 
VAURIO. d K 

8204070074 

8204300429 

NUREO 

NUREO 


WARD, W d 
WAREMBOLRO, D, 

8009130140* 

8204080066 

FOIA 

80-267 

8 

VEAKIS.E. 

8204220117 

RES 


WAREM80UR0, D 

8204090142 

80-267 

6 

VEHAHiM E 

8204290446* 

70-1216 


WAAEMBOURO. D 

8204120173 

80-267 

P 

VEHAR , M E 

8204290464* 

70-1216 


WAREnBOLRO. 0 

820 4 1201 90 

80-267 

R 

VEHAR,M E 

8204290803* 

FOIA 


WAREMBQLRO. S 

8204 120269 

80-267 

R 

VEHAR, H E 

8204290812* 

70-1216 


WAREMBOURO.D 

8204 120408 

50-267 

0 

VEHAR, M E 

8204290928* 

70-1216 


WAREMBOURO.D 

8204130067 

50-267 

F 

vebpe, v.c 

8SO42I0OS6* 

FOIA 


WAREHBOURO.O W. 

8204090071* 

80-267 

F 

VlLLFORIHid C 

8204160618 

90-164 

D 

wAHEMeauRo.o w 

6204090200 

50-267 

p 

VILLFORTM, d C 

8204160628 

90-329 

D 

WAREMBOURO.D W 

8204300222* 

50-267 

F 

VINCELETTEiM D 

8204190384 

40-8601 


WARNICK.R, F 

7903010164* 

50-258 

P 

VIMCENT.R A ' 
VINCENT. R A. 

8204080099 

90-199 

P 

WARNICK.ft F 

8006171028* 

80-266 

p 

B2040S0262 

90-299 

P 

WARWICK, R F 

8204140129* 

80-182' 

8 

VINCENT, R A 

8204080361 

90-299 

P 

WARWICK, R F 

820423009 1 * 

40-2061 

VINCENT, ft A 
VINCENT, ft A 

8204060009 

90-199 

P 

WARREN, a C 

8204370024 

8t*fe* Prao 

8204120143 

90-199 

P 

WARREN, R 0 

82040902 1 9* 

80-320 

F 

VINCENT, ft, A, 
VINEYARD, P 
VINEYARD, P H 
VINEYARD,? w 
VISStNO.O 8 

' 8204290260 

90-199 

P 

WARREN, 8 K 

8204060299 

50-32? 

0 

8204220089* 

FOIA 


, WA8H1NQTDN, d L 

8204070344 

50-329 

D 

0£Otl9O432» 

FOIA 


, WATERS, d 

8204160849 

50-304 

a 

0102270118* 

FOIA 


WATERS, d. ft 

8204270238* 

50-295 

a 

8204120079 

90-313 

P 

WATKINB.L a. 

8204190090 

50-382 

0 


WEISS, E 


8204300001 

50-320 

P 

WEISB.E R. 


8204010298 

50-289 

0 

WEISS, E R 


8204010298 

80-889 

0 

WEIB 8 , E R 


6204060012 

80-837 

0 

WEISS, E R. 


6204060012 

90-937 

0 

WEISS, E R 


8204160041 

50-209 

0 

WEISS, E.R 


8204160041 

30-269 

» 

WEISB.E R. 


0204190198 

90-837 

9 

WEISB.E ft 


6204190195 

50-837 

» 

WEISS, E R 


8204190195 

80-837 

0 

WEISS, E ft 


8204190200 

80-837 

0 

WEISB.E R 


8204190200 

90-837 

0 

WEI 8 B,E.R 


8204190200 

90-837 

0 

WEISB.E R. 


B204 190224 

90-537 

0 

WEI 6 B 1 E R. 


6204190224 

90-337 

0 

WEISS, E.R 


8204190224 

90-837 

0 

WEISB.E R, 


8204210492 

50-937 

9 

WE188, E R 


8204210492 

90-837 

9 

WEISS, E.R 
WElSe.L 

WELLS, a 


8204210492 

8204220868 

6204010461 

50-837 

FOIA 

REOOD 

0 

WELLS, 0 A 


8204090027 

90-341 

3 

WELLS, O.A. 


8204090139 

90-341 

S 

WELLS, D A 


8204090166 

30-341 

6 

WELLS, D A 


8204090199 

30-341 

5 

WELL 6 , 0 A. 


8204090296 

80-341 

6 

WELLS , 0 A 


6204090320 

80-341 

s 

WELLS, 0 A 


6204090107 

80-341 

« 

WELLS, 0 A 


8204160362 

80-341 

a 

WELL 6 , D A 


8204160943 

80-341 

8 

WELLS, D. A 


8204270299 

90-341 

8 

WELLS, R A. 


8204200019 

80-329 

V 

WELLS, R A 


6204200036 

80-329 

0 

WELLS, R. A 


6204200287 

80-329 

A 

WENOERLICK.R 

L 

6204010148* 

80-318 

8 

WENOERLICK.R 

L 

8204020334* 

80-317 

6 

WENDERLICH.R, 

L 

8204090242* 

80-318 

a 

WENDERLICKiR. 

L. 

8204270440* 

80-318 

a 

WEN 8 LAW 8 KI,F 


8204070822* 

80-361 

a 

WENBLAW8K1,F 


8204270231* 

80-344 

4 

WENeLAWSKt.F 

A 

8204120208* 

80-344 

a 

WENSLAWBKI.F 

A. 

8204130231* 

80-361 

a 

WENSLAWBKI.F 

A 

8204130260* 

80-206 

a 

WENSLAWBKI.F 

A. 

6204190473* 

FOIA 


WENSLAWaKI,F 

A 

6204270444* 

80-312 

a 

WENBLAWmi.F 

A 

8204290248* 

80-70 

a 

WENSLAWBKI.F 

A 

0204300427* 

80-520 

0 

WERT, M, 


8204220047 

80-244 

p 

WESCOTT.H. 


8204160297* 

80-373 

a 

WESCOTT.H. M, 


. 6204080452* 

80-373 

a 

WESCOTT.H. M. 


8204220318* 

90-373 

a 

WEeLEY, D. 
WESSHAN.R. H, 
WEB8MAN,R. H. 
WEBSHAN.R. K, 


8204160062 

8106230241* 

, 0804160194* 

8204160206* 

90-244 

FOIA 

FOIA 

FOIA 

p 



ACCESSION 

SUBUeCT 


Aormn 

NUMBER 

CATEGORY 

H 

0204160211* 

FOIA 


USSSl^A^.R H 

0204160219* 

FOIA 


UtS5HAJ^.R H 

0204160223* 

FPIA 


n H 

BS04 160234* 

FOIA 


UESTrL D 

0304190349* 

QA999 


fctsr-R (V 

B30 4000 196* 

50-319 

F 

fctST. R A. 

0304190129* 

90-319 

F 

ursTanoot^K 3 

0304190173 

40-0786 


«ST*ROCX.A B 

8304290377 

40-6622 


«3T£PM«il. T 

0304030120 

90-290 

0 

KSTEHbWIj T F 

0304120234* 

90-482 

Q 

UESTERKANrT F 

0304120391* 

90-449 

0 

MESTeRfUW-t F 

8304130111 

90-267 

8 

WESTERfWJ. T F 

8304130233* 

90-267 

Q 

«3rERH«i. T F 

B204I303SS* 

30-203 

0 

WESTERHFM. T F 

0204260297* 

90-449 

0 

L€9T1.AKe.W 

8204 140091 

FOIA 


hcsn.AKe.vi 

8204 140443 

FOIA 


VESn-AKEiVI 

0204230014 

FOIA 


vcTnv.c H 

9204130009* 

90-333 

F 

VETHV.C M 

0204130011* 

30-339 

F 

kETHY.C R 

0204130093* 

90-339 

F 

liETMV.C M 

8204130093* 

30-333 

F 

hCTHY.C H 

0204200393 

90-333 

P 

liCTTeFAW.L U 

820 4 1 50391* 

FOIA 


UE.T lEPAU. L W 

8204130463* 

FOIA 


IcnePAUL H 

0204130492* 

FOIA 


hcneHAUiL hi 

8204130303* 

FOIA 


bETTeA^WHN. H 0 

0204000022 

50-358 

0 

WEI TEfthWIN. M J 

0204080022 

50-330 

0 

VErT£AHM«l>H 0 

8204210449 

30-332 

0 

verrEiiMAiifi.H o 

8204210449 

30-332 

0 

keriEL. R. A 

0304200392 

PR 


hWJJFW. R E 

0204010446 

REOOD 


UVCEI-eR.L L 

8204020146 

50-443 

A 

hftHECUER.L L 

B204120007 

50-443 

A 

IfrCEI-Efl.L L 

0204130351 

50-443 

F 

UVCeLEFJtU U 

8204140077 

90-443 

A 

uHEaeft.L L 

0204210739 

30-443 

A 

hJ«£CER.L L 

0204200031 

30-443 

A 

vv«;euER.r c. 

0204090296 

FOIA 


VHXPLE. O R 

0204140481* 

FOIA 


hAllTC. D C 

8204290145 

71-9141 


MHITC. J H 

0204090429* 

30-333 

Q 

UHITE.H D 

0204300026 

NUREO 


v»ireH£fi.H L 

8204010221* 

30-324 

0 

wtrCKEatM. 

0204010337* 

30-321 

Q 

WHXrilANrO D 

8204290623 

NUREO 


MHIfnEY^O 0 

8204010207* 

30-293 

8 

UHtTNEY.O 0 

0304010304* 

50-293 

8 

UHITHEY.O O 

0204010916* 

50-293 

8 

uHimeVfO 0 

8204090322* 

50-293 

R 

IMllMEY.O (? 

8204090324* 

50-293 

R 

UHtTMEV.O 0 

8204190246* 

50-293 

R 

UHITNEV.O 0 

8204130400* 

50-293 

5 

UMITNEV.D 0 

8204160917* 

90-293 

8 

UHlTHeV.O 0 

0204190110* 

50-293 

R 

hJHITNEV.O 0 

8204270200* 

50-293 

8 

hftnrreN’.^ e 

0204030343* 

40-1162 


WHITILEEElr, K A 

0204260237* 

90-445 

0 

UlCHHAN.K R 

0204190466 

TOPREP 


HIChXJa. F 

0204070300 

90-229 

F 

hickbi. f 

8204300393 

90-229 

F 

Ml COE KAN. 0 0 

0204160462 

70-1271 


UlCDEHAN. D 0 

0304270306 

70-1467 


UtEDEHAN.I> 0 

0204300223 

70-1079 


UteCER' A 

8009300301* 

30-139 

0 

UtEDER^A 

8204210715* 

30-139 

Q 

HtEOER.AM 

8204230969* 

70-23 


hflCeEKAVN.R. A 

8204030201* 

TOPREP 


WICBEHAVtl, R A 

8204060134 

TOPREP 


WlCBEHAVtl.R A. 

0204130299* 

TOPREP 


MtCBEKAItl, R A 

3204200303* 

90-266 

T 

WIESEK/^. R A 

8204210390* 

90-266 

P 

UlOOlNSiE 

8204220614 

CONTRACT 


hirOOINTCM, D 

8204 190239 

30-299 

P 

MtAOINtin.D 

8204190346 

50-299 

P 

HI40IHTDN. D 

8204190369* 

80-299 

P 

NIOOINTON. a 

8204220177 

90-299 

P 

WIOOIMTOI. J E 

8204190978 

NUREO 


UIOMT.A 

8204 190002 

90-443 

0 

WtKEi C R 

8204060033 

90-387 

F 

WtUBORN.U 

82040300 12* 

90-209 

0 

UtX-CaVE.K N 

8204200101 

90-329 

0 

Mli-COVe.K H 

8204210470 

30-320 

0 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUHDER 

SUBJECT 

CATEGORY 

MILCOX. J 0 

8204140190* 

50-430 

a 

NILCOXiJ 0 
NILDUNO.N J 

B204140456* 

8204010996 

50-430 

Hl/REG 

a 

WILKEY 

8204200374* 

50-358 

0 

WILLETT.D J 

8204300187* 

50-326 

0 

WILLETT. D J 

8204300191* 

50-326 

0 

WILLIAMS. C C 

8204090296* 

50-546 

0 

williams, C C 

8204090437* 

SO-373 

0 

WILLIAMS, C C 

0204120344* 

50-546 

a 

WILLIAMS. C C 

8204120490* 

90-195 

a 

WILLIAMS, C C 

8204160297* 

90-373 

Q 

WILLIAMS, C C 

6204220272* 

50-546 

Q 

WILLIAMS, C C 

B204220371* 

50-346 

a 

WILLIAMS, H P 

0204010217 

50-334 

5 

WILLIAMS, H P 

0204090000 

30-334 

6 

WILLIAMS, H P 

0204090297 

50-334 

8 

WILLIAMS, H P 

0204090266 

50-334 

8 

WILLIAMS, M P 

6204090279 

50-334 

S 

WILLIAMS, H P 

8204220439 

50-334 

8 

WILLIAMS, H P 

8204260162 

50-334 

8 

WILLIAMS, U A 

0204300046* 

50-339 

F 

WILLIAMS, J M 

0204160492 

50-291 

S 

WILLIAMS, J W 

8204020212 

50-250 

s 

WILLIAMS, J W 

8204020435 

50-335 

E 

WILLIAMS, J W 

0204020469 

50-335 

S 

WILLIAMS, J M 

0204030147 

90-250 

K 

WILLIAMS, J W 

8204050149 

90-290 

R 

WILLIAMS, J W 

8204080028 

SO-335 

S 

WILLIAMS, J M 

8204080191 

50-339 

s 

WILLIAM8,U W 

8204150472 

90-250 

R 

WILLIAMS, J W 

8204150510 

50-250 

R 

UILLIAMSiU W 

8204160497 

S 0-250 

3 

WILLIAMS. J M 

8204160502 

50-339 

3 

WILLIAMS. J U 

8204280039 

90-339 

S 

WILLIAMS, U W 

8204280331 

90-291 

8 

WILLIAMS,R E 
WILLIAMS, R E 
WILLIAMS.R E 
WILLIAMS, R E 

8204260043* 

8204260048 

8204260420 

6204290305 

WASTE MOT 
40-6622 
40-0452 
40-8984 

WILLMAN.P L 

6204010391 

50-461 

0 

WILLMAN.P L 

8204160006 

50-461 

0 

WILLMORE, R L 

0204260217 

50-440 

0 

WILLB.U L 

0204130146 

S0~3S2 

s 

WILLS, J L 

WILSON, C L 

8204300334 

8204010596 

50-302 

MU REG 

s 

WILSON, F W 

0204060014* 

90-402 

A 

WILSON. J F 

8204070338 

50-329 

t> 

WILSON, U L 

8204020510 

50-280 

S 

WILSON, J L 

02O4O2OS17* 

50-280 

S 

WILSON, J L 

0204020523*- 

50-280 

s 

WILSON. J L 

0204020533 

50-200 

3 

WILSON, U L 

B204020S4I* 

50-280 

S 

WILSON, J L 

8204020546* 

50-280 

8 

WILSON. J L 

8204020531* 

5O-2B0 

S 

WILSON, J L 

8204020599* 

50-200 

a 

WILSON, J L 

S204020S97* 

90-280 

S 

WILSON, K. L 

8204200424 

90-454 

□ 

WILSON, 8 W 

8204190334* 

90-920 

E 

WILSON, W E 

B204300377 

90-27 

P 

WILSON, W R 

8204130134 

90-449 

M 

WILT, 0 0 

8204210464 

50-440 

0 

WILT, 0, D 

B2042 10484 

50-440 

0 

WILT, D D 

8204230134 

90-440 

<t 

WILT, 0 0 

8204230134 

50-440 

0 

HIRE.K 

0204300380* 

50-298 

s 

WISErU 

6204230436 

5O-S20 

0 

WtSENBURO.H R 

8204090309 

90-327 

p 

MIBENBURO, M R 

8204090399 

90-327 

p 

MISENBUfiSiM « 

S204 160624 

90-259 

F 

WISENBURO.H R 

8204230239 

50-518 

Q 

UISENBURC, M R 
WISHER, H. 0. 

S204300263 

8204010996 

50-390 

MUREO 

A 

WITHERS. S n 

8204010320 

90-344 

P 

WITHERS, B D 

S20409022B 

90-344 

0 

WITHERS, B 0 

8204060072 

50-344 

F 

WirKERS.fl 9 
WITHERS, B 0 

6204060109 

8204130301 

50-344 

REOOD 

P 

WITHERS, B 0 

6204140293 

50-344 

8 

WITHERS, B » 
WITHERS, B 0 

82041 90274 
8204130464 

50-344 

PR 

P 

WITHERS, 8 D 

8204230344 

90-344 

Q 

WITHERS, B 0 
WITHERS, B D 
WITHERS, B 0 

0204230473* 
820430030 1 
02043003 13 

90-344 
RE SOD 

PR 

P 

WIZ£«AHN,S 

8204090449* 

90-327 

P 


547 



ACCESSION 

SUBJECT 


AUTKIR 

NUMBER 

CATEGORY 

MIINER. D G 

8204020497* 

50-319 

S 

WI ZNER, 0 G 

8204120243* 

50-319 

S 

MOUEH. D J 

02042801 19 

4O-0'*14 


MOJCHQUSKl.A Y 

0204020537* 

90-263 

S 

WOJNASfEL j 

8204270412* 

90-307 

a 

WOJNAS.E. J 

0204300451* 

90-206 

a 

WOLF. J F 

0204000026 

50-522 

G 

WOLF. J F 

820400014 7 

50-279 

0 

WOLF. J F 

0204130229 

50-522 

G 

WOLFE. S U 

8204130114 

50-466 

Q 

WOLFE. S J 

8204210472 

30-302 

G 

WOLFE, S J 

0204230094 

30-466 

0 

WOLFE. S J 

0204260083 

50-3B2 

C 

WOLFF, C E 

0204210031 

40-8602 


WOLFF , c e 

0204290620 

40-0602 


WOLLETT.S 

8204000214 

CONTRACT- 


WDLLETT.E 

□204000507 

CONTRACT 


VJOLLETT S 

8204 130074 

CONTRACT 


WOLLFTT.S 

0204130082 

CONTRACT 


HOLLETT.S 

0204130526 

CONTRACT 


HOLLETT.S 

0204140069 

CONTRACT 


wollftt.s 

0204190014 

CONTRACT 


WOLLETT/E 

8204160046 

CONTRACT 


WOLLETT.S 

0204160069 

CONTRACT 


UOLUETT.S 

8204190491 

CONTRACT 


MOLLETT.S 

8204200429 

CONTRACT 


WOLLETT.S 

8204270142 

CONTRACT 


WOLLSTT.S A 

8204260406 

CONTRACT 


WOL rWEfl.E 

8204010143* 

30-271 

Q 

MONO, J P 

6204130269 

PR 


WONO. T 

0204090200 

40-279 


WONG, T 

3204220066 

40-299 


WONO, 7 

0204260348 

40-299 


WOOD, E C 

8204010179 

50-309 

S 

wool}. E C 

0204010307 

50-309 

8 

WOOD, E C 

0204010339 

50-309 

S 

WOOD, E C 

8204020410 

50-309 

8 

WOOD, E C 

0204090094 

50-309 

9 

WOOD. E C 

8204090203 

90-309 

S 

WOOD, E C 

8204080322 

50-307 

3 

HOOD, E C 

8204120295 

50-307 

S 

WOOD, E C 

8204140233 

50-307 

S 

WD0O, E C 

8204140299 

50-309 

s 

WOOD, E C 

0204190240 

90-309 

3 

WOOD. E C 

0204190256 

50-309 

6 

WOOD. E C 

0204220179 

50-309 

S 

WOOD. E C 

8204220372 

50-309 

3 

waDQ. J o 

8204200049 

90-317 

P 

WOOD, M T 

0204220558 

NUREQ 


WOaOHEAO, C P 

8204050474 

90-341 

F 

WOaOHEAD, C P 

8204130211 

50-341 

T 

WODDHEAD. C P 

0204210463 

50-142 

0 

WOOD HE AD. C P 

8204290173 

50-34 1 

T 

WOODRUFF, N H 

8204210184* 

40-2233 


WOOLFVER. E J 

8204070268 

30-412 

A 

WOOLFUER. E J 

8204160934 

30-412 

6 

WOOLEVER.E J 

8204190250 

30-412 

I 

W0DL8EY,R T 

0204290240 

40-0004 


WOOLSEY.R T 

0204270373 

40-8084 


WRAY, J R 

0204140374* 

50-230 

a 

WRAY. J P 

0204230560* 

50-335 

a 

WRAY. R 

0204290339 

50-275 

R 

WRIOHT 

0204280374* 

30-338 

G 

VIRIQHT, D 

8204290609* 

CONTRACT 

WRIGHT, e B 

8204090209* 

FOIA 


URtOHTi E. 8 

8204090287* 

FOIA 


WRIGHT, E n 

8204090292* 

FOIA 


WRIOHT, E. S 

8204210606* 

50-47 

a 

WRIOHT. 0 C 

0204160396* 

50-139 

Q 

WRIGHT, 0 C 

0204220301* 

90-199 

Q 

WRIOHT, 0 M 

0204190140* 

40-2061 

WRIGHTrR J 

0204090417 

WASTE HOT 

WRIOHT, R J 

820426041? 

HASTE 1 

MOT 

WRIGHT. R J 

8204290928 

HASTE 

HOT 

WRIOHT. H W 

8204230399* 

90-438 

<3 

MU, 0 U C 

8204080092 

NUREO 


MU, 8 J C 

8204270492 

NUBEO 


UUUFF , W 

0204070100 

NUREG 


WULFF, M 

0204 1 50069 

RES 


HULFP , W 

8204290099 

RES 


WULLFR.O E 

8204010223 

50-461 1 

MULLER. G E 

0204010318 

90-461 

MULLER. 0 E 

0204060038 

30-461 

MULLER, 0 E 

8204060060 

90-461 

MULLER. 0 E 

8204120259 

90-461 , 


I 



PERSONAL AUTHOR INDEX 


E48 


AUTHOR 


accession subject 

WUMDER CATEOORY 


holler, 0 E 
HULLER. Q E 
HOLLER, O E 
HOLLER, O E 
HOLLER, Q E 


630410021* 

03041403*7 

02041*0107 

020420022* 

0204210499 


50-4*1 A 
SO-461 A 
50-4*1 E 
50-4*1 I 
50-4*1 E 


HOLLER, O E 
HOLLER, 0 E 
HOLLCR, <J E 
HORTI. E A 
HOSHINSKE. R p 


02O423O4B9 

0204270234 

8204270349 

0204020093 

0204020483 


50-461 A 
50-4*1 E 
90-461 A 
NUREO 
90-334 1 


YAMAHA, R, 
YAMAHA, K. 
YAMAHA, K 
YANOeUL.L A 
YARNICR.T P 


0204210426 

6204190439 

0204220107 

0204080382* 

0204090099 


XPORTLIC 
XPORTLIC 
XPORTLIC 
90-289 0 

40-8102 


ACCESSION SUBJECT 


AUTrora 

NUMBFR 

CATEGORY 

YOUNOBLOOD.B J 

8204120113* 

50-443 

A 

YOUNOBLOOO.B J 

8204120114* 

50-449 

A 

VaUNOBLOOD, 8 J 

8204140617 

50-399 

E 

YOUNOBLOOD, 8 J 

8204150225 

50-341 

0 

YOUNOBLOOD. B J 

8204290041 

50-341 

A 

YUELYS-MIKBIS 
YUHABi 0 

8204220094 

8204070522* 

RES 

50-36 1 

0 

YUHAB, 0 P 

8204130260* 

50-20* 

0 

YUNDTiC P 

8204090043 

50-344 

R 

VUNOT.C P 

8204140306 

50-344 

8 

YUNDT,C P 

8204190349 

50-344 

R 

YUNDT,C P 

820421032? 

50-344 

B 

ZAHN, F K 

8204200306 

Prog 

ZECH, 0 

8204190061* 

50-498 

0 

ZELLER, H D 

8204210229 

50-400 

0 


YELLICH.J A 
VEBSERSCeR, 0 

YIM. I 

YIN, I r 
YODEK, O L 


B2040B0089 

8204190991* 

82041*0297* 

8204270239* 

020430002* 


40-8452 

FOIA 

90-373 0 

90-373 0 

NUREO 


2teULBKV,H 
ZIBUL6KY, H 
ZtBULSKY, H 
ZIENER.P 0 
ZIMHER. 0 A 


8204090179* 

8204280319* 

8204300388* 

8204120292* 

8204290492 


90-104 Q 
70-139 
70-1703 
50-305 I 
NUREO 


YORK, J M 
YORK, J U 
YORK, J U 
YOUMO, F 
VOUNO. F 


B20401041S* 

0204140349* 

0204140407* 

0204020302* 

8204130123 


30-438 Q 
90-438 Q 
90-390 0 
90-209 Q 
90-289 8 


ztmeR.o W 
ZIMHER, 0 W 
ZIMMER, 0 U 
ZIMMER, 0 N 
ZIMMERHAJ 


8204140490* 

8204290191* 

8204290422* 

82O4290440* 

8204010463 


FOIA 
FOIA 
70-121* 
70-1216 
50-261 P 


VOUNO, F 
VOUNO. O W 
VOUNO, O M 
VOUNO, t1 A 
VOUNO, T 


0204220491* 

0204030035* 

S2O41S0297* 

82042*0113 

020407040** 


90-209 0 
90-219 R 
90-219 ft 
30-494 e 
90-312 8 


ZIMHERMW, J 
ZIMMERM/Yl, J 
ZIMMERMAN, U V 
ZIMMERMAN, J U 
ZIMMERMAN, J V 


8204140005 

8204140006 

8204140013 

8204140015 

8204140018 


XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


VOUNO. T 
VOUNO, T 
VOUNO, T 
VOUNO, T 
VOUNO. T 


0204130108 

8204130125 

0204130304 

0204140426* 

0204150237 


90-312 S 
50-312 6 
30-312 B 
90-279 0 
50-312 8 


ZIMMERMAN, J V 
ZIMMERMAN, J V 
ZIMMERMAN, J V 
ZIMMERMAN, J V 
ZIMMERMAN, J U 


82041902*1 XPORTLIC 
8204200379 XPORTLIC 
8204200390 XPORTLIC 
0204210358 XPORTLIC 
8204220065 XPORTL I C 


VOUNO. T 


0204200219 

90-312 

S 

VOUNO, T 


8204210703* 

90-47 

0 

VOUNO, T 


02O42LO7O9* 

30-47 

0 

VOUNO, T 


82042*0287 

90-312 

3 

VOUNO. r 


0204270312* 

50-312 

0 

VOUNO, T 


820428043? 

50-312 

s 

VOUNO, T 


82042004** 

30-312 

s 

VOUNO, T 


8200300191* 

30-32* 

0 

VOUNO, T 
VOUNO, V A 


8204300439* 

02042*0472 

90-279 

40-8793 

0 

VOUNODI QOD, B 

J 

8204070*90 

50-341 

E 

YOUNODLCnD. a 

J 

0204120009 

90-399 

E 

YOUNOOLCXID. » 

J 

8204 1 2000* 

50-454 

£ 

YOUNoaLODD. 8 

J 

8204120008 

90-34 1 

A 

VOUNO 111 oan. B 

J 

820412002* 

90-49* 

A 


ZIMMERMAN, J V 

8204220067 

XPORTLIC 

ZIMMERMAN, J V 

8204220069 

XPORTLIC 

ZIMMERMAN, J V 

0204220071 

XPORTLIC 

ZIMMERMAN, J V 

6204220077 

XPORTLIC 

ZIMMERMAN, J V 

8204220082 

XPORTLIC 

ZIMMERMAN, J U 

0204220086 

XPORTLIC 

ZIMMERMAN, J V 

8204220091 

XPORTLIC 

ZIMMERMAN, J V 

8204220099 

XPORTLIC 

ZIMMERMAN, d V 

0204220101 

XPORTLIC 

ZIMMERMAN, J U 

0204220102 

XPORTLIC 


AUTHOR 


ACCESBION 

NUMBER 

SUBJECT 

CATEOORY 


ZIMMERMAN, J 

V 

8204220115 

XPORTLIC 


ZIMMERMAN, d 

V 

8204290379 

XPORTLIC 


ZIMMERMAN, J 

V 

8204290380 

XPORTLIC 


ZIMMERMAN, d 

V 

8204290384 

XPORTLIC 


ZIMMERMAN, J 

V 

8204290924 

XPORTLIC 


ZIMMERMAN, d 

V 

8204290670 

XPORTLIC 


ZIMMERMAN, J 

V 

8204290*71 

XPORTLIC 


ZIMMERMAN, d 

V 

8204300089 

XPORTLIC 


ZIMMERMAN, J 

V 

8204300100 

XPORTLIC 


ZIMMERMAN, J 

V 

8204300106 

XPORTLIC 


ZIMMERMAN. J 

V 

8204300154 

XPORTLIC 


ZIMMERMAN, J 

V 

8204300169 

XPORTLIC 


ZIMMERMAN, J 

V 

8204300179 

XPORTLIC 


ZIMMERMAN, J 

V 

6204300182 

XPORTLIC 


ZIMMERMAN, J 

V 

8204300188 

XPORTLIC 


ZIMMERMAN, d 

V 

8204300194 

XPORTLIC 


ZIMMERMAN, J 

V 

8204300203 

XPORTLIC 


ZIMMERMAN, J 

V 

8204300207 

XPORTLIC 


ZIMMERMAN, J 

V 

8204300213 

XPORTLIC 


ZIMMERMAN. J 

V 

8204300404 

XPORTLIC 


ZIMMERMAN, d 

V 

8204300408 

XPORTLIC 


ZIMMERMAN, d 

V 

8204300418 

XPORTLIC 


ZIMMERMAN, R 

p 

8204020436* 

90-244 

0 

ZIMMERMAN, 8 

R 

8204090199 

50-324 

P 

ZIMMERMAN, B 

R 

8204060100 

50-324 

P 

ZIMMERMAN, S 

R 

8204060116 

50-261 

Q 

ZIMMERMAN, 8 

R 

8204070298 

50-261 

P 

ZIMMERMAN, B 

R 

8204080294 

90-324 

P 

ZIMMERMAN, 8 

R 

82041*0*19 

50-400 

C 

ZIMMERMAN, S 

R 

8204230181 

90-324 

P 

ZIMMERMAN, 6 

n 

8204230384 

90-400 

Q 

ZIMMERMAN, S 

R 

8204270122* 

50-324 

F 

ZIMMERMAN. S 

R 

8204270174 

90-400 

R 

ZUFELT, E 


8204130128* 

90-333 

R 

ZUFELT, E 


8204190298* 

90-333 

R 

ZURAX0H91I.P 


8204190483* 

70-1470 


ZURAKOMSKI.P 


8204190490* 

FOIA 


ZWETZIO.Q 


8204070308* 

5 0-36 J 

O 

ZMETZIO.O 


8204200219 

90-312 

e 

ZWETZIO.O 0 


8204070331* 

90-528 

a 

ZHETZIO.O 0 


8204070377* 

90-20* 

0 

ZUETZIO.O B 


8204070449* 

90-20* 

0 

ZUETZtO.O 0 


8204140294* 

90-20* 

0 

ZUETZtO.O 0 


8204270391* 

90-20* 

0 

ZHETZIO.O B 


82042804*2 

90-206 

8 
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The subject category column in this index gives the docket 
the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined In Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number In this Index 
indicates that the document is an enclosure to another 
document, To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents." 
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CATEOORY 

C« • Hlnnvtota Mining t< Mfg Co 

S3041601S4 

XPORTLIC 



8204160100 

90-364 

R 

WCO Engfixiisrir Int 

8204070064« 

SO -279 

P 


8204160104# 

90-364 

R 

Inc 

S304SS01>4e* 

CONTRACT 



8204160399 

90-348 

3 

Kav'«et', MeitarnelT 6 Ooldb«rg 

SSO4O109SO 

FOIA 



8204160399 

90-348 

S 

kcjtltag cF Natural 8ei«nc«s 

Ba04290070» 

CONTRACT 



8204160408# 

30-348 

8 

■ie«»-Clavalanif Co 

8204090419# 

SO -327 

P 


8204160419# 

90-34B 

3 


8204090423# 

30-327 

P 


8204160420# 

90-346 

S 


8204090426# 

30-327 

P 


8204160426# 

90-34B 

a 


8204090430# 

30-327 

P 


8204160436# 

90-340 

3 


8204090438# 

80-327 

P 


8204160449# 

90-340 

a 


8204090442# 

90-327 

P 


8204160460# 

90-348 

8 


8204190316# 

QA999 



8204(60969 

50-364 

3 


8204190326# 

QA999 



8204160373# 

90-364 

8 

iCQUitlc T«chn«lagv> Inc 

82041S0444# 

50-416 

F 


8204190220 

90-346 

P 

Icrai AfMPlcan, Ine 

8204290199 

WASTE MOT 


6204190220 

50-348 

P 

Idvanctd Hadlcal Sgatans, Inc 

6204210134 

71-5796 



8204200131 

90-348 

R 


8204210399 

FOIA 



8204200137# 

90-348 

R 


8204220037 

FQIA 



8204200427 

90-364 

R 

Council on Hl-ttorlc Prasarvatlon 

8204230381 

50-382 

A 


8204200433# 

90-364 

R 


8204290301 

40-8681 



8204210437 

90-364 

P 

^«r«nautical n«s»arcli Aasoclate* of 

8204070121 

NUREO 



8204210S22 

90-348 

F 

Pr |nc*tan 





6204210922 

30-348 

F 

laroipact Corp. 

8204260328 

HIBC 



8204220305 

30-348 

F 

if r 1< an Mata la 

7906230369 

40-8331 



8204230277 

90-348 

P 


7906230399# 

40-8331 



8204230277 

80-348 

P 

igr Icultura, Oapt of 

8204020432 

30-341 

D 










8204230391# 

90-340 

Q 


8204130184 

30-440 

D 


8204230391# 

30-348 

Q 


8204290921 

40-8743 



8204230491# 

90-348 

Q 

itr PoTCaiOapt of 

8204010444 

REOOD 



8304260161 

S0-34B 

P 

ilabaaa Pouar Co 

81 12140064 

30-364 

B 


8204260163# 

90-348 

P 


8112240133* 

30-364 

S 










0204260197 

30-364 

P 


8112240139# 

30-364 

8 


6204260203# 

30-364 

P 


0203290299 

90-348 

P 


0204200943 

80-348 

8 


8203290300# 

30-348 

P 


0204280949# 

80-340 

6 


8203290302* 

30-348 

P 


8204280991 

90-364 

8 


8203310300 

30-348 

P 










8204280997# 

30-364 

8 


8203310300 

30-346 

P 


8204280963# 

30-364 

8 


8204010289* 

30-340 

a 


8204280960# 

30-364 

8 


8204020239 

30-348 

B 


8204280574# 

30-364 

a 


8204020241# 

90-348 

S 

Alhart F Hof# tdr Ltd 

8204190020 

40-2061 



8204020276 

90-348 

p 










82041S002? 

40-2061 



8204020332 

90-348 

p 

Aldrich C5«iiil c a 1 Co , Inc. (tub# of 

8204140009 

XPORTLIC 



8204020332 

90-348 

p 

81gaa-Al drlch Corp. > 





8204020499 

90-348 

8 


8204140011 

XPDRTLIC 



8204090221 

90-364 

R 


8204200929 

XPORTLIC 



8204090223# 

90-364 

R 


8204220687 

XPORTLIC 



6204060041 

90-348 

P 


8204270161 

XPORTLIC 


82040S0144 

90-348 

8 


8204270166* 

XPORTLIC 


8204080199 

90-364 

S 


8204270169 

XPORTLIC 


8204080290 

90-348 

8 


8204270183# 

XPORTLIC 


8204080293* 

90-348 

B 

A]«rting Cammwnleatora of Anarlea 

G2041S0442# 

30-416 

F 


8204080261 

90-348 

8 

Allighang Electric C«ap»railv»i Inc 

8204160008 

30-307 

0 


8204060368* 

90-348 

6 


8204210468 

30-387 

8 


8204120187 

90-364 

P 

Amtriean Board of Htalth Phgatet 

8204230036# 

40-2061 



8204130298 

PR 


Amvricin 9 ^ C^rd-ioloQ^ 

8204010417 

REOOO 



549 



550 
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AFFILIATION 
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NUMBER 
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CATEOQRY 



AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOPRV 


eS04010419 

REOOO 





6204190292 

90-928 

E 


B204010447 

REOOO 





6204190292 

90-928 

E 

Atn»rlcan Col iB ge of Radlalegij 

6204130403 

PRM 





8204190292 

90-928 

E 

Anarlcan Electric Fou«r Co i Inc 

S2040S0072 

90-316 

R 




8204190329 

90-928 

A 


B2 04090267 

50-315 

R 




6204190329 

90-929 

A 


620419044? 

PR 





6204190329 

90-928 

A 

American Electric Fouier Service Corp 

8204130274 

50-319 

P 




6204190330 

90-928 

£ 

American Environment! Co 

62040704990 

90-327 

P 




6204190330 

90-928 

c 

American Nuc le ar Societv 

a204020947« 

CONTRACT 





8204190330 

90-928 

E 


8204070131 

NUREO 





8204190332 

90-929 

F 

American Potash t Chemical Carp 

8204020972# 

FOIA 





8204 190334* 

90-928 

E 


6204020973* 

FOIA 





6204200094 

90-928 

A 


6204020974* 

POIA 





8204200094 

90-928 

A 


8204020976* 

FOIA 





8204200094 

90-928 

A 


8204020977* 

FOIA 





6204200060* 

90-926 

A 


8204020977* 

40-2061 





6204200060* 

90-920 

A 


8204020981* 

40-2061 





8204200060* 

80-928 

A 


8204020963* 

40-2061 





8204210421 

90-928 

A 


6204090263* 

FOIA 





8204210444 

90-928 

E 


6204070267* 

FOIA 





8204210444 

90-920 

E 

Ainerlcan Socle tv ot Kechanlcal Engineers 

6204140138* 

FOIA 





8204210444 

90-920 

E 


6204140149* 

FOIA 





8204230146 

90-928 

S 


6204140193* 

FOIA 





8204230146 

90-928 

8 

Amersham Corp 

8204090279 

FOIA 





6204230146 

90-928 

S 

Anaconda Co (subs of At lent ie-Rlc-hf ie 1 d 
Co ) 

6204070457* 

90-327 

P 




6204230297 

90-928 

a 








6204230297 

90-928 

a 

Antioch College of Law 

8204170040 

90-199 

0 




8204230287 

90-928 

a 


8204170045* 

90-199 

0 




8204230982 

90-520 

8 

Applied Science Assoclatesi Inc 

8204260027 

NUREO 





8204270339 

90-928 

B 

Approved Eng ineering Test Laboretor 1 »s 

6204090476* 

90-327 

P 




8204270339 

90-920 

E 

Argonne National Laboratorg 

6204010942 

NUREO 















8204270339 

90-928 

B 


6204010948 

NUREO 





8204280443 

90-528 

A 


6204230098* 

40-2061 





8204260443 

90-928 

A 


6204230061* 

40-2061 





8204260443 

90-928 

A 


6204230164* 

40-2061 





8204280491 

90-928 

t 


6204230166* 

40-2061 















8204280491 

90-928 

E 


6204230174* 

40-2061 





6204280491 

90-928 

E 


6204230176* 

40-2061 





6204300317 

90-928 

Q 


8204230207* 

40-2061 





8204300317 

90-928 

S 


8204230213* 

40-2061 





8204300317 

90-928 

S 


8204270604 

NUREO 












Arl zonal 

State 

of 

8204060007 

90-928 

D 


8204300427 

NUREO 


Artaneae 

Power 

ti Light Co 

8204090108 

90-313 

B 

Arizona Municipal Water Users Association 

8203290903* 

90-926 

0 




8204090119* 

90-313 

B 


8203290912* 

50-926 

0 




8204090118 

90-368 

s 

Arizona Public Service Co 

8202160309 

90-926 

E 




8204090 124* 

90-368 

a 


8204020913 

90-926 

A 














8204090149 

90-313 

$ 


8204090126 

50-920 

S 




8204090297 

90-368 

p 


6804090126 

90-928 

B 




6204090300 

90-368 

R 


8204090126 

50-926 

B 




6204090306* 

90-368 

R 


8204090307 

90-920 

S 




8204090309* 

90-368 

P 


8204090307 

90-920 

6 














8204090319* 

90-313 

6 


0204090307 

50-920 

8 




8204070297 

90-313 

R 


8204090314 

90-986 

8 




8204070301* 

90-313 

R 


6204090314 

90-920 

6 




B2040S0200 

90-313 

0 


8204090314 

90-926 

B 




8204080200 

90-313 

0 


8204090322 

90-926 

8 














8204080278 

90-313 

P 


8204090322 

90—526 

8 




6204120212 

90-368 

P 


6204090322 

90-926 

8 




8204120219* 

90-368 

P 


8204060030 

90-928 

A 




6204120222 

90-313 

Q 


6204060030 

90-928 

A 




6204120224 

90-313 

P 


6204060030 

90-920 

A 














8204120360 

90-313 

P 


6204060069 

90-928 

K 




6204130071* 

90-313 

F 


8204060069 

90-928 

K 




6204130073* 

90-313 

F 


8204060065 

90-928 

K 




6204130172* 

90-360 

F 


6204060074 

90-928 

A 




8204130177 

90-313 

a 


6204060074 

90-928 

A 














8204130179* 

90-368 

p 


8204060074 

90-926 

A 




8204130346* 

90-313 

F 


8204060139 

90-926 

A 




8204130391* 

90-313 

F 


6204060139 

90-926 

A 




8204190269 

90-313 

P 


6204060139 

90-926 

A 




8204190307 

90-313 

R 


8204070241 

90-926 

E 














8204190309* 

90-313 

R 


8204080411* 

90-926 

0 




8204190317 

90-368 

R 


8204060499 

90-926 

8 




8204190323* 

90-368 

H 


8204120419 

90-926 

A 




0204190017* 

90-313 

F 


8204120417 

90-920 

A 




8204190018* 

90-313 

F 


8204120417 

90-920 

A 














8204230273 

90-3 1 3 

P 


8204160264 

90-926 

A 




8204230490 

90-368 

a 


B204160284 

90-928 

A 




6204230487 

90-313 

B 


8204160264 

90-928 

A 




6204230497* 

90-313 

B 


B20416030S 

90-928 

E 




8204260371* 

90-313 

F 


8204160305 

90-928 

E 














020426037 1* 

90-313 

F 


8204160309 

50-928 

E 




8204260379* 

90-313 

F 


8204190207 

90-928 

A 




6204260379* 

90-313 

F 


8204190207 

90-928 

A 




6204270371* 

90-313 

Q 


8204190207 

90-926 

A 




6204270371* 

90-313 

Q 
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AUTHOR 

ACCEBBION 
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AUTHOR 

ACCESSION 

SUBJECT 


affiliation 

NUMBER 

CATEOORV 



AFFILIATION 

NUMBER 

CATEOGRV 


8304200149 

90-360 

8 




8204090140 

90-3 1 a 

0 


83042001980 

90-368 

8 




8204090143# 

90-310 

8 


8204300341 

90-313 

8 




8204090230 

90-313 

0 

ArtAn-iaf Tieh Urtlv 

0204300397a 

90-313 

8 




8204090841 

90-317 

P 

8204320906a 

CONTRACT 




0204090241 

90-317 

P 

ArtAn«««i Statt oP 

B204160142a 

CONTRACT 




0204090242# 

90-318 

0 

Artan'ia«i Unlv oP 

0204010431 

REOOD 





8204090246 

90-318 

B 

Araig>Dapt. oP> H«adRuartir> Hatirlal 

0204260091 

40-8613 





0304090893# 

90-318 

S 

Oavalopmant tc Raadlnaii Command 







0204090308* 

90-310 

S 


e204260093a 

40-8613 





8204070318 

90-317 

n 

ArayiDapt off Elactronlct Rtiearch tt 

82040804 19a 

40-0194 








l>avalopnant Command 







0204070320# 

90-317 

R 








0204070410 

90-317 

F 

Arau> Dipt, of 

0204070276 

90-440 

D 




8204070410 

90-317 

F 


0204160396 

90-329 

T 




0204080393 

90-317 

0 


0204160919 

PT21 





820400040? 

90-317 

R 


e204210083a 

FOIA 









820431012Da 

40-8293 





8204080409 

90-317 

fl 








8204080416# 

90-317 

R 


8204210136# 

40-2293 





0304080416# 

90-317 

R 


B20421017aa 

40-2893 





0204180232 

90-310 

a 


8204210102# 

CONTRACT 




0804120239# 

90-310 

B 


0204210606# 

90-47 

Q 








0204210630# 

90-47 

Q 




8204130240 

90-318 

p 








8S04t302<78# 

90-310 

p 


0204210673# 

90-47 

Q 




0204190261 

90-317 

F 


0204220027# 

CONTRACT 




0204190261 

30-317 

F 


0204260097# 

40-0613 





0204190304 

SO-317 

R 


8204260060# 

40-8613 









0204290203 

UA 0 TE nor 




0204190304 

90-317 

R 








0204190309# 

90-317 

R 

ArayjDapt of> Corpa oP Enplniari 

8204020207# 

CONTRACT 




□204190309# 

90-317 

R 


8204140042# 

CONTRACT 




0204190393 

90-317 

R 


8204190412# 

CONTRACT 




8204190393 

90-317 

n 


8204220060# 

CONTRACT 







Atlantic City Eltctrlc Co 

0204090421# 

90-277 

I 




820419O39S# 

90-317 

R 








0204 1903 95# 

90-317 

R 

Atlantic Elactrlc aP Ntu Jartay 

0204190360# 

90-394 

I 




8204190369 

50-317 

R 

Atlas Hlnarals 

0204220119 

40-3453 





8204190369 

90-317 

R 


8204220127# 

40-3493 





0204190378# 

90-317 

R 

Atoalc Indostnlal Forum 

8204080002 

90-329 

0 








0204130272 

PR 





820419037a* 

90-317 

R 








8204190309 

90-317 

R 


0204130322 

PRH 





8304190309 

90-317 

fl 


0204210464 

90-329 

0 




8204190394# 

90-317 

n 


8204270292 

PR 





8204190394* 

90-317 

R 

Austin. TX 

8204130134 

90-449 

M 







tWR Ountrs Ora up 

8204070319 

TDPREP 





8204190401 

90-317 

R 







0804 1 9040 1 

90-317 

R 


8204070422 

TDPREP 





0204190404# 

90-317 

R 


8204200270 

TOPREP 





8204190404# 

90-317 

R 


8204230366 

TOPREP 





0204190410 

90-317 

R 

Babcock It Ullco« Co, 

8202220693 

71-4906 









8204090201# 

90-329 

A 




8204190410 

90-317 

R 








8204130413# 

90-317 

R 


8204190213# 

90-346 

P 




02041 S04 13# 

90-317 

R 


8204190436 

71-6400 





8204190419 

90-317 

R 


8204220970# 

71-6400 





8204190419 

30-317 

R 


8204290307 

90-99 

H 








8204300290 

PR 





8804190417# 

90-317 

R 








8204190417# 

90-317 

R 

Ijctusj R, A, 

8204130214 

90-443 

0 




8204190449 

30-317 

a 


0204130214 

90-443 

0 




8204190449 

80-317 

0 


0204130223# 

90-443 

0 




0204190499 

PRM 



8204130223# 

90-443 

0 







Bakar & Dotts 

8204080477 

90-466 

0 




82041 90'g4l 

90-317 

R 








8204190941 

90-317 

R 


8204080940 

90-466 

0 




8304190944# 

90-317 

R 


8204080969 

90-466 

0 




8204160107 

90-317 

R 


8804080979# 

90-466 

0 




0204160107 

90-317 

R 


8804130201 

90-466 

0 








8204130210* 

90-466 

« 




8204160111# 

30-317 

R 








0204160111# 

30-317 

R 


8804130284 

90-466 

0 




0204160114 

30-317 

R 


8204140137 

90-466 

0 




8204160114 

30-317 

R 


8204140167 

90-466 

0 




02041601 10# 

30-317 

R 


8804140171# 

90-466 

0 





30-317 



0204140206 

90-498 

e 




82041601 10# 

R 







8204160360 

90-317 

P 


8204260079 

90-466 

0 




8204160400# 

90-317 

0 

Balklnart Oas & Electric Co 

8202240131 

90-317 

F 




8204160944 

90-317 

P 

8802240131 

90-317 

F 




0204160996 

90-317 

P 


8202240172 

90-317 

F 








8202240172 

90-317 

F 




8204160996 

30-317 

P 







8204190063 

90-317 

P 


8204010133 

90-317 

3 




8204190204 

30-317 

P 


8204010139# 

90-317 

3 




8204190361 

30-317 

P 


8204010141 

90-318 

a 




8804190361 

90-317 

P 


0204010148# 

90-310 

3 








8204020331 

90-317 

3 




8204200049 

90-317 

P 








0204200359 

30-317 

R 


8204020334# 

90-317 

3 




B2O4200389 

90-317 

n 


8204020377 

90-317 

R 




8204200300# 

30-317 

R 


8204020377 

90-317 

R 




8204200300# 

90-317 

R 


8204020383# 

90-317 

R 








0204020383# 

90-317 

R 




8204210249 

90-317 

R 








3204210249 

90-317 

n 


0204090020 

90-317 

P 




8204210292# 

30-317 

R 


0204090020 

90-317 

P 




8204210292# 

30-317 

R 


0204090134 

90-310 

3 




8204210260 

30-317 

J 
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aS04210S60 

90-317 

J 


8304010287* 

90-293 

B 


aSOASSOlSB 

90-317 

S 


8204010299 

90-293 

8 


8204SS0310 

90-317 

8 


0204010304* 

90-293 

6 


aS04 320319* 

90-317 

8 


8204010914 

90-293 

a 


8304330417 

90-318 

P 


8204010916* 

90-293 

8 


8204320433 

30-317 

P 


8204090091 

90-293 

P 


8204330433 

90-317 

P 


8204070941 

90-893 

F 


8204330368 

90-317 

P 


8204080290 

90-293 

5 


8204370167 

30-317 

8 


6204090321 

90-393 

n 


82043701 70» 

90-317 

8 


6204090322* 

90-293 

R 


3204370303 

90-317 

S 


8204090323 

90-293 

R 


a204370210« 

90-317 

S 


6204090324* 

90-893 

R 


8304370237 

90-317 

8 


6204120269* 

90-293 

P 


8204370339* 

90-317 

8 


6204120341 

90-293 

8 


8304270278 

90-317 

8 


6204130337 

90-393 

W 


8304370343 

90-317 

8 


6204140293 

90-393 

R 


8204370393* 

90-317 

S 


6204140296* 

90-393 

R 


8304370394 

90-317 

P 


6204190244 

90-893 

R 


8304370394 

90-317 

P 


8204190246* 

90-393 

R 


8204370398* 

90-317 

P 


6304190396 

90-393 

6 


8304370356* 

SO-317 

P 


8304190400* 

90-393 

a 


B204370430 

30-318 

a 


8204160911 

90-293 

a 


8204870440* 

90-31 B 

s 


8204160917* 

90-393 

S 


8204280314 

90-317 

p 


6204190108 

90-893 

R 

l«l InctltutSi Columbus 

8204160049* 

CONTRACT 



02041901 10* 

90-893 

R 

Laboratories 













6204320196* 

90-317 

8 


8304300435* 

CONTRACT 



0204230367 

90-893 

F 


8204360498* 

CONTRACT 



8204360260* 

90-293 

0 

Battalia Ktnor lal Institute* Pacific 

8304010996 

KUREO 



B20437036S 

90-393 

6 

Northuait Laboratorg 





8804270266* 

90-293 

8 


6204030037 

NUREO 







8204130032 

RES 



8304370316 

90-293 

P 





Brand Enamlnatton Servlcei (i Tasting Co 

8204190497 

REOOD 



8204190994 

NUREO 


Brookhavan National Laboratorg 

8203190338 

NUREO 



8304160067 

NUREO 



6204070100 

NUREO 



8204190011* 

HASTE MOT 


6204060092 

NUREO 



8304310330 

RES 







8304310333 

RES 



8804190098 

RES 







8204190069 

RES 



8304310330 

RES 



8804190203 

NUREO 



8204310469* 

90-142 

0 


0204190967 

NUREO 



8304310498* 

90-142 

0 


0204320094 

RES 



8304220263* 

90-271 

0 






6304320943 

RES 



82042201 17 

RES 







0804860449 

RES 



8304230998 

NUREO 



6204270169* 

27-39 



8304230482* 

S0-3BS 

T 


6204260912 

RES 



B304S60I05* 

90-249 

P 


8204290099 

REB 



6304370019 

RES 







82 04380011 

NUREO 



8204290492 

NUREO 






Broun & Root Corp (tubs of Halliburton 

8204210820 

PT2I 



8204280021 

NUREO 


Corp. ) 





8204290469 

NUREO 


Broun Bevarl Corp («ubi Broun Bovarl (< 

8204190297* 

QA999 



B204300491* 

90-286 

Q 

Co . Ltd ) 




B#ar Creak Uranium Co 

6304310367 

40-8432 



8204210319* 

QA999 



6304390098 

40-8492 


BraunivlLlii TX 

8204130196 

90-449 

N 


8204390104* 

40-8492 



8204330486 

90-449 

H 

ichtet Corp 

6304010348 

PRM 


Buffalo X-Rag Co 

8304310118 

71-6717 



8304010461 

REOOD 


Burnt 6 Roe Co 

BS04280897* 

CONTRACT 



8304090136 

90-416 

A 


8304220619* 

CONTRACT 



6204090433* 

90-416 

A 

Buriayi 8 

8204330961 

90-399 

0 


6304090276 

FOIA 


C-E Opirating Plants Ounars Oroup 

8304370339 

PR 



8204130236* 

90-498 

T 

C F. Braun L Co 

8804380413 

TOPREP 



8304130244* 

90-498 

T 

C Itoh (c Co <Amarlea)i Inc 

8204330004 

XPORTLIC 



8304160316* 

90-206 

P 


8804230007 

XPORTLtC 



8304160969* 

90-416 

A 

CONOCO. Inc (Continental Oil Co 1 

8204210386 

40-6743 



8304160572* 

30-416 

A 


8204220004 

40-8743 



82042201 S3* 

30-329 

A 

California Polgtech State Unlv 

8204800333 

90-394 

H 


8204290239 

HASTE MOT 

California Utllitg Users Coalition 

8204220248 

90-379 

H 

• Ituay Limousine Servlcep Inc 

8204 1 90034* 

CONTRACT 


Callfornlat State of 

8204190348* 

FOIA 



6304 1 90040* 

CONTRACT 



8204190390* 

FOIA 


ndar* Elster* Memlelson & Uheeleri Inc 

8304090068* 

CONTRACT 



8204190396* 

FOIA 



8204190399* 

CONTRACT 



8204190362* 

FOIA 



8204260476* 

CONTRACT 



8804190367* 

FOIA 


nghamHHlllanrtte Co 

8204300396* 

0A999 


Callfernlai Unlv. ofi 8an Francisco 

B204830933* 

90-362 

T 

schoffi C A. 

8204140194 

90-928 

0 

Callfornia< Unlv of< Davit 

8204010419 

REOOD 



6204140194 

90-928 

0 

Callfornlai Unlv of. Los Angalat 

8804020899* 

90-142 

P 


8204140194 

90-928 

0 


8304020261* 

50-142 

P 


8204140197* 

90-920 

0 


8204020369* 

90-142 

P 


6204140197* 

90-928 

0 

• 

8304030267* 

90-142 

P 


8204140197* 

90-928 

0 


8204020271* 

90-142 

P 


8204140430 

90-928 

0 


8204020273* 

90-142 

P 

leins Computer Services* Inc {tubs oF 

8304310170* 

CONTRACT 



8204020279* 

90-142 

P 

loting Co ) 





8204020280* 

90-142 

P 

lelng Sarvlcas International (subs of 

8204060446* 

90-399 

A 


8204180264* 

90-142 

P 

losing Aerotpace Corp 1 





8204120266* 

90-142 

F 

IS ten Cl! lion Co 

8202260367 

90-293 

P 






8304010346 

90-293 

a 


8804820166* 

CONTRACT 







8204270364 

90-142 

1 


8304010283 

90-293 

a 

Canmar it Shapiro 

8204070967 

90-322 

0 
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CATEODRY 



AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 
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0204140195 

90-322 

0 





62041 60 1<?2« 

90-324 

6 



0204200321 

90-322 

0 





0204160200 

90-400 

8 

Atonic Ennrgu Cont-ral 

Board 

0204090270 

90-440 

D 





6204160201 

50-324 

a 

C-ipI E. Bchnnuti 


0204090002 

XPORTLIC 





8204160203* 

50-324 

0 

Cip«11n.n Envlr onnnntal Stuifu 

Oroup 

B20403040S 

90-413 

0 





0204160243 

90-324 

8 

CiToitna Powar & Light Co 


8202000371 

90-324 

P 





8204160249* 

90-324 

S 



020200037 1 

90-324 

P 





8204160268 

90-324 

8 



8202080377* 

90-324 

P 





8204160279* 

50-324 

S 



8202000377* 

90-324 

P 





82041602?'? 

50-329 

8 



0204010126* 

90-400 

Q 





8204160301* 

90-329 

S 



0204010399* 

90-261 

0 





8204160307 

50-324 

8 



0204010463 

90-261 

P 





8204160303* 

90-324 

S 



0204010463 

90-261 

P 





02041603 1<? 

90-324 

8 



0204010463 

90-261 

P 





8204160336 

90-329 

S 



8204010477* 

90-400 

Q 





B204 160337 

90-400 

s 



0204010490* 

90-324 

Q 





8204160340* 

30-329 

3 



8204020199 

90-329 

0 





8204160341 

30-329 

B 



8204020206* 

90-329 

8 





8204160346 

90-324 

3 



0204020213 

90-324 

0 





8204160390* 

90-329 

3 



0204020223* 

90-324 

8 





8204160392* 

90-324 

a 



0204020293 

90-329 

8 





8204160359 

90-329 

3 



8204020303* 

90-329 

8 





8204160439 

90-324 

a 



0204020308 

90-329 

S 





8204160440* 

90-324 

B 



8204020319* 

90-829 

8 





8204160492 

50-329 

a 



0204020330 

50-400 

S 





8204160470 

50-324 

0 



0204020343 

90-329 

8 





8204160472* 

90-329 

0 



8204020340* 

90-329 

8 





8204160479* 

90-324 

8 



8204020392 

90-324 

8 





0204160402 

90-324 

S 



8204020390* 

90-324 

0 





0204 160490* 

90-324 

8 



8204020367 

90-324 

8 





0204 1 60962 

90-329 

0 



8204020373* 

50-324 

8 





0204160967 

90-324 

8 



0204020380 

90-324 

0 





0204 1 60370 

90-400 

6 



8204020398* 

90-324 

8 





02O4UO97I* 

90-325 

a 



8204020403 

90-329 

8 





0204160973 

90-324 

9 



8204020409* 

90-329 

8 





0204160977* 

90-324 

a 



8204020490 

90-329 

8 





0204160904* 

50-32+ 

0 



8204020493* 

90-329 

8 





0204160619 

50-400 

c 



8204020909 

90-329 

6 





0204200006 

90-261 

F 



8204020914* 

90-329 

B 





0204200376 

90-261 

P 



0204020949 

90-324 

8 





0204200401 

30-324 

F 



8204020953* 

90-324 

8 





8204200481 

90-324 

F 



B2040S0049 

90-400 

K 





0204230101 

90-324 

P 



8204090049 

90-400 

K 





6204230101 

50-324 

P 



B2040S0032* 

50-400 

K 





0204230394 

90-261 

P 



0204030092* 

90-400 

K 





0204230384 

90-400 

0 



0204090139 

90-324 

P 





6204270122* 

50-324 

F 



0204060001 

50-261 

P 





8204270122* 

90-324 

F 



0204060100 

90-324 

P 





8204270174 

90-400 

R 



8204060116 

90-261 

Q 





8204270170* 

50-400 

R 



8204070298 

90-261 

P 





8204270329 

50-324 

R 



0204000047 

50-324 

8 





8204270329 

30-324 

R 



0204000099* 

90-324 

8 





8204270333* 

50-324 

R 



8204000063 

90-324 

8 





8204300204 

50-324 

8 



0204000069 

50-329 

3 





8204280207* 

30-324 

a 



8204080067* 

90-324 

a 





8204280209 

90-324 

8 



0204000070* 

90-329 

8 





0204200201 

30-324 

S 



8204080134 

50-400 

0 





8204200209* 

90-324 

8 



0204080134 

90-400 

0 





6204280302 

30-400 

a 



0204000263 

90-324 

8 





3204200319 

30-324 

s 



8304000267* 

90-324 

S 





32O420O322* 

90-324 

8 



0204000294 

90-324 

P 





0204250326 

90-324 

a 



0204000294 

50-324 

P 





8204200335* 

50-324 

8 



8204080307 

90-400 

C 





0204200367 

90-324 

s 



0204000307 

90-400 

c 





0204200370* 

90-324 

6 



0204000310* 

90-400 

c 





0204280332 

90-324 

8 



0204000310* 

90-400 

c 





0204200373* 

90-324 

a 



0204080312 

90-329 

3 





5204200499 

50-324 

8 



8204080319* 

90-329 

s 





0204200461* 

90-324 

a 



8204080330 

90-324 

3 





0204200470 

90-324 

a 



0204000334* 

90-324 

a 





5204200479* 

30-324 

a 



0204080373 

90-261 

3 





8204200400 

30-323 

8 



0204050378* 

90-261 

0 





0204280491* 

90-323 

S 



8204120170 

50-324 

P 





8204290264 

MISC 




8204120170 

90-324 

P 





8204290272 

MISC 




0204120101* 

90-324 

P 





8204290279* 

MtBC 




0204120101* 

90-324 

P 





0204290334 

50-3B4 

P 



8204120409 

90-261 

F 





8204300313 

PR 




8204120438 

90-261 

3 

CafiacA 

1 Irtc. 



6204090097* 

CONTRACT 



8204120449 

90-324 

P 

Cantral 

Pouiar 

h Light 

Co. 

0204130134 

90-443 




0204120449 

90-324 

P 

Cantr * 1 

Trutt 

Co NtuarfeiOH 

0204130362* 

FOIA 




0204140294 

50-261 

fl 

Garact 

tnc 



0204230270 

XPORTLIC 



8204140290* 

90-261 

R 



Inc 

0204020324 

71-231 




0204160170 

90-329 

d 





0204020333* 

71-231 




8204160177* 

90-329 

S 





8204050070 

50-399 

A 



8204160109 

90-324 

B 





0204090076* 

90-399 

A 
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_ 

e2Q4l9Q3SS 

71-9909 



B204190473e 

71-9009 



S2043903I4 

71-9198 



6304290319# 

71-9192 


Chimtron Corp 

8204190390 

♦0-8724 


Cherry. M M /Cherry. Flynn 6 Kantor 

830407097B 

8204210493 

90-339 

90-339 

0 

0 


8204260134 

90-33? 

0 


8204280090 

50-339 

0 

Chicago. Univ of 

8204300233# 

70-1079 



8304300236# 

70-1079 


Chrlt ta-Marta 

8204190040 

80-199 

<2 

8204190049# 

90-199 


Cincinnati Oae 6 Electric Co, 

8304010410 

90-390 

K 

8204010414* 




8304090048 

90-399 

A 


8204090388 

90-398 

A 


8204080022 

90-399 

O 


6304080539 

90-399 

S 


8204090346 

90-399 

A 


8304120249 

90-390 

B 


8304120429 

90-398 

A 


8204130060 

90-390 

K 


8204160317 

90-390 

8 


8204160481 

50-398 

E 


8204190402 

70-2030 



8304200204 

50-390 

K 


8204200206# 

50-390 

K 


8204220340 

50-390 

8 


8204260200 

50-390 

K 


0204260306 

50-398 

A 


8204270304 

50-350 

B 

Cttlien* Againtt Nuclear Dangeri 

8204120192 

50-307 

0 

8204260111 

50-307 


Cltlieni Aitoclatlon for Oounf Energij 

8204280248 

50-445 

0 


8204280248 

50-445 

0 


8304380332 

50-445 

Q 


8204380332 

50-445 

0 


8204380336 

50-445 

0 


8304300336 

50-445 

0 


8204300343 

50-445 

0 


8304280343 

50-449 

0 


8204280376 

50-449 

fi 


8204SS0376 

90-449 

Q 

Cltlieni Concerned About Nuclear Power. 

8204120432 

90-490 

0 

Inc 




Clari □n'l-edgtr Jacttan.KS 

0204000211 

FOIA 


Cleveland Electric Illuminating Co 

0204010171 

50-440 

d 

0204010171 

50-440 

a 


8304010329 

50-440 

E 


0204010329 

50-440 

E 


8204010364 

50-440 

E 


0204010364 

50-440 

E 


8204010439 

50-440 

A 


8204010439 

50-440 

A 


8204020277 

50-440 

A 


0204020377 

50-440 

A 


8304020319 

90-440 

A 


0204020319 

90-440 

A 


0204020347 

90-440 

0 


0204020347 

90-440 

8 


0204020943 

90-440 

A 


0204020943 

90-440 

A 


0204020996 

50-440 

A 


0204020996 

50-440 

A 


0204090302 

90-440 

a 


0204060094 

90-440 

F 


0204060094 

SO-440 

F 


8204060110 

90-440 

A 


8204060110 

90-440 

A 


0204060189 

90-440 

E 


0204060125 

50-440 

E 


0204060137 

90-440 

A 


0304060137 

90-440 

A 


0204000248 

90-440 

E 


0204060240 

90-440 

E 


0204120329 

90-440 

8 


B204130160 

90-346 

I 


0204130164# 

90-346 

I 


8204140310 

90-440 

0 


8204140321 

90-440 

F 


0204140331 

50-440 

F 


0204160293 

90-440 

a 


8204160292 

90-440 

Q 


8204160367 

50-440 

A 


AUTHOR 

AFFIHATION 


C t«vi L«nit-Cl 1 f f -■ Iron Co 
Caxllbion for Safo Poutr 


Colorodo 8toto (Jnlv 
Coloroifai 8tat« of 

Ci)lutnl)l4 0«« Tronimlfiion Carp, (Buht 
Columfal* Oat Bfftt Ino, } 

Colunli ia Untv 

Cofflbuftton Eng 1 near Ingi Inc. 


Comnarcar Dept, ofi National Oceanographic 
V Atmoapherlc A>>ielnt«tratlon 


accession 

NUMBER 


0304160067 

0304160474 

0304160494 

S304190399e 

0304190299* 

8304310039 

0804310100 

0304310100 

8304310104 

0304310104 

0304310133 

8304310133 

0304310343 

8304210243 

OS043S0104 

83042S0104 

0304330317 

0304330317 

8304330349 

0304320349 

8304380484 

8204320404 

0304260146 

8204S6016Q 

8204360160 

0304360191 

8204360191 

8304360193 

8304260217 

0204360317 

8304300317 

0804380317 

8304280404 

8204300404 

0304380409 

8204300409 

0204380430 

8304380420 

8304300330 

0304300361 

8304300410 

8304300410 

0304380119 

7909190026# 

8304230347 

0304330634 

8304360189 

8304360190# 

0204360196# 

8304290900# 

0204070116 

8304080909# 

8204290149 

8304080904# 

8204010442 

8304030419 

8304030416# 

8204020417* 

8204030418# 

8204090247# 

8204060004 

8204130091* 

8204160049# 

8304160049# 

8204160090# 

8304160090# 

8304160099# 

8204160099# 

8304160900# 

8304190284 

8304300030 

8304300033# 

8304330200 

8304360180 

8204260319 

8304370293 

8204390346 

8304290349* 

0304290367 

8304390868# 

8204370362 

8304270936# 

8304270946# 


SUBJECT 

CATEOOm' 


90-440 A 
30-440 t 
30-440 F 
90-412 1 

90-413 1 

90-410 E 
90-440 A 
90-410 A 
90-440 E 
90-440 E 

90-440 e 
90-440 E 
90-440 E 
90-440 E 
90-440 B 

90-440 B 
90-440 E 
90-440 E 
90-440 A 
90-440 A 

90-440 S 
90-440 a 
90-440 A 
90-440 A 
80-440 A 

90-440 A 
90-440 A 
90-440 A 
90-440 0 

90-440 0 

90-440 A 
90-440 A 
90-440 E 
90-440 E 
90-440 E 

90-440 E 
90-440 A 
90-440 A 
90-440 S 
90-440 E 

90-44C E 
90-440 E 
40-8714 
90-344 0 

90-344 0 

FOIA 

90-923 0 

90-933 0 

90-933 0 

90-913 0 

NUREO 

CONTRACT 

71-9141 

CONTRACT 

REOOD 

90-470 A 
90-470 A 
90-470 A 
90-470 A 
90-317 t 

90-470 E 
90-389 P 
90-361 P 
90-361 P 
90-361 P 

90-36] P 
90-361 P 
90-361 P 
90-361 P 
NUREO 

SO-470 K 
90-470 K 
30-470 A 
TOP REP 
TOP REP 

PR 

TOP REP 
TOP REP 
TOPBEP 
TOPiREP 

90-443 A 

CONTRACT 

CONTRACT 


CORPORATE SOURCE INDEX 


555 


AUTHOR 

AFFILIATION 


CeM«rc(iO*pt of 


CcutrcftOo^t ofi National 
Standard* 


CoMlttaa to Brldga tha Oap 


'C«ai«>nMaalth Edlaon Co 


Buriau of 


ACCESSION 

SUBJECT 


NUMBER 

CATEOORY 


8804870969* 

CONTRACT 


8804390196* 

CONTRACT 


8804890379* 

CONTRACT 


8804090073 

XPORTLIC 


8804090079* 

XPORTLIC 


8804090087* 

CONTRACT 


8804180099* 

CONTRACT 


8804160095 

40-4348 


8204280139 

XPORTLIC 


0804880379* 

CONTRACT 


8804880604* 

CONTRACT 


0804290634* 

CONTRACT 


0804010365 

PRM 



8804080088 

XPORTLIC 


8204080100* 

XPORTLIC 


8804060010 

90-184 

R 


8804060019* 

90-184 

R 


8804160038 

NUREO 



8804200089 

30-184 

P 


8804810439 

90-184 

P 


8804190341* 

FOIA 



8804230376 

50-142 

0 


8204230379* 

50-148 

0 


8804880089 

90-148 

0 


8804880030 

30-142 

H 


8304S80274 

90-142 

e 


8304SB0390 

50-148 

0 


8804380360 

90-148 

0 


8804300071 

90-148 

0 


8803890418 

90-299 

p 


8803290418 

90-899 

p 


8803290489* 

90-899 

p 


8304010279 

90-373 

p 


8804010879 

90-373 

p 


8804010402 

90-373 

p 


8804010402 

30-373 

K 


8804010411* 

90-373 

P 


8204010496 

PR 



8804080329 

90-304 

a 


8804020342* 

90-304 

s 


8804080394 

90-10 

j 


8804080360 

90-373 

8 


8804080360 

90-373 

8 


8804080368 

50-373 

8 


8804080936 

90-899 

8 


820402093?* 

90-299 

8 


8204090047 

90-494 

Q 


8804090047 

90-494 

0 


8804090091 

90-294 

R 


8804050122 

90-899 

H 


8804090183 

90-899 

ft 


8804090189* 

90-899 

ft 


SS040901S9* 

90-299 

ft 


8804090818 

90-869 

P 


8804090236* 

90-269 

P 


8804090431* 

90-299 

P 


8804090431* 

90-899 

P 


8304060003 

90-10 

I 


8304060003 

90-10 

t 


8204060006 

90-249 

P 


8204060016 

90-237 

P 


8804060019* 

90-10 

1 


8804060019* 

90-10 

I 


8804060019* 

90-10 

t 


8804060019* 

90-10 

t 


8204060019* 

90-10 

t 


8804060019* 

90-10 

t 


8304060019* 

90-10 

t 


8204060024 

90-837 

P 


8804060046 

90-373 

A 


8804060096 

90-237 

P 


8804060087 

90-254 

P 


8804060087 

90-294 

P 


8804060098 

90-837 

P 


8204060107 

90-373 

A 


8204060114 

90-237 

P 


8804060114 

90-837 

P 


8804060114 

90-237 

P 


8804060114 

90-837 

P 


8804060114 

90-837 

P 


8804060182 

90-373 

A 


8204060124 

90-494 

A 


8204060186* 

90-837 

P 


8204060133* 

90-237 

P 



AUTHOR 

AFFILIATION 


ACCESSION 

NUHDER 


S30A06014t« 
8SOA06ai4&* 
8804060196 
8804060 196 
8304060196 

8804060196 

8804060196 

BS04O6O196 

8204060196 

8804070107 

8804070107 

8804070848 

8804070248 

8804070843 

8804070843 

8804070844* 

8804070244* 

8804070273 

8304070273 

8804070279* 

8804070879* 

8804070261 

8804070289* 

8204070499 

8804070499 

8804070499 

8804070499 

8804070499 

8304070460* 

8804070460* 

8804070460* 

8804070460* 

8804070460* 

8804070463* 

8804070909 

8804070604 

8804070604 

8304080383 

8804080886* 

8804080379 

8804080879 

8804080279 

8804080879 

6804080879 

8204080879 

8304080879 

8804080883* 

8804080883* 

8804080883* 

8804080883* 

8204080883* 
8804080883* 
8204080883* 
8204050329* 
82 04080 9 86 

8804080986 

8804080930* 

8804080935* 

8804090809 

8804090849* 

8804090849* 
8204090893* 
B 804090893* 
B804090379 
8804090379 

8804 180 184* 
8804120184* 
8804180188* 
8804180188* 
8304180300 

8804 120800 

8804120800 

8804120803* 

8804120803* 

8804120803* 

8804120807* 

8804120836 

8804120240* 

8804120247 

8804180273 

Ba04,ia0'276* 

8804180297 

8804180301* 

8204120386 

8804120386 


SUBJECT 

CATEOORT 


90-837 P 
90-237 P 
90-837 P 
90-837 P 
50-837 P 

90-237 P 
90-837 P 
90-237 P 
90-237 P 
90-294 F 

90-894 F 
90-373 A 
90-373 A 
90-899 R 
90-899 R 

90-899 R 
90-293 R 
90-899 R 
90-899 R 
90-899 R 

50-899 R 
50-899 R 
50-299 R 
90-494 K 
90-484 K 

50-454 K 
90-494 K 
90-494 H 
90-494 K 
90-494 K 

90-4 S 4 K 
90-434 K 
90-484 H 
50-373 0 
90-899 P 

90-373 F 
50-373 F 
90- 1 0 0 
90-10 0 
90-237 P 

50-837 P 
90-237 P 
90-837 P 
90-237 P 
90-237 P 

90-837 P 
90-237 P 
90-237 P 
90-837 P 
80-837 P 

30-837 P 
80-237 P 
80-837 P 
50-837 Q 
80-373 F 

90-373 F 
90-373 F 
50-373 F 
90-849 P 
90-8 94 F 

50-854 F 
50-294 F 
90-894 P 
90-899 P 
90-899 P 

90-894 F 
90-854 F 
90-894 P 
50-854 P 

80-10 a 

90-10 R 
90-10 R 
50-10 R 
90-10 R 
30-10 R 

30-10 B 
80-249 a 
90-249 3 
90-496 8 
90-304 8 

50-304 8 
80-869 B 
90-869 8 
90-854 R 
90-894 R 



566 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


B2041S2O333* 
B20AlS0333t 
azO A 120339 
820 A 120339 
82041 203 AO* 

B2041203A7A 

8204120347+ 

820412035B* 

B2041203&0 

8304120370+ 

S20412037& 

B204I2041S 

6204120417+ 

6204120422 

820412D4Z9 

8204120431+ 
8204120479+ 
B204120490+ 
8204 120430+ 
6204120430+ 

8204120490+ 

8204130043 

8204130044+ 

8204130076+ 

8204130078+ 

8204130080* 
820413031 1 
8204130311 
8204 1 30319+ 
8204130319* 

8204140041 
8204140109 
8204140103 
B204140113 
62041401 18+ 

8204140127 

0204140179 

B204140179 

8204130213+ 

8204190213+ 

8204130221+ 

82041S0330 

8Z041SD439 

B204190301+ 

8204160064 

820416000?+ 
8204160094 
8204160096+ 
8204160239 
B204 160239 

8204160239 
8204 1 6023S 
8204160233 
8204160240* 
8204160240* 

8204160247+ 
8204160247+ 
8204 160302 
8204160302 
8204160302 

8204160302 

6204160302 

8204160306 

8204160306 

0204160431 

8204160439+ 

8204160441 

8204160447+ 

8204160437 

8204160439+ 

8204160471 
8204160473+ 
8204160480 
8204160483+ 
8204 160486 

8204160491+ 

8204160923 

820416092?+ 

8204160608 

8204160608 

8204160608 
8204 1 60608 
8204160608 
8204160613 
8204190008* 


SUBJECT 

CATEOORV 


90-294 R 
90-294 R 
90-299 R 
30-299 R 
90-294 R 

90-299 R 
30-299 R 
90-299 R 
90-299 a 
30-299 8 

90-299 8 
90-373 f 
30-299 8 
30-294 S 
90-299 8 

90-294 8 
90-10 F 
90-10 F 
90-10 F 
90-10 F 

30-299 9 
90-299 R 
90-299 n 
90-294 F 
90-234 F 

90-294 F 
30-299 P 
30-293 B 
50-299 B 
90-299 R 

30-299 P 
90-373 A 
30-373 A 
90-373 A 
90-373 A 

90-294 0 
90-373 A 
90-373 A 
90-10 F 
90-10 F 

90-10 F 
90-373 A 
90-494 O 
90-434 0 
50-299 R 

90-293 R 
90-299 R 
30-299 R 
90-494 E 
30-494 E 

90-4g'4 E 
90-494 E 
90-494 E 
90-434 E 
90-434 E 

SO-494 E 
90-494 E 
90-494 A 
90-494 A 
50-494 A 

90-494 A 
90-494 A 
90-237 a 
90-237 a 
90-299 R 

90-299 R 
90-299 ft 
90-299 R 
50-295 ft 
50-295 ft 

50-299 R 
90-299 R 
SO-299 R 
50-295 ft 
90-299 ft 

90-299 ft 
90-299 R 
90-293 ft 
30-494 A 
90-494 A 

90-494 A 
90-494 A 
90-494 A 
90-299 P 
90-10 F 


AUTHOR 

AFFILIATION 


ACCESSION 

number 


8204190013+ 

8204190184 

8204190184 

8204190212 

8204190212 

8204190214 

8204190214 

S2Q419Q214 

8204190216 

8204190221 

8204190221 

8204190228 

8204190229* 

0204190229* 

8204190249 

8304190249 

8204190351 

8204200329+ 

8204200340 

8204210179 

8204220312 

8204220320 

8204220323+ 

8204320390 

8204220392 

8204220392 

8204220396+ 

8204220396+ 

8204220404 

8204220409+ 

8204220412+ 

8204320445 

8204220449 

8204220712+ 

8204220712+ 

8204220719* 

8204220719+ 

8204230196 

8204230196 

8204230206 

8204230206 

8204230297 

8204230297 

8204230311 

8204230311 

8204230371 

8204230921 

0204230921 

8204260096 

8204260096 

8204260160+ 

8204260292 

8204260292 

8204260393+ 

0204260393+ 

8204260399+ 

0204260339+ 

0204270081+ 

0204270001+ 

0204270084+ 

0204270004+ 

0204270177+ 

8204270177+ 

8204270101+ 

0204270101+ 

8204270192 

8204270262 

8204270269+ 

8204270292 

8204270302 

8204270314* 

8204270499+ 

8204270469+ 

8204270469+ 

8204270467+ 

8204270473+ 

8204270473+ 

8204270914 

8204270922* 

8204200262 

8204280327 

8204280334* 

8204280906 

8204280906 

8204280927 


SUBJECT 

CATEOORV 


90-10 F 
90-484 E 
90-494 e 
90-494 E 
90-494 E 

90-237 P 
90-237 p 
90-237 P 
90-299 p 
50-294 ft 

90-294 ft 
90-237 F 
90-234 R 
90-294 ft 
90-234 ft 

9'0-Z54 R 
90-237 P 
8Q-£?3 Q 
30-373 J 
90-279 F 

90-237 B 
90-440 a 
90-237 8 

30-247 P 
30-279 P 

30-279 P 
90-279 P 
50-279 P 
90-237 8 

90-237 5 

90-247 0 

90-373 a 
90-373 a 
90-299 F 
90-279 F 

50-279 F 
90-299 F 
90-494 A 
90-434 A 
90-275 P 

90-279 P 
50-279 P 
90-279 P 
90-279 P 
90-273 P 

30-10 J 
30-237 P 
90-237 P 
30-484 A 
80-434 A 

30-247 Q 
80-454 F 
90-494 F 
30-294 F 
80-234 F 

30-234 F 
90-234 F 
90-294 F 
30-294 P 
90-294 F 

50-234 F 
90-273 F 
90-293 t 
90-279 F 
90-273 F 

90-373 T 
90-247 8 

90-247 6 

PR 

90-304 fl 

90-304 a 
50-436 0 

90-279 F 
30-275 F 
90-373 a 

90-273 F 
90-299 F 
90-299 8 

90-279 8 

90-494 0 

90-373 P 
50-373 P 
90-237 P 
90-237 F 
90-249 P 


CORPORATE SOURCE INDEX 


8 B 7 


AUTHOR 

AFFti-lATION 


tp'%n(ct lent Light U Powvr Co 
te^nictUut VanlcB* Atonic Powor Co 


Cirintr It Uittorhflhn 

(pnnir. Koopo ti Corbor 

C«novor It Avooc latest Inc. tniuranco 

Ciiiolitlatoij Edioen Co. of Neio York 


accession subject 

NUMBER CATES DRV 


0204290274 

e204aooa&4» 

8204300077* 

0204300362 

820430037? 

8204300390* 

8204300403* 

8204060127* 

B204020931 

8204060078 

8204060084* 

8204070448 

8204070498 

8204070934 

8204070946 

8204080079 

820408030? 

820408030? 

8204080486* 

8204130117 

8204140363 

8204140369* 

8204140412 

8204190466 

8204190468* 

8204160228 

8204190109 

8204190107* 

8204190198 

8204200200 

8204220418 

8204230493 

8204230498* 

8204230917 

8204260229 

8204260229 

8204260229 

8204260229 

8204270274 

8204270274 

8204270274 

8204270281* 

8204290261 

8204300228 

8204080023 

8204210449 

8204190491 

8204260317 

8204090318 

8204230979 

8204010314 

8204010317* 

8204010321* 

8204010323* 

82O401O36B 

8204010370* 

8204010373* 

8204090001 

8204090003* 

8204090171 

8204090180* 
8204090189 
82040901 96* 
8204090214 
8204090829* 

8204060042 

8204060042 

8204080004 

82040B0004 

8204080109 

82040801 13* 

8204080944 

8204080944 

8204090271 

9204120190 

8204120883 

8304120886* 

8204130093* 

S204190093* 

8204130096* 


90-237 P 
90-10 F 
90-10 F 
30-299 8 
90-237 B 

90-237 8 
90-299 8 
90-249 I 
00-213 P 
90-213 I 

90-213 I 
90-213 F 
90-213 F 
90-213 P 
80-213 P 

90-213 F 
90-213 P 
90-213 P 
90-213 0 
90-213 P 

90-213 8 
90-213 R 
90-213 R 
90-213 R 
90-213 R 

90-213 P 
90-213 R 
90-213 R 

90-213 P 

90-213 P 
90-249 F 
90-249 F 
90-213 P 
90-213 P 

90-213 P 
90-213 P 
90-213 P 
90-213 P 
90-213 P 

90-213 P 
90-213 P 
90-213 F 
90-213 P 
90-398 0 

90-392 0 

PR 

P« 

70-1621 

70-1621 

90-247 P 
90-247 P 
90-247 P 
90-247 P 
90-247 P 

90-247 P 
90-247 P 
90-847 R 
90-247 R 
90-847 8 

90-247 8 
.90-247 8 
90-247 8 
90-247 8 
90-247 8 

90-247 F 
90-247 F 
90-247 « 
00-247 « 
90-247 8 

50-247 8 
00-247 « 
90-247 0 
00-247 a 
00-247 P 

00-247 8 
90-247 8 
90-3 F 
00-3 F 
00-3 F 


820419084B SO-247 H 
0204190292*, 80-247 R 
8204190304 ' 50-247 P 
820419033?* 90-247 P 
8204160261 00-247 8 


author 

affiliation 


Conitructlon Tschnolos? Laborator I** 
Contujniri Power Co 


ACCESSION 

NUMBER 

8204160267* 
B2041?00?0 
870419018? 
8204190 1?2* 
8204190293 

6204190208* 
82041 902 B6 
8204190283* 
0204200337* 
0204260267 

0204260271* 

8804270303 

S20487030B* 

0204280309 

0204300407 

0202080383* 

0201260372 

8202080382 

0203270990 

0204010199 

0204010139 

8204010286 

0204010303 

8204020394 

8204090059 

8204090063 

6204090137 

6204090198 

6204090164* 

82041090182 

6204090209 

6204090219* 

6204090262 

8204090361 

8204060009 

0204060044 

0204060044 

0204060144 

0204070087 

8204070087 

8204070199 

0204070407 

0204070407 

0204000032 

8204000221 

0204000221 
0204080946 
020 4 0809 90* 
0204080959* 
8204080963* 

0204090211 

0204090222 

8204090227* 

6204090274 

6204090274 

8204090280 

B204090'2BO 

8204090284 

8204090208* 

0204090297 

8204090302* 

0204090393 

0204090393 

8204090439 

0204090435 

8204090492 

8204120132 

8204120135* 

0204120143 

8204120172 

8204120178 

8204120233 

8204120343 

0204120343 

8204120392 


eUBJECT 

cateoohy 


90-247 8 

90-247 O 
90-247 R 
90-247 H 
30-247 B 

30-247 n 
90-247 H 
90-247 B 
90-247 0 

90-247 8 

90-247 8 

50-247 R 
90-247 R 
30-247 P 
30-247 P 

90-329 A 
50-32? a 
90-329 A 
NUREO 
30-329 E 

90-329- E 
90-195 O 
90-199 F 
90-329 A 
30-195 P 

30-159 J 
30-259 J 
90-159 a 
30- 1 59 a 
30-299 J 

50-299 0 

BO-259 0 

90-295 P 
30-255 P 
50-199 P 

90-329 E 
50-329 E 
30- 1 95 P 
90-329 E 
90-329 E 

90-199 P 
30-329 B 
90-329 R 
00-159 0 

90-329 0 

50-329 a 
90-199 0 

90-199 O 
90-199 0 

90-199 O 

50-255 P 
30-195 B 
SO- 159 B 
50-329 E 
90-32? E 

90-32? A 
30-329 A 

90 - 1 59 n 

90-159 R 
90-255 R 

90-299 R 
30-32? A 
90-329 A 
50-32? 8 

90-32? 8 

50-295 F 
SO- 159 F 
30-199 F 
30-199 P 
30-329 e 

30-32? E 
90-329 B 
90-329 R 
30-329 R 
» 50-329 R 


0204120352* 

0204120337 

B804120364* 

0204120376 

0204120377 


30-329 R 
30-193 a 
80-139 a 
30-193 a 
30-195 B 


820412037? 

820412037? 

0204120385* 

8204120388* 

8204130072 


50-329 B 
50-329 O 
90-133 fi 
30-158 Q 
30-233 F 


558 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8S04 13031 Q 
BSO4I3032& 
8304130326 
8304140123 
8204140140 

8204140140 

8204140434 

8204150081 

820413045? 

8204160017 

8204160017 

820416001? 

820416001? 

8204160286 

8304160286 

8204160304 

8304160304 

8204160377 

8204160377 

820416042? 

820416042? 
8204160433 
8304 160444* 
8204160489 
8204160387 

8204160387 

820430001? 

830420001? 

8204200023 

8204200028* 

8204200038 

8204200038 

8204200129* 

B204200231 

8204200231 

8204200233 

8204200260 

8204200287 

8204200287 

8204200324 

8204200484 

8204200484 

8204200493 

8204210122 

8204210267 

8204210271* 

8204210443 

8204210443 

8204220284 

8204220283* 

B204220397 

8204220401* 

8204230210 

8204230210 

8204230284 

8204330284 

8204330388 

8204230388 

8204260173 

8204260172 

8204260176* 

8204260176* 

8204270234 

8204270254 

8204270298 

8204270298 

8204270320 

8204270330* 

8204280498 

8204290117* 

8204290124* 

8204290268 

8204290337 

8204290336* 

8204300136* 

8204300143* 

8204300152 

8204300152 

8204300139* 

8204300159* 

8204300370 

8204300383* 

8204300414 

8204300419 

8204300420* 


SUBJECT 

CATEOORV 


PRM 

50-329 A 
30-329 A 
30-153 O 
30-329 E 

30-329 E 
30-329 0 

30-155 O 
PRM, 

50-329 O 

30-329 « 

50-329 0 

30-329 0 

30-329 A 
30-329 A 

30-329 F 
30-329 F 
50-329 a 
30-329 8 

50-329 E 

30-329 E 
30-233 R 
30-233 R 
30-133 P 
30-329 8 

30-329 8 

30-329 V 
50-329 V 
50-133 0 

30-153 O 

30-329 C 
30-329 C 
30-133 0 

80-329 K 
30-329 K 

50-233 P 
30-133 P 
30-329 A 
30-329 A 
30-329 K 

50-329 E 
30-329 E 
30-133 O 
71-5607 
50-133 P 

50-133 P 
30-329 0 

30-329 0 

30-253 P 
30-235 P 

50-133 a 

30-133 a 
30-329 A 
30-329 A 
50-329 e 

30-329 E 
30-329 E 
30-329 E 
30-329 A 
30-329 A 

30-329 A 
30-329 A 
30-329 E 
80-329 E 
30-329 E 

30-329 e 
30-133 8 

30-133 8 

30-233 P 
30-329 A 

30-329 A 
30-133 P 
30-233 P 
30-233 P 
30-135 O 

30-133 0 

30-329 O 
30-329 0 

30-329 0 

50-329 O 

30-135 0 

30-135 0 

30-233 R 
30-233 O 
30-233 R 


AUTHOR 

AFFILIATION 


Corn* 1 1 Coll*] • 
Cottar Corp 


Council on Economic Prlorltl** 

Covncll on Enirgg In4*ptnd*nc* 

Covlnjton t( Burling 
Criarti Inc 

Critical Mat* £n*rgg Projoct 


D 'Appolonta Consulting Engln**r*> Inc 


D. 0 Fr«d*rlcki Inc 
Dalrgtand Poutr Cooptratlv* 


Dam** it lioort 


Oavlsi Oraham 6 Stubbs 
Oautpn T Orownt Inc. 

0* Paul Comnunitg Haalth Cantar 
8r ida*tan>Ha 

DtKalb Arta Allianc* for Rasponstbl* 
Enargg 

D*b*>/oif* (i LI barman 


ACCESSION 

number 


8204300474 

8204300474 

8204300478 

8204300478 

8204010444 

8204160083 

8204160086* 

8204160087* 

8204210106 

8204210113* 

8204210720 

8204210722* 

8204290182 

8204290191* 

8204220371 

8201 130329* 

8204140347 

8204230003 

8204260360 

8204010332 

82041400BS 
8204 140392 
B204160122 
8204020330* 
820402O333* 

8204200129* 

8204210200* 

B204050163* 

B20401023B 

8204010470 

8204020281 

8204020286 

8204020369 

8204020433 

8204020470 

8204020472 

8204020489* 

8204020300 

8204050004 

8204030007* 

8204050033 

8204050329 

8204070334 

8204070339* 

8204080107* 

8204080109* 
8204080 18B 
8204130367 
8204130371* 
8204130375 

8204130378* 

8204130390 

8204130391 

8204130394* 

8204130393* 

0204130396 

8204130398 

8204130399* 

8204130401* 

8204130230 

8204130236* 

8204200304 

8204200310* 

8204200397 

8204220334 

8204270372 

8204270392 

8204290126 

8204290398* 

8204290614* 

8204300193 

8204300202* 

8204300203* 

8202100413* 

8204020393* 

82O42200B0* 

8204270138* 

8204220178 

8204090449* 

8204050391* 


8204210489 

8204010034* 

8204080240 


SUBJECT 

CATE80RY 


30-329 8 

30-329 D 
30-329 O 
30-329 B 
REOOD 

HASTE MOT 
HASTE MOT 
HASTE MOT 
WASTE HOT 
WASTE KOI 

WASTE HOI 
WASTE MOT 
WASTE MOT 
WASTE MOT 
FOIA 

P«H 

PRM 

40-2061 

MUREO 

PR 

FOIA 

FOIA 

FOIA 

60-8681 

40-G6BI 

30-133 < 

30-133 « 

70- 2124 
30-409 F 
30-409 P 

80-409 P 
80-409 P 
30-409 P 
30-409 P 
80-409 P 

80-409 S 
30-409 e 
80-409 P 
80-409 R 
30-409 R 

80-409 P 
90-409 P 
80-409 I 
90-409 t 
50-409 F 

30-409 F 
30-409 F 
30-409 « 

30-409 It 
30-409 it 

30-409 Ft 
30-409 It 
50-409 R 
30-407 ft 
50-409 ft 

30-409 It 
30-409 ft 
30-409 It 
30-409 R 
30-409 R 

30-409 H 
30-409 P 
30-409 P 
30-609 P 
30-609 8 

30-409 H 
30-409 8 

71- 3980 
30-409 f 
50-409 F 

30-409 S 
30-409 8 

30-409 8 

30-482 A 
30-329 A 

CONTRACT 

40-6622 

FOIA 

30-327 P 
70-2638 


30-434 0 

REOOD 
30-443 0 



CORPORATE SOURCE INDEX 


B69 


AUTHOR 

AFFILIATION 


B-tal;* ol 

Cilnarv* Pou*r S. Light Co 


Dinnl'f oti>A B 

DtAvillo. Tounihlp ofi NJ 
O'ltral t Cdli.oh Co 


Dnt^Starch Actoclatai 
DofctrfcviJ F 


CHtTiaV' <J A 
Oa-H Chanlcal c« 


0v1t« Powar Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

5204000240 

50-44 9 

9 


8204020468* 

90-369 8 

8204080900 

50-44 9 

9 


8204020496 

90-287 8 

8204080900 

50-449 

9 


8204020902* 

90-207 a 

8204080936 

50-449 

9 


8204020520 

90-269 8 

5204080936 

90-449 

9 


8204020542* 

90-269 3 

8204080986 

50-413 

9 


8204020960 

90-369 8 

8204080986 

50-413 

9 


8204020962* 

90-369 a 

62040B09BS* 

50-413 

0 


8 2040900 1<7 

90-269 R 

8204080986* 

50-413 

0 


8204050019 

90-269 R 

8204090342 

KOIA 



8204090019 

50-269 R 

8204130200 

90-4 49 

n 


8204090023* 

50-269 R 

8204130200 

90-449 

M 


8204090029* 

90-269 R 

8204130200 

50-449 

M 


8204090029* 

90-269 R 

8204140128 

FOIA 



8204030026 

90-369 R 

8204140211 

90-413 

0 


8204090032* 

90-369 R 

820414021 1 

90-413 

s 


8204050042* 

50-369 R 

8204140216* 

90-413 

0 


820 4 08 0073 

50-369 8 

8204140216* 

90-413 

9 


B2040B0077* 

90-369 a 

8204200091 

90-413 

9 


8204080906 

50-369 B 

8204220022 

FOIA 



8204080913* 

SO-369 8 

8204220044 

RISC 



8204080986 

90-413 0 

8204220639 

FOIA 



8204080986 

ao-4i3 o 

8204230130 

90-449 

9 


8204080988* 

90-413 0 

8204260208 

90-488 

9 


8204080988* 

50-413 0 

8204260227 

90-449 

9 


8204090409 

50-369 ft 

8204260227 

50-449 

9 


02040804 10* 

50-369 R 

8204280019 

90-449 

9 


8204a'70437 

90-369 ft 

8204260019 

90-449 

0 


8204010431* 

90-369 ft 

8204280180 

90-449 

0 


8204090436 

50-369 R 

8204290302 

90-413 

0 


8204090449* 

50-369 R 

8204300181 

90-449 

9 


8204120152* 

50-269 F 

8204130076* 

CONTRACT 


8204120152* 

90-269 F 

8204090419* 

50-277 

I 


8204120192* 

90-269 F 

8204190374* 

50-354 

I 


82041201S4* 

90-269 F 

8204230317 

90-450 

A 


8204120280 

90-413 A 

8204210458 

90-398 

9 


8204 1 20SB0 

30-413 A 

8204230393 

90-398 

9 


8204120303 

50-26? P 

8202020290 

FOIA 



8204120368 

90-269 P 

8204010296 

90-341 

A 


8204120368 

90-26? P 

8204090027 

90-341 

9 


8204130029* 

50-269 F 

8204090139 

90-341 

8 


8204130031* 

50-269 F 

8204090186 

90-341® 

8 


8204130119 

TCPftEP 

8204090199 

SO-341 

S 


8304130139* 

50-269 F 

8204050296 

90-341 

8 


8204130139* 

50-26? F 

8204050320 

90-341 

8 


8204130139* 

90-26? F 

8204090187 

90-341 

8 


8204130143* 

90-26? F 

8204160382 

90-341 

8 


8204130171 

90-413 a 

8204160943 

50-34 1 

8 


8204130364 

PRM 

8204210449 

50-341 

T 


0204130287 

TOPREP 

8204270209 

50-341 

A 


8204140152* 

90-269 Q 

8204270299 

50-341 

8 


8204140132* 

90-26? Q 

8204270292 

PR 



8204140211 

90-413 0 

8204190296 

FOIA 



820414021 1 

90-413 0 

8204070993 

90-466 

Q 


8204140216* 

90-413 O 

8204280349 

90-466 

0 


8204140216* 

50-413 0 

8204070468 

50-320 

H 


8204140380 

90-36? a 

8204080316 

TDPREP 



9204140473* 

90-413 a 

8204140400 

90-329 

0 


8204150311 

30-26? fl 

8204140403* 

90-329 

9 


820415031 1 

90-26? R 

8804210471 

90-329 

0 


8304 1 903 1 1 

50-269 R 

8204210471 

90-329 

9 


8204190319* 

50-269 R 

8204210476* 

90-329 

0 


8204150315* 

90-269 R 

8204210476* 

90-329 

0 


8204190319* 

90-269 R 

8204280013 

90-329 

0 


8204190316 

90-269 R 

8204010232 

90-270 

p 


8204190316 

90-269 R 

8204010291 

90-269 

P 


8204190316 

90-269 R 

8204010291 

90-269 

p 


8204 1 90321 * 

90-269 R 

8204010291 

30-269 

p 


8204190321* 

90-269 n 

8204010277 

50-413 

A 


8204190321* 

90-269 R 

8204010302 

50-269 

P 


8204190324 

90-267 R 

8204010302 

90-269 

P 


8204190324 

50-269 ft 

8204010302 

90-269 

P 


8204190324 

90-269 ft 

8204020290 

90-269 

P 


8204190331* 

90-269 n 

8204020290 

90-269 

P 


8204190331* 

50-26? R 

8204020290 

90-269 

P 


8204190331* 

90-269 R 

8204020327 

90-413 

9 


8204150334 

90-269 R 

8204020379 

REOOD 



8204190334 

90-269 n 

8204020401 

50-369 

P 


5204 190334 

50-269 R 

8204020401 

50-369 

P 


8204190338* 

90-269 R 

8204020429 

50-369 

s 


8204150338* 

90-269 R 

8204020427* 

50-369 

8 


3204190338* 

90-269 R 

8204020499 

50-287 



5204190464 

PR 

8204020460 

90-369 



B20416Q19B 

90-26? P 

8204020461* 

90-287 

s 


8204160193 

90-269 P 

8204020464 

90-287 



5204160232 

90-26? 8 


658 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


0204100316 

0204100326 

0204130326 

0204140123 

0204140140 

0204140140 

8204140434 

8204190081 

8204190499 

8204160017 

8204160017 
8204 16001 9 
8204160019 
0204160286 
0204160286 

8204160304 

8204160304 

8204160377 

8204160377 

8204160429 

820416042? 

8204160432 

8204160444* 

820416040? 

8204160387 

8204160987 

820420001? 

820420001? 

8204200022 

8204200029* 

9204200038 

9204200038 

820420012?* 

8204200231 

8204200231 

8204200295 

8204200260 

9204200207 

8204200287 

9304200324 

B2042004B4 

0204200484 

9204200493 

B204210I22 

9304210267 

0204210271* 

9204210443 

9204210443 

9204220284 

9204220285* 

0204220397 

8204220401* 

0204230210 

8204230210 

8204230284 

9204230284 

9204230388 

9204230380 

0204260172 

8204260172 

0204260176* 

0204260176* 

8204270294 

8204270254 

8204270298 

8204270298 

8204270320 

0204270330* 

0204280498 

8204290117* 

0204290124* 

9204290268 

9204290337 

0204290338* 

B204300136* 

8204300 1 43* 
8204300 1 92 
8204300192 
8204300199* 
8204300199* 

820430D370 

8204300383* 

9204300414 

9204300419 

9204300420* 


SUBJECT 

CATEGORY 


PHM 

SO-329 

A 

30-329 

A 

SO-155 

O 

30-329 

e 

30-329 

E 

30-329 

Q 

30-155 

O 

PHM 

50-329 

O 

30-329 

0 

30-32? 

<7 

30-32? 

0 

50-32? 

A 

30-32? 

A 

30-329 

F 

50-329 

F 

50-329 

S 

50-329 

8 

50-329 

E 

30-32? 

E 

30-233 

R 

50-233 

R 

50-135 

P 

50-329 

a 

50-329 

s 

50-329 

V 

30-329 

V 

50-133 

0 

50-133 

0 

50-329 

■c 

30-329 

c 

50-133 

o 

50-329 

A 

30-329 

A 

30-233 

P 

30-133 

P 

30-329 

A 

30-329 

A 

30-329 

A 

50-329 

E 

50-329 

E 

30-133 

0 

71-3607 

30-135 

P 

30-135 

P 

50-329 

0 

50-329 

0 

30-233 

p 

50-235 

p 

30-135 

s 

30-135 

8 

30-329 

A 

30-329 

A 

30-329 

E 

50-32? 

E 

50-32? 

E 

30-32? 

E 

30-329 

A 

30-32? 

A 

30-32? 

A 

30-32? 

A 

30-32? 

E 

30-32? 

E 

30-32? 

E 

50-32? 

E 

50-133 

8 

30-135 

S 

30-235 

P 

50-329 

A 

30-32? 

A 

30-183 

P 

30-255 

P 

50-255 

P 

90-133 

0 

50-153 

0 

30-329 

0 

30-329 

0 

30-329 

0 

30-329 

0 

30-133 

0 

30-133 

0 

30-233 

R 

30-233 

Q 

50-235 

R 


AUTHOR 

AFFILIATION 


Carn*ll Collvg* 
Cottar Carp 


Council on Economic Prlorltli* 

Council on Ensray Indtpsndtnc* 

Covington 6 Burling 
Cr**rei Inc 

Critical Mail Enargg Projact 


D'Appotanta Coniultlng Enginitrii Inc 


D O Fr*d*Tlcki Inc 
Dairy land Pouiar Coopiratlv* 


Damai 6 Moor* 


Davlii Graham 6 Btubb* 

Dayton T Browrii Inc, 

Da Paul Community Haalth G«ntfr 
BridgatoniMD 

DtKalb Araa AlWanc* for Raipontlbl* 
Enargy 

Dabavoli* S Llhtrman 


ACCESSION 

NUMBER 


0204300474 

9204300474 

8204300478 

0204300478 

8204010444 

9204160083 

8204160086* 

8204160097* 

8204210106 

8204210113* 

8204210720 

8204210722* 

9204290182 

0204290191* 

0204220971 

8201130329* 
S204 140947 
8204230009 
8204280960 
8204010392 

8204140030 

6204140392 

8204160122 

8204020930* 

0204020939* 

0204800129* 

8204210200* 

8204090163* 

8204010238 

0204010470 

0204020281 

0204020286 

8204020369 

8204020433 

8204020470 

8204020472 

8204020499* 

9204020900 

8204090004 

8204090007* 

8204090095 

8204090329 

82040709S4 

0204070999* 

8204000107* 

8204000109* 

BS1040B0188 

0204130367 

8204130371* 

0204130379 

8204130370* 

8204130390 

8204130391 

6204130394'* 

0204130399* 

9204130396 

0204130398 

8204130399* 

8204130401* 

8204190290 

8204190296* 

8204200304 

8204200310* 

0204200397 

8204220334 

8204270372 

0204270392 

0204290126 

8204290998* 

8204290614* 

8204300195 

8204300202* 

8204300209* 

0202100413* 

8204020399* 

8204220080* 

8204270139* 

0204220178 

8204090449* 

8204090391* 


8204210489 

8204010034* 

8204080240 


BUBvCCT 
CATE SCR r 


90-321 0 

30-329 0 

90-329 « 

50-329 4 

Reooo 

HASTE «8T 
HASTE nCT 
HASTE MOT 
HASTE WT 

Haste mst 

HASTE nST 

Haste mot 

HASTE MOT 
HASTE rWT 
FOIA 

PHM 

PRM 

40-2061 

NUREQ 

PR 

FOIA 

FOIA 

FOIA 

40-8681 

40-8681 

30-135 a 
30-199 e 

70- 2124 
30-409 F 
30-409 P 

50-409 P 
50-409 F 
50-409 P 
50-409 P 
50-409 P 

30-409 S 
50-409 S 
50-409 P 
50-409 R 
50-409 R 

50-409 P 
30-409 P 
50-407 I 
50-409 1 

50-409 F 

50-409 F 
50-409 F 
50-409 » 

50-409 « 

50-409 « 

50-409 R 
50-409 R 
50-409 ■ 

50-409 ■ 

30-409 R 

30-409 R 
50-409 ■ 

50-409 R 
50-409 * 

50-409 R 

50-409 2 

50-409 P 
50-409 P 
50-409 P 
30-409 8 

30-409 H 
50-409 9 

71- 5980 
50-409 F 
50-409 F 

50-409 S 
50-409 9 

50-409 9 

50-482 A 
50-329 A 

CONTIUCt 

40-6622 

FOIA 

50-327 P 
70-2630 


50-434 » 

REOSD 
50-443 9 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFtLlATION 


0t1«««Ttt etata or 
£a1«arva l^owar it tight Co 


Otnntaorv A. B 

Dlnvlllii Totunthtj) pfi NJ 
Ottroit Edlkcsn Co. 


Doc-Baarch Aatoclataa 
D'aharty.J F 


DOrta^, J A 
Dow <C hint cal Co. 


Dgtt Powar Co. 


ACCEBBION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFPltlATtON 


ACCESS ION SUBJECT 

NUMBER category 


Q204050240 

82040S0300 

B2040G0900 

8204080936 

82040B0936 


90-449 Q 
90-445 0 

90-449 « 

90-443 0 

50-44 9 0 


9204020468* 
B20 4 020476 
B20 4020 902* 
6204020920 
8204020942* 


90-367 ® 
90-207 B 
30-287 8 
30-269 8 
90-269 S 


82040B0986 

8204030906 

8204060933* 

8204030933* 

8204090342 


90-413 0 
50-413 0 
50-413 0 
50-4 1 3 9 
FOIA 


3204020960 

3204020962* 

3204090019 

3204090019 

8204090019 


30-369 8 
90-369 a 
90-269 R 
90-269 R 
30-269 R 


6204130200 

8204130200 

6204130200 

8204140123 

6204140211 


90-449 M 
90-449 M 
90-449 M 
FOIA 

90-413 0 


8204090029* 

8204030029* 

8204030029* 

8204030026 

8204090032* 


50-269 B 
90-269 H 
90-269 R 
90-369 R 
30-369 R 


8204140211 

50-413 

0 

8204140216* 

90-413 

0 

8204140216* 

90-413 

0 

8204200091 

90-413 

0 

8204220022 

FOIA 


8204220044 

MISC 


8204220633 

FOIA 


8204230130 

90-449 

0 

8204260208 

90-468 

0 

8204260227 

90-449 

0 

8204260227 

50-449 

0 

8204280013 

90-445 

0 

8204200013 

90-449 

0 

B2042B0180 

90-449 

0 

8204290302 

90-413 

0 

8204300161 

50-449 

0 

8204130076* 

CONTRACT 

8204090419* 

90-277 

I 

9204190374* 

90-354 

I 

0204230317 

90-490 

A 

8204210490 

50-398 

& 

0204230393 

90-338 

0 

8202020290 

FOIA 


8204010296 

90-341 

A 

0204090027 

50-341 

8 

8204090139 

50-341 

8 

8204090106 

50-341 iJ 

8 

82040501 99 

90-341 

8 

8204090296 

90-341 

8 

8204090320 

90-341 

a 

B2O4O9O107 

90-341 

a 

8204160382 

90-341 

6 

8204160943 

90-341 

B 

8204210445 

90-341 

T 

8204270209 

90-341 

A 

8204270299 

50-341 

S 

9204270292 

PR 


0204150296 

FOIA 


3204070353 

90-466 

9 

8204280349 

90-466 

9 

8204070466 

90-320 

H 

8204000316 

TOP REP 


8204140400 

90-329 

0 

8204140403* 

50-329 

0 

8204210471 

50-329 

9 

0204210471 

90-329 

9 

8204210476* 

50-329 

9 

8204210476* 

50-329 

9 

8204280013 

50-329 

0 

6204010232 

50-270 

P 

8204010291 

50-269 

P 

8204010291 

90-269 

P 

8204010291 

90-269 

P 

8204010277 

50-413 

A 

8204010302 

50-269 

P 

8204010302 

50-269 

P 

8204010302 

50-269 

P 

8204020290 

50-269 

P 

B2D402029D 

50-269 

P 

8204020290 

50-269 

P 

8204020327 

90-413 

8 

8204020379 

HEOOO 


3204020401 

90-369 

P 

8204020401 

50-369 

P 

8204020425 

50-369 

8 

8204020427* 

50-369 

S 

8204020455 

90-287 

s 

8204020460 

50-369 

s 

8204020461* 

90-287 

B 

8204020464 

90-287 

8 


8204090042* 

90-369 

R 

8204080073 

90-369 

8 

8204080077* 

90-369 

9 

8204080906 

90-369 

a 

8204080313* 

90-369 

8 

8204080986 

90-413 

0 

8204080986 

90-413 

0 

8204080380* 

90-413 

0 

820 4080 3ae* 

90-413 

9 

8204090409 

90-369 

R 

8204090410* 

50-369 

R 

8204090427 

30-369 

R 

8204090431* 

50-369 

R 

€204090436 

30-369 

R 

8204090443* 

90-369 

R 

8204120192* 

90-269 

F 

8204 1201 92* 

50-269 

F 

0204120192* 

90-269 

F 

8204120194* 

90-269 

F 

0204120280 

90-413 

A 

8204120280 

90-413 

A 

8204 1 20303 

90-269 

P 

8204120369 

90-269 

P 

0204120368 

90-269 

P 

8204130029* 

50-269 

F 

8204130031* 

30-269 

F 

8204130119 

TOP REP 


B204130139* 

30-269 

F 

8204130139* 

90-269 

F 

8204130139* 

90-269 

F 

8204130143* 

90-269 

F 

8204130171 

50-413 

a 

€204130264 

PRH 


8204130297 

TOPREP 


0204140192* 

30-269 

0 

8204140192* 

90-269 

a 

8204140211 

90-413 

0 

8204140211 

90-413 

0 

8204140216* 

30-413 

« 

8204140216* 

90-413 

0 

8204140380 

90-369 

a 

8204140473* 

90-4 13 

□ 

0204190311 

90-269 

R 

€204190311 

30-269 

R 

6204150311 

50-269 

n 

8204190313* 

50-269 

R 

8204190313* 

90-269 

R 

82041503IS* 

90-269 

R 

8204130316 

90-269 

n 

8204190316 

30-269 

R 

8204190316 

90-269 

n 

8204 1 9032 1 • 

90-269 

n 

8204190321* 

30-269 

R 

8204130321* 

90-269 

n 

8204190324 

90-269 

R 


8204190324 50-269 R 
6204190324 90-269 R 


8204190331* 

90-269 

R 

8204190331* 

50-269 

R 

8204190331* 

90-269 

R 

9204190334 

30-269 

R 

8204190334 

90-269 

n 

8204150334 

80-269 

FT 

8204190336* 

90-269 

R 

8204190338* 

30-269 

R 

6204190338* 

50-269 

R 

6204190464 

PR 


8204160198 

30-269 

P 

8204160198 

30-269 

P 

8204160232 

90-269 
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CORPORATE SOURCE INDEX 







AUTHOR 

ACCESSION 

BUBdECT 


AUTHOfl 

ACCESSION 

BWajECT 



AFFILIATION 

NUMBER 

CATEOOSV 

AFFIHATtOM 

NOHBER 

CATEOORV 

— 


— —— — — 









8204280324 

30-269 

B > 


8204160336* 

90-269 

8 



8204280329* 

30-413 

c 


9204160263 

90-413 

8 



9204290329* 

30-413 

C 


9204160263 

90-413 

8 



8204280341 

30-369 

8 


9304160297 

90-413 

8 



8204280346* 

30-369 

8 


9204160343 

90-269 

a 












8204280407 

30-270 

s ; 


8304160379 

90-269 

n 



8204280412* 

30-270 

a 


8204160379 

90-269 

n 



8204280464 

90-369 

a . 


9204160379 

90-269 

R 



8204280488 

30-369 

9 i 


82041 603 B3« 

90-269 

R 



9204280916 

PR 



32041603930 

90-269 

R 












8204280324 

30-369 

8 


82041 603 93» 

90-269 

R 



8204200930* 

90-369 

a 


8204160397 

90-413 

A 



8204280933 

30-369 

a 


8204160397 

90-413 

A 



8204280936 

30-270 

a 


9204160402 

90-269 

R 



8204280937* 

30-369 

a 


9204160402 

90-269 

R 












8204280940* 

30-270 

a 


92041604064 

90-269 

R 



8204290302 

30-413 

0 


9204160422 

30-414 

8 



8204300492 

30-369 

a 


9204160463 

90-269 

R 

Ouk* I7nlv*rf.lkv iittSical C«nt*r 

8204010446 

REOOD 



9204160463 

90-269 

R 

DUAua^n* Liihk Co 

8204010217 

30-334 

8 


9204160463 

90-269 

R 












8204010229* 

30-334 

8 


92041604664 

90-269 

R 



8204020471* 

50-334 

Q 


9204 1604664 

90-269 

R 



8204090000 

90-334 

S 


92041604664 

90-269 

R 



8204090094* 

30-334 

8 


8204160490 

90-413 

8 



8204090297 

30-334 

a 


8204160490 

90-413 

8 












8204090261* 

30-334 

a 


8204160939 

90-269 

S 



8204090266 

30-334 

a 


82041 6094 B 

90-369 

a 



8204090272* 

50-334 

a 


83041609944 

90-369 

8 



8204090279 

90-334 

a 


8204160999 

90-369 

8 



8204090260* 

30-334 

a 


82041609664 

90-369 

8 












8204090296 

30-334 

1 


9204160976 

SO-269 

8 



8204060029 

30-334 

R 


82041609834 

90-269 

B 



9204060032* 

30-334 

n 


8204160617 

90-369 

8 



8204060079 

90-334 

p 


92041606224 

90-369 

8 



8204070260 

90-412 

A 


8204160623 

90-369 

P 












8204070316 

90-334 

R 


8204 1 60623 

90-369 

P 



8204070317* 

30-334 

R 


8204190171 

90-369 

P 



8204070406 

30-334 

R 


8204190260 

90-269 

R 



8204070408* 

90-334 

R 


8204190260 

90-269 

R 



8204070446 

30-334 

F 


8204190260 

30-269 

R 












8204070497 

30-334 

3 


8204190264* 

30-269 

R 



8204070401 

50-334 

0 


8204190264* 

30-269 

R 



9204090291 

30-334 

R 


9204190264* 

30-269 

ft 



8204120290 

30-334 

3 


8204190273 

50-369 

P 



8204120279 

30-334 

P 


9204190300 

90-369 

ft 












8204120426 

30-334 

P 


8204190303* 

90-369 

R 



8204120430* 

30-334 

P 


8204190306* 

90-369 

R 



0204190279 

30-334 

R 


8204200091 

90-413 

0 



8204190276* 

30-334 

R 


8204200091 

90-413 

0 



8204160934 

30-412 

8 


8204200128 

90-413 

A 












8204160930 

30-334 

P 


8204200198 

90-269 

P 



8204190290 

90-412 

1 


8204200158 

90-269 

P 



8204 190297* 

90-412 

1 


8204200198 

90-269 

P 



8204200116 

90-334 

B 


8204230161 

90-413 

0 



8204220439 

90-334 

a 


8204230230 

90-270 

0 












8204230221 

90-334 

p 


8204230365 

90-413 

0 



0204230469 

30-334 

3 


8204230419 

90-369 

P 



8204260162 

30-334 

B 


8204230987 

90-369 

0 



8204260261 

90-334 

P 


8204230390 

90-369 

0 



8204260263* 

30-334 

P 


8204260069 

90-498 

0 












8204270441 

50-334 

P 


B20426020B 

90-408 

0 



8204280406 

30-334 

t 


82042701 12* 

90-369 

F 



8204300313 

PR 



8204270119* 

90-369 

F 



8204300402 

90-334 

P 


8204270119* 

90-369 

F 

E, I du Pont 

d* Niinouri (> Co, i Inc. 

8204090297 

FOIA 



0204280033 

90-269 

9 










EOa NvcUar. 

Inc 

8204120346* 

90-266 

P 


8204280039* 

SO-269 

8 

EOhOt Inc. 


8202080220* 

90-29 

P 


0204280076 

90-369 

8 



8203090800* 

30-237 

3 


8204280190 

90-287 

S 



82032901 18 

30-309 

P 


8204280196* 

90-297 

8 



8203300003 

30-309 

P 


8204280206 

00-269 

8 












8204010009 

RES 



8204280290 

90-370 

8 



B204Q 10027 

30-313 

P 


8204280289 

90-413 

8 



8204070640* 

30-313 

P 


8204280289 

90-413 

8 



8204140979 

90-321 

P 


8204280294 

90-270 

8 



8204140990 

30-206 

P 


8204280299 

90-269 

8 












8204140629 

REB 



8204280299* 

90-269 

8 



8204140631 

90-319 

P 


8204280301* 

90-270 

8 



8204190093* 

30-409 

P 


8204280304 

90-270 

8 



8204220269 

RES 



8304280309 

90-287 

8 



0204270020* 

90-346 

P 


8204280310* 

90-270 

8 












8204270070 

RES 



8204280312* 

90-287 

B 



9204270401 

RES 



8204280318 

30-413 

B 



B204270923 

RES 



0204280318 

90-413 

8 



0204270932 

RES 



8204280321 

80-413 

C 



0204270371* 

30-361 

P 


S2042B032I 

30-413 

C 







CORPORATE SOURCE INDEX 
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AUTHOR 
AFP It I AT ION 


CK' Inc 

flTfK Sctl-fict Cotifulttns it Tvchtlologu 
C4lt Ktipt»ni NV 

Strvlctsr Ine (»ub« o» Entirch 

C4TIII > 


CTtrlInt fn«truni«nt Corp. 

(Elfrt. atgoianii Charin it Mallott 

Ct4l«g(c<l AnttlyttCf Inc 

ini arnat Iona 1 Co. 

(iviftf J Wjltar if Aaaoclabat 

Eicitern.Clchhorn it Lint 
ClictrU Powar Rattarch Inatitutf 

Clictro Sultch Corp 
t’lai'B'v Ftiit* Nuclear. Inc 


Cneriv Raaaarch Oraup, Inc 


Cnacff. Dapt of 


CnartHi t>«pt. of , CItneb Rlvtr Braodar 
Raactar Pl»nt 

Cnginaaring Planning li Managanant. Inc 
CnvlronMantal Frotaetlon Aganctf 


ACCESSION 

NUMBER 

8UB3ECT 

CATEODRy 

AUTHOR 

AFFILIATION 

accession 

NUHBER 

SUBJECT 

CATEQQRy 

eS04270979» 

90-361 P 


8204220692# 

UA8TE HOT 

B204S90439 

NUREO 


8204220693# 

■HASTE HOT 

e20420049Iia 

90-199 0 


8204230163# 

40-3061 


8204070690 

FOIA 


8204230167# 

40-3061 


8204080370 

90-322 M 


8204230280# 

40-3061 


8204060034a 

90-389 A 


8204230417 

90-184 

t> 




8204230429 

90-341 

D 

8204080973# 

90-466 T 


6204230438 

90-928 

D 

8204la0236a 

90-498 T 


8204260429# 

40-8380 


8204130244# 

90-498 T 


82042S0424 

90-494 

D 

8204190495# 

90-494 a 







EnvlrnriMiniil Rtaitrch it Tachnelotg. Inc 

8204090095* 

90-394 

R 

8204230910# 

90-382 T 

CnvircnMnlal Raaiarch C» 

8204020932# 

CONTRACT 


8204230924# 

90-382 T 

EnvlrcnAtnlil Ta-tklng Corp 

S204300169# 

90-416 

A 

B204300301 

RE090 


8204300177* 

90-416 

A 

8204300444 

PR 


8204300177# 

90-416 

A 

B20423D046# 

40-2061 








8204300184# 

90-416 

A 

8204080332 

90-266 O 


8204300184# 

90-416 

A 

8204140139 

90-266 O 


8204300190# 

90-416 

A 

8204200293 

90-266 T 


8204300190# 

90-416 

A 

8204090046# 

90-331 R 


8204300193# 

90-4 16 

A 

8204140469# 

90-220 ft 








8204300193# 

90-416 

A 

8204070703 

XPORTLIC 


8204300209# 

90-416 

A 

8204260320 

XPORTLIC 


8204300209* 

90-416 

A 

8204300162 

XPORTLIC 

E#*ax Carp 

8204090240# 

90-395 

A 

8204300216 

XPORTLIC 

Europ lan Csnnunl t l#i< Cannlialon of 

8204010233 

XPORTLIC 


8204090433# 

90-327 P 








8204190433 

XPORTLIC 


8204010369 

90-367 0 


8204190464 

XPORTLIC 


8204220169# 

C0KMIB81ON 


B3042S0094 

XPORTLIC 


8204300301 

REOOD 


8204230383 

XPORTLIC 


8204300193# 

90-416 A 


8204290919 

XPORTLIC 


8204300171# 

90-416 A 







Elion Carp 

8204090099 

40-8103 


8204020321 

40-B6B1 


8204090109# 

40-9102 


8204020323# 

40-8681 


8204090189 

40-8103 


8204020929 

40-9691 


8204090174# 

40-8064 


8204190384 

40-8681 


8204190398 

71-6591 


8204210372 

40-8681 








8204210431 

40-6064 


8204290090 

40-8681 


8204270030 

40-8064 


8204290098 

40-8681 


8204270034 

40-8064 


8204160047* 

90-323 0 

Elion Nuclaar Ca . Inc <tul)t of Eiion 

8202240272 

TOP REP 


8204160092# 

90-322 0 

Corp I 




8204160093# 

90-322 0 


8204060037 

70-1397 


8204160060# 

90-322 0 


820407096? 

TOPREP 


8204160063# 

90-322 0 


8204160128 

XPORTLIC 


8204260189 

90-322 T 


8204160131# 

XPORTLIC 


B204010007 

WASTE MOT 


8204310296 

50-249 

P 

8204010418 

90-937 B 


8204220426 

TOPREP 


8204010421# 

90-937 B 


8204230362# 

90-261 

P 

8204020406 

90-937 A 


8204260327 

XPORTLIC 


8204080129 

90-937 0 


8204260330# 

XPORTLIC 


8204080967 

90-937 0 


8204280176 

XPORTLIC 


8204120139 

90-937 B 


8204380101# 

XPORTLIC 


BSO414O043» 

FOIA 

Elion Praductlpn Ra*aarch Co 

8204090199# 

40-8103 



90-937 A 

FPE Qrotfp. Th* 

8204140090# 

CONTRACT 


8204160076 

HASTE MOT 

Fairfitld Unllad Action 

8204140130 

50-399 

0 

8204160078# 

HASTE HOT 

Fadaval Aaarlcan Partnar* 

8204020242 

40-4492 


8204190100# 

HASTE MOT 

Fadaral Entrgancy Kanagatnant Ag#nctj 

8204090262 

50-416 

F 

8204190103# 

WASTE MOT 


82040 902 66# 

50-416 

F 

B204190163 

90-937 0 


8204310181# 

40-3393 


8204190186 

90-937 0 


8204210210 

90-382 

F 

8204190293 

PR 


8204230480# 

50-383 

T 

8204210128 

71-5607 


820 4 2902 9 9 

90-317 

F 

8204210911 

90-937 0 

PiactiariFrantl ini Ford. Simon U Hogg 

3204140400 

90-329 

0 

8204210949 

90-937 0 


3204140403# 

90-329 

0 

8204220034 

71-6679 


8304210471 

90-329 

0 

8204220099 

HASTE MOT 


3204210471 

80-329 

0 

8204230433 

90-937 a 


G204210476# 

90-339 

0 

8204270101 

71-9130 


B2042 10476# 

90-329 

0 

8204270246 

90-937 A 


8204230013 

90-329 

0 

8204270309 

90-937 A 

FlatfCbatiri D S 

3204140024 

90-279 

p 

8204280914 

71-9164 


3204140024 

90-279 

p 

8204290047 

90-937 0 


8204140027# 

50-279 

p 

82043901 1 1 

WASTE HOT 


3204140027* 

90-279 

p 

8204290114 

HASTE HOT 

Flanilnpt M J 

8204210997 

30-929 

0 

8204290208 

HASTE HOT 

Florida Pow#r b Ligbt Go, 

3204010429* 

50-250 

Q 

8204290310 

71-9607 


3204010433# 

50-250 

Q 

8204290444 

40-6900 


8204020212 

90-290 

8 

8204290980# 

contract 


8204020321# 

50-350 

6 

8204290699 

HASTE HOT 


3204020337 

30-335 

P 

8204290699# 

HA8TE MOT 


3204020404 

90-350 

P 

8204270310# 

90-937 A 


8204020433 

30-339 

a 




8204020439* 

90-339 

B 

8204220064 

Hiac 








0304020469 

90-339 

s 

8203290146 

90-443 0 


3204020480# 

90-339 

8 

8204090197 

90-329 D 


8204090147 

90-250 

R 

8204210229 

90-400 D 


3204090147 

90-290 

R 


562 
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8204090147 

90-290 

R 


8204230530 

90-339 

Q 

9204090147 

90-290 

R 


8204260201 

90-290 

P 

920409014? 

90-290 

R 


8204260201 

90-290 

P 

820409014? 

90-290 

R 


8204260202# 

90-290 

P 

920409014? 

90-290 

R 


B2042&O2O2* 

90-290 

P 

020409014? 

90-290 

R 


8204270173 

90-309 

<1 

02040901 92» 

90-290 

R 


8204270190 

50-30? 

<3 

0204090192# 

90-290 

R 


8204270205 

90-290 

P 

0204090200 

90-30? 

C 


8204270205 

90-290 

P 

0204090210# 

90-309 

C 


6204270268 

50-290 

0 

8204090202 

90-389 

K 


8204270268 

90-290 

a 

82040 90239# 

90-30? 

K 


8204270277 

90-339 

p 

82040 903S7# 

90-290 

R 


8204270493 

90-339 

p 

020406002? 

90-30? 

A 


0204270478 

90-291 

a 

020406006? 

90-339 

P 


820420003? 

90-339 

Q 

02040600?? 

90-290 

P 


8204200041# 

50-333 

B 

B2040703S4 

90-339 

P 


8204200331 

90-291 

0 

S204070394 

90-339 

F 


8204280340# 

90-291 

0 

8204070426 

90-250 

P 


8204280399 

90-339 

p 

9204000028 

90-335 

8 


8204200400# 

90-339 

p 

B204080033# 

50-335 

S 


8204200410* 

90-339 

p 

82040001 iS 

50-30? 

8 


0204200410# 

90-339 

p 

8204000174 

50-30? 

8 


8204280414# 

90-339 

p 

820408017? 

50-38? 

S 


8204290093 

90-290 

p 

82040801?! 

90-335 

a 


8204290093 

90-290 

p 

82040801994 

50-335 

s 


8204290056# 

90-290 

p 

8204080324 

50-30? 

s 


0204290096* 

90-290 

p 

8204080390 

50-290 

R 


8204300043# 

30-339 

F 

8204120199 

50-335 

P 


0204300046* 

90-339 

F 

8204120106 

90-290 

P 


0204300340 

90-389 

n 

8204120214 

50-290 

R 


0204300390 

90-290 

F 

8204120220# 

50-290 

R 

riOTtlt# Pou#T Corp, 

0204010300 

90-302 

p 

8204120324 

90-290 

P 


8204090263 

90-302 

R 

8204120324 

50-280 

P 


8204090268* 

90-302 

R 

8204120328# 

90-290 

P 


B20409027G# 

90-302 

R 

6204120328# 

90-290 

P 


8204060083 

90-302 

P 

820413000?# 

90-339 

F 


8204070208 

90-302 

P 

B2041300L1# 

50-339 

F 


0204070292 

90-302 

P 

8204130077 

90-30? 

A 


8204070996 

90-302 

P 

820413007? 

90-38? 

A 


8204080070 

90-302 

9 

8204130003 

90-339 

P 


0204080084# 

90-302 

e 

82041300074 

90-339 

P 


0204080102 

90-302 

B 

82041 300 ?3« 

90-339 

F 


0204000189# 

50-302 

B 

8204130095* 

90-339 

F 


8204080302 

90-302 

B 

8204130155 

90-38? 

A 


8204080306# 

90-302 

a 

8204130327 

50-290 

P 


8204090291 

90-302 

p 

8204130327 

90-250 

P 


0204140221 

90-302 

p 

8204140803# 

90-335 

0 


0204140224# 

90-302 

p 

82041402474 

90-290 

0 


0204160320 

90-302 

B 

82041402474 

90-250 

0 


8204160321# 

50-302 

a 

8204140304 

90-250 

p 


8204200076 

90-302 

R 

8204140304 

90-290 

p 


0204200084# 

90-302 

R 

8204140342# 

90-30? 

0 


0804200311 

90-302 

p 

82041403474 

90-30? 

a 


8204200394 

90-302 

p 

8204190472 

30-290 

R 


820423099? 

90-302 

a 

8204150472 

90-290 

R 


0204270334 

90-302 

p 

0204 1 90472 

90-290 

R 


0804270440 

90-302 

F 

8204190472 

50-290 

R 


0204200296 

90-302 

F 

8204190476# 

90-290 

R 


8204300290 

PR 


8204190476# 

90-290 

R 

FlorliF4i 04«tt of 

0204270024 

0tat« Proa 

0204 190476# 

90-290 

R 

FlaPld4« Unlv. 0^1 0«liit«vlll4 

0204270403 

90-03 

P 

8204190476# 

90-290 

R 

Fontanai L, 

6204120196 

50-302 

0 

82041904804 

50-290 

R 

Food it Drug Admin tatrat Ion 

0804160619 

90-184 

0 

0204190480# 

90-290 

R 


6204160620 

90-33? 

0 

02041904824 

90-290 

R 

Fprd Bacon 6 Davit Utahi Inc, 

8204820061# 

HASTE HOT 

0204190482# 

90-290 

R 

Feraltut on Board 

8204230967 

90-914 

0 

8204190910 

90-290 

R 

Foaii Schuman V orak* 

8204230097# 

40-206 1 


8204190918 

60-290 

R 

Forboro Carp 

8204090413# 

90-327 

p 

0204 1809 LB 

90-290 

R 

Franklin Initl fcgta/Frankltn Rataarch 

8203000364# 

90-272 

p 

8204180910 

90-290 

R 

Gankar 








6203100222# 

90-21? 

p 

02041908224 

90-290 

R 





02041808294 

90-290 

R 


0203220167 

90-331 

p 

02041908274 

90-290 

R 


0203220172# 

90-331 

p 

02041 60492 

90-291 

8 


0203230496# 

90-244 

p 

0204160497 

90-290 

8 


0203290190* 

90-31? 

p 





8203300310# 

90-36? 

p 

8204160801* 

90-291 

8 





8204160902 

90-339 

8 


0204130330# 

90-199 

p 

0204160906# 

90-290 

B 


0204200477# 

90-327 

p 

820416080?* 

90-339 

8 


02042202504 

90-277 

p 

0204190097 

90-339 

P 


8204260061# 

90-2? 

0 





82O42?00a4M 

90-338 

0 

0204200081 

90-30? 

F 





B2042Q020? 

90-30? 

A 

Frl»<(> Franki Harrifr Sbrlvtr ti Kampalnan 

6204220236 

FOIA 


020420021 1 

90-30? 

A 

OA Taehnologlat, Inc. /Oantral Atomic Co. 

6204070420 

TQPREP 


0204200485 

90-290 

P 


02040704334 

90-361 

p 

0204230823 

90-291 

0 


62040704334 

90-361 

p 


CORPORATE SOURCE INDEX 
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AUT>IOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATION 
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NUMBER CATEGORY 


Ba0407043S» 30-361 P 
8Z0407043S» 30-361 P 
B204070439# 30-361 P 
B204070439# 30-361 P 
B204070440* 30-361 P 


0204020332* 

0204030031 

0204030033* 

S20403D1I1* 

0204050162 


30-El 9 R 
30-219 R 
30-219 R 
30-219 F 
50-209 R 


6204070440* 

8204190391 

BZ04i9043B 

B2042003BS* 

8204200321 


30-351 P 

71-6347 

XPORTLIC 

XPORTLIC 

XPORTLIC 


0204050172* 

0204030237 

0204050244* 

0204060152 

8204060134* 


50-209 R 
30-320 S 
30-320 8 
30-219 F 
30-219 F 




RotK** te-r N*iifBpap*rj 
Sfir«| Accounting □f'Fic* 
tt'irsi EIccir <c Co 


8204210334* 

XPORTLIC 

8204080090 

50-320 

P 

8204210346 

XPORTLIC 

8204080296* 

50-2B9 

P 

8204220143 

71-6347 

3204080369 

SO-2B9 

P 

8204220153* 

71-6347 

8204080369 

30-289 

P 

8204260226 

PRH 

320408037 2* 

50-289 

P 

8204260193 

XPORTLIC 

3204030422 

50-289 

Q 

8204260197* 

XPORTLIC 

320400051 1* 

50-289 

0 

8204260403* 

50-126 P 

3204000515* 

90-289 

Q 

8204300325* 

06999 

8204090219* 

50-320 

F 

8204300359* 

70-734 

8204090223* 

50-320 

F 

8204300365* 

70-734 

8204120158* 

50-219 

F 

Y 8204220047 

50-244 P 

8204120160* 

50-219 

F 

8204220521* 

FOIA 

3204120294 

50-320 

8 

B2020B0294 

TOPREP 

6204 120296 

50-239 

S 

8202000297* 

TOPREP 

3204120299* 

50-209 

S 

8202220039* 

71-4986 

3204120300 

50-320 

s 

8203240232* 

50-366 P 

3204120305 

50-219 

a 

8204010127 

70-1113 

3204120331 

50-269 

I 

8204010269 

30-447 K 

0204120336* 

50-289 

I 

8204010460* 

70-1U3 

0204120336* 

90-209 

I 

8204020940 

71-9001 

8204120418 

50-219 

9 

8204020549* 

71-9001 

6204120427* 

50-219 

3 

8204060104* 

50-237 P 

0204120455 

50-219 

8 

8204000914* 

50-307 0 

6204130040 

50-219 

F 

8204120421 

TOPREP 

6304 130066* 

30-209 

F 

8204130299 

PR 

8204130068* 

30-209 

F 

8204190451 

PR 

8204130156* 

90-289 

F 

8204190181* 

50-322 T 

6204130163* 

50-209 

F 

8204190193* 

50-322 T 

6204 130361* 

50- 320 

F 

8204200491* 

CONTRACT 

0204130363* 

50-320 

F 

8204200463 

TOPREP 

8204140284* 

90-320 

Q 

8204210015 

70-1220 

0204140373 

90-289 

R 

8204210021 

TOPREP 

8204140375* 

50-209 

R 

8204210137 

50-322 8 

8204140378* 

50-239 

R 

8204210357 

70-784 

8204140381* 

50-239 

R 

8204210361* 

70-754 

8204150255 

90-219 

R 

8204210675 

71-9044 

0204150237* 

50-219 

R 

8204210762 

71-5939 

8204150464 

PR 


8204220020 

71-4966 

8204160253 

50-320 

P 

8204220029* 

71-4906 

620416031 1 

50-320 

0 


(inircl Elactr-lc Qprrotlng Plant Oun»r* 
travt 

ttrtral PRgiict Carp. 

Punic Otmtlai - BPU S^rvlc* 

rirp. 


Q20422D030 

BZ04220036* 

B204220224 

Q204230319* 

8204230323* 

8204230336 

8204230340* 

8204260266* 

8204260278* 

8204260468 

8204270243* 

8204270342 

8204200486 

82042S0316 

8204290139 

8204290296* 

8204290260* 

8204290300 

S204290321 

8204290336 

82043001 13* 

8204300121* 

8204300148* 

8204300441 

8204060043 


8204010327* 

8204010333 

8204010398* 

8204010399 

82040203B6 

8204020948 


70-7S4 

70-754 

RES 

70- 1113 
70-1113 

30-70 P 
50-70 P 
SO-416 E 
90-416 E 
RES 

50-461 E 
90-447 A 
30-73 S 
PS 

71- 9942 

90-70 S 

30-70 8 

PT21 

RES 

RE6 

30-416 A 
50-416 A 
30-416 A 
REOGD 
TOPREP 


8 

90-209 B 
90-219 8 
90-219 6 

90-209 0 
30-209 S 
90-219 R 


8204210412* FOIA 
8204010324 90-209 


9204160312* 

8204160313 

0204160314* 

8204160342 

8204190360 

8204190362* 

8204200068 

8204200073* 

8204200138 

8204200380 

8204210129 
8204210237 
8204210278* 
8204220407 
82042204 L3» 

8204S20423 

8204220427 

8204230361 

8204260041 

8204260044* 

8204260076 

8204260077* 

8204260080* 

8204260139 

8204260277 

Q2042602B4* 
8S04 260294* 
8204270319 
8204270328* 
6204270332 

8204270341 

8204270389 

8204270411 

3204270418 

8204270491 


90-320 S 
90-320 P 
50-320 P 
30-219 D 
30-320 R 

30-330 R 
50-320 P 
50-320 P 
50-320 P 
5Q-2B9 P 

30-209 F 
30-330 P 
50-330 P 
50-209 B 
30-209 a 

30-289 8 

50-289 P 
50-219 P 
90-219 a 
90-219 a 

30-320 P 
30-320 P 
50-320 P 
90-319 P 
50-320 P 

90-320 P 
90-320 P 
30-219 8 

30-219 B 
30-219 P 

REOQD 
90-209 a 
30-289 F 
30-219 J 
30-289 P 
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e204270Ai0* 

80-289 

P 


8204280338 

90-346 a 


e2042704A9» 

90-289 

P 


0204280339 

90-346 a 


8204270488 

90-219 

■J 


8204280342 

90-344 8 


8204270488 

90-219 

J 


8204280347* 

90-366 9 


8204280477 

90-320 

J* 


8204280348* 

90-366 a 


8204280483 

90-320 

P 


8204280349 

SO-366 8 


B2042S0484* 

90-320 

P 


8204280391* 

90-366 a 


B2042804e7» 

90-320 

P 


8204280394* 

90-366 a 


B204280493» 

50-320 

P 


8204280399 

90-321 a 


8204290172 

71-9192 



82042803*1* 

90-321 a 


82043000 U 

50-219 

S 


8204280418 

90-346 a 


820430001 4» 

90-219 

8 


8204280423* 

90-346 a 


820430026A 

90-289 

B 


8204280426 

90-321 a 


B204300249« 

90-289 

9 


8204280431* 

30-321 a 


8204300290 

PR 



8204280442 

90-366 a 


8204300301 

REOOD 



8204280447* 

30-364 a 


8204300443 

PRN 



8204280449 

30-344 a 


8204190285* 

FOIA 



8204280494* 

30-344 a 


8204150300* 

FOIA 



8204280499 

90-344 a 


8204190332* 

FOIA 



8204280449* 

90-364 a 


8203240224 

50-346 

P 


8204280478 

90-344 a 


8203240228* 

50-364 

P 


8204280489* 

90-346 a 


8204090217 

90-321 

R 


8204280497 

90-32t a 


8204090247 

90-321 

R 


8204280900* 

90-321 a 


8204090319 

90-344 

B 


8204280904 

90-321 a 


8204070917* 

90-321 

0 


8204280909* 

90-321 8 


8204070917* 

90-321 

Q 


8204280928 

90-321 a 


8204080143 

90-364 

8 


8204280932* 

90-321 a 


8204080147* 

90-364 

a 


8204280949 

90-366 a 


8204080294 

90-344 

8 


8204280990* 

90-344 a 


8204080299* 

90-344 

B 


8204300218 

90-321 q 


8204080401 

90-321 

8 


8204300349 

90-424 A 


8204080407* 

90-321 

8 


8204300448 

30-321 q 


8204080498 

90-424 

S 

Ototachnlc*! Enilncvrii Inc 

8204130110* 

90-29 p 


8204Q8049B 

90-424 

3 


8204220349* 

COrtTBACT 


8204080497 

90-424 

a 


8204290229 

40-3433 


8204080497 

90-424 

a 


8204290934 

40-3433 


820409036? 

90-321 

p 

Oil Cq. <P»trotomlc*) 

8204190394 

40-4499 


8204090349 

90-321 

p 


8204210774 

40-4499 


0204090372* 

90-321 

p 


8204210777* 

40-4439 


8204090372* 

90-321 

p 


8204270038 

40-4499 


8204090384 

90-321 

p 


8204270044* 

40-4499 


8204090384 

90-321 

p 


8204290284 

40-4499 


8204090448 

90-321 

p 


8204290287* 

40-4499 


8204090450* 

90-321 

p 


8204290293* 

40-4499 


8204120299* 

90-321 

F 


8204290293* 

40-4499 


8204120299* 

90-321 

F 

Olbb* 4( HIU< Inc. (sub* of Dr«vo Cgrp. 

> 8204240249 

REogo 


8204130009* 

90-321 

F 

01 lb«rb/CoiMionu«alth Cos 

8204080496* 

90-399 A 


8204130043* 

90-321 

F 


S2040B049B* 

90-399 A 


8204 130088* 

90-321 

F 


8204300311* 

QA999 


8204130090* 

90-321 

F 

Olll>vpl0 (t Jontt 

8204120194 

90-382 0 


8204190492 

PR 


01 (n RbstfTX 

8304090379* 

90-449 A 


8204140318 

90-321 

8 

Ooldtr Assoel«t*s 

8204070494* 

FOIA 


8204140344 

90-321 

R 


8204240037* 

WASTE HOT 


8204140344 

90-32 1 

R 

Oov*rnm*nt Accounbabllltv Projsct 

8204140010 

90-330 a 


8204140347 

90-424 

8 


8204140017 

90-338 A 


8204140349* 

90-321 

R 


8204210347 

90-338 H 


8204140349* 

90-321 

R 


8204210783 

90-398 A 


8204160391* 

90-321 

R 


8204220981 

FOIA 


8204160937 

90-364 

S 


8204230496 

30-398 0 


8204160942* 

90-344 

B 

Oraduab* School, Aarlcultur*, Dtpt of, 

8204220049* 

CONTRACT 


8204160997 

90-321 

a 

Ortator Ntu York Council on Entriu 

8204080009 

90-247 0 


8204140603* 

90-321 

3 


B804 190047 

90-247 Q 


8204160607 

90-321 

P 

Ortunbsrg, TrAurtB, Atk*Wi Hoffissn, 

8204230109* 

40-304] 


8204190020* 

90-321 

F 

Ltpoff, Ousnttl b Wolff 








82042301 M* 

40-2061 


8204190020* 

90-321 

F 





8204330227 

90-321 

a 


9204230119* 

40-2061 


8204230227 

90-321 

0 

Or««nf(«lil Cofflmunltv Collsg* 

8304220969* 

CONTRACT 


8204230338 

90-424 

Q 

Ou If Nuclfor, tnc 

8204240384 

71-9162 


8204230374 

50-321 

a 


8204240460* 

71-9161 






8204240460* 

71-9161 


8204260024 

90-321 

p 





8204240024 

50-321 

p 


8204240466* 

71-9161 


8204270428 

90-321 

p 


8204290464 

71-9160 


82042B0173 

90-321 

8 


8204290464* 

71-9160 


8204280191* 

90-321 

8 

Oulf Sbabts Utllttlos Co 

8204090011 

90-498 a 






8204030061 

90-498 q 


8204280201 

90-36* 

0 





8204280212* 

90-34* 

a 


8204090101 

90-438 a 


8204280221 

90-321 

s 


8204080387 

90-498 a 


8204280229* 

90-321 

8 


8204120127 

80-498 1 


8204280244 

90-321 

B 


8204120127 

90-498 1 






8204120130* 

80-498 1 


8204280299 

90-321 

3 





8204280298* 

90-321 

a 


8204130104 

90-488 a 


8204280313 

90-321 

a 


8204130130 

80-496 8 


8204280330* 

90-321 

a 


8204130243 

80-488 a 


8304280329 

90-344 

8 


8204130268 

80-488 a 


CORPORATE SOURCE INDEX 


S65 


AUTHOR 

AFFILIATION 


r iiti Profa-adlonala. Inc 


jHUaut an Assoclatai 
t Ntiss 


vl Spaljsan (■ Aisociatci 

htr|far4 CUct r Ic Light Ca 
•'ji'ilrd Unlv 

"jcaltan Env Ironrna nta 1 8c lances Corp 

^Jllh L Hiiaan Barvlcas/ Dapt ofi 

'^ailth Phgslca Socivtg 
fiGli Chrl s toph er tc Phillips 


•iltian Corp 

i-.ltti Spharti ti Ouana 

.T I a a ru P 


i.it ot Rap 


«:.ia of Rap • Enargg t> Co/mmarc* 

^.la of Bap . <}avernnan1: Operations 

’tift of Rap f Interior h Insular Affairs 


ChTonl c I a 

Ho.lton Lighting & Powor Co 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR 

AFFILIATION 


8204140096 
82041 304 A4 
8204130321 
8204200384 
8204230470 

82042902B3 

82042902B3 

0204300037 

8204300211 

8204300290 

8204080141a 
02040801 43» 
8204080148* 
8204220634* 
820401 0238 

8204080012 

8204080297 

8204160041 

6204190193 

8204190200 

0204190224 

8204200082 

8204210432 

8204220118 

8204280293 

8204020370 

0204070626 

8204070628 

8204090339 

8204060120* 

8204230329* 

8204120210* 

8204120343* 

8204120366* 

8204140297* 

8204130364* 

82040SOSB1 

82040B03B3* 


30-438 

PR 

30-458 

80-458 

30-438 

30-430 

30-438 

30-438 

30-458 

PR 


FOIA 

FOIA 

FOIA 

CONTRACT 
30-289 0 


30-537 

30-289 

30-2B9 

30-337 

30-337 

50-537 

30-443 

30-537 

FOIA 

30-443 

40-2061 

40-2061 

40-2061 

40-2061 

30-243 

50-382 

50-10 

30-234 

30-293 

70-1366 

FOIA 

30-322 

30-322 


Human factors Society* Inc 
Huntan (rUilltaais 


accession 

number 

SUBJECT 

cateoorv 

8204080379* 

50-466 

0 

8204130134 

50-443 

M 

8204 130207* 

50-466 

0 

8204130210* 

50-466 

o 

8204130236* 

50-490 

T 

8204130236* 

50-498 

T 

0204130244* 

30-498 

T 

8204130244* 

30-498 

T 

8204130263 

REOQD 


8204130204 

30-466 

0 

0204130323 

30-498 

& 

8204140137 

50-466 

o 

8204140167 

30-466 

o 

8204140171* 

50-466 

& 

8204190207 

50-498 

A 

8204210323 

50-498 

A 

8204230480 

50-498 

Q 

8204230460 

50-498 

Q 

8204230S23 

50-498 

A 

8204230323 

50-490 

A 

8204260079 

50-466 

0 

8204260241 

PRM 


8204280474 

50-490 

S 

BZ04300290 

PR 


8204300301 

REOOD 


8204190438* 

CONTRACT 


8204010372 

30-322 

0 

8204080133 

30-322 

0 

8204090144 

50-322 

G 

8204090146* 

30-322 

0 

8204140226 

30-322 

0 

8204140240* 

30-322 

0 

8204210448 

30-322 

0 

0204220609 

FOIA 


0204260223 

30-322 

e 

6204270301 

pn 


0204200136 

30-322 

■0 

i 0204140223 

TOPBEP 



8204080383* 

30-322 

8 

III 

8204140230* 

tOPBEP 

8204160016 

50-322 

fi 

Idaho Hatlopal Enjlneerlng Laboratory 

8204070694* 

50-341 

0204160043 

30-322 

0 


B204260S14* 

50-302 

6204160044* 

30-322 

0 


8204360918* 

50-302 

0204070621 

71-6374 



8204010233 

50-461 

8204210605 

FOIA 


I 1 I Inols Pouar Co 

8204010310 

50-461 

8204140173 

30-328 

0 


8204010344 

90-461 

0204140173 

30-528 

0 


0204030379 

90-461 

6204140173 

50-523 

0 


8204060030 

50-461 

8204140183 

50-328 

0 


8204060060 

50-461 

8204140183 

30-328 

c 


8204060009 

50-461 

8204140193 

50-329 

0 


0204070368 

50-461 

8204210300 

50-329 

0 


0204070401* 

50-461 

8204210300 

50-328 

0 


0204120253 

30-461 

8204210500 

30-320 

0 


0204120237* 

30-461 

8204210307 

30-528 

0 


8204120260* 

30-461 

8204210307 

30-528 

0 


0204120261* 

30-461 

8204210307 

50-529 

« 


0204120270* 

SO-461 

8204280243 

30-522 

Q 


8204130216 

30-461 

82022S023B* 

30-244 

u 


S204140164 

30-461 

8204010230 

50-322 

u 


8204140166* 

90-461 

8204010270* 

50-329 

H 


8204140367 

30-461 

8204010273 

50-289 

H 


0204160001 

30-461 

8204130270 

RECOD 



6204160002 

50-461 

8204130387* 

FOIA 



8204160005 

50-461 

8204130487* 

FOIA 



0204160187 

30-461 

8204190332 

RECOD 



0204200226 

30-46 1 


8204230330* 

8204290133* 

8204010473 

8204010318* 

8202080431* 

8204190119* 

8204190121* 

8204220327* 

8204010304* 

8204080263* 

8204130034 

8204030033 

8204030073 

8204080336 

0204080477 


50-313 H 

0204200226 

50-461 

50-70 H 

0204200234* 

30-461 

RECCO 

0204200234* 

30-461 

27-47 

0204200391 

30-461 

COMMISSION 

0204210453 

30-461 

COMMISSION 

8204220370* 

BO-461 

COMMISSION 

0204220373* 

50-461 

COMMISSION 

0204230465 

50-461 

COMMISSION 

0204270000 

30-461 

COMMISSION 

0204270234 

30-461 

FOIA 

8204270331 

30-461 

50-498 8 

0204270349 

30-461 

50-490 A 

B204270S04 

30-461 

50-498 8 

8204200316 

30-461 

50-466 0 

0204230364 

50-461 


I 

1 

I 

A 

e 

0 

0 

A 

8 

E 

A 

A 

8 

A 

0 


8204080485 

8204080340 

0204080369 

8204080371* 

0204080373* 


30-466 0 
30-466 0 
30-466 e 
30-466 T 
30-466 T 


tlllnnisi State of 


8204010391 30-A61 0 

8304020083 NUftEO 

0304080414 30-461 0 

0SO4 160006 80-461 0 



566 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATIQM 


Iltlnqlfi atflte Dapt Ngc Saftty 
(forxierlij D*pt Public Health) 

Illlnniji Univ of> Ur bana-Champaign 
Indiana K HIchlgan Electric Co 


ACCESSION 

NUH6ER 

8UBJECT 

CATEOQRV 


AUTHOR 

AFFILIATION 

ACCESSION 

NUHBER 

SUBJECT 

CATECORV 

82042300A7* 

40-2061 




8204200090* 

90-316 

B 

8204230127a 

40-206 1 




8204220228 

90-313 

B 

S20423012S» 

40-2061 




8204220288* 

30-313 

B 

8204230132* 

40-2061 




8204220392 

30-316 

B 

82042801 4 4» 

HISC 




8204220397* 

30-316 

S 

S2042B01S7« 

lilSC 




8204220393 

30-319 

E 

82042801A7« 

ruse 




8204220403* 

50-319 

e 

8204 ISO 140* 

40-2061 




8204220313 

90-316 

8 






8204220917* 

90-316 

B 

8204230033* 

40-2061 




8204270090* 

90-319 

F 

8204230123* 

40-206 1 












8204270090* 

50-319 

F 

8204230141* 

40-2061 




8204270093* 

90-319 

F 

8204210424* 

27-39 




8204270093* 

90-319 

F 

8204300302 

90-151 

8 



8204270187 

30-319 

F 

8204020374 

90-316 

e 



8204270215 

90-316 

e 

8204020378* 

30-316 

s 











8204270223* 

90-316 

8 

8204020387 

30-319 

R 



8204270433 

90-316 

8 

8204020370* 

90-315 

R 



8204270437* 

90-316 

8 

8204020449 

90-319 

S 



8204300299 

90-316 

8 

8204020457* 

90-319 

8 



8204300262* 

90-316 

B 

8204020488* 

30-315 

s 











8204300268* 

90-316 

8 

8204020497* 

30-315 

s 



0204300426 

90-319 

0 

8204020564 

30-316 

a 

Indoneala 


8204190073 

XP08TLIC 

8204020569* 

30-316 

8 

Institute Tar 

Policy Studies 

8204140199 

FOtA 


8204050072 

30-316 

R 

Instltut* of 

Electrical Si Electronic 

8110280913* 

FOIA 


8204050079* 

90-316 

R 

Englnsari 





8204050287 

30-319 

R 



8204070131 

NUREO 


8204050294* 

90-319 

R 



8204220991* 

REOOD 


8204060050 

90-319 

P 

Instltut* of 

Nuclear Pouer Operation* 

8204070191* 

30-333 

P 

8204060050 

90-319 

P 



8204070399* 

90-312 

F 

8204060058* 

90-319 

P 



8204070909* 

90-220 

P 

8204060058* 

90-315 

P 



8204190290 

90-899 

P 

8204070286 

90-319 

R 

Instrument Society of America 

8204130417 

REOQD 


8204070290* 

90-319 

B 

Interior. Dept 

of 

8204070497 

90-482 

D 

820407031 1 

90-319 

R 



8204070902 

90-104 

D 

8204070314* 

90-319 

H 



8204130149* 

90-988 

e 

8204070507 

90-315 

R 



8204160616 

90-329 

D 

8204070511* 

50-319 

R 

Inter 1 or. Dept 

of. Bureau of Min** 

8204220711* 

CONTRACT 

8204070515 

90-316 

R 

Inter 1 or> Dept 

of. Fish t( Ulldllf* Service 

8204090132 

30-389 

A 

8204070518* 

90-316 

R 



8204090283 

90-389 

A 

8204080193* 

90-319 

F 

Interior. Dept 

of. Oeological Survey 

8204070404 

90-440 

A 

8204080193* 

90-319 

F 

Inter ( or. Dept 

of. National Park Service 

8108100239* 

90-367 

0 

8204080196* 

90-319 

F 



8204060048 

90-367 

A 

8204080196* 

90-319 

F 

Intermountaln 

Teehnoloylsi. Inc. 

8204260919* 

90-899 

P 

8204090231* 

90-319 

F 

Intsrnatlonel 

Energy Engineering. Inc 

8204020310* 

90-416 

A 

8204090231* 

90-319 

F 

International 

Engineering Co 

8204070697* 

FOIA 


8204090234* 

90-319 

F 



8204220722* 

CONTRACT 


8204090234* 

90-319 

F 

Intsrvrnort Other Than Dou 

8204070978 

90-329 

0 

8204120239 

90-319 

8 



8204210493 

90-389 

0 

8204120243* 

90-319 

B 

Iowa Electric 

Light t< Poucr Co 

8204020422 

90-331 

9 

8204120245* 

90-319 

B 



8204020424* 

30-331 

S 

8204130021* 

30-319 

F 



8204090044 

90-331 

R 

8204130021* 

50-319 

F 



8204070249 

90-331 

F 

8204130023* 

30-319 

F 



8204080483 

90-331 

S 

8204130023* 

30-319 

F 



82040B0493* 

90-331 

B 

8204130140 

90-319 

P 



8204120226 

90-331 

8 

8204130140 

90-319 

P 



8204120231* 

90-331 

8 

8204130271 

90-319 

R 



8204120242 

90-331 

P 

8204130271 

90-319 

R 



8204 120267 

30-331 

B 

8204130278 

90-319 

P 



8204120272* 

90-331 

8 

8204130278 

90-319 

P 



8204120306 

90-331 

8 

8204130285 

50-319 

F 



8204120311* 

90-331 

8 

8204130285 

90-319 

F 



8204160123 

90-331 

e 

8204140126 

90-319 

F 



8204160133* 

90-331 

B 

8204140126 

90-319 

F 



8204160140 

90-331 

B 

8204140366 

90-319 

P 



8204160144* 

90-331 

8 

8204140366 

90-315 

P 



8204200379 

90-331 

P 

8204140369* 

90-319 

P 



8204210098 

90-331 

P 

8204140369* 

90-313 

P 



8204210063 

90-331 

R 

8204140624* 

90-315 

F 



8204210068* 

90-331 

R 

8204140624* 

90-315 

F 



8204280494* 

90-331 

Q 

8204140625* 

90-319 

F 



8204260304* 

90-331 

F 

8204140625* 

90-319 

F 



8204260309* 

90-331 

F 

8204190120* 

90-319 

F 



8204260313* 

90-331 

F 

0204190120* 

90-319 

F 



8204870218 

90-331 

P 

8204150129* 

90-319 

F 



8204270221* 

90-331 

P 

8204190129* 

90-319 

F 



8204270321* 

90-331 

Q 

8204190293 

90-316 

R 



8804270326* 

90-331 

g 

8204190297* 

90-316 

R 



8204300 I 70 

90-331 

9 

8204190309 

90-319 

R 



8204300178* 

90-331 

9 

8204190312* 

90-319 

R 



8204300229 

90-331 

P 

8204160940 

90-316 

8 



8204300392 

90-331 

a 

8204160946* 

90-316 

e 



8204300399* 

90-331 

8 

8204160631 

90-316 

8 



8204300361 

90-331 

S 

8204200039 

90-316 

8 



8204300368* 

90-331 

8 



CORPORATE SOURCE *NDEX 


667 


AUrHGFi 

AFfJUtATION 


Survau 
Lincoln U Baal* 


ailt«j Jnc <8ubi o-P ria**Pl*l<> 
tiTjipJarsi Inc ) 


lift Product* Laboratorlef 

T Ajapito «• Atanciat#*! Inc 
Bdocldtai 

ttn Cltitin Patrlafc JacKaoni MI 

lanlan* Vnitatf Por Llvabl* Enargy 
Itla* 


rg Ctntrol Pau*r Be UlBht Co 

C Haynoa Co 

lan L MIggIn* tnauranca 
i*n Contrelfi Inc 

A>tl*<«nt*-Cilncn Rlvar Braidar 
tOT 

Ajf I ic*nti-Pa |o Vtrd# 


Ag|i T»*o« Project 


ACCESSION 

NUMBER 


880430037S* 
8204300379 
8204300401 • 
8204300412 
8204300422* 

8204260010 

8204010286 

8204080032 

820408012? 

8204080223 

8204080946 

8204130174 

8204140123 

8204140127 

8204190081 

820416001? 

8204200022 

8204200123 

8204200493 

8204280262 

8204270341 

8204300131 

8204300370 

8204070417* 

B204070466* 

8204090470* 

8204090477* 

8204140182* 

8204140167* 

8204140243* 

8204140246* 

8204140291* 

0204140299* 

0204140263* 

8204140287* 

8204070009 

8204070006* 

8204210614 

8204280448* 

8204020978 

8204090407 

B2042003B9 

8204290323 

8204270333 

8204270373 

8204190174 

8204170177* 

8204170202 

8204190203* 

8204130413* 

B204130419* 

8204130417* 

8204300402 

8204190177* 

8204170182* 

8204080192 

8204140209 

6204210928 

8204210936 

8204140194 

8204140194 
8204 1401 94 
8204140197* 
8204140197* 
8204140197* 

8204140329 

8204140430 

8204210997 

8204260064 

8204260064 

8204260064 

8204260067* 

8204260067* 

8204260067* 

8204260214 

8204260214 

8204260214 

8204280016 

8204130232 

8204140206 

8204230972 

8204230972 


SUBJECT 

CATEOOfiV 


90-331 Q 
90-331 8 

90-331 8 

90-331 8 

90-331 S 

NUREO 
90- 1 99 0 

90-199 0 

90-294 0 

90-10 0 

90-199 0 

90-996 0 

90-199 0 

90-294 0 

90-199 0 

90-327 0 

90-199 0 

90-199 0 

90-199 0 

90-434 8 

90-294 0 

90-199 8 

90-199 0 

90-327 P 

90-327 P 

90-327 P 
90-327 P 
FOIA 
FOIA 
FOIA 

FQIA 

FOIA 

FOIA 

FOIA 

FOIA 

XPORTLIC 
XPOBTtlC 
NUREO 
90-213 P 
FDIA 

50-416 A 

XPORTLIC 

XPDRTLIC 

XPORTLIC 

XPORTLIC 

90-217 R 
50-317 H 
50-219 R 
50-217 R 
FOIA 

FOIA 

FOIA 

HIBC 

0A799 

0A799 

50-937 0 

90-937 8 

90-937 8 

90-937 8 

50-920 8 

90-926 8 

50-928 0 

90-928 8 

90-928 0 

90-928 8 

90-928 8 

90-928 8 

90-928 8 

90-928 0 

90-928 8 

90-928 0 

90-928 0 

90-928 0 

90-928 0 

90-928 0 

50-928 8 

90-928 0 

90-928 0 

90-490 T 
90-47S 8 

90-498 8 

90-498 8 


AVTKOR 

AFFILIATION 


Joint Irtttrvinori-Hat*rPord 
Jv*tlc*jD*pt of 


Juitlc*(D*pt ofi Attorn*? Oinaral'* 
OfflCB 


Kantai Oai 6 Elactrlc Co 


Kaniati 8tat« of 


Kay«r 8cliDl«ri Flarjnani Hay* 6 Handler 

Kack> HaAIn 6 Cat* 

K*ll*gfian>t C 
Kenn(?i T.J 
Kentocfe?t Unlv of 

Karr-HcOaa CAtmlcal Corp (itrbs of 
ItiTT-McSa* Corp > 


K*rr-Mc0«i Corp 


K*rr-HcO«» Nucifar Corf 
Klntaatricfi Inc 

Kir kpatrlcki Lockharti Hilli Christopher 
6 Phillips 


ACCEBStON 

NUMBER 


8204230589 
B204230S89 
8204120176 
0012040047* 
BO 12040709* 

8012040709* 
8204080461 
B204 130149* 
8204200226* 
G20420028B* 

8204200228* 

8204200236* 

8204200236* 

8204200236* 

0204220079a 

8204260165* 

8013040038* 

8012040038* 
8012040038* 
80 I 20 400 43* 

8012040043* 
8012040043* 
6012040673* 
BO 12040673* 
8012040673* 

6204170377* 

8202100394 

8204090069 

8204090073 

8304030112 

8204060009 

8204080909 

8204060317* 

8204080321* 

8204080327* 

8204130281 

8204190900 

8204200127 

82042703(7 

8204270442 

8204280083 

8204060014* 

8204070078 

8204070109* 

8204090127 

8204280124 

8204230079* 

8204120434 

8204010407 

8304020570* 


8204230017* 

8204230029* 

8204230027* 

6204230040* 

8204230048* 

8204230237* 
820423027 1 * 
8204080077 
82040B008I* 
8204190074* 

8204190123* 
8204190130* 
8204 1 90200* 
8204 1 90202* 
8204 1 90230* 

8204 1 90232* 

8204170386 

8204200927 

8204200927* 

8204210013 

8204210627 

8204210636* 

8204270097 

8204290121 

8204290134 

8204290637 

8204230183* 

9204050303* 

9204090310* 

9204010363 


9204010384 

92040103B6 


SUBJECT 

CATC83RY 


90-498 

0 

90-478 

Q 

90-3 B2 

Q 

90-279 

0 

90-279 

0 

90-279 

0 

90-449 

M 

90-928 

0 

90-920 

0 

50-928 

0 

90-928 

0 

90-928 

0 

90-588 

0 

90-928 

0 

50-443 

M 

90-320 

H 

S 0-275 

0 

90-279 

0 

80-279 

0 

90-279 

0 

90-279 

0 

90-279 

0 

90-323 

0 

90-323 

o 

90-323 

0 

90-443 

M 

90-402 

A 

50-402 

F 

90-462 

8 

90-482 

8 

90-482 

A 

90-4B2 

0 

90-482 

0 

90-482 

0 

90-482 

0 

90-462 

8 

90-432 

S 

90-482 

A 

50-402 

a 

50-482 

s 

90-482 

<t 

50-482 

A 

Stati Prog 

Btat* Prog 
FOIA 

FOIA 

40-2061 

50-440 

REOOD 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

40-3027 

40-3027 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

71-02 

0 


40-2061 

40-2061 

40-2061 

40-8768 

40-8768 

40-8647 

70-929 

70-1173 

70-1173 
40-2061 
SO-361 P 
90-361 P 
50-322 0 


50-322 0 

90-322 O 



568 

CORPORATE SOURCE INDEX 





ACCESS lOH 

SUBJECT 


AUTHOR 

ACCESSION 

BUejECT 


AFFILlAttON 

NUMBER 

CATEODRV 

AFFILIATION 

NUMBER 

CATEOORY 


820407063 & 

90-279 

P 


8204290607 

NUREO 



8204080198 

90-322 

0 

Lo« Ang*l*« Fcdaratlon sF acicnti«t» 

8204140067 

30-142 

P 


S204oe0162« 

90-322 

0 


8204190264 

FOIA 



8204120428 

90-322 

Q 

Lqulsiaita Power li Light Co 

8204010379 

90-382 

e 


8204200048 

90-322 

0 


8204020901 

30-382 

F 


8204210431 

90-322 

0 


8204090064 

90-382 

S 


8204210436 

90-322 

0 


8204090078 

30-382 

F 


8204210443 

90-322 

0 


8204090082 

30-382 

A 


8204280293 

90-322 

0 


8204120442 

90-382 

9 


8204300327 

90-322 

0 


8204130069 

90-382 

B 


8204300487 

90-322 

0 


8204130113 

90-382 

p 


8204300490 

90-322 

0 


8204130146 

90-382 

8 


8204290404 

90-279 

p 


8204130399 

90-382 



8204190163 

90-461 



8204130374 

90-362 

e 

Lane*»t»r. PA 

8204260163* 

90-320 

H 


8204190284 

90-382 

s 


8204010491 

reood 



8204160633 

90-392 

E 


8101090999* 

hU I A 



8204300381* 

90-302 

3 


8204020091 

90-299 



8204210238 

90-382 

A 


8204020099 

nureo 



8204210918 

PR 



8204090166* 

90-213 

p 


8204210918 

PR 



8204190580 

NUREO 



8204230219 

30-382 

s 


8204160091 

NUREO 



8204230389 

90-382 

4 


8204160063 

90-244 

p 


8204230499 

90-382 

r 


8204310646 

NUREO 



8204230903* 

90-382 

T 


82042301 1 9* 

FQIA 



8204230910* 

30-382 

T 


8204230120* 

FOIA 



8204230913* 

30-382 

T 


8204260439 

REfl 



8204230916* 

30-382 

T 


8204290177 

71-9070 



8204230919* 

30-332 

T 


8204290493 

NUREO 



8204230924* 

30-382 

T 

LiaocuFt Ldfflbj Ualbij k t1<cRa> 

8204130264 

PRM 



8204230929* 

30-382 

T 


8204210443 

90-341 

T 


8204230933* 

30-382 

T 


8204230930 

90-244 

P 


8204270247 

80-302 

8 


82040B019B* 

CONTRACT 



8204270377 

30-302 

s 

L»no« Hill Hofp NY. NY 

8204010346 

REOQD 



8204270410 

90-302 

R 

Utitar. Sdiuabt Kati k Duijcr 

8204220302 

90-247 

8 


8204280019 

90-383 

« 


8204280093 

90-392 

0 


B204290617* 

50-302 

r 


8204130174* 

0A999 



8204300322 

90-382 

0 


8204290997* 

CONTRACT 



8204300334 

80-302 

0 

LocKhasd KUtlUs & 8p4c« Co (iub< 

8204260489* 

CONTRACT 



8204300466 

80-302 

0 





Lovt*l*n*. Statg of 

8204190090 

90-302 

0 

Long ItUnd Lighting Co 

8204010373 

90-322 











8204190096 

90-382 

0 


8204060043 

TO PREP 



8204190160 

90-382 

S’ 


8304080116* 

90-322 

F 


8204230919* 

90-302 

T 


8204080119* 

90-322 

F 

Loulivillli Unlv of 

8204010494 

ftEOOO 



8204080159 

90-322 

0 

Louall. Unlv of 

8204120282 

90-223 

H 


8304080270 

REOOO 










Louanitaln.Nfluman. Rail. Axatrad 6 Toll 

8204080489 

90-466 

0 


8204090146* 

90-322 

0 


8204120361 

90-331 

J 


8204120316 

90-322 

0 


8204130232 

90-408 

I 


8204140226 

90-322 

0 


8204130396 

FOIA 



8204140240* 

90-322 

0 


8204230389 

90-382 

0 


8204140358 

80-322 

J 










8204230972 

50-490 

e 


8204140469 

90-322 

E 


8204230972 

90-490 

e 


8204190173 

90-322 

T 


8204230977 

50-490 

0 


8204190181* 

90-322 

T 


8204230977 

90-490 

0 


8204190189* 

90-322 

T 


S2042309B9 

90-498 

0 


8204190187* 

90-322 

T 










8204230989 

90-490 

« 


8204190193* 

90-322 

T 

HHE Tachnicat A«ioclat*s 

8204160096* 

90-022 

0 


8204190196* 

90-322 

T 

MPR Aitociatit. Inc 

8204290649* 

CONTRACT 



8204190201* 

90-322 

T 

Madison Oat b Electric Co 

8204120287* 

30-309 

I 


8204190209* 

90-322 

T 

Main* Yankaa Atomic Pouar Co 

8204010179 

90-309 

9 


8204190338* 

80-322 

Q 










8204010191* 

90-309 

8 


8804190343* 

80-322 

0 


8204010307 

90-309 

B 


8204210448 

80-322 

0 


8204010311* 

90-309 

8 


8204260039 

30-322 

A 


8204010339 

90-309 

9 


8204260093 

80-322 

0 


8204010336* 

90-309 

9 


8304260182 

90-322 

A 










8204020410 

90-309 

S 


8204360223 

80-332 

o 


8204020412* 

30-309 

9 


8204270197 

90-322 

S 


8204090094 

90-309 

S 


8204270179 

90-322 

E 


8204090203 

90-309 

9 


8304280136 

90-322 

O 


8204090209* 

90-309 

9 


8204280141 

90-322 

E 










8204060082 

90-309 

P 

'«torv 

8204140116* 

FOIA 



8204070289 

90-309 

R 


B2041401S1* 

FOIA 



8204070291 

30-309 

R 


0204210936 

90-937 

0 


8204070294* 

50-309 

R 


8204820677* 

90-36T 

P 


8204070296* 

30-309 

R 


8804280677* 

90-369 

P 










8204070302 

90-309 

R 


8204220677* 

90-369 

P 


8204070306* 

90-309 

R 


8204220681* 

90-369 

P 


8204080322 

90-309 

8 


8204220681* 

90-369 

P 


8204080473* 

90-309 

0 


8204220681* 

90-369 

P 


8204090327 

80-309 

R 


8204230718 

RE8 











8204090330* 

90-309 

R 


8204230068* 

40-2061 



8204090337 

90-309 

R 


8204260404 

REB 



B20409033B* 

90-309 

A 


8204260429* 

50-299 

P 


8204090399 

90-309 

A 


8204270189 

RES 



8204090396* 

90-309 

A 



CORPORATE SOURCE INDEX 


S69 


AUTHOR 

AFFILIATION 

ACCEGsrON 

number 

BUDJECT 

CATEODRy 


8204090337 

30-309 R 


0204090330* 

30-309 R 


8204090364 

90-309 R 


8204090368* 

30-309 R 


8204090371 

30-309 R 


8204090374 

30-309 R 


8204090376* 

30-309 R 


8204090381* 

30-309 R 


8204090393 

30-309 R 


8204090399* 

30-309 R 


B204090400 

30-309 R 


0204090401* 

90-309 R 


8204120293 

30-309 S 


820412029B* 

90-309 8 


8204140233 

90-309 8 


8204140237* 

30-309 8 


8204140299 

30-309 8 


8204140302* 

30-309 8 


8204130279 

30-309 R 


8204130282* 

30-309 R 


8204160169 

30-309 H 


8204160172* 

90-309 H 


8204190240 

30-309 S 


0204190243* 

90-309 8 


0204190236 

30-309 S 


8204190262* 

30-309 8 


B204200073 

90-309 P 


82042001 SO 

90-309 P 


8204200132* 

30-309 0 


8204200137* 

50-309 P 


8204200109* 

80-309 0 


8204220179 

50-309 B 


8204220186* 

90-309 e 


8204220372 

50-309 8 


0204220391* 

90-309 a 


8204270311 

90-309 P 

Plain*. Stat* oP 

8204300399 

90-309 P 

8204130332* 

CONTRACT 


8204230093* 

90-309 M 

Manhattan Col lag* 

8204300260 

90-199 F 

MapSaton Intarvanora 

8204090133 

90-329 0 

Maratbon Retourcas. Inc. 

8204280009 

90-329 0 

8204010203 

habte mot 

Karkt. 8h*a t. Milk* 

8204140120 

30-928 0 


8204200248* 

90-928 0 

Karah 1. HeUannan. Inc. . K b PI Nuclaar 

8204010267 

30-483 J 

Conaultantt. Inc 1>lv 

8204020314 

30-244 J 


8204210301 

90-244 J 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8204080431* 

30-28? 

0 


8204130120 

30-28? 

0 


8204140393 

30-289 

0 


8204190257* 

30-239 

T 


8204260169* 

30-320 

H 

HlflJnl Powtr Projact 

8304230496 

30-398 


HI chlgan Nunlc tpa 1 Elactrlc Ataociatlon 

8204140270 

30-32? 

K 


8204(40270 

30-329 

w 


8204140391 

30-32? 

H 


8204140391 

30-329 

M 

KlcMgan Unitad Conaarvatlon Cluba 

8204070344 

80-329 


Michigan. Stata oP 

8204120137 

30-32? 

D 


8204140064* 

30-341 

A 


0204140270 

30-329 

M 


8204140270 

30-329 

H 


8204140391 

SO-329 

M 

Michigan. Unlv op 

8204140391 

30-329 

M 

3204160082* 

820420043?* 

CONTRACT 

CONTRACT 

Hlcrottch Inductrlas. Inc 

8204220660* 

CONTRACT 


Mld-PaclPlc Madlcal Phgtlci 

820430030? 

regod 


Hlddlt Sfrylcvif Ire 

8204100324 

PRM 


madia South UtlUfciiii* Inc - Mlddl* 

South Cnt>i*gyi Ire 

020420023?* 

90-4)6 

H 

Midland CounCg. MI 

820401046? 

30-329 

0 

Hlduatt Imp Sii-vlcat. Inc 

82042 1001 B 

71-9033 


Hlnnatatd. Unlv of. Klnntapallt 

8204010424 

REGOD 



Kltflsilppl Poucr ti Li^ht Co S20<<OlO2Sa 30-416 A 

S204OIO2aa 90-416 A 
B204010B91» 30-41* A 
8204010337 30-41* A 

8204010337 30-41* A 
8204020308 SO-41* A 
B204 020308 30-416 A 
8204020363 30-416 S 
82040203BO 30-41* 3 

8204020380 30-41* 3 
8304020429 30-41* A 
8204020429 90-41* A 
8204020441 30-416 S 
8204030231 90-416 E 

8204030231 30-41* E 
82040*0020 30-41* A 
82040*0020 50-416 A 
820406 003 5 30-416 A 
82040*0033 30-4 i* A 

8204060086 30-416 A 
8204060086 30-416 A 
8204060109 30-416 E 


B204230390 

8204230431 


Har«li4l«ld> MA 
Harub«nl Amtrlca Carp 

COTP 1 

Karglandj Bbafct of 


HarglAndj UaSv op 


MathatoA Oaa Product* 


8204230931 
8204270337 
8204260320 
(sub* of Karubanl 8204280421 

e2042B042a» 

8204010077* 
8204010403 
8204290270 
8204290292* 
8204130023* 

8304030060 
8204270138* 
8204290010* 
8204080233 
8204080237* 

8204130138 
8204140303* 
8204160029* 
0204260179 
8204220693 


naatachuta eta tnatltuta of Tachnology 
Haaiachuiattai Stafea op 


Mavar* Broun It Platt 8204120162 

Kavo Clinic Rochoetarr hN B204130409 

HcOarmott.tPlll «< Eiwary 8204130206 

Hn4\nM ^l»>ctric Coopvr^tiv** Inc 880413020& 

Ifaaphlt etato Unlv. 8204230430* 


MontoPi KV 

Harcii Hoap Portland. ME 
mathodlft Hoap, of Indiana. Inc. 
Indlanapoll*. IN 


8204200334 

8204200339* 

8204120131* 

8204010430 

8204190291 


liatrlc Madlcal Laboratorg 
Hfbropolttan Ed It on Co, 


8204070067 

8204080442 


30-348 J 

820406010*? 

30-416 

50-293 J 

82040601 3S 

30-416 

TOPREP 

8304060133 

30-416 

90-280 J 

8204070197 

30-416 

90-293 0 

8204070197 

50-416 

XPORTLIC 

9204070210 

30-416 


8204070210 

30-416 

XPORTLIC 

8204070214* 

90-4 1 6 

CONTRACT 

8204070304 

30-416 

90-184 P 

8204070304 

30-416 

90-272 F 

0204070313 

30-416 

90-272 F 

0204070313 

30-416 

CONTRACT 

8204070336 

30-416 

90-20 P 

8204070936 

30-416 

CONTRACT 

8204080280 

30-416 

lOCFR 

8204080346 

30-416 

90-293 9 

8204080346 

30-416 

90-293 8 

8204090301 

50-416 

90-443 0 

8204090301 

30-416 

70-936 

8204090328 

30-416 

CONTRACT 

02O4D9O32S 

30-416 

90-443 0 

8204090339 

30-416 

XPORTLIC 

0204090363* 

30-416 

40-8610 

0204090382 

30-416 

PRH 

0204090382 

50-416 

90-445 H 

8204090462 

30-416 

90-443 M 

8204090463 

30-416 

90-333 0 

8204090464* 

30-416 

30-398 0 

8204120137 

30-416 

90-396 9 

8204120157 

30-416 

70-2488 

8204120182 

30-416 

REOOD 

8204120102 

30-416 

PRN 

6204120336 

30-416 


8204120336 

30-416 

FOIA 

8204130069 

30-416 

90-289 9 

8204130069 

30-416 


E 

A 

A 

E 

E 

A 

A 

A 

A 

A 

A 

A 

A 

A 

9 

5 

S 

A 

A 

E 

E 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

F 

F 



B70 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


8«*t« Unlv. 

MiBioorli Unlv o#i Colutttil* 
HtBtourl. Unlv aft Roll* 

Mltr* Corp. 

Ml-tfublfhl Int«rnatlan«l Corp IiuPi 
MUiublftil Corp ) 


HitButbCo lU.SA. I.Inc. <9ubf of 
mtiul ti Co ) 


ACCESSION SUBJECT 


NUMBER 

CATEOORY 

aa04 130293 

90-416 

A 

8204130293 

90-416 

A 

6204130309 

90-416 

E 

S204 130309 

90-416 

E 

6204130313 

90-416 

A 

8204130313 

90-416 

A 

6204130316 

90-416 

£ 

8204130316 

90-416 

£ 

8204140233 

TOFREP 


8204190440 

90-416 

F 

8204190440 

90-416 

F 

8204190491 

PR 


8204160399 

90-416 

8 

8204160339 

90-416 

8 

8204160439 

90-416 

A 

8204160439 

90-416 

A 

8204160493 

90-416 

B 

8204160493 

90-416 

B 

8204160467 

90-416 

F 

8204160467 

90-416 

F 

82041604734 

90-416 

F 

8204160473a 

90-416 

F 

8204160963 

90-416 

A 

8204200229 

90-416 

H 

8204200229 

90-416 

K 

8204200233* 

90-416 

K 

8204200233* 

90-416 

K 

8204200239* 

90-416 

K 

8204200343 

90-416 

E 

8204220074 

70-2936 


8204220367 

90-416 

A 

8204220367 

90-416 

A 

8204220386 

90-416 

A 

8204220386 

90-416 

A 

8204220903 

90-416 

a 

8204220903 

90-416 

3 

8204230229 

90-416 

a 

8204230229 

90-416 

a 

8204230267 

90-4 1 6 

A 

8204230267 

90-416 

A 

8204230270* 

90-416 

F 

8204230270* 

90-416 

F 

8204230316 

90-416 

0 

8204230334 

90-416 

Q 

8204230434* 

90-416 

Q 

8204230442* 

90-416 

0 

8204230479 

90-416 

A 

8204230943* 

90-416 

Q 

8204260192 

90-416 

E 

8204260192 

90-416 

E 

8204260210 

90-416 

E 

8204260210 

90-416 

E 

8204260262 

90-416 

E 

8204260262 

90-416 

E 

8204270292 

PR 


8204280272 

90-416 

A 

8204280272 

90-416 

A 

8204290042 

90-416 

E 

8204290042 

90-416 

E 

8204290263 

90-416 

a 

8204290263 

90-416 

0 

8204290290 

90-416 

K 

8204290290 

90-416 

K 

8204290291 

90-416 

A 

8204290392 

90-416 

A 

8204290392 

90-416 

A 

8204300101 

90-416 

A 

8204300101 

90-416 

A 

8204300212* 

90-416 

A 

8204300212* 

00-416 

A 

8204300406 

90-416 

E 

8204300406 

90-416 

E 

8204140176 

90-241 

P 

8204140433* 

90-183 

P 

8204190168 

90-123 

R 

8204210661 

90-389 

P 

6204220131* 

CONTRACT 


8204160148 

XPDRTLIC 


8204290140 

XPORTLIC 


8204290149* 

XPORTLIC 


8204220697 

XPORTLIC 


8204220703* 

XPORTLIC 


8204820710* 

XPORTLIC 



AUTHOR 

affiliation 


Hob 11* H-abB 
Honianto Co 
Konbanii Stabi of 

Morgan Ataoclata* 


MorrlBi IL 

NOE Englnoarlng Con> Inc 
NFS induftrlafi Inc 
NU8 Corp 

NUTECH INucloar Ttchnology. Inc > 

National Acadong of Sclanca* 


Inapaetort 

National TTfSBurg Eaplogoet Union 
National Ulldllfa Fodtratlon 


Natural Raaourcot Dafona* Council 


Natural Rlghtt Cantari Th* 
Navgi Dapt of 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

8204330282 

XPORTLIC 


8204280189 

XPORTLIC 


8204010494 

71-6717 


0204190409 

71-9142 


8204260903* 

MABTE MOT 

8204080004 

90-247 

0 

8204080004 

90-247 

0 

8204080944 

30-847 

0 

8204080944 

90-247 

0 

8204190090 

90-247 

0 

8204230383 

90-247 

0 

8204230303 

90-247 

e 

8204230387* 

90-247 

0 

8204230387* 

90-247 

0 

820428094 I 

90-247 

0 

8204280941 

30-247 

0 

8204280948* 

90-247 

0 

8204280948* 

30-247 

0 

B204220993* 

CONTRACT 


0204 160264 

90-361 

B 

8204130369* 

QA999 


8204130381* 

0A999 


8204300136* 

90-133 

9 

8204300383* 

30-199 

9 

8204300389* 

90-133 

9 

0204090349* 

90-338 

A 

8204190409* 

30-263 

P 

8204300139* 

90-416 

A 

8204300219* 

30-416 

A 

8204280088* 

CONTRACT 


8204140190* 

FOIA 


8204010003 

FOIA 


8204280286 

90-522 

e 

8204280286 

90-922 

0 

8204280290 

90-982 

0 

8204280290 

90-322 

9 

8204080012 

90-937 

0 

8204080266 

30-937 

a 

8204130189 

90-522 

4 

8204130189 

90-922 

4 

8204130193* 

30-922 

4 

8204130193* 

90-922 

4 

0204190193 

90-937 

0 

8204190200 

30-937 

4 

8204190224 

30-937 

« 

8204210492 

90-937 

0 

8204280170 

90-922 

0 

8204280170 

90-922 

0 

8204280179* 

90-922 

0 

8204280179* 

90-922 

0 

8204290276 

NUREO 


7906110338* 

FOIA 


8012160366* 

FOIA 


8204020019* 

CONTRACT 


0204230028* 

70-1216 


8204230049* 

70-1216 


8204230037* 

70-1216 


8204230096* 

70-1216 


8204230099* 

70-1216 


8204230107* 

70-1216 


8204230112* 

70-1216 


6204230139* 

70-1216 


8204230137* 

70-1816 


8204230168* 

40-8 tie 


8204230179* 

40-8118 


8204230182* 

70-1316 


8204230188* 

40-8118 


8204230192* 

70-1216 


8204230199* 

70-1316 


8204290001* 

70-1216 


8204290009* 

40-8118 


8204290017* 

70-4316 


8204290029* 

CONTRACT 


8204290028* 

70-1216 


8204290033* 

70-1216 


8204290062* 

FOIA 


8204290067* 

FOIA 


8204290096* 

FOIA 


8204290099* 

FOIA 


8204290123* 

FOIA 


8204290133* 

FOIA 


8204290137* 

FOIA 


8204290192* 

FOIA 


8204290197* 

FOIA 




CORPORATE SOURCE INDEX 


571 


AUTHOR 

AFrrLIATION 


Ni»vf< D«pt of. Nav«l r«cnitlfl« Englnatrl 

ng tpAMnd 


ff«vv>D«pt of. M«v*l Nucloar Pouar Unit 


Kivg.Oopt of< Naval Ocaan Sgitami Cantar 
Kavgir Dagt of. Ph 1 lada Iph ta Naval Shipyard 
Naw^nr R 

Nat-Taolca Publ Ic Powar Dlatrltta 


ACCESSION 

NUMBER 


G204290162« 

S204290169 

e2042901Bl« 

6204290106* 

8204290190* 

6204290200* 

6204290221* 

620429024S* 

6204290293* 

6204290297* 

6204290262* 

6204290266* 

8204290269* 

S204290277* 

6204290401* 

620429041 4* 
6204290422* 
6204290460* 
6204290440* 
6204290446* 

6204290492* 

8204290460* 

6204290464* 

8204290473* 

6204290477* 

6204290461* 

8204290487* 

6204290496* 

6204290903* 

8204290906* 

8204290912* 

8204290917* 

6204290929* 

8204290930* 

82D429093S* 

8204290937* 

8204290940* 

6204290991* 

8204290939* 

6204290960* 

8204290962* 

6002010408* 

8204140461* 

6204140486* 

6204140490* 

8204140493* 

8204140496* 

6204140496* 

8204140903* 

6204140909* 

7906110370* 
6003070100* 
80030701 12* 
6003070164* 
8204140467* 

S2041 40471# 
8012160378* 
8104070083* 
8204290991* 
8204090096 


SUSUECT 

CATEGORY 


FDIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

40-8186 

40-8186 

40-6186 

40-6186 

40-6186 

FOIA 

FOIA 

FOIA 

70-1216 

70-1216 

70-1216 

70-1216 

70-1216 

70-1216 

70-1216 

70-1216 

70-1216 

70-1216 

70-1216 

70-1216 

70-1216 

70-1216 

FOIA 

70-1216 

70-1216 

70-1216 

70-1216 

70-1216 

70-1216 

70-1216 

70-1216 

70-1216 

70-1216 

70-1216 

70-1216 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

40-6116 
FOIA 
FOIA 
CONTRACT 
90-298 S 


AUTHOR 

ACCESSION 

SUBJECT 

AFFILIATION 

NUMBER 

CATEGORY 


8204280243 

90-296 

8 


8204260234* 

50-298 

S 


8204300376 

50-890 

S 

Nay England Coalition on Nucltar 

0204300380* 

30-296 

S 

8204200082 

50-443 

G 

Pollution 



Naiu England Biglonal Comrataalon 

8204260293 

50-443 

G 

8204070089 

NUREO 


Nam Hampshlrai State of 

8204000016 

50-443 

0 


8204190082 

50-443 

0 

Nau Jariay State of 

8204200306 


Niw Hiilcoi Unlv of 

8204010439 

REGGO 


Nam Yort Univ 

6203060100 

50-247 

0 


8203080112* 

30-247 

0 


8204080300* 

90-289 

P 

Nam Vortt State Univ of# Stong Brook 

8204260904* 

CONTRACT 

Nau VoTki State of 

8204120441 

50-322 

0 


8204220646* 

FOIA 



8204260211 

30-247 

0 

N»u York. State of, Enargg Raaaarch Ic 

8204190399* 

70- t 1 96 


Davalopnent Admi nl i tration 

Niagara hohauk Poutr Carp 

8503030440* 

30-410 

0 


6204010010 

90-410 

8 


8204090273 

90-220 

J 


8204030290 

90-220 

J 


8204090342 

90-220 

R 


02040 S0349* 

90-220 

R 


6204060097 

90-220 

P 


620406014? 

90-220 

F 


8204060191 

90-220 

P 


8204070904* 

30-220 

P 


8204080349 

30-220 

P 


6204060449 

30-220 

S 


6204080437* 

90-220 

8 


8204120216 

50-220 

R 


8204120231* 

30-220 

R 


8204140362 

90-4 10 

S 


6204140402 

90-220 

B 


8204140409* 

90-220 

6 


6204140462 

90-220 

R 


8204150327 

90-220 

R 


8204190344* 

90-220 

R 


8204 1 30373 

50-220 

R 


8204190376* 

50-220 

R 


8204190378 

50-220 

R 


8204190379* 

90-220 

R 


8204190382 

90-220 

R 


8204190363* 

50-220 

R 


8204190499 

50-220 

R 


8204190303* 

50-220 

R 


8204190928 

90-220 

fl 


8204130930* 

90-220 

R 


8204190070 

90-220 

P 


8204190099 

50-220 

R 


8204190101* 

50-220 

R 


8204190393 

71-6375 



8204200126 

90-220 

S 


8204200401 

90-220 

P 


8204260170* 

90-220 

0 


8204260173* 

50-220 

0 


8204270209 

90-220 

p 


6204300339* 

90-220 

0 


6204090102* 

6204060076 

8204120402 

8204120407* 

8204190342 


90-298 S 
90-298 0 
90-298 R 
90-298 R 
90-298 R 


Nliiho-Iiiral Ani«rlcari Carp 


North Carolina Stata Univ 
North Carolina. Stata of 


6204190439 

8204210426 

62D422Q107 

6204060081 

8204190469 


XPOHTLJC 
XPORTLtC 
XPORTHC 
90-111 P 
8tata Prog 


8204190346* 30-298 R 
8204130419 90-296 R 
6204190421* 90-298 R 
8204190423 90-298 R 
6204190424* 90-298 R 

8204130426 90-298 R 
6204190428* 90-298 R 
8204130429 30-298 R 
8204190430* 90-299 R 
8204130431 90-299 R 

ea04130438» 90-298 R 
8204190433 90-298 R 
8204130434* 90-299 R 
8204160088 90-290 R 
8204160092* 30-299 R 

8204160093 90-298 fi 
0804160097* 90-298 R 
8204190244 90-298 J 
8204270307 30-298 P 


8204270124* 

North Shar* Conmlttae Agalnit Nual*ar l< 8204070S67 
Tharmal Pollution 

8804140199 

6204200321 

North*a<t Nuclaar En*rgv Co C*ub« of 8804020104 
North*a«t Utllltl**! 


90-324 F 
90-322 0 

90-322 G 
90-322 G 
90-336 Q 


8204090334 

8804090363* 

6204090371 

8204090376* 

8204060088 

6204060102 

8204080309 

8204080309 

8204060340 

8204080340 

8204060340 


90-336 R 
90-336 R 
90-249 R 
30-243 R 
30-249 F 

90-249 F 
90-213 P 
30-213 P 
80-249 R 
90-249 R 

30-243 R 



B72 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


NortKaatt Utllltli* 


Norttiaait Ukniki«« Strvici Co 


Northtrn IndUna PuliUt 8»rvle» Co 
Northern Mtchlgon ElictrU Cooptrotlvii 
Ine 

Northtrn atat«$ Pcuir Co 


ACCESSION 

NUtIBEFt 

SUBJECT 

CATEOORV 

AUTHOR 

AFFILIATION 

ACCESSION 

number 

SUBJECT 

CATEOOftr 

6804090180 

90-336 

B 


8202080217 



8304090183* 

90-336 

S 


8202080323* 



8304120279 

90-249 

P 


8202080223* 

90-382 


6204130369 

90-249 

R 


8202080226* 

90-SS2 


8304130370* 

90-249 

R 


8203080226* 

90-302 


8204130372 

90-336 

R 


8204020307 

90-30* 


8304130373 

90-336 

R 


8204020312* 

90-30* 


8204130377* 

90-336 

R 


8204020926 



8304130380* 

90-336 

R 


8204020937* 

90-363 


8304130382 

90-336 

R 


8204070372 

90-363 


8204130389* 

90-336 

R 


B204070472 

90-saa 


8304130387 

90-249 

R 


8204080210 

90-888 


8304130392* 

90-249 

R 


8204080310 

90-S8S 


8204130397 

90-336 

R 


8304080326 

50-3*3 

P 

8204130400* 

90-336 

R 


8304090319 

90-302 


8204130402 

90-336 

R 


S304090319 

90-302 


8204130409* 

90-336 

ft 


8304090316 

90-202 


8304130406 

90-249 

ft 


8304090319* 

90-262 


8304130407* 


ft 


8304090370 


p 

8804140303 

90-249 

ft 


8304090378 

90-282 

n 

B20414030B 

90-249 

R 


8304090383* 

90-282 

R 

8204140328 

50 ■•24s 

ft 


8304090387 

SO-SR9 


8304140328 

90-249 

R 


8304090391* 

SD-ses 


8304140332* 

90-249 

R 


8304130397* 

' 50-863 


8304140332* 

50" 24 5 

R 


8304130446* 

90-802 

0 

6204190299 

90-249 

R 


8304190149* 

90-202 

p 

8204190263* 

90-249 

R 


0804190149* 

90-282 


8204190269* 

90-249 

R 


8304190189* 

90-282 


8204190322 

90-249 

ft 


B3041S018S* 

90-282 

r 

8304160981 

90-336 

S 


8204190403 

90-363 

p 

8204160989* 

90-336 

S 


8304160112 

90-382 

R 

6304160994 

90-336 

s 


8304160119* 

90-282 


8304160998* 

90-336 

B 


8304160146 

90-263 


8204190198 

PR 



0304160190* 

90-263 

ft 

8804300169 

90-336 

8 


8304190369 

90-382 

ft 

8204200326 

90-336 

0 


8304210110 

90-363 

p 

8204320342 

90-249 

P 


830426013? 

90-292 

p 

8204220424 

90-249 

P 


8304360129 

90-392 


8304330493 

90-249 

F 


8204270107* 

90-263 


8204230498* 

90-249 

F 


8304370360 

90-263 

p 

8204230917 

90-213 

P 


8304270374 

50-282 

ft 

6204830917 

90-213 

P 


8304270374 


ft 

8304360133 

90-336 

8 


8204270403 

90-263 

,| 

8304260138* 

90-336 

8 


8204380471 

90-382 

P 

8204260142 

90-249 

P 


8304390394 

90-863 

p 

8204260149* 

90-249 

P 


8204300240 

90-383 

P 

8204260229 

90-213 

P 


8304300344* 

90-382 

E 

8204260229 

90-213 

P 


8304300276 

90-363 

p 

8204260229 

90-213 

P 

Nflrfchu»»t Energy Borvlcat Co 

8204220489* 

90-932 

iA 

8204260223 

90-213 

P 


8204330441 

90-922 

A 

8204270293 

90-336 

Q 

Northufftsrn Unlv 

8304160096* 

CONTRACT 


8204270296* 

90-336 

Q 

Nucliar Ai«ur«nea Corp 

8304310043 

40-B771 


8304270274 

90-213 

P 

Nvclaar Cluhi Inc > Tha 

8304090392 

FOIA 


8304270274 

90-213 

P 


8204090394* 

FOIA 


8304270274 

90-213 

P 


8204180013 

FOIA 


8204270274 

90-213 

P 

NweloarFual Sarvlea*> Ine lauba of 

8304010430 

70- 143 


8804270281* 

90-213 

P 

Oftty on Co ) 




8204270281* 

90-213 

P 


8304140337* 

70-143 


8204270281* 

90-213 

P 


8304140379 

70-143 


8204270366 

90-249 

P 

Nuclear Safety Aaaocietai 

8304190176* 

40-8610 


8204270383 

90-249 

P 

Nuclter Utility Flra Protection Group 

8304010098 

MfSC 


8204290261 

90-213 

F 


8204290364 

HIBC 


8204300228 

90-213 

P 


8304290373 

Miec 


8804300248 

90-336 

B 


8204290379* 

HIBC 


8304300293* 

90-336 

8 

Nuclear Utility Oroup on Equipment 

8204190464 

PR 





Quellf teetton 




8304060108 

90-249 

J 


8204300301 

REOOD 


8304060108 

90-249 

1 





8204070324 

90-336 

8 

Oek Rldga National Leboretory 

8204010931 

NUREO 


8204070329* 

90-336 

8 


8204070074 

NUREO 


8204080341* 

90-249 

R 


8204120037 

ORO 






8204190996 

NUREO 


0204090406 

90-248 

B 


8204190998 

NUREO 


8304090409* 

90-249 

B 





8204190491 

PR 



8204190999 

NUftEO 


8204260001 

90-249 

a 


8304190972 

NUftEO 


8204260002* 

90-249 

a 


8204190973 

NUREO 






8204190149* 

90-383 

0 

8204260142 

8204290264 

90-249 

MI8C 

P 


8204190147* 

90-383 

« 

8204140417* 

90-213 

R 


8304210747 

NUREO 


8204290272 

M18C 



8204230089 

RES 


8204290279* 

MISC 



8204320931 

RES 






8204230011 

NUREO 


8204010369 

30"“ £J47 

0 


8204330082 

NUREO 


8204140270 

90-329 

M 





8204140391 

90-329 

M 


8204260341 

8204870199 

RES 

REB 


82020802 1 7 

90-282 

P 


8804880448* 

90-810 

P 


CORPORATE SOURCE INDEX 


573 


AUTHOR 

AFFILIATION 


Oak Tra* Allianca 

Off tea of Kanaaement Oudgat 


Offahora Poyar Sgitemt (tuba of 
kraaklnghouaa Elactric Corp ) 
Ogla Potrokeum> Inc 


CIMo Cltliana for Rt*pon*IbJa Enapgg 


Oblo Eifliort Co. 


Ohio Staba Univ 

Ohio Valla'g Madical Canbar. Hhaaltng W 
OhlOi Stata of 


□koniaa Co 

Omaha Public Powar Dlibrlct 


Dragon Stata Univ 
Dragon* Dfeata of 


arganliatlon for Economic Cooparation h 
□avalopmant {Par la) 


ACCESSION 

NUMBER 


8204890397 

8S04S90489 

8804S90616 

B204S90619 

Qao4a90&2a 

6204300022 

8204300026 

8204020019 

8204260309* 

8204260307* 

6204090264 

8204210694 

8204220084 

8204290824 

8204290644 

8204290648* 

8204130204 

8204130204 

8204130208 

820413020B 

6204130209* 

8204130209* 

8204140093 

8204140066 

8204210903 

8204280128 

6204280279 

8204120123 

8204120126* 

8204190292* 

8204190292* 

8203290146 

8204210639 

8204010369 

8204070391 

8204130089* 

8204090472* 

8204090479* 

0204090184 

8204090191* 

8204090333 

8204060027 

8204070449 

8204070490 

8204070469 

8204070910 

8204130042 

8204130046 

8204130096 

8204130100* 

8204200472 

8204200473* 

8204260119 

8204260120* 

8204270193 

8204270199* 

8204280284 

8204300196 

8204300197* 

8204300316 

0204190277 

8204190463 

8204190304* 

8204190313* 

8204280286 

8204280286 

8204280290 

8204280290 

0204190179* 

8204190100* 

8204190180* 

8204190187* 

8204190190* 

8204190197* 

8204190197* 

8204190201* 

8204190201* 

8204190219* 

0204190229* 

0204190229* 

8204190233* 

8204190233* 

8204190234* 


SUBJECT 

CATEOORy 


ORO 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 
NUREO 
HASTE MOT 
□RO 
ORO 

REUIEH ORP 

40-8749 

40-8749 

40-8749 

40-8749 

40-8749 
90-440 0 

90-440 0 

90-440 0 

90-440 0 

90-440 0 

90-440 0 

90-440 A 
90-440 A 
90-440 0 

90-440 0 

90-440 0 

90-334 I 
90-334 1 

90-412 1 

90-412 I 
90-190 F 
NUREO 
PRM 

90-440 D 

CONTRACT 
90-327 P 
90-327 P 
90-289 P 
90-289 P 

90-289 T 
90-285 P 
90-209 P 
90-285 P 
50-285 P 

50-285 P 
50-285 a 
50-285 P 
50-285 0 

90-285 0 

50-285 R 
50-285 R 
50-285 0 

50-285 0 

50-285 a 

50-265 8 

50-285 P 
50-285 8 

50-285 8 

50-285 P 

50-243 P 
PR 

50-514 0 

50-514 8 

50-522 0 

50-522 8 

50-522 8 

50-522 8 

FOIA 

50-296 S 

50-296 8 

90-247 S 
90-247 8 

60-219 8 

90-219 8 

90-327 B 
90-327 S 
90-286 8 
50-361 8 

90-361 6 

90-346 B 
90-346 B 
50-206 8 


AUTHOR 

AFFILIATION 


Orrlek. Harrington 8< Sutcliffe 
Orrlcki Harrington. Raulag tiSukcUffa 

Pacific 0a« (t Electric Co 


Palma tto All lance 


Paranitapi Inc. 
Pathflndar Hinaa Corp. 


Pathology Aitoclatai Medical Laboratory 
Heno lulu. HI 

Pannaylvania Power b Light Co 


ACCESSION 

NUMBER 


8204190241* 

9204190249* 

8204190249* 

8204190293* 

9204190271* 

8204190277* 

8204190303* 

8204080009 

8204130187 

8204080019 


3204010428 

8204010434* 

8204090090 

8204090058* 

B2040S0321 

8204090324* 

8204060054 

8204060067* 

8204060070 

B204060070 

6204070323 

8204070323 

8204090339 

8204080361 

8204080444 

8204080450* 
8204 1 20382 
8204140322 
8204150286 
8204150291* 

8204190299 

8204190302* 

8204190397 

8204190059 

8204190059 

8204190232 

8204200141 

8204200271 

8204220201* 

8204220209* 

8204220396 

8204220368* 

8204260188 

8204260188 

8204270322* 

8204280282 

8204280288* 

8204290201 

8204290204* 

8204300246 

8204300313 

8204080408 

8204260101 

8204260101 

8204260107* 

8204260107* 

8204190468* 

8204190367 

8204210776 

8204210778* 

8204290199 

8204290165* 

8204090133* 

8204010491 
82040901 13 

8204060033 

8204080379 

8204080379 

8204030389* 

8204080479 

8204080910 

8204080310 

8204090390 

6304090360 

8204090383* 

8204090383* 

8204120166* 

8204120166* 

8204120171* 

8204120171* 

6204140332 

8204140332 

8204140408 


SUBJECT 

CATEOORY 


50-296 S 
50-313 S 
90-239 S 
90-366 3 
90-237 S 

50-289 S 
90-286 3 
90-361 S 
90-361 T 
90-361 0 


50-279 R 
50-279 R 
50-133 R 
90-133 R 
50-273 R 

50-279 R 
50-133 I 
50-133 I 
50-279 F 
50-279 F 

50-279 P 
50-273 P 
50-273 0 
30-279 0 
90-275 P 

50-279 P 
50-279 Q 
90-279 0 
90-275 R 
90-279 R 

50-133 R 
30-133 R 
90-27$ R 
90-273 P 
90-275 P 

50-275 0 
90-275 J 
50-279 P 
90-279 P 
50-279 P 

50-133 S 
90-133 S 
90-279 P 
90-275 P 
90-279 Q 

90-279 S 
90-279 8 
90-279 R 
90-273 R 
30-133 J 

90-413 0 
90-413 0 
90-413 0 
90-413 0 

90-413 0 

CONTRACT 

40-2299 

40-6622 

40-6622 

40-2239 

40-2299 

40-2299 

90-307 S 
90-367 B 

90-387 F 
90-387 A 
30-387 A 
90-387 A 
90-387 0 

90-387 0 
90-387 0 
90-387 A 
50-387 A 
90-3 B7 A 

90-387 A 
30-387 F 
90-387 F 
90-387 F 
90-387 F 

90-397 B 
90-387 B 
90-307 S 



674 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 


B20 4 1-40408 

30-307 

S 


8204120102* 

30-277 

F 


8204130393 

50-307 

Q 


8204120103* 

30-277 

F 


8204130434 

RE09P 



8204130288 

30-277 

P 


82041^0008 

50-387 

0 


8204130380* 

30-334 

1 


82041*0614 

50-387 

A 


8204160360 

30-277 

0 


8204200199 

30-387 



8204160360 

30-277 

0 


8204200199 

50-387 

K 


8204190128 

30-277 

p 


8204200203* 

50-387 

K 


8204190128 

30-277 

p 


8204200203* 

50-387 

K 


8204190230 

30-332 

K 


8204200205* 

30-387 

K 


8204190273* 

30-277 

0 


6204210468 

30-387 

0 


8204200003 

30-277 

8 


8204230409 

30-387 

A 


8204200013* 

30-277 

8 


8204230432 

30-387 

A 


8204200031 

30-277 

P 


8204270267 

30-387 

E 


8204200031 

30-277 

P 


8204270267 

30-307 

E 


8204200266* 

30-277 

0 


8204280490 

30-387 

A 


8204200393 

30-277 

s 


8204280490 

30-307 

A 


8204210009 

30-332 

A 


8204280496 

REOOD 



8204210010* 

30-332 

A 


8204280510* 

50-387 

A 


8204210449 

30-352 

0 


8204280310* 

50-387 

A 


8204220293 

30-277 

R 


8204290623 

71-471 



8204220298* 

30-277 

ft 


8204300290 

PR 



8204230009* 

30-277 

F 


8204300460 

30-387 

A 


8204230009* 

30-277 

F 

Pcnnivlvanla Power -Co 

8204020483 

30-334 

1 


8204230012* 

30-277 

F 

8204020487* 

30-334 



8204230268 

30-277 

P 


8204090244 

30-329 

D 


8204230268 

30-277 

P 


8204190048 

30-104 



8204260115 

30-277 

S 


8204300233 

30-277 

R 


8204260110* 

30-277 

S 

Pirklnsi Coler Stone< Olsen l< Mllllams 

8204300093 


0 


8204260122* 

30-277 

8 


8204300093 




8204270380 

30-277 

P 


8204300249 

30-322 

c 


8204270400 

REOOD 



8204300249 

80-322 

c 


8204270419 

30-332 

A 


8011140447 

40-8406 


Philippines 

82042804 IS 

XPORTHC 


Pftti t b Martin 

8204090296 

FOIA 


Pitt* Radiological Associate* Colu<nblai 

8204190334* 

REOOD 


Philadelphia Electric Co 

8203030323 

30-352 

6 

SC 








Planning Research Carp 

8204220292* 

FOIA 



8204010322* 

30-277 

Q 






8204010334 

30-277 

8 


8204220293* 

FOIA 



8204020283* 

30-277 

Q 


8204220623* 

CONTRACT 



8204020491* 

30-278 

Q 

Plateau Resourcesi Ltd 

8204050013 

40-8674 



8204060002 

30-332 

A 


8204190370 

40-8674 







8204210439 

40-8693 



8204060011* 

30-332 

A 






8204060011* 

30-352 

A 


8204210442* 

40-8698 



8204070096 

30-171 

R 

Pollacic. K 

8204230379* 

30-142 

0 


8204070098* 

30-171 

R 

Polgcllnlc Medical Center Harr Isburgi PA 

8204010363 

PRK 



8204070436 


F 

Portland Oentral Electric Co 

8202080138 

30-344 

P 






8204010328 

30-344 

P 


8204070436 

30-332 

F 






8204070438* 

50-332 

F 


8204030043 

50-344 

R 


8204070438* 

80-352 

F 


8204030228 

90-344 

<k 


8204070390 

30-332 

A 


8204060072 

90-344 

F 


8204070390 

30-332 

A 


8204060103 

80-344 

P 






8204120223* 

30-344 

F 


8204070398* 

30-352 

A 






8204070600* 

30-332 

K 


8204120228* 

30-344 

F 


8204070600* 

30-332 

K 


8204130301 

REOOO 



8204070602* 

30-332 

C 


8204140293 

50-344 

8 


8204070602* 

30-332 

c 


8204140306 

30-344 

8 






8204140309* 

30-344 

B 


8204070606* 

30-352 

F 






6204070606* 

30-332 

F 


8204130274 

30-344 

P 


6204070609* 

30-332 

A 


8204130278* 

30-344 

P 


8204070609* 

30-332 

A 


8204130349 

30-344 

R 


8204080042 

30-171 

I 


8204130331* 

30-344 

R 






8204130464 

PR 



8204080042 

50-171 

I 






8204080042 

30-171 

I 


8204190301 

30-514 

0 


8204080042 

30-171 

I 


8204190307* 

30-314 

0 


8204080042 

30-171 

I 


8204210329 

30-344 

8 


8204080042 

30-171 

I 


8204230344 

80-344 

0 






8204230473* 

30-344 

P 


8204080031* 

50-171 

I 






8204080031* 

50-171 

I 


8204300301 

REOOD 



8204080031* 

30-171 

1 


8204300313 

PR 



8204080031* 

30-171 

1 


8204300464 

30-344 

P 


8204080051* 

30-171 

1 


8204300481* 

30-344 

P 






8204300482 

30-314 

Q 


8204080051* 

30-171 

I 






8204080061 

30-332 

1 


8204300484* 

30-344 

P 


8204080061 

30-332 

I 

PotterFleldi A 

8203080100 

30-247 

0 


8204080247 

30-277 

Q 


S2030B01 12* 

30-247 

6 


8204080247 

30-877 

0 

Power Authorltg of the State of New York 

8204010199 

30-333 

s 






8204010211* 

30-333 

8 


8204090398 

30-277 

I 






8204090398 

30-277 

I 


8204010299 

30-286 

8 


8204090398 

30-277 

I 


8204020270 

30-333 

8 


8204090398 

30-277 

I 


8204020274* 

30-333 

8 


8204090398 

30-277 

I 


8204020298 

30-333 

8 






8204020301* 

50-333 

S 


8204090408* 

50-277 

I 






8204090408* 

50-277 

1 


8204020414 

80-286 

P 


8204090408* 

30-277 

I 


8204020437* 

30-286 

P 


8204090408* 

30-277 

I 


8204080230 

30-333 

H 


8204090408* 

30-277 

I 


8204060042 

30-247 

F 


CORPORATE SOURCE INDEX 


67S 


AUTHOR 

affiliation 


Pewtr Cn}tn>*Tlns 

PoMT Enfinaarlng Soctatfl 
Pralr U AllUnc* 

Prtit4«nF oP U8 t< Exacutiv* OPPicat 
Prttray Cerp. 

Frlotaton (>amni«-T#chj Inc. 
Fr»Pt«ft«n«l Carpak Oarviea 


ACCE8BI0N 

NUHBER 


0204060189 

0204070070 

B204070073» 

0204070077 

02O4O7OOS2* 

8204070434* 

8204070901 

8204080337 

8204080397 

0204080944 

8204090260 

8204120294* 

8204120296* 

8204120302 

8204I2O3OB* 

8204120321 

8204120391 

0204120393* 

8204120369 

8204130127 

8204130128* 

8204130198 

8204190098 

0204190101* 

8204190270 

8204190281* 

0204190294 

8204190298* 

8204160249 

8204160291* 

0204160307 

8204160310* 

8204160322 

8204160323* 

8204160389 

8204160390* 

8204160912 

8204160990 

8204160601* 

8204160610 

8204190073 

0204190077* 

0204190003* 

0204190090 

0204190191 

8204200269 

8204200336* 

8204200417 

8204200421 

0204210014 

8204220238 

8204220247* 

8204230383 

8204230383 

8204230387* 

8204230387* 

8204260004 

8204260007* 

8204260092 

8204260097 

8204260100* 

8204260140 

8204260144* 

0204260199* 

8204270219 

8204270224* 

8204270280 

8204270421 

0204270429* 

8204200168 

0204280941 

8204280941 

0204280940* 

0204280948* 

8204300090* 

8204300092* 

6204300296 

8204300490 

8204190266 

8204130291 

0204190169 

7903140412* 

8204200017 

0204280097* 

8204080136 


6UBUECT 

CATEOOftV 


90-333 P 
90-286 R 
90-886 R 
90-286 R 
90-286 R 

90-333 0 
90-333 F 
90-333 R 
90-286 B 
90-247 0 

90-333 P 
90-206 F 
90-286 F 
90-333 8 
90-333 8 

90-286 Q 
90-206 0 
90-286 0 
90-333 R 
90-333 R 

90-333 R 
90-286 P 
90-286 R 
90-206 R 
90-333 B 

90-333 a 
90-333 R 
90-333 R 
90-333 B 
90-333 S 

90-286 S 
90-236 S 
90-333 B 
90-333 S 
90-286 8 

90-286 8 
90-333 F 
90-333 8 
90-333 B 
90-333 F 

90-286 P 
90-286 P 
90-806 P 
90-847 0 
90-443 0 

90-333 J 
90-806 a 
90-286 J 
90-333 J 
90-333 F 

90-333 8 
90-333 S 
90-847 0 
90-247 0 
90-247 0 

90-247 0 
90-333 8 
90-333 8 
90-286 P 
90-333 a 

90-333 8 
90-333 8 
90-333 8 
90-333 0 
90-333 8 

90-333 8 
90-333 P 
90-333 B 
90-333 S 
90-286 P 

90-247 0 
90-247 0 
90-247 0 
90-247 0 
90-286 F 

90-286 F 
90-286 P 
90-333 P 
PR 

REOOD 

50-461 0 
FOIA 

80-32? S 

CONTRACT 

FOIA 


AUTHOR 

AFFILIATION 


Project Nanagtfflant Carp 


Proto-Poutr Hanagafliint Corp 
Public Intoract Law Cantar of Phlladtlph 
la 

Public IntarCft Ra-ararch Oroup. Nau York 


Public Law Utllitlaa Oroup 
Public Sarvica Co. of Colorado 


Public Barvica Co of Indiana. Inc 


Public SrrYlct Co oF Haul Hanpihtra 


ACCESSION 

NUNBER 


8204220189 
8204000129 
6204000967 
0204 190163 
0204190106 

0204210949 

8204010374 

8203290311* 

8203080100 

0203080112* 

8204210360 

8204090071* 

0204090000 

0204090094* 

8204090142 

0204090146* 

0204070119 

0204070123* 

8204090200 

8204120193 

0204120179 

0204120190 

0204120289 

8204120293* 

8204120400 

8204120419* 

8204130067 

8204160103 

8204230349 

8204230947* 

8204230930* 

8204280216 

8204300222* 

8204120118 

8204120342 

8204120342 

8204160293 

8204220949 

0204220949 

8204270399 

8204060092 

8204060092 

0204060089 

0204060089 

8204060117 

68040601 17 

8204070919* 

8204080421 

B204OSO421 

0204000434 

8204120201 

8204120201 

8204120323 

3204120323 

0204120334 

8204 120334 
8804130224 
8204130224 
0204130313 
0204130313 

0204140313 

8204140409 

8204140409 

8204140422 

8204140482 

8204140427* 

6204140427* 

8204140437* 

0204140437* 

0204160209 

0204160289 

0204160606 

8204160606 

S2041V0191 

8204210441 

8204210441 

8204210478 

8204210478 

8204210480 

8204210480 

8204210491 

0204210491 

8204230222 

8204830231 


SUBJECT 

CATEGORY 


FOIA 

90-937 0 

90-937 0 

90-937 0 

90-937 0 

90-937 0 

REOOS 
90-244 Q 

90-247 0 

90-247 0 

50-490 A 
90-267 F 
50-267 5 

90-267 0 

90-267 8 

90-267 0 

30-267 R 
30-267 R 
90-267 P 
90-267 0 

90-267 P 
90-267 R 
90-267 R 
90-267 R 
90-267 S 

90-267 0 

90-267 F 
71-9079 
90-267 P 
90-267 P 

50-267 P 
50-267 S 
50-267 F 
50-546 9 

90-346 A 

50-946 A 
90-346 S 
50-946 0 

90-946 0 

90-546 H 

90-443 A 
90-443 A 
90-443 C 
90-443 C 
90-443 A 

90-443 A 
50-443 Q 
50-443 0 

90-443 0 

90-443 0 

90-443 E 
90-443 E 
90-443 A 
50-443 A 
90-443 A 

90-443 A 
50-443 A 
90-443 A 
90-443 A 
90-443 A 

30-443 0 

30-443 O 
90-443 0 

90-443 F 
90-443 F 

90-443 F 
90-443 F 
90-443 F 
90-443 F 
90-443 A 

90-443 A 
90-443 A 
90-443 A 
90-443 0 

90-443 A 

50-443 A 
50-443 0 

90-443 Q 
90-443 0 

90-443 0 

90-443 0 

90-443 0 

90-443 A 
90-443 G 



676 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


Public Scrvio Co of Oklahoma 
Public Sarvlce Elackrlc Oai Co 
Janay 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8304S3059S 

30-443 

0 


8204300442 

90-272 

R 

8204230992 

30-443 

0 


8204300443* 

90-272 

R 

8204260270 

PRM 


Pugtk Sound Poucr (i Light Co 

8204160293 

90-322 

c 

6204280280 

50-443 

0 


8204160300* 

90-322 

c 

8204280280 

30-443 

0 


8204200066 

90-522 

9 

8204280499 

30-443 

A 


8204200112 

90-322 

B 

8204280499 

50-443 

A 


8204200118* 

90-522 

a 

8204300226 

30-443 

A 


8204230243 

90-322 

A 

8204300226 

30-443 

A 


8204300093 

90-322 

0 

8204300280 

50-443 

A 

Purdu* Rtfiarcb Foundation 

8204190363* 

CONTRACT 


8204300280 

50-443 

A 

R E Hllllam* ti Aiioclatatt inc 

8204260043* 

WA8TE MSr 

8204130194 

50-536 

0 

R F R*»dyt Inc 

8204200294 

90-273 

R 

8204020338 

30-311 

8 


8204200299* 

50-273 

R 





8204220493 

50-273 

R 

6204020345* 

30-311 

8 


8204300366 

50-273 

R 

6204060071 

50-272 

P 









8204300374* 

50-273 

R 

8204060071 

50-272 

P 

R F Scott 

8204260397* 

50-367 

A 

8204070239 

50-311 

8 

Racal Vlkonlcsj Inc 

8204190430* 

CONTRACT 


8204070263* 

30-311 

8 


8204200419* 

CONTRACT 


8204080377 

30-272 

B 


S20422QS83* 

CONTRACT 


8204080391* 

30-272 

8 








Radiation tlanagemant Corp 

8204080475* 

50-272 

R 

6204060470 

30-272 

R 


8204190400 

40-6601 


8204080470 

50-272 

R 


8204210347 

40-6601 


82040B0S16 

30-311 

8 


8204210333* 

40-8601 


8204080522* 

30-311 

6 

Rand Corp 

8204260274 

NUREO 


8204090166 

30-272 

8 








Riadlng Hoip ti Kadical C*nt*r Raadlngi 

PA 8204010424 

RE006 


8204090168* 

30-272 

8 


8204190340 

PRN 


8204090320 

50-311 

R 

Rthab Oroupi Inc 

6204220372* 

CONTRACT 


8204090331* 

30-31 1 

R 

Ren»i<la*T Polyttcbnlc Intt 

8204010393 

NUREO 


6204090411 

30-311 

8 


8204070300 

50-225 

F 

8204090416* 

30-311 

6 









8204280073* 

CONTRACT 


8204090440* 

50-277 

I 


8204300393 

90-225 

F 

8204090440* 

80-277 

I 

Rhod* Iilandi Stat* of 

8204200277 

50-193 

8 

8204120164 

50-272 

0 

Ridihalght Eggeri li A««oclatBt 

8204270168* 

CONTRACT 


8204130366 

PR 


Rio Algomi Ltd 

8204030391* 

40-8084 


8204150363 

50-334 

I 








Ripon Colltgi 

8204260413 

70-864 


8204150386* 

50-334 

I 

Robart L Cloud Ai«ociat«*i Inc 

8202290171 

50- 1 33 

P 

8204160119 

30-31 1 

R 


8204010472 

90-275 

R 

8204160120* 

50-311 

R 


8204010472 

90-275 

R 

0204160175 

30-272 

R 


8204010476* 

90-275 

R 

6204160179* 

30-272 

R 









8204010476* 

90-273 

R 

8204160224 

30-311 

8 


8204190269 

90-273 

R 

8204160233* 

50-311 

3 


8204160579 

50-273 

R 

8204160254 

30-272 

8 


8204160979 

90-273 

H 

8204160257* 

50-272 

6 


8204160960* 

90-273 

R 

6204160333* 

50-334 

0 









8204 160980* 

90-271 

R 

6204160403 

50-311 

a 


6204290324 

90-273 

R 

8204160411* 

30-311 

6 


6204290330* 

90-273 

R 

8204160586 

50-311 

6 

Rach*<t*r Oat b Elictrle Carp 

8202090246 

90-244 

P 

8204160393* 

50-311 

8 


8204020007 

90-244 

P 

8204160599 

30-272 

8 









8204020399* 

90-244 

Q 

8204160609* 

50-272 

8 


8204090024 

90-244 

a 

6204190138 

50-311 

a 


8204090392 

90-244 

p 

6204190161* 

30-311 

a 


8204090491 

90-244 

p 

6204200286* 

50-272 

Q 


8204120271* 

90-244 

F 

6204200288* 

50-272 

Q 









8204120274* 

no- 2 ^ 1 4 

F 

6204200319* 

50-272 

Q 


8204140397 

90-244 

1 

6204200319* 

30-272 

Q 


8204150329 

90-244 

R 

6204200327* 

50-272 

Q 


8204150333* 

90-244 

R 

6204210296 

PR 



8204190366 

90-244 

S 

8204220267 

50-311 

8 









8204190392* 

90-244 

5 

6204220274* 

50-311 

8 


8204160277 

90-244 

P 

6204220362 

50-311 

a 


8204160261* 

90-244 

P 

6204220369* 

30-311 

6 


8204190066 

00-244 

P 

8204220373 

50-272 

6 


8204210171 

90-244 

P 

8204220377* 

30-272 

6 









8204220242 

90-244 

P 

6204220364 

30-272 

a 


8204230391 

90-244 

P 

6204220432* 

50-272 

8 


8204230963* 

90-244 

P 

6204220439 

30-311 

s 


8204230988* 

00-244 

P 

6204220442* 

30-311 

a 


8204260147 

90-244 

P 

8204260036* 

30-272 

a 









8204260194 

00-244 

P 

8204270351 

30-272 

8 


8204260322* 

90-244 

F 

8204270339* 

30-272 

8 


8204260329* 

90-244 

F 

8204270363 

30-272 

a 


8204270480 

50-244 

S 

8204270363 

50-272 

8 


8204270490* 

00-244 

8 

8204270367* 

30-272 

a 









8204280219 

50-244 

P 

8204270373* 

30-272 

a 


8204280223* 

90-244 

P 

6204270390 

80-272 

a 


8204280230 

90-244 

P 

6204270397* 

30-272 

6 


8204290234* 

50-244 

P 

6204270401 

50-31 1 

8 


8204280440 

90-244 

P 

6204270414* 

50-31 1 

8 









8204290289 

50-244 

P 

6204260261 

30-272 

Q 


8204300494 

50-244 

P 

8204290343 

30-272 

P 

Rockbfito* Co, 

8204090496* 

50-327 

P 

6204300290 

PR 



8204200208 

90-906 

B 

6204300291 

30-272 

P 

Rockwall Inttr natl anal Corp 

8204190363 

90-201 

P 


CORPORATE SOURCE INDEX 


B77 


AUTHOR 

AFFILIATION 


Rgety H»untdin Entrgv Co 


Hegort Cnglntoring Co > Inc 
Rolf Jrnton l< Ai»ocl«to«< tnc 
Hcmdowt A<iael^t*» 
ftogol il OpIiII 


Rv'tli-PrttbVttr lan-St. Luko '• Kodlcol 
C«nl*ri Ghlcagoi IL 


Sttraaiinko Hon tel pal Utllttg Dl« trick 


Safi Potiier for natna 

Saflnaw Vallag Nucliar Btudg Oroup 

Salni O.P 

Salt fllvar P Ima-Marlcopa Indian Communltg 

San Anton foi TX 
San Clomankai CA 
San Dlago G>ai h Elackrlc Co 


Sandara & McOarmott 


Sandla Uabaralsorlaf 


ACCESSION 

NUnBER 


0204080039 

8204160091 

Q204220O08 

B2042S0013I 

8204220014* 

8204260423 

8204260020* 

8204140097* 

B20426O421* 

8204000421 

8204080434 
8204140313 
8204 140409 
B204190191 
8204210478 

B20421047B 

8204210480 

8204210480 

0204210491 

8204210491 

8204230231 

8204230992 

8204230992 

8204260280 

8204010474 


8204130274 

8204290618* 

S20401029B 

8204010301 

8204010498 

8204090427 

8204060131 

8204060136* 

8204070391* 

8204070411 

8204070478 

8204070403* 

0204070969 

8204000320 

8204140310 

9204160602 

8204160604* 

8204160620 

0204200243 

B204210121 

8204210129* 

8204210164 

8204220489 

0204220490* 

8204230336 

8204230492 

8204260171 

8204260178* 

8204280337 

8204200496 

8204300400 

8204300489* 

8204020430 

8204800090 

8204290987* 

8204140180 

8204200249* 

0204130134 

8804OB0299 

8204000009 

8204080009 

8204080019 

8204080019 

8204000276* 

8204200063 

8204200063 

0204200072 

8204200072 

8204200328 

8204200328 

8204210494 

8204210494 

8204210496 

8204210496 

0204210499* 

8204210499* 

8204280123 

8303190262* 

8204010991 


subject 

CATEGORY 


40-8492 

40-8380 

40-0697 

40-0697 

40-8697 

40-8380 
CONTRACT 
CONTRACT 
90-293 P 
90-443 0 

90-443 0 

90-443 O 
90-443 0 

90-443 0 

90-443 0 

90-443 0 

90-443 0 

90-443 0 

90-443 0 

90-443 0 

90-443 0 

90-443 0 

90-443 0 

90-443 0 

PRH 


PRM 

CONTRACT 
90-312 P 
90-312 J 
90-312 P 

90-312 P 
90-312 P 
90-312 P 
90-312 P 
90-312 F 

90-312 S 
90-312 0 

90-312 B 
90-312 U 
90-312 J 

90-312 R 
90-312 R 
90-312 S 
90-312 P 
90-312 0 

90-312 0 

90-312 J 
90-312 S 
90-312 6 

90-312 F 

90-312 P 
50-312 0 

90-312 O 
90-312 8 

90-312 P 

90-312 » 

90-312 ft 
90-309 H 
90-329 0 

CONTRACT 

90-928 0 

90-928 0 

90-449 11 

90-361 H 
90-361 0 

50-361 0 

90-361 » 

90-361 9 

90-206 P 
90-443 0 

50-443 9 

90-443 0 

50-443 0 

50-443 0 

SO-443 0 

90-443 0 

50-443 0 

30-443 0 

SO -443 0 

90-443 0 

90-443 0 

90-443 0 

90-299 P 

NORBO 


AUTHOR 

AFFILIATION 


Sandvlt Spiclai Hital* Corp 
Sargint A Lundy. Inc 


Si.'^annaA Rlvtr Laberatery 
Sivlgnac. N 

8clilff. Hardin A Vltlki 


Sclanet Applicaktani* Inc 


Scott lb oro. AL 

Saacoait Anti-Pollution Leagua 
Siattla Unlv 

Siauivds & Con f krvc tlon* 


Sinata 


Sana t ft Oavarnmontal 


Shau. PUtniani patki 


Affair* 


A Troub ridge 


ACCESSION 

NUMBER 


3204020020 

8204020069 

320413033? 

3204130342* 

3204190960 

3204190961 

0204190964 

8204220061* 

0204220642* 

0204220647* 

320422064?* 

8204220693* 

0204290447 

8204290463 

8204290909 

0204290610 

820429062? 

92O43D0030 

9204220021 

0204090343* 

0204190449 

9204190203 

0204290497 

8204290094* 

0204160001 

8204160003 

0204160009 

0204200364 

0204010161* 

0204010934 

8204140033* 

0204190406 

8204190493* 

0204160097 

0204210916 

020421099a* 

8204210768* 

0204260474* 

0204270399* 

0204270402* 

8204300149* 

&204S20S76* 

8204130223* 

8204290641 

8204140091 

8204140443 

0204230014 

8201270397* 

8204010274* 

8204010209* 

9204010396* 

8204010379* 

8204010404* 

8204010901 

8204130333 

8204160207* 
8204220039* 
8204220633* 
8204090290* 
8204 190463* 

8204280970* 

8204010379 

8204010432 

82040S0134 

8204080231 

8204080293 

8204080304* 

8204030369 

8204090369 

8204080442 

8204080491* 

9204080494 

S2040B0909 

9204080919* 

8204080937* 

8204090128 

8204090131* 

8204130120 

8204130132 

8204140133 

8204140133 
B204 140310 
8204140393 
8204140434 
820 41 90042 


SUBJECT 
CAT EGOR V 


NUREG 

NUREO 

REGOD 

RECOD 

NUREO 

NUREO 
NUREO 
HASTE M9T 
FQIA 
FOIA 

FQIA 
FOIA 
NUREO 
NUREO 
90-3 P 

NUREO 
NUREO 
NUREO 
XPORTLIC 
90-390 A 

PR 

PRM 

NUREO 

40-8631 

90-461 O 

90-461 0 

90-461 0 

90-461 0 

CONTRACT 
90-302 P 

90-259 X 
PR 

90-302 P 
PR 

CONTRACT 

CONTRACT 

CONTRACT 

PR 

PR 

90-416 A 
CONTRACT 
90-443 0 

70-600 
FOIA 

FOIA 

FOIA 

50-328 H 
50-361 H 
50-440 H 

PR 

PR 

PR 

REGQD 

REGOD 

COMKIS8ION 

mac 

50-302 H 
COMMISSION 
COMMISSION 

C OHM I BE ION 
90-302 0 

PRM 

90-400 O 
90-329 0 

90-209 P 
80-289 P 
90-289 P 
90-209 P 
90-289 O 

50-289 0 

90-266 0 

50-482 G 
90-482 O 
30-482 a 

30-4B3 0 

90-483 Q 
90-289 O 
90-483 0 

90-266 Q 

90-266 O 
90-440 0 

90-289 0 

30-329 0 

90-266 O 


B78 


CORPORATE SOURCE INDEX 


AUTMOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEOORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEOOBY 


8204190043 
82041 9004? 
820419004? 
8204190092 
8304190092 


90-266 0 
90-266 0 
90-266 0 
90-266 0 
90-366 0 


South C«roUnai Unlv of 


8204280268 

8204280496 

8304280926 

820430019? 

8204120398* 


90-399 0 

REOSO 

PR 

90-399 A 
90-379 n 


8204160008 

8204190227* 

8204210290 

8204210443 

8204210468 


90-387 0 
90-289 T 
90-266 P 
90-329 0 
90-387 0 


South Salt Lat*. UT 

South Tt«a* Elactrlc Cooparatlv* 

Bouthampton ToutiiNYi 


8204290332 

8204130206 

8204010290 

8204200063 

8204200063 


WASTE MOT 
90-449 « 
90-322 H 
90-443 8 
90-443 8 


8204230499 

8204260070 

8204260171 

8204280019 

8204280020 


90-382 T 
90-266 8 
90-312 0 
90-382 8 
90-266 0 


9outh*rn California Ediion Co 


8204200072 

8204200072 

8204020283 

8204020283 

8204020393 


90-443 8 
90-443 0 
90-361 P 
90-361 P 
90-361 F 


8204280020 

8204280034 

8204280034 

8204280083 

8204280263 


90-266 0 
90-266 0 
90-266 0 
90-482 0 
90-289 0 


8204020393 

8204020399* 

8204020399* 

8204020396 

8204090002 


90-361 F 
90-361 f 
90-361 f 
90-206 I 
90-206 P 


8204280263 

8204300192 

8204300152 

8204300478 

8204300478 


90-289 0 
90-329 0 
90-329 0 
90-329 0 
50-329 0 


8204090249 

8204090270 

8204090292 

8204090292 

8204060022 


90-206 P 
90-206 P 
90-361 P 
90-361 P 
90-206 P 


Sherman Harp- El0lni IL 


8204270424* 

70-1467 


Stamin* Oann*ionic« 


8204140092 

FOIA 


Siarra Club 


8203090124* 

90-244 

P 



8204070980* 

90-201 

0 



8204070989* 

90-201 

0 



8204080266 

90-537 

0 



B204I90199 

90-937 

0 



8204190200 

90-937 

0 



8204190224 

90-937 

0 



8204210492 

90-937 

0 

Slarra Caophgi Ic »> Inc 


8204230448* 

90-922 

A 

Bllvar King Hinlngt Inc. 


8204210031 

40-8602 




8204210039* 

40-B602 




8204290628 

40-8602 


Simktni Tnduttrieii Inc 


8204190002* 

CONTRACT 


Blnnliiippl Alllanc* for thi 

Environment 

8204210489 

50-494 

0 

(SAFE) 





Small Builnett Admlnlf tra t Inn 


8204020044* 

CONTRACT 




8204090091* 

CONTRACT 




8204090097* 

CONTRACT 




8204220972* 

CONTRACT 


Snail 1( Wilnifr 


8204280016 

90-928 

0 

Socltty for tht Protactlon of 

thi 

8204280114 

50-443 

0 

Envlromint of Boutht**ttrn 

N«w 




South Carolina Elactrlc k Sat 

Co 

0204050017 

90-399 ' 

A 



8204090066 

90-399 

A 



8204090089 

90-399 

I 



8204090092* 

90-399 

1 



8204090096* 

90-399 

I 



8204090234 

90-399 

A 



8204050243 

90-399 

A 



8204090248* 

90-399 

A 



8204090393 

90-399 

A 



8204060008 

00-399 

A 



8204060012* 

90-399 

A 



8204060018 

90-399 

A 



8204060068 

30-399 

A 



8204060096 

90-399 

A 



8204060121 

90-399 

P 



8204080440 

90-399 

A 



8204080441 

90-399 

A 



8204080912* 

30-399 

A 



8204080918* 

90-399 

A 



8204120399 

90-399 

R 



8204160214 

80-399 

8 



8204160999 

90-399 

A 



8204190191 

30-399 

A 



8204190197* 

90-393 

A 



8204190231 

30-399 

A 



8204190379 

30-399 

A 



8204190319 

90-399 

A 



8204190320* 

90-393 

A 



8204190399 

30-399 

A 



8204200026 

50-399 

A 



8204230122 

90-399 

0 



8204260149 

30-399 

A 



8204260196* 

90-399 

A 



8204260183 

90-399 

0 



8204260209 

90-399 

A 



8204270390 

90-399 

F 


8204070092 

8204070293 

8204070271 

8204070282* 

8204070346 

8204070393* 

8204070381 

8204070381 

8204070381 

8204070430 

8204070430 

8204070432 

8204070467 

8204070921 

8204070929 

8204070930* 

8204080009 

8204080009 

8204080019 

8204080019 

8204080099* 

6204080099* 

8204080272 

8204080276* 

8204090232 

8204090239* 

8204090240* 

8204090247 

8204090261 

8204120122* 

8204120406 

8204130107 

8204130320 

8204130366 

8204140262 

8204140267* 

8204140273* 

8204140307 

8204190260 

8204190262* 

82041S04S9 

8204190491* 

8204160209 

8204160219* 

8204160288 

8204160299* 
0204160319 
8204160331 
8204 1604 98 
8204160468* 

8204160499 

8204160904* 

8204160910* 

8204160913* 

8204160600 

8204200173 

8204200192 

8204200207 

8204200210* 

8204200214* 


90-206 P 
90-361 a 

90-206 8 
90-206 8 
90-206 a 

90-206 8 
90-206 F 
90-206 F 
90-206 F 
90-361 P 

90-361 P 
90-206 P 
90-206 p 
90-361 P 

90-206 e 

90-361 P 
90-361 0 
90-361 0 
90-361 0 
90-361 0 

90-206 F 
90-206 F 
90-206 P 
90-206 P 
90-361 P 

90-361 P 
90-361 P 
90-206 F 
90-206 P 
90-206 0 

90-206 P 
90-361 r 
90-361 P 
PR 

90-361 8 

90-361 8 
90-361 6 
90-361 8 
90-206 R 
90-206 R 

90-361 R 
90-361 R 
90-361 8 
90-361 8 
90-361 8 

90-36 1 B 
90-206 P 
90-361 P 
90-361 3 
90-361 a 

50-361 P 
90-361 P 
90-361 P 
90-361 e 
90-206 S 

90-206 P 
90-206 P 
50-206 P 
90-206 P 
90-206 P 



CORPORATE SOURCE INDEX 


579 


AUTHOR 

AFFICIATION 


Sovthirn Calif orniJ> Unlv of 

SoiftKorn Ca Bervlcait Inc 
South am Btfotamoi Inc 
Soifthkiatt Ccon onotr Ic s< Inc 

Sovthuoit Ranaarch Intfcltut* 
Sonland Pouer Caoptratlv«> Inc 
Bp-tagal It KcOlarmid 


S-q.uara D Co ■ Eloc tronognatlc Industrial 
St Louli Unlv 

Stand ardi tad Nucloar Unit Pouar Plant 
Sgalam. 


Btafc«i Dapt of 

Stafeai Dapt ofi Bureau of Ocaans St 
tnfearnat) Environ fti Sciantific Affairs 


Btapan CPiaoilcal co 

Stawart t< Stavanson Sarvlcat 

Stan* 4* Uabstar Enplnaarlng Corp. 


Sfeon* b Mabstar* Inc. 

Structural Dgnaffllcs Rasaarch Corp 
Structural Machanics Assoclatas 


Suffolk Cnuntv> NY 


ACCESS ION 
NUMBER 


8204200290 

8204200329 

8204200332 

8204200333* 

8204200337* 

8204200422 

8204210447 

8204210433* 

8204220322 

8204220328* 

8204220336 

8204220402 

8204220403* 

8204220431 

8204220434* 

8204230434 

8204230434 

8204260112 

8204260117 

8204260124* 

8204260167 

8204260173* 

8204270207 

8204270211* 

8204270214* 

8204270271 

8204280433 

8204280532 

8204280339* 

8204280339* 

8204280962* 

8204280364* 

8204280369* 

8204300338 

8204300371* 

8204130333* 

8204260321* 

B2040S0497 

8204210437* 

8204270312* 

8204140073* 

8204200230* 

8204140270 

8204140270 

8204140391 

8204140391 
8204230486 
8204190349* 
820408 02 IS* 
8204060037 


8204060037 

8204060037 

8204080436 

8204080436 

8204080436 

8204160271 

8204260340 

B204290328 

8204080209 

8204090081 

8204190169* 

8204080362 

8203290330 

8204010376 

8204290284* 

8204300290 

8204190181* 

8204190196* 

8204090330* 

8201290033* 

8204130016* 

8204010362 

8204010386 

6204080138 

8204090162* 

8204080381 

8204080383* 

8204080383* 

9204120428 

8204160016 

8304160043 

82<S4160044* 

8204160047* 


SUBJECT 

CATEGORY 


30-206 F 
30-206 P 
30-361 P 
30-361 P 
50-361 P 

50-206 P 
90-361 8 

30-361 8 

30-206 3 

30-206 S 

30-206 P 
30-206 P 
30-206 P 
30-206 3 

30-206 5 

30-361 8 

30-361 8 

30-206 P 
30-361 3 

30-361 8 

30-361 8 

30-361 8 

30-206 P 
30-206 P 
80-206 P 

50-361 P 
30-361 P 
30-206 P 
30-206 P 
30-206 P 

30-206 P 
50-206 P 
30-206 P 
50-206 P 
30-206 0 

REOQD 
30-293 P 
30-424 8 

COHTRACT 
30-498 A 

CONTRACT 
30-461 I 
30-329 H 
SO-329 M 
30-329 M 

30-329 M 
30-443 « 

0A999 
CONTRACT 
30-482 A 


30-482 A 
50-482 A 
50-482 A 
30-482 A 
30-482 A 

30-432 A 
PR 

XPORTLIC 

XPORTLIC 

XPORTLIC 

40-8610 

0A999 

NUftEO 

PRH 

30-458 A 
PR 

30-322 T 
80-322 T 
30-338 A 
30-329 S 

COfflRACT 
30-322 0 

30-322 « 

30-322 0 

30-322 0 

50-322 O 
30-322 O 
30-322 0 

30-322 0 

30-322 0 

30-322 9 

30-322 0 

30-322 0 


AUTHOR 

affiliation 


Sunflouer Al 1 1 anca 


eut4,u*hanna VaUav Alllanca 
Su4dan 

Synergic Resourtei Corp 
Svltensp Sclencrs 6 Software 
TERA Corp 

Technical □peratuns. Inc 

Technology Developciant of Cal 1 f ornlap Inc 
Titnelron Researciki Inc 
Talsiiyne Engineering Strvicei 


Tfledvna Hah Chang Albany 
Tannasiea Valley Authority 


ACCESSION 

NUMBER 


8204160032* 

8204160033* 

8204160036* 

8204160060* 

8204160063* 

8204160068* 

8204200048 

B2042I043I 

B204210436 

8204210448 

8204260189 

8204280233 

S204300329 

8204300437 

8204300490 

3204210484 

8204230134 

8204260177 

8204070468 

8204220164 

8204270422 

8204070660* 

8204200342* 

9204200350* 

8204270094 

8204020044* 

8204020039 

8204060128* 

8204090352 

8204090394* 

8204160363 

8204160368* 

8204160626 

8204160630* 

8204220271 

8204220307 

8204220411 

8204290339 

8204200373 

8202080227 

8202080227 

8203080337 

8203190270 

8203190274* 

8204010138* 

8204010390* 

8204010398* 

8204010401* 

8204020238 

8204020238 

8204020232 
B20402Q2S2 
8 204020238 
8204020264 
8204020264 

8204020278 

8204020278 

8204020209 

8204020294* 

8204020319 

8204020322* 

0204020329 

8204020329 

8204020336 

8204020336 

320402034 L 
8204020346 
8204020346 
8204020356 
8204020361* 

8204020364 

8204020364 

8204020376 

8204020381 

8204020382* 

8204020384 

8204020385* 

8204020392* 

8204020400 

8204020402 

8204020431 

8204020431 

8204020434 

8204020434 

8204020445 


SUBJECT 

CATEGORY 


30-322 O 
30-332 « 

30-322 O 
30-322 0 

30-323 <1 

30-322 O 
30-322 0 

30-322 O 
30-322 0 

30-322 0 

50-322 7 

30-322 G 
30-322 C 
30-322 0 

30-322 0 

30-440 0 

30-440 0 

30-440 C 
30-320 M 
XPORTLIC 

REOOD 

FOIA 

90-206 P 
50-206 P 
71-6613 

CONTRACT 
NUREO 
30-373 A 
30-273 P 
30-273 P 

30-273 R 
30-275 R 
30-273 P 
30-275 P 
30-273 P 

30-273 P 
30-273 T 
30-273 R 
XPORTLIC 
50-390 E 

50-390 E 
50-390 S 
50-438 A 
50-438 A 
30-239 a 

50-390 0 

50-430 0 

50-438 0 

50-438 S 
30-438 3 

30-390 S 
30-390 S 
50-438 S 
30-390 3 

50-390 3 

50-390 S 
50-390 8 

30-296 8 

50-296 S 
30-328 8 

50-328 S 
30-438 E 
50-438 a 
50-390 S 
80-390 8 

80-390 6 

30-390 9 

50-390 3 

30-259 3 

30-239 3 

30-390 3 

50-390 S 
50-328 5 

30-327 S 
50-328 E 

90-259 8 

30-32? 9 

30-259 S 
80-390 8 

30-390 8 

30-390 S 
30-390 8 

30-390 E 
30-390 E 
50-390 8 



680 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFIUIATION 


ACCESSION 

HUMBEH 

5204020449 

8204020447 

5204020447 

8204020492 

8204020492 


SUBJECT 

CATEQQRY 


90-390 B 
90-438 9 
90-430 B 
90-390 B 
90-390 8 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8204090292 

0204090238 

0204090309 

82040903074 

8204090333 


subject 

CATEOORV 


90-390 A 
30-390 A 
90-327 P 
90-327 P 
90-327 ft 


8204020496 

8204020496 

8204020499 

8204020499 

8204020462 


90-390 S 
90-390 a 
90-390 S 
90-390 8 
30-438 3 


83040903394 

8204090340 

82040903414 

B2O4090343 

82040903494 


30-327 B 
30-327 ft 
30-327 n 
30-327 H 
90-327 R 


8204020462 

8204020463 

8204020469 

8204020467 

82040204744 


30-438 S 
30-390 8 
90-390 a 
30-327 8 
30-327 8 


8204090399 

8204090414 

0204090414 

82040904904 

82040904904 


90-327 P 
90-39Q A 
90-390 A 
30-390 F 
30-390 F 


8204020476 

8204020479 

8204020479 

5204020481 

5204020481 


30-260 S 
90-390 B 
90-390 8 
90-390 3 
90-390 S 


82040904924 

02040904924 

8204120179 

8204120179 

0204120179 


30-390 F 
90-390 F 
90-299 F 
90-299 F 
90-299 F 


82040204024 

5204020490 

82040204984 

8204020303 

82Q4020904 


90-260 8 
30-299 a 
90-299 8 
30-296 a 
90-416 8 


8204120227 

02041202304 

8204120330 

8204120390 

5204120390 


90-438 K 
90-435 K 
30-299 F 
30-299 P 
30-299 P 


02040209094 

0204020307 

5204020907 

5204020307 

5204020399 


90-296 a 
90-430 8 
90-438 B 
90-430 a 
30-430 a 


0204120390 

8204130097 

8204130191 

8204130263 

8204130272 


90-299 P 
90-390 F 
90-327 P 
REOOD 
PR 


5204020999 

0204020961 

8204020963 

8204020963 

82040209674 

8204020969 

8204020369 

0204090313 

8204090313 

8204060036 

8204060036 

5204060049 

8204060049 

8204060093 

8204060099 

8204060062* 

82040600664 

8204060110 

8204060110 

8204060110 

8204060110 

8204060110 

8204060110 

8204060110 

8204060197 

0204060197 

8204070488 

8204070428 

8204080094 

82040801004 

8204080124 

82040801324 

8204080160 

8204080160 

8204060267 

8204060267 

8204080318 

8204080369 

8204080368* 

82040803604 

8204080383 

8204050369 

8204080389 

8204080389 

5204080389 


90-438 S 
90-296 3 
90-390 a 
90-390 6 
90-296 a 

90-390 A 
90-390 A 
90-390 A 
90-390 A 
90-327 P 

90-327 P 
90-390 D 
90-390 D 
90-390 0 
90-390 0 

90-390 Q 
90-390 a 
90-018 a 
90-018 8 
90-018 a 

90-010 a 
50-010 a 

90-018 8 
90-018 8 
90-390 A 

90-390 A 
90-327 a 
90-327 8 
90-327 a 
90-327 a 

90-327 a 
90-327 a 
go-390 a 
90-390 a 
90-438 a 

90-430 a 
90-438 a 
90-390 A 
go-390 A 
90-390 A 

90-037 A 
80-390 a 
90-390 a 
90-390 a 
90-390 8 


0204140144 
5204140144 
82041401804 
5204140238 
8204 1 40235 

5204140416* 
82041404414 
0204140444* 
8204 1 40472* 
0204190319 

8204190326* 

8204190907 

0204190911* 

8204160178 

8204160183 

5204 I 60186* 

8204160190 

6204160190 

8204160193 

8304160193 

0304160196 

0304160202* 

8204160209 

0204160210 

6204160210 


90-390 A 
90-390 A 
90-438 Q 
90-390 A 
90-390 A 

90-259 0 
90-438 0 
90-430 a 

90-aS9 0 

90-299 R 

90-299 R 
90-327 R 
90-327 ft 
80-328 B 
90-390 a 

90-328 a 

90-390 a 

90-390 a 
90-438 B 
90-438 8 

90-326 B 
90-328 a 
90-966 8 
90-436 8 
90-430 8 


8204160231 
8204 160231 
8204160239 
8204 1 60239 
8204160246 

9204160296 

8304160286 

9204160395 

9204160299 

8304160260* 

8204160269 

8204160269 

8204160373 

8304160373 

B204160276 


50-390 e 
90-390 6 
90-390 8 
90-390 B 
00-430 B 

90-918 8 
90-919 a 
90-327 fl 
90-391 0 
90-327 0 

90-438 B 
90-438 a 
00-390 0 
90-390 9 
90-327 8 


8204160278 
8204 160280* 
6204160283 
8204160290 
8204160298* 


90-328 0 
90-327 0 
90-438 a 
90-899 S 
90-899 a 


8204080418 

8204080418 

8204080466 

8204080472* 

82040804SO 


90-390 a 
90-390 a 
90-327 8 
90-327 a 
90-328 8 


8204 160324 
8204160324 
8204160327 
8204160327 
0204160327 


80-910 0 
90-810 a 
90-910 S 
90-810 fl 
90-910 0 


8204080489 90-438 8 
8204080489 90-430 8 
8204080490* 90-328 a 
8204080934 90-438 B 
8204000934 90-438 8 


9204160327 

0204160327 

0204160327 

0204160327 

8204160328 


90-910 a 
90-910 8 
90-910 fl 
90-910 8 
90-010 B 


1 


T 



CORPORATE SOURCE INDEX 


AUTHOfl 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORV 


AUTHOR 

AFFILIATION 


AtCEtiaiHN suajLCT 

NUMOCR tArEQORV 


esoAi^oase 

02041^0336 

6204160336 

6204160348 

8204160348 


S 0 -ai 8 B 
90-390 8 
SO -390 8 
aO- 43 B 8 
30-438 S 


H2O42IO076 90-359 P 

IS20421007A 30-309 P 

8204210AA3 40-1141 

EI204230194* LOMTRACT 

0204230150 SO-360 Q 


8204160393 

8204160393 

8204160393 

8204160394 

6204160394 


90 - 9 IQ S 

90-91 a 8 
90-91 a 9 
90-433 3 
90-438 8 


n 2 (} 423 » 2'39 

0204230230 

02043302311 

0204230233 

6204230294 


90-3ia 0 

90-397 0 
g0“a»9 a 
90-259 a 
90-390 Q 


6204 1 60362 
6204160362 
6204 1 60362 
8204160362 
8204160362 


90-390 8 
90-390 9 
90-390 9 
90-390 8 
90-390 a 


8204 230294 
11204230250 
1120 4 2.102 9 8 
a204 3302‘/4 
(1204230294 


30-390 d 
90-299 F 
90-289 F 
80-299 a 
80-299 0 


8204160362 

8204160362 

8204160362 

8204160362 

8204160362 


90-390 S 
80-390 B 
80-390 B 
30-390 8 
80-390 8 


8204230294 
C)20433oa2A» 
!)2042,1034aii 
(I2042>0343» 
H20'4a J0360# 


50-259 a 
50-390 0 
50-430 a 
50-430 a 
80-259 a 


8204160362 

8204160362 

8204160362 

8204160370 

8204160370 


30-390 8 

80-390 8 

80-390 a 
90-439 8 

90-438 8 


19204 230378 
112042:10378 
112042:103711 
1)204230370 
19204 230370 


30-390 a 
80-390 a 
90-390 a 
90-390 a 
80-390 Q 


8204160391 

90-390 

Q 

0204160391 

90-390 

8 

8204160399 

90-436 

8 

8204160398 

90-328 

S 

8204160407 

90-390 

8 

8204160407 

90-390 

Q 

8204160407 

90-390 

3 

8204160407 

90-390 

S 

8204160407 

30-390 

8 

8204160407 

90-390 

a 

8204160407 

90-390 

3 

8204160407 

90-390 

8 

8204160407 

90-390 

0 

8204160407 

90-390 

a 

8204160407 

80-390 

s 

8204160407 

90-390 

s 

8204160407 

90-390 

s 

8204160410 

50-327 

8 

8204160418 

90-438 

8 

8204 V 60418 

60-438 

8 

8204160437 

90-433 

a 

8204160437 

90-438 

8 

8204160476 

90-327 

3 

8204160468 * 

90-327 

8 

8204160919 

90-260 

8 

8204160916 * 

90-327 

S 

8204160918 

90-296 

3 

8204 U 0923 * 

90-260 

8 

8204160926 * 

90-296 

B 

8204160989 

90-299 

a 

9204160887 

90-918 

s 

8204160957 

90-518 

3 

8204160897 

90-518 

a 

8204160997 

30-910 

s 

8204160997 

50-518 

s 

8204160997 

90-918 

6 

8204160997 

80-919 

8 

8204160964 * 

90-299 

3 

8204(60624 

30-899 

F 

8204160624 

90-299 

F 

B 20419022 S 

30-239 

0 

8204190228 

50-299 

0 

8204 1 90228 

50-839 

0 

8204190294 

90-839 

0 

8204190254 

50-259 

0 

8204190294 

30-239 

0 

8204190283 

50 - 8 S 9 

p 

0204190282 

30-239 

p 

8204190282 

30-299 

p 

8204200120 

80-430 

K 

8204200120 

90-430 

K 

8204200344 

90-289 

P 

8204200344 

90-299 

P 

8204200344 

90-239 

P 

8204200371 

30-390 

A 

8204200371 

30-390 

A 

8204200409 

50-239 

a 

8204800409 

30-299 

a 

8204200409 

30-299 

0 

8804810076 

90-299 

p 



90-370 

Q 

E)204230;iQ2 

So 257 

0 

82042.10464 

90-299 

0 

82042.10499* 

90-299 

0 

U2O42304V9* 

50-299 

Q 

lU'O4a.105l4 

30-299 

a 

8204230514 

90-299 

a 

8.; 04230514 

90-259 

0 

8204230926 

90 299 

a 

8204230026 

90-289 

a 

11204230026 

30-259 

a 

8204210391 

90-390 

£» 

8201210991 

90-390 

a 

0204230994 

90-310 

9 

0204210399* 

90-.970 

a 

l]a042A0031 

10-1041 


0204260164 

90-390 

E 

0204260706 

50-390 

A 

0204260206 

!0-,190 

A 

0204260230 

90-239 

0 

B2 04 2 6 0210 

90-299 

0 

8204260210 

90-299 

0 

Oa0426O21£l 

90-390 

A 

0204260330 

90-390 

A 

0204260306 

90-390 

A 

8204260396 

90-370 

A 

820 42V 0366 

SO-327 

F 

82042^0327 

90-299 

r 

62042/0393 

DEC 00 


82042/0419 

30-327 

p 

8204280093 

80-390 

0 

82042(10093 

80-390 

B 

0204280057 

80-3 90 

0 

8304 2000 57 

30-390 

S 

8204200068 

90-390 

0 

82042110060 

90-390 

B 

8204280174 

90-390 

0 

8204280174 

80-390 

£3 

Q2042Q0I00 

90-390 

S 

(3204280100 

50-390 

8 

6201280214 

90-390 

9 

8204200214 

80-J90 

B 

82042802 JO 

90-438 

0 

8204200244 

90-370 

0 

8204200244 

90-390 

B 

8804200249 

80-390 

3 

820428024'? 

50-390 

a 

8204280259 

50-390 

a 

0204200257 

50-390 

Q 

8204200266 

90-390 

0 

8204280266 

90-390 

0 

8204280273 

90-390 

G 

8204200271 

90-090 

a 

8204280207 

30-390 

8 

8204200891 

90-A30 

8 

8204280307 

90-418 

B 

8204280111 

90-390 

0 

8204280111 

90-390 

B 

0304280831 

90-410 

Q 

8304280131 

80-110 

a 


B81 



S82 


CORPORATE SOURCE INDEX 


AUTHOR 

AFfILIATIDN 


TannttiOi Stats of 

Teton Eiploration Drllltnj Co ■ Inc 

Texa* A & M Un Jv 


Ttiaa Utllitios Generatlnj Co 


Tokos Utlittlos SorvlctSi Sne 


ACCESSION 

NUMBER 

SUBJECT 

C/VTPOORY 

AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEOOftV 


- 



8204020244 

50-443 

A 

8204260344 

30-438 

8 



0204020244 

30-443 

A 

8204280344 

50-439 

S 



820402038? 

30-443 

A 

8204280333 

30-327 

s 



8204020389 

30-445 

A 

8204280338 

30-390 

8 



8204130263 

REOOD 


8204280338 

50-390 

8 











0204130267 

30-443 

F 

82042B03A6 

30-390 

8 



0204130267 

30-443 

F 

8204280366 

30-390 

9 



8204230399 

30-449 

F 

8204280398 

30-390 

s 



0204230399 

30-443 

F 

8204280398 

30-390 

8 



8204260109 

30-449 

A 

8204280403 

30-390 

3 











0204300301 

REOOD 


8204260403 

50-390 

8 



0204300319 

30-443 

K 

8204280417 

30-436 

9 

Tttafi Oiiv of 


8204120369 

30-192 

R 

8204280417 

30-438 

6 



0204120301* 

30-192 

S 

8204280433 

30-438 

s 

Thomas 6 Hair 


0204140109 

30-352 

A 

8204280433 

30-438 

8 











8204220136 

FOIA 


8204280430 

30-328 

8 

Toledo Edison Co 


8204010338 

50-346 

P 

8204280430 

30-328 

S 



8204010361* 

30-346 

p 

8204280450 

30-328 

6 



8204010363* 

30-346 

P 

8204280430 

90-328 

8 



8204020434 

30-346 

B 

8204280458 

30-390 

s 











8204060063 

30-346 

p 

8204280467 

50-438 

8 



8204080303* 

30-346 

F 

9204280467 

90-430 

s 



8204000308* 

30-346 

F 

8204280472 

90-430 

S 



8204080397 

30-346 

B 

8204280472 

30-438 

a 



8204080406* 

30-346 

B 

8204280492 

90-918 

8 











8204080301 

30-346 

8 

8204280302 

50-318 

8 



8204080307* 

30-346 

a 

8204280302 

50-318 

8 



0204090183* 

30-346 

F 

B204280313 

30-438 

s 



8204090189* 

30-346 

F 

8204280313 

30-438 

8 



8204090206 

30-346 

P 

8204280318 

30-390 

a 











8204120312 

30-346 

B 

8204280318 

30-390 

s 



8204120318* 

30-346 

8 

0204290432 

71-6568 




8204120367 

30-346 

8 

8204290438H 

50-299 

F 



8204120372* 

30-346 

8 

0204290438* 

90-239 

F 



8204130296 

30-346 

Q 

0204290438* 

30-299 

F 











8204190211 

30-346 

P 

0204290438* 

30-239 

F 



8204190213* 

30-346 

P 

9204290438* 

50-299 

F 



8204190217* 

30-346 

P 

9204290430* 

50-299 

F 



8204190231* 

30-412 

1 

9204290438* 

30-299 

F 



8204200018 

30-346 

8 

9204290438* 

30-299 

F 











8204200029* 

90-346 

8 

8204290455* 

30-299 

F 



8204200136 

50-346 

P 

S20429043S* 

50-299 

F 



8204200194 

50-346 

F 

0204290435* 

50-299 

F 



8204200239 

30-346 

S 

8204290455* 

90-299 

F 



8204200267* 

30-346 

8 

8204290435* 

50-299 

F 











8204200276 

30-346 

8 

8204290453* 

30-239 

F 



8204200284* 

30-346 

8 

8204290433* 

30-299 

F 



8204260233* 

30-346 

<1 

8204290433* 

30-299 

F 



8204260240* 

30-346 

0 

8204300263 

50-390 

A 



8204260244* 

30-346 

a 

8204300313 

PS 












8204260248* 

30-346 

0 

8204010291 

50-937 

0 



8204270182 

30-346 

p 

8204210379 

40-8791 




8204280411 

30-346 

F 

8204030239 

30-128 

B 



8204300034* 

30-346 

F 

8204130102 

30-39 

8 



0204300033* 

30-346 

F 

8204280399 

30-120 

P 











8204300201 

50-346 

e 

8204880401* 

30-128 

P 



8204300204* 

50-346 

B 

8204280402* 

30-128 

P 



8204300270 

30-346 

0 

0204030003 

30-449 

8 



8204300373* 

30-346 

0 

8204030036 

30-449 

S 

Transnueltari Inc 


8204010039 

XFORTLIC 


8204080240 

30-449 

0 











8204190029 

XPORTLIC 


8204080240 

50-449 

0 



8204220121 

XPORTLIC 


8204080300 

30-449 

0 



8204220128* 

KPORTLIC 


8204000300 

30-449 

0 



820423028? 

XPORTttC 


8204000336 

30-449 

0 



0204280208* 

XPORTLIC 


8204080336 

30-449 

0 











820429038? 

XPORTLIC 


8204120309 

30-449 

F 

Transportation. Dept of 


8204020247# 

30-142 

p 

8204130200 

30-449 

w 



0204020249* 

SO- 1 42 

p 

8204130200 

30-449 

H 



0204020233* 

30- 1 42 

p 

8204130200 

30-449 

M 



0204000266 

30-537 

c 

8204130464 

PR 










U B Court of Appeals for 

District of 8204280374* 

50-358 

« 

8204230130 

30-443 

0 

Columbia Circuit 





8204260227 

90-449 

0 

U. 8 District Court. District 

of Columbia 8204260174* 

30-320 

M 

8204260227 

90-449 

0 

1/ S Naval Academy 


0204070083 

NUHEO 


8204270292 

PR 


US Ecology. Inc (Formerly 

Nuclear 0204020934 

71-6679 


8204280013 

50-449 

0 

engineering) 










0204200106 

27-39 


8204280013 

30-449 

0 






8204280160 

30-449 

9 



8204200332 

WASTE MOT 

8204280160 


0 

Union 76 Hlnaral* Exoloratlon 

Co 82Q40S0370 

40-0384 


S2042B0186* 

30-449 

0 



0204030373* 

40-8384 


8204280186* 

30-449 

0 

Union Carbide Corp 


8204010062 

XPORTLIC 







8204030200 

40-299 


8204290064 

30-443 

K 






8204290064 

30-443 

K 



0204030204* 

40-299 


0204290060* 

30-443 

K 



8204210643 

WASTE MOT 

8204290068* 

30-443 

K 



8204220066 

40-299 


8204010366 

30-443 

F 








CORPORATE SOURCE INDEX 


683 


AUTHOR 

AFFILIATION 


Untcn Eiactrle C« 


Union of Canctrnad Sclartltti 


VAltfi Elfctric Controls Co 
Uriilts^ Enflnssrs & Construe torti Inc 
Iswti. ot Rsgtheon Co ) 


vniiid HUcltsr Cor^ 
Uoltsd Ttctino I og is 1 Corp 

Vtsntujn Rss«urcss< Inc 


UUh> Ststs of 
UlllitV Croup on ATMS 
Vdicor Ejnginssring Corp 


Vslorsi C. 

Usreont V«nk»s Kuclsor Pousr Corp 


VsrMantf Stats oi 


VdfMont) Univ. oF 
Vat Adntn Hasp HoustoniTX 
Vat. Admin. Hasp. Los AnpolaSiCA 
IHatfsworth Hasp. Gtr. > 


Vatarani Admin litrat ion 
Virginia Elactrlc ti Pouisr Co 


ACCESSION 

NUMBER 


8304S&034e 

S3042A0909 

8204360910* 

0304390046 

6304000493* 

8304090138 

8804090101* 

8304130407 

8804130133 

8304380360* 

8804370276 

8304270280* 

8803080100 

8803080118* 

8304010298 

8304140339 
8804160041 
8804210979 
8804280033 
88043801 IS 

8204280382 

8304280900 

BZ04300001 

8204080399* 

8804130379* 


8304270339 

8304140334* 

8304090461* 

8304090469* 

8804260338 

8804390131 

8304010043* 

8304380609 

8304090446* 

8304090493* 

8304090494* 
8804 160489 
8304010193 
8804010327 
8304010339* 

8304030407 
8304020409* 
B3040 90874 
8304090288* 
8304060090 

0204070496 

8304190301 

8304190310* 

8804190439 

8304150494 

8304190488 

8304190494* 

8304160279 

8304190819 

8304190332* 

8304190343 

8304370098* 

9304270100* 

8304370496 

8304300317 

8304320364* 

8304330376* 

8304010447 

8304010476* 

8304190373* 


S3041903S0* 

8204190306* 

6204190360* 

8204190391* 

8204190403* 

8304190408* 

8204190469* 

8304190493* 

8204190909* 

8204190908* 

8204190992* 

8304190293* 

8304030238 

8204030333* 

8304030313 

8304030336 

8204030339* 

8204030340 


euBJEcr 

CATEOORV 


40-299 
40-299 
40-399 
40-7708 
90-483 Q 

30-483 0 

90-483 0 

90-483 A 
90-483 0 

90-483 a 

90-483 1 

90-463 I 
90-847 0 

90-347 0 

90-389 0 

FOIA 

90-389 0 

FOIA 
FOIA 
FOIA 

FOIA 

FOIA 

90-330 P 

QA999 

QA999 


90-460 B 
70-880 
90-337 P 
90-337 P 
40-8786 

40-8796 
COMM IBS I ON 
FOIA 

90-337 P 
90-337 P 

90-387 P 
PR 

50-871 P 
90-371 B 
90-271 8 

50-371 B 
90-371 8 

90-371 a 
90-371 S 
90-271 P 

50-371 P 
90-871 P 
30-371 P 
90-271 F 
90-371 a 

90-271 R 
90-371 R 
90-371 P 
90-871 R 
90-371 H 

90-371 a 
90-271 F 
90-271 F 
90-271 P 
50-371 P 

FOIA 

FOIA 

REOOO 

REOOD 

FOIA 


FOIA 

FQIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

90-337 a 
90-337 a 
90-337 P 

90-337 8 

90-337 8 

90-338 8 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8204020344* 

8304020390 

8304020391 

8304020391 

8204020363* 

8304020371 

8204020489 

0304030474* 

8204030910 

8204020S10 

8204030917* 

8204020918 

8304020918 

8304020918 

8204020918 

8204020913 
8204020910 
0204020923* 
B20 4020 924* 
0204020934* 

0304030934* 
8304020924* 
8304030924* 
B 304020924* 
8304030933 

8304020941* 

8304020946* 

B30403093IS 

8204020999* 

8204020997* 

82 040900 06 

0204030006 

8204090177 

8204090183* 

8204060033 

8204060023 
8204060040 
B 20 4060040 
6204060047* 
8204 06004 7-* 

8304060064 
830 40 6 006 4 
8304060073 
8304060079 
0304060079 

8204060106 

8204070437 

8204080036 

8304090040* 

8204080175 

8204080179 
8204 0701 78* 
8204070206* 
8204090213* 
0304070437 

020407044 J* 

0204070447 

8204120100 

8204120183* 

0204120399 

0304 130399 
0204130263 
8204190447 
8204190447 
8204190447 

8204130447 

8204190447 

8204190490* 

8204190490* 

8204190490* 

8204190490* 

0204190490* 

8304190493 

6304190471* 

8204190906 

8204190910* 

8204190914 

8204190914 

8204150919* 

0204150917* 

0204 160272 

8304160202* 

0284160303 

02O4I&O39B* 

8204160372 


SUBJECT 

CATECOBV 


90-330 8 

90-333 S 
90-338 P 
90-330 P 
90-33 B S 

90-33S S 
90-336 3 

90-336 3 

90-280 S 
90-300 3 

90-380 3 

90-890 I 
90-380 I 
90-280 I 
50-380 I 

90-360 I 
90-380 I 
90-380 3 

90-390 I 
90-390 I 

50-380 I 
90-saa I 
90-330 t 
90-300 I 
90-300 S 

90-380 3 

90-360 8 

90-360 S 
90-360 S 
90-360 S 

50-339 P 
90-336 P 
90-338 a 
50-338 R 
90-380 P 

90-360 P 
90-338 R 
90-330 R 
90-338 R 
90-330 R 

90-380 S 
90-300 6 

90-338 J 
90-338 P 
30-338 P 

90-380 P 
90-338 P 
90-338 S 
90-338 B 
90-380 P 

80-280 P 
50-280 F 
90-338 F 
90-338 F 
90-339 P 

80-339 P 
80-337 P 
90-339 P 
90-339 P 
90-333 P 

90-336 P 
RE09D 
90-260 F 
90-260 F 
90-280 F 

90-880 F 
90-280 F 
90-280 F 
90-860 F 
90-280 P 

50-360 F 
50-380 F 
90-338 P 
90-338 P 
90-280 R 

90-260 R 
90-330 fl, 
90-338 R 
90-380 R 
90-338 a 

90-337 S 
90-337 3 

90-337 8 

90-337 G 
90-338 0 


E84 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFICIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

AUTHOR 

affiliation 

ACCEBSION 

NUMBER 

SUBJECT 

CATEGORY 


B204ib0392 

90-280 

P 


8204010486 

90-397 

A 


8304 160392 

90-230 

P 


8204010489 

90-397 

€ 


8204160393 

90-280 

P 


82040901 19 

90-460 

& 


8204160392 

90-280 

P 


8204060148 

90-397 

A 


6304160392 

90-230 

P 


8204060130* 

90-397 

A 


8204160412 

90-338 

S 


0204070947* 

90-397 

a 


8204160412 

90-330 

8 


8204080391 

90-397 

a 


8204160423 

90-339 

P 


8204080371 

90-397 

K 


B2041609B2 

90-339 

S 


8204000374* 

90-397 

K 


8204160991* 

90-339 

a 


8204080438* 

90-900 

0 


8204160611 

90-280 

p 


0204090373 

90-908 

6 


8204160611 

50-280 

p 


8204090373 

90-903 

s 


B3D41606IB* 

90-280 

p 


8204090402 

90-397 

A 


B20416061B* 

50-280 

p 


8204120211* 

90-397 

K 


8204190218 

90-280 

8 


8204120219 

90-397 

A 


8204190218 

90-280 

S 


8204120284 

90-308 

8 


8204220366 

90-338 

P 


8204120288* 

90-908 

8 


B204220366 

90-338 

P 


8204 120288* 

90-908 

8 


B204220378* 

90-338 

P 


8204130094 

90-397 

A 


8204220378* 

90-338 

P 


8204130188 

90-397 

A 


B204220379 

90-230 

P 


8204130303 

PR 



8204220379 

90-280 

P 


8204140170 

90-397 

V. 


8204220379 

90-280 

P 


8204140229 

90-308 

8 


B204220379 

90-230 

P 


8204140229 

90-900 

8 


8204220379 

30-200 

P 


8204140289 

90-908 

8 


8204230372 

90-339 

Q 


8204130491 

PR 



8204230946* 

90-280 

0 


8204230920 

90-397 

A 


8204260337* 

50-338 

F 


8204260239 

PRM 



S2D4260337* 

90-333 

F 


8204270127 

90-908 

8 


8204260343* 

90-333 

F 


8204270130* 

90-908 

8 


8204260343* 

90-333 

F 


8204270130* 

30-300 

S 


8204270063* 

90-330 

F 


0204270220 

90-308 

8 


8204270063* 

90-338 

F 


8204270220 

30-308 

6 


82042B0018 

90-339 

8 


8204270239 

30-397 

A 


82042B0022* 

90-339 

a 


8204270279 

90-397 

a 


8204280026 

90-339 

s 


8204270304 

90-397 

Q 


8204280031* 

90-339 

8 


0204270394* 

30-397 

a 


8204280043 

90-339 

0 


0204270423 

90-397 

H 


02O42BOO4?* 

90-337 

S 


8204290060 

30-397 

A 


8204280060* 

90-280 

F 


8204290339 

90-397 

E 


82043B0060* 

90-280 

r 


8204300331 

90-397 

E 


82042S0060* 

90-280 

F 

Waahlngton State Unlv 

8204300377 

90-27 

P 


B204280060* 

90-280 

F 

Waihlngton Unlv 

8204010940 

NUREO 



8204280060* 

50-280 

F 


8204130412 

PRM 



8204280072* 

90-280 

F 

Uaihlngton. Stata of 

8111020614* 

90-922 

A 


8204280072* 

90-280 

F 


8111020614* 

30-922 

A 


S2042SD072* 

90-280 

F 


8204220479* 

90-922 

A 


8204280072* 

90-280 

F 


0204220479* 

90-922 

A 


8204280072* 

90-280 

F 

Naah 1 ng ten. Unlv of 

8204010490 

REOOD 



0204200163 

90-330 

& 


8204020079 

NUREO 



8204280169* 

30-338 

3 


0204020093 

NUREO 



8204280240 

90-339 

3 


8204190493* 

CONTRACT 



8204280247* 

90-339 

B 


8204210477* 

90-142 

0 


8204280292 

50-330 

B 

U* Trij Harder. Inc 

8204190340* 

CONTRACT 



8204280296* 

90-330 

0 


0204210479* 

CONTRACT 



8204280300 

90-330 

S 

Mill* li Attnclatei 

8204220968 

FOIA 



8204280303* 

90-330 

0 

Uernar h Pflelderer Corp 

8204010413 

PR 



8204280323 

90-330 

P 

U»*t Chlcegoi IL 

8204230091* 

40-2061 



8204280323 

30-330 

P 


8204230160* 

40-2061 



8204280392 

30-338 

a 


0204230283* 

40-2061 



8204280399* 

90-330 

3 

Miitcheiter CountgiNV 

8204190092 

90-3 

H 


8204280369 

90-339 

P 

U(«tarn rlllnolt Power Cooperative. Inc 

8204200229* 

90-461 

1 


8204280368* 

90-339 

P 

Hiftarn liiatachusett* Electric Co 

8204060113* 

90-249 

I 


8204280419 

90-280 

V 

W>*tarn Nuclear. Inc <«ubi of Phflp* 

8204160000 

40-1162 



8204260469 

50-339 

8 

Dodge Corp ) 









0204210937 

40-1162 



8204280481* 

90-339 

6 






8204280909 

90-338 

8 


8204210941* 

40-1162 



8204280911* 

50-338 

8 

WattlnghDui* Electric Corp, 

8203170432* 

QA999 



8204280919 

90-330 

S 


0204010169 

TOPREP 



8204280917 

90-338 

8 


8204090192 

TOPREP 







8204090201* 

TOPREP 



8204260921* 

30-338 

S 






8204280939* 

50-338 

S 


8204060134 

TOPREP 



8204290369 

90-338 

p 


8204060140* 

TOPREP 



8204300079* 

30-280 

p 


8204060143* 

TOPREP 


VlTjlnl-t. Stat* of 

8204160040* 

CONTRACT 



8204070531 

90-266 

» 






8204070931 

90-266 

0 

Virginia. Unlv of 

8204290112* 

90-396 

R 





WhNF~FM Tampa. FL 

8204220679 

90-302 

8 


8204080332 

90-266 

0 

Wadlalghi Starr. Pttara. Dunn ti Kohlt 

8204280114 

30-443 

0 


8204080332 

90-266 

0 

Madman ^ Aaioclatai 

8204220263* 

90-271 

Q 


8204090218 

90-87 

F 

Wata GountUiNC 

8204270479 

90-400 

T 


8204090471* 

90-327 

P 






8204090474* 

50-327 

P 

Maltar Hinchman Aiioelatai. Ine 

9204220023 

FOIA 






Uarnarj Norcrot « t. Judd 

8204080990* 

90-199 

a 


8204130264 

PRM 



8204080999* 

90-189 

Q 


8204130297 

TOPREP 


MaaJilngton Public Pou«r Supply Sgttam 

8202080296 

90-397 

A 


8204130299* 

TOPREP 



8204010377 

PRM 



8204140139 

90-266 

0 


CORPORATE SOURCE INDEX 


685 


AUTHOR 

AFFIi-tATIDM 


i«itpn icd 1 Corp 


iiHPpni. KArrold) Atlsn Si Diion 
kilElPi F. Kiri 
PiEltliil Si Jansen 

llllliai-Hofalnet !• 4i Aicocieteti Inc 


tltltngta-n Had leal Center Milmingtoni DE 

lilt. » 0. 


Micltiiln Electric Pau«r Co 


ACCESSION 

NUMBER 


820414016a* 
8204 190283* 
8204160993 
8204160974* 
8204160621* 

8204190369* 

8204190444* 

8204190449* 

8204200309* 

8204210390* 

8204210999* 

8204220029 

8204220038* 

8204230111 

8304220437 

8204220443* 

8204220601 

8204270409 

8304280397 

8204290381* 

8204290383* 

8204290388* 

8204290392* 

8204300114* 

8204300123* 

8204130112* 

8204130119* 

8204380427* 

8204280427* 

8204280429* 

8204280429* 

8204140098 

8204260243 

8804200249* 

8204260048 

8804260420 

8304290309 

8204010441 

8204210484 

8204230134 

8204020138* 

8304020138* 

8204080149* 

8204080149* 

8204090193 

8204090199* 

8204090294 

8204070219 

8204070224* 

8204070942 

8204070942 

8204070949* 

8204070949* 

8204080494 

8204080494 

8204120199* 

8204180199* 

8204120801* 

8804120209 

8204120209 

8204120213* 

8204180213* 

8204120339 

8204120339 

8204120403 

8204120403 

8204120443 

8204120443 

8204120402* 

8204180488* 

8204120483* 

8204120483* 

8204130376* 

8204130376* 

8304130383* 

8204130383* 

8204140133 

8204140494* 

8204140494* 

8804190042 

8804190042 

8204190049 

8204180049 

8204190092 

8204190092 


SUBJECT 

CATEOORy 


90-937 A 
90-344 P 
TDPREP 
TDPREP 
90-494 A 

90-299 P 
XPORTLIC 
XPORTUIC 
90-266 T 
90-266 P 

FOIA 

71-5490 

FOIA 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

REOOD 

90-266 0 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

90-29 P 
80-29 P 
90-440 A 
50-440 A 
90-440 A 

90-440 A 

FOIA 

PRH 

90-928 0 

40-6622 

40-8492 
40-8984 
REOOD 
90-440 0 

90-440 0 

90-266 F 
90-266 F 
90-266 F 
90-266 F 
90-266 8 

90-266 B 
90-266 P 
90-266 R 
90-266 R 
90-266 F 

90-266 F 
30-266 F 
90-866 F 
90-266 0 

50-266 0 

90-266 F 
30-266 F 
90-266 F 
90-266 R 
90-266 R 

50-266 R 
90-266 R 
90-266 P 
90-266 P 
90-266 F 

90-266 F 
90-266 F 
90-266 F 
90-266 F 
90-266 F 

90-266 F 
90-266 F 
90-266 F 
50-266 F 
90-266 F 

90-266 F 
90-266 0 

90-866 Q 
90-266 0 

90-866 0 

90-266 0 

90-266 0 
90-266 0 

90-266 Q 
90-866 0 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEOORV 


WHeaniln Power L Light Co 
Misconiin Public Service Corp 


Witeoniln'i Environmental Stcade 


Hiiconiini State of 

Hltan Coniultant*! Inc 
Helverine Electric Cooperative 
Hood-Leaver 1 Aseoclate*. Inc 

Hoodward-C lyde Coneultants. Inc 


6204190491 

8204160091 

8204160081 

8204160039* 

8204160089* 

8204200014 

8204200014 

8204210167 

8204210167 

8204210250 

8204210290 

8204210283* 

8204220390 

8204230394* 

0204230429 

8204230429 

8204230439* 

8204230996 

8204260070 

8204260228 

8204280034 

8204280034 

0204280270 

8204230270 

8204280279* 

8204280373* 

8204300431 

6204300435* 

8204120290* 

8203080493 

8204060119 
8204070170 
82040 701 74* 
8204070177 
8204070104* 

8204070232 

8204070239* 

8204090238* 

8204120209 

0204120292* 

8204 130277 
8204 1 30379 
0204130384* 
6204130386 
8204130388* 

6204130389 
8204130393* 
8204 I 302 2B 
8204 I 30231* 
8204130436 

820419043B* 

a204S0039B 

8204210016 

8204220329 

8204220333* 

8204220341* 

8204220464 

8204220470* 

8204220900 

8204260231 

8204260242 

8204260264 

8204270347 

8204280394 

8204300027* 

8204300032* 

8204300313 

8204010394 

8204010394 

8204020309* 

820402031 1* 
820402031 1* 
0204230963 
8204200203 
8204160099* 

0204010190 

8204140391 

8204060199* 

8204060130* 

8204000360* 


PR 

a 0-266 R 
50-266 R 
50-266 R 
90-266 R 

90-266 0 

90-266 a 
90-266 0 

90-266 Q 
90-266 P 

50-266 P 
90-266 P 
90-266 8 

90-266 0 

SO-266 I 

90-266 I 
90-266 I 
90-266 P 
90-266 0 

90-266 a 

50-266 0 

90-266 0 

90-266 R 
90-266 R 
90-266 R 

90-266 R 
30-266 8 

30-266 8 

50-305 I 
30-309 P 

90-309 P 
90-309 R 
90-305 R 
90-309 R 
50-309 R 

90-305 R 
90-309 R 
50-309 F 
50-309 I 
90-309 I 

50-309 P 
50-309 R 
50-309 R 
50-309 R 
50-305 R 

90-309 R 
50-309 R 
90-309 R 
90-309 R 
90-309 0 

50-30S a 
90-303 F 
90-309 a 
90-303 S 
90-303 a 

90-303 3 

90-309 3 

50-309 9 

90-309 3 

PRH 

PRH 

PRM 

50-303 P 
90-309 P 
30-309 F 

90-309 F 
PR 

SO-266 G 
SO-266 O 
90-266 0 

30-266 0 

SO-266 O 
30-266 0 

90-266 Q 
CONTRACT 

NUREO 
30-329 H 
50-133 P 
90-195 P 
30-390 A 


Hrtpht.O 

Hgle Latorator 1 ee 
Hgamlng Mineral Corp 


0204200335* 

8204290609* 

0204090499* 

0204090121 

0204090128* 


50-206 P 
CONTRACT 
80-327 P 
40-0589 
40-8909 



586 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

AcceestoN 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 


8204t&0071 

40-8902 




— 


B204i&00730 

40-8902 


8204120334 

90-443 

A 


8204160074* 

40-8902 


8204120334 

90-443 

A ! 


BS0416DO73* 

40-0902 


8204130016* 

90-29 

F j 


8204270117 

40-8902 


8204130107 

30-29 

P 





8204130121 

90-29 

F 1 


8204270144 

40-8902 






8204270190* 

40-8902 


8204130313 

90-443 

A 


8204270336* 

40-B902 


8204140422 

90-443 

F 

Wvootnst 6t>t* gf 

8204160109 

40-8492 


8204140422 

30-443 

F 


8204160113 

40-1162 


8204190339 

90-29 

R 





8204190349* 

90-29 

R 


9204220092 

40-8749 






8204260429* 

40-8380 


8204190464 

PR 



8204270023 

40-8786 


8204190281 

90-29 

R 


8204270113 

40-S064 


8204190283* 

90-29 

R 

Mvomli).}) Untv of 

8204090332* 

70-267 


8204190336 

90-309 

F 





B204200122 

90-29 

8 

X-Scan Intptctlon Co 

8204190209 

71-6717 





XVZVX Inform* t ton Corp 

8204070643* 

90-279 

P 

8204230222 

90-443 

A 

Y*nka« AtoMi« Elvctrlc Co 

8204090103 

90-2? 

1 

8204260106 

90-29 

3 


8204090106* 

90-29 

I 

8204260111* 

50-29 

3 


8204090 148 

90-29 

P 

8204260268 

90-29 

S 





8204260276* 

30-29 

3 


8204090344 

90-29 

P 





8204060092 

90-443 

A 

8204260293 

90-29 

8 


8204060092 

90-443 

A 

B204260299* 

90-29 

S 


8204060117 

90-443 

A 

8204270313 

90-29 

B 


8204060117 

90-443 

A 

8204270323* 

90-29 

6 





8204300226 

90-443 

A 


920407026? 

50-29 

F 





8204120281 

90-443 

E 

8204300280 

90-443 

A 


8204120281 

90-443 

E 

Zlm«t*r Are* Clllifn* - Zimmer Ar*« 8204210436 

90-398 

0 I 


9204120323 

90-443 

A 

Cl tl i*n« of KY 


1 


8204120323 

90-443 

A 

8204230393 

90-398 

0 ; 





8204230397* 

90-398 
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REPORT NUMBER INDEX 


The subje<5t category column In this index gives the docket 
number and the symbol for the category of information 
witbfji that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
In this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number in this Index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure Is listed, refer to the 
index entitled "Cross Reference of Enclosures to PrIncipaJ 
Documents." 


REPOftT 

MmBER 

AC CEB a I ON 
NUMBER 

811BU0CT 

CATEOORY 

OTHER REPORT 
NUMBER 


BZ041 90093 » 

90-407 

P 


E4-A 

B204300177* 

90-416 

A 


El -a 

BZ043001B4* 

90-416 

A 


i»-c; 

62043001 70 » 

90-416 

A 


1-0 

6204300173# 

90-416 

A 



e204300209« 

90-416 

A 



6204270204# 

90-498 

A 

SRH/C2/ 12210/4 


e20430'01&S» 

90-416 

A 


■a 

B204300171* 

90-416 

A 


lO 

0204300193# 

90-416 

A 


'OJ 

0204090479# 

90-327 

P 

1ED-77-01B 

OlOSA-OtNP ROl 

3204090076# 

90-399 

A 

CNSI-2 

-3 VOI 

0204090499# 

80-327 

P 

lEB-77-OiB 

077 

0204090476# 

90-327 

P 

IEB-77~01B 


B204230166# 

40-2061 




B204090457# 

90-327 

P 

IEB-77-01B 


0204120390# 

90-379 

R 


KltB 

0203270110 

90-309 

P 

EOO-EA-9694 

Kf0O3 

B203300003 

90-309 

P 

EOO-EA-9701 

.0CO9 

0204010009 

R£8 


EOO-LDFT-9789 

00Q7 

0204010027 

90-313 

P 

EOO-EA-971 I 

ocoa 

0204130032 

RES 


PNI.-4 109-1 

0370 

0204140979 

90-321 

P 

EOO-EA-9794 

0970 

0204140990 

90-206 

P 

E80-EA-9744 


020414062? 

RE8 


EOO-LOFT-97BO 

:o3i 

0204140631 

90-319 

P 

EOO-EA-9746 

xee 

0204190090 

RE8 



I4&3 

0204190069 

REB 



hSO 

8204210320 

RES 


BNL-NUREO-30834 


0204210323 

RES 


BNL-NUfiEO-30828 

030 

0204210330 

RES 


ENL-NURE0-30a99 

oes 

0204220009 

RES 



094 

0204220074 

RES 


BNL-NUREO-308S1 

JS7 

02042201 17 

RES 


BNL-NUREO-30769 

294 

0204220224 

RES 


JCB-32-B2 

^9 

020422026? 

RES 


HR -CD-8 1-047 

OS 

820422093 1 

RES 



43 

0204220943 

RES 



'te 

0204220710 

RES 


a-6-221 <R673) 

4t 

B20426D341 

RES 



04 

0204260404 

RES 


Q-6-191 {R29g> 

00 

0204260439 

RES 



19 

6204260449 

RES 


8 Nt -NUR EO-30939 

SO 

0204260469 

REB 


jcB-31-sa 


0204270019 

RES 



rA 

0204270070 

RES 


WR-CO-026 


0204270109 

RES 


0-6-220 (R298} 

7 

0204270199 

RES 


ORNL/ENO/FTR-l* 

9 

0204270401 

RES 


MR-CD-B 1-093 

( 

3 

0204270923 

RES 


E08-Ee-9793 


0204270932 

RES 


E00-EA-g799 

2 

0204200912 

RES 


BNL-NURee-307B4 

t 

0204290099 

RES 



T 

0204290321 

RES 


JCB-044-B2 

I 

0204290396 

RES 


NRC-04-79-184 


REPORT 

ACCESSION 

SUBJECT 


OTHER REPORT 

NUMBER 

NUMBER 

CATEGORV 

NUMBER 

AEA-FRPE-I49 DRFT 

0204 190369# 

B0-Z99 

P 

AE528P/39P02O3 

B-ai-ia? 

S 20420034 2# 

90-206 

P 


B-B2-74 

02042003 SO# 

30-206 

P 


BREX-62 

0204120139* 

30-139 

F 


CEB 82-6 ROl 

0204080368# 

50-390 

A 


CEB-77- 10 

BZ03170S74* 

30-430 

A 


CEN-193{B»-MP 802 

8204090247* 

30-317 

P 


CeN-179 

0204130091# 

90-289 

P 


CEN-ZOKS) 

8204160900* 

30-361 

P 


CEN-203-NP ROl 

0204290349# 

TOPBEP 



CENPD-179-NP ROl 

8204890368# 

TOP REP 



C0E-03-21S RO 

8204090349* 

30-390 

A 


CR8RP-3 VOI R04 

0204270310# 

90-337 

A 


DZ-llB6?a-l 

8204080446# 

90-399 

A 


EOO 1183-4211 

B2O3090BC0# 

90-237 

0 

rEB-0O-O4 

E<)<J'-EA-5194 

0804070640# 

90-313 

P 


Eli«-EA-97Z9 

0202000220* 

30-29 

P 


EI1D-031379 ROO 

8204090346# 

90-330 

A 


EPR 3E6 02 

0204090199* 

40-0 1 02 


20239 

OA-C 16700 VOI 

8204070433# 

90-36 1 

P 


OA-C 16700 V02 

8204070439# 

90-361 

P 


OA-C167O0 V03 SI 

0204070439# 

30-361 

P 


OA-C 16700 V03 B2 

8204070440# 

90-361 

P 


lEL-l 1 

0204090046# 

90-331 

R 


K-O-1 

0804090472* 

90-327 

P 

1EB-77-01B 

MR70900-a01-l BA 

8204090446# 

90-327 

P 

:eb-79-ojb 

NEDO- 10084-2 

0204020947# 

71-7001 



NEDa-240n-A-l 

8202000297# 

TOPBEP 


8IMED0S9 

NMPllK 

0204140469* 

00-220 

R 


NSIC-203 DRFT 

8204280440# 

90-213 

P 


N8P-6 3-130 

8204130409* 

30-263 

P 


NUREO-O02O 706 NOl 

8204270412 

NUREO 



NUREO-OOQO 709 N04 

8204220933 

NUREO 



KURE0-04e3 V04 N03 

8204220929 

HUHCO 



NURE0-a940 V03 N12 

8204160034 

NVREO 



NURE0-067e ROl 

8204160027 

90-320 

P 


NUREe-0690 ROl ERR 

8204190368 

30-320 

P 


NUREO-0748 V02 N02 

8204190962 

MURES 



NUREe-0790 Via 102 

8204190971 

MURES 



NURe0-O767 ADDOI ERA 

8204190833# 

90-341 

D 


NVREO-08SO DRFT 

8204160032 

90-299 

P 


MVREO-O04S 

8204210626 

90-494 

D 


NVRE4-0S99 

8204100378 

MURES 



NUREO-0099 

8204190976 

MURES 



N(R)E0-08S1 

8204220939 

90-492 

E 


NVREO-Oas? 

8204190974 

40-0743 



MIRES- 0092 

B204 160048 

90-397 

E 


NUREB-O093 

0204010937 

70-a 



NURE0~O909 

8204210731 

30-244 

P 


NUfiEO/BR-0029 VOS N4 

8204160072 

NURES 



MffiEO/GR-0091 V03 N6 

8204160042 

NUREO 



N(JREO/CP-0023 VOI 

0204020017 

NUREO 



NVReS/CP-0023 V02 

6204020012 

NUREO 



NURES/CP-0033 V03 

0204020010 

NURES 



Mj«es/cp-0023 V04 

0204020060 

NURES 




687 



588 


Report Number Index 


REPORT 

rUMBER 


ACCESSION 

NUIDER 

SUBJECT 

CATEODRV 

OTHER REPORT 
NUHBER 

NUfl£0/CP-0024 

VOl 

8204220346 

HUREO 



NUREO/CP-0024 

V02 

8204260430 

NUREO 



NUREO/CP-0024 

V03 

3204260433 

NUREO 



NUREO/CP-0026 


8204210661 

30-289 

P 

MTR-82H26 

NUREO/CR-oaoO 

ERR 

82042300 1 1 

NUREO 



NURE9/CR-0200 

VOl-03 

8204210747 

NUREO 


□RM./NUREO/CBD- 

NURE0/CR-06»a 


0204290453 

MUREO 


UCHU-S2700 

NUSEO/CR-0633 


8204290447 

NUREO 


BAND79-0260 

NURE0/Cfi-llS9 


B2041S05SB 

KUREO 


ORNL/NUREO/TM-3 

KIURE9/CR-1234 


8204290463 

NUREO 


aANI>79~0a76 

NUfiEO/CR-1303 


S204300022 

NUREO 


□flNl,/MURE0/T«-3 

NUREO/CH-1409 


8204290505 

90-3 

P 

SAN 000-061 7 

NURE0/CR-14IB 


8204290616 

NUREO 


DRNL/NUREO/TM-3 

NURE9/CR-1 449 


8204150559 

NUREO 


QRNL/NUHEO/TM-3 

NURE9/CR-1&2B 


8204300026 

NUREO 


0RNL/NUn£0/TM-4 

NURE9/CR-1744 

VOl 

8204160031 

NUREO 


UCRL-93007 VOl 

NUREO/CR-1744 

V02 

8204210646 

NUREO 


UCRl,-53007 V02 

NUfiEO/CR-t744 

V03 

8204150380 

NUREO 


UCRL-93007 VOS 

NURE9/CR-t71>0 


8204150336 

NUREO 


ORNL/NUREO/TM-3 

NURe9/CR-17a6 


8204020020 

NUREO 


aANI>aO-2497 

NURE0/Cn-1B20 


8204290629 

NUREO 


BANDB 0-2662 

NURE0/Cfl-ia53 

V03 

8204010340 

NUREO 



MUneO/CR-1853 

VOS 

B20402D093 

NUREO 



iHURE0/CR-lei,4 

VOl 

8204290492 

NUREO 


BNL-NUREO-31317 

NURE0/CR-ie&4 

V02 

92O4DBD092 

NUREO 


DNL-HUREO-9lai7 

NURE0/CR-lBi9 


8204020075 

NUREO 



NURE0/CR-2OO0 

VOl N1 

8204010331 

NUREO 


ORNL/NaiC-200 

NUREO/CR-ao60 


8204290360 

NUREO 


CREARE TN-330 

MURE0/CR-2la7 

VO 4 

8204020027 

NUREO 


PHL-3B10-4 

Nuseo/CH-aui 

VO 3 

8204290623 

NUREO 


0RNL/TM~8149 

NUREO/CR-2144 


8204020065 

NUREO 


8ANDB1-1142 

NURBO/CH-2194 


8204130360 

NUREO 


BANDS 1-1370 

NUREO/CR-2199 


8204070121 

NUREO 


ARAP REPT 442 

NURBO/CR-2aaO 

V03 

820 42904 B3 

NUREO 


ORNL/NUREO/TM-O 

NUREo/cn-aas? 


0204070093 

NUREO 



NwtEo/cR-aaea 


8204150364 

NUREO 


SANDBl-1753 

1WRE0/CR-22S3 


8204150361 

NUREO 


BANDS! -1734 

NUREO/CR-2288 


0204020039 

NUREO 


UC 10-18979 

NUREO/CR-2297 


8204200027 

NUREO 


ASA NO 633 

NUfieO/CR-2300 

VOl ftt 

8204070131 

NUREO 



NURE0/CR-a3oa 


8204180372 

NUREO 


0RNL-5B09 

NUBEO/CR-2300 

ERR 

B204230022 

NUREO 


DRNL-9fl09 

NURE0/CR-23II 


8204070074 

NUREO 


DRNL/TM-797S 

NURE0/CR-23i7 

VOl Ml 

8204150203 

NUREO 


BNL-NUflE0-S1449 

NURE0/Cn-233» 

VOl N3 

8204070 100 

NUREO 


BNL-NUREO-91454 

NUflE0/CH-a333 

V03 

0203190238 

NUREO 


BNL-NUREO-gi450 

NURE0/CR-a332 


B2O4O105S1 

NUREO 


SAN0Bl-20aB 

NUREO/CR-a3S6 


0204290497 

NUREO 


DP8T-0O-6 

MURE0/CR-a360 

ERR 

0204 160067 

NUREO 


PNL-3975 

NURE07CR-a362 


B204290619 

NUREO 


ORNL/TM-7921 

NUflE0/CR-B393 


8204070116 

NUREO 



NUfiE0/CR-84l3 


0204200021 

NUREO 


PNL-4106 

MUREO/CR-2431 


0204290610 

NUREO 


8AN&B 1-0079 

NUREO/CR-2433 


0204290607 

NUREO 


LA-91 19-KB 

NUREO/CR-a437 

V03 

8204010948 

NUREO 


ANL-SI-77 V03 

NUREO/CR-24iO 


0204200011 

NUREO 


PNL-40a6 

NURE(3/CR-a46i 


0204290469 

NUREO 


PNL-4097 

HURE0/Cft-B47a 

VOl 

8204020083 

NUREO 



NUREO/CR-24BO 

VOl 

0204150367 

NUREO 


BNL-NUSEO-31493 

NyBE0/CH-248l 


0204300030 

NUREO 


8ANDa2-0006 

NUflEO/CR-24B3 


0204150534 

NUREO 


PNL-40S9 

NURE0/Cft-a4BS 


0204150573 

NUREO 


ORNL/Tri-BlS9 

NlMEO/CR-aSOl 


0204290439 

NUREO 


E00-2t62 

NyRE0/CR~23O9 


8204010596 

NUREO 


PML-4139 

NlffiEO/CR-2513 

VOl 

0204160037 

30-302 

P 

8ANDB 1-7229/1 


REPORT 

NJHBER 


NURE0/CR-2S18 VOa 
N0RE0/CR-8S2^ 
NUREC/CR-SM 1 
NiyREC/CR-2M7 
NUREO/CR-aMB 

NWEfl/CR-aSflO 

NUREfl/’CH-aSeS 

NUREfl/CR-a590 

NUREQ/CR-a619 

MURE0/CR-ai3B 

NUREC/CR-a647 
NU8-3567 ROl 
ORNL/N8IC~J76 
ORP/LV-BO-5 
PE-33 

PEN~RLK-3-2A~73 
OR-3a6 FW 
B-Bi-aa-WBM 
BFI~C3257-317 ROl 
RFI-C3257-Sai R02 


HHC-Tfi-ea-Ol 
BAi-oU-ez-aj 
BAI-0I2-fla-8J 
BECY-77-a29 
SECY-79-1 72 

SECY-BO-OBO 
BECV-81-349 
SECY-8i-SaB 
SECY-01-A2S 
SECY- B 1-70 7 

eEcy-S2-oai 
SECY- 82-031 
sECY-ea-osB 
SECY-B2-074 
BECY-S2-074 ERR 

SECV-Sa-OBB 
SECY-ea-toi 
secY-ea-ioa 
SOI -R -02-035 
BKA 13704 01 

SRa-S43 
aTH-OAOS78-i 
Ta-1073 
TER-C 3237- 107 
TER-C 3257-17 

TER-C 3257-409 
TER-CS2S7-431 
TER~C 3237-43 4 
TR 3tl3-PP fiO 
UC 10-19184 

UMTB A-DDE7ALO- 1 8 5 
VEP-PRD-4B 
WARD-D-0163 R06 
HCAP-10077 
MCAP-8A4a 

WEPFHAOl-1 

HLA-a-R-ea-oa 

MLA-a-R-82-OS 

XN-NF-ea-ia 

yiO03J0lA32 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8204010534 

30-302 

P 

0204070089 

NUREO 


0204010542 

NUREO 


0204210614 

NUREO 


0204260010 

NUREO 


0204160062 

50-244 

P 

8204020031 

90-239 

P 

0204010553 

NUREO 


0204210635 

NUREO 


0204160038 

NUREO 


0204290604 

NUREO 


8204300369* 

90-199 

0 

8204290307 

ORO 


0204220693* 

WASTE MOT 

0204090461* 

90-327 

P 

0204090471* 

90-327 

P 

8204090493* 

90-327 

P 

8204230999* 

90-390 

Q 

0203000384* 

90-272 

P 

0203300318* 

90-369 

P 

0204000473* 

50-272 

R 

0204270402* 

PR 


0204270393* 

PR 


8204090143* 

FOIA 


8204010327* 

FOIA 


0007010690* 

FOIA 


0109300119* 

FOIA 


0110270342* 

FOIA 


811 1270336* 

lOCFR 


8201250403* 

lOCFR 


0202010397* 

lOCFR 


0203090112 

SECY 


0204080230* 

90-244 

P 

9203150204* 

lOCFR 


0203100421* 

lOCFR 


0204260379* 

lOCFR 


0204200640* 

lOCFR 


0204290031* 

lOCFR 


0204230440* 

90-922 

A 

0201290033* 

90-329 

6 

S204270020* 

90-346 

P 

0204090439* 

90-327 

P 

0204090413* 

90-327 

P 

0204220230* 

90-277 

P 

02032201 72* 

90-331 

P 

0203230486* 

30-244 

P 

8203290190* 

90-219 

P 

0204130330* 

90-199 

P 

0204090430* 

90-327 

P 

02Q4O9O166* 

90-213 

P 

0204290659* 

WASTE MOT 

8204120103* 

30-339 

P 

0204140168* 

30-337 

A 

0204060143* 

TOPREP 


0204130203* 

50-344 

P 

0204070349* 

90-266 

F 

0204060190* 

90-153 

P 

0204060139* 

90-193 

P 

0204230362* 

90-261 

P 

0203240232* 

80-366 

P 


OTHER REPORT 
NUMBER 


8ANDB 1-7229/2 
ANL-82-a 


UGRI.-1S433 

OCRL-33033 


ANL-Sa-i 

TR-eo-13 


IEB-77-018 

ieH-79-OlB 

lEB-79-Oie 

IEB-79-01B 

IEB-79-0JB 


ieB-79-OiB 

IEB-79-01B 


1EB-79-01B 



CROSS REFERENCE OF 
ENCLOSURES TO PRINICPAL 
DOCUMENTS 


listed as enclosures are those indicated by an asterisk 
(ollowlng the accession number In the indexes. The second 
cckfiffff gil/OS the accession number of the principal docu- 
niant under bvhich the enclosure is listed. Knowing the 
accession number of the principal document, the date 
lulled, and the category enables locating the title listing of 
the enclosure. 


The subiect category column in this Index 9 --illation 
number and the symbol for the auhloct 

within that docket; for example, 60-320 P. The docket su j 

categories are defined in Appendix A. 

Subject uatesories for nondooketed item® ‘cate- 

In this column by symbol; for f' 

.t_s. I J— n anH in the CjonTariiHe 


ACC ESS low NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

cateoory 

7B09S4DSO1 

B204 140396 

81/12/27 

80-70 

P 

7BliDlOX3 

0204300003 

82/04/02 

80-299 

P 

7901090J2B 

B804 140376 

81/12/27 

»o~ie 

P 

79i>l 050131 

0204140396 

01/12/27 

80-10 

P 

7i70CO&OOa6 

8204190260 

82/02/16 

PDIA 


7903D101Sfr 

B204300003 

82/04/02 

80-255 

P 

790301 01 

8204300003 

82/04/02 

90-299 

P 

7903010167 

8204300003 

82/04/02 

90-299 

P 

7903 140412 

0204220984 

82/03/02 

PDIA 


79042 6006Q 

B2041S0269 

82/02/16 

FOIA 


79M 110338 

0204140448 

81/12/31 

FOIA 


7906110370 

8204140448 

81/12/31 

FOIA 


7906230373 

7700230389 

77/07/10 

40-8331 


7907190000 

8204220308 

82/03/27 

50-344 

0 

7707170022 

82042S0398 

82/03/29 

50-344 

« 

7907190024 

B20422O33B 

82/03/27 

90-344 

0 

7907190026 

8204220398 

82/03/2? 

90-344 

0 

7907280644 

B20422030B 

02/03/27 

90-344 

0 

7719120021 

8204300003 

82/04/02 

90-320 

p 

8001170209 

8204300003 

82/04/02 

FOIA 


8001170212 

8204300003 

82/04/02 

FOIA 


8001210003 

8204220389 

81/11/12 

90-320 

p 

8001290444 

8204230016 

81/11/10 

FOIA 


8001290454 

8204190268 

82/02/16 

FOIA 


800S01040Q 

8204140440 

81/12/31 

FOIA 


8003030213 

8204230016 

81/11/10 

FOIA 


0003040469 

8204300003 

82/04/02 

FOIA 


8003040649 

8204220309 

81/11/12 

90-320 

p 

0003070100 

8204230016 

81/11/10 

FOIA 


0003070113 

8204230016 

Bl/H/lO 

FOIA 


8003070164 

8204140448 

81/12/31 

FOIA 


0003130391 

8204220380 

81/11/12 

80-249 

p 

00031 B0093 

8204 190268 

82/02/16 

FOIA 


0004020704 

8204220385 

81/11/12 

FOIA 


0004020866 

8204300003 

82/01/02 

90-346 

p 

0001040701 

8204300003 

82/04/02 

90-320 

p 

0004040783 

8204300003 

B2/04/02 

FOIA 


0 00404 O70S 

8204300003 

82/04/02 

80-320 

p 

0004040786 

B204300003 

02/04/03 

90-330 

p 

0009130140 

8204220984 

82/03/02 

FOIA 


0009140681 

8204220389 

81/11/12 

FOlA 


0009140683 

8204920389 

Si/11/13 

FOIA 


00OS1BO64B 

8204220389 

Bl/U/12 

FOIA 


0009160177 

82041 40148 

81/12/31 

FOIA 


0009170S1B 

8204220979 

82/03/17 

FOIA 


fi00S220B03 

8204220912 

82/03/10 

90-320 

p 

0 i> 05 »aO 99 O 

8204220912 

82/03/10 

FOIA 


0009820770 

8201220389 

81/11/12 

FOIA 


0009880368 

8201220389 

81/11/12 

FOIA 


8009881118 

8201220389 

Bl/U/12 

FOIA 



ACCESSION 

NUMBER 



enclosure 

PfllNClPAL 

bocument 

DATE 

1 SSUEO 

SUBJECT 

CATEGORV 

800 9300274 
90093 00301 
9006050991 
9006130380 
8006171021 

8204210981 

8204S1D9B( 

8204220389 

8204290638 

9204300003 

81/11/10 
01/11/ lO 

81/11/ la 
82/04/01 
82/04 /OS 

30-137 

30-137 

90-320 

lOCFR 

SO-366 

9006171029 

8006171037 

9006270408 

8007010670 

3007030460 

8204300003 

8204300003 

8204220398 

82042201912 

8204300003 

82/04 /oa 

82/04/03 

02/03/27 

82/03/18 

82/04/02 

90-366 

90-266 

FOIA 

FOIA 

FOIA 

8007030469 

8007030171 

9007030473 

3007080299 

9008200621 

8204300003 

8204300003 

8204300003 

8204220399 

8204230008 

92/O4/0S 
82/04/03 
82/04/08 
81/1 1/lS 
81/12/21 

■90-320 

FOIA 

FOIA 

FOIA 

FOIA 

9008270043 

8008270180 

8007223190 

9010080932 

9010160302 

0204230016 
8204150268 
8204 1 90268 
8204220037 
8204190268 

Bi/1 l/lO 
82/02/16 
82/02/16 
92/03/36 
82/02/16 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

8010240263 
8010240396 
8010270091 
801ID40010 
801 1090367 

8204220398 

8204220037 

8204230016 

8204220398 

8204210982 

82/03/27 
82/03/26 
81/11/10 
92/03/27 
B3/03/ 1 6 

90-923 

FOIA 

pDlA 

90-322 

FOIA 

8011100347 

8011170077 

8012040038 

0012040043 

8012040047 

8204300003 
8204190107 
8204220142 
8204220 1 42 
9204220142 

92/04/03 
81/1 I/O? 
81/11/12 
81/11/12 
at/it /12 

FOIA 

90-313 

30-273 

90-279 

90-279 

8012040693 

8012040709 

8012160366 

8012160372 

8101070798 

8204220142 

8204220142 

8204230016 

8204230016 

8204220640 

81/11/12 
81/11/12 
81/11/10 
Bl/1 i /lO 
62/03/04 

50-323 

SO-273 

FOIA 

FOIA 

FOIA 

8101190432 

8101300006 

8102090979 

8102070362 

8102100127 

820422003? 

8204230016 

8204220399 

9204220627 

8204220037 

02/03/26 

BI/li/10 

81/11/12 

82/03/05 

82/03/26 

FOIA 

FOIA 

FOIA 

90-404 

FOIA 

8102270111 

8102270118 

8103130297 

8103160637 

8103180181 

8204220037 

9204280037 

8204230008 

8204190268 

8204220037 

82/03/26 

82/03/26 

81/12/21 

82/03/16 

82/03/26 

FOIA 

FOIA 

40-2061 

FOIA 

FOIA 

8103260310 

8104020078 

B104070D83 

81 04100493 
8104170922 

0204220640 

8204220039 

8204230016 

82041S0I07 

8204220037 

82/03/04 
92/03/26 
ei/ 1 v/io 
81/11/07 
82/03/26 

SO-369 

FOIA 

FOIA 

50-336 

FOIA 


Q 

a 

p 

p 

p 

p 


P 


A 


A 


B 

O 

O 

O 

G 

a 


A 


p 


s 


689 



690 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOBURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

810A230j>5L 

8204220039 

82/03/26 

FOIA 


8203290912 

8203250486 

82/03/23 

50-528 

0 

6104300190 

8204220389 

81/11/12 

POIA 


8203290190 

8204190241 

82/04/12 

50-219 

P 

6106330241 

8204160127 

01/11/03 

FOtA 


0203290194 

8203290191 

82/03/12 

70-1113 


6106230242 

8204160127 

81/11/03 

50-312 

P 

6203290300 

8203290299 

82/03/19 

50-340 

P 

81062 90073 

8204220026 

62/03/18 

FOIA 


6203290302 

8203290299 

82/03/19 

50-348 

P 

6107130031 

B 107130029 

61/06/22 

50-324 

E 

6203290305 

8203290375 

82/03/29 

REVIEW GRP 

0107230009 

8204220398 

02/03/29 

50-922 

A 

8203290429 

8203290418 

82/03/24 

50-295 

P 

8107 300092 

8204220398 

02/03/29 

90-922 

A 

8203300318 

6204160174 

82/03/25 

50-369 

P 

6107300232 

6204220640 

02/03/04 

90-369 

P 

8203310068 

8203310065 

82/02/24 

90-362 

A 

6108100235 

8204080229 

82/04/07 

90-367 

6 

8204010009 

8204010002 

81/12/07 

90-260 

a 

6108170455 

8204220398 

82/03/29 

50-922 

A 

8204010020 

8204010012 

82/03/24 

70-143 


0108240213 

6204220398 

02/03/29 

90-346 

P 

8204010034 

6204010029 

82/03/19 

REOOD 


6109040046 

8204220396 

82/03/29 

90-922 

A 

8204010043 

8204010040 

82/03/19 

COMMISSION 

6109060306 

6204220398 

02/03/29 

90-922 

A 

8204010096 

8204010036 

82/03/24 

40-3392 


8109300119 

6204140461 

81/11/13 

FOIA 


8204010077 

8204010072 

82/03/09 

CONTRACT 


8110060063 

8201260070 

e 1/09/25 

FOIA 


82040 loce? 

6204010069 

82/03/12 

70-1191 


6110070420 

8204220369 

81/11/12 

FOIA 


8204010126 

6204010116 

82/03/25 

90-400 

0 

81 10230047 

8204220123 

82/04/02 

FOIA 


6204010139 

8204010133 

82/03/19 

90-317 

8 

81 10230086 

8204220629 

82/03/05 

90-406 

A 

6204010143 

8204010136 

82/03/19 

90-271 

Q 

81 10260216 

8204230008 

81/12/21 

40-2061 


6204010146 

8204010141 

82/03/19 

90-316 

8 

81 10370542 

8204140199 

02/01/12 

FOIA 


6204010156 

8204010195 

82/03/25 

90-299 

a 

81 102BOS13 

6204140132 

82/01/22 

FOIA 


6204010160 

8204010156 

82/03/09 

90-424 

0 

61 1 1020614 

8204220396 

02/03/29 

90-922 

A 

6204010161 

8204010192 

82/03/01 

CONTRACT 


61U270336 

8204220662 

62/03/16 

lOCFR 


6204010173 

8204010197 

82/03/08 

50-399 

a 

8112040619 

8204130357 

82/01/25 

FOIA 


6204010185 

8204010177 

82/03/05 

50-390 

a 

61 12240133 

8112140064 

81/12/02 

90-364 

S 

6204010191 

8204010179 

02/03/17 

50-309 

8 

81 12240139 

8112140064 

61/12/02 

90-364 

B 

6204010202 

8204010190 

81/12/07 

90-321 

Q 

8201090096 

8204890395 

82/04/27 

REVIEW GRP 

6204010211 

8204010199 

82/03/17 

90-333 

8 

62011 10346 

8204220398 

82/03/29 

90-522 

A 

8204010213 

6204010209 

82/03/12 

70-27 


6201130329 

8204090044 

62/03/16 

PRM 


8204010221 

6204010214 

82/03/10 

90-324 

Q 

6201190196 

8204220398 

02/03/29 

FOIA 


8204010224 

6204010219 

82/03/08 

90-327 

a 

820 1 210072 

8204220039 

62/03/26 

FOIA 


8204010229 

8204010217 

82/03/19 

50-334 

8 

6201210143 

0204220629 

62/03/05 

90-400 

A 

8204010229 

8204010227 

82/03/21 

90-271 

8 

8201220033 

8204090342 

62/01/26 

FOIA 


8204010247 

6204010244 

82/03/31 

90-461 

0 

8201290483 

8204220682 

02/03/18 

lOCFR 


6204010262 

6204010259 

82/03/30 

90-294 

0 

6201260919 

8204220398 

82/03/29 

90-922 

A 

6204010263 

8204010260 

62/03/05 

90-416 

0 

8201270060 

8204220398 

82/03/29 

90-922 

A 

6204010270 

8204010266 

82/03/26 

90-329 

M 

8201270397 

8204190044 

82/04/02 

50-326 

H 

6204010271 

8204010266 

82/03/30 

90-195 

0 

62012900Q3 

8201260372 

82/01/16 

90-329 

B 

6204010274 

6204010272 

82/03/29 

90-361 

It 

6202010397 

8204230069 

82/03/11 

lOCFR 


8204010276 

B20401027S 

82/03/11 

90-209 

H 

820201 0405 

8204230069 

62/03/11 

lOCFR 


8204010289 

6204010263 

82/03/24 

90-440 

M 

8203020254 

8202020290 

82/01/27 

FOIA 


8204010287 

6204010262 

82/03/19 

90-293 

8 

8202060220 

8202080215 

62/02/01 

50-29 

P 

8204010289 

6204010280 

82/03/25 

90-340 

0 

8202060223 

8202060217 

62/02/01 

90-282 

P 

8204010291 

6204010266 

82/03/26 

90-416 

A 

8203080226 

8202060217 

82/02/01 

90-202 

P 

8204010293 

8204010260 

82/03/25 

90-340 

0 

8202060297 

0202080294 

82/01/25 

TOPREP 


8204010294 

8204010260 

62/03/25 

50-348 

0 

820 2060377 

8202060371 

82/02/03 

90-324 

P 

0204010297 

8204010260 

82/03/25 

S0-34S 

0 

6202060386 

8202080382 

82/01/29 

90-329 

A 

8204010300 

8204010260 

62/03/25 

90-348 

0 

6202080431 

8204070667 

82/03/01 

COMMISSION 

8204010304 

8204010295 

82/03/19 

30-293 

8 

6202100413 

8202100394 

82/02/04 

90-482 

A 

8204010X6 

8204010280 

82/03/25 

90-348 

0 

6202220035 

8202220653 

62/01/29 

71-4986 


8204010311 

8204010307 

82/03/19 

90-309 

a 

6202230401 

6202230399 

82/01/11 

90-313 

Q 

8204010316 

8204010313 

82/03/09 

90-399 

0 

8202240060 

6204070512 

62/03/31 

50-294 

0 

8204010317 

6204010314 

82/03/26 

90-247 

p 

8202290236 

6204220063 

82/03/31 

90-244 

U 

6204010361 

6204010314 

82/03/26 

90-247 

p 

8203020616 

8203020610 

82/02/02 

90-321 

0 

8204010322 

6204010309 

82/03/26 

90-277 

0 

820 3030440 

8203030432 

82/02/25 

90-410 

Q 

8204010323 

8204010314 

82/03/26 

90-247 

p 

6203080113 

6303080100 

82/02/26 

90-247 

G 

8204010327 

8204010324 

82/03/17 

90-289 

8 

6203080384 

6204070624 

82/03/22 

90-272 

P 

8204010331 

8204010330 

82/03/12 

90-369 

0 

8203090124 

6204210760 

02/04/02 

90-244 

P 

8204010333 

8204010332 

82/03/12 

90-330 

0 

8203090736 

8204090044 

82/03/16 

PRM 


8204010336 

8204010339 

82/03/18 

90-309 

8 

0203090800 

8204050288 

82/02/28 

50-237 

0 

8204010339 

8204010326 

02/03/24 

90-330 

0 

8203100232 

8203240399 

82/03/16 

90-219 

P 

8204010340 

8204010326 

82/03/24 

90-330 

0 

8203100398 

8204140341 

82/02/04 

FOIA 


8204010343 

8204010326 

82/03/24 

90-330 

0 

8203120096 

8204220617 

02/03/15 

FOIA 


8204010349 

0204010345 

82/03/18 

70-024 


8203190194 

8204200049 

02/04/14 

90-317 

P 

8204010399 

6204010363 

82/03/19 

90-219 

0 

8203190204 

8204220662 

82/03/16 

lOCFR 


8204010396 

6204010391 

02/03/12 

PR 


6203190263 

6204090089 

82/03/16 

90-299 

P 

8204010357 

8204010390 

82/03/11 

90-321 

0 

8203160463 

8203160479 

62/03/06 

90-195 

P 

8204010361 

8204010398 

82/03/23 

90-346 

P 

8203160466 

0203160479 

82/03/08 

50-199 

P 

6204010363 

6204010398 

82/03/23 

90-346 

P 

8203160491 

8203160479 

82/03/08 

90-199 

P 

8204010367 

8204010360 

82/03/05 

90-330 

o 

8203170432 

8203170426 

82/03/11 

QA999 


8204010370 

8204010368 

82/03/23 

90-247 

p 

8203160421 

0204220662 

82/03/18 

lOCFR 


6204010373 

8204010368 

82/03/23 

90-247 

p 

8203190274 

6203190270 

82/01/08 

90-438 

A 

8204010379 

8204010371 

82/03/12 

PR 


8203220172 

6203220167 

82/04/02 

90-331 

P 

8204010385 

8204010381 

82/03/12 

90-299 

Qi 

8203230034 

6E042B063B 

82/04/01 

lOCFR 


8204010390 

8204010382 

82/03/24 

90-390 

a 

B203230466 

8204010269 

62/03/29 

90-244 

P 

'0204010395 

6204010392 

82/03/25 

90-261 

a 

8203240228 

8203240224 

62/03/11 

90-366 

P 

6204010396 

8204010392 

82/03/25 

50-261 

ft 

8203240232 

8203240224 

62/03/11 

90-366 

P 

6204010396 

8204010393 

82/03/24 

50-438 

ft 

620329031 1 

6203290306 

02/03/19 

90-244 

0 

6204010400 

8204010393 

82/03/29 

90-261 

ft 

8203290903 

8203290486 

62/03/23 

90-928 

0 

8204010401 

6204010393 

82/03/24 

90-430 

Q 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCEaaiON 


ENCLOSURE 


es040I0i|04 

a204010«)9 

Q2O40 1 0406 
S2040 1 040S 
Q2040 10411 

R204010414 

Q204010419 

6204010421 

6204010426 

6204010429 

6204010433 

6204010434 

6204010430 

6204010443 

6204010449 

6204010448 

6204010460 

6204010462 

6204010469 

6204010467 

6204010471 

6204010476 

0204010477 

6204010478 

6204010479 

0204010480 
0204010482 
0204010489 
0204 01 0490 
0204010499 

0204010498 

0204010499 

0204010903 

0204010904 

6204010909 

0204010509 

0204010916 

6204010918 

8204010922 

0204010923 

6204010924 

0204010929 

0204010926 

6204010927 

6204010928 

8204010929 
0204010932 
0204010936 
02040 109Q9 
B2040 10941 

0204010943 

0204010949 

0204010947 

6204010949 

6204020019 

0204020044 

6204020064 

6204020100 

8204020124 

0204020130 

0204020149 

0204020197 

0204020206 

6204020207 

0204020221 

0204020223 
B2040 20227 
6204020232 
8204020233 
6204020234 

0204020239 

0204020241 

6204020247 

020402024? 

8204020293 

B204020299 

8204020261 

0204020269 

0204020267 

020402026? 


NUMBER 


ACCEBSION NUHDER 


PRINCIPAL 

DOCUMENT 


0204010397 

8204010392 

8204010393 

8204010393 

8204010402 

0204010410 

8204010393 

0204010410 

8204010422 

0204010427 

8204010427 

8204010428 

0204010427 

8204010440 

8204010427 

8204010427 

8204010499 

8204010499 

8204010493 

8204010499 

8204010499 

8204010472 

8204010468 

0204010473 

8204010479 

8204010468 

8204010468 

8204010468 

8204010468 

8204010408 

8204010488 

02D40104B8 

8204010469 

0204010900 

0204010901 

8204010901 

8204010914 

8204010911 

0204010917 

8204010917 

8204010917 

0204010917 

B204010917 

8204010917 

8204010917 

8204010917 

B2040109I7 

8204010917 

8204010917 

8204010917 

8204010917 

8204010917 

8204010917 

8204010917 

8204020008 

820402002? 

8204020094 

8204020082 

8204020118 

B20402012? 

8204020129 

8204020170 

82040201?? 

8204020201 

8204020212 

8204020213 

8204020217 

8204020228 

820402022? 

B204020217 

8204020230 

8804020239 

8204020249 

0204020249 

0204020249 

8204020249 

8204020249 

B204020249 

8204020249 

8204020266 


DATE 

ISSUED 


82/03/12 

82/03/29 

82/03/24 

82/03/24 

02/03/30 

02/03/31 

82/03/24 

02/03/31 

02/03/09 

02/03/23 

62/03/23 

02/03/30 

82/03/23 

02/03/29 

82/03/23 

82/03/23 

82/03/ie 

82/03/18 

82/03/08 

82/03/18 

82/03/10 

82/03/19 

82/03/23 

82/03/18 

02/03/16 

02/03/23 

82/03/23 

02/03/23 

82/03/24 

82/03/24 

82/03/24 

82/03/24 

02/03/24 

82/03/01 

82/03/16 

82/03/16 
82/03/ 1? 
82/03/01 
81/12/04 
01/12/04 

81/12/04 

01/12/04 

81/12/04 

81/12/04 

81/12/04 

81/12/04 

ai/12/04 

81/12/04 

81/12/04 

81/12/04 

81/12/04 

81/12/04 

81/12/04 

Bl/12/04 

82/03/17 

02/03/24 

78/07/29 

82/03/18 

02/03/18 

82/03/17 

02/03/17 

02/03/19 

82/03/11 

02/03/19 

02/03/18 

02/03/12 

02/03/19 

82/03/17 

02/03/18 

02/03/19 

02/03/19 

02/03/17 

01/12/28 

01/12/28 

01/12/28 

81/12/28 

01/12/28 

01/12/28 

81/12/20 

02/03/31 


SUBJECT 

CATEOQRY 


PR 

90-261 Q 
90-438 Q 
90-438 Q 
90-373 F 

90-390 K 
90-438 0 

90-937 D 
70-143 
90-290 Q 

90-290 Q 
90-279 R 
90-200 Q 
PR 

00-280 Q 

90-250 0 

70-1113 
70-1113 
00-340 0 

70-1113 

70-1113 
90-279 R 
DO-400 Q 
REOOD 
70-1426 

90-400 Q 
90-400 0 

90-400 Q 
90-324 0 

90-324 0 

90-324 a 
90-324 0 

90-324 0 

COMMISBION 
REOOD 

REOOO 
90-293 8 

27-47 
FOIA 
POIA 

FPIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

CONTRACT 

CONTRACT 
HASTE HOT 
KPORTLIC 
90-956 A 
90-266 F 

90-266 F 
90-333 0 

90-329 S 
90-213 0 

90-290 S 

90-324 B 
90-392 0 

90-339 8 

90-293 0 

90-392 0 

90-220 0 

90-348 8 

90-142 P 
90-142 P 
90-142 P 

90-142 P 
90-142 P 
90-142 P 
90-142 P 
90-399 0 


PRINCIPAL DATE 

ENCLOSURE OOCUMENT IBSUED 


0204020271 

0204020272 

0204020273 

0204020274 

0204020279 


0204020304 
8204020309 
0204020310 
020402031 1 
8204020312 

8204020319 

8204020322 

8204020323 

8204020329 

8204020393 


0204020409 

0204020409 

0204020412 

0204020416 

8204020417 

8204020410 
8204020424 
8204020427 
8 204020 423 
0204020436 


8204020457 

8204020461 

8204020468 

8204020471 

8204020473 


8204020249 

8204020266 

0204020249 

8204020270 

8204020249 


8204020291 

8204010394 

8204020300 

8204010394 

8204020307 

8204020309 

8204020310 

82040203SI 

8204020336 

0204020334 


8204020403 

8204020407 

8204030410 

8204020419 

8204020419 

0204020419 

8204020422 

8204020429 

8204020426 

6204020436 


830403044? 

8304030459 

8304020460 

8204020463 

0204020466 


81/13/28 

83/03/31 

81/13/28 

83/03/23 

81/12/28 

81/12/28 

83/03/27 

83/03/32 

83/03/19 

83/03/17 

83/03/31 

83/03/31 

62/03/33 

83/0'3/17 

83/03/17 

BS/03/31 

03/03/28 

02/03/31 

92/03/28 

82/03/24 

82/03/1? 
82/03/12 
82/03/09 
92/03/ 1 3 
82/03/09 

82/03/22 
82/03/17 
82/03/29 
82/03/ IS 
83/03/18 

83/03/17 

02/03/12 

83/03/31 

83/03/19 

03/03/19 

83/03/12 
82/03/24 
83/03/13 
82/03/23 
83/ 03/1 6 

83/03/33 

83/03/17 

83/03/29 

82/03/17 

83/03/27 

83/03/16 

83/03/33 

83/03/23 

83/03/30 

83/03/30 

02/03/30 

83/03/36 

82/03/19 

62/03/18 

82/03/18 

82/03/1? 

82/03/1? 

82/03/19 

82/03/19 

02/03/11 

82/03/24 

02/03/11 

82/03/19 

62/03/39 

62/03/1? 

82/03/19 
82/03/16 
82/03/ 1? 
62/03/19 
62/03/16 

82/03/2? 

62/03/24 

62/03/23 

82/03/26 

62/03/17 

62/03/24 

82/03/16 

62/03/16 

82/03/12 

82/03/12 


SUBJECT 

CATEOORY 


90-142 P 
90-379 Q 
90-142 F 
90-333 S 
90-142 P 


90-142 P 
90-277 Q 
CONTRACT 


90-296 

8 

50-289 

0 

90-31 a 

■0 

so-3ia 

<3 

50-333 

8 

90-289 

0 

50-325 

8 

go-3ia 

0 

90-266 

0 

90-416 

A 

90-266 

0 

90-306 

8 

50-325 

8 

50-326 

40-0681 

S 

90-339 

7 1 -23 1 

s 

SO-317 
70-281 S 

8 

90-304 

8 

90-33Q 

3 

90-31 1 

8 

90-325 

8 

SO-324 

a 

50-361 

F 

50-25? 

8 

50-339 

8 

50-324 

8 

50-316 

B 

50-328 

3 

50-317 

(t 

50-337 

8 

50-315 

R 

50-25? 

S 

50-32? 

A 

50-334 

3 

50-244 

a 

50-325 

3 

50-271 

3 

50-30? 

8 

90-470 

A 

50-470 

A 

SO-470 

A 

90-331 

9 

50-36? 

S 

50-244 

0 

50-244 

0 

50-28* 

p 

50-335 

70-162 

s 

50-272 

Q 

90-335 

8 

90-319 

E 

90-287 

S 

90-36? 

s 

90-334 

Q 

90-293 

0 

50-327 

s 

50-372 

Q 

50-335 

8 

50-360 

8 

50-372 

Q 

30-334 

I 

30-313 

8 

50-40? 

8 

S0-27B 

0 

S0-33B 

8 

30-319 

8 

90-25? 

8 

90-334 

0 

30-287 

S 

90-296 

S 


8204020474 6204020467 
8204020477 8204020475 
8204020460 6204020467 
6204020402 8204020476 
8204020404 8204020479 

6204020467 0204020463 
8204020408 620402044? 
8204020469 8204020472 
8204020491 8204020466 
6204020494 8204020469 

6204020497 8204020449 
8204020498 B2040S0490 
62040 20499 0 204020493 
6204020902 8204020496 
6204020909 6204020903 


8204020260 6204020249 
8204020289 B2O402D2B4 
8204020287 8204020023 
0204020294 8204020289 
8204020276 8204020292 

8204020297 8204020291 
0204020300 02040202? I 
0204020X1 8204020298 
0204020X2 8204020292 
0204020X3 B204030273 


8204020X4 6204020331 
6204020X7 8204020335 
6204020342 8204020329 
8204020344 8204020340 
620402034 5 8204020330 

620402034 0 8204 0203 4 3 
6204020X6 8204020392 
8204020X9 6204020393 
8204020X1 8204020396 
8204020X3 8204020390 

8204020373 8204020367 
8204020370 8204020374 
8204020X2 8204020376 
8204020X3 BSO 4 0S03 7 7 
8204020X9 B204020381 

8204020390 8204020387 
0204020X2 B2040203B4 
0204020X5 B204020394 
0204020X8 8204020388 
0204020X7 B204020397 


8204020437 8204020414 
8204020439 8204020435 
8204020442 8204020440 
8204020448 620402044 £■ 
8204020453 8204020490 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUHDER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

0204080914 

6204020909 

82/03/16 

90-329 

S 

S204080919 

6204020912 

62/03/19 

90-367 

Q 

S204020917 

6204020910 

82/03/16 

90-260 

8 

8204020361 

6204020912 

82/03/19 

90-387 

0 

6204020363 

6204020910 

68/03/16 

90-280 

S 

6204080364 

6204020918 

62/03/26 

90-800 

I 

6204020929 

6203310149 

62/03/16 

REVIEW ORP 

6204020930 

620402092? 

62/03/01 

40-6661 


6204020932 

6204080926 

62/03/23 

CONTRACT 


6204020939 

6204020929 

82/03/01 

40-6661 


6204020937 

6204020926 

62/03/23 

90-263 

s 

6204020939 

8204080936 

82/03/29 

90-299 

a 

B204020941 

6204020933 

02/03/19 

90-260 

s 

6204020942 

6204020920 

62/03/12 

50-269 

8 

820402094& 

6204020933 

02/03/19 

90-260 

S 

6204020947 

6204020936 

82/03/23 

CONTRACT 


6204020949 

6204020940 

62/03/15 

71-9001 


B204020S9I 

6204080933 

62/03/19 

90-200 

s 

6204020992 

6204020946 

82/03/26 

90-219 

R 

6204020993 

6204020949 

62/03/17 

90-324 

8 

6204020999 

6204020933 

82/03/19 

90-260 

6 

6204020997 

6204020933 

62/03/19 

90-260 

8 

8204020962 

8204020960 

02/03/17 

90-369 

8 

8204020967 

6204080961 

68/03/ J 2 

90-296 

a 

6204020966 

6204080964 

62/03/26 

90-316 

8 

6204020972 

6804020971 

01/12/09 

FOIA 


6204020973 

8204020971 

61/12/09 

FOIA 


6204020974 

6204020971 

61/12/09 

FOIA 


6204020976 

6204020971 

01/12/09 

FOIA 


0204020977 

8204020971 

81/12/09 

FOIA 


8204020979 

0204080971 

01/18/09 

40-2061 


6204020961 

6204020971 

61/12/09 

40-2061 


6204080963 

6204020971 

81/12/09 

40-2061 


8204020990 

6204090971 

81/12/09 

40-2061 


6804090003 

6804090001 

62/02/16 

90-847 

R 

6204090007 

8204090004 

62/02/08 

50-409 

R 

8204090012 

6204090006 

62/03/29 

90-269 

0 

82040900Q9 

0204090019 

02/02/19 

90-269 

R 

6204090032 

6204090026 

62/02/15 

90-369 

R 

6204090009 

6204090031 

62/02/29 

90-219 

R 

6204090042 

6204090026 

62/02/19 

90-369 

R 

82040 90046 

6204090044 

62/03/29 

90-331 

fl 

6204090092 

6204090049 

62/03/31 

90-400 

K 

6204090096 

6204090090 

62/02/03 

90-133 

R 

6204090071 

9204090069 

62/03/30 

90-26? 

F 

6204090076 

6204090070 

62/03/22 

90-399 

A 

6204090079 

6204090072 

62/02/12 

90-316 

R 

6204090064 

6204090060 

62/03/24 

90-334 

6 

6204090092 

6204090069 

62/03/29 

90-399 

I 

6204090094 

6804090066 

88/03/29 

90-267 

6 

6204090099 

6204090091 

62/03/23 

90-294 

R 

6204090096 

8204090069 

62/03/29 

90-398 

1 

8204090097 

6204090090 

62/03/16 

90-263 

Q 

6804090102 

6204090096 

62/03/19 

90-898 

6 

6204090109 

6204090099 

62/02/19 

40-6102 


6204090106 

6204090103 

62/03/30 

90-29 

I 

6204090111 

6204090067 

62/03/30 

90-219 

F 

6204090119 

8204090106 

62/03/19 

90-313 

8 

8204090124 

6804090116 

□2/03/16 

90-368 

8 

6204090129 

6204090182 

62/03/31 

90-299 

R 

6204090126 

8204090181 

02/03/19 

40-8969 


6204090131 

8804090110 

62/03/17 

90-299 

Q 

8204090133 

6204090129 

68/03/01 

40-2299 


8204090143 

6204090140 

88/03/29 

90-316 

8 

6804090146 

6204090148 

82/03/19 

90-267 

6 

6204090198 

8204090149 

62/02/16 

90-290 

R 

6204090199 

6204090193 

82/03/29 

90-266 

8 

6204090161 

6204090191 

62/03/19 

aA999 


6204090163 

82040901 9I> 

62/03/23 

70-2124 


6204090164 

8204090198 

62/03/24 

90-199 

6 

8204090169 

8204090197 

68/03/19 

90-440 

0 

8204090166 

8204090160 

68/03/23 

90-213 

p 

6204090169 

8204090167 

68/03/19 

QA999 


6204090172 

8204090162 

68/02/16 

80-269 

R 

6804090179 

8204090167 

62/03/19 

QA999 


6204090180 

6204090171 

.62/03/19 

90-247 

8 

6204090183 . 

6204090179 

88/02/12 

90-338 

R 

6204090191 

.8204080164 

82/03/12 

90-269 

P 

8204090199 

8204090169 

62/02/24 

40-6102 


6804090196 

8204090169 

62/03/19 

90-247 

8 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORY 

6204090201 

8204090192 

68/03/19 

TOPREP 


8204090204 

6204090200 

82/03/01 

40-299 


62040 90209 

8204090203 

83/03/24 

90-309 

B 

6204090210 

6204090306 

82/03/33 

90-309 

G 

6204090219 

6304090209 

83/03/33 

90-399 

0 

8204090223 

6204090231 

62/02/15 

90-364 

8 

6204090226 

6204090332 

68/03/11 

aA999 


8204090229 

6304090314 

82/03/23 

90-247 

8 

6204090230 

8204090332 

82/03/11 

flA999 


8204080233 

6204090339 

88/03/19 

40-7079 


6204090239 

6304090333 

82/03/31 

90-399 

K 

6204090236 

8304090216 

83/03/82 

90-269 

P 

6204090240 

8304090334 

62/03/26 

90-399 

A 

6204090242 

8204090338 

62/03/29 

90-316 

8 

6204090244 

8204090337 

68/03/39 

90-330 

S 

8204090247 

8304090241 

82/03/36 

90-317 

P 

8204090246 

8304090343 

82/03/86 

90-399 

A 

6204090293 

6204090246 

83/03/89 

90-316 

6 

62040900)1 

8304090397 

82/03/84 

90-334 

6 

6204090266 

6304090363 

82/03/31 

90-302 

0 

6204090272 

6304090366 

82/03/36 

90-334 

B 

8204090278 

6204090363 

83/03/31 

90-303 

R 

6204090260 

B3040S0279 

83/03/36 

90-334 

S 

6204090262 

6304090374 

83/03/39 

90-271 

8 

6204090294 

8304090287 

63/03/13 

90-315 

B 

6204090303 

6204090293 

83/04/01 

90-361 

P 

6204090306 

8204090300 

83/03/13 

90-360 

R 

62 040 90306 

8304090134 

88/03/39 

90-316 

S 

8204090309 

8304090397 

83/03/38 

90-368 

P 

6204090310 

8204090393 

02/04/01 

90-361 

P 

8204090319 

8204090149 

82/03/33 

90-313 

8 

6204090324 

6304090331 

82/02/03 

90-275 

R 

8204090331 

8304090327 

88/03/19 

90-331 

0 

8204090332 

8304090336 

82/03/29 

70-887 


6204090338 

8304090339 

08/03/12 

40-1 163 


6204090340 

6304090337 

62/03/19 

90-331 

0 

8204090343 

6804090339 

62/03/12 

40-1163 


6204090349 

6204090342 

62/02/06 

90-830 

R 

6204090391 

8204090347 

62/03/12 

40-8084 


6204090397 

8204090147 

82/02/16 

90-290 

R 

8204090360 

6204090399 

82/03/19 

90-269 

0 

6204090363 

8204090394 

68/03/11 

90-336 

R 

6204090369 

8204090399 

63/03/19 

90-265 

0 

6204090372 

8204090368 

68/03/16 

90-266 

0 

6204090379 

8204090370 

62/03/20 

40-8964 


8204090378 

8204090371 

62/03/11 

90-845 

R 

8204090360 

8204090376 

62/03/16 

90-399 

Q 

6204090363 

6204090361 

62/03/16 

90-363 

0 

8204090391 

6204090366 

82/03/26 

70-8*36 


8204090394 

6204090392 

81/11/16 

FOIA 


6204090400 

6204090390 

01/13/01 

FOIA 


Q204090403 

8804090396 

81/13/01 

FOIA 


6204090406 

8204090396 

81/13/01 

FOIA 


6204090422 

8804090419 

61/13/03 

90-41* 

A 

6204090431 

8803290416 

68/03/24 

90-295 

P 

820406001 1 

8204060002 

82/04/02 

50-393 

A 

6204060012 

8204060006 

82/03/31 

90-399 

A 

8204060014 

6204060009 

88/03/31 

90-463 

A 

6204060019 

6204060010 

88/03/30 

90-164 

R 

6204060019 

6204060003 

62/03/30 

90-10 

I 

6204060032 

8204060029 

63/03/29 

90-334 

R 

6204060034 

8204060039 

63/04/02 

90-389 

A 

8204060047 

6304060040 

62/04/01 

90-336 

R 

8204060096 

6304060090 

88/03/39 

90-319 

P 

6204060062 

6304060099 

68/03/31 

90-390 

0 

8204060066 

8304060099 

63/03/31 

90-390 

a 

6204060067 

8304060094 

82/04/01 

90-133 

1 

6204060084 

8304060078 

68/04/03 

90-313 

I 

6204060104 

6304060096 

62/03/29 

90-337 

p 

6204060113 

6304060106 

68/04/03 

90-349 

I 

6204060130 

6204060106 

63/04/08 

90-349 

I 

6204060126 

6304060114 

68/03/31 

90-837 

p 

8204060127 

8304060106 

62/04/02 

90-349 

I 

6204060126 

6304060138 

62/04/01 

90-373 

A 

6204060133 

6304060114 

62/03/31 

90-237 

P 

8204060136, 

63040601 :ii 

62/03/11 

90-312 

P 

8204060140 

6304060 134 

82/03/30 

TOPREP 


6204060141 

6304060114 ' 

82/03/31 

90-237 

P 

6204060149 

6304060134 

62/03/30 

TOPREP 


6204060146 

6804060114 

62/03/3} 

90-837 

P 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESS lOM 


ENCLOSURe 

02a4O6Ol3O 

82O40601S4 

6204060199 

6204060190 

8204070023 

8204070027 

8204070029 

8204070032 

8204070093 

0204070064 

820 4 070073 
8204070062 
8204070066 
8204070096 
8204070123 

8204070164 

8204070174 

8204070184 

8204070191 

8204070214 

8204070224 

8204070239 

8204070244 

8204070269 

8204070279 

8204070282 
8204070 EB9 
8204070290 
0204070294 
8204070296 

8204070301 

8204070306 

8204070308 

8204070314 

8204070317 

0204070320 

8204070329 

0204070331 

0204070393 

0204070367 

0204070377 

8204070391 

0204070399 

0204070401 

8204070408 

0204070424 

0204070433 

8204070434 

0204070439 

8204070438 

0204070439 

8204070440 

8204070449 

8204070460 

0204070463 

8204070464 

8204070477 

8204070483 

82040704S4 

8204070486 

0204070490 

8204070491 

0204070496 

8204070903 

8204070904 

6204070909 
020407091 1 
0204070917 
0204070918 
0204070919 

8204070922 

0204070924 

8204070930 

8204070932 

8204070930 

8204070940 

8204070943 

8204070949 

8204070947 

8204070990 


NUMBER 


ACCESSION NUMBER 


PRINClPAt 

DOCUMENT 

0204060148 

8204060192 

0204060144 

B204060144 

8204070021 

0204070021 

8204260909 

8204070021 

8204070044 

8204070044 

8204070070 

8204070077 

8204070079 

8204070096 

8204070119 

8204070197 

8204070170 

8204070177 

8204070186 

8204070210 

8204070219 

0204070232 

0204070243 

8204070299 

8204070273 

8204070271 

8204070261 

8204070266 

8204070289 

8204070291 

8204070297 

8204070302 

8204070299 

8204070311 

8204070316 

8204070318 

8204070324 

6204070329 

8204070346 

8204070360 

8204070360 

8204070386 

8204070386 

8204070368 

8204070406 

8204070423 

8204070430 

8204070431 

6204070430 

8204070436 

8204070430 

8204070430 

8204070447 

8204070499 

0204070499 

8204070493 

8204070474 

0204070478 

8204070474 

8204070480 

8204070480 

8204070467 

8204070494 

0204070499 

0204070498 

8204070490 

8204070907 

8204070908 

8204070919 

8204070914 

8204070916 

8204070912 

8204070921 

8204070927 

8204070927 

8204070939 

8204070937 

8204070942 

8204070944 

8204070937 


DATE 

ISSUED 

82/03/26 

82/01/21 

82/04/01 

82/04/01 

82/03/09 

82/03/09 

82/03/16 

82/03/09 

02/03/15 

82/03/19 

81/04/09 

Bl/OB/11 

81/12/01 

02/04/02 

82/02/24 

82/01/06 

81/07/09 

01/06/11 

82/03/29 

82/04/09 

80/04/09 
B 1/09/07 

Bo/oa/oa 

82/03/26 

00/10/07 

82/03/29 

00/04/09 

80/12/11 

00/12/10 

00/07/12 

BO/U/14 

80/11/12 

82/03/19 

80/03/06 

80/10/10 

81/11/13 

82/03/30 

82/03/16 

82/03/29 

02/03/19 

82/03/19 

82/03/26 

82/03/26 

02/03/31 

82/03/31 

02/03/30 

82/04/09 

82/04/02 

82/04/09 

82/04/01 

02/04/09 

82/04/09 

82/03/19 

02/03/31 

82/03/12 

82/03/26 

82/03/30 

82/03/22 

82/03/30 

82/03/19 

82/03/19 

82/03/30 

82/03/19 

82/03/30 

82/03/29 

82/03/29 

81/01/14 

82/03/30 

60/03/06 

82/04/02 

82/03/19 

82/03/31 

82/03/30 

82/03/18 

82/03/18 

82/03/29 

82/04/09 

82/03/31 

82/03/31 

82/04/09 


eUDJECT 

CATEGORY 

90-397 A 
90-219 F 
90-189 P 
90-159 P 
90-317 P 

90-317 P 
90-302 F 
90-317 P 
90-279 P 
90-279 P 

30-286 R 
90-266 R 
FOIA 

90-171 R 
90-267 R 

90-302 0 
90-309 R 
90-309 R 
90-333 P 
90-416 A 

90-266 R 
90-309 ft 
90-299 ft 
90-311 8 
90-299 R 

90-206 8 
90-299 R 
90-319 ft 
90-309 ft 
90-309 ft 

90-313 R 
90-309 R 
90-361 0 
90-315 R 
90-334 B 

90-317 B 
90-336 8 
90-928 0 
90-206 8 
50-206 Q 

90-206 0 
90-312 P 
90-312 P 
90-461 K 
90-334 R 

50-344 Q 
90-361 P 
90-333 Q 
90-361 P 
90-392 F 

90-361 P 
90-361 P 
90-206 0 
90-494 K 
90-373 a 

90-224 a 
90-36 C 
90-312 a 
70-36 

90-312 0 

90-247 a 
90-243 a 
90-271 a 
90-288 a 
90-220 P 

90-220 P 
90-319 R 
90-321 O 
90-316 R 
90-443 0 

90-361 a 
90-294 « 
90-361 P 
90-460 Q 
90-460 a 

90-312 a 
90-498 T 
90-266 F 
90-397 a 
90-498 T 


ENCLOSURE 

8204070591 

0204070958 

8204070999 

8204070962 

8204070966 

8204070980 

8204070989 

B204070S9B 

8204070600 

8204070602 

3204070606 

8204070609 

B204070619 

0204070632 

8204070637 

8204070640 
8204070643 
B20 4070694 
8204070697 
8204070660 

6204070694 

B204070700 

8204080093 

8204080033 

8304080030 

8204080040 

8204080043 

3204080046 

8204080091 

8204080099 

82040B0066 
8204080067 
B2040B0070 
8204080 W 7 
8204080061 

82040B0064 
82040Q0095 
8204060099 
8204000 1 OO 
B2040B0107 

8 204080 lOa 
8204080109 
S2040B0U2 
S204080113 
8204080119 

0304080116 

0304080119 

030408013? 

BS040BD141 

0304080143 

B2O4O8D140 

830408016? 

83040BD167 

8304080189 

B2O4O0O193 

8204080195 

8204080196 

8204080198 

8204080318 

020408023? 

0204080229 

8204080226 

B204QB022B 

8204080231 

8204080233 

8204 080237 
8204060238 
8204080241 
8204080244 
S2040B0249 

8204080291 

8204080232 

8204080293 

8204080294 

0204080297 

0204080299 

8204080259 

8204080267 

02O4O8Oa!>8 

0204080274 


PR INCrPAL 

document 

3304070939 

8204070933 

3204070594 

8204070933 

3304070933 

8304070579 

B204070S79 

8304070990 

8304070990 

8204070990 

8204070990 

6304070990 

8204070616 

8304070620 

8204070639 

8304070638 

6304070639 

8304070692 

8304070692 

8304070692 

8204070690 

0204070698 

8204080001 

82040B0038 

8204080034 

32040B0036 

8204080034 

8204080034 

8204080048 

0204000047 

8204060062 

8204000063 

8204080069 

a30'40a0073 

8304000079 

8304080078 

8304080088 

8304080088 

8304080094 

8304000101 

0204000103 

8304060101 

8304000103 

8204000109 

8304080103 

0204080111 

8204080111 

6204000134 

6204080139 

8204080139 

8204080139 

6204000198 

6204080163 

6204080162 

S8040B0169 

6204000191 

6304080169 

6204030192 

8304080214 

6304000312 

8304000312 
6304080333 
8304 0802 12 
8204080229 
82040B02I2 

8204080239 

S2040B0212 

8204080212 

8304080213 

8204060212 

8204080212 

8304060312 

8204060290 

8204080312 

6304080212 

8204000396 

8204080212 

8204080363 

8204080361 

6204080212 


DATE 

ISSUED 


83/03/03 
03/03/19 
BZ/04/01 
83/03/ 1 9 
93/03/19 

83/04/02 

83/04/03 

93/03/31 

83/03/31 

03/03/31 

83/03/31 

82/03/31 

83/03/39 

63/03/39 

62/03/24 

B 3/03/29 
82/01/19 
88/01/19 
82/01/19 
03/01/19 

82/03/26 

82/03/29 

02/03/29 

82/03/25 

83/03/39 

82/03/16 

83/03/39 

62/03/39 

82/04/09 

05/03/26 

02/03/29 
83/03/34 
08/ 03/23 
02/03/34 
82/03/ 1 1 

02/03/17 

68/03/31 

02/03/31 

63/03/1? 

02/03/30 

08/03/03 

63/03/30 

83/03/03 

82/03/24 

82/03/08 

82/04/03 

83/04/03 

83/03/1? 

83/02/1? 

03/02/1? 

02/02/ I? 
63/04/01 
83/03/16 
83/03/16 
83/03/16 

83/03/24 

63/03/16 

03/03/09 

03/03/01 

SS/03/2S 

03/03/22 

02/03/29 

02/O3/2S 

82/04/07 

03/03/23 

83/04/03 

83/03/83 

82/03/23 

83/03/23 

83/03/23 

83/03/33 

83/03/32 

83/03/19 

03/03/28 

03/03/23 

83/03/18 
83/03/23 
02/03/19 
63/03/ 1 9 
63/03/38 


SUBJECT 

CATEGORY 


90-321 

a 

90-928 

T 

90-409 

1 

30-923 

T 

30-928 

T 

90-201 

0 

50-301 

0 

50-392 

A 

50-352 

A 

50-393 

C 

90-352 

F 

30-392 

70-1297 

70-27 

A 

90-383 

P 

50-313 

P 

90-275 

FOIA 

FOIA 

FOIA 

P 

90-341 

70-2885 

70-29 

E 

90-339 

3 

50-269 

P 

90-338 

5 

50-269 

P 

90-269 

P 

90-171 

t 

90-324 

0 

50-373 

0 

90-334 

s 

90-339 

s 

90-369 

40-8037 

a 

50-302 

3 

90-206 

P 

90-206 

P 

SO-327 

S 

90-409 

F 

90-890 

P 

90-409 

F 

90-290 

P 

90-247 

S 

90-290 

P 

90-322 

P 

90-332 

F 

90-337 
POIA 
pot A 

FOIA 

S 

90-333 

0 

90-366 

« 

90-303 

8 

90-319 

F 

90-335 

S 

90-315 

CONTRACT 

CONTRACT 

F 

50-344 

T 

50-320 

P 

50-10 

e 

50-320 

p 

50-367 

0 

50-244 

p 

50-893 

0 

50-344 

p 

COHMISSIDN 

COMMISSION 

COMMISSION 

COMMISSION 

COMMISSION 

50-346 

B 

COMMISSION 

COMMISSION 

50-366 

8 

COMMISSION 

90-324 

8 

90-348 

S 

90-320 

P 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUNSER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOGRy 

0204080276 

8204000272 

02/04/09 

50-206 

P 

0204080203 

8204000279 

82/04/01 

90-237 

P 

B2O40B0276 

0204000293 

02/03/09 

90-209 

P 

0204000300 

0204000297 

02/03/18 

50-209 

P 

0204000304 

0204080297 

02/03/10 

90-209 

P 

S2D4DB0309 

0204000301 

02/03/29 

50-346 

F 

0204000306 

0204080302 

82/03/17 

90-302 

5 

0204080300 

82040803D1 

02/03/29 

90-346 

F 

0204000310 

0204000307 

82/03/31 

90-400 

C 

0204080313 

8204000312 

02/03/24 

90-325 

8 

0204000321 

0204000319 

02/03/26 

90-133 

0 

02O4O6D3B<7 

0204000323 

82/04/0] 

90-237 

0 

8204000334 

8204000330 

02/03/24 

50-324 

a 

0204080330 

0204000333 

82/03/22 

0A999 


0204000341 

0204000340 

02/04/01 

50-245 

R 

8204000343 

0204000344 

02/03/29 

OA999 


0204080354 

0204000392 

82/04/02 

90-279 

P 

8204080330 

0204000344 

82/03/29 

QA999 


0204000363 

8204090360 

92/03/23 

90-293 

Q 

0204080367 

0204000360 

82/03/23 

90-293 

0 

0204000368 

0204080365 

82/03/19 

50-390 

A 

0204090372 

0204000369 

02/04/02 

90-209 

P 

0204000374 

9204000371 

92/03/ 19 

90-397 

K 

0204080378 

0204000373 

02/03/26 

30-261 

8 

82040B0379 

8204000376 

02/03/18 

90-205 

Q 

0204080382 

B 204080376 

02/03/10 

50-205 

Q 

0204000384 

8204080381 

02/04/02 

50-159 

P 

8204080385 

0204000379 

02/04/02 

90-307 

A 

0204000306 

0204090331 

92/04/02 

90-159 

P 

8204080390 

020400030 1 

02/04/02 

90-199 

P 

8204000391 

9204090377 

82/03/24 

50-272 

S 

0204080392 

82O4O0P301 

09/04/02 

90-159 

P 

8204080395 

0204090308 

02/03/31 

QA999 


8204080406 

8204000397 

02/03/25 

90-346 

5 

8204000407 

0204000401 

82/03/16 

90-321 

B 

020408041 1 

0204000403 

02/03/29 

50-920 

0 

82040B0415 

0204000394 

82/04/01 

40-0194 


0204000416 

8204080409 

02/03/29 

90-317 

R 

8204080424 

0204000419 

02/03/29 

0A999 


0204000425 

8204080417 

02/03/23 

0A999 


0204000430 

8204080420 

82/03/26 

04999 


0204000431 

0204000419 

02/03/25 

0A999 


0204000432 

02O4OBO428 

82/03/29 

0A999 


0204000435 

8204080417 

82/03/23 

0A999 


82040 00438 

8204000427 

82/03/30 

90-900 

a 

8204080439 

8204000428 

02/03/25 

aA999 


8204080446 

0204080440 

02/03/29 

50-399 

A 

B204OB04S0 

0204000444 

02/04/06 

90-279 

p 

8204080451 

8204000442 

02/04/02 

90-209 

0 

0204080452 

8204080443 

02/03/22 

90-373 

0 

82040 80459 

8204080448 

02/03/25 

QA999 


8204080496 

8204000441 

02/03/30 

90-399 

A 

8204080497 

8204080449 

82/03/30 

90-220 

0 

B2040B0464 

02O4OBO44B 

02/03/29 

QA999 


0204080472 

8204080466 

82/03/ 1 9 

90-327 

S 

B2040B0473 

B2040BD463 

82/04/02 

90-309 

Q 

8204080479 

0204080470 

02/03/29 

90-272 

R 

0204080486 

8204080402 

82/04/01 

90-213 

a 

8204000487 

0204080401 

82/03/22 

50-272 

Q 

8204000490 

0204000480 

02/03/23 

90-320 

8 

8204080492 

0204080476 

02/04/01 

90-403 

a 

8204080493 

0204000403 

82/03/29 

90-331 

Q 

8204080496 

0204000401 

82/03/22 

90-272 

a 

82040B049B 

0204000441 

02/03/30 

90-399 

A 


8204000501 

82/03/26 

90-346 

s 




2/04/01 

90-289 

Q 



2/03/30 

90-393 

A 



2/03/16 

30-369 

8 



2/04/02 

90-307 

Q 



2/04/01 

90-209 

a 



02/03/30 

50-395 

A 

- .-^w* « 

adu<»Qa0509 

02/04/0) 

50-402 

0 

8204080921 

0204080909 

82/04/01 

90-402 

0 

8204080922 

9204080916 

02/03/23 

50-311 

s 

8204000927 

8204080909 

02/04/01 

90-402 

0 

8204000930 

0204080526 

02/03/28 

90-373 

F 

8204000939 

8204000926 

02/03/29 

50-373 


8204000990 

B2040B0946 

02/04/02 

50-155 

0 

8204000994 

0204080592 

82/03/23 

50-334 

Q 

8204080999 

8204080946 

02/04/02 

90-199 

a 


AcceasioN number 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

suflJEcr 

CATEGORY 

0204000996 

8204000992 

82/03/23 

90-334 

a 

8204080990 

8204080946 

62/04/02 

90-199 

0 

0204000963 

0204000946 

82/04/02 

90-199 

0 

8204080960 

8204080966 

62/03/23 

90-271 

0 

0204000971 

9204000969 

82/03/26 

90-466 

T 

8204000972 

8204080966 

62/03/23 

90-271 

0 

0204000973 

0204000969 

82/03/26 

30-466 

T 

8204080975 

0204000969 

02/03/26 

90-466 

Q 

8204000979 

8204080969 

02/03/26 

90-466 

0 

8204000983 

0204000981 

82/04/01 

90-322 

0 

0204080984 

8204080582 

82/03/09 

CONTRACT 

8204080989 

8204000981 

62/04/01 

90-322 

0 

8204000588 

8204000566 

82/03/31 

90-413 

0 

8204080939 

8204000967 

02/03/09 

CONTRACT 

8204090006 

0204090009 

62/03/22 

XPORTLIC 

8204090036 

8204090039 

82/03/29 

40-0027 


8204090037 

8204090033 

82/03/19 

90-302 

A 

8204090043 

6204090040 

62/03/29 

70-139 


8204090091 

8204090042 

62/03/16 

CONTRACT 


8204090097 

6204090042 

02/03/10 

CONTRACT 


8204090068 

6204090063 

02/03/10 

CONTRACT 


8204090079 

6204090073 

62/03/16 

XPORTLIC 


8204090087 

8204090000 

02/03/12 

CONTRACT 


B204090100 

8204090096 

62/02/24 

8tat» Prog 

8204090109 

8204090098 

62/02/24 

0tBt« Prog 

8204090110 

8204090103 

82/03/26 

70-27 


8204090122 

B204090117 

02/03/26 

70-364 


0204090131 

8204090120 

02/04/09 

90-463 

0 

8204090143 

8204090140 

61/12/09 

FOIA 


0204090146 

6204090144 

82/04/06 

90-322 

0 

0204090147 

6204090140 

61/12/09 

FOIA 


0204090162 

6204090199 

02/03/24 

90-334 

0 

0204090168 

6204090166 

62/03/29 

90-272 

0 

0204090173 

6204090169 

62/03/24 

90-346 

d 

6204090174 

8204090171 

82/03/10 

40-0064 


0204090179 

8204090164 

82/03/24 

90-104 

0 

8204090 103 

6204090160 

62/04/02 

90-336 

s 

6204090109 

6204090162 

62/03/17 

90-346 

F 

8204090189 

6204090182 

02/03/17 

90-346 

F 

8204090199 

0204090192 

82/04/09 

90-209 

a 

8204090197 

6204090191 

02/03/24 

90-219 

a 

8204090196 

9204090193 

02/03/19 

90-200 

F 

8204090206 

6204090203 

82/03/22 

80-330 

F 

0204090213 

8204090203 

62/03/22 

90-338 

F 

8204090214 

6204090207 

82/04/02 

90-279 

a 

0204090219 

8204090219 

62/03/19 

90-320 

F 

8204090223 

8204090219 

02/03/19 

90-320 

F 

0204090227 

6204090222 

62/03/31 

90-199 

0 

8204090Z18 

6204090224 

62/04/02 

90-249 

P 

0204090230 

6204090221 

62/03/26 

70-139 


8204090231 

8204090226 

02/03/19 

90-319 

F 

0204090233 

8204090224 

82/04/02 

90-249 

P 

8204090234 

0204090226 

02/03/19 

90-319 

F 

0204090239 

8204090232 

82/04/07 

90-361 

P 

8204090230 

8204090216 

02/04/01 

90-309 

F 

8204090240 

6204090232 

62/04/07 

00-361 

P 

0204090249 

8204070243 

82/03/26 

90-346 

a 

8204090240 

8204090243 

62/03/26 

90-346 

0 

0204090249 

8204090242 

82/03/16 

90-294 

F 

0204090293 

8204090242 

62/03/18 

90-294 

F 

8204090296 

6204090290 

62/03/24 

90-946 

a 

6204090263 

820409029? 

82/02/17 

FOIA 


8204090264 

6204090254 

62/03/23 

90-346 

a 

8204090268 

8204090261 

62/04/07 

90-206 

p 

8204090266 

6204090262 

62/03/29 

90-416 

F 

0204090267 

8204090261 

82/04/07 

90-206 

P 

82040 90269 

8204070299 

62/02/17 

FOIA 


8204090279 

8204220690 

62/03/31 

90-449 

A 

8204090281 

6204090200 

32/04/02 

90-32? 

A 

0204090289 

6204090262 

62/02/10 

FOIA 


8204090287 

8204090282 

32/02/16 

FOIA 


8204090288 

8204090264 

82/04/01 

90-199 

R 

8204090290 

8204090277 

82/02/26 

COMMISSION 

8204090292 

8204090282 

82/02/16 

FOIA 


8204090302 

8204090297 

62/03/31 

90-299 

R 

0204090307 

0204090309 

82/04/07 

90-327 

P 

8204090312 

6204090310 

32/03/24 

70-1313 


0204090319 

8204090316 

61/10/12 

90-262 

R 

8204090322 

8204090321 

81/12/10 

90-293 

R 

8204090384 

6204090323 

B1/09/U 

90-293 

R 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


695 


ACCEesION NUMSEft 


ACCESSION NUMBER 


PRINCIPAL 
ENCLOBURB DOCUMENT 


8204090330 

8204090331 

8204090339 

8204090338 

8204090341 

8204090344 

8204090349 

B204090348 

8204090349 

8204090390 

8204090396 

8204090398 

8204090360 

8204090363 

8204090369 

B204090367 

8204090368 

B204090372 

8204090376 

8204090381 

8204090303 

8204090309 

8204090309 

8204090391 

8204090399 

0204090397 

0204090401 

8204090403 

8204090408 

8204090409 

8204090410 

8204090413 

8204090419 

8204090416 

8204090417 

8204090419 

8204090421 

8204090422 

B204090423 

0204090429 

8204090426 

B204090429 

0204090430 

0204090431 

8204090432 

8204090433 

8204090437 

8204090438 

8204090440 

8204090441 

0204090442 

8204090449 

8204090446 

8204090449 

8204090490 

8204090453 

8204090454 

0204090489 

0204090436 

8204090497 

8204090499 

8204090461 

8204090464 

8204090469 

8204090466 

0204090469 

8204090470 

8204090471 

0204090472 

0204090473 

8204090 474 
8204090479 
8204090476 
8204090477 
8204090 490 

8204090492 

0204090499 

8204090497 

8204090900 

8204090901 


8204090327 

8204090320 

8204090333 

0204090337 

8204090340 

8204090342 

8204090343 

8204090346 

8204090346 

8204090346 

8204090399 

8204090397 

8204090394 

8204090399 

8204090362 

8204090361 

8204090364 

8204090369 

8204090371 

B204090374 

8204090378 

B2040903BO 

8204090386 

0204090387 

8204090393 

8204090394 

8204090400 

8204090396 

8204090398 

8204090406 

8204090409 

8204090399 

8204090398 

8204090411 

8204090399 

8204090399 

8204090398 

8204090420 

8204090399 

0204090410 

0204090399 

8204090424 

8204090399 

0204090427 

0204090428 

8204090399 

8204090434 

8204090399 

8204090398 

8204090439 

8204090399 

8204090436 

0204090399 

0204090399 

8204090448 

8204090399 

8204090399 

8204090399 

8204090399 

B204090399 

8204090399 

0204090399 

8204090462 

0204090399 

8204090399 

8204090467 

8204090399 

8204090399 

8204090399 

8204090467 

8204090399 

8204090399 

8204090399 

8204090399 

8204090489 

0204090489 

8204090493 

8204090493 

8204090493 

8204090493 


DATE 

I6BUED 

SUBJECT 

CATEOORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOOftY 

Bl/ll/lO 

90-309 

R 

0204120022 

8 204120020 

82/04/02 

90-275 

P 

81/10/09 

90-311 

ft 

0204180024 

8204120018 

81/12/22 

90-352 

A 

81/11/16 

90-327 

ft 

8204120027 

8204120013 

01/12/22 

30-352 

A 

81/01/12 

90-309 

R 

8204180030 

8204120028 

82/04/02 

S0-2B9 

P 

81/09/11 

90-327 

R 

8804120031 

8204120018 

01/12/22 

90-352 

A 

82/01/26 

POJA 


8204120034 

8204120028 

82/04/02 

50-209 

P 

81/10/19 

90-327 

R 

8204120086 

8204120010 

81/12/22 

90-392 

A 

02/04/07 

90-398 

A 

0204180000 

8204120028 

82/04/02 

90-209 

P 

02/04/07 

90-398 

A 

8204120040 

8204120018 

81/12/22 

50-392 

A 

82/04/07 

90-398 

A 

8204180046 

8204120018 

81/12/22 

50-341 

A 

81/10/09 

90-309 

ft 

8204120047 

8204120042 

82/04/01 

50-237 

P 

81/09/11 

90-309 

ft 

8204120091 

8204120018 

81/12/22 

50-352 

A 

82/03/31 

90-133 

0 

8204120092 

8204120042 

82/04/01 

50-237 

P 

02/04/06 

90-416 

A 

8304120096 

8204120042 

82/04/01 

60-237 

P 

82/03/23 

90-266 

0 

8204120097 

8204120018 

81/12/22 

50-392 

A 

82/03/24 

90-249 

0 

8204120063 

8204120060 

82/04/01 

90-290 

P 

81/08/11 

90-309 

ft 

8204120066 

8204120060 

82/04/01 

90-290 

P 

82/04/09 

90-321 

P 

8204120067 

8204120018 

31/12/22 

90-392 

A 

81/07/10 

90-309 

ft 

8204120073 

8204120060 

82/04/01 

90-298 

F 

82/04/02 

90-309 

ft 

8204120076 

8204120018 

81/12/22 

90-392 

A 

81/09/14 

90-282 

ft 

0204120081 

8204120018 

81/12/22 

90-352 

A 

82/04/06 

90-387 

A 

8204120087 

8204120018 

81/12/22 

50-392 

A 

82/03/24 

90-329 

Q 

8204120092 

3204 J 20089 

82/04/01 

90-259 

P 

01/07/14 

90-202 

R 

8204120093 

0204120018 

81/12/22 

50-352 

A 

81/06/11 

90-309 

ft 

8204120099 

0 204120090 

82/03/16 

CONTRACT 


02/03/24 

90-219 

8 

8204120096 

0 204120018 

81/12/22 

50-392 

A 

81/09/11 

90-309 

ft 

8204120097 

0 204120089 

82/04/01 

90-299 

P 

82/03/31 

90-133 

a 

8204120100 

8204120089 

02/04/01 

90-299 

P 

82/04/06 

90-277 

I 

8204120101 

8204120018 

81/12/22 

90-392 

A 

82/04/02 

90-249 

0 

8204120102 

8204120099 

02/04/06 

90-277 

F 

81/11/13 

90-369 

R 

8204120104 

8204120018 

81/12/22 

50-392 

A 

82/04/07 

90-327 

P 

8204120109 

3204120099 

02/04/06 

90-277 

F 

82/04/06 

90-277 

I 

3204120106 

8204120103 

02/04/01 

70-094 


82/03/29 

90-311 

3 

3204120107 

B2041S0018 

81/12/22 

90-392 

A 

02/04/07 

90-327 

P 

3204120110 

8204120018 

31/12/22 

50-392 

A 

82/04/07 

90-327 

P 

8204120111 

8 204120108 

32/03/29 

90-445 

A 

82/04/06 

90-277 

I 

8204120113 

8204120108 

82/03/29 

90-443 

A 

82/03/24 

70-139 


8204120114 

8 204120108 

32/03/29 

90-449 

A 

82/04/07 

90-387 

P 

8204120116 

8 204120018 

81/12/22 

90-392 

A 

82/03/31 

90-133 

0 

8204120120 

8204120018 

81/12/22 

90-392 

A 

02/04/07 

90-327 

P 

8204120122 

8204120 11 7 

82/04/09 

50-206 

Q 

82/03/26 

90-333 

8 

8204120126 

8204120123 

82/04/06 

90-334 

I 

02/04/07 

90-327 

P 

8204120129 

8204120018 

81/12/22 

50-272 

P 

81/10/19 

90-369 

ft 

8204120130 

8204120127 

82/04/01 

30-458 

I 

02/03/24 

90-293 

0 

8204120139 

8204120132 

82/04/01 

30-159 

F 

02/04/07 

90-327 

P 

8204120138 

8204120018 

81/12/22 

50-352 

A 

02/03/24 

90-373 

0 

8204120142 

8 204120018 

81/12/22 

90-352 

A 

02/04/07 

90-327 

P 

8204120146 

8204120018 

81/12/22 

50-352 

A 

82/04/06 

90-277 

1 

8204120191 

8204120149 

82/04/09 

70-24BB 


82/04/09 

90-339 

P 

8204120192 

8204120149 

82/04/06 

50-269 

F 

82/04/07 

90-327 

P 

8204120194 

8204120149 

82/04/06 

90-269 

F 

81/09/19 

90-369 

R 

8204120198 

8204120196 

82/04/06 

90-219 

F 

82/04/07 

90-327 

P 

8204120199 

8 204120018 

81/12/22 

90-352 

A 

82/04/07 

90-327 

P 

8204120160 

8204120196 

82/04/06 

50-219 

F 

82/04/09 

90-321 

P 

8204120169 

B204I2001B 

81/12/22 

50-352 

A 

02/04/07 

90-327 

P 

8204120166 

8204120163 

82/03/29 

90-387 

F 

82/04/07 

90-327 

P 

8204120169 

6204120168 

82/03/26 

SO-299 

Q 

82/04/07 

90-327 

P 

8204120170 

8204120018 

81/12/22 

90-392 

A 

82/04/07 

90-327 

P 

8204120171 

8 204120163 

82/03/29 

50-387 

F 

82/04/07 

90-327 

P 

8204120174 

8204120168 

82/03/26 

50-255 

Q 

82/04/07 

90-327 

P 

8204120176 

8204120018 

81/12/22 

50-392 

A 

82/04/07 

90-327 

P 

8204120101 

8204120178 

82/04/07 

90-324 

P 

82/04/07 

90-416 

A 

8204120103 

B204120180 

82/04/07 

50-339 

P 

82/04/07 

90-327 

P 

8204120104 

8204120177 

82/03/29 

90-294 

F 

02/04/07 

90-327 

P 

8204120109 

8204120018 

81/12/22 

90-392 

A 

82/04/01 

90-334 

a 

8204120108 

8204120177 

82/03/29 

50-294 

F 

82/04/07 

90-327 

p 

8204120191 

8204120018 

81/12/22 

50-392 

A 

02/04/07 

90-327 

p 

8204120193 

B 2041201 89 

82/03/29 

90-373 

0 

82/04/07 

90-327 

p 

8204180197 

8 204120018 

81/12/22 

50-392 

A 

82/04/01 

90-334 

a 

8204120198 

8204120189 

62/03/29 

90-373 

0 

82/04/07 

90-327 

p 

8204120199 

8204120194 

82/03/29 

50-266 

F 

82/04/07 

90-327 

p 

8204120201 

8204120194 

82/03/29 

50-266 

F 

82/04/07 

90-387 

p 

8204120203 

8204120200 

82/04/01 

50-10 

R 

82/04/07 

90-327 

p 

8204120204 

8204120018 

81/12/22 

90-392 

A 

82/04/01 

90-390 

p 

8204120209 

8204120202 

62/03/17 

90-344 

Q 

82/04/01 

90-390 

F 

8204120207 

8204120200 

82/04/01 

90-10 

R 

82/03/19 

lOCFR 


8204120208 

8 204 12001 8 

31/12/22 

90-392 

A 

02/03/19 

lOCFR 


8204120210 

8204120200 

82/04/01 

90-10 

R 

82/03/19 

lOCFR 


820412021 1 

8204120206 

82/03/29 

90-397 

F 

82/03/19 

lOCFR 


8204120213 

S204 120209 

82/03/30 

90-266 

R 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 


ENCLOSURE 


6204120215 

6204120217 

6304120220 

6304120223 

6204120226 

6204120230 
6204120231 
8204120234 
6204120235 
6204 1 20240 

6204120241 

8304120243 

6204120245 

6204120251 

6304120252 

6204120254 

6204120254 

6204120257 

8304120259 

6304120240 

6304120261 

6304120244 

6204120245 

8204120244 

8304120246 

8304120270 
6304120271 
6304 1 20272 
6304120274 
6204120274 

6204120294 
6204 1 20267 
8204120268 
8204120290 
6204120292 

0204120293 

6204120296 

6204120299 

6204120X1 

8204120X8 

8204120311 

6204120316 

6204120326 

6204120X3 

6204120X4 

8204120340 
6204120344 
B204 120345 
6204120344 
6204 1 20347 

8204120X2 
6204120X3 
6204120X4 
6204120X6 
62041 20364 

6204120344 

8204120370 

8204120372 

8204120375 

8204120X1 


ACCESSION NUMBER 



DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 

OaCUMENT 

ISSUED 

CATEOORV 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEQORT 

82041S0S12 

92/04/09 

50-346 

P 

8204120479 

8204120475 

82/03/29 

90-10 1 

Q 204 1200 18 

81/12/22 

90-392 

A 

8204120480 

8204120475 

82/03/29 

90-10 I 


02/04/09 

50-250 

R 

8204120462 

8204120401 

82/03/31 

90-244 1 

B 204 1202 18 

02/02/2? 

50-344 

F 

8204120483 

8204120481 

82/03/31 

90-244 1 

6204120216 

62/03/29 

50-344 

F 

6204120490 

8204120429 

82/04/02 

90-299 1 

0204120227 

82/04/00 

50-430 

K 

6204130X5 

8204130004 

82/03/2? 

90-321 f 

6204120226 

62/04/05 

50-331 

6 

6204130X9 

8204130007 

02/03/29 

90-339 F 

6204120229 

62/03/31 

50-462 

a 

8204130011 

8204130007 

82/03/2? 

90-339 F 

8204120232 

82/04/02 

50-318 

8 

8204130013 

8204130010 

02/03/11 

90-24 1 1 

8204120234 

82/03/30 

50-249 

6 

8204130015 

8204130010 

62/03/11 

90-241 1 

8204120237 

62/03/31 

50-298 

0 

0204130014 

8204130014 

62/04/02 

90-29 1 

8 204 J 2023? 

82/04/02 

50-315 

8 

6204130016 

8204130010 

02/03/11 

90-241 F 

0204 12023? 

82/04/02 

50-315 

6 

8204130X1 

0204130019 

02/03/31 

90-319 1 

B2041202I& 

62/04/04 

50-220 

R 

6204130X2 

8204130020 

62/03/00 

90-241 F 

8204120237 

62/03/31 

50-290 

0 

6204130X3 

0204130019 

82/03/31 

90-319 1 

8204120236 

62/03/29 

SD-284 

F 

8204130X4 

0204130020 

82/03/08 

90-241 F 

8204120230 

82/Q2/2? 

50-264 

F 

8204130X5 

8204130020 

82/03/08 

90-241 F 

6204120255 

62/04/07 

50-441 

A 

8204130X9 

8204130027 

02/03/29 

90-249 F 

6204120256 

62/03/29 

50-321 

F 

8204130X1 

8204130027 

02/03/29 

90-249 F 

6204120255 

62/04/07 

50-441 

A 

8204130044 

8204130043 

62/04/09 

50-299 F 

6204120255 

82/04/07 

50-441 

A 

6204130X0 

0204130048 

81/04/09 

90-1 99 F 

6204120242 

62/03/29 

50-142 

F 

8204130X1 

6204130044 

62/04/00 

90-209 F 

6202240267 

62/02/06 

50-293 

P 

8204130X2 

8204130048 

01/06/09 

90-199 F 

6204120242 

62/03/29 

50-142 

F 

6204130X3 

8204130049 

82/04/02 

90-3 F 

8204120243 

62/03/26 

50-267 

Q 

6204130X5 

0204130040 

01/04/09 

90-199 F 

82041202SS 

02/04/07 

50-441 

A 

8204130X4 

0204130049 

82/04/02 

90-3 f 

6204120249 

82/03/29 

50-244 

F 

8204130043 

620413009? 

62/04/01 

50-321 F 

0204120267 

62/04/01 

50-331 

8 

8204130044 

0204130044 

62/04/01 

90-389 F 

6204120249 

02/03/29 

50-244 

F 

8204 130048 

6204130044 

62/04/01 

90-209 F 

6204120273 

62/04/05 

50-304 

6 

8204130071 

8204130070 

82/04/01 

90-313 F 

8204120263 

62/03/24 

50-247 

S 

8204 130073 

8204130070 

82/04/01 

90-313 F 

6204120265 

02/04/07 

50-305 

I 

6204130076 

6204130074 

62/03/09 

CONTRACT 

6204120264 

82/04/05 

50-508 

8 

8204130078 

0204130079 

02/04/01 

90-294 F 

6204120205 

82/04/07 

50-305 

1 

8204130X0 

8204130079 

02/04/01 

90-294 F 

8204120285 

62/04/07 

50-305 

I 

8204130X5 

0204130002 

82/03/09 

CONTRACT 

8204120269 

62/03/06 

50-247 

fl 

8204130X7 

6204130003 

82/04/09 

90-339 F 

8204120295 

62/04/01 

50-309 

8 

8204130X6 

0204130084 

62/04/02 

90-321 F 

8204120294 

62/03/31 

50-269 

S 

8204130X0 

8204130004 

62/04/02 

90-321 F 

8204120297 

02/03/31 

50-245 

S 

8204130X3 

0204130092 

02/04/02 

90-339 F 

8204120302 

62/03/30 

50-333 

8 

8204130X5 

8204130092 

62/04/02 

90-339 F 

6204120306 

62/04/02 

50-331 

a 

8204130100 

6204130094 

62/04/07 

90-289 C 

6204120312 

62/03/31 

50-344 

6 

8204130101 

6204130099 

02/04/00 

90-199 C 

6204120324 

82/04/05 

50-250 

P 

8204130110 

8204130107 

02/04/08 

90-29 P 

6204120326 

02/04/01 

50-254 

R 

8204130112 

8204 130 107 

02/04/08 

90-29 F 

6204120331 

62/04/04 

50-209 

I 

8204130115 

8204130107 

02/04/00 

90-29 F 

8204120326 

62/04/01 

50-254 

R 

8204130128 

8204130127 

82/04/07 

90-333 f 

6204120336 

62/03/24 

50-546 

0 

8204130137 

8204130139 

02/04/09 

90-449 < 

6204120324 

02/04/01 

50-254 

R 

6204130139 

8204130134 

82/04/02 

90-249 f 

6204120335 

02/04/06 

50-244 

P 

B204 130143 

8204130134 

82/04/02 

90-249 F 

6204120339 

02/04/01 

50-295 

R 

6204130149 

8204130142 

82/04/09 

90-928 < 

6204120343 

82/03/31 

50-329 

R 

8204130152 

8204130144 

82/03/10 

90-430 C 

6204120351 

82/04/07 

50-294 

0 

8204130154 

8204130190 

02/03/31 

90-289 F 

6204120349 

02/04/04 

50-302 

Q 

8204130143 

8204130190 

82/03/31 

90-289 F 

8204120339 

62/04/01 

50-295 

R 

8204130144 

8204130140 

82/04/08 

90-344 J 

6204120357 

02/04/01 

50-155 

8 

6204130172 

8204130147 

02/03/31 

90-348 f 

620412033? 

62/04/01 

50-295 

R 

6204130174 

8204130149 

82/04/04 

QA999 

6204120340 

62/04/02 

50-295 

S 

8204130179 

8204130147 

82/03/31 

90-348 F 

6204120367 

82/03/22 

50-344 

S 

0204130101 

0204130174 

82/03/24 

90-482 t 

6204120363 

82/03/24 

50-498 

Q 

8204130193 

0204130109 

02/04/09 

90-922 < 

62041S0349 

62/04/04 

50-192 

R 

8204130207 

0204130201 

02/04/09 

90-444 < 



50-155 

6 

8204130209 

8204130208 

82/04/09 

90-440 « 



50-155 

8 

8204130210 

0204130201 

82/04/09 

90-444 C 



50-445 

Q 

6204130223 

0204130214 

02/04/09 

90-443 C 



50-243 

0 

0204130230 

8204130228 

82/03/17 

90-247 C 



50-395 

R 

0204130231 

0204130227 

02/03/29 

90-341 C 



70-27 


8204130233 

0204130226 

82/03/17 

90-247 C 



50-498 

Q 

8204130234 

0204130232 

82/04/09 

90-490 1 



50-290 

R 

8204130244 

0204130232 

82/04/09 

90-498 1 



50-247 

S 

8204130240 

0204130297 

82/03/24 

90-204 C 



50-295 

9 

0204130275 

6204130273 

82/04/08 

0A999 



50-219 

S 

0204130292 

0204130290 

82/04/12 

80-318 F 



50-334 

P 

0204130299 

0204130297 

82/03/31 

TOPREP 



50-254 

8 

0204130319 

8204130311 

82/04/07 

90-293 F 



50-282 

0 

, 8204130328 

8204130321 

82/03/29 

90-900 C 



50-334 

P 

82O41303S0 

0204210193 

82/04/14 

90-193 F 



50-155 

0 

0204130X9 

0204130333 

82/04/02 

REOOD 



50-334 

p 

8204130334 

0204130332 

82/03/24 

90-440 « 



50-334 

p 

0204130342 

8204130339 

82/03/31 

REOOD 



50-352 

A 

8204130344 

8204130340 

82/03/ 18 

90-332 C 



50-220 

8 

8204130344 

8204130330 

82/03/31 

90-313 F 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 


ENCLOSURE 

BS04 130349 
8204130349 
8204130391 
8204130392 
8204130393 

0204130399 

8204130361 

8204130362 

8204130363 

8204130369 

8204130370 

8204130371 

8204130376 

8204130377 

8204130378 

8204130390 

8204130381 

8204130383 

8204130384 

8204130389 

8204130390 

8204130392 

8204130393 

8204130394 

8204130399 

8204130399 

8204130400 

8204130401 

8204130409 

8204130407 

8204130410 

8204130413 

8204130419 

8204130419 

8204130476 

8204130486 

8204130932 

8204140026 

8204140027 

8204140028 

8204140033 

8204140042 

8204140049 

8204140048 

8204140050 

8204140097 

8204140064 

8204140073 

8204140081 

8204140096 

8204140102 

8204140110 

8204140116 

8204140118 

8204140121 

8204140129 

8204140129 

8204140134 

8204140136 

8204140138 

8204140142 

8204140149 

8204140148 

8204140190 

8204140191 

8204140192 

8204140193 

8204140196 

8204140197 

8204140160 

8204140162 

8204140166 

8204140168 

8204140171 

8204140177 

8204140180 

8204140182 

8204140189 

8204140188 

8204140189 


NUMBER 


PRINCIPAL 

DOCUMENT 

8204130343 

8204130347 

8204130338 

8204130343 

8204130340 

8204130347 

8204130398 

8204130397 

8204130398 

8204130360 

0204130369 

8204130367 

8204130368 

8204130372 

8204130379 

B204130373 

8204130360 

8204130368 

8204130379 

8204130392 

8204130386 

8204130387 

8204130389 

8204130390 

8204130391 

8204130396 

8204130397 

8204130398 

8204130402 

8204130406 

8204130397 

8204130397 

8204130397 

8204130397 

8204130479 

8204130480 

8204130926 

8204140016 

8204140024 

8204140023 

8204140029 

8204140036 

8204140043 

8204140043 

8204140046 

8204140094 

8204140061 

8204140069 

0204140071 

8204140092 

8204140093 

8204140093 

8204140093 

8204140113 

8204140093 

8204140119 

8204140093 

8204140131 

8204140093 

8204140132 

8204140132 

8204140132 

8204140132 

8204140132 

8204140146 

8204140147 

8204140132 

8204140147 

8204140194 

8204140147 

0204140147 

8204140164 

8204140163 

8204140167 

0204140174 

0204140172 

8204140176 

8204140172 

8204140172 

8204140176 


DATE 

ISSUED 

82/03/22 

82/03/22 

82/03/31 

82/03/22 

82/03/18 

02/03/22 

82/03/29 

82/01/29 

82/03/29 

82/04/08 

81/11/13 

81/09/08 

82/03/30 

82/01/08 

81/06/09 

81/10/13 

82/04/00 

82/03/30 

Bl/tl/10 

81/11/13 

81/10/06 

81/10/13 

81/09/10 

81/03/10 

81/07/07 

01/04/09 

81/09/16 

82/08/10 

81/07/09 

02/01/13 

82/01/29 

82/01/29 

82/01/29 

82/01/29 

02/04/09 

82/03/31 

82/03/09 

81/12/31 

82/01/27 

82/03/29 

82/04/08 

82/03/31 

82/02/04 

82/02/04 

82/03/26 

82/03/29 

02/04/06 

82/04/02 

81/12/29 

82/03/18 

82/01/22 

82/01/22 

82/01/22 

82/04/08 

82/01/22 

82/02/22 

82/01/22 

82/03/18 

82/01/22 

82/01/22 

82/01/22 

82/01/22 

82/01/22 

82/01/22 

82/04/09 

82/04/07 

82/01/22 

82/04/07 

02/04/09 

82/04/07 

82/04/07 

82/04/09 

82/04/07 

82/04/06 

82/03/19 

82/04/09 

82/02/09 

82/04/09 

82/04/09 

82/02/09 


SUBJECT 

CATEOORV 

90-313 Q 
90-289 Q 
90-313 F 

50-313 a 

90-382 0 

90-289 Q 
90-320 F 
FOIA 

90-320 F 
QA999 

90-249 R 
90-409 R 
90-266 F 
90-336 R 
50-409 R 

90-336 R 
0A999 
50-266 F 
50-309 R 
90-336 R 

90-309 R 
90-249 R 
90-309 R 
90-409 R 
90-409 R 

90-409 R 
90-336 R 
90-409 R 
90-336 R 
90-249 fi 

FOIA 

FOIA 

FOIA 

FOIA 

90-321 P 

50-295 P 
CONTRACT 
90-358 a 
90-279 P 
90-312 a 

50-299 X 

CONTRACT 

FOIA 

POIA 

CONTRACT 

CONTRACT 
90-341 A 
CONTRACT 
50-03 a 
90-413 a 

FOIA 

FOIA 

FOIA 

50-373 A 
FOIA 

50-352 A 
90-102 8 

90-416 a 
90-20 8 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

27-48 

90-269 a 
FOIA 

90-269 0 

50-528 0 

90-269 0 

90-269 0 

90-461 C 
90-937 A 
90-466 0 

90-413 0 

50-438 a 
FOIA 

90-438 0 

90-438 a 
FOIA 


ACCESSION NUMOER 


ENCLOSURE 


8204140190 

8204140193 

8204140196 

8204140197 

8204140199 

8204 140201 
82041403)3 
8204140204 
8204140207 
8204140209 

8204140210 

8204140212 

8204140213 

8204140219 

8204140216 

8204140217 

8204140218 

8204140220 

8204140224 

8204140225 

8204140230 

8204140231 

8204140232 

8204140234 

8204140239 

8204140237 

8204140240 

8204140241 

8204140243 

8204140249 

8204140246 

0204140247 

8204140248 

8204140291 

8204140294 

8204140299 
8204140296 
8204 1 40297 
8204140 298 
8204140299 

8204140263 

8204140266 

8204140267 

8204140268 

8204140269 

8204140272 
8204140273 
8204140274 
8204 L 40277 
6204140280 

8204140282 

8204140383 

8204140284 

8204140287 

8204140289 

8204140292 

8204140299 

8204140296 

8204140297 

8204140298 

820 4140302 
0204140X3 
8204140X9 
8204140X9 
8204140311 

8204140327 

8204140X0 

8204140X2 

8204140X4 

8204140X6 

8204140X8 
8204140340 
8204 1 40342 
8204140349 
8204140347 

8204140X1 

8204140X3 

8204140X7 

8204140X9 

8204140X9 


PRINCIPAL 

DOCUMENT 


8204140172 

8204140176 

8204140176 

8204140194 

8204140181 

8204140176 
8204140198 
8204140181 
8204140198 
8 204140176 

8204140199 
8 204140208 
8204140176 
8204140198 
8204140211 

8204140208 

8204140214 

8204140176 

8204140221 

8204140176 

8204140223 

8204140176 

8204140228 

8204140227 

8204140176 

8204140233 

8204140226 

8204140236 

8204140176 

8204140242 

8204140176 

8204140239 

8204140244 

8204140176 

8204140290 

8204140176 
8204140239 
B204140S52 
B20414DS93 
8 204140176 

8204140176 

0204140239 

8204140262 

8204140176 

8204140261 

8204140176 

8204140262 

8204140271 

8204140176 

8204140176 

6204140278 

8204140271 

8204140279 

8204140176 

8204140176 

8204140176 
B204 140176 
8204 140291 
8204140286 
B 204 I 40294 

8204140299 

8204140300 

8204140301 

8204140306 

8204140301 

8204140323 

8204140323 

8204140328 

8204140323 

8204140333 

8204 140323 
8204140333 
8204140329 
8204140339 
8204140329 

8204140329 

8204140329 

8204140337 

8204140329 

8204140363 


DATE 

ISSUED 


82/04/09 

82/02/09 

82/02/0? 

82/03/30 

82/03/22 

82/02/09 

82/03/30 

82/03/22 

82/03/30 

82/02/09 

82/03/30 

82/03/29 

82/02/09 

82/03/30 

82/04/09 

82/03/29 

82/03/22 

82/02/09 

82/04/08 

82/02/09 

82/04/08 

82/02/09 

82/04/01 

82/04/08 

02/02/09 

82/04/02 

82/04/09 

82/03/29 

82/02/09 

82/03/24 

82/02/09 

82/04/09 

82/03/30 

82/02/09 

82/04/01 

82/02/09 

82/04/09 

82/03/24 

82/04/02 

82/02/09 

82/02/09 

82/04/09 

82/03/30 

82/02/09 

82/03/17 

82/02/09 

62/03/30 

82/03/29 

82/02/09 

82/02/09 

82/03/16 

82/03/29 

82/04/07 

82/02/09 

82/02/09 

82/02/09 

82/02/09 

82/03/18 

82/04/08 

82/04/08 

62/04/02 

62/04/08 

82/03/30 

82/04/02 

82/03/30 

82/04/01 

82/04/01 

82/03/26 

82/04/01 

82/03/2? 

62/04/01 

82/03/29 

82/03/29 

82/03/22 

82/03/29 

62/03/2? 

82/03/2? 

82/03/19 

82/03/29 

82/03/31 


SUBJECT 

CATEOORV 


90-438 a 

FOIA 

FOIA 

90-350 0 

90-399 a 

FOIA 

50-339 a 
90-399 0 

90-339 Q 
FOIA 

50-339 0 

30-279 a 
POIA 

90-339 0 

90-413 0 

90-279 0 

90-395 a 
FOIA 

90-302 P 
FOIA 

TOPREP 

FOIA 

90-508 a 

70-820 

FOIA 

go-309 S 
90-322 0 

90-928 a 
FOIA 

90-348 0 

FOIA 

90-290 0 

50-362 0 

FOIA 

50-206 a 
FOIA 

50-290 a 
50-269 Q 
90-293 ft 
FOIA 

FOIA 

90-290 a 

90-361 S 
FOIA 

90-416 0 

FOIA 

50-361 S 
90-282 0 

FOIA 
FOIA 

50-390 a 
90-282 a 
50-320 Q 
FOIA 
FOIA 

FOIA 

FOIA 

90-416 a 
70-1366 
30-261 R 

90-309 S 
70-936 
90-494 a 
90-344 8 

90-494 0 

70-143 
70-143 
90-245 R 
70-143 

90-312 a 

70-143 
90-312 a 
90-389 0 

90-438 0 

90-389 0 

90-389 0 

90-389 0 

90-918 0 

50-389 0 

90-213 R 



598 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8204 1 40363 

8204140364 

82/03/17 

50-250 

a 

8204 140369 

8204140366 

82/04/07 

50-315 

p 

8204140374 

8204140371 

82/03/15 

50-250 

Q 

8204140378 

8204140373 

82/03/31 

50-209 

R 

8204140377 

8204 140376 

82/03/24 

50-250 

0 

8204140378 

8204140373 

82/03/31 

50-289 

R 

8204140301 

8204140373 

82/03/31 

50-209 

R 

8204140303 

8SD4140382 

02/03/19 

50-302 

0 

8204140386 

8204140304 

82/03/24 

50-369 

0 

8204140309 

8204140306 

82/03/18 

50-395 

Q 

8204140395 

8204140370 

02/03/18 

50-250 

a 

8204140403 

8204140400 

82/04/08 

50-329 

0 

8204140404 

8204140396 

01/12/29 

50-10 

p 

8204140405 

6204140402 

02/04/05 

50-220 

s 

0204140407 

8204140399 

82/03/18 

50-390 

Q 

8204140416 

0204140411 

02/03/26 

50-259 

0 

8204140417 

8204140412 

82/03/26 

50-213 

R 

8204140410 

8204140414 

02/03/29 

50-206 

Q 

8204140419 

8204140414 

02/03/29 

50-286 

a 

B2041 40420 

6204140411 

02/03/26 

50-259 

a 

8 2 04 1 40423 

8204140406 

62/03/26 

50-133 

Q 

8204140424 

020414041 1 

92/03/26 

50-259 

Q 

8 2 04140426 

8204140421 

02/03/31 

50-275 

0 

8204140427 

8204140422 

82/04/01 

50-443 

F 

8204140429 

0204140411 

82/03/26 

50-259 

Q 

8204140431 

6204140420 

82/03/24 

50-335 

Q 

8204 1 40433 

6204140396 

81/12/29 

50-123 

P 

8204140407 

0204140422 

82/04/01 

50-443 

F 

8204140440 

6204140432 

82/03/18 

50-250 

a 

8204140441 

6204140436 

82/03/17 

50-430 

Q 

8204140444 

6204140436 

82/03/17 

50-436 

Q 

8204140445 

0204140439 

02/04/12 

50-322 

T 

82041 404S0 

8204140436 

82/03/17 

50-438 

0 

82 04140431 

6204140447 

82/04/05 

50-358 

M 

8204140453 

6204140436 

02/03/17 

50-430 

0 

8204140456 

0204140436 

82/03/17 

50-430 

a 

8204140457 

6204140439 

82/04/12 

50-322 

T 

8204 1 40459 

B2D4J4044B 

81/12/31 

FOIA 


B204 140463 

8204140439 

82/04/12 

50-322 

T 

8 204140465 

0204140462 

82/03/31 

50-220 

R 

8204 140467 

6204140446 

81/12/31 

FOIA 


8204140468 

6204140461 

81/11/13 

50-201 

J 

8 2 04140470 

8204140439 

82/04/12 

50-322 

T 

0204140471 

0204140446 

81/12/31 

40-01 18 


62 04 1 40472 

8204140464 

82/03/18 

50-259 

0 

8204140473 

6204140466 

82/03/30 

50-413 

0 

62 04140474 

6204140439 

82/04/12 

50-322 

T 

02 04140475 

8204140461 

81/11/13 

50-269 

J 

0204140476 

6204140466 

82/03/30 

50-413 

a 

6204140470 

6204140464 

82/03/18 

50-259 

a 

0204140479 

8204140466 

02/03/30 

50-413 

Q 

0204140481 

6204140443 

81/12/31 

FOIA 


620 4140484 

8204140466 

82/03/30 

50-413 

0 

8204140485 

0204140439 

82/04/12 

50-322 

T 

6204140486 

6204140448 

81/12/31 

FOIA 


0204140480 

6204140464 

62/03/18 

50-259 

Q 

6204140490 

8204140448 

81/12/31 

FOIA 


0204140492 

6204140439 

82/04/12 

50-322 

T 


'6 

01/12/31 

FOIA 




"''/oA/oa 

50-266 

Q 




FOIA 

50-255 

FOIA 

P 




50-322 

T 




50-259 

Q 




FOIA 

FOIA 

50-373 

T 




50-915 

F 




50-315 

F 




CONTRACT 

50-296 

P 




50-296 

P 




50-296 

P 




50-305 

0 




contract 

CONTRACT 

CONTRACT 

CONTRACT 

40-2061 



ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

I80UED 

SUBJECT 

CATECOHY 


8204150054 
8204150060 
B204 150062 
8204150068 
8204150074 

8204150038 
8204150038 
8204150056 
8204150038 
8204 1 50038 

81/12/21 

81/12/21 

82/04/13 

81/12/21 

81/12/21 

40-2061 

40-2061 

50-361 0 

AO-2061 

40-2061 


02041 50079 
82041 50004 
8204150087 
8204150091 
8204150092 

8204150038 

8204150076 

8204150038 

8204150076 

8204150038 

81/12/21 

82/03/25 

81/12/21 

82/03/25 

81/12/21 

40-2061 

50-209 I* 
40-2061 

50-20? P 
40-2061 


8204150094 
8204150095 
02041 50096 
8204150101 
82041 SOIOS 

8204150090 
82041 50076 
8204150038 
8204150098 
8204150038 

82/03/09 

82/03/25 

81/12/21 

02/03/10 

81/12/21 

50-367 A 
50-aev p 
40-2061 

50-286 « 
40-2061 


8204150107 

0204150116 

8204150119 

8204150120 

8204150122 

8204150038 
8204150038 
8204150038 
8204150106 
8204 1 50038 

81/12/21 

81/12/21 

81/12/21 

82/04/06 

81/12/21 

40-2061 

40-2061 

40-2061 

50-315 P 
40-2061 


6204150125 

8204150129 

8204150130 

8204150133 

8204150140 

8204150038 

8204150106 

8204150038 

8204150038 

8204150038 

61/12/21 

62/04/06 

61/12/21 

01/12/21 

61/12/31 

40-2061 

50-315 F 
40-2061 

40-2061 

40-2061 


6204150142 
B2041 50145 
8204150147 
8204150154 
8204150155 

8204150038 

8204150136 

8204150038 

8204150038 

8204150148 

61/12/21 

82/04/06 

81/12/21 

81/12/21 

62/03/25 

40-2061 

50-282 P 
40-2061 

40-2061 

50-302 P 


8204150162 

8204150164 

8204150172 

0204150175 

8204150180 

6204150140 

8204150038 

6204150038 

8204150109 

8204150109 

82/03/25 

61/12/21 

61/12/21 

81/11/09 

81/11/09 

50-302 P 
40-2061 

40-2061 

FOIA 

50-276 U 


8204150181 
8204 150183 
8204150185 
6204150167 
8204150190 

8204150038 
8204150038 
8204150136 
8204150109 
8204 150109 

81/12/21 

61/12/21 

62/04/06 

61/11/09 

81/11/09 

40-2061 

40-2061 

50-282 P 
50-247 B 
50-247 a 


8204150193 

0204150197 

8204150200 

8204150201 

8204150202 

8204150038 
8204150109 
8204 1 50038 
8204150109 
8204150038 

81/12/21 

81/11/09 

81/12/21 

61/11/09 

61/12/21 

40-2061 

50-219 8 

40-2061 

50-327 B 
40-2061 


8204150209 

8204150213 

8204150214 

B204150215 

8204150218 

8204150038 

8204150205 

8204150036 

8204150109 

8204150038 

61/12/21 

62/04/06 

61/12/21 

81/11/09 

81/12/21 

40-2061 

50-10 P 

40-2061 

50-286 B 
40-2061 


82041 50221 
8204150222 
8204 1 50226 
8204150229 
8204150230 

8204150205 

8204150038 

8204150038 

8204150109 

8204150039 

02/04/06 

81/12/21 

61/12/21 

81/11/09 

81/12/21 

50-10 f 

40-2061 

40-2061 

50-361 B 

40-2061 

- 

8204150231 
8204150232 
8204150233 
8204150234 
8204 1 50235 

8204150228 

8204150038 

8204150109 

8204150109 

8204150225 

82/03/09 

61/12/21 

81/11/09 

81/11/09 

62/03/23 

50-305 R 
40-2061 

50-346 B 

50-206 B 

50-341 D 


8204150241 

8204150245 

8204150246 

8204150249 

8204150251 

8204150109 

820415010? 

0204150244 

8204150109 

8204150243 

81/11/09 
81/11/09 
82/03/15 
81/ 11/09 
82/03/31 

50-296 6 

50-313 6 

50-293 R 

50-255 0 

50-364 P 


82041502S2 
8204150253 
8204 1 50254 
B2041 50256 
8204 1 50257 

8204150248 

8204150109 

8204150243 

8204150250 

8204150255 

8^/03/ IS 
01/11/09 
02^/03/31 
01/08/10 
82/03/17 

50-247 R 

50-366 fl 

50-364 P 

50-409 R 

60-219 R 

! 

8204150258 
8204 1 50262 
8204150263 
8204150265 
8204150271 

8204150243 

8204150260 

8204150259 

8204150359 

8204150109 

02/03/31 

02/03/15 

02/03/11 

82/03/11 

01/11/09 

50-364 P 

50-206 R 

50-245 R 

50-245 R 

50-237 0 

•1 

8204 1 50272 
8204150276 
8204150277 
8204150278 
8204150280 

6204150268 

8204150275 

0204150109 

8204150274 

8204150268 

e;;/02/i6 

00/03/05 

01/11/09 

01^/04/12 

00/02/16 

FOIA 

50-334 R 

50-385 0 

50-344 P 

FOIA 

(! 

1 


I 

i' 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION RUMDER 


ACCESSION NONBEft 


PRINCIPAL 
ENCLOSUflE DOCUMENT 


620AI50aai 8204190270 
8204190282 8204190279 

8204150283 8204190274 

8204190289 8204190268 

8204 1 902? 1 82041 90206 

8204190272 8204190268 

0204150237 8204190233 

8204190238 8204190234 

8204150300 8204190260 

8204190302 8 204190299 

8204190303 8204190109 

8204190306 8204 1 90268 

8204190308 8 2 04190304 
8204190309 8204190307 

8204190310 8204190301 

8204150312 8204150309 

8204190313 8204190268 

8204150319 B204150311 

8204190318 8 204190268 

8204190321 8204190316 

8204190323 8204190317 

8204190369 8204190268 

8204190326 8204190319 

8204190331 8204190324 

8204190332 8 204190260 

8204190333 8204190329 

8204190336 8204190268 

8204190338 8204190334 

8204190340 8204190339 

8204190341 8204190268 

8204190344 8204190327 

8204 1 90349 8 2041 90339 
8204190346 8204190342 

8204190348 8204190268 

8204190390 8 204190268 

8804190391 8204190349 

8204190399 8204190392 

82041 90396 8204 1 90260 

82041 90399 8204 1 90394 

8204190360 8204190268 

8204190362 8204190268 

8204 190364 8204190268 
8204190367 8 204 190268 

8204190368 8204190363 

8204190370 8204190268 

0204190371 8204190366 

0204190372 8204190369 

0204190374 8204190363 

0204190379 8204190268 

82041 90376 8 204190373 

8204190379 8204190378 

8204190300 8204190363 

8204190301 8204190377 

8204190303 8804190366 

8204 1 90384 82041 90268 

8204190309 8804190382 

8204190307 8204190260 

8204 1 90308 8204 1 90363 

82041 90331 8204190868 

8204190332 8204190386 

8204130334 8804190383 

8204 1 90338 8 204 1 90268 

8204 1 90333 8204 1 30268 

8204130400 8204130336 

82041 90404 82041 30401 

8204190403 8204190268 

8804130408 8204130260 

8204 1 30403 8204 1 90403 

8204130413 8 204190410 

8204130417 8804190419 

8204190418 88041 9Q268 

8204150420 8204190268 

8204 190421 8204 1 9Q4 1 3 

8204190432 82041 30268 

8204190484 8204180423 

8204130427 8204190268 

8204 1 90428 8204 1 90^124 

8204 1 90430 8204.1 90423 ' 

8204190432 8 204190431 

8204190434 82041304^, 


date subject 

ISSUED CATEGORY 


82/04/09 

90-333 

a 

82/03/13 

90-309 

R 

82/04/13 

90-344 

p 

82/02/16 

FOIA 


82/03/03 

90-279 

R 

82/02/16 

FOIA 


82/03/09 

90-316 

R 

02/03/03 

00-333 

R 

82/02/16 

FOIA 


82/03/02 

90-133 

R 

81/11/09 

90-286 

0 

82/02/16 

FOIA 


81/08/14 

90-317 

R 

02/03/19 

90-313 

R 

82/04/08 

90-371 

P 

82/03/09 

90-315 

R 

82/02/16 

FOIA 


81/04/19 

90-563 

R 

82/02/16 

FOIA 


81/03/13 

90-269 

R 

82/03/19 

50-360 

R 

82/02/16 

FOIA 


02/03/10 

90-259 

R 

01/09/15 

90-369 

R 

82/02/16 

FOIA 


82/08/09 

50-244 

R 

82/02/16 

FOIA 


81/06/19 

50-269 

R 

82/03/31 

CONTRACT 

82/03/16 

FOIA 


01/06/03 

90-320 

R 

82/03/12 

90-29 

R 

82/03/04 

90-298 

a 

82/03/16 

FOIA 


02/02/16 

FOIA 


82/03/09 

50-344 

R 

81/12/10 

90-317 

a 

82/02/16 

FOIA 


82/03/24 

30-24? 

p 

82/02/16 

FOIA 


82/02/16 

FOIA 


82/02/16 

FOIA 


82/02/16 

FOIA 


83/04/08 

90-394 

1 

83/02/16 

FOIA 


83/04/01 

70-920 


81/07/19 

90-317 

a 

82/04/08 

90-394 

1 

82/02/16 

FOIA 


81/12/00 

90-220 

R 

81/08/17 

90-220 

R 

82/04/08 

90-394 

1 

82/04/07 

70-27 


82/04/01 

70-920 


82/02/16 

FOIA 


81/07/10 

90-220 

R 

82/02/16 

FOIA 


82/04/08 

90-394 

I 

82/02/16 

FOIA 


82/04/06 

90-244 

8 

81/06/12 

90-317 

R 

83/02/16 

FOIA 


82/03/16 

FDJA , , 


B2/O4('09 , 

, 90'-293 

8 

81/09/14 

,90-317 , 

a 

82/02/16 

FOIA 


82/02/16 

FQIA 


82/03/36 

90-263 

p 

81/04/14, 

90-317 

R 

01/03/11 

50-317 

R 

82/02/10 

,FOM 


82/02/16 

FOIA 


81/10/07 

90-298 

R 

82/02/16 , 

, foiA 


81/U/1>? 

'90-298 

R 

82/02/, 16 

FOIA 


81/03/03 

50-298 

R 

Bl/07/®7 

,89-298 

R 

81/06/02 

90r23S 

R 

81/05/09 

90-:a98 

a 


PRINCIPAL 
ENCLOSURE DOCUMENT 

0204180437 0204190433 
02041 90438 gg04 j 90436 
8204130442 8204190440 
0204150444 0204130440 
8204190490 0204150447 

62041 90465 0204150268 
02041 90467 {1204190248 
62041 90466 0204190466 
8204 1 90468 Q 204 1 90268 
0204190470 0204190268 

8204190471 0204190499 
62041 30473 0204190260 
8204190474 0204130266 
0204 1 50476 0204190472 
0204150477 0204130260 

0204 1 90478 0204 1 30260 
02041 90400 02041 30472 
6204 1 90401 0204 1 90266 
0204150402 0204190472 
02041 90463 0 204 1 90266 

0204 1 30407 0204 i 30268 
8204130490 0204190366 
0204130491 8204190409 
02041 30492 0204150260 
0204150493 0204190406 


DATE SUBJECT 

I0SUED CaTEOORY 

02/04/07 70-1131 

82/04/01 50-305 0 

02/04/00 30-416 F 

82/04/00 90-416 F 

02/04/06 50-200 F 

02/02/16 FOIA 
82/02/16 FOtA 
02/02/10 50-213 R 

82/02/16 FOIA 
02/02/16 FOIa 

02/04/12 90-330 P 

82/02/16 FDIA 
02/02/16 FOIA 
62/03/15 50-290 R 

02/02/16 FOJA 

82/02/16 FOIA 

02/03/15 90-250 R 

62/02/16 FOIA 

02/03/19 90-250 R 

02/O2/J6 70-1470 

02/02/16 FOIA 

02/02/16 FOIA 

02/03/13 90-361 R 

02/02/16 FOIA 

02/03/29 PR 


0204 1 50494 8204 1 50400 
0204190499 0204150409 
0204 1 50436 0204 1 90260 
6204190497 0204190268 
0204 1 9090 1 62041 50409 

02041 90302 6204150260 
0204150903 0204130499 
0204130909 0204190260 
0204190900 8204150268 
0204 1 30509 0204 1 50268 

0204190510 6204190906 
0204150911 0204150907 
0204190312 0204190268 
0204150913 8204150260 
0204150919 6204190906 

0204150916 0204150268 
0204190517 0204150914 
0204190920 0204190260 
02041 50922 8204150910 
02O4I9OS23 B2041 90268 

0204190924 0204190268 
0204190369 0204190910 
0204 1 90966 02041 50260 
0204190967 0204190910 
0204190523 0204190260 

0204 1 90500 0204150928 
0204150932 0204190268 
02041 90934 8204150260 
0204190939 0204150268 
02041 90936 a 204 1 90268 

8204 1 90507 8204 I 90260 
02041 90330 8204190368 
82041 90939 8204190268 
0204190340 8204190268 
02041 90942 8204150260 

8204190943 0204150260 
8204190544 8204150941 
02041 90949 0 204 1 50260 
0204150946 0204190260 
02041 90547 0204150260 

0204150948 0204150260 
0204150343 820415026B 
8204 1 30950 8204130268 
0204130931 8204190268 
0204 1 90992 0 2041 90268 

0204190993 0204190260 
8204 1 909S9 8 204 1 50268 
82041 50957 8204150260 
0204150963 0204190268 
8204150969 8204190368 

8204 1 50966 0 204150368 
8304 1 50963 0304130360 
8204190970 8304190268 
82041 HS79 0204150260 
0204150377 0204150268 


82703/09 

50-271 

R 

02/04/07 

50-454 

0 

82/02/16 

FOIA 


82/02/16 

FOIA 


82/04/0? 

50-494 

0 

82/02/16 

FOIA 


01/03/10 

90-220 

R 

83/02/16 

FOIA 


02/03/16 

FOIA 


03/02/16 

70-1470 


02/03/15 

50-280 

R 

02/03/07 

90-327 

R 

03/02/16 

FOIA 


02/02/16 

FOU 


82/03/15 

90-200 

R 

83/02/16 

FOIA 


82/03/13 

90-338 

R 

82/02/16 

FOIA 


82/03/13 

90-250 

B 

83/02/16 

FOIA 


82/02/16 

FOIA 


82/03/13 

90-250 

R 

02/02/16 

FOIA 


82/03/13 

50-250 

R 

82/02/16 

FOIA 


82/03/08 

50-220 

R 

82/02/16 

FOIA 


82/02/16 

FOIA 


02/02/16 

FOIA 


82/02/16 

FOIA 


82/02/16 

FOIA 


82/02/16 

FOIA 


82/02/16 

FDIA 


03/02/16 

FOIA 


83/02/16 

FOIA 


82/02/16 

FOIA 


82/03/15 

50-317 

It 

82/02/16 

FOIA 


82/02/16 

FOIA 


82/02/16 

FOIA 


83/04/16 

FOIA 


M/02/i6 

FflIA 


82/02/16 

FQIA 


83/02/16 

FOIA 


02/02/16 

FOIA 


83/02/16 

FOlA 


83/02/16 

FOIA 


82/03/16 

FQIA 


82/02/16 

FOIA 


82/03/16 

FOIA 


02/02/16 

FOIA 


02/02/16 

FDU 


02/02/16 

FOIA 


03/02/16 

FOIA 


02/02/16 

FOM 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

6204180579 

8204180266 

82/02/16 

FOIA 


6204190381 

8204180268 

82/02/16 

FOIA 


6204180582 

8204150268 

82/02/16 

FOIA 


6204 I £0004 

8204160003 

82/04/14 

80-266 

0 

6204160029 

8204160024 

82/03/09 

CONTRACT 


6204160001 

8204160028 

82/04/14 

50-158 

T 

8204160040 

8204160035 

62/03/09 

CONTRACT 


6204160044 

8204160043 

82/04/13 

50-322 

0 

6204160049 

8204160037 

82/03/18 

50-361 

P 

6204160047 

8204160043 

02/04/13 

80-322 

0 

6204160049 

8204160046 

82/03/02 

CONTRACT 


6204160080 

8204160037 

82/03/ IB 

80-361 

p 

6204160082 

8204160043 

82/04/13 

80-322 

0 

6204160093 

8204160043 

82/04/13 

80-322 

0 

8204160093 

8204160037 

82/03/18 

80-361 

p 

8204160056 

8204160043 

82/04/13 

80-322 

0 

6204160099 

8204160084 

82/03/08 

CONTRACT 


6204 1 60060 

6204160043 

82/04/13 

80-322 

0 

6204160063 

8204160043 

82/04/13 

80-322 

0 

6204160066 

8204160064 

82/04/09 

70-2936 


6204160066 

8204160043 

02/04/13 

50-322 

0 

6204160073 

8204160071 

82/03/22 

40-8502 


6204160074 

8204160071 

82/03/22 

40-8502 


6204160078 

8204160071 

02/03/22 

40-8502 


6204 1 60076 

6204160076 

82/03/12 

WASTE MOT 

6204160082 

8204160077 

02/03/09 

CONTRACT 


8204160069 

6204160081 

82/04/12 

50-266 

R 

8204 1 60066 

8204160083 

82/03/12 

WASTE MOT 

6204160067 

8204160083 

82/03/12 

WASTE MOT 

6204160069 

8204160084 

81/11/09 

50-295 

R 

6204160092 

8204160066 

81/00/09 

50-298 

R 

6204160096 

0204160090 

82/03/10 

CONTRACT 


6204160097 

6204160093 

01/04/02 

50-298 

R 

6204160096 

8204160094 

81/10/07 

50-295 

R 

6204160104 

8204160100 

61/10/09 

50-364 

H 

620416011 1 

8204160107 

81/09/14 

50-317 

R 

6204160115 

8204160112 

82/04/12 

50-282 

R 

8204160116 

8204160114 

81/10/14 

50-317 

R 

6204160120 

8204160119 

82/04/10 

50-311 

R 

6204160 130 

8204160127 

Bl/n/03 

FOIA 


6204160131 

8204160123 

02/03/10 

XPORTLIC 


6204160133 

B204160123 

82/04/08 

50-331 

B 

6204160139 

8204160127 

81/11/03 

FOIA 


6204160139 

8204160127 

81/11/03 

FOIA 


6204160141 

8204160127 

61/11/03 

FOIA 


6204160142 

8204160136 

82/03/09 

CONTRACT 


6204160143 

8204160127 

81/11/03 

FOIA 


6204160144 

8204160140 

62/04/08 

50-331 

a 

6204160149 

8204160127 

61/11/03 

FOIA 


6204160149 

8204160137 

62/03/26 

50-528 

A 

6204160190 

8204160146 

82/04/12 

80-263 

R 

8204160181 

8204160127 

81/11/03 

FOIA 


6204160162 

8204160137 

82/03/26 

80-828 

A 

6204160164 

0204160127 

81/11/03 

FQIA 


6204160168 

8204160127 

81/11/03 

FOIA 


8204160172 

8204160169 

82/04/14 

50-309 

R 

8204160177 

8204160170 

62/03/29 

50-328 

8 

6204160179 

8204160178 

62/04/10 

80-272 

R 

6204160160 

8204160137 

82/03/26 

50-528 

A 

6204160161 

8204160127 

61/11/03 

FOIA 


6204160184 

8204160127 

81/11/03 

FOIA 


6204160186 

8204160178 

62/04/02 

50-328 

B 

8204160188 

8204160127 

81/11/03 

80-413 

A 

8204160192 

8204160189 

82/03/29 

80-324 

a 

8204160194 

6204160127 

81/11/03 

FOIA 


8204160199 

6204160127 

81/11/03 

FOIA 


8204160202 

8204160196 

82/03/31 

80-328 

B 

6204160203 

8204160201 

62/03/29 

80-324 

B 

6204160206 

8204160127 

81/11/03 

FOIA 


6204160207 

8204160204 

82/03/08 

COMM I SB ION 

6204160208 

8204160127 

01/11/03 

FOIA 


6204160211 

8204160127 

61/11/03 

FOIA 


6204160218 

8204160205 

62/04/07 

50-361 

a 

6204160216 

8204160127 

61/11/03 

FOIA 


6204160219 

8204160127 

81/11/03 

FOIA 


8204160221 

8204160127 

81/11/03 

FOIA 


6204160223 

8204160127 

81/11/03 

FQIA 


6204160227 

8204160127 

81/11/03 

FOIA 


62041602S9 

8204160127 

81/11/03 

FOIA 


6204160233 

6204160224 

82/03/31 

50-31 1 

a 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

8204160234 

8204160127 

81/11/03 

FOIA 


8204160236 

8204160832 

82/04/01 

50-269 

a 

8204160237 

8204160127 

81/11/03 

FOIA 


8204160240 

0204160239 

82/04/07 

90-454 

s 

8204160241 

8204160127 

81/11/03 

FOIA 


8204160242 

8204160238 

02/03/31 

50-254 

a 

6204160245 

8204160243 

02/04/07 

50-324 

8 

8204160247 

0204160239 

82/04/07 

50-454 

E 

8204160280 

8204160240 

82/03/31 

50-295 

8 

8204160251 

8204160249 

82/04/07 

50-333 

8 

0204160257 

8204160294 

82/03/31 

50-272 

S 

8204160260 

0204160298 

02/04/02 

50-327 

8 

6204160267 

8204160261 

02/04/07 

50-247 

8 

8204160278 

0204160268 

82/03/10 

90-324 

8 

8204160280 

8204160276 

82/04/09 

90-327 

3 

82041602Q1 

8204160277 

82/04/13 

50-244 

P 

8204160282 

8204160272 

82/03/07 

50-339 

S 

8204160291 

B204I602B9 

82/04/13 

50-373 

0 

8204160293 

0204160288 

02/04/07 

50-361 

8 

6204160296 

8204160294 

82/04/09 

80-155 

F 

8204160297 

0204160289 

82/04/13 

90-373 

Q 

8204160298 

8204160290 

82/04/08 

50-299 

8 

8204160300 

8204160293 

82/03/23 

50-922 

C 

8204160301 

8204160299 

82/04/09 

50-329 

8 

8204160303 

8204160307 

82/03/30 

90-324 

8 

8204160310 

8204160309 

82/04/07 

90-266 

8 

8204160312 

820416031 1 

82/04/07 

90-320 

S 

8204160314 

8204160313 

82/04/08 

90-320 

P 

8204160316 

8204160319 

82/04/12 

90-206 

P 

8204160321 

0204160320 

82/03/29 

90-302 

8 

8204160323 

8204160322 

02/04/00 

50-333 

8 

8204160332 

8204160330 

82/04/01 

90-315 

Q 

8204160333 

8204160329 

02/04/09 

50-394 

0 

8204160334 

8204160330 

82/04/01 

50-319 

Q 

B204 160340 

8204160336 

82/04/07 

90-329 

S 

8204160349 

8204160344 

82/04/00 

90-321 

R 

8204160380 

8204160341 

82/03/29 

90-329 

a 

8204160351 

8204160344 

82/04/08 

90-321 

R 

8204160382 

8204160346 

82/04/02 

90-324 

8 

6204160356 

8204160303 

02/04/08 

90-339 

8 

8204160364 

8204160396 

82/04/12 

90-329 

T 

8204160366 

6204160361 

82/04/01 

90-293 

Q 

8204160368 

8204160369 

82/04/10 

90-275 

R 

8204160371 

8204160361 

82/04/01 

90-293 

Q 

8204160363 

0204160379 

81/00/19 

90-269 

R 

8204160386 

8204160370 

82/04/0! 

50-195 

Q 

8204160390 

B2041603B9 

82/04/09 

50-266 

a 

8204160400 

B2041603B8 

82/04/09 

50-317 

a 

8204160406 

8204160402 

81/09/17 

90-269 

R 

8204 1 6040a 

8204160399 

82/04/02 

90-340 

a 

8204160411 

8204160403 

82/03/31 

50-311 

8 

B20416041S 

8204160399 

82/04/02 

90-348 

s 

8204160420 

0204160399 

82/04/02 

90-348 

3 

8204160424 

S204160419 

02/04/01 

90-341 

a 

8204160420 

8204160399 

82/04/02 

50-348 

a 

8204 160433 

8204160419 

82/04/01 

90-341 

8 

8204160434 

8204160426 

82/04/08 

90-159 

P 

8204160435 

8204160431 

81/09/03 

90-299 

R 

0204160436 

8204160399 

82/04/02 

50-348 

8 

0204160443 

8204160426 

62/04/08 

90-199 

P 

8204 160444 

8204160432 

82/04/12 

90-259 

R 

0204160447 

8204160441 

81/08/07 

90-299 

R 

0204160448 

8204160439 

82/04/08 

90-324 

8 

8204 160449 

8204160399 

82/04/02 

90-348 

6 

0204160450 

8204160426 

82/04/08 

90-199 

P 

8204160459 

8204160457 

81/04/09 

90-299 

R 

0204160460 

8204160399 

82/04/02 

50-348 

B 

6204160461 

8204160456 

62/04/01 

90-392 

a 

8204 160466 

8204160463 

81/07/19 

90-269 

R 

8204160468 

0204160498 

62/04/08 

90-361 

8 

8204160472 

0204160492 

82/03/25 

90-325 

3 

0204160473 

8204160467 

82/04/14 

90-416 

F 

0204160478 

8204160471 

81/12/07 

90-299 

R 

0204160479 

8204160470 

62/03/30 

90-324 

6 

8204160403 

8204160480 

61/09/06 

90-299 

R 

8204160468 

8204160476 

82/04/01 

90-327 

a 

0204160491 

62041 60486 

81/06/08 

90-299 

R 

0204160490 

8204160402 

82/03/26 

90-324 

8 

8204160800 

0204160499 

62/04/19 

90-361 

P 

0204 1 60801 

8204160492 

82/03/31 

90-291 

B 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

IBSUED 

BUaUECT 

CATEODRY 

G204 160904 

8204160499 

Ba/04/19 

90-361 

P 

8204160996 

8204160497 

82/03/31 

90-250 

S 

8204160909 

8204160902 

02/04/00 

90-333 

s 

8204160910 

8204160499 

82/04/19 

30-361 

p 

8204160513 

8204160495 

82/04/19 

90-361 

p 

8204160916 

0204160410 

82/04/01 

90-327 

8 

8204160917 

8204160911 

82/04/09 

50-293 

S 

8204160923 

8204160919 

62/03/30 

50-260 

B 

8204160926 

8204160918 

82/03/31 

90-296 

B 

8204160927 

8204160920 

82/04/01 

90-334 

0 

8204160929 

9204160929 

81/07/00 

90-293 

R 

8204160942 

8204160937 

02/03/30 

30-366 

8 

8204160946 

8204160940 

82/04/08 

30-316 

a 

8204160934 

8204160948 

82/04/01 

50-369 

s 

8204160964 

8204160999 

82/04/09 

50-239 

s 

8204160969 

SS0416O963 

02/04/14 

50-416 

A 

8204160966 

8204160999 

02/03/30 

30-369 

6 

8204160971 

8204160962 

02/03/29 

30-329 

8 

8204160972 

8204160963 

02/04/14 

50-416 

A 

8204160974 

8204160993 

02/03/31 

TOPREP 


8204160577 

8204160967 

02/03/26 

90-324 

8 

8204160970 

8204160969 

92/04/06 

30-364 

B 

8204160960 

8204160979 

82/04/09 

30-279 

R 

8204160583 

8204160976 

92/04/06 

50-269 

8 

8204160984 

8204160973 

82/03/29 

30-324 

8 

8204160989 

8204160979 

82/04/01 

30-373 

0 

8204160989 

B2O4160S81 

02/04/08 

90-336 

s 

8204160591 

8204160982 

02/03/31 

50-339 

8 

8204160993 

8204160986 

02/03/31 

90-311 

8 

8204160998 

8204160994 

82/04/08 

30-336 

8 

8204160601 

8204160990 

82/04/08 

30-333 

8 

8204160603 

8204160997 

82/03/30 

30-321 

8 

8204160604 

8204160602 

02/04/07 

90-312 

R 

B204 160609 

8204160599 

62/04/01 

90-272 

S 

8204 16061 B 

8204160611 

82/04/13 

90-280 

P 

B2041606S1 

B204160608 

82/04/07 

50-494 

A 

8204160622 

8204160617 

02/04/07 

90-369 

8 

8204160630 

8204160626 

02/04/09 

90-273 

P 

8204190006 

8204190003 

82/04/05 

90-250 

P 

8204190007 

8204190003 

82/04/09 

90-290 

P 

8204190008 

6204190009 

02/03/29 

90-10 

F 

8204190009 

8204190003 

82/04/09 

90-250 

P 

8204190011 

8204190010 

79/09/06 

WASTE HOT 

8204190013 

8204190009 

82/03/29 

50-10 

F 

8204190016 

8204190012 

8S/04/05 

CONTRACT 


8204190017 

8204190019 

82/03/29 

90-313 

F 

8204190018 

8204190019 

82/03/29 

50-313 

F 

8204190020 

8204190019 

02/03/29 

50-321 

F 

8204190049 

8204190040 

02/04/13 

50-199 

0 

8204190093 

8204190049 

02/04/14 

50-409 

P 

8204190061 

8204190099 

82/04/19 

50-498 

0 

8204190077 

8204190073 

82/04/13 

90-286 

p 

8204190083 

8204190073 

02/04/13 

50-286 

p 

B20419010D 

8204190096 

02/03/11 

WASTE MOT 

8204190101 

8204190099 

82/01/08 

50-220 

fl 

8204190103 

8204190096 

82/03/11 

WASTE MOT 

8204190107 

8204190109 

B2/01/12 

90-213 

R 

8204190110 

8204190108 

82/01/14 

50-293 

R 

8204190119 

8204190112 

82/03/19 

COHMISBIDH 

6204190119 

8204190112 

02/03/19 

COMMISSION 

8204190121 

8204190112 

02/03/19 

COMMISSION 

8204190129 

BP04I90117 

82/03/04 

90-275 

0 

8204190139 

8204190136 

82/04/12 

50-382 

Q 

8204190143 

8204190136 

82/04/12 

50-382 

Q 

8204190149 

8204190136 

82/04/12 

50-382 

0 

8204190147 

8204190136 

82/04/12 

50-382 

C 

B20419014S 

8204190144 

82/03/26 

70-1100 


8204190193 

8204190190 

82/03/29 

70-29 


8204190161 

8204190198 

81/07/06 

90-311 

a 

8204190169 

8204190166 

82/04/13 

40-8610 


8204190176 

8204190166 

82/04/13 

40-8610 


8204190179 

0204190177 

82/04/13 

0A999 


8204190181 

B204I90173 

82/04/13 

90-322 

T 

8204190182 

0204190177 

82/04/19 

QA999 


8204190189 

8204190173 

82/04/13 

90-322 

T 

8204190187 

8204190173 

82/04/13 

90-322 

T 

8204190190 

8204190180 

82/04/19 

90-440 

Q 

8204190192 

8204190189 

81/08/17 

90-247 

R 

8204190193 

0204190173 

82/04/13 

90-322 

T 

8^04190196 

8204190173 

82/04/13 

90-322 

T 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8204190197 

8204190191 

82/04/12 

50-399 

A 

8204190199 

8204190194 

01/08/24 

50-219 

R 

8204190201 

8204 190 173 

82/04/13 

50-322 

J 

8204)90203 

8204190202 

81/11/18 

50-219 

R 

8204190205 

8204190173 

62/04/13 

50-322 

T 

8204190213 

8204190211 

82/04/13 

50-346 

P 

0204190213 

8204190211 

82/04/13 

S 0-346 

P 

8204190217 

8204190211 

82/04/13 

50-346 

P 

8204190222 

8204190219 

82/04/09 

80-271 

R 

8204190325 

8204190221 

82/04/01 

50-204 

R 

8204190227 

8204190226 

82/04/15 

50-289 

T 

8204190245 

8204190240 

81/07/30 

50-307 

a 

8204190291 

8204190230 

82/04/13 

50-4 1 2 

I 

8204190292 

8204190250 

82/04/13 

30-4 1 2 

i 

8204190299 

0 204190250 

02/04/13 

50-412 

1 

8204190297 

8204190230 

82/04/13 

50-4 1 2 

1 

8204190298 

B 204 19 0233 

81/11/13 

50-247 

R 

8204190262 

8204190236 

81/09/29 

50-309 

8 

8204190264 

8204190260 

82/04/15 

50-269 

R 

8204190269 

8204190242 

82/03/30 

71-5796 


0204190269 

8204190229 

82/03/30 

70-i 193 


8204190279 

8204190272 

82/04/13 

80-277 

Q 

B204190S83 

8204190281 

82/04/07 

50-29 

R 

8204190288 

8204190286 

92/01/13 

50-247 

R 

8204190297 

8204190290 

82/04/13 

0A999 


Q204 190303 

8204190300 

82/04/13 

50-369 

R 

8204190304 

8204190301 

82/04/12 

50-914 

0 

B204 190306 

8204190300 

82/04/13 

90-369 

R 

0204 190307 

8204190301 

82/04/12 

50-914 

0 

8204190313 

8204190301 

82/04/12 

so-aiA 

0 

0204190318 

020419031) 

82/04/13 

04999 


8204190320 

8204190315 

82/04/08 

50-395 

A 

8204190323 

8204190311 

82/04/13 

OA999 


8204190328 

8204190311 

82/04/13 

0A999 


0204190303 

8204190317 

81/03/19 

04999 


8204190334 

8204190330 

82/04/12 

50-320 

E 

82041 9033B 

8204 190329 

82/04/12 

90-322 

0 

8204190349 

B 204 190329 

82/04/12 

90-322 

0 

8204 1 90349 

B 204 190342 

82/04/13 

04999 


8204190354 

B 204 190332 

82/04/02 

REGGD 


8204190359 

8204190357 

92/04/09 

70-1136 


8204190362 

8204190360 

82/04/06 

90-320 

R 

8204)90369 

B204 190346 

B2/04/01 

90-293 

P 

8204)90368 

8204190364 

82/03/26 

50-333 

P 

8204)90371 

9204190364 

B2/03/26 

30-333 

P 

8204190372 

8204190364 

02/03/26 

30-333 

P 

8204190383 

8204190381 

02/03/29 

CONTRACT 


8204190397 

8204190389 

82/04/12 

30-443 

n 

8204190399 

8204190387 

82/03/29 

CONTRACT 


8204190408 

0204190409 

83/03/16 

71-9142 


6204190412 

8204190406 

82/03/29 

CONTRACT 


8204190430 

8204190428 

82/03/30 

CONTRACT 


0204190444 

8204190440 

82/04/02 

XPORTLIC 


0204190449 

B204190440 

82/04/02 

XPQHTLIC 


8204190453 

8204190451 

82/03/18 

CONTRACT 


8204190458 

8204190456 

82/03/18 

CONTRACT 


8204190462 

8204190460 

02/03/17 

71-24 


8204190463 

8204190461 

82/04/06 

connissioN 

0204 1 90468 

8204190467 

82/04/12 

CONTRACT 


8204 1 90473 

8204190389 

82/03/10 

71-3809 


0204190474 

8204190472 

82/04/08 

30-397 

E 

9204190479 

8204190472 

02/04/08 

30-397 

E 

8204200013 

0204200005 

82/04/08 

30-277 

S 

0204200028 

8204200022 

82/04/15 

30-153 

0 

8204200029 

820420001 B 

82/04/08 

30-346 

8 

8204200003 

8204200020 

83/04/16 

30-470 

« 

8204200004 

6204200021 

82/03/30 

70-273 


0204200047 

0204200021 

82/03/30 

70-273 


8204200050 

8204200039 

82/04/12 

50-316 

8 

8204200060 

8204200094 

82/04/07 

50-328 

A 

820 420007 5 

8204200068 

82/04/14 

50-320 

P 

8204200084 

8204200076 

82/04/13 

40-302 

R 

8204200109 

8204200102 

82/04/13 

50-10 

0 

8204200118 

8204200112 

82/04/08 

50-322 

S 

B204200I29 

8204200123 

92/04/19 

50-135 

0 

8204200137 

8204200131 

82/04/12 

50-340 

R 

8204200192 

8204200140 

82/04/14 

50-309 

0 

8204200194 

8204200149 

82/04/09 

30-272 

0 

8204200197 

8204200150 

02/04/12 

30-309 

p 

8204200176 

8204200163 

82/03/29 

30-10 

Q 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMOEn 

PniNClPAL 
ENCLOSURE DOCUMENT 

DATE 

I86UE0 

BUaUECT 

CATEGORY 

ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8204S00109 

6204200186 

82/04/19 

90-309 

a 

8204210070 

8204210023 

01/10/09 

40-2293 


BS04S00903 

8204200199 

82/03/22 

90-307 

K 

8204210079 

8204210023 

81/10/09 

40-2293 


aso420oaos 

8204200199 

82/03/22 

90-387 

K 

6204210077 

8204210023 

01/10/08 

POIA 


B304SO0S06 

8204200204 

82/04/16 

90-330 

K 

8204210081 

8204210023 

81/10/03 

FOIA 


eso4sooaio 

8204200207 

82/04/12 

90-206 

P 

8204210083 

8204210023 

61/10/08 

FOIA 


6204200214 

8204200207 

82/04/12 

90-206 

P 

8204210089 

6204210079 

92/04/09 

90-290 

P 

620420021 S 

8204200213 

02/04/09 

90-412 

0 

8204210090 

6204210023 

81/10/08 

70-263 


620420021 6 

8204200149 

82/04/09 

90-272 

Q 

6204210093 

8204210079 

62/04/09 

90-290 

P 

6204200223 

6204200213 

82/04/09 

90-412 

0 

8204210099 

6204210023 

Bt/10/03 

70-263 


6204200226 

8204200216 

82/04/16 

90-928 

0 

8204210099 

6204210079 

62/04/09 

90-290 

P 

6204200229 

6204200226 

82/04/14 

90-461 

I 

8204210101 

6204210023 

61/10/09 

70-263 


6204200230 

6204200226 

02/04/14 

90-461 

I 

8204210111 

8204210023 

61/10/08 

40-2283 


6204200233 

6204200229 

62/04/19 

90-416 

K 

6204210112 

6204210072 

62/04/09 

90-361 

P 

6204200234 

6204200226 

82/04/14 

90-461 

1 

6204210113 

8204210106 

02/03/10 

MA8TE MOT 

820420023& 

6 2042002 16 

62/04/16 

90-928 

0 

8204210117 

6204210023 

01/10/09 

40-2293 


8204200239 

6204200229 

02/04/19 

90-416 

K 

8204210120 

6204210023 

01/10/09 

40-2283 


8204200249 

6204200218 

82/04/16 

90-928 

0 

8204210124 

8204210072 

02/04/08 

90-361 

P 

6204200263 

0204200297 

82/04/06 

90-440 

a 

6204210129 

8204210121 

02/03/24 

90-312 

0 

6204200266 

8204200262 

82/04/13 

90-277 

a 

8204210126 

8204210023 

81/10/09 

40-2293 


6204200267 

8204200299 

82/04/06 

90-346 

6 

8204210136 

8204210023 

81/10/09 

40-2283 


6204200273 

6204200297 

62/04/06 

90-440 

Q 

8204210141 

6204210023 

81/10/09 

40-2293 


6204200261 

6204200279 

62/04/19 

90-382 

Q 

8204210149 

8204210023 

81/10/09 

40-2293 


6204200264 

0204200276 

62/04/06 

90-346 

8 

8204210191 

8204210023 

81/10/09 

40-2293 


8204200266 

8204200260 

62/04/19 

50-272 

Q 

8204210199 

8204210023 

01/10/09 

40-2283 


62042 00299 

8204200294 

62/04/06 

90-279 

R 

8204210162 

6204210023 

81/10/08 

40-2293 


6204200300 

82042002B9 

62/03/19 

50-317 

R 

8204210169 

8204210023 

81/10/03 

40-2283 


62042 00309 

6204200293 

62/04/14 

90-266 

T 

6204210170 

8204210166 

82/03/23 

CONTRACT 


8204200310 

8204200304 

62/04/06 

90-409 

P 

6204210174 

6204210023 

61/10/09 

40-2283 


6204200316 

8204200313 

02/04/09 

70-398 


8204210178 

8204210023 

01/10/08 

40-2293 


8204200319 

8204200312 

62/04/13 

90-272 

0 

8204210181 

8204210023 

61/10/09 

40-2293 


6204200322 

8204800313 

02/04/08 

70-398 


8204210182 

8204210177 

82/03/23 

CONTRACT 


6204200329 

8204200317 

62/04/16 

90-299 

0 

8204210184 

8204210023 

81/10/09 

40-2293 


6204200327 

6204200312 

62/04/13 

90-272 

a 

8204210189 

8204210023 

01/10/08 

40-2293 


6204200339 

6204200329 

62/04/19 

80-206 

P 

8204210193 

6204210023 

81/10/09 

40-2293 


6204200336 

6204200330 

02/04/13 

90-286 

0 

8204210200 

6204200123 

02/04/19 

90-195 

0 

620420 0339 

6204200334 

62/04/13 

90-398 

0 

8204210206 

6204210023 

01/10/08 

40-2293 


6204200342 

6204200329 

62/04/19 

90-206 

p 

820421021 1 

8204210023 

01/10/03 

90-47 

a 

6204200390 

6204200329 

62/04/19 

90-206 

p 

8204210213 

6204210202 

01/00/18 

90-261 

a 

6204200399 

6204200392 

BS/04/16 

90-361 

p 

8204210216 

6204210023 

61/10/09 

90-47 

a 

6204200397 

8204200392 

62/04/16 

90-361 

p 

8204210219 

6204210206 

62/04/19 

90-338 

0 

6204200369 

8204200362 

62/03/30 

MA9TE MOT 

8204210224 

8204210023 

01/10/09 

90-47 

a 

6204200370 

8204200364 

02/04/13 

90-338 

p 

6204210232 

8204210023 

81/10/09 

90-47 

Q 

6204200372 

6204200364 

62/04/13 

90-338 

p 

6204210234 

6204210227 

82/03/24 

70-1201 


6204200378 

8204200364 

62/04/13 

90-338 

p 

6204210239 

6204210023 

81/10/09 

40-2293 


6204200362 

0204200379 

62/04/13 

XPORTLIC 


8204210241 

6204210231 

82/04/02 

90-237 

Q 

6204200387 

820420037? 

02/04/13 

90-247 

Q 

8204210246 

6204210023 

01/10/09 

40-2253 


8204200394 

6204200361 

82/04/01 

aA999 


8204210292 

8204210249 

82/04/16 

90-317 

R 

8204200403 

8204200381 

62/04/01 

0A999 


8204210294 

8204210023 

81/10/09 

40-2293 


6204200406 

8204200402 

62/04/13 

70-1113 


8204210261 

8204210023 

61/10/09 

90-47 

a 

6204200419 

8204200419 

62/03/30 

CONTRACT 


6204210271 

8204210267 

02/04/18 

90-199 

p 

6204200424 

6204200414 

02/04/13 

70-398 


6204210278 

8204210297 

62/04/08 

90-320 

p 

8204200433 

820420042? 

62/04/12 

90-364 

R 

6204210263 

8204210290 

62/04/16 

90-266 

p 

8204200439 

8204200429 

62/04/06 

CONTRACT 


6204210304 

8204210302 

82/04/01 

90-334 

Q 

6204200491 

6204200444 

82/04/12 

CONTRACT 


6204210306 

8204210300 

82/04/01 

80-387 

0 

6204200499 

6204200499 

62/03/26 

CONTRACT 


6204210307 

8204210302 

82/04/01 

90-334 

0 

8204200470 

8204200492 

02/03/17 

90-410 

0 

6204210309 

8204210023 

81/10/03 

90-47 

a 

8204200473 

8204200472 

62/04/19 

90-285 

R 

6204210319 

6204230023 

81/10/09 

90-47 

Q 

8204200477 

8204200479 

02/04/19 

50-327 

P 

8204210318 

8204210023 

81/10/09 

90-47 

a 

62042 00492 

8204200492 

62/03/17 

90-410 

a 

8204210319 

8204210313 

82/04/13 

OA?*?*? 


6204200496 

6204200493 

82/04/19 

90-199 

0 

8204210324 

6204210023 

81/10/09 

90-47 

Q 

6204200902 

8204200466 

82/04/09 

90-320 

p 

8204210328 

8204210023 

81/10/09 

90-47 

0 

62042 00909 

8204200486 

82/04/09 

90-320 

p 

8204210332 

8204210023 

61/10/08 

90-47 

0 

8204200919 

8204200486 

82/04/09 

90-320 

p 

8204210334 

8204200398 

82/04/13 

XPORTLIC 


62042 00926 

8204200927 

82/03/19 

40-2061 


0204210339 

8204210327 

61/08/11 

80-299 

0 



82/03/19 

40-2061 


6204210337 

8204210023 

61/10/09 

30-47 

a 



82/03/31 

80-293 

P 

8204210341 

8204210023 

81/10/09 

90-47 

Q 



82/03/31 

90-293 

P 

8204210343 

8204210023 

61/10/08 

90-47 

0 



82/03/31 

90-293 

p 

6204210349 

8204210023 

81/10/09 

90-47 

0 



82/04/01 

90-320 

Q 

8204210348 

6204210023 

61/10/09 

90-47 

0 



82/04/16 

90-392 

A 

6204210390 

8204210290 

82/04/16 

80-266 

p 






6204210391 

8204210023 

81/10/09 

90-47 

d 






8204210393 

8204210347 

02/03/26 

40-8801 







8204210394 

6204210023 

01/10/09 

90-47 

Q 






, 8204210389 

8204210023 

91/10/09 

90-47 

0 






8204210361 

0204210397 

82/03/22 

70-794 







8204210362 

8204210023 

81/10/09 

90-47 

G 






8204210369 

6204210023 

91/10/08 

80-47 

a 






8204210368 

8204210366 

92/03/26 

90-498 

A 






8204210369 

8204210023 

01/10/09 

90-47 

0 






8204210376 

6204210023 

81/10/09 

90-47 

a 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


603 


ACCE9SION NUMBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

8UBUECT 


PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORY 

ENCLOSURE 

DOCUMeMT 

ISSUED 

CATE C OR V 

B204S 10412 

8204210404 

82/03/26 

FOIA 


6204210641 

8204310023 

81/ 10/0 9 

50-47 

0 

02043 I 04S4 

8204210420 

82/03/19 

27-39 


62042 1 0642 

0204210581 

ai/ 11/10 

50-139 

0 

6204810409 

8204210419 

82/04/03 

90-269 

P 

8204210647 

8204210023 

81/10/09 

50-47 

0 

E204S 10442 

8204210439 

82/03/17 

40-8698 

02042 1 0648 

3204310581 

ai/it /10 

50-139 

0 

B204S104S3 

8204210447 

02/04/07 

30-361 

8 

8204210695 

8304310981 

81/11/10 

90-139 

0 

6204210497 

8204210450 

62/04/13 

CONTRACT 

8204210696 

8304310033 

ai/io/09 

50-47 

0 

6204210499 

8204210496 

82/04/13 

90-443 

0 

8204210699 

8204310981 

81/11/10 

50-139 

0 

820421046? 

8204210463 

82/04/19 

30-142 

0 

6204210664 

8204210033 

Bl/10/05 

50-47 

Q 

6204210479 

8204210466 

82/04/13 

CONTRACT 

6204210667 

8204210581 

Ql/ll/10 

50-139 

0 

6204210476 

8204210471 

82/04/19 

90-329 

0 

8204210668 

8204210033 

81/10/03 

50-47 

0 

6204210477 

8204210463 

82/04/19 

30-142 

0 

6204210669 

820421 OSBl 

61/11/10 

50-139 

0 

6204210491 

8204210023 

81/10/09 

90-47 

0 

8204210673 

8204210033 

81/10/09 

50-47 

0 

8204210496 

8204210023 

81/10/09 

90-47 

0 

8204210676 

B204210SB1 

01/H/lO 

90-139 

0 

8204210490 

8204210470 

82/04/19 

90-320 

0 

0204210677 

8304210023 

81/10/03 

50-47 

0 

6204210499 

8204210470 

82/04/19 

90-320 

0 

8204210681 

8204210033 

61/ 10/03 

50-47 

0 

6204210497 

62042 10023 

81/10/09 

90-47 

0 

6204210682 

8204210581 

81/11/10 

50-139 

0 

8204210496 

8204210463 

82/04/19 

90-142 

0 

8204210669 

8204210033 

81/10/09 

50-47 

0 

8204210499 

8204210470 

62/04/19 

30-320 

0 

6204210687 

8204210581 

61/11/10 

50-139 

Q 

6204210901 

8204210023 

81/10/09 

30-47 

Q 

6204210689 

8204210033 

81/10/09 

50-47 

0 

82042 10906 

8204210470 

82/04/19 

90-320 

0 

6204210693 

8304210981 

61/11/10 

50-139 

0 

8204210909 

8204210023 

81/10/03 

50-47 

0 

8204210699 

8304210023 

Bl/ 10/03 

30-47 

Q 

8204210310 

8204210470 

82/04/19 

30-320 

0 

8204210698 

8204210981 

81/11/10 

30-83 

0 

6204210919 

8204210023 

81/10/09 

30-47 

a 

9204210699 

8204210033 

81/10/05 

30-47 

0 

8204210317 

8204210470 

82/04/19 

30-320 

0 

8204210703 

8204210023 

81/10/03 

30-47 

0 

8204210920 

8204210470 

82/04/19 

30-320 

0 

8204210704 

8204210981 

81/11/10 

90-83 

0 

8204210921 

8204210023 

81/lO/OS 

50-47 

Q 

8204210709 

8204210023 

81/10/05 

50-47 

0 

8204210929 

8204210023 

Bl/lO/OS 

50-47 

a 

8204210710 

8204310981 

81/11/10 

30-83 

0 

8204210926 

8204210470 

82/04/19 

90-320 

0 

8204210714 

8204210023 

Bl/10/05 

90-47 

Q 

6204210930 

8204210023 

61/10/03 

90-47 

0 

8204210719 

8204210381 

81/11/10 

90-139 

0 

B204210939 

8204210023 

81/10/05 

90-47 

Q 

0204210717 

8204210023 

Bl/10/09 

90-47 

0 

6204210940 

8204210023 

81/10/09 

90-47 

Q 

6204210719 

6204210023 

81/10/03 

90-47 

0 

6204210941 

8204210937 

82/03/19 

40-1162 


6204210722 

8204210720 

82/03/29 

HASTE MOT 

6204210942 

8204210023 

81/10/03 

80-47 

0 

8204210768 

8204210764 

83/03/16 

CONTRACT 


8204210946 

8204210023 

81/10/09 

POIA 


8204210777 

8204210774 

88/03/02 

40-6659 


8204210947 

8204210944 

84/04/04 

71-82 


8204210778 

8204210776 

62/03/22 

40-6622 


8204210991 

8204210023 

81/10/05 

90-47 

0 

8204220012 

8204230006 

83/03/03 

60-883 

p 

6204210999 

B204210023 

81/10/09 

80-47 

0 

8204220013 

B20422000B 

63/03/06 

40-8697 


620 42 1099 8 

B204210023 

81/10/09 

POIA 


8204220014 

3204230008 

83/03/08 

40-B697 


6204210999 

8204210994 

82/03/19 

POIA 


8204220016 

8204320006 

82/03/05 

50-882 

p 

6204210960 

8204210996 

82/04/18 

71-231 


8204220018 

8204220006 

83/03/05 

50-862 

p 

6204210562 

8204210023 

81/10/09 

90-47 

0 

8204220069 

8204230030 

83/03/15 

71-4986 


6204210969 

8204210997 

82/04/14 

80-928 

0 

8204220027 

8204220024 

82/03/12 

CONTRACT 


8204210969 

8204210023 

81/10/09 

40-2233 


a20422QCX}l 

6204220026 

63/03/18 

FOIA 


6204210978 

8204210023 

81/10/09 

70-263 


8204220039 

8204220026 

82/03/30 

HI8C 


6204210563 

6204210023 

81/10/05 

70-263 


8204220036 

8204220030 

82/02/17 

70-794 


6204210969 

0204210962 

82/03/16 

FOIA 


8204220038 

8204330026 

82/03/18 

FOIA 


6204210966 

6204210980 

82/03/23 

71-331 


8204220049 

8204320039 

82/03/36 

FOIA 


6204210967 

8204210023 

81/10/03 

70-263 


8204220049 

6204330042 

82/04/06 

CONTRACT 


8204210969 

6204210582 

82/03/16 

FOIA 


8204220099 

8204330039 

82/03/36 

FOIA 


8204210990 

8204210981 

Bl/ll/10 

50-83 

0 

8204220060 

8204220093 

82/04/01 

CONTRACT 


8204210991 

6204210023 

81/10/03 

40-6639 


8204220061 

8304220099 

as/01 /27 

HASTE NOT 

8204210994 

8204210981 

81/11/10 

30-83 

<3 

8204220079 

8304220068 

83/04/13 

50-443 

M 

6204210999 

8204210023 

81/10/09 

70-263 


8204220076 

8204220039 

83/03/26 

FOIA 


6204210996 

8204210336 

82/04/09 

90-346 

P 

8204220080 

B204220074 

82/03/08 

CONTRACT 


8204210998 

8204210968 

82/04/02 

CONTRACT 


8204220083 

8204220079 

83/04/01 

50-322 

H 

6204210999 

8204210961 

81/11/10 

90-83 

0 

0204220087 ' 

' 0204230072 

82/03/18 

50-261 

P 

8204210601 

6204210023 

81/10/03 

70-263 


8204220090 

8304220072 

93/03/18 

50-361 

P 

6204210604 

8204210023 

81/10/09 

30-47 

a 

8204220093 

8204220072 

82/03/18 

30-261 

P 

B204210606 

8204210023 

91/10/03 

30-47 

0 

8204220097 

8204220039 

63/03/36 

FOIA 


8204210606 

8204210981 

81/11/10 

90-139 

0 

8204220127 

8304220119 

82/03/32 

40-3453 


8204210609 

6204210023 

81/10/05 

90-47 

a 

8204220128 

8304330121 

83/04/13 

XPQRTLIC 


6204210612 

6204210023 

81/10/09 

90-47 

0 

8204220131 

8304220124 

83/03/19 

CONTRACT 


6204210613 

8204210981 

81/11/10 

90-139 

0 

8204220193 

8204220143 

82/03/19 

71-6347 


8204210619 

6204210419 

82/04/08 

90-269 

p 

8204220194 

8304230148 

82/04/12 

CONTRACT 


6204210616 

8204210023 

Bl/10/05 

90-47 

0 

8204220193 

8204220142 

81/11/13 

90-289 

0 

8204210618 

8204210581 

81/11/10 

90-139 

a 

8204220166 

3204320163 

82/03/19 

CONTRACT 


6204210619 

8204210023 

81/10/09 

90-47 

0 

8204220169 

8204220161 

83/04/09 

COMMISSION 

8204210621 

8204210981 

81/11/10 

90-139 

Q 

8204220170 

6204220142 

81/11/12 

50-333 

A 

6204210622 

8204210023 

81/10/09 

90-47 

0 

8204220171 

8204220167 

83/04/08 

50-346 

Q 

6204210623 

8204310981 

ai/tt/to 

50-139 

0 

8204220174 

6204220167 

83/04/08 

50-346 

Q 

6204210629 

6204210419 

83/04/08 

90-269 

F 

8204220176 

8204220142 

81/11/13 

50-289 

0 

6204210627 

8204210023 

81/10/03 

90-47 

0 

8204220182 

8304220142 

81/11/13 

50-323 

0 

6204210628 

8204210981 

81/11/10 

90-139 

0 

8204220183 

8304230173 

88/03/16 

50-329 

A 

8204210630 

8204210581 

81/11/10 

90-139 

0 

8204220186 

0204220179 

68/04/14 

50-309 

8 

8204210631 

8204210023 

81/10/09 

90-47 

Q 

8204220187 

8204330177 

88/03/11 

50-295 

P 

8204210633 

8204210981 

81/11/10 

SO- 139 

Q 

8204220190 

8204330142 

81/11/13 

50-323 

C 

6204210634 

8204210033 

81/10/09 

90-47 

0 

8204220191 

8304220177 

82/03/11 

50-295 

P 

8204210636 

8204210629 

G3/03/03 

40-8768 


8204220194 

8S04SSOI48 

Bl/ll/12 

FOIA 


8204210638 

8204210023 

81/10/09 

50-47 

Q 

B20422019S 

8204230177 

82/03/11 

90-299 

P 

6204210639 

8204210981 

Bl/ll/tO 

90-139 

0 

8204220196 

8204230186 

82/04/12 

50-317 

s 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACceestoN ni/hbea 

PBlNClPrW- 
ENCUOSUSe DOCUMENT 

83042S0201 0204320143 
S2O422OS09 0204320142 
8S0422PZW 0204320237 
B30422<m3 02O432O23& 
8304220230 0204320236 

8204320237 0204220232 
a304a2024& 0304230240 
8204320347 02O42SO23B 
8204220290 8204220243 
8204220234 0204220291 

820422029E3 0204220241 
8204220361 0204220241 
8204220363 0204220297 
8204220263 0204220291 
8204220364 0204220241 

8204220360 8204220241 
8204220272 0204220270 
8204220274 8204220267 
8204330276 0204220241 
8204220239 0204220204 

8204220208 0204220228 
8204220290 0204220279 
8204220292 82042202B7 
0204220299 0204220207 
8304230290 0204320293 

0204230301 0204220286 
82042203J4 8204220296 
8204320318 8204220314 
8204220319 8204220310 
8204220329 8204220312 

8204220327 0204220323 
8204220338 8304220322 
8204220333 8204220329 
8204220339 0204220332 
0204220341 8204220329 

8304220319 8204220333 
820422<>3S7 8204220332 
0304220360 0204220354 
0204220363 8204220399 
0304220368 8204230396 

0204220369 8204220362 
0204220370 8204220369 
8204220371 8204220399 
0204220373 8204220363 
8204320377 B204220373 

0204220378 0204220366 
0204220391 0204220372 
0204330394 B20432&390 
0204320396 8204220392 
0204320399 8204220387 


DATE SUBJECT 

ISSUED CATeOOftY 


81/11/13 

50-279 

P 

01/11/18 

90-279 

P 

83/04/06 

70-1387 


02/04/19 

90-471 

A 

62/04/19 

90-471 

A 

82/04/08 

90-373 

0 

02/04/07 

90-266 

0 

03/04/12 

90-333 

B 

82/04/09 

90-277 

P 

63/04/07 

90-271 

Q 

82/02/23 

FOIA 


02/02/23 

FOIA 


02/04/09 

REOOO 


82/04/07 

90-271 

0 

82/02/23 

FOIA 


02/02/23 

FOIA 


82/04/07 

90-946 

Q 

82/04/07 

90-311 

8 

62/02/23 

FOIA 


62/04/14 

90-299 

P 

82/04/13 

90-315 

6 

62/04/09 

90-440 

0 

82/03/11 

FOIA 


62/03/11 

FOIA 


62/04/17 

90-277 

R 

62/02/29 

80-195 

0 

62/04/02 

90-395 

0 

62/04/06 

90-373 

0 

62/04/12 

50-317 

0 

82/04/13 

90-237 

9 

82/04/06 

COMMISSION 

62/04/16 

90-20* 

9 

82/04/07 

90-309 

8 

82/04/08 

90-407 

0 

82/04/07 

90-305 

8 

62/03/23 

contract 


82/04/13 

90-31* 

B 

62/04/12 

90-463 

a 

82/04/01 

30-34* 

6 

62/04/16 

90-133 

S 

62/04/07 

90-311 

8 

62/04/20 

90-4*1 

0 

02/04/01 

90-346 

0 

62/04/20 

90-461 

a 

02/04/02 

30-272 

B 

62/04/16 

90-339 

p 

02/04/13 

90-307 

3 

02/04/1* 

90-266 

s 

82/04/13 

50-275 

p 

02/04/08 

CONTRACT 



B204330401 

8204320403 

8204220409 

8204220409 

8204220412 

8204220413 

0204320414 

8204220431 

0204220433 

8204220429 

8204220432 

0204220434 

8204220442 

8204220443 

8204220438 

8204220439 

0204220461 

0204220462 

B20422046S 

8204220469 

0204220470 

8204220472 

8204220479 

0204220479 

0209220400 

0204220483 

0209^20407 

0204220409 

6204220490 

0204220491 


8204230397 

0204220393 

0204220402 

0204220404 

0204220406 

0204220407 

8304220408 

8204220400 

0204220419 

0204220408 

0204220384 

8204220431 

0204220439 

0204220437 

8204220436 

02O422Q434 

8204220309 

8204220330 

0204220389 

8204220467 

8204220464 

6204280467 

0204220398 

8204220476 

0204220478 

0204220478 

0204220401 

8204220390 

0204220403 

0204220461 


02/04/16 

82/04/16 

82/04/19 

82/04/13 

82/04/09 

02/04/14 

82/04/03 

82/04/03 

82/04/07 

02/04/03 

02/04/01 

02/04/16 

B2/04/02 

82/03/34 

02/04/09 

62/03/11 

81/11/12 

02/03/29 

01/11/12 

03/03/31 

02/04/13 

82/03/31 

02/03/29 

02/04/07 

02/04/06 

82/04/06 

82/04/07 

62/03/29 

82/04/13 

82/04/07 


50-155 S 
90-319 S 
50-206 P 
90-237 S 
90-249 Q 

90-289 8 

90-334 P 
90-334 P 
90-266 0 

90-334 F 

90-272 3 

30-206 9 

90-311 8 

XPO0TL1C 
90-403 0 

90-546 0 

FOU 

90-022 A 
FOlA 

90-373 0 

90-309 8 

90-373 0 

90-329 A 
90-263 0 

90-333 Q 

90-333 Q 
90-289 a 
90-922 A 
90-312 B 
90-209 0 


ACCE88I0N NUMBER 


CNCLOaURE 

eZ0439Q494 

ea0438O496 

0204220497 

8204220504 

8204220906 

8204220911 

9204220919 

9204220917 

9204220918 

9204220921 

9204220926 

9204220937 

9204220930 

9204220991 

9204220997 

8204220950 

9204220969 

9204220969 

9204220972 

B2O4230974 

8204220976 

9204220977 

8204220970 

8204220979 

8204220969 

8204220996 

8204220960 

8204220973 

8204220976 

Q2O4220977 

8204220600 

8204220603 

8204220604 

8204220606 

8204220600 

8204220610 
820 4220612 
6204220619 
6204220616 
6204320618 

6204220617 

8204220621 

8204220623 

6204220626 

8204220631 

820 4220633 
B2O4220636 
82O42S0637 
8204220642 
8204280646 

8204 220647 
8204220640 
8204 280647 
8204220692 
8804220693 

B8O4220694 

8204220698 

8204230660 

8204230669 

82O42S0666 

8204220668 
0204 220670 
8204 220671 
8204220674 
8204 220677 

0204220677 

8204220601 

8204220603 

0204220604 

8204220606 

02042 20608 
82042 20672 
8204220679 
8204220703 
0204220710 

820422071 1 
8204220718 
82042 20717 
8204220722 
88042 30007 


PRINCIPAL 

DOCUMENT 

8204220406 

6204820472 

8204220472 

6204220470 

0804830900 

0804220909 

8204230909 

6204220013 

8204220909 

0204220912 

0204220389 

0204320297 

6204220389 

0204220297 

0204220902 

6204220994 

6204220961 

8204220064 

8204220963 

6204230973 

6204220970 

0204220973 

6304220964 

8204230979 

0204220980 

8204220982 

8204220903 

8204220071 

0204220904 

8204220984 

0204230984 

0204320984 

8204220878 

8204220084 

0204220602 

8204320607 

8204220602 

6204220977 

B204220607 

0204220602 

B2Q422Q607 

0204220617 

8204220614 

6204230617 

8204230625 

8204220680 

0204220628 

8204220634 

8204220640 

B204220627 

0204220640 
B 204220643 
8204220640 
6204220600 
B204220690 

0204220691 

0204220640 

0204220606 

0204280627 

0204220664 

0204220664 

0204220629 

8204820664 

8204220664 

8204220640 

8204220676 

8204220640 

8204820678 

8204220676 

8204220676 

8204220640 

8204220670 

8204220640 

9204220697 

8204220677 

0204220644 

0204220706 

0204220706 

0204220716 

0204230006 


DATE 

ISeUED 

82/04/12 

02/04/06 

82/04/06 

02/04/07 

83/02/0? 

82/04/12 

02/04/12 

02/04/13 

02/04/12 

02/03/18 

01 / 11/12 

82/04/07 

Bl/U/12 

02/04/07 

02/04/13 

02/03/10 
82/04/10 
82/03/1 1 
02/03/10 
82/03/10 

82/04/19 

82/03/10 

02/03/11 

02/03/17 

82/03/17 

82/04/10 

02/03/10 

82/04/19 

02/03/02 

02/03/02 

02/03/02 

02/03/02 

82/03/23 

82/03/02 

82/03/11 

82/03/17 

82/03/11 

02/04/13 

02/03/17 

02/03/11 

02/03/17 

02/03/10 

02/03/23 

82/03/15 

62/03/23 

02/03/26 

82/03/26 

82/03/20 

82/03/04 

02/03/00 

02/03/04 

82/03/31 

02/03/04 

02/03/22 

02/03/22 

82/03/30 

02/03/04 

82/04/02 

82/03/08 

82/03/29 

82/03/20 

02/03/00 

02/03/20 

82/03/20 

02/03/04 

02/03/23 

82/03/04 

02/03/11 

02/03/29 

88/03/23 

02/03/04 

82/03/31 

02/03/04 

02/03/10 

02/03/10 

02/04/12 

02/04/12 

82/04/12 

02/04/12 

82/04/12 


suBuecr 

CATEOQRV 

30-331 a 
30-392 0 

30-332 0 

30-461 0 

FOIA 

30-330 P 
00-333 P 
30-316 8 

30-338 P 
FOIA 

FOIA 

REOO0 

FOIA 

REOOD 

CONTRACT 

71-6974 

CONTRACT 

71-6400 

CONTRACT 

FOIA 

CONTRACT 

FOIA 

71-6400 

FOIA 

CONTRACT 

CONTRACT 

71-0607 

CONTRACT 

FOIA 

FOIA 

FOIA 

FOJA 

CONTRACT 

FOM 

90-313 P 

90-200 P 
00-319 P 
CONTRACT 
30-290 F 
90-318 P 

30-280 F 
FOIA 

contract 

FQIA 

71-467 

90-302 H 
90-302 H 
70-1220 
FOIA 
FOIA 

FOIA 

CONTRACT 

FOIA 

MAOTe NOT 
WAOTS HOT 

CONTRACT 

FDIA 

contract 

FOIA 

90-027 P 

90-327 P 
FOIA 

90-027 P 
90-327 P 
00-367 p 

90-206 P 
90-367 F 
00-302 « 

90-206 f 
90-806 f 

90-387 P 
90-443 » 

90-327 P 

xportlio 

xportlic 

CONTRACT 
80-270 F 
90-270 P 
CONTRACT 
90-277 F 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


605 


ACCESIOM NUMBER 


ENCLO0URE 

PRINCIPAL 

DOCUMENT 

DATE 

tesuED 

auouecT 

CATEOORY 

8804230010 

BS04S3000D 

01/18/81 

40-8041 

8804230012 

6804830006 

03/04/18 

50-277 F 

6804230019 

6204330006 

81/18/81 

40-8061 

0304230017 

6804830006 

01/18/81 

40-8061 

6804830019 

0804830016 

01/11/10 

FOIA 

6804830080 

6804830008 

B1/12/S1 

40-8061 

6204830021 

6804830008 

01/12/81 

40-8061 

8204230083 

8804830016 

01/11/10 

70-1816 

6204830029 

6804330006 

Bl/lS/81 

40-8061 

6804830026 

6804330016 

81/11/10 

70-1816 

6204830007 

6804830006 

01/18/81 

40-8061 

6804830026 

6804830016 

81/11/10 

70-1816 

8804830029 

8804830006 

01/18/81 

40-8061 

6804830031 

6804830008 

61/12/81 

40-8061 

6804830038 

6804830016 

81/11/10 

70-1816 

6804830033 

88O4S30008 

81/12/81 

40-8061 

6804830039 

6804830016 

61/11/10 

70-1816 

8804830036 

8804830008 

01/18/81 

40-8061 

0804830037 

6804830008 

01/18/81 

40-8061 

0804830038 

8804830008 

01/18/21 

40-2061 

8804830039 

6804830016 

01/11/10 

70-1816 

8804830040 

6804830006 

01/18/81 

40-8061 

0804830048 

8804830008 

01/18/21 

40-2061 

0804830043 

6804830016 

81/11/10 

70-1816 

0804830044 

6804830006 

01/18/21 

40-8061 

0804830049 

8804830016 

81/11/10 

70-1816 

0804830046 

6804830006 

Bi/lS/81 

40-8061 

0204830047 

6804830016 

01/11/10 

70-1816 

0804830046 

6804830006 

01/18/81 

40-8061 

0204830049 

6204830016 

01/11/10 

70-1816 

8304830091 

8804830008 

81/18/21 

40-8061 

0804830098 

6804830006 

01/18/21 

40-8061 

0804830093 

6804830016 

01/11/10 

70-1816 

8804830094 

8804830006 

81/18/21 

40-8061 

0804830099 

8804830006 

01/18/21 

40-8061 

0804830097 

6804830016 

Bi/11/10 

70-1816 

0804830096 

0804830006 

61/18/21 

40-8061 

0804330099 

0804230016 

61/11/10 

70-1816 

8204830061 

6804830008 

01/12/81 

40-8061 

8804830068 

8804830006 

Bt/18/21 

40-2061 

0804830063 

0804230016 

ei/ii /10 

70-1816 

0304830064 

0804830008 

01/18/81 

40-8061 

8804830069 

6804830006 

01/18/81 

40-2061 

8804830066 

8304830016 

01/11/10 

70-1816 

8804230067 

0804830008 

01/18/81 

40-2061 

8204830060 

0804830008 

01/18/81 

40-8061 

8804230070 

8804830016 

01/11/10 

70-1816 

8204230071 

0204830006 

01/18/21 

40-8061 

8204230072 

0804830006 

01/12/81 

40-8061 

0804330073 

0804830008 

01/18/81 

40-8061 

0204830074 

0804230016 

01/11/10 

70-1816 

8804830079 

8804830016 

01/11/10 

70-1216 

0804830077 

6804830006 

01/18/21 

40-8061 

BBO4830O79 

0804830006 

01/18/81 

40-8061 

8804830080 

6804830016 

01/11/10 

70-1816 

8804830008 

6804230006 

01/18/81 

40-2061 

0804830003 

6804830008 

61/18/81 

40-2061 

0804330004 

6804830006 

Bt/tS/81 

40-2061 

0804830086 

6804830016 

81/11/10 

70-1816 

8804830007 

8804830008 

61/18/21 

40-2061 

8804830000 

6804830016 

61/11/10 

70-1216 

0204830009 

0304830006 

81/18/81 

40-2061 

0804830091 

0804830006 

61/18/81 

40-2061 

0804830098 

0804830006 

61/18/81 

40-8061 

0204830093 

0804830090 

08/04/19 

90-309 H 

0804830099 

0804230006 

81/18/21 

40-8061 

6204830096 

0804830016 

61/11/10 

70-1816 

0804830097 

0804830000 

61/18/81 

40-8061 

6204830090 

0804830006 

61/18/81 

40-8061 

6804230099 

0804830016 

61/11/10 

70-1816 

0804330101 

0204830008 

81/18/21 

40-8061 

6804830102 

8804830006 

61/18/81 

40-8061 

0204830103 

0804830016 

81/11/10 

70-1816 

6204230104 

0804330008 

61/18/81 

40-8061 

6204330109 

0804830008 

81/18/21 

40-8061 

6204830107 

, 0804830016 

61/11/10 

70-1216 

6204230106 

' 8804830006 

81/18/81 

40-2061 

6204330109 

, 0804830006 

61/18/81 

40-2061 

0804230110 

6804830006 

61/18/81 

40-2061 

0204830118 

01204830016 

61/11/10 

70-1216 


ACCEdaiON NUMBER 

f* R IMCIPAL BATE SUBJECT 

ENCLOaUrtE DOCUMENT ISBUBO CATEflORY 


GS04S30II43 aSO^aOBOOG 9i/ia/3i 4D-SO&t 
BS04SOOtl4 OeOASaoOOB Sl/is/ei 40-?a6l 
8S04aooiia a8O4£3B0i& ai/ii/to foia 
azo 4 saoit 7 aso 4 sooooQ si/ia/si 40-2061 
ea04230)19 0204230008 DI/12/21 40-2061 

0204230120 0204230016 Ql/ll/lO FOIA 

8204230121 B20423000Q Bl/t2/21 40-2061 

0204230123 0204230008 BI/12/21 40-2061 

8204230180 0204230008 61/12/21 40-2061 

8204230186 0804230008 61/18/21 40-2061 

8204830187 0804230000 81/12/21 40-2061 

8804830180 8804230008 61/12/21 40-206 1 

0204230191 8804230008 81/12/21 40-2061 

8204230138 8804230008 61/12/21 40-2061 

8204230139 8804230016 81/11/10 70-1216 

8204830137 8804230016 81/11/10 70-1816 

8204830139 8804230016 81/11/10 70-C2I6 

8204230141 8804230006 81/12/21 40-206] 

8204230148 0804230000 81/18/21 40-2061 

0204230143 8804230006 81/12/81 40-2061 

0204230149 8804830000 81/18/21 40-2061 

0204230147 0204830008 01/18/21 40-2061 

0204230149 0204230008 81/12/21 40-S06C 

0204830191 0204330008 01/12/21 40-2061 

e204S00t»2 0204230008 81/12/21 40-2061 

0804830194 8204830008 61/12/81 40-8061 

0204230196 0204830016 81/11/10 70-1216 

8204230197 0204830008 61/18/21 40-8061 

02O4S3OISS 0204230000 61/12/21 40-2061 

6204230160 0204230000 61/12/81 40-2061 

8204230163 0804230016 01/11/10 70-1816 

8204830169 0804830008 01/12/31 40-8061 

080483016 4 0 804830000 81/18/81 40-2061 

0204830166 0804830000 01/18/21 40-8061 

0804230167 88O423000B 01/18/81 40-8061 

0204230166 0204330016 81/11/10 40-0116 

0204230169 0204330006 81/13/81 40-8061 

8204830171 0204230006 01/18/81 40 2061 

0204830179 02O423OOOB 81/18/81 40-8061 

0204830174 0 804230006 01/18/81 40-8061 

0204830179 0204230008 01/18/81 40-2061 

0804330176 0204230000 01/18/81 40-8061 

B2O433O170 0804830008 01/18/21 40-2061 

8304230179 0204330016 01/11/10 40-0118 

0304330102 0204330016 01/11/10 70-1816 

0804230103 0304830008 81/12/81 40-S061 

080433010 4 0 804330000 61/18/81 40-8061 

0204230106 0S0433OOOB 01/18/21 40-2061 

8204230100 0204230016 01/11/10 40-0118 

0204230109 8 204230008 01/12/21 40-S061 

8204230190 8804330008 01/13/81 40-8061 

0204830192 0804230016 61/11/10 70-1816 

0804830194 0 304230000 61/12/81 40-8061 

0804230199 0204830016 61/11/10 70-1816 

0804230197 0 804830016 01/11/10 FQIA 

p 

0304330190 0 204830000 Bl/12/81 40-8061 

0304230199 0 304230193 68/03/20 90-893 P 

0804330300 0204230016 61/11/10 70-1816 

0804330808 0204830000 01 / 1 2/81 40-806 1 

020'4S30803 0 304830193 68/03/80 90-293 P 

0204230204 0204830006 61/18/81 40-2061 

0204830207 0804330006 81/18/21 40-8061 

0804330309 0804830006 61/12/21 40-8061 

6204230813 0804330000 61/18/21 40-8061 

0204830816 0804230006 61/18/21 40-2061 

8204330810 0804830006 81/18/81 40-8061 

0804330219 0 204830818 88/03/20 80-893 P 

8804230820 0 204230000 61/18/81 40-2061 

0304830223 0204230006 61/18/21 40-2061 

0304830824 0204830006 61/12/21 40-2061 

8804830826 0204230006 01/18/81 40-2061 

8204830280 0 804330006 01/18/21 40-8061 

0804830832 08O483OOO0 01/18/81 40-8061 

080483023 4 8 204830008 01/18/81 40-8061 

0204830839 0 804830006 01/18/81 40-2061 

0204830240 0 804230006 01/18/21 40-2061 

0204230243 0804230000 01/12/81 40-2061 

0804230246 0 2 04830000 01/18/81 40-2061 

0204230240 0 804830818 02/03/80 80-293 P 

0204230290 0 204830236 98/03/89 80-890 0 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


Access I ON NUMBER 


ACCESSION NUMBER 


PRINCIPAL 
ENCLOSURE DOCUMENT 


DATE SUBJECT 

ISSUED CATEGORY 


PRINCIPAL 
ENCLOSURE DOCUMENT 


DATE SUBJECT 

ISSUED CATEGORY 


8204230391 

8204230253 

0204230259 

B204230299 

6204230262 

8204230^5 

S204230266 

8204230270 

8204230271 

8204230272 

8204230274 

8204230275 

8204230276 

8204230280 

8204230281 

8204230283 

8204230285 

8204230287 

8204230290 

8204230291 

8204230296 

8204230301 

8204230302 

8204230304 

8204230307 

8204230310 

8204230313 

8204230319 

8204230323 

3204230324 

8204230325 

8204230326 

8204230327 

8204230328 

8204230330 

8204230331 

8204230332 

8204230339 

8204230345 

8204230350 

8204230353 

8204230395 

8204230357 

8204230360 

0204230362 

8204230369 

8204230379 

8204230380 

8204230387 

8204230391 

8204230394 

8204230396 

8204230397 

8204230400 


8204230008 

8204230009 

8204230008 

8204230008 

8204230008 

8204230008 

8204230008 

8204230256 

8204230008 

8204230008 

8204230008 

8204230260 

8204230008 

8204230008 

8204230009 

8204230009 

8204230008 

8204230009 

8204230008 

8204230008 

8204230009 

8204230009 

8204230009 

9204230009 

9204230008 

8204230008 

8204230008 

8204230319 

0204230315 

8204230315 

8204230315 

8204230320 

8204230315 

8204230320 

8204230321 

8204230320 

8204230320 

0204230333 

8204230341 

8204230341 

8204230341 

8204230341 

8204230349 

8204230356 

8204230394 

6204230363 

8204230376 

8204230379 

6204230383 

8204230386 

8204230386 

8204230386 

8204230393 

8204230386 

8204230395 

3204230392 
1204230399 
1204230404 
I 204230395 


81/12/21 

81/12/21 

01/12/21 

01/12/21 

01 / 12/21 

81/12/21 

81/12/21 

82/04/06 

01 / 12/21 

81/12/21 

81/12/21 

82/03/29 

01 / 12/21 

81/12/21 

81/12/21 

81/12/21 

81/12/21 

81/12/21 

81/12/21 

91/12/21 

81/12/21 

81/12/21 

81/12/21 

91/12/21 

81/12/21 

81/12/2! 

81/12/21 

82/04/19 

02/04/19 

82/04/19 

02/04/19 

82/04/16 

02/04/19 

82/04/16 

02/03/26 

82/04/16 

82/04/16 

82/03/25 

02/04/14 

82/04/14 

02/04/14 

82/04/14 

82/04/08 

82/04/20 

02/04/20 

82/04/13 

82/04/08 

82/04/08 

82/04/19 

82/04/15 

02/04/15 

92/04/15 

92/04/16 

82/04/19 

02/04/08 

02/03/25 

82/04/08 

82/04/06 

82/04/00 


40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 
40-2061 
50-416 F 
40-2061 
40-2061 

40-2061 
90-438 Q 
40-2061 
40-2061 
40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

70-1113 

70-1113 

70-1113 

70-1113 
50-390 0 

70-1 113 
90-390 0 

90-313 H 

50-390 Q 
90-390 0 

90-269 0 

90-438 Q 
90-430 Q 

50-438 Q 
50-438 Q 
70-143 
50-259 0 

50-261 P 

70-1113 
50-142 0 

70-1113 
50-247 0 

90-340 Q 

50-348 0 

90-348 a 
90-350 0 

50-340 Q 
90-335 Q 

30-335 Q 
90-335 Q 
70-1297 

n 


8204230474 

0204230476 

0204230470 

8204230479 

0204230483 

0204230403 

8204230400 

0204230491 

8204230496 

8204230497 

8204230499 

8204230502 

0204230503 

B204230S04 

8204230909 

0204230908 
0204230910 
020423091 1 
0204230912 
8204230313 

0204230316 

8204230919 

0204230522 

0204230924 

0204230929 

0204230532 

6204230933 

8204230540 

0204230542 

0204230946 

0204230947 

8204230540 

8204230949 

0204230590 

8204230952 

8204230554 

8204230558 

0204230560 

0204230960 

8204230969 

0204230571 

8204230501 

0204230963 

0204230580 

0204230593 

8204230599 

8204230576 

8204260002 

6204260007 

8204260017 

0204260019 

8204260020 

0204260034 

8204260036 

8204260037 

0204260030 

8204260043 

8204260044 

0204260047 

0204260050 

8204260053 

0204260054 

0204260097 

8204260060 

0204260061 

0204260066 

8204260067 

0204260077 

8204260000 

8204260090 

0204260100 

B204260104 

8204260109 

0204260107 

0204260111 

0204260118 

8204260120 

8204260122 

8204260124 

8204260132 


0204230461 

8204230463 

0204230471 

8204230467 

8204230463 

0204230477 

0204230463 

0204230462 

8204230493 

8204230487 

02O423O4B7 

8204230409 

8204230499 

8204230462 

0204230493 

8204230487 

8204230499 

8204230489 

0204230462 

0204230499 

0204230499 

0204230499 

8204230462 

B204230499 

0204230499 

8204230920 

B204230479 

B204230936 

0204230938 

Q204230943 

0204230949 

B2O423O930 

B204230943 

0204230949 

0204230930 

0204830943 

8204230930 

0204230943 

0204230964 

0204230962 

3204230566 

8204230576 

B2O423OS0O 

0204230580 

8204230509 

0204230991 

8204230212 

8204260001 

0204260004 

8204260012 

0204260012 

8204260016 

0204260027 

0204260032 

8204260039 

0204260027 

0204260039 

8204260041 

0204260042 

0204260042 

8204260091 

8204260042 

8204260091 

0204260091 

8204260090 

8204260063 

8204260064 

0204260076 

0204260076 

8204260095 

0204260097 

8204260099 

8204260103 

8204260101 

8204260106 

0204260119 
8204260119 
8204260119 
82042601 17 
8204260131 


82/03/29 

02/04/20 

02/03/31 

82/04/21 

02/04/20 

02/04/03 

82/04/20 

82/04/13 

79/09/16 

82/04/13 

02/04/19 

02/04/19 

82/04/20 

02/04/13 

79/09/16 

02/04/19 

02/04/20 

82/04/19 

02/04/13 

02/04/20 

02/04/20 

82/04/20 

82/04/13 

82/04/20 

02/04/20 

02/03/29 

02/04/20 

02/04/19 

02/04/09 

82/04/12 

82/04/20 

82/04/09 

82/04/12 

02/04/20 

02/04/09 

02/04/12 

02/04/09 

02/04/12 

02/03/29 

02/04/13 

82/04/02 

82/03/20 

02/04/22 

02/04/22 

02/03/29 

02/02/01 

02/03/20 

02/04/16 

02/04/19 

02/04/17 

02/04/17 

02/03/23 

02/03/23 

02/04/19 

02/03/19 

32/03/23 

02/03/19 

02/04/14 

08/03/20 

02/03/20 

02/03/16 

08/03/80 

02/03/16 

02/03/16 

08/04/20 

02/02/26 

82/04/19 

02/04/19 

02/04/19 

02/03/20 

02/04/16 

02/03/20 

02/04/16 

02/04/20 

02/04/19 

82/04/16 

82/04/14 

02/04/16 

02/04/16 

02/04/14 


90-261 

a 

90-302 

T 

90-966 

a 

90-801 

0 

90-302 

T 

90-339 

0 

50-308 

T 

90-348 

8 

90-388 

Q 

90-313 

B 

90-899 

a 

90-299 

0 

90-308 

T 

90-340 

0 

90-388 

0 

90-299 

0 

90-308 

T 

90-899 

0 

90-340 

a 

90-383 

T 

90-302 

T 

90-302 

r 

90-348 

0 

90-302 

T 

90-302 

T 

90-800 

a 

90-382 

T 

90-70 

P 

90-416 

Q 

90-880 

Q 

50-867 

P 

90-416 

O 

90-800 

0 

90-267 

P 

90-416 

0 

90-200 

a 

50-416 

a 

90-200 

Q 

90-339 

a 

70-29 

90-250 

0 

50-340 

a 

90-844 

p 

50-244 

p 

70-1201 

50-390 

8 

50-293 

p 

90-245 

0 

50-333 

0 

50-373 

p 

90-373 

p 

CONTRACT 

90-320 

T 

00-278 

8 

WASTE MOT 

90-320 

r 

WASTE MOT 

00-819 

B 

00-893 

p 

90-893 

p 

40-8613 

00-893 

p 

40-0613 

40-8613 

90-29 

a 

WASTE MOT 

90-920 

0 

90-320 

p 

90-320 

p 

90-893 

p 

90-333 

B 

50-893 

P 

00-249 

P 

90-413 

0 

90-89 

B 

90-277 

0 

90-809 

8 

90-877 

B 

90-361 

B 

90-850 

P 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

6U0JECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

asoAS&OiOA 

8304860131 

88/04/14 

90-299 

P 

B204SA0i3B 

8304860133 

88/04/19 

90-336 

B 

8204SA013? 

8804360131 

88/04/14 

90-899 

P 

6S042&0143 

8304360137 

88/04/ 16 

90-320 

P 

6204SA0144 

8304260140 

88/04/19 

90-333 

8 

BS04SA0149 

8204360148 

82/04/03 

90-349 

P 

8804SA0194 

8204860191 

88/03/30 

90-483 

0 

8S042A019A 

BS04860149 

88/04/19 

90-399 

A 

SS04SA0t97 

8804260150 

82/04/13 

90-337 

P 

B804S60160 

8304360198 

88/04/30 

90-347 

Q 

8204260163 

8304360161 

83/04/21 

90-348 

P 

0204260169 

BS0436015? 

83/04/19 

90-380 

H 

820486016? 

8304360190 

82/04/18 

90-337 

P 

8204860170 

8304360166 

83/04/30 

90-320 

Q 

8804260173 

8204360166 

88/04/80 

90-280 

0 

0204260174 

8304360199 

88/04/19 

90-380 

H 

8204260179 

830486016? 

88/04/16 

90-361 

8 

8204860176 

8304860173 

88/04/19 

90-389 

A 

8204860178 

8304360171 

82/04/31 

90-312 

0 

8204860186 

8304860101 

88/04/03 

90-388 

0 

8204860190 

88043601B9 

82/04/19 

90-982 

0 

8204860199 

8804360184 

83/04/21 

90-333 

3 

8204860196 

8304360189 

88/04/19 

90-988 

0 

8804860202 

8204860801 

88/04/13 

90-890 

P 

8204860203 

8804260197 

83/04/31 

90-364 

P 

8804260218 

8204360807 

83/04/13 

90-213 

P 

8804260219 

8804860807 

83/04/13 

90-213 

P 

8804260233 

8804860218 

88/04/09 

90-346 

0 

8204860240 

8804860818 

82/04/09 

90-346 

Q 

8804860244 

B 8048603 18 

82/04/09 

90-346 

Q 

8804860248 

8304860218 

82/04/09 

90-346 

0 

8204260297 

8304260293 

83/04/03 

90-449 

Q 

8204860260 

8204260298 

83/04/30 

90-893 

0 

8204260263 

8304360361 

83/04/81 

90-334 

P 

8804260266 

8304360363 

03/04/14 

90-416 

E 

8204260269 

8804260362 

82/04/14 

90-416 

E 

8204260271 

8304360367 

82/04 /OS 

90-847 

S 

8804260272 

BS04360S63 

82/04/14 

90-416 

E 

8204260276 

8804360368 

83/04/19 

90-89 

8 

8804860278 

8304860362 

88/04/14 

90-416 

E 

8204260288 

8804360362 

82/04/14 

90-416 

E 

8804260284 

8304360377 

08/04/08 

90-380 

P 

8204260294 

8304860377 

83/04/08 

90-330 

P 

8204260299 

8304360393 

03/04/19 

90-89 

8 

8304260304 

8304260298 

83/04/06 

90-331 

F 

8304860309 

8304860301 

83/04/16 

ORO 


8804860307 

8804860301 

03/04/16 

ORO 


8204260309 

8804860298 

02/04/06 

90-331 

F 

8804260313 

8304360898 

82/04/06 

90-331 

F 

8204260319 

8804860319 

82/04/19 

80-389 

A 

8204260322 

8304260318 

02/04/12 

90-244 

F 

8204260329 

8204260318 

BS/04/13 

90-844 

F 

8204860326 

8204260319 

02/04/19 

50-389 

A 

8204260330 

8304260337 

02/03/89 

JtPORTLlC 


8204260333 

8304860334 

82/04/06 

PR 


8204260337 

8304360338 

02/04/18 

90-338 

F 

8204260348 

8304860338 

82/01/19 

40-B7S6 


8204260343 

8804260338 

08/04/18 

90-338 

F 

8204260349 

8204860338 

88/01/19 

40-8786 


8204260393 

8804260347 

88/04/18 

90-894 

F 

8204260397 

8204860399 

82/04/16 

90-367 

A 

8204260399 

B204860347 

82/04/18 

90-894 

F 

8204260363 

8804860368 

88/04/16 

70-2901 


8204260369 

8804860368 

B8/04/16 

90-233 

P 

8204260371 

8304860369 

88/04/13 

90-313 

F 

8204260379 

8804860369 

08/04/18 

90-313 

F 

8204860379 

8804260373 

88/03/89 

lOCFfi 


8204260380 

BS04860377 

88/04/08 

90-869 

a 

8804260401 

8804860399 

88/04/08 

90-344 

p 

8804860403 

6804860099 

88/03/80 

90-293 

p 

B804860406 

8304260409 

88/04/09 

90-313 

p 

8804860408 

8204860409 

82/04/09 

90-313 

p 

820486041 1 

8804860409 

88/04/09 

90-313 

p 

8204860481 

8804260416 

88/04/19 

90-899 

p 

8804260489 

B8048604t6 

B8/04/19 

90-898 

p 

8204860489 

BS048604S3 

82/01/19 

40-8380 


8204260460 

8804260494 

88/03/29 

71-9161 


8204260466 

8204860494 

88/03/89 

71-9161 


8804860474 

8204860467 

88/04/08 

CONTRACT 


8804860476 

8804860468 

82/03/39 

CONTRACT 



ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUDdECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATECORY 

8304260477 

B 204360479 

62/03/26 

MASTE MOT 

8804860484 

8204260481 

83/03/89 

71-470 


8304260409 

6304360480 

83/03/84 

CONTRACT 


8304860493 

6204860487 

82/04/08 

70-1191 


8204860490 

8204860466 

88/03/30 

CONTRACT 


8204260903 

080486049? 

88/03/13 

WASTE MST 

8204860904 

0804260492 

82/03/29 

CONTRACT 


82048609)0 

8204260509 

88/03/18 

40-899 


8804860914 

8804260909 

88/04/16 

S 0-352 

F 

8204860510 

8804860509 

88/04/16 

80-308 

F 

8204860919 

8304860416 

08/04/19 

50-295 

P 

8204860981 

BS04260416 

08/04/19 

80-299 

P 

8204870004 

8804870001 

88/04/81 

70-2758 


8204870016 

8804870013 

02/04/14 

50-346 

P 

8204870018 

8804270014 

88/04/13 

90-315 

0 

8804870060 

8804270013 

88/04/14 

90-346 

P 

8804870046 

8804870030 

88/03/ ti 

40-6699 


B804870049 

8804270043 

88/04/09 

TCFfl EP 


8804270063 

8804270097 

88/04/15 

50-338 

F 

8804870066 

8204870099 

88/04/09 

TOP REP 


8804270081 

8804270078 

88/04/19 

90-354 

F 

8804270084 

8804270078 

SS/04/19 

90-394 

F 

8804 870090 

6804870006 

88/04/15 

90-319 

F 

88048 70093 

6304870086 

82/04/15 

90-315 

F 

8204870099 

B804S 70087 

88/03/25 

90-33S 

P 

82042 70098 

8204370096 

88/04/15 

90-271 

F 

8204870100 

0804870096 

88/04/15 

90-871 

F 

8204870104 

6204870087 

82/03/85 

90-338 

P 

8204870107 

6204370103 

03/04/19 

90-863 

F 

8804870109 

6204870087 

82/03/85 

90-338 

P 

8804870118 

6204870110 

08/04/15 

90-369 

F 

8804870119 

8204870110 

82/04/15 

90-369 

F 

8804870188 

6304870180 

88/04/15 

90-324 

F 

8204870124 

6204870130 

02/04/ 15 

90-334 

F 

8204870129 

B804S7011B 

82/03/29 

90-80 

P 

8204870129 

0804870118 

02/03/29 

50-80 

P 

6204870130 

8204870137 

82/04/81 

90-900 

B 

6204870138 

6804270139 

02/03/30 

CONTRACT 


8204870141 

8204270140 

82/03/89 

71-9939 


8204870190 

6204270144 

62/03/89 

40-0503 


8204870199 

6204870151 

62/04/09 

50-272 

0 

8804870158 

6204870154 

82/01/14 

40-6622 


8804370168 

6304870151 

82/04/09 

90-272 

0 

0204870169 

6304370163 

82/03/23 

87-39 


8204370166 

8204870161 

82/04/01 

XPORTurC 


8204370168 

6204870143 

82/03/29 

CONTRACT 


8804370170 

8304370167 

82/04/16 

90-317 

8 

B304S70177 

8204870171 

82/04/18 

90-295 

F 

8804370178 

8304870174 

63/04/21 

90-400 

R 

6804870181 

8304870171 

62/04/13 

90-895 

F 

8804870183 

8304270169 

82/04/01 

XPORTLTC 


8804870199 

6804870193 

82/04/19 

50-285 

B 

B204270210 

6804870803 

82/04/19 

50-317 

B 

630487021 1 

8304870207 

62/04/83 

50-206 

P 

8804370214 

6304870307 

68/04/83 

90-206 

P 

8804870281 

6304870816 

62/04/83 

90-331 

P 

8804270283 

6304870215 

82/04/20 

90-316 

s 

8204870284 

8304870219 

82/04/16 

50-333 

s 

880487028? 

BS04S70227 

82/04/19 

50-317 

s 

8204870230 

8204870228 

82/04/09 

50-244 

a 

8804270231 

6204270226 

82/04/03 

90-344 

a 

8804870238 

8204870233 

83/04/18 

90-899 

0 

8Z04S7024 1 

8204870236 

82/04/06 

90-387 

a 

8804870343 

8804870234 

83/04/20 

90-461 

E 

8304370890 

8804870236 

82/04/06 

90-387 

a 

0804870852 

B204S70349 

82/04/09 

90-213 

0 

8804870896 

8204870253 

62/04/14 

90-336 

0 

8804870898 

8204870249 

82/04/09 

50-213 

a 

8804870339 

8804270251 

82/04/13 

90-373 

0 

8804870269 

8304870262 

82/04/20 

90-849 

8 

8204870281 

8304870874 

82/04/16 

90-213 

P 

BS04S7D283 

6304870876 

82/04/16 

90-483 

I 

8204870288 

6304870269 

82/04/14 

90-293 

S 

880487029) 

8304870887 

82/04/06 

QA999 


8804270297 

6204870387 

83/04/06 

04999 


8204870308 

B 204870303 

83/04/19 

90-847 

R 

S204S70310 

8204870309 

82/04/80 

90-537 

A 

8804870318 

6304870306 

82/04/00 

90-318 

0 

B204S70314 

8804270308 

82/04/80 

90-304 

8 

8804870381 

8304270317 

82/04/23 

90-331 

Cl 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSfOM NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

ODCUMENT 

ISSUED 

CATECORV 

BS042 70332 

8204270318 

82/04/20 

30-279 

0 

8204270333 

8204270313 

82/04/33 

50-89 

S 

8204270326 

8204270317 

82/04/33 

30-331 

0 

6204270338 

8204270319 

62/04/13 

30-219 

s 

8204370330 

8204270320 

62/04/19 

30-159 

s 

8204370333 

8204370339 

02/04/19 

30-324 

R 

8204270306 

8204270117 

83/03/31 

40-8303 


8204270346 

8304370330 

62/04/08 

0A999 


8204270393 

8204270343 

62/04/16 

30-317 

6 

8304370338 

8204370394 

83/04/23 

30-317 

P 

8304270399 

8204270351 

83/04/13 

30-272 

S 

B204270367 

8204270363 

83/04/13 

30-272 

3 

6204270371 

8304270360 

62/04/20 

30-313 

0 

6204370373 

8304270369 

63/04/07 

30-272 

S 

S20 42 70379 

8204270361 

03/04/09 

30-206 

a 

8204270387 

0304370381 

62/04/33 

PR 


8304270371 

6204270361 

62/04/09 

30-206 

0 

0304370394 

8204270384 

62/04/14 

30-397 

0 

0304270395 

6304270381 

82/04/23 

PR 


8204270397 

6204270390 

62/04/07 

30-373 

8 

6204370399 

8304270380 

83/04/14 

30-482 

0 

8204370403 

6304270361 

82/04/23 

PR 


6204370412 

8304370407 

82/04/13 

30-387 

0 

6204370414 

6204270401 

82/04/13 

30-31 1 

3 

6204370416 

6204270409 

82/04/08 

70-923 


8204270420 

8204370413 

82/04/12 

50-259 

0 

B 204270424 

8204270386 

63/04/19 

70-1467 


8204270426 

8204270413 

83/04/13 

90-299 

0 

6204270429 

8204370421 

82/04/16 

30-333 

£ 

8204270437 

8204270433 

82/04/21 

30-316 

B 

8204270439 

B2O4370485 

83/04/21 

70-3398 


8204270440 

8204270430 

82/04/19 

90-316 

S 

8204270444 

8204270432 

83/04/09 

30-312 

Q 

8204270446 

B204270443 

62/04/12 

30-319 

Q 

8204270459 

0204270449 

82/04/16 

50-496 

<3 

8204270438 

8304370443 

83/04/12 

90-319 

a 

02O'427O46O 

0304370491 

02/04/21 

90-289 

p 

6204270461 

6204270493 

02/04/13 

90-346 

Q 

6204270469 

8204270497 

82/04/12 

90-393 

F 

6204270467 

8204370499 

82/04/21 

90-373 

0 

8204270460 

8304370462 

82/04/12 

50-219 

0 

9204270469 

8204370451 

82/04/21 

50-389 

P 

0204270473 

8304370457 

62/04/13 

50-293 

F 

8304270474 

8304370433 

62/04/13 

90-346 

Q 

8204270476 

8204370462 

82/04/12 

30-319 

0 

8204270477 

8204370471 

62/04/13 

90-266 

Q 

8204270490 

8204370480 

82/04/16 

30-344 

8 

8204270499 

B204270493 

83/04/16 

30-318 

P 

8204270309 

8204270907 

83/03/30 

90-293 

P 

820427031 1 

8204270907 

83/03/30 

50-293 

P 

8204270312 

8304370486 

82/04/19 

30-493 

A 

6204270317 

8304370907 

83/03/30 

90-293 

P 

6204270318 

8304370499 

82/04/16 

90-318 

P 

6304270519 

8304370913 

83/03/30 

30-334 

P 

8304270921 

8304270493 

83/04/16 

30-318 

P 

S304270923 

6204270914 

82/04/19 

30-293 

8 

8204270324 

6304270313 

92/03/30 

30-334 

P 

8204270838 

8304270313 

83/03/30 

50-334 

P 

B304S 70336 

8204270333 

02/03/03 

CONTRACT 


8204370946 

8204270339 

02/03/03 

CONTRACT 


8204270936 

6204S70391 

02/03/29 

90-331 

0 

8204270363 

8304270398 

02/03/29 

90-328 

a 

8204270969 

8304270341 

03/03/33 

CONTRACT 


8204270971 

8304270366 

83/04/16 

90-361 

p 

8204270S79 

B304270366 

83/04/16 

50-361 

p 

8204270979 

8304270972 

83/03/29 

50-296 

P 

8204270984 

8304270973 

83/03/29 

90-296 

p 

8204270989 

8204270972 

03/03/29 

50-296 

p 

8204280002 

8304280001 

83/04/26 

30-400 

H 

8204200008 

8204380003 

63/03/26 

90-301 

P 

6204280012 

8S04380003 

62/03/26 

50-301 

P 

8204280014 

8204360003 

82/03/26 

90-301 

P 

8204280022 

8204280010 

82/03/31 

90-339 

B 

8204280024 

8204380017 

82/03/29 

50-320 

R 

8304280029 

8304360017 

83/03/29 

90-380 

R 

8204280031 

8304380036 

83/03/31 

90-339 

8 

8204280039 

6204380093 

82/04/16 

90-269 

8 

8204280040 

6204360036 

83/03/36 

NUREO 


8204280041 

6204280039 

63/04/21 

50-333 

3 

8204280049 

6204200043 

83/04/14 

90-339 

8 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


enclosure 

document 

ISSUED 

CATEOORV 

8204380060 

8204280046 

03/04/20 

30-380 

F 

8204280072 

BS04280046 

83/04/24 

30-2B0 

F 

8204280073 

8204280069 

82/04/06 

CONTRACT 


8204280060 

82042SOOBO 

83/04/02 

CONTRACT 


8204280097 

8304280091 

03/04/07 

CONTRACT 


8204280117 

8304280103 

08/03/24 

30-330 

P 

6204280137 

0304280103 

83/03/24 

30-390 

P 

6204280134 

6204280103 

83/03/24 

50-290 

P 

6204380144 

0204280139 

83/03/24 

msc 


0204380157 

0304280139 

63/03/24 

mec 


8304380196 

B3042B0149 

01/10/33 

30-36B 

8 

8304380167 

0304280139 

02/03/34 

msc 


8204280169 

8304280163 

03/04/30 

90-33B 

a 

8204280171 

0304280139 

83/03/84 

msc 


B2042B0175 

8304280170 

03/04/20 

90-322 

9 

8304260181 

0204280176 

83/03/25 

XPORTLIC 


8304380186 

8304260160 

83/04/19 

90-443 

0 

8204280191 

8204200173 

82/04/30 

90-321 

8 

8204280194 

9204200189 

82/04/36 

30-337 

0 

8204200196 

8204200190 

02/04/09 

30-287 

5 

8204280197 

8204360193 

83/04/02 

XPDflTHC 


8304280199 

8204360189 

83/04/36 

30-937 

0 

0304280207 

8204280304 

83/04/14 

50-324 

8 

8304280208 

8304360303 

82/04/08 

XPORTLIC 


8204280313 

8304380301 

82/04/08 

30-366 

a 

8204380223 

8304380219 

82/04/23 

30-344 

p 

8304260229 

8204280321 

82/04/30 

90-331 

8 

8304280234 

B2042S0230 

83/04/26 

90-244 

P 

8204280236 

8SD42B0232 

82/04/22 

30-373 

a 

8204280247 

8304280240 

82/04/07 

30-339 

8 

6204260234 

8304280243 

82/04/21 

80-290 

8 

6204280298 

0304280393 

82/03/04 

30-321 

a 

0204280373 

0204280270 

82/04/08 

30-366 

R 

8304380288 

8204380283 

62/04/22 

30-279 

8 

0304280289 

0304360281 

82/04/13 

90-384 

a 

8204380296 

8304380393 

02/04/07 

90-330 

8 

8304280299 

8304380393 

03/04/09 

90-269 

8 

8204880301 

8304380394 

83/04/13 

90-270 

8 

8204280303 

8304380300 

03/04/07 

30-338 

8 

B2042S0310 

8 204280304 

03/04/16 

90-270 

S 

8304200313 

8204360309 

02/04/13 

90-287 

6 

8304200319 

8304360308 

88/04/06 

70-139 


8204200330 

8204300313 

63/03/02 

90-321 

0 

8204200333 

8204S80319 

83/04/19 

90-324 

3 

8204200335 

8204300331 

02/04/23 

30-413 

C 

8204380334 

8304380337 

82/04/19 

BO-373 

P 

8304280333 

8204380326 

B2/04/13 

30-324 

8 

83042 80340 

8204280331 

62/04/14 

30-891 

8 

8204380346 

6204380341 

83/04/08 

90-369 

a 

8304360347 

6204380338 

82/03/11 

90-366 

a 

8304280348 

83043B0339 

82/03/23 

90-366 

8 

8204280391 

6304280343 

82/04/16 

90-366 

8 

8204280394 

8304380349 

82/04/08 

90-366 

8 

83048B0397 

8304300349 

83/04/82 

90-466 

0 

8304280399 

6204300393 

82/04/12 

90-338 

a 

8304280361 

0304260393 

82/03/02 

90-321 

6 

830428036 8 

6304280363 

82/04/23 

90-339 

P 

0204300370 

8304280367 

82/04/13 

90-324 

S 

0204280373 

8304280373 

82/04/14 

90-324 

8 

8304280374 

8304280371 

62/04/23 

90-388 

O 

8204280377 

8304280371 

62/04/23 

90-398 

0 

8204280378 

8304280376 

02/04/20 

90-449 

0 

8204280380 

6304280371 

82/04/23 

90-398 

0 

8204260381 

8304380376 

02/04/20 

90-449 

0 

6204280384 

8304380371 

02/04/23 

90-398 

0 

8204260389 

8204380376 

62/04/20 

90-449 

0 

8204280387 

8304380376 

02/04/20 

90-449 

0 

8204260309 

8204200376 

82/04/20 

90-449 

0 

6204200391 

8204380376 

82/04/20 

50-449 

0 

8204280400 

8804300395 

82/04/12 

90-339 

p 

6204260401 

8204380399 

83/04/16 

90-136 

p 

8204280402 

8204380399 

82/04/16 

90-126 

p 

6204200403 

0204380399 

82/04/16 

90-120 

p 

8204260410 

8204380395 

82/04/12 

90-339 

p 

8304260412 

8204280407 

82/03/26 

90-270 

8 

8304280414 

8304380393 

82/04/12 

90-339 

P 

8204280433 

8304380418 

82/03/04 

90-366 

s 

8204280437 

8304380420 

83/04/21 

90-440 

A 

8204280438 

8304380421 

82/04/01 

XPORTLIC 

6204280439 

8204380420 

83/04/21 

90-440 

A 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


cess ION 


eNcuoauRE 

aS042e0431 

02O43BO43S 

0204200437 

02O42BO447 

0204280448 

S2042B0434 

9204200461 

0204280469 

S2O420O468 

02O42BO479 

6204280479 

6204260481 

8204260484 

6204280469 

6204200467 

6204280491 

6204280493 

6204280900 

B2042B0909 

6204260910 

820428091 1 
6204260991 
8204380929 
8204280930 
9204280932 

0204200937 

0204280940 

0204200942 

0204200946 

0204200940 

8204280949 

8204280990 

8204280999 

8204200997 

8204200999 

8204280962 

8204280963 

0204280964 

0204200966 

8204200969 

Q204280970 

0204200974 

0204200624 

0204200640 

8204290001 

8204290009 

0204290010 

0204290017 

0204290023 

8204290029 

6204290026 

8204290031 

6204290003 

8204290007 

6204290040 

0204290044 

6204290049 

0204290031 

0204290052 

0204290094 

0204290099 

0204290096 

0204290097 

6204290061 

0204290062 

0204290067 

0204290068 

0204290070 

0204270074 

0204290076 

0204290080 

6204290001 

0204290004 

0204290089 

6204290009 

6204290090 

6204290096 

6204290099 

6204290104 

6204290107 


NUMOER 


ACCESSION NODSER 


PRINCIPAL 

DOCUMENT 

0204200426 

8204200429 

8204280430 

0204280442 

8204280441 

0204280449 

8204280499 

8204200499 

8204280460 

8204200470 

8204200473 

8204280469 

8204280477 

8204280478 

8204280477 

8204280480 

8204280483 

8204280497 

0204280904 

8204280490 

8204280909 

8204280919 

8204280917 

8204280924 

8204280928 

8204280933 

8204280936 

8204280939 

8204280939 

8204280941 

0204280943 

8204280949 

8204200992 

8204280991 

0304280592 

8204280992 

0204280991 

0204200992 

8204280991 

8204280992 

8204280966 

8204280391 

8204280616 

8204280638 

8204230016 

8204230016 

0204200630 

0204230016 

8204200638 

8204290022 

0204230016 

8204260630 

8204230016 

8204230016 

8204230016 

8204230016 

8204230016 

0204290049 

8204290016 

0204290090 

8204290049 

8204290093 

6204230016 

8204290049 

8204230016 

0204230016 

0204290064 

0204290063 

8204290071 

6204230016 

0204230016 

0204290079 

0204290073 

0204230016 

0204230016 

6204290079 

6204230016 

6204230016 

6204290098 

6204290100 


DATE 

ISSUED 

BUDUECT 

CATEOORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATCeORV 

82/03/04 

90-321 

B 

8204290100 

0204290095 

81/12/09 

FDIA 

02/04/20 

70-143 


8204290112 

8204290095 

81/12/09 

50-396 I 

02/04/06 

50-29 

0 

8204290116 

8204290095 

81/12/09 

SO-70 ( 

02/04/13 

90-366 

8 

8204290117 

8204290100 

82/03/16 

90-329 t 

02/04/22 

50-213 

P 

8204290120 

8204290099 

81/12/09 

50-70 C 

82/03/29 

50-366 

8 

S204290I23 

8204230016 

01/11/10 

FOIA 

82/04/13 

50-324 

B 

8204290124 

8204270100 

82/03/16 

50-329 ! 

02/02/23 

90-366 

8 

8204290127 

8204290099 

81/12/09 

50-70 < 

02/04/26 

REVIEW ORP 

8204290329 

8204230016 

81/11/10 

FOIA 

82/04/13 

90-324 

8 

6204290132 

8204290095 

Bt/12/09 

50-70 f 

62/04/12 

80-399 

0 

0204290133 

8204230016 

Bi/n/io 

FOIA 

02/04/14 

90-339 

8 

0204290139 

0204290099 

01/12/09 

50-70 1 

02/04/19 

50-320 

P 

0204290137 

8204230016 

ei/i 1/10 

FOIA 

02/02/23 

90-366 

8 

8204290141 

0204290095 

81/12/09 

50-70 C 

02/04/13 

90-320 

P 

8204290146 

0204290095 

01/12/09 

50-70 F 

82/04/14 

90-325 

6 

8204290147 

6204230016 

01/11/10 

FOIA 

02/04/21 

90-320 

P 

8204290149 

0204290140 

02/03/19 

XPDRTLIC 

82/03/02 

90-321 

8 

8204290I9I 

8204290095 

01/12/09 

50-70 / 

02/03/04 

90-321 

3 

6204290192 

8204230016 

81/11/10 

FOIA 

62/04/23 

90-387 

A 

0204290153 

8204 3 90095 

81/12/09 

50-70 t 

62/03/24 

90-338 

3 

6204290196 

8204290143 

02/04/Oe 

CONTRACT 

62/03/24 

90-336 

6 

0204290197 

8204230016 

81/11/10 

FOIA 

82/04/07 

90-330 

S 

6204290162 

8204230016 

61/ll/JO 

FDIA 

02/04/07 

90-369 

S 

0204290164 

8204290198 

82/03/26 

71-6227 

82/04/00 

90-321 

8 

8204290169 

8204290159 

03/04/07 

40-2259 

02/04/08 

90-369 

S 

8204290167 

8204290095 

01/12/09 

50-70 f 

82/02/19 

90-270 

B 

8204290173 

8204290099 

01/12/09 

50-70 C 

82/04/06 

70-1113 


8204290174 

6204230016 

Bl/ll/IO 

FOIA 

82/04/06 

70-1113 


0204290176 

8204290095 

81/12/09 

90-70 F 

62/04/20 

90-247 

0 

6804290178 

8204230016 

ei/i i/lO 

FOIA 

82/04/16 

90-346 

8 

6204290181 

8204230016 

81/11/10 

FOIA 

82/02/23 

90-366 

8 

8204290103 

8204290099 

01/12/09 

30-70 0 

62/04/26 

90-206 

P 

8204290184 

8204290175 

02/03/26 

70-1143 

02/03/29 

50-364 

8 

8204290166 

8204230016 

81/11/10 

FDIA 

02/04/26 

50-206 

P 

8204290189 

8204290099 

81/12/09 

50-70 < 

02/04/26 

90-206 

P 

8204290190 

8204230016 

81/11/10 

FOIA 

82/03/29 

90-364 

8 

8204290191 

8204290102 

82/04/07 

HASTE MOT 

62/04/26 

90-206 

P 

8204290192 

8204290175 

82/03/26 

70- 1 1 43 

82/03/29 

90-364 

8 

8204290199 

6204230016 

Bt/I 1/10 

FOIA 

82/04/26 

90-206 

P 

8204290196 ' 

8204290099 

81/12/09 

50-70 F 

62/04/09 

COMM 183 IDN 

8204290200 

8204230016 

81/11/10 

FDIA 

62/03/29 

90-364 

S 

8204290202 

8204290099 

81/12/09 

70-754 

82/03/16 

90-309 

0 

8204290204 

8204290201 

82/04/23 

50-279 fl 

82/04/01 

lOCFfl 


8204290206 

8204290099 

Bt/13/09 

70-754 

81/11/10 

70-1216 


8204290212 

8204330016 

Bl/J 1/10 

40-8186 

61/11/10 

40-8118 


B204290213 

8204290095 

81/12/09 

50-18 F 

62/04/01 

lOCFR 


8204290216 

8204230016 

81/1 1/10 

40-8186 

81/11/10 

70-1216 


8204290219 

8204290214 

82/04/01 

71-7IS2 

02/04/01 

lOCFB 


8204290220 

8204290099 

Bl/12/07 

50-10 F 

02/03/29 

CONTRACT 


8204290221 

0204230016 

81/11/10 

40-8106 

81/11/10 

70-1216 


9204290239 

0204290095 

01/12/09 

SO-70 F 

82/04/01 

lOCFR 


0204290226 

8204230016 

El/ll/10 

40-8186 

ai/ii/io 

70-1216 


9204290230 

8204290099 

81/12/09 

70-7 S4 

01/11/10 

70-1216 


0204290231 

8204230016 

01/11/10 

40-8186 

61/11/10 

70-1216 


8204290233 

8204290099 

81/12/09 

70-754 

81/1 1 /lO 

70-1216 


0204290234 

0204230016 

Si/ll/IO 

40-8186 

81/11/10 

70-1216 


8204290236 

0204290095 

81/12/09 

90-70 { 

82/04/13 

90-336 

P 

0204290236 

6204230016 

81/11/10 

40-8186 

BI/ll/lO 

70-1216 


8204290242 

0204230016 

81/11/10 

40-0186 

B2/04/06 

40-8601 


6204290245 

0204230016 

81/11/10 

40-0186 

82/04/13 

50-336 

P 

6204290246 

0204290099 

81/12/09 

50-70 ( 

02/04/21 

90-290 

P 

8204290248 

0204290099 

81/12/09 

50-70 C 

01/11/10 

70-1816 


8204290290 

0204290095 

81/12/0? 

70-754 

82/04/13 

90-336 

P 

8204290253 

6204S30016 

81/11/10 

40-8106 

61/11/10 

FOIA 


0204290256 

6204290099 

81/12/09 

50-70 i 

81/11/10 

FOIA 


8204290*97 

8204230016 

01/(1/10 

40-0106 

82/04/23 

90-449 

K 

8204290296 

0504290354 

02/03/29 

71-5926 

02/03/30 

CONTRACT 


8204290S60 

6204290099 

01/12/09 

50-70 ! 

82/03/29 

01/11/10 

90-247 

P 

8204290S62 

8204230016 

81/11/10 

40-8106 

FOIA 


8204290269 

0204290099 

81/12/09 

70-734 

81/11/10 

02/03/31 

02/04/19 

ei/ii/io 

01/11/10 

FDIA 

70-364 


8204290266 

8*04390267 

8204230016 

8204290095 

61/11/10 

61/12/09 

FOIA 

70-734 

90-338 

0 

8204890269 

8204230016 

61 /ll/to 

FDIA 

FOIA 


8204290271 

0204290099 

81/12/09 

50-70 1 

FOIA 


8204290273 

8204230016 

81/11/10 

FOIA 

02/03/31 

81/11/10 

61/11/10 

82/04/07 

62/03/16 

70-364 


8204290279 

8204*90099 

81/12/09 

50-70 < 

FOIA 


8204290277 

8204*30016 

81/11/10 

FOIA 

FOIA 

40-8452 


8204290279 

8204290282 

0204*90272 

8*04290095 

82/03/05 

81/IS/09 

Ml EC 

FOIA 

90-329 

A 

0204290204 

0204290283 

82/04/23 

50-430 < 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

NUMBER 




ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORV 

ENCLOSURE 

DOCUMENT 

I8BUE0 

CATEOORV 

8204290aS7 

8204290286 

82/04/06 

40-6699 


820429064? 

0204290642 

02/04/09 

CONTRACT 


S204290292 

8204290270 

82/04/21 

90-272 

F 

8204290691 

8204290690 

02/04/14 

CONTRACT 


8204290293 

9204290286 

82/04/06 

40-6699 


8204290699 

0204290699 

82/04/07 

WASTE MOT 

8204290298 

8204290286 

82/04/06 

40-6699 


8204290663 

0204290696 

02/03/29 

90-200 

P 

8204290316 

8204290312 

82/03/29 

71-4906 


8204290666 

0204290664 

82/03/02 

71-9160 


8204290330 

9204290324 

82/04/23 

90-279 

R 

020429066? 

6204290696 

62/03/29 

90-200 

P 

8204290339 

9204290337 

82/04/21 

90-299 

P 

8204290672 

6204290696 

82/03/29 

50-280 

P 

S20429D349 

8204290346 

82/04/19 

TOPREP 


0204300012 

6204300003 

02/04/02 

90-320 

P 

8204290360 

8204290399 

92/04/27 

REUIEU ORP 

8204300013 

0204300003 

02/04/02 

50-320 

P 

8204290362 

8204290398 

82/04/27 

REVIEW ORP 

8204300014 

8204300011 

82/04/16 

90-219 

9 

0204290369 

8204290367 

02/04/13 

TDPREP 


8204300016 

8204300003 

02/04/02 

90-320 

P 

9204290371 

8204290366 

02/04/07 

40-6622 


0204300019 

6204300003 

62/04/02 

90-320 

P 

0204290378 

8204290370 

02/03/22 

CONTRACT 


8204300023 

0204300003 

02/04/02 

90-320 

P 

8204290391 

8204290390 

92/04/22 

XPORTLIC 


8204300027 

6204300021 

62/04/23 

90-309 

F 

8204290383 

8204290380 

02/04/22 

XPORTLIC 


8204300092 

0204300021 

02/04/23 

90-309 

F 

8204290388 

8204290304 

02/04/22 

XPORTLIC 


0204300034 

0204300033 

82/04/23 

90-346 

F 

8204290392 

9204290394 

92/04/22 

XPORTLIC 


6204300039 

9204300033 

62/04/23 

90-346 

F 

8204290401 

9204230016 

91/11/10 

70-1216 


0204300036 

0204300003 

82/04/02 

FOIA 


8204290414 

9204230016 

01/11/10 

70-1216 


6204300042 

8204300003 

62/04/02 

90-299 

P 

8204290422 

8204230016 

81/11/10 

70-1216 


6204300043 

8204300030 

62/04/23 

90-339 

F 

8204290430 

8204230016 

01/11/10 

70-1216 


0204300046 

0204300030 

82/04/23 

90-339 

F 

8204290431 

8204290424 

02/04/19 

71-6968 


0204300090 

8204300047 

62/04/23 

90-286 

F 

8204290434 

8204230016 

ai/ 11/10 

70-1216 


0204300092 

8204300047 

62/04/23 

90-286 

F 

8204290438 

8204290429 

82/04/22 

90-299 

F 

8204300095 

8204300003 

62/04/02 

50-320 

P 

8204290440 

8204230016 

81/11/10 

70-1216 


0204300061 

8204300003 

02/04/02 

FOIA 


8204290446 

8204230016 

81/11/10 

70-1216 


6204300064 

0204300096 

02/04/23 

90-10 

F 

8204290432 

8204230016 

81/11/10 

70-1216 


6204300067 

0204300003 

02/04/02 

90-320 

P 

0204290489 

8204290429 

82/04/22 

90-299 

F 

8204300079 

8204300066 

62/04/13 

90-908 

Q 

8204290460 

8204230016 

81/11/10 

70-1216 


8204300076 

8204300003 

02/04/02 

90-320 

P 

8204290464 

8204230016 

81/11/10 

70-1216 


9204300077 

6204300086 

02/04/23 

90-10 

F 

9204270467 

0204290498 

02/04/16 

71-9142 


82043D0079 

0204300070 

02/04/12 

50-280 

P 

8204290469 

9204290462 

02/04/09 

90-294 

P 

6204300060 

8204300072 

82/04/26 

90-937 

0 

8204290471 

8204290461 

02/04/16 

80-247 

P 

8204300002 

8204300072 

82/04/28 

90-937 

e 

8204290472 

6204290462 

02/04/09 

50-294 

P 

8204300064 

8204300066 

02/04/13 

90-908 

0 

8204290473 

8204230016 

81/11/10 

70-1216 


8204300086 

6204300072 

02/04/20 

90-937 

0 

8204290477 

8204230016 

81/11/10 

70-1216 


B204300D90 

6204300072 

62/04/28 

90-937 

0 

B204290478 

8204290461 

82/04/16 

50-247 

P 

8204300094 

6204300072 

62/04/20 

90-937 

0 

8204290481 

8204230016 

01/11/10 

70-1216 


6204300099 

6204300072 

02/04/28 

90-937 

0 

8204290486 

8204290461 

02/04/16 

90-247 

P 

8204300099 

0204300003 

82/04/02 

90-320 

p 

8204290487 

9204230016 

81/11/10 

70-1216 


8204300108 

6204300003 

62/04/02 

90-320 

p 

8204290488 

B 204290480 

02/04/16 

71-9769 


8204300110 

6204300102 

02/04/27 

90-937 

0 

8204290498 

8204230016 

01/11/10 

70-1216 


8204300113 

8204300101 

02/04/26 

90-416 

A 

0204290800 

8204290493 

02/04/19 

70-2948 


8204300114 

6204300106 

02/04/22 

XPORTLIC 


8204290803 

8204230016 

81/11/10 

FOIA 


8204300116 

6204300102 

82/04/27 

90-937 

0 

8204290806 

8201230016 

81/11/10 

70-1216 


8204300117 

6204300003 

02/04/02 

FOIA 


8204290908 

8204290499 

82/04/22 

50-913 

0 

8204300121 

6204300101 

62/04/26 

90-416 

A 

8204290909 

9204290493 

82/04/19 

70-2948 


8204300122 

6204300102 

62/04/27 

90-937 

0 

8204290312 

9204230016 

81/11/10 

70-1216 


8204300123 

0204300106 

02/04/22 

XPORTLIC 


8204290817 

8204230016 

01/11/10 

70-1216 


8204300124 

8204300003 

02/04/02 

50-309 

P 

0204290922 

8204290918 

82/04/13 

71-9009 


9204300126 

6204300102 

62/04/27 

90-937 

0 

8204290923 

8204230016 

81/11/10 

70-1216 


0204300130 

6204300003 

02/04/02 

90-299 

p 

0204290830 

8204230016 

81/11/10 

70-1216 


8204300139 

0204300101 

68/04/26 

90-416 

A 

9204290838 

8204230016 

81/11/10 

70-1216 


8204300136 

8204300131 

62/04/27 

90-199 

0 

8204290937 

9204230016 

81/11/10 

70-1216 


6204300138 

6204300133 

02/04/00 

90-302 

Q 

8204290840 

8204230016 

81/11/10 

70-1216 


0204300140 

0204300003 

02/04/02 

90-299 

P 

8204290844 

8204230016 

81/11/10 

70-1216 


6204300143 

0204300131 

62/04/27 

90-199 

0 

8204290848 

9204290923 

82/03/26 

50-237 

P 

6204300149 

6204300101 

02/04/26 

90-416 

A 

8204290849 

8204230016 

81/11/10 

70-1216 


6204300146 

0204300003 

62/04/02 

FOIA 


8204290891 

8204230016 

01/11/10 

70-1216 


6204300191 

0204300003 

62/04/02 

FOIA 


8204290992 

0204290923 

02/03/26 

90-237 

P 

6204300193 

0204300101 

02/04/26 

90-416 

A 

8204290998 

0204230016 

01/11/10 

70-1216 


6204300199 

8204300192 

02/04/26 

90-329 

0 

8204290997 

8204230016 

01/11/10 

70-1216 


0204300160 

0204300003 

02/04/02 

FOIA 


8204290860 

8204230016 

81/11/10 

70-1216 


0204300169 

6204300101 

62/04/26 

90-416 

A 

8204290962 

9204230016 

81/11/10 

70-1216 


8204300167 

6204300003 

82/04/02 

90-309 

P 

8204290963 

8204290923 

82/03/26 

90-237 

P 

020430017! 

620430010] 

02/04/26 

90-416 

A 

8204290979 

8204290968 

02/03/29 

50-280 

P 

0204300172 

0204300003 

62/04/02 

90-320 

P 

8204290380 

8204270972 

02/03/22 

CONTRACT 


0204300177 

6204300101 

02/04/26 

90-416 

A 

9204290881 

8204290968 

02/03/29 

90-200 

P 

6204300170 

6204300170 

82/04/23 

50-331 

8 

8204290883 

8204290968 

82/03/29 

90-280 

P 

6204300179 

6204300003 

02/04/02 

90-320 

P 

8204290987 

8204290394 

92/03/31 

CONTRACT 


8204300164 

0204300101 

02/04/26 

90-416 

A 

8204290991 

8204290989 

82/03/31 

CONTRACT 


8204300167 

0204300183 

02/04/19 

90-326 

Q 

8804290997 

8204290994 

92/03/31 

Contract 


0204300194 

0204300101 

62/04/26 

90-416 

A 

8204290998 

B2O4290993 

92/04/20 

90-409 

F 

6204300191 

0204300183 

62/04/19 

90-326 

0 

8204290600 

8204290999 

82/03/04 

90-279 

P 

8204300193 

6204300101 

62/04/26 

90-416 

A 

820429Q608 

8204290602 

82/03/31 

CONTRACT 


. 6204300197 

0204300196 

02/04/22 

90-280 

8 

8204290614 

8204290993 

02/04/20 

90-409 

F 

6204300202 

0204300199 

02/04/22 

90-40^ 

8 

8804290617 

8204290612 

82/04/20 

90-382 

F 

6204300204 

0204300201 

02/04/21 

90-346 

8 

8204290618 

8204290613 

82/03/31 

CONTRACT 


6204900209 

0204300199 

02/04/22 

90-409 

S 

8204290634 

8204290626 

02/03/29 

CONTRACT 


8204300209 

0204300101 

02/04/26 

90-416 

A 

8204290648 

8204290644 

02/03/29 

40-8749 


8204300210 

0204300206 

02/04/16 

90-206 

0 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 




PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

document 

IBSUED 

CATEOORV 

B2O4O0OZ12 

8204300101 

82/04726 

90-416 

A 

82043CO21 4 

BZ04300003 

82704/02 

FOIA 


0204300219 

B 2043001 01 

B2704/26 

90-416 

A 

8204300222 

B 204300043 

82704/16 

90-267 

F 

0204300231 

B 20430 00 03 

02/04702 

FOIA 


0204300233 

B204300223 

B2704/27 

70-1073 


0204300236 

0204300223 

02/04/27 

70-1079 


0204300239 

B204300003 

□2/ 04 70 2 

FOIA 


0204300241 

0204300003 

B2/04/02 

90-320 

p 

0204300244 

0204300240 

B2/04/21 

90-202 

0 

0204300249 

0204300003 

02/04/02 

90-320 

p 

0204300247 

0204300003 

82/04/02 

90-320 

F 

8204300231 

B 204300003 

02/04/02 

90-320 

P 

0204300293 

02O43DO24S 

82/04/21 

90-336 

B 

8204300233 

8204300003 

02/04/02 

90-320 

P 

8204300262 

8204300239 

02/04/23 

90-316 

8 

0204300260 

8204300239 

B2/04/23 

90-316 

8 

0204300269 

8204300266 

02/04/19 

90-289 

8 

8204300271 

8204300269 

02/04/19 

90-294 

Q 

0204300274 

8204300269 

02/04/ 1 9 

50-294 

Q 

0204300283 

0204300277 

82/01/19 

0A999 


02O43OO28S 

8204300279 

02/04/14 

90-333 

0 

020430020? 

0204300201 

02/03/30 

90-322 

0 

0204300292 

B2043D02B7 

82/04/19 

90-213 

Q 

8204300293 

8204300277 

82/01/19 

0A999 


8204300290 

8204300273 

82/04/14 

90-333 

Q 

0204300300 

0204300287 

82/04/19 

so-ai3 

0 

8204300304 

3204300294 

82/04/16 

90-410 

0 

0204300307 

0204300299 

02/04/13 

90-309 

Q 

8204300311 

8204300303 

82/04/16 

04999 


8204300314 

0204300303 

82/04/19 

90-249 

0 

B204300318 

0204300310 

82/04/13 

90-299 

o 

B204300324 

0204300312 

02/02/09 

70-139 


B20430032S 

0204300320 

02/04/16 

04999 


B204300339 

0204 300 32B 

82/04/23 

90-220 

Q 

3204300331 

0204300342 

B2/04/02 

90-328 

Q 

8204300394 

8204300344 

02/04/16 

90-333 

0 

B20430D393 

0204300347 

82/04/21 

70-734 


0204300397 

8204300341 

83/04/01 

90-313 

s 

8204300399 

0204300332 

02/ 04/23 

90-331 

8 
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NUMBER 




ENCLOSUfiE 

PRINCIPAL 

oacuMEur 

DATE 

IS&JEB 

SUBJECT 

CATEttORf 

0204300369 

0204300347 

82/04/21 

70-734 


0204300367 

8204300350 

82/04/16 

50-317 

<x 

6204300368 

8204300361 

02/04/23 

90-331 

B 

0804300371 

8204300363 

82/04/22 

90-206 

Q 

0204300372 

8204300360 

02/04/26 

90-33 1 

□ 

0204300373 

8204300364 

82/04/26 

90-346 

0 

8204300374 

0204300366 

02/04/27 

90-275 

R 

8204300370 

8204300379 

82/04/19 

70-1143 


0204300300 

8204300376 

82/04/22 

90-290 

6 

8204300393 

8204300370 

02/04/28 

90-139 

Q 

8204300309 

0204300390 

02/04/16 

50-317 

a 

8204300300 

8204300381 

82/04/13 

70-1703 


020000309 

8204300370 

02/04/38 

90- 1 99 

0 

02O43OO:»O 

8204300379 

62/04/20 

50-237 

a 

0204300396 

8204300391 

82/04/16 

QA999 


8204300400 

8204300397 

02/04/16 

90-220 

0 

B20430040I 

0204300399 

02/04/23 

90-331 

s 

8204300403 

0204300362 

02/04/23 

90-299 

8 

0204300409 

8204300397 

62/04/16 

90-220 

0 

0204300420 

8204300414 

02/04/22 

90-259 

R 

0204300422 

8204300412 

62/04/23 

50-331 

8 

6204300427 

8204300416 

02/04/19 

SO-928 

0 

8204300439 

8204300431 

02/04/23 

90-266 

8 

0204300439 

8204300433 

02/04/14 

90-279 

a 

8204300443 

8204300442 

82/04/22 

50-272 

R 

8204300491 

0204300447 

62/04/16 

50-266 

0 

8204300493 

0204300434 

02/04/22 

90-206 

p 

B2C430049? 

8204300434 

62/04/22 

90-206 

p 

8204300461 

0204300499 

02/04/19 

90-244 

0 

0204300462 

0204300499 

62/04/16 

90-219 

a 

0204300481 

0204300464 

82/04/20 

90-344 

p 

0204300404 

0204300464 

02/04/20 

90-344 

p 

0204300409 

0204300400 

02/04/21 

90-312 

R 

6204300494 

0204300424 

02/04/01 

SO-320 

P 

0204300496 

6204300424 

82/04/01 

90-320 

P 




APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc,). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

1 1 . Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highliglited by an event at 
another facility which may affect the. subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 


A1 



3. Transniitla! and acknowledgement let lets 

4. Certificates of service to the PSAR 

C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

Tins calegory is strictly liiinled lo the items listed below Ottier environmental docuineiits and 
correspondence are filed in Categories A. D. M, P or R 

1 Environmental Report (ER) submitted by the tilility. 

2 Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4 Information on scheduling of submittal or review of ER. 

5. NRC questions, requests foi additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 
ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

Tliis category is strictly limited lo tlie items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2 Supplements to the DES and FES. 

3, Correspondence relating to the DES and FES. 

A Pnmmpnt? from Mthpr ff>ripnl stutc and locul govemiiient agencies 

t letters. 

/ of environmental issues or of ER obtained for purposes of 
nts. 

titled in connection with above, 
ability of items 1 and 2. 

Tor DES or FES. 

s of meetings where the primary subject of discussion is the 


EPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

items listed below. Other documents dealing with safety 
P or W, depending on the phase of the licensing process. 
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1. Safety Evaluation Report (SER) prepared by the NRC fformcriy called NRC-AEC Ha?ard 
Analysis Report) 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans, 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T, 

1 . Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9 Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license 
Items that have no substantive technical content or meaning for the status of the license or apjilica- 
tion are included 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4 NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matteis. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial infoiniation and related correspondence, 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and in.surance matters, 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

Tim category is strictly limited to the items listed below. All related coirespondcnce fails in category 

0 (formerly called Final Hazards Summary Report). 

SAR. 

lability of items 1 and 2. 
letters. 


A-4 



L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 


This category is limited to documents pertaining to Limited Work Authoruations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to tlie granting of a con- 
struction permit 

1. Limited Woik Authori/ations (LWA) and amendments. 

2 Correspondence pertaining to work performed under LWA s, 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled "Information Requested by the Attorney General for Antitrust Review''. 

2. Correspondence where tlie primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings. which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to (he application for termination 
of the license. 

L Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 



3. Buckup tedmical documents (e.g., topical reports) submitted in suppoil of items 1 and 2. 

4. Federal legister notices citing availability of items 1 and 2. 

5 . Correspondence legarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
(X) technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Coriespondence regarding codes (e.g., ASME), regulations, laws oi changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of suiveys or tests conducted In accoi dance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence icgarding expansion of spent fuel .storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters liiglillghled by an event at 
anolhci facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (foimerly called Regulatory Operations (KO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

)n of proprietary nature of Inspection reports, 
ipllancc. 

s and procedures. 

to imposition and payment of civil penalties, including 
ucnl Actions (EN s). 

)oclion and enforcements that docs not specifically relate 
category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
This category includes periodic reports of a routine nature 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks’ 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES, PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes: 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LER s) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50 55e. 

5. Preliminary Notification of Occurrence (PNO s) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON- ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts, 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 
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8. Corrections to above items. 


U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 

This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are Hied in category H, 

1, Statements and testimony before Congress or before bodics/committees appointed by the 
Executive or Legislative Branches, 

2, Preparatory and backup documents for item 1. 

3, Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators, 

2. NRC examination results. 

3. Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 

X. ONSITE LOW-LEVEL WASTES STORAGE 

Tliis category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 



APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


lOCFR — Commission Meeting Records 

This category contains documentation pertaining to open and closed Coiniiiission meetings. It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings niade publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS — Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generatcd reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 



2. Tiavel voucheis, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE* For transcripts of Commission meetings, see lOCFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, pioject title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 


WSCLOSURE - Financial Disclosure Information 

This category contains financial disclosure Information in accordance with the Ethics in Government 
Act of 1978. 


FOIA “ Freedom of Information Act Requests and Releases 

This category contains requests for agency records and recoids released in accordance with the 
provisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY«NNN 

sequence) for NRC records made in accordance 

nformation Act. 

requester relevant to the processing, appeal, 


response to specific requests made under FOIA. 


solved safety issues of a generic nature that are 
)r Regulation. 

generic tasks in the regulatory program. 

correspondence regarding the methodologies, 
5pects of issues. 
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3. Meeting notifications and minutes. 


4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


I&E - Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees, Also included in this category 
are preliminary notifications of events (PNOsj. 

1. I&E Circulars, which describe an event at a licensed facility and are Informational in nature. 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly after an event has occurred. 

3. I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event, 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE. For letters forwarding the above issuances, utility responses to such Issuances, and 
related correspondence, see Category Qof individual docket categories. 

MISC — Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other nondocketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors, 

1. These reports are normally final work products and are characterized by the following criteria: 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 

on reports or requesting clarification or interpretation. * 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports. 
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ORG — Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to lake unmediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM — petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or parly to issue, amend or rescind an NRC 
regulation. 

2, Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or m opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 


PROJ — Projects— Predocket Licensing 

Tins category contains records pertaining to two classes of projects, (I) commercial nuclear power 
plants for which NRC has full licensing responsibilities, and (2) government -owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for tlie Docket 50 series, 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters, 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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Q. Inspection Reports 


1 Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Govern ment-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 — Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include. 

1 . Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or tile existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to tlie NRC review of reports to assess the possibility of generic 
defects, 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate foUow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD — Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 


B-6 



staff for unpiementing specific parts of the NRC’s regulations. They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli* 
cants. Included are: 


1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide, 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessnieni and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group, Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2 . Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings, 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding, 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners whjch are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action, 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 



Slate and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting, It includes. 

1. Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance, 

b. teclinical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and 'Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE- For reports submitted by utilities that are wntfen by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT -- Nuclear Waste Management 


This category is topical in nature and contains records dealing with the actmties of the NRC 
Division of Waste Management. Each topic has been assigned a number, 

by a WM prenx. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of higlnlevel waste in 
geologic repositories, This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are. 


1 Meeting agenda and minutes of DOE/NRC nieetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 



3. Correspondence pertaining to NRC*s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

Tins category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2 . Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from tl\e Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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